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nto the moſt victorious Prynce 


and oute moft qracpous foueraigné Lobe, Bpnge dency the epght, 
kynge of Engionde and of Ftaunce,lowe of Irionde ac. 
Deteñdoüt of the Fapth,and vnder God 
the chefe and {uppzeme 
heade of the 
Church of Eng onde. 


¶ The rpght ¢ tut adminiftracyon of the lawes that Gop gate bnto Moſes 
and bnto Joſua:the — of taythtulnes that — of Dauið:the 
plenteous abundaunce of wydome that God gaue bute alomon:the lucky 
and p2olperous age with the multtplicacpon of {ede whiche God gaur ynto 
Abꝛaham and Sara bis wpfe,be geué bnto pou mof gracpous Pꝛynce. with 
pout deareſt iuſt wyte and molt bertuous Pryuceite Queene Anne, Amen. 


Aiphas beynge byſſhope of that peare,Ipbe a blynde pꝛophete (mot 


— SY; ‘bnDdertandpng what he fad) prophecicd ,that tt was betterto PUL Jo.ii.c 


Z (Chet buto death,then that all the people fhulde perpfihe: he meas 
nengs cthat Chet was an heretike,a Deceauet of the people, ¢ades 
2H H froper of the lawe, and that tt was better therfore to put Chk bo 
~ a ‘to Death,tha to fitftte bpm £03 to lpue,and to Deceaue the peobie. ac. 
whete in berp Dede Chriſt was the true prophete, the true Wefltas , and theonelp 
true Sauiour ofthe woride, (ent of bis heauentp Eather to tuftre the mofte crueil, 
mot (hamefull,and moft neceffarp Death fo2 out tedempcponzaccozdpng to p mea 
nynge of the pꝛophecie truelp bnderitonde. 
tuen after thefame manet > blpnbde byfihoppe of Rome, (that bipnde Baalam 
2 iPe)uot vnderſtondynge what ke dpb, gaue Dito pour gtacethts tptle: Defen= 
lour of the fayth, onelp bpcaule pour bpghnesfuffred pour byſſhoppes to burne 
Gods worde the cote of fapth,and to perlecute the louers and mpnifters of $ fame, 
where in becp Dede the bipnde bpfihoppe (though he knewe not what be bpp) peo⸗ 
pbectéd,that bp the tyghteous abmpntftracpon and contpnuall Diligence of pours 
ice, the fapty chuide fo be defended, that Gods woyde rhe mother of Fapth with 

e frutes therof, (hulbe auc hts fre courte thozotwe out all Crtendome, but ſpe⸗ 
epallp tn yout realme. 

Btpout byghnefle now of pour pipneelp bentgnite wyll pardon me to ate 
thelé two bpfihoppes (F meane bpfihoppe Caiphas and the bpfthoppe of Rome) @ 
thep2 prophecies together, J Doute not but wwe {hal fpnde them agree lybe 
though the onebea Fewe and the other a counterfapre Chztttian . Fpzt, Caiphas 
propbecied that tt was better to put Cheiu bnto death, then that the people huide 
perpfye. Che bp{thoppe of Rome aifo nor Bnotpnge what be p20; jected, gaue 
poure grace thts tytir:Defendour of the fayth. The trueth of both tere pꝛophe⸗ 
Stes ts of the bolp goott (as was Baalams pꝛophecie) though thep that {pakethée; 
knewe not whatthepfapp . Che tructh of Catphas prophecte ts, that tt was necet- 
farp foz mans faluracyon , that Chzttt by bis death ſhulde ouercome ‘Death, and rez 


Deme bs. And the trueth of oure Baalams prophecte ts,} pour grace tn berp deve 
uide detende the Fapth, pee euenthe truc fapth of Chat,no — fee 


no herefte,no papifttcall rnuenctons , butthe bncoztupte fapth of Gods moft ‘bolp 

woꝛde. which to let fozth(prapted be the goopnes of God, and incteace poure gtacp 

ous purpofe)pourhpahnes with poure moft bonozable councell 2 4ppipeth ail bis 

—— * iti] ‘te ind vnderſt of thy ectes: 
Theletwo blynde bplihopes now agree in  bnderftaopng D2 a 

fo Catpbas taketh Cheiũ fo2 an beretike, Oure Baladtaketh the pitt it her 

fozberefie. Catphas tudgety it to bea good dede to put Crt vnto Deaty ,thathe 

Balle 
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€pittie 
qulde not Deccaue the people. Ourt Balecm calleth defendpnge of thefapth , the 
fur peeſ yng kepyng fecrete, and purnpng of the worde of fapth:lefttbe lyght there 
of Lulde biter bis Darknes:left hts owne Dectetales ʒ Decrees, bis owne lawes 
and conftitucions , bis owne ftatutes and inuencions ſhulde cometo none effecte: 
icf bis intoiicrable eractions and bfurpacions ſhulde loſe thep2 ſtrengthe: leſt tt 
Ghulde be knowen what a thefe and mutthcrer he ts in the caule of Chzif,and how 
baynous a traptoure to God and man in defraudynge all Chriſten bpnges a pꝛyn 
ces of thep2 Due obedience: Icft we poure graces {ubicctes ſhulde haue eyes inthe 
boꝛde of God, at the laff to ſpye out his crafty conuepatice and tuglpnges:anb leſt 
men ſhulde fe,bow foe be and bis falfe Apoſiles haue Deccaued all Chaiſtendome, 
{pecpallp poure noble realme of Englonde. 
hus pour grace fepth how bzotherlp the Jewyſh byſſhoppe and oure Balaam 
agtee togethet,not onclp in mpter and outwardeappearaunce:but as the one per 
fecuted the Lozde Jeſus in his one perfone,fo doth the other perfecute his woꝛde 
an¥ refpiteth bis Holy ozdpnaunce tn the auctozite of his anopnted bynges . Foꝛ ſo 
moche nowe as the woz0e of God is the oncip trueth that Dzpueth awape allipes. 
and Difclofeth all tugipng and bifccate, thetfoze is oure Balaam of Rome fo lothe 
that the fertpture ſhůlde be knowẽ in the mother tonge:left pf kpnges and pꝛynces 
({peciallp aboue all other)were erercpfed therin,thep ſhulde reclame ano chalenge 
agapne thep2 Duc auctozite, which be falfelp hath b{urped fo manp petes, and fote 
tpe bpm fhorter:anb left the people beyng taught bp the worde of God, ſhulde fall 
{romp falfe fapned obediece of hym and his diſguyſed Xpofties, bnto the true obe⸗ 
Dience commaunded bp Gods one mouthe:as namelp,to obep theyꝛ pzpnce,to o⸗ 
bep father and mother.ac.anbD not to feppe oucr father and mothers belp to enter 
into bts papnted religions,as bis ppoctttes teache:fo2 he knoweth well pnough, 
that pfthe cleare Sonne of Gods worve come ones tothe hate of the dape,tt (hal 
derue awapye ail the foule myſt of bis Deucipth Doctrines. Therfoze were tt moze to 
the mapntenaunce of Xntichziftes kpngdome, that the wozibe were Fpl tn igno⸗ 
taunce and bipndnes,anbd that the [cripture huldeneuercometolpghte. Fozthe 
{cripture (both in the olde teftament and in the new)declateth mot abotitbauntlp 
chat the office,auctozite and power geuen of God bnto kynges / ts in earth aboue 
all other powers:let them call thé {elues Wopes,Cardpnalies,oz that fo euet thep 
280.238 till,the wozde of god Declareth them(pee and commaundeth them vᷣndet papne of 
— Dampnacion)to be obedient vnto the tempoꝛallſ werde: As in the olde Tettament 
Bath. ali the Prophetes Wz2eltes and Leuttes were, And in the new Tekament Chake 
27.0, bis Apofties both were obedient chem (elues,and taught obedience of all men vn· 
tt.3.8 to thep2 pipnees Ad tempozall rulers: which here vnto bs inthe woꝛlde prelent the 
Exod. perfone of God,and ate called Goddes inthe (cripture,bpcaule of the ercellécy of 
22.0. they2 office.and though there were no mo auctozittes bur the fame,to pꝛoue the p= 
gofal. eminence of the tempozatl ſwerde, pet bp this the (cripture declateth plapnip,that 
8a. as there ts nothpng aboue God, fo ts there no man aboue the kynge tn his realin⸗ 
but that he onelp vnder God ts the chefe heade of all the cogregacpon and church 
of the fame.and in token that tits ts true thete bath ben of olde antiquite ( and ts 
pet bnto this Dapc)a loupnge cetemoupe bled in pour realme of Englonde, pwha 
pour graces (ubtectes reade pour letters,02 begpnne to tale 02 come of pout hygh 
nes,thep moue thep2 bonettes fo2 a ſigne & token of teuetence vnto pour grace as 
to thetz moft ſoueraigne lorde a headẽ vndet God. which thpug no man vleth todo 
to enp bp{thoppe.wherbp(pf oure vnderſtondyng were nat blpnded) we myght cup 
bentlp perceauc,that cuen berp nature teacheth bs the fame, that {crtpture cõmaũ · 
Deth bs:anb that Ipbe as it is agapnft Gods worde that a kpnge Hhulde notbe the 
chefe beabe of bts people, euen (o( F fape)ts it agapntt kynde that we ſhulde Bnowe 
anp other heade aboue bpm vndet God. 
Bnd that no prett noz bpftyoppe ts erempte(noz can be latefullp) from the obedi 
ence of bts pzpnice, the (crtpture ts full boty of Grapte cõmaundemẽtes, & mace 
ofthe 
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Dnto the Zynges hyghnelle. 
of the holpeſt men. %Zaron was obedient bnto Hotes, and called hym his loꝛd e, Nume. 


to adultery and manflaughter. Foꝛ be was not atraped to tep2oue bpm of his tin is · b. 
nes, nomoze than Helpas the prophete ode in fea eto fapenntobpngeAchab: Aeutt. 
= ZFtis thou and thy fathers boule rhat trouble Fftael,becaule pebaue fozxfaken p 18-b. 
commaunbementes of the Lozde,and walkeafter Baal.Andas Johan Waptpie Wath, 


fo moche as an cuell tozde agapntt the pzpnee of} people, moche lefie than to Difo 22.D. 
beye bpm, o2to withftonde bpm. Doth hot Fetemp the prophete and Baruc alfo Jerem. 
erhozte the people tn captiutte,to prape fo the profperous welfare of thekpnge of 29.b. 


obedience in Pavenge the trpbute to oure enfample, ⸗ Dpd be nota miracle therein +7.D, 
puttpnge the pece of monep in the fplthes mouth (that eter mpght pape the cufto 
mec thertotth and all to ftabipfihe the obedience Due bnto prpncese&Dpd not Jo 
feph and Mãty the mother of our fautour. Cheitt departe frd Pasareth nto Beth Lu.a.a 
icé,fo facreftom home,to thee thep2 obedience in papenge the taretothe pꝛpnce⸗ 


} impettall crowne of pour hyghnes (as be Doth pet with other noble p2pnces mo) 

that lerned be of Satha the authour of p2pbe,and ther Doth be both agapntt the 

Doctrpne ¢alfo agapnit 5 enfample of Chztfte: whiche becaufe bis &pngdome was 

not of this wozlde,medied with no tempozal matters, as it is cu dent both by bis 

‘Wwozdes and Dactple:Z uc-rit. Dath.rcdt. Joh. bi. Fob.cbitt. where be } bath epes 

to fc, mapcle: the p hath cates to beate, Mape beate, b Cheiſtes admpntftracton 
re 


onelp the miniſters of Gods woꝛde, became lordes of the woulde,audthzukk p tue 
S At, 


Ain Epittie. 

and tuft pꝛynces out of theyꝛ rowines.whoſe herte olde not pitte tt(pee cuẽ with 
iamentacpon) to remember but onelp the bntollerable wꝛonge Done bp that Anty⸗ 
chattt of Rome buto poure graces moſt noble predecefloure bpnge Fobii-F pafle o- 
uer bis peftilent ppbpnge of jeter pens out of poure realme : his ftealpnge awape 
of poute monep foz patdons:benefices and bp{thopzpkes:bis Dilccaupng of poure 
fubtectes foules with hts deuelyſhe Doctrpnes and ſectes of hts falle religtons:bis 
bloudfheddpng of fo manp of pour graces people,fo2 bokes of the (cripture. whofe 
berte wolde not be gteued (pee and that out of meafure)to call to remebzadce,bow 
obftinate and Difobebient, how p2efumptuous a ftubburnethat Antychꝛiſt made 

the byſhoppes of poure realme agayn& pour graces noble predeceffours tn tymes 
paft, as tt1s manpfeft in p Crofitciess Jtruſt berelp there be no ſuche now within 

Prone, Pouce realme: pf there be, let them remembze thefe wo2des of (cripture: Preſump⸗ 

36,¢  tuoutnes goeth before Deftruccid,¢ atter a pꝛoude ftomacke there foloweth a fall. 
-inbatis now the caufe of all thefe pntollerable and nomoꝛe to be ſuffred abhomi 
nacions? Cruelp euen the iqnozaunce of the {cripture of God. Foꝛ how had it els 
ben poffpble,that fuch blpndnes ſhulde haue come into p wozlde, bad not p ipghte 
ofGodsiwozdc bene ertpneterWow coulde men(F fape)baue bene lo farce fromthe 

true fecupce of God, and from the Due obedience of thep2 pzpnce , had not the lawe 

of Gon bene clene {hut bp,dep2eh-d,caft afpde,and put out ofremembzauncee As 

tttwas afoze the tyme of that noble kynge Foltas,and as tt bath bene allo amonge 

‘bs bnto poure graces tpme: bp whole moft rpghteous admpniftracpon (thozowe 

4e. the mercpfull goodnes of God)it ts now founde agapne,® asit was inthe Dapes 
aa.b, ofthatmoft bertuous bpnge Foltas. And pꝛayſed be the father,the fonne,and the 
2. Bar. holy gook woride without ende, which fo erceilently hath endewed poure Prynce 
* ip hert with ſuch feruentnes to bts honoute,anbd to the weith of youre loupng ſub⸗ 
tectes,that I mape rpghtuoutlp(bp tuft occafpons in poure perfone)copare poure 
hyghnes bnto that noble and gracpous kyn⸗ e,) lanterne of ipghteamonge p2pn 
ces, that feruent protectour and Defender of the lawes of God : which comaunded 
fraptip(as poure grace Doth that the lawe of God fhuldebe tedde and taught bn 

to all p peoples(et the peftes to thep? office tn the woꝛde of god:deftroped Foolatry 
and falfe pools: put Downe all euell cuftomes and abufpons: fet bp the true bos 
noute of Gobd:appiped all his audye and endeuoute to the rpghtuous abmpnifira 
pon of the moft bncoztupte lawe of God.sc. D what felictte was amonge pᷣ peo⸗ 
ple of Ferufalem in bis bapes ¢ And what proſperous health both of foule ebony 
foloweth the Ipke mpniftracte tn poure bpghnes, we begpnne now (prapfed be 
Jerem. God)to haue experience. Foras falle Doctepne ts the oztgenall caufe of all euell pla 
44.d ges and Deftruccyon, fois p true erecutpnge of thelawe of God ad the preachpng 
of the fame,the mother of all goblp profperite. The oneip worde of = CGilape)ts 

Sapte, the caule ofall feltcite, tt bꝛyngeth all goodnes with tt,tt bipngety lecupnge,tt gẽ⸗ 
7.b, — Diet Dnderftondpnge,tt cauleth good workes , tt maketh chpidzen of obedience , 
breuelp,itteacheth all eftates thep2 officeand Ductp. Sepnge then that the ſcrip⸗ 

ture of God teacheth bs cuerp thpnae {uffictentlp,both what we oughte to do. and 

‘what we oughte to leaue vndone:whome we are boundeto obsp , and whome tee 

Ghulde not obeye:thertoꝛe( J fape)t cauſeth all pꝛoſpetite, and Cettcth euecp thyng 
inframe:and where it is taught and knowen, tt lpghteneth all darkeneſſes, cofoz= 

teth all (ozp hertes,leauctl) no pooze man bnbelped,{ufitety nothpnge ample bna 
mended, letteth no pzpnce be Difobeped , permptteth no berefte to be preached : but 
cefourmeth all thinges,amedeth that ts ampfle,anbd ſetteth euetp thpnge in oder. 

And twhp-becauleit ts geuen bp the infpiracpon of God , therfoze ts tt ewer bypn= 

= gpnge profpte and frute,bp teacbpnae, bp tmpzoupnge, bp amendpnge and refours 
sim, mpng all thé p wyl receaue it,to mabe them patfecte € mete bnto all good wozkes. 

3b. ‘Confiverynge now(mot Gtacpous p2pnce)the ineftimabletceatare, frute % p10 
{pevite euerlaftpnge,tgat Sod geueth with bis wozde and truſtynge tn his infp= 

nite goodnes that be wolde bapnge mp fpmple and rude laboure-tyerines goad ef⸗ 
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Anto the Kynges hyghneſſe. 
fecte,therfore as the holp gcoft moued othet me to do the coft herof, fo was Fbol- 
Dened in God,to labeure tn the fame. ¥gapne,con{pberpnge poure Fmperiall ma 
icftpe not onelp to be mp naturali fouctatgne liege Lorde a chefe heade of p churciy 
of Englode, but alfo the true Defender and mapntepnet of Gods lawes, % thought 
it mp dutye and to belonge vnto mp allegtaunce, than ¥ bad tranflated this 
Bible,not onely to dedicate thts tran{lacpon bute poure hpghnefic , but wholpto 
commptte it bnto the fame:to the intent that pfanp thynge therin be tranflated a= 
inpffe(fo2 in manp thynges we faple,cucn whan we thpnke to be fure)it map fdve 
in poute gtaces handes,to cozecte tt, to amende tt, to impzoue tt , pee & cleaneto 
relecte H, pEpoure godlp wpfoome {hail thynke it neceflarp. And as F Do with alk 
bumblencs (ubmutte mpne bnderftondpnge and mp pooze tranflacpon vnto p {pt 
rite of trueth in pour grace,fo make J this proteftacpon (haupng Godto teco de 
in mp cOfctence) thei Jhaue nether wjefted no} altered fo moch as one wozde for 
the mapntenatice of anp manet of (ecte:but haue with a cleate confctence pureip & 
faptbhfullp tranflated this out of fpuc (undzp interpzeters,baupng onelp the many 
fett trueth of the ſcriptute befoze mpne epes: Cruftynge inthe goodnes of God, 
that tt ſhalbe vnto his wo2fhippe:quictnes and tranquilite bnto pour brghnes:a 
petfecte gablyſhment of all Gods o;dpnaunces within poure graces Dompnion: 
4 genevall comtoꝛte to all Chꝛiſten bertes , and a continuall thanbfulneffe both of 
olde and ponge bnto god, and to youre grace. fo2 beynge oute DPofes,and fo3 vein 
gpnge bs out ofthis olde Egypte from the cruell bandes of our (pitttuall harao 
Fo2 where were the Fewes( bp ten thoufande partes )fo moch bounde bnto &pnge 
Dautd, for (ubdupnge of gteate Goltath and all thep2 enempes, as te ate to pour tRegd 
grace,fo2 Delpuerpnge bs out of oute olde Babplonpcall captiuptes Fo2 o which 17 Ge 
Delpuetaunce and bictozp Jbeſeke oure onelp medpatoure Fetus Chutt, tomake 
foch meanes fo2 bs pnto bis beauenlp fathet,p we neuer be Dntbankfull bnto bm 
her, bnto poure grace:but that we euer incteace tn the feare of him, in obes 
Dience bnto pour bygbueffe, in loue bnfapned bnto ourg negh 
bouts:and tn all bertue that commeth of God. To 
whom fo: § defendynge of bis bleffen wo 
De(by pour graces moft right« 
full abmintftracpon) 
be bonoure 


and 
thankes,glozp 
and Dominyon,wozlds 
‘without ende, 
Amen. 


youre graces humble ſub⸗ 
tecte and Daplpe ozatour, 
@Wples Couerdaie, 

= itt, 


Al prologe. 
Myles Coucrdale Unto the Thzuften reader. 


Onſiderynge how ercellent knotelege and lernpnge an interpreter 
| of fcriptuce oughtc to haue tn the tongues, and poñdetyng alfo mp 
ne otvne tnfuffictencp therin,t bow weake J am to perfourme p ofti 
ce ofa tranflatoute, 9 was the moze lothe to medie with this worke 
F Notwithſtondynge whan F cõſydered how greate pptic it was that 
wae! tne (hulde wante *t fo longe, a called to mp remembzaunce p aduer⸗ 
fite of them, witch were not onelp of rppe Knowlege , but woide alfo with all thep2 
bertes bauc perfourmed p thep beganne,pfthep had not bad tmpediment : coniive 
tpnge I fape) that bp reafon of thep2 aduerfpte tt coulde not fo foane baue bene 
brougbte to an cnde,as oure moft prolperous nacvon wolde fapne haue bad tt: the 
fe and other reafonable caufes conſydcted. J was the moze bolde fo take tt in han⸗ 
De. And to helpe me herin, F haue had fond:pe tranftactons,not onelp in latpn,but 
alfo of the Douche interpreters · whom (becaute of thep2 (puguler gpttes a ipeciall 
dilfgence in the Gible)F haue ben the moze glad to folowe foz the moft parte,accoz 
Dpnge as J was requypzcd. But to faye the tructh before God, tt was nether mp las 
boure nerdefp2e , to hauc this worke putin my bande: neuertheles tt greucd me > 
other nacpos (ule be moze plentecu.ly poured fo2 with p ſcriptute tn thep2 mos 
thertonque , then we: therfoze whan F was inftantlp requyzed, though F coulde 
not do indllas. Fwolde, F thought tr pct mp dewtye to Do mp belt,and that with 
@ good tpl. 

‘where as fome ren thpnke not many tranflacpons make Diut{pon tn p fapth 
and in the people of God, ts not fo:fo2 tt wasiicuct better with the congregacion 
ot god, then whan cucrp church allmoft had p pble ofa fondzye traflacton.#mon 
ge the Grekes had not Origen a (pecpall tranflacponzad not Siulgartus one pe⸗ 
culpar, a Ipketple Ch2ploltoms Beipde the (euentpe interpreters, ts there not the 
tranflacpon of Xquita,of Cheodotio,of Spmachus,and of fondape others Agarne 
amonge the Latpn men, thou findcft p cucrp oneallmoft vſed a (pecpall a ſondaye 
tranfacpon:fo? tn fo moch as cuctp byſſhoppe had the knowlege of p tongues, be 
gaue bts dtligence to hauc the Syble of his awne tranflacion.C he doctouts, as Hi 
reneus,Cpprtanus, U crtulltan, >.Fhcrome,S.Auguttne, ylatius a S.am- 
buofe ppon Dpuctfe places of the {crtpture,ceade not p terteallalpbe. 

(Therfore oughte tt not to be taken as eucl,} foch men as haue vndertondynge 
now in oure tymie,erercpfe them felucs in p congues,¢ geue theit Diligence to trant 
late out of one language in to another. pee we ought rather to geue god bpethban- 
bes therfoze, whtch thozow bts (pzete Rereth bp mes: mpnbdes,fo to ererctfe them fel 
nes therin . olde god tt hat neuer bene lett of after Ptpine of S. Fuguftine, then 
{hulde we neuer haue come in to ſoch blindnes ã ignoꝛaũce, in to (och crronres@ De 
lufpons. Foꝛ as foone as the Spble was caft afpde,t nomoze put tn ererepfe, then 
beganne cuerp one of bis atone heabe to tzpte what fo euct came into bis bꝛayvne 
and ᷣ femed to be good tn his atone cpes:anD fo grewe p Darknes of més tradiciõs 
And this fame isp caufe p we haue had fo manv wapters. which felpome mabe mẽ 
cpon of p {crtpture of the Bybie: a though they fonie tyme alegedit,pet was tt Done 
fo facre out of feafon 2 fo wpe from p purpole, that a ma mape well petceaue,bow 
that thep neuct ſawe the ozpginall. 

Sepnege then ð this diltgent erercpfe of | tranflatpnge Doth fe moch cod eedt= 
fpeth in other languages, whp ſhulde tt Do euell in outes: Doutles ipbe as all na⸗ 
cpons in } Dpuerfite ot (peaches mape knowe onc God tn the bnpte of fatty,and be 
one tn loue:cuen fo mape Dpuerfe tranflacpons bnDerfionde one another, ã thatin 
the head atticics egrounde of oure moft blefled fatth though thep vſe fondzpe wor 
Des. wherfoze me thpnke we haue gteate occaſpon to geuc thankes nto Gov. sat 
be bath opened vᷣnto bis church the gpfte oftnterpzetacpon = of peyntyng. and that 
there are now at this tyme fo manp, whitch with ſoch diligẽece and faithfulnes tacer 
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prete picripture to the honourc of god and edifpenge of bts people, whereas (Ipke 
ag Wijanmany ate fhutpnge together) eucrp one Doth bis belt to be npeft the mac 
Re. And though tycp can not allattayne therto , pet Huteth one npet then another, 
and bptteth if better then another,pee onc can doit better thé another.who is now 
then fo bnreavonable, fo defpytefull,oz enupous,asto abbozre him p doth all bis di 
figence to hytte p p:pcbe,and to ſhute nyelſt tt,though he mpfe a come not npeft the 
mark? Ought not (och one rather to be commeded, and to be helped forwarde,that 
bemape ereccpfe himfelfe the moze thetin⸗ 

Foꝛ the which cauſe (acoꝛdyng as F was defpzed)F toke the moze bpon me to 
fet fozth this {peciall tranflacyon,noc as a checker,not as a tep2oucr, oꝛ deſpyſer of 
other mens tranfiacpons(fo: amonge manp as pet Jhaue founde none without oc 
cafpon of greate thankcfgeupnge vñto god)but lowlp a fapthfully haue J folowed 
mpyne interpreters, that vnder coztcccpon. And though F haue fapled enp where 
(as there ts noman buthe mpficth tn fome thynge) loue Mall conſtyzre alltop bett 
without enp perucric tubgment.Cherets noman tpupnge p cane ali thyngcs ne 
ther bath god geuen eny man to knowe eucrp thynge. One ſeyth moze cleatlp then 
anotbet,one batt moze bnderftondpng then another,one can btter a thpnge better 
then anothet,but noman ought to cnupe,o2 difpple another. He that can do better 
then another, ſhulde not (ct bimat naught > bnderftondeth lefie: pee be that hath D 
moze vnderſtondyng, ought to remembze that the fame gpfte ts not bis but Gods, 
and p God bath geucit him to teach # cnfourme the tgnozaunt.pfthou batt know 
lege therfozc to tudge where eny faute is made, ¥ dDoute not but thou wilt helpeto 
am̃ende tt, pf toue be iopned with thy knowlege. Howbeit wherin fo euer J can per 
ceauc by mp felfe , 02 by the infozmacyon of other, that Jhaue fapled (as itis no 
wonder) F {hall now bp the helpe of God ouctloke it better & amende tt. 

Now wil Jexhoꝛte the ( wijo fo cuct thou be } teadeſt (cripture)pf thou fpnde 
oughte therin p thou bnderfondel vot, oꝛ that apeareth to berepugnaunt, geue 
no temeratious nec hayſtye iudgmẽt therof:but alerpbe tt to thyne awne igqnojaun 
ce,not to the (crpptute, thprnke p thou vnderſtondeſt tt not, 02  ithath fome other 
meanpn ge, 02) it is happlye ouerlene of P interpzeters, 02 wronge papnted. Igay 
ne,tt (yall greately belpe to vndetſtonde {ertpture,pfthou marke not onelp what 
ts ſpoken 02 waytten, but of whom, bnto whom, with what wozdes, at what tpme 
where,to what intent, with what circumfaunce, confpoerpnge what gocth betoze, 
and what foloweth after.fo2 there be fome thpuges which are Done ew2ptté,to the 
intente we ſhulde do Ipkewple:as whan Abzaham beleueth God, ts obedient vn⸗ 
to his wozde,2 defendeth Loth his kynſman from Ltolent wionge. Chere be fome 
thpnges allo which ave weptte,to the intente p we ſhuide efchuc foch Ipke.As whan 
aud lyeth with Uirias wpke,s cauicth him to be flapne. Cherfoze (F faye) whan 
thou ceadet (cripture,be wyſe ã circum{pecte:2 whan thou commeft to foch fraun 
ge maners of ſpeakynge a Darke fentences , to loch parables ¢finitittudes,to foch 
Dzeames 02 Gpttonsas arc byd trom thp bnderftondpnge, comptte them bnto God 
02 to the gpfte of his holp (prete in them p are better lerncd then thou. 

As fo2 the commendacpon of Gods holy (cripture , I wolde fapne magnifpe it 
as itts woꝛthy. but Jam farce bufuticict therto.g therfoze F thoughte tt better for 
ine to holde mp tonge,then with few wordes to pzapfe 02 commeéde tt: exhortynge 
(moft deare reader No to loue it. ſo to cleue vnto tt, fo to tolowe it in thp daylye con 
uerſacyon, p other men ſeynge thp good wozkes & the frutes of B bolp goottinthe, 
Tape prepic the father of heaucn,z geue hts woꝛde a good tepoꝛte:toꝛ to lpuc after 
the latwe of Gob, to leade a bettuous conuctiacpon, ts the greateft praple oᷣthou 
canſt geue vnto bis doctryne. 

Sut as touchynge the euell repozte and diſpꝛayſe that the good woꝛde of God hath 

bp the cogrupte and euell conuerfacpou of fome,} daplype eare tt and piofeffe it out 

wardly with thep2 mouthes, Jexhorte p(moft Deare reader) let not) offendethenet 

withdrawe thp mynde fro thelouc of o tructh,nether mouep tobe partakerinipke 
BD 


o 
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DSeute. 
She 


A proto 


wante nothyng And on this bebalfe F bel 
be,and louelt God with thy hatte)to ſytte 


thep2 peynces haue fo rpchelp ad ‘well pꝛouided toꝛ thep2 pooze people,to the greate 
thame ¢ dethonefipe of bs, pf we Iphetople receaupnge: p worde of Got , ſhewe not 
foch ipke frutes therof. wolbe God p thofe men (twhole office is to mapntepne bᷣ co⸗ 
mon Wwelth)were as diligent in this caute as thep ate in other. Let vs bewartte by 


uerynge bis people from ſo greate bondage out of Egvpte, and what prouyſyon he 
maketh toꝛ them in the wiidernes. how be. teacheth them with bis wholfome worde 


anb bow the Cabernacle was made and fet 


In the thyzde boke (called WLeutticus)is declated that faccifices the preftes € 
Le iũtes bfed,and what thep2 office g mintftracpon was. 

‘Jn the fourth boke (called Humerus is declared bots the people ave nombzed 
and muttred, bow the captapnes ate chofen after  trpbes a kynteds. bow thep wẽe⸗ 
te fozth to $ battapll,bow thep pitched thep: tentes, & ‘bot thep brake bp. 

abe bobe(calied Deuteronomium)iheweth bow that Qpoles now beyn 
geolbe,tevearfeth the lawe of gob bnto p people, putteth them in cemembzaunce 
agapne of all the wonbdets & benefices that gob hab thetwed for them, and erhorteth 


them earneftip to loue p Lorde thep2 god, 
end fo herken vnto his bopce. 
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to cleue bnto bim,to put theit icuſt in him 


Zo the reader. 

Bfterthe death of Moſes doth Joſue bꝛynge the people in to the lade of promes 
‘where God doth wonderous thpnges fo2 his people by Joſue. which diftributeth p 
ionde vnto them, vnto euerp trpbe thep2 poflefiton. Sut tn thep2 wealth they forgat 
the goodnes of God, fo that oft tpmes he gaue thc ouer in to the bande of thep2 eve 
mies. Meuertheles whan facuer thep called faithfullp bpon bim,and conuerted,be 
belpucrcd them agapne,as the bobe of Judges declareth. 

Jn the bokes of the kynges. is Defcrpbed the regiment of good and euell pꝛpn⸗ 
ces,and how the Decape of all nacions commeth bp cuel kyngẽs.Foꝛ in Feroboam 
thou fepft what mpfchefe, what vdolatrye & foch like abbominacpon foloweth, wha 
the bpnge is a mapntepner of falle Docttpne,ad caufeth the people to fpnne agapntt 
God, which fallinge awape from gods worde,increaled fo fore amonge them , that 
tt was the caufe ofall they: fozowe and milerp,c the berp occalton whp Ffrael titit 
and then Juda , were carped awave in to captpuite.Agapne, tn Folaphat, in Eze⸗ 
chtas and in Fofias thou ſeyſt thenatute ofa bertuous kenge. He putteth Downe 4·c Par. 
the houtes of pbolatrpe,fepth that bts p2ettes teach nothpnge but p lawe of God,c6 +7.b. 
maundeth bis lordes to go with them,and to fe that thep teach the people. In thele 
bpnges (JF lape) thou [epft the codicpon of a true Defender of p fapth, fo2 be ſpareth 
nether colt ner laboure,to mantepne the lawes of God, to (eke the welth ã pꝛoſpeti⸗ 
te of bis people,and to rote out the wicked. And where foch a prince ts, thou ſeyſt a⸗ 
gapne,bow God Defendeth him and bis people, though be hauencuct fo many ene 
mypes.Chus wente tt with thé in the olde typme,and euen after p (ame manet goeth 
itnow With bs: God be prapled therfoze,ad graunte bs of his fatherlp mercy, that 
we be not vᷣnthanktuil: ieſt where he now geucth bs a Joſaphat, an Csechtas, pee 
a betp Foltas,be ſende bs a barao,a Feroboam, o2 an Achab. 

Fnthe two firk bokes of Ciozas etn Heſter thou ſeyſt the Delpueraunce of the 

eople, which though thep were but tewe, ÿet 15 tt vnto bs all a (pectall cõtoꝛte, for 
io moch as God ts not forgetful of his promes, but bopngeth them out of captiui= 
te, acoꝛdynge as be bad tolde them before. 

In the bobe of Fob welerne comfozte and — in that God not onely pu⸗ 
nyſheth the wicked, but proucth ¢ tryeth the tuft and rightcous (howbeit there is 
noman tnnocent in bis {tghte) bp Dpuerfe troubles tn this Ipfe,declarpng therbp,b 
thep ave not bis baftardes, but bis Deare fonnes,and that he louet them. 

Gn the Plalmes we lerne how to teſorte onely vñto God in all oure troubles, 
to ſeñe belpe at him,to call onelp bpon him, to fatle oure mpndes bp paciẽce, how 
Wwe ought in polperite to be thankfull vnto him, 

Che Pzouerbes andthe Pꝛeacher of Salomon teach bs wpfoome, to knowe 
God, oure owne felues, and the wozlde,and bow vapne all thpnges ate,faue onelp 
to cleue bnto Gov. 

‘As fo2 the Doctrpne of the Pꝛophetes, what ts it els,but an earneft exhoꝛtacion 
to eſchue {pnne,¢to turnc bnto God-a fapthfull promes of the mercp 4d pardon of 
God, vnto all them ptutne vnto him, and a thzcatenpng of his wath tothe bngod 
be {aupnge that here and there thep pꝛophecye alfo mañiteſtly of Cheiſt, ot $ expul 

ton of the Jewes,and callpnge of tye Hepthen. 

Chus moch thought F to {peake of p olde Teftament, twherin almpghtie God 
epencth vnto bs bis mpghtpye power,bis wpidome, his loupnge mercy & cighteouſ 
nefle:fo2 the which caule tt oughte ofno man to be abhowed,delppfed,o2 Ipgbtlp re 
gatded,as though it were an olde (cripture pᷣ nothyng beloged bute bs, 02) now 
were to bercfuled. Foz ttis Gods truc {cripture é tefttmonp, which the Lorde Fe- 
{us commaundeth the Jewes to fearch.twho fo cuct beleuceh not the fcriptuce, bele 319-58 
ueth not Chul, and who ſo refufcth it,refufeth God alfo. 

Che Mew Teftament 02 Gofpell,is a manyteſt and cleare teſtymony of Chꝛiſt 
how God perfourmeth hts ooth and pꝛomes made inthe oloe Ceftament,how the 
——— declared and included in the Olde, and the Olde fulfplied and bertfped in 

cNew. 
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ow whereas the moft famous interpreters of all geue ſondeye iudgmentes of 
the terte ({ofarreas itis Doncbp vᷣ ſpeete of bnowlege in the holpgoot)me thpnke 
noman fhulde be offended there at,fo2 thep referre thep2 doinges in mekenes to the 
{pzete of trueth in the congregacpon of ‘gob: (ure Jam, that there commeth moze 
Browlege and bnderftondinge ofthe {cripture by thep2fondz{e tranflacpons, thers 
by all the glofes of oure fophifticall Doctours.F07 that onetnterpzeteth fomthpnge 
obfcurely in one place,the fame tranfiateth another (02 els be him felfe) moze mant 
feftly by amoze plapne bocabic of the fame meanpng tn another place.Se not thou 
offended thertore (good eader)though one call a ferybe that anothet callety ala 
pet: o2 elders, that another calleth father mother : oꝛ repentaunce , that another 
calleth pennaunce 02 amendment.F03 pf thou be not difecaucd bp mens trabictos, 
thou fhalt fpnde nomoze dpueriite betwene thefe termes then betwene foure pens: 
and a gtote.Aind this manet haue Jvſed in imp tranflacpon,calipng tt in fome pla 
ce pennaunce,that in another place J call repentaunce, and that not onely becauſe 
the interpzeters haue Done fo betoꝛe me, but that the abuerfartesofthe tructh mape 
ſe, how that we abbozre not this worde p énaunce(as thep bnttulprepopte of bs)no 
moze then the interpzeters of latyn abhozte penitere, whan thep reade refipifcere. 
Onelp oure hertes deſyre vnto God,ts,that his people benot bipnded tn thep2 bn 
derltondyng. left thep beleue pennaunce to be ought fauea betp repétatince, améd 
ment,o2 conuetfpon bnto God,anbd to be an bufapned new creature in Chꝛeiſt, and 
to Ipue acoꝛdyng to his lawe. F021 is (yall they fal tn to the olde blafphemp of Chri 
ftes bloude,and beleue,that thep thé elucs are ableto make fatiftaccion vnro 
fo2 thep2 atone (pnnes, from the which erroure god of his mercy and pléteous good 
nes pieferue all bis. 

Homw to conclude:fo2 fo moch as all thefcripture ts wzptten fo2 thy doctryne & 
enfample,it halbe neceflarp fo2the,to take holde bpon tt, whple tt ts offced the,pee 
and with ten handes thankfully to receaue it. And though tt benot worthely mini⸗ 
fircd vnio the in thts tranfiacpon (bp reafon of mp ‘tudnes) pet pf thou be feruct in 
thp pzapet , God thal not onelp fendeit the in a better (happe, by the myniſtracyon 
of other that beganne it afoze, but {yall alfo moue the hettes of them, whtch as pet 
mebled not tithall,to take it in bande, and to beftotve the gifte of thep2 bnderiton 
Dpnge theron,as well in oure language as other famous interpreters do in other 
languages.Anbd F pape Gob, that thoꝛrow mp pooze mintftracpon bere in, maye 
geue them that can Do better,fome occafpon fo to bo:erboztpng the (moft Deate rea 
der)inthe meane whple on Gers bebalfe,pE thou be a heade,a Judge,o2 ruler ofp 

of.1.a People,that thou let not the bokẽ of this late Departe out of thy mouth, but exercite 
Ze tite. thpielfe therin both daye and nyghte, and be euer teadyng in it as longe as thou ip 
fs in ueft: that thou mapeft lerne to feate the Loꝛde thy Gob, ã not to turne alpde from 
nde the commaundement,nether to the right hande nerto the lefte: left thou be a kno/ 
Deute. ‘wer of perlonnes tn tudgmet, and wel the tighte of the ftraunger,of the fatherles 
— 02 of the wedowe, and fo p curfe to come bpon che.Sut what office (o euct thou halt 
—* a. wayte vpon it,and execute tt,to the mapntenaunce of pcace,to the weith of typ peo 
—— * ple, befendpnge the iawes of God, and the louers therof, and to the Defttuccpon 

4. OF the wicked. 
ree: een be a preachet,and batt the ouerſighte of the flocke of Chzift,awake and 
4: tone Chuites (hepe with a good berte,a {pare no laboure to do them good, feke not 
— thp (elfe,¢ bewarte of fplthp Iucre/but be bnto pᷣ flocke an enfample, inp worde, in 
—* cOuetlacpon, in love, tn feruentnes of p {prete,and be euet readpnge, exhortynge. c 
Hett. teachynge in Gods wozde, that the peopie of God renne not vñto other ‘Doctrpnes 
Fim, 3nd lef thou thp felfe (whan thou Hhulvett teach other) be foundeignoraunt therén 
bs o. * And rather then thou woldeft teach the people enp other thpngethen Gods worde 
au na tabe the boke in thpne bande, reade the wordes cuẽ as thep ftonbde therin ctor itis 
Mt A. no fhame ſo to do,ttts moze fhame to make aipe) This F lape tor foch . as ate nat 
pet experte in the (cripture, fo2 F repzoueno p2cachpng with st thebokess longe 

as they fape the truech. 
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pf thou bea man that batt wyfe and chiib2é,firft loue thy wyfe, acordynge to the phe, 
enlample of the leue, wherwith Chꝛiſt loued the cogregacion, and remembze that 5.6 
fo dopnge,thou louet euen thplelfe:pf thou hate ber, thou hateũ thine awne fief: 
yt thou cheriſhe her and make moch of her,thou cheriſeſt a makeft moch of thpfeite_ 
fo: {he is bone of thp bones , z flefh of thy ich. And who fo cuet thou be that hat 7 
chttd2en,bapng them bp in the nurtour and infozmacton of the Lozde. End pfthou Ephe. 
be ignozaunt,o2 att otherwpfe occupied laufullp that thou canft not teach them thp 0 ·a. 
felfe,then be euen as Diligent to ſeke a good mafter fo2 thp chilnz¢, as thou waftto 
ſeke a mother to beare them:fo2 there licth as great weight tn the one asin} other. 
pee better tt were fo2 the to be bnbozne,then not to feare God, 02 to be euel bought 
bp.which thynge(Z meane bopngynge bp well of chtldzen)pf tt be Ditigentip lobed 
to,it is the bpbalbinge of all comon welthes : and the negligence of the fame, the 
very decape oF all realmes. 
Fpnally, who (o cuer thou be,take thefe woꝛdes of fcrtpture in to thp herte and 
be not onelp an outwarde hearer,but a doer therafter, and pzactple thpfelfe thetin: 
that thou mapeft fele in thine bett,the fwete pomples therof foz thp confolacion in 
aii trouble, ¢ fo: the (ure ftabiptiinge of thp hope in Chk and baue euer 
an eye to p wordes of (cripture,that pfthou be a teacher of other 
thou mapett be within the boundes of the trueth , 02 
atthe leeft though thou be butan hearer 03 
teadet of another mans doyn 
ges,thou mapeft 
pet baue 
knowlege to iud⸗ 
Ge all ſpretes and be fre from 
cuetp etroute, to the btterdeftruccton 
of ail ſedicious ſectes a ffraunge doctrpnes, that 
the bolp (crppture mape baue fre paffage,and be bab in ree 
putacion , to the woꝛſhippe of the authoz therof, 
which is euen God himfelfe: to whom 
fo2 bis moft bleſſed wozde be 
glozpy a Dompnion 
now éeuer, 
men. 
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The bokes of the bole Byble, 


How they arenained n Engiyth and Latynihow 
* they ate wꝛytten in the allegacions. how chap⸗ 
Meee — hath, and in —— ——— 


beapmieth, 
he bokes of a 
— cz Bel H eso tbe fytt parte. ' 
Gen. Genelis,the fyat bob of Does, L ‘ 


ro. Crodus,the feconne boke of Moſes. x. 
Leut. Leviticus, the thyrde boke of Boles. xxvii. 
Qum. Zumerus the foucthe boke of Moſes. xxxvi. Ibe - 
Weut. Wéeuteronomtion,the fpith bokeot Moſes. xxxiiii. lxxitii. 
¶ The bokes of the ſeconde parte. 


Abbꝛeuiacion. Chapters. 
a ne 
Ruth, ti, 


LKeg · — he pat tobe te etbe kynges. 

1 Aeg · Regum,tyefecondehoke of the bynges. wea, 

lLikeg. Regumm,thethpwe base ofthebpnges. rit. 

LIL Reg. Regum,tye fourthboke otthebynges. xxv. 

Lyat.  2araltpomenon,p.Lbobe off Crontcles. rev. 

ie rice —— — Ahboꝛe ofp Ctonicles.xxxvi. 
fo. ne, tie foal bok 


eof eſdꝛas. fo 
lise. — ri, 
Bekker, Heltet,thebose of Heiter, 
€X he bones ofthe eherve pater, 
Job.  Fob,theboke of Job. Flt : 


pial. plalterium,the D(alter. 
10.  —- Bpatierbia,the preucrbes of Salomon. — — 
Sicie. Eccꝛieſiaites.ihe preachcr of Salomon. rit. 


a — 


Cant. Cantica Canticoz,Satomons balettes. pitt, Ee 
—— erepees, Heat 
Sia rates, efap the piophete. Ibi, tt. 
Here.  Feremias,Feremp the prophete. int, xxiiii. 
fren. Treni che ſamentacisus of Jeremp. v. rite 
Wate Baruc,Baruc the pophete. bt. it, 
Se. Soe cachet the prophete. xiviti. ib. 
Wav,  Wantel,Fanrel the prophete, rit. irrbtt. 
= Seoeene” me pee 
joel the 
Zan, ——— ——— ix. Iegrbtit 
Zbp. RAbdtas,Abdpthe prophete. i. YC. 
Sh. SESS SE 
J. —— 
= Gam, ute tt, xciiti. 
Sba. acuc, Abacuc —— — tit, 
Soph. Sopbonias,; the p20) ro ttt. rebt. 
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The Apocrypha. 


Abbꝛeuiacion. Soste. Chapters. Leate 
IIL ẽc dee. Eſdꝛe,the thyzde bobe of Efdzas. t& it, 
IIII.Eſdꝛe. Eſdꝛe. the fourth boke of Eſdras. rot. ditt. 
ob, Cobtas.the boke of Tobias, riiii. 7. 
Judich. Judich the bone of Funith, Ebi. xxiu. 
Certapne Chapiters of Helter. vi. xxx. 
Sap. Sapientia.the boke of wpfoome, rir. xxixu. 
Ecci. Eccleftaticus,’ —— it. ſcrcix. 
Sul. Sufanna,the eof Suſanna. ig ibtt, 
Bel. Bel,the fore of Bell. lwiu. 
TMac. achabeoꝛum, the tyrit bobe of the Mach sot. ür. 
U. Mac. achabeoꝛũ, The ſecõde boke of the Mac.rb. 
The new Leftament. 
Zbꝛeuiacion. Boke. Chapters. Leale · 
Path. athe the Cuancgelift. rebut. = ft 
Dar. arke theeuangelft rot. rot 
Luc. Aube the ‘Cuangeiit. xxiitit. xxv. 
‘ob. Fhon the Cuangeltft, ret. rl. 
ict. CheActes ofthe apoſtles rebut, It. 
Rom. he Epiltle to the Romapnes. rot. = Irbt. 
1.€03. » be fpf epiltle to the Coztnthtans. rot. — Iertt. 
IL.€03, «be feconde epiſtie to the Coztnthians. rtit. lxxviii. 
Gal. be epiftle to the Galathtans. bt. ixxxiu. 
so. Ebeepitiero ye Sbulppians tii, ‘tebe 
e eptttle to the: A . 
b Che epittie tothe Callettens. itt. Inrrbit, 
LCeff. The kak Cpittle to the Ks uxcix. 
WTeff, be ſeconde cp tothe Ceffaiontans. ti xc. 
Lime. Che Hpk Cpiftie vnto Cimothp. bt. Ect, 
Lim, be leconde Spike bnto imotbp. itt, xcu. 
Ct, Che epiltie vnto Tytus te. xciui. 
hile. be epiſtle vnto Philemon t xcitu. 
Wet. he fyrk epiſtle of S. eter b reo. 
Let. Che leconde epiſtle of S.eter, tt. xcvit. 
1.Joh. Che fyrt epiftie of S. —3 — b. xcbiii. 
Web. The ſeconde epittle of 4. i. rete. 
ULZJob. Mbe thiroe epiltie of S. t rete. 
Beb. Tbe epiftie bnto the —2 riit. c. 
lac. Che epiftle of S.Fames v . ciiit. 
ud. Cheepiftic of .Zude. & cbt, 
190, Che Reuclacion of S, Thon, weit. cht. 


be firft boke of 


Molſes | called 


Genelis 
‘what this boke conteyneth. 
he creacion of the wojlde in ike dares / 


it,” The reff of the feuenth Dare. 
he tre of bnictelege of good & cucll is rorbrdde & 
the cereacion of Gua. 
‘The Cerpent deceaucth the ema : they 
rantgcefe and are Dypuen cur of paradple. 
heap. Bbels offerpnge pleatetly God : therfore 
Doth his bother Capn bate hrm: murchurety bpm: & 
to curted.sDF the chplozen of Lapn. 
schap. Df the generacion , age @ Death of BD& 
ind hié fonnes Dito Loe. 
The occalion of the Houdezand of the pre 
pnge of the arcke. 
0€ with is houtholve fs preferucd in 
were as all the roplde perttherh thosowe 
hap. vite 


Bitte" AEhe Monde abaterh. oe goeth out of 

che. ee 

hop. Ae. _ Sod Sleieh Hoe and bis Conncs:: fess 
el 


the arc 
the floude, 


‘Ddeth to cate th ube of beefes, and to Med mas 
loude: maketh a conuenaunt (and gcucth the rapn= 
bowwe fo; a token of fame that be tpl Deftrope the 
‘wozlde nO moje by water. or yonken. Dam buco 
uereth bym,and getteth his curte. 
shop, fF. The increace of mis generacts bp Bore 
pe fonnes : which go absobe and begpnne to bupl 
hap. xf. he bupldpngc of the tow;e of 
pret thogome rhe condurbon Of he Fon 
— of S>ems bntpll a bzam: whiehe gi 
‘oth onto Inaran. 
hap. rt. Ata Porth tnith Roth into a Grannge 
londe at the worde of the Loxd: nbich appearety vncs 
bpm in Canaan:and promitceh to —— ‘the Came ton! 
‘wnto his feds Al joeth Sbjam into Egy; 
to be bie (pier. 


oborme go abeute to abute them: Loth fs Delp 
Spodome is detttopen: Lots wpre is turned roa 

Of faltiand h(e Dougheers Beare cbyploien bnto bpm. 
‘Zbyaham Departerl as afraunger into 
Fapneth Sarat to be bis fpftce:the Kpnge 

—* 

put out 
iraelech are Torae 


8 
ud 
Feerbeae 


46 


hap sri, 


Chap. rei. Sod teveth Zbꝛat am twhiche at kis word 
olde offre his otone fonne, She pomes is confiemed 
‘onto bpin with an ooty. 

Shap. Art. | The death of Sara:fos whom Sahara 

eth a pece of londe to buepe her in. 

‘Sbiaham toll hauc his Conne to marr trv 

ig otone hpnred:the feruaunt bipngeth Rebecca:toho 

Flac taketh to wee. 
hap. rv. Sbrabam begetteth mo chpldren bp anos 
ther wpfe: geueth bis good bnto ¥laac and Opeth. 
Fane vegpnneth to grote: eu fellsth bis byt 
ghee. 

hap. revi Faacgorth into Serar:fapneth Rebecca 
to be his (pGersincreadeth in rpehes: She | hiyhines 
Goppe his welles. 3 bimelech « he arcwoine frenbese 

bap. Fevit.  Facob is bleed betose Slau: and Law 
thaentencth Gym : but he flpeth into Saran to Labaw 
bis mothers bother. 

bap. xxviii, Zfaac Condeth Jacob awayeto marp as 
monge Labans Doughters, Faccb feprh a beCion,seo. 
confiemeth hrns the piomes mabe bito Bb,ahé: ioyee 
pon Jacob maketh a owe. 

hap. rie. Jacob gcucth Labane thepe to DipnkerCere 
uceh feuen fears fo? Rachel: hea te Geucn bem: 8 pee 
feructh he feuen prare rao fo} Rachell. 

Chap. Are. Rachel geucth Facob hpe mapden 
Doeth — 
popnted with a conbicion:wherbp he fe mabe rpche. 

Chap. sxx, Jacob goth home ward.ARachell Mealeth 
‘bys fathers Fmeges. Raban oucerahth them and frre 

Deth not ep Meare togerber : eheangell 


Chap. rer. 
hap. Freie 


boi 


ninces that came of + 
Peron ate nme OF Elan: any 


1 
bebe beasces rani fenican TORENT Latrn 
hap. wre. Fotepy 16 beloue: ‘ante he tpn not 
‘us mateefe, be 


confente to the inozdinate Defy ze of 
is putinpirfon, 
ap. xl. -Goceph expoiiverh the Dyeames of the twa 
Xba} * Zoreph dectareth jb 
ated Rojpeot Garpte eae veny oem ee 


Dietoners, 
hap. wilt. Yotepye oseth 
opnecnn ate troubles ob open et? = STPHE CO re 
aon, 
a 


xh 


fi, Sher come agapn fos cone : 

with ter: — 

— stint. Se ther go home ye caurery theo 
neanb puro mone Fare, 


rapes 


‘he: bletfe 

——— etek ae er 

Cee rE mcr 

“en Sra carn 
srptey 


gh. 
£ha} 


Toncernpnge bis bones: and dpeth in Ss 


¶ Secaute that whan thot go 


eft to funy tn bolp feripture,thou ſhuldeſt do it with reuctence , ther 
foze foꝛ thy inftruction & loupnge admonicion therto , the Reue⸗ 
rende fathet in god, Qicoias Sifiboppe of Salifourp hath 
pꝛeſcrvbed the this paper folowpnge, taben 
out ofthe fame, 


ZT] Lowe God almpghtpe whiche longe agoo fapdett bp the 
outhe of James thon ‘Apollesjtanp se pow lacke wf 
Ree 


om, let hpm alge it of God whiche geueth it plentcoufls 
9 all men, and caftety no man inthetethe, and tt falbe 
eeuen bpm. Heate mp peticion fo2 this thy promes fake. 
Let my praver alcende iuckelp in to thy ſyght iyke incenſe. Let thync 
eate be attent bnto mp Depedelp2e. Geuc me wyſdome whict, ts eu 
Sos, alliftent about thy eate. And put me notout from amongs ti » · 
pet, kor F am thy ſetuaunt and p fonne ofthp handmapde-& ., tende 
ber ( Jnieane thy godly wyſedome ) out of thpnebolp heauens, and 
from the trone of thp mateftpe, that fhe mape be with me,and laboure 
With me, 5 F may bnowe what ts acceptable in thy ſyght Dblerne 
Plus me goodnes,nurtoure,and knowiege,.foꝛ F beleue thy commaunde: 
mentes. (Chou art good and gracpous, inftructe me in thpne oxdp: 
naunces. Let myue bertic befechpnge alcende tn to thp prefence.Geue 
me —— — ‘accozbpnge to thp worde. Oh geue ine vnderſtõ· 
dyuge, and F Hall kepe thy lawe, pee J (hall kepe tt with all myne 
wty.24, bette. Sphete me thy wapes o Lorde, teache me thp patthes. Leave 
me tn to thy trueth and lerne me,fo2 thou art the God of mp helth. 
#lal. 26. And onthe do F depende alwap.Heare now mp bopce O Lope with 
which F haue crped vnto the. Hate meccp bpon me,and aracpoufipe 
beare me foz Fetus Chattes (abe oure Lorde, which ipucth a and cepg: 
ucth with the bis father a the holy goof wozlde without eñde Amen. 


CAfterthe ende ofanp Chapter(pf thou wylt)thou 
mapeft (ape thefe berles folowpnge. 


D cei.ius. abe me(o Loꝛde)in thy wape,and let me walke in thy trueth. 
‘Db let mpne herte delpte in fearpnge thy name. 
‘ Oꝛdꝛe my gopnges afterthy worde, that no wyckednes repgne 
nme. 
Kepe my ſteppes withinthp patthes , lett mp fete turne in to ani 
— tapes ‘bp pi 2 ip ie 
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) BIBLIA ES 
She Bible that Be 


5 * J ex 
oche holy Scripture of che — 
Olde and New Teſtament, faith· We 

fully and truly tranſlated out i 
of Doucheand Lacyn a5 
in to Engliſhe. 


M. De xx. 


S. paul. 1. Teſſa. Il. 
raie for vs that the worde of God mate 


auc fre paſſage, and be glorified.zci. 


- — Le =i 
et the worde of Chriſt dwell in you — 
oufly tn all wyß dome zi. — LEN 


The bobes of che whole Byble, How che are named 
in Englyſh and Latyn, bow longe they are wrytten in the allegacions, 
bowmany chapters enery boFe bath,and in what leafe enery 
one begynneth. 


Lhe bobes of che firſt parce. 
Abbreniacion. Boke. Chapters, leafe. 
Gen. Genefis,che firfE bobe of Moſes. L firſt. 
Ero, Erxodus, the ſeconde boke of Moſes. rH rxiĩ · 
Leui. Leuiticus,the ** boke of Moſes. Frog. rl. 
Llum. Numerus,the fourth boke of Moſes. xxxvj. to. * 
Deut. Deuteronomion,the fifth boke of Moſes. xxxiii. lxxiiij· 


The bokes of che ſeconde parte. 
Abbꝛeuiacion. Bote. Chapters. leafe. 
Sof Fofue,the boke of Joſua. xxiiij · Ge 
“jad. Judicum, the boke of che Judges. FFi- Fife 
Roch. Ruth,theboteof Ruch. üij. xxiiij· 


ij 
LReg. Regum.che boke of che kynges. xxxj. xxvi. 
ie Ba ineap ukeeared Gaal hen xxiiij. rl. 
ULReg. Regum,chechirdebokeofrhetynges. pry. Uy. 
ML. Reg. Regum,che fourth boteofrbetynges. xxv. 
Lpar.  paralipomenon,theLbokeofyCronicles, rrr. lxxix· 
par.  paralipomenon,the ll.bobe of ¥ Cronicles.rrpyj. xcj. 
LEB. Eßdre, the firſt bote of Eßdras. F- 
Eßd. fdze,the feconde bote of Eßdras. rig. cri- 
§ Hefter, che boke of Heſter. _. oF cxvij · 
Che botes of che chirde parce. 
ion. Bote, Chapters, leafe. 
Job. FJob,the bobe of Job. Flij. 
p̃ſal. p̃ ſalterium, che pſalter. rae 
20. Prouerbia,che pꝛouerbes of Salomon. xxxi. xxviij· 


Eric. Eccleſiaſtes, the preacher ofSalowon. xij. rloy. 
Canc, Cantica Canticorũ. Salomons balettes. vitj. t 


Che Pꝛopheces. 

Abbꝛeuiacion. Bote. ¢ papers. leafe. 

Eſa. Eſaias Eſay che prophet. xvj. ij. 

Jere. Jeremias. Jeremy the prophet. ij 

Tren. Treni,chelamentacions of Jeremy. 

Dar. Barut, Baructhe prophẽt. 

Ese. Esechiel. Lzechiel the prophet, 

Dan. Daniel, Daniel che prophet. 

Ofe. Oſeas. Hfeas che propher. 

joel. ‘Joel, Joel the pꝛophet. 
mo. Amos, Amostbhe prophet. 

Abo. Abdias Abdy che proͤphet. 

Jon. Jonzs, Jonas the prophet. 

Mich. Micheas Micheas che prophet. 

Na. Naum, NJaum the propbec. 

Bba. Abacue, Abacucehe prophet. 

Soph. Sophonias. Sophony the prophet. 

gg. Aggeus, Aggeus the prophet. 

Bach. Zacharias, Za chary the prophet. 

Mal. MNalachias, Malachy che prophet. 


Do che reaver, 


areableto mate fatis faction vitto Godfor eheir awne ſynnes: frõt he which erroure God 
Of bis mercy preferue all bis. : . 

Now to conclude: for ſo moch as all the ſeripture is weytten for thy Doctryne anden- 
fample, ic [yalbeneceffary forthe,co cate bolve vponit, wbyleitis offtedebe, yeeand Cd 
ten bandes thankfully co receaue it. And chough it be not worthely myniféred vnto the in 
chis tranſlacion (by resfonof my rudenes) Ret yf chou be feruent in thy prayer Gor fall 
not onely fende it che in a becter ſhappe by the myniftracion of other that beganneit afo 
¥e,bue [hall alfomoue che berces of chem, which as yer medled not witball,co cateic inba- 
de, andcobeftowerbe gifceofcheir onderfEonvinge theron, as well in ourclanguage, as 
otber famous inter preters do in ober languages. And J pꝛaie God, that thozow my poo 
re myniſtracion bere in, J maye geue them that can do berter,fomeoccafion ſo to dorer hor⸗ 
tynge che (moſt deare Reader) in the meane whyle on Gods bebalfe, yf thoubea beade, a 
udge,oz ruler of che people, + chat choulet mothe boke of chislawe Deparce out of thy 
mouth, but erercyfe thyfelfecberin both daye and mighte,* and be ener reabinge in it as Io 
Seas thou lyueſt that thouma yeſt lerne to feare the LORDE thy God,and nocco turneafy- 
De from the cSmaundement,netber to the right banve ner to the lefcerleſt thou bea Enower 
of perfonnes inindgment,and wrefécherighte of the firsunger,of the fatherles,oz of the 
wedorwe, and [> the curfe to come vpon the. Bue what officefo ener chou haſt, wayte v- 
hon it. and exe cute it to che mayntenaunce of peace, to the welthof thy people,defendinge 
thelawesof Govand che louers therofiand to the deſtruccion of the wicked, 

Rf chou be a preacher, and haſt the ouerfighte of the flocFe OF Chriſt, arate, and fe- 
be Chriſtes (hepe wich «good hert,and fpare no labourer do che good,feee not thy felfe, 
and bervarre of fylthy lucre: · but be vnto the floctean enfample,in the worde in cõuerſa⸗ 
cion, in lous in feruentnes of thefprete,and be ener readinge,erbortynge, and teachinge in 
Gods worde, chat y people of God renne not vnto other Docerynes,and lefEthou thy ſel⸗ 
fe ( whan thou — teach orber )be founde ignoraͤunt therin . 2nd racher then chou 
woldẽeſt teach the people eny other thinge then Gods worde tabe the boke in thyne ban 
de, and reade ¥ wordes euen as they ſtonde therin( for it is no ſhame ſo to do it is more ſha 
me to mate a lye) this J faye forfody as are not yet experte in theſcripture, for J reproue 
no pꝛreachinge withouẽ chebote,aslongeas they faye the truech. 

RF chowbe aman chat haſt wyfe and children, firfe lone thy wyfe, acord ynge to the en⸗ 
fample of che loue, wherwith Cbrijé loued che congregacion,and remembie that ſo doyn- 

e thou loueſt enen chyfelfe:yf chou bate ber,thou bateft chine awne flefhy : yf thou cheri- 

e ber andmate moch of ber, thou cherifefeand makefE moch of chyfel fe: for [eis bone of 
thybones,and fleſh of chy flefh. 2nd who fo ever tbou be that bafé children « brynge the 
wp in che nurcoureand informacis of che LORDE: And yf thou be ignoraunt, orareocher 
wyle occupied Iaufully that thou canfé not teady them chyfelfe,chen be enen asd. Ligent to 
fe€ea good mafter for ¥ childrẽ, as chow waſt to ſeke a mocber to beare them: forthere liech 
as Greate weight in the one as in che other Ree better it were for chens co be unbone,the 
not to feare God,o2 co be enell bought vp. Whidy thinge Jmeane beyngynge vp well of 
childzen)yf tt be diligently loked to,i¢ is vpboldinge of allcomon welt hes:and the neglt 
Bence of che fame , the very decaye ofallrealmes, 

Synally, who ſo euer thou be,tatethefe wordes of ferypture to bert,andbe noe onely are 
out warde bearer, buta doertberafter,and practyfe thy ſelfe cberin: that chou mayeſt fele 
in thine bere,the ſwete pe ylés cherof for thy confolacionin all trouble, and for the ſure 

ſtablyſhinge of chy bope in Cheiſt Lind haue euer an eyeto the wordes of ſeripture, 

that yf chou be ateacher of ober, thou mayeft be within the boundes ofthe 
trueth, 92 at the leeſt though chon be but an bearer or reader of another 
mans doynges, thoͤn maieſt yet haue knorvlege to iudge all ſpretes. 
and be fre from every erroure,tothe verer deſtruccion of alle 
Dicions fectes and ſtraunge doctrynes that theboly 
ferypturemayebaue fre paffage, andbe bad in 
Feputacion,tothe worlbippe of theanthoz 
therofi which is enenGoo himſelferto 
whom for bis moſt bleffed wor⸗ 
de, be glozy and domyniẽ 

now and euer. 

Amen. 


loſu.a· 
Deu.iz.d 


Deuaae 
—W 
—28 


act. ao. d 
Pets.d 
#07) 


4b 
Tit s.a 


Ephe.s.¢ 


Ephe.c.a 


Dhe firft boke of 
Hdofes, called Geneſis. 


What this boke conteyneth. 
ip. 1. The creacion of the worlvde in 
fire Dayes,and ofman. 
ap. I. The reft of the feuenth daye. 
The tre of Enowlege of good and euell ts for 
bydven &c.Of thecreacion of Eus. 
Chap. ut. he ferpent difeeauerh the wo- 
inatt, they tranfgteffe, and are dryuen out of 


Paradyfe. 
ap. Abels offerynge pleafeth Gov. 


Chai 
Cb 


att. 

therfozedoth his brother Catnharehim,mur- 

thureth him, is curſed. Of the childaẽ of cain. 
pV. OF thegeneracton,agee dearly 
of Aoam, Seth, and of his fortses onto toe. 

Chap. vie The occafion of thefloude, and 

ofthe prepayringe of rhe Arke,erc. 

Chap. vil. Loe with is houfholve ts pre. 
ferucd it thearfe ,whereasall ihe worldẽe pe- 
rifheth thozow the floude. 

Chap. vue The floude a bateth. Noe goeth 
out of the Yrke,ec. 

—1 God bleſſeth Noe and bis fon- 
nes forbidderh to eate the bloude of beeftes, 
andto fhed mans bloude, maketh ¢ conuena- 
unt (and geneth the raynbowe for a tolen of 
thefame) that be wyl deftroye the woride no⸗ 
more by water.rToe is DidnFen. Bam vncoue · 
terh bim,and getteth bis curfe 

- x ‘be mcreaceofmans generact- 
‘on by Noes thre fonnes,whid) go above 7 be 
gynne to buylde. 

Xt The buyloinge of the towes of 
Babel ts hyndered thorow the confucion of 
the tonges. The generacion of Sem vntylt 
Abr am which goeth wyth Zor onto Saran. 

. XI. Abram goeth wyth Lot in toe 
ſtraunge londe at the worde of the LOR DE, 
whic) appeareth onto bim in Canaan,and 
promyferl to geue the fame londe onto bis{e- 
De. After wade Gocth Abraminto Egipte e⸗ 
fayteth Sarat to be bis fifter. 
ap. XL Abram andLoth departe agay 

neout of Egipre,and hauefo many catell that 
they can not dwell together · Abram recea · 
ueththebleffyngeand pzomes. 

Chap. Xu. Lot ts taken prefoner , Abrant 

Delyuereth bins, UTeldyifedec fedeth Abram 

athis returnynge Abra m geueth himrithes 

of the fpoyles,qnd holdeth nothinge of the kyn 

Geof Soboms gooves. 

Chap. xv. Gov comforteth Abram, anv 
promyſeth him fede: Ze belewcth,c ts iuſtified 

Chap. XV. — Saratgeveth Abzamleve tora 
Ee bir mayde which beareth him Iſms el. 

Chap. XVI The couenaiit ofciretctfion oc. 

Chap. Xvi. Thre me appeare vnts Abraba 
towh6 the deftructis of Govomets declared. 

Chap. XIX. Lor receauetl the t.angels,the 
met of Sodomego sboute roabufe the, Lotly 
is delyuered,Sodome is veftroyed,Loths wy- 
fe is turned roa piler of fale, & his daughters 
beeredilvzen ontobim. 

Chap Xx. Abra hã departeth as a ſtrauger 
intoGerar,andfaynerh Sara tobebis fiftce 

the kynge taferh her.c geuerh bi heragaine. 

Chap. Xx. The byxth of Ffaac, Agar is 

put out with hit fonne, Abrahsand Abimeledy 

atefworne frendes. 

Chap. XX. God tryeth Abrabam ,whid at 

his wordewolde offre bis awne forme.Chepre- 


cy 


Che 


Chay 


mes is confirmed onto him with anocth. 


— xxiii. The death of Sara. for whom 
ibrabam byeth « pece of londe to buryeber in. 
Chap. XXull. Abraham wyil haue his ſonne to⸗ 


mary in his awne Finred,the fernant banger 
Rebecca whom: Ffaac taketh cowife- 

Chap. XXV. Absahambegerteth modilorens 
by another mife,geueth his goodente Ifaace 
Dyerh . Ffaacbegynneth to growe, Eſau felletty 
bis byzthzighte- 

cone XXXVI. Ffaac goeth intoGerar,faineth 

ebecea to bẽ bis fijter, increaferh in rides, 
the philijtynes ftoppehis welles . Abimelede 
be are ſworne frendes. 

Chap. XXVil. Facob ts bleſſed before Eſau. 
whidy thzeatenerh him, burbe flyeth in to Sarã 
to Laban his mothers brother. 

Chap. XXVII. Ffaac fenverh Jacob awaye to 
maty amdgeLabans daughters, yacobferth s 
vifion,God cdfirmeth bim thepromes made ve 
to Abzaham,whervpon Facobmaketh a vowes 

Chap. XXIX. " Jacob geueth Labans fhepe to 
daiFe,ferneth feue yeare for Radel, Leas geue 

feructh be feuen yearemoforRadel. 

ap. Radel geucthFacob hie mayde 

and fo doth Lea,they bearebim dyilozen, bis re 

wardeis appoynted witha condicton, wherby 
be is made tidye- 

Chap. XXXI. Jacob goetl home warde, Ra- 
hel ftecleth bir fathers ymages, Lebanoucc- 
taFcth them, and fyndeth nor his ymages they 
fweare rogether,the angell mereth ac ob. 

Chap. XXXU. Zacob ſen deth prefentes vnto E · 
u puttteth Govinremembzaunce of bis pro⸗ 
mes,andwaeptlerh with the angell,whidy dyaurs 
Geth bis nameand bleffeth bim. 

Chap. XXXUL. FacobandsEfaucteagreed, ce. 

Chap. Xxx. Dina Facobs vaugbter is forced 
by Stcem,wherof there cometh greate bloud 


Cop RN, RadhelDyerh ae the byath of 22 
. 3 e e by3th of 
Tomin Bubelyerh oan bis Hi patio ead 
hap. XXXVI. Of thepzices that cameofik fii, 
and how Efau departeth from bis brother, 
Chap. XXXVI. Fofeph is hated of bis biethien, 
and folde intosgipte. 
Chap. XXXVI. Jude lyeth with his daughter tee 
Inwe,whid) beareth him rwo fonnes. 
XXXIX. Fofephis beloued:e becaufebe 
wil not confente to the tnozdinate Defyze of bis 
maftreffe,be ts put in pzefon. 


ap. XL feph erpoundeth the dꝛeames 
of thetwopzefoners. 

Chap. XL Fofeph declareth Phargosdreæ 
me,andis mades lowe of Egipre Theverry 
begynnethy. 

Cheap. XLU Zoſephs brethren come tnt 
Gipte,to by corne,andaretroubled of hin. 

Chap. XLUL Tey comeagaine for cozne,brite 


— i: Sow a be 

ap. XLII. 2s they gohome, he canfeel 

ee brougbtegepuesee putto more — bse 

Chap. XLv. ſeph vttereth bim felfe to his 

brethren.and fendeth fovbis father. 

Chap. XLVI. FacobcSmeth into€gipte with 
alibispeople,“fofeph receaueth him. 

Chap. XLVI. Pharao geucth them thelsve of 
Gofent,the derth is greateinsEgipte oc. 

Chap. — Zareod ts fice and bieffeth Jo⸗ 

1s formes. 


omnes. 
ent” XLIX. | Sacob before bis death telleth 
bis fonnes what fhal happen vnto thz,e dyetly 
ap. L lofeph burieth bis father char⸗ 
eth bis brethren concernynge bis bones and 
dreih in Esypte. 


Dbe firft Goke of Mo⸗ xe. « 
fee, called Genefis, 


The fick vayes worFe. The ſeconde dayes worke. The thitde dayes worke. 


The ſixte dayes worke 


And God fayde: let there bea firmament 
ny betwenethe waters, andlet — hed wa 
SS oO begyn ters a finder. Chen Godmave $firmameét, 
— —— — nyngeGod and parted the waters vnder the firmamẽt. 
lere10.b created bes from the waters abouc the firmament:2nd 
—— nenzearth: ſdit came to paffe. And God called * firma 
aie andYearth ment, Heancn.Chen of the encnyngezmoz 
was voyde nynge was made the feconde daye. 
andemptic, nd God fayderlecebe waters vnder hea tob 16.b 
and darck · uen gather théfelues vnto one place, $ the Pro.8.c 
neswas v- dzyelondemayeappeare. And [dit cameto 
pon che de · ¶ paſſe And Sod called $ dryelonde, arth: 
pe⁊ fpr andebegarheringe together of waters cal 
te of God ledbe, ¥ See.And Godfawe Fit was good. 
moued vps And Good ſayde: let $ carth bringe forth B 
thewater. grene graffeand berbe, that beareth fede: ⸗ 
And God fayde: let there be light,z there frutefull trees , that maye beare fiute, euer y 
waslight.2indGodfawe thelighteharic one after bis Eynde, hauynge their owne fe- 
* 146 g00d.T hen Goddenyded Flight from deinthem felues vpon the darth. And foie 
he darcknes, and called thelight,Daye:and came to paſſe. And the earth brought forth 
chedarcines, Night Then of the euenynge ¶ grene graffe and herde. F bearcth fede euer y 
and mornynge was made the firſt daye. one after bis kynde, z trees bearinge frute,z 
a 


The i. bole of Moſes. 


hauynge theit owne ſede in them ſelues, ene 
ty one after bis Byude. And God ſawe that 
it was. good. Then of the eucnyngez mor 
nyngerwas madethe thirde daye. 

Phalssa _ And Sod ſayder let there belightes in ¥ 
firmament of heauen, to denyde the daye ſrõ 
thenight, that they maye be nto cokes, fer 

Deurg.¢ ſons, da yes, and yeares. And let them beligh 
tes it y firmament of heauen, to hyne vpon 
the earth: And fo tt came to paſſe. And Ged 

Ieregn£ made two greate lightes: ene greater light 
torule the Daye, and a leſſe light to rulecbe 
night, andche made ſtarres aiſo. And Ged 
ſer tbem inthe firmament of heauen, p?ᷣchey 
might ſhyne vps carth,and co rule tbe daye 
andthe might, and to deuyde the light fre in 
darcknes. And Godfarce chat it was good. 
Then of che cuenyngeand momynge was 
made the fourth daye. 

C _ And God fayderlet the waters beynge 
4£Gl.e.e forth creatures chat mouc and haue life,z 
Foules fozto flye aboucthe earth vnder the 
irmamét of heauen. And God created gree 

te whalles, and allmaner of creatures that 
lyue and moue, which che waters brought 
forth enery one after bis tynde: andall ma- 
ner of fetbered foules, every one after bis 
Eynde.And God ſawe that it was good,and 
blefjed chem, fayenge:Giowe,andmultiplie, 
and fyll che waters of che fees, and lec the 
foules muleiplie vpon the carth . Then of 
theenenynge and momynge was made the 


ifth daye. 

And God fayde: let Fearth brynge forth 
Tynynge foules,eucry one after bis Eynde: ca 
tell, wounes z what as bate life Pps earth, 
euery one after bis Eynde. And ſo it cameto 
Palle. And Sod made ¥ beaftes of theearth 
encry one after bis kynde, and catell after 
their Eynde, andall maner woes of che 
earch after their kynde. And God fawe chat 
ie was good. 

WD Arnd God ſayde: let vs make man ing fi- 
militude after oure lickneſſe.that be maye ha 
ue rule ouer che fyſh of the fee, and euer the 
foules wonder ? beanen,and ouer catell, and 
oner all theearth, and ouer all wommestbat 

Sap.2d crepe on $ earth. And God created man af- 

aa 168: ges) Bic lick neſſe:a fter ¥ lickneſſe of God crea 
Macioca C0 bebim,malez female created he them. 

nd God bleffed chem, and fayve vnto 

Ierezo.b then: Growe, and multiplie, and fyll che 

ats earth, and ſubdue it, z bane demynion ouer 

“° the fifh of ebe fee, and oucr the foules of che 

ayre and oner all che beaſtes that crepe vpõ 

theearth. 
Geat.s.a ¶ And Godfaydeslo, J haue geuen you all 


Che ij. Chap. 
maner berbes that beare fede sponthe who 
le earth, and all maner frutefull erces that 
beare fede, tobe meate for you. And co all 
beaftes of the earth, and vo all foules vnder 
thebcauen,and to encry worme that bath li 
fecvpon earth) all maner grene berbesto ca- 
be dbed ſo it came to paffe. And God behel · 
de all phe badmave,andlo,chey were excea 
dinge good. Then of the euenynge and mor 
nynge was mavethefirtedaye. 
The feconde Chapter. 

hus was beant and earth fyniſhed 

with all their hooſt, and chus in the 

feuenth daye God ended bis worke, 
whid be had mave, zrefied inthe fenenth 
Daye from all bis workes which be bad ma- 
de: And bleffed che ſeuenth vaye,z janccified 
te,becanfe in it he reſteð from all bis wor 
£es,which God created and made. 

Theſe are the generacions of heauẽ and 
earth whanthey were created, in theryme 
whan the LORDE God made heauen and 
earth : before there was eny twygg vpon 
earth,and oz emer there grew eny grene ber- 
be vpon the felve. For the LORDE Godbhad 
yet ſent no rayne vpon > carth, nether was 
thereeny mantotylle che earth. But there 
aroſe a myſt front che earth, z watered all 
thelonve. 2nd *¶ LORDE God ſhope man 
ent of the moulde of ehe earth, Zbrethed in 
to bis face > beth of life. And ſo was man 
made a lyuynge foule. 

TheLORDE God alfo planted a garde 
Of pleafirre in Eden, rowarde eaſt and fee 
man therin whom be bad made . And the 
LORDEGodcanfedto fpzynge out of the 
earth allmaner trees, pleafatittolote vps, 
GHD good to eate: and thetre of lifein che 
myddeſt of the garden, andthe treof know 
fege of good and euell. 

And ont of Eden there mente a ryner, to 
water the garden, and there deuyded it ſelſe 
ince foure heade waters . The fuſt is called 
Pbifox, which renneth aboute ali the londe 
Of Heuyla. ind there is founde gelde,(zthe 
golde of that conntreis precious, andthere 
is foundeDcdellion, andthe precious ſtone 
+Onir. The fecond water ts called Gibor, 
which runneth aboute the whole londe of 
Moꝛriãs. Che chirde water rs called Aytec- 
kell which runneth towarde the eaſt fyde of 
yAſſiriãs. The fourth wateris Euphrates. 

ind the LORDE God coke man,z fet bins 
in the pleafaunt garderi of Lden,to dreſſe it 
ze Eepcit. 2nd the LORDE God cemmaun 
ded man,fayege: Chon ſhalt cate of all ma 
ner trees in F garden: But of ? tre of Enow 
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ood and euell, hale 
ee eee oats coe shoe chee 


Fhe tij. Chap. Ao. ij. 


DE God bad made) and ſa yde vnto the wo- +.Corna 


man:mee, bath Gov fayde in dede: Re ſhall 


cheroßthon ſhalt dye the death. not eate of all maner trees in the garden? 
— Then ſayde che woman vnto the ſerpent: 
GC => Weeateofehe frute of the trees in che gar 


‘4 


And che LORDE God fayde: Fe is noe 
good yỹ mã ſhulde be alone. J wil make bint 


dem: But as fez the fruce of che cre that is in 
themydbdes of the garden, God bath fay- 
de: ate not ye of it, and touch it noc, leſt 
yedye. 

Then faide the ferpenc vnto the woman: 
*Tufh,ye fhall — 2— the death. For God 
doth Enowe, that in whacdaye ſo euer ye ea 
te of it youre eyes fpalbe opened, and ye ſhal 
be as Sod, and knowe bocth good and evel. 
And the woman fawe chat F tre was good 
to eave of, and Iuftye vnto che eyes anda 


wleretgb 


and apc 


Some 


pleaſaunt tre+ tomate wylé,and coke of che 
fruccofit, andate, and gaue vnto bir buf- 
bande alfo cherof, and be ate. Then were 


reade: 


Gome anbelpe,+co beare him cSpany. 2nd whan — 


reade: GodebeL ORDE had made of che earch all 


irmave 
{Tent maner beaftes of the felde, zallmaner fou- che eyes of them both opened, and they wyfe. 
ty bin. les underchebeaue, be brought them vnto perceaued chat chey were naked, and fo- 

man,cofewbat be woide callthé:Gorasims wed fygge leaves toger her, and made them Gene ad 

called all maner of liuinge foules,foaretbeix apurns. 

names. And man gaue names vnto all ma- And they herde the voyceof the L O R- 

ner catell,z vntocbe foules vnder the heautf, DE God, which walked in the garden inthe 

and onto allmaner beaftes of * felde. But coole of thedaye. And Avam byd him elf 

wnto mantherewas foundenobelpe,tobea with bis wyfe, from the preſence of FLOR 

rebim company. DE Godamonge the trees of che garden. 

ThentheLORDEGod caufedanherde And} LORDE God called Adam and fay 

flepeto fail vpon man, and he ſlepte. And be de onto him: Where artthou⸗ And befaive: 

toke out one of bis rybbes, and(in ſtezde I herde thy voyce in the garden, and was 

theroßhe fylled vp ? place with fleſh. And  |frayed, becaufe Jam nated, and therfore 

the LORDEGodmave a woman of Fryb Ihyd my ſelf. And he ſayde:who tolde the, 

be that he toke out of man, and brought her chat thou art naked? ‘Daft thou not eaten of 

vnto him. Then ſayde man:Chisisoncebo the tre wherof J commaunded the, thou 

noof my bones, and fleſh of my flefh.Sbe ſhuldeſt not eate? 

foalbe called woman, hecauſe fhe was takẽ Then fayde Adams: The woman which C 


of man, Gor this canfe ſhal 4 man leaue fa- 
ther and mother, andcleue vnto bis wife, z 
they two ſhaibe one flefh . And they were 
both nated, the man and bis wife, and were 
not afbamed. 


< Thelil. Chapter. 
A SPA Weebe ferpene ras foryller then all 
the beaſtes of che feldeavhich FLOR 


chon gaueft me(co beare me company) gaue 
me of thetre, and Fate. And the LORDE 
God fayde vnto che woman : wherfore haſt 
thou done this? The woman [ayde : the fer- 
pent difceancdme fo,that J ate. Then ſa yde 
the LOR DE God vnto the ſerpent: Becau⸗ 
fecbou baft donetbis, curfed be thou aboue 
all catell and abouc all beaftes of the felde. 
Vpon thy bely fhale thou go, zearth ſhalt 
thou cate all che dayes of thy life. And J 
wyll put enemyte berwene the and the wo- 
mans, and betwene } fede and bir fede. The 
fame fal treade downe thy beade,andthou 
fhaletreave him on the bele. 

And vnto the woman he fayde: J will in- 
creaſe thy S20w, whan thou art with chil- 
de:with payne fhale chou beare thy chilozé, 
a@nd~thyluft ſhal percayne onto y hußban 
de,and be fal rule che. 

And vnto Adam he fayde: For fomod ae 

ey 
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bande. 


The i. boke of Moſes. 
thon haſt bertened onto the voyce of thy 
wyfe · and haſt eaten of the tre, wherof J 
conimaunded the,fayenge:then fale not eã 
te of it. Curſed be ¥ earch forty (ate. With 
ſore we ſhalt chon eate therof, all che dayes 
of chy ife Thornes anðthiſties ſhalt it bea 
re vnto tbe, and thou ſhait eate the herbes 
of the felde In che frocate of thy face ſhalt 
thon earethy bred, tyll chow be turned agay 


Eccl.4o.b ne vnto carth,whecethou art tabẽ: for earch 


Tob34.b 


A 


Hebna 


Some 
reader 
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Saps0.a 
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thon are, and vnto earth ſhalt thou be tur- 
ned agayne. 

And Advan called his wyfe Heua becau⸗ 
fe ſhe isthe mother of all lynynge. And the 
LOR DEGod made Adam z bis wyfe gar- 
mentes of flzynnes, T theſe be put on them. 
And the LOR DE Good fayveslo, Adam is be- 
come a6 it were one of vs T knoweth good ⁊ 
euell. Bue nowlefé be ſtretch his hande,and 
tate alfo of the creof life, and eate and lyue 
for euer. Then the LORDE God put bim out 
of the garden of Eden, to tyll ¥ earth, whe 

was take. And be cafe Adans out. And 
befozetbe garden o f Eden be fer Cherubes, 
anda naked fyzie ſwerde, to kepe > waye vit 
to che tre of life. 
Thellll. Chapter. 
 Drouer Adam laye with Heua bis 
wyfe, which cõceaued zbare Cain, 
and ſayde. J bane yman 
of the LORDE.And fle proceaded forth,z 
bere bis brocher Abell, And Abell became & 
fhepberde, but Cain became an hußbande 
Te 


ma: 

And it fortuned after certaine daies that 
Cain brought of he frure of cheearth, an 
— be BoepeenvoF > 
aiſo of che fir, jes of bis nd oF 
fat of them. MndebeLORDE badrelpecte 
wnto Abell and co bis offerynge: but vnto 
Cain and bis offerynge heloked noc. Then 
was Cainerceadinge woth, and bis coun- 
tenannce chaunged. And the ORDEfayde 
vnto Cain: Why art thou angrie 7 and why 
doth thy conntenaunce chaunge ? Is it not 
for that yf thou do well, thon fhalereceaue 
tc: bue and yf chon do enell, thy ſynne lyeth 
open in the dore? Shal he then be ſubdued 
vnto the? and wilt thou rule him And Cain 
talked with Abell bis brother. 

And it bappened, that whan they were 
in the felde, Cain arofe agaynft Abell bis 
brorber,and flew bim. Then faydetheL OR 
DE vnco Cain: Where is Abell thy brother? 
Se ſa yde: J cannot cell. Am J my beethers 

keper? And he fayde: What haſt thou done? 
The voyce of chy brothers blonde crieth vs 


tome out of the earth. 2nd now ſhalt thou 
be eurſed vpon the earth, which bath ope- 
ned bit month, and receaned thy bzorbers 
blonde of thine bande. Whan thou tylleft y 
grounde, fle hall henßforth not gene bir 


power vnto the. A vagabunde andarenna- Pro.2t. 


* Halt thou be vpen y earth. And Cain 


ayde vnto F LORDEmyfynneis greater, lebisc 


thenebat it maye be forgeuen me. Deboloe, 
thou caſteſt me out this daye from out of 8* 
londe,and frem ¥ ſight muſt J byde my felf, 
and muſt be a vagabunte and a rennagate 
vpon ? earth. And thus it go with mes 
that who fo fyndeth me, hal flaye me. 

Due the LOR DE faydethus vntobim: C 


Oho fo euer flayeth Cain it fhalbeanenged Gens 


feuenfolve. 2nd the L ORDE puta mar 
vpon Cain,that no man which feunde him, 
ulde eyll hiw. So Cain wente out from ¥ 
ce of the LOR DE, and dwelt in the lande 
pon the eaſt ſyde of den. 

And Cain laye with bis wyfe, which con 
ceaued and bare Henoch . And he buylded a 
cite, and called it after che name of bis fon- 
ne Henod. And Henoch begat Frad, Irad 
begat Mabuiacl. Mahniael begat Mache 
fa huſael begat Lamed>. 

And Lamech coke him two wyues: * one 
was called Ada, z che other Filla.2ind Ave 
bare Jabel,of whem came they chat dwelt 
intentes and bad catell . And bis brot hers 
name was Juball: Of him came they that 
occupied harpes z pypes. And Silla ſhe alſo D 
bare Tubalcain, a worker in all connynge 

yntes of metall z yron. And Tubalcains 
Efe was called Naema. 

And Lamech ſayde vnto bis wyues Ada 
and Zilla· Heare my voyce(ye wynes of La⸗ 
med) and herken vnto my wordes: for J ba 
ue ſlayne a man, and wounded my filfe: and 
(bance Eylleda yongeman,and gottẽ my ſelf 
firypes. Cain fhalbe auẽ ged feuctymeszbut 
Lamech fenen and fenentietymes. 

Adamlaye yet with bis wyfe age ye, z 
ſhe bare a fonne, and called bim Sah. Foz 
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The t. bofe of Moſes. 
God fayde fle) bath apoynted me another 
fede, for pol sobom Cain flew. And Serb 
begat  formealfo,and called bim Enos. At 
the famecyme beganne mento call vpon the 
name of the LORDE. 

The v. Chapter. . 
Dis isthe bote. ‘ofebe generactonof 
man, inthe cyme whan God created 
man and made bun after the ſymilitu 
de of Sod. Male and female made be them, 
and bleſſed che, z called their names Man. 
in the tyme whan they were created. And 
Adam was an hundreth and thirtie yeare 
olve, and begat a fonne, whic was hte bis 
owne ymage, and called bis name Seth: z 
lyued cherafter eight hũdreth yeare,and be- 
gat ſonnes anddougbters . And bis whole 
agewasnyne bundzeth and thirtie yeares, 
and fobedyed. 

Seth was an hundreth and fyue yeare of 

de, and begat Enos:z lyned thera fter eight 
bundzeth and ſeuen yeare, and begat formes 
and doughters. And bis whole age was 
nyene hũdieth and twolue yeares, and fobe 
Dyed. 
Db 2 wes nyentie yeare olde, and begat 
Benan: and lyued therafter eight hundzeth 
z fyftene yeare, and begat ſonnes zdangb- 
ters. And bis whole age was nyene hũdret h 
and fyue yeares,and fo be dyed. 

Renan was ſeuẽtie yeare olde, and begat 
Wiabalaliel: and lyued thera feer eight burt 
dreth and fourtic yeare, and begat fonnes z 
dongbters . And bis whole age was nyene 
hundreth and cen yeares,and fo be dyed. 

Wiabalaliel was thre [core yeareolvez 
fyue, and begat Jared: and lyued thera fer 
eighebundzeth and thirtie yeare, and begat 
formes and doughters And bis whole age 
was eight hundreth, nyentie and fyue yea- 
res, and fo he dyed. 

Jared was anbundzeth and two zfirtie 
yeare olde,and begat Henoch: zlyued ther- 
after eight hũdrech yeare, and begat fonnes 
zdougbters. And bis whole age was nyene 
hundreth and two and firtie yeare,and fo be 
Dyed. 

Henoch was fyue and thre (core yeare ol- 
de, and begat Mathuſalah: andleda godly 
conuerfacion thre bundzcth yeares theraf 
ter,and begat fonnes z doughters. And bis 
whole age was the bundicth and fyue and 
thre [core yeares.* And fo: fo mod) as ely 
ued a godly life, God toke him awaye, z be 
was nomorꝛe ſene. 

Mat huſalah was an ũhdreth z ſeuẽ and 
foure ſcore yeare olde,z begat Lamech: and 


a 


Che vi. Chap. Fo. iij. 
Tyned thera fter ſeuen hundreth and two and 
foure [core yeare,and begat fonnes z dough 
ters. And bis whole age was myene bun- 
— andnyene and tre ſcore yeares, and [> 

Dyed. 

Tamech was an bundzeth andewoand 
foure ſcore yeare olde, and begat a forme,z 
called bim Moe. and fayde: This fame hall 
cS forte vs in oure workes, and in tbe fozowe 
of cure bondes vpon che earth, which the 
LORDEbath cured. After this belyned fy 
ue hũdreth and fynez nyentie yeare, and be- 
gat ſonnes and doughters. Andbis whole 
age was ſeuen bundiech fenen and ſeuentie 
yeares,and fo be dyed, 

hoe was fyue hundzeth yeare olde, and 
begat Sem, Sam and Japhet. 

Tbe Vi. Chapter. 
O whan men beganne co multiplie 
vpon che earth, and bad begot thens 

e doughters,chechilozen of Ged fawe 
the doughters of men,that they weve fayze, 
and tote vnto thé wyues foch as they lited, 
Then fayde } LOR DE: tty fprete fal not 
allzoaye firyue with man, for be is bur fleſh 
alſo. J wil yet gene him refpyce anbundiec 
and twẽty yeares. There were giauntes al- 
ſo in the worlde at that tyme. Foz nban che 
childzencf God had lyen with the daugh⸗ 
ters of met, and begotten them children, F 
ſame(children) became mightie in the worli · 
de and men of renowne. 

But whantheLORDE fawe F the wic⸗ 
Eednes of man was increafed vpon ¥ earth, 
and that all * thought and imaginacion of 
their bert was but onely euell contynually, 
itrepented bim,thachebadmade manvpon 
theearth, and be ſoro-wed it bis bert, and 
fayde: Jwyll deftroye nian kynde which J 
haue maãde. from the earth: both mai, beeſt. 
worme,and foule onder the heanen: for itre- 
penteth me,ehat Fj baue madetbem. . Neuer 
theles Noe founde grace inthe fight of the 
LORDE, 

This is * generacionof Coe. Hoe was 
arighteous and parfecte ma, and led a god 
Ty life in bis eyme, and begat thre formes: 
Sem,Ham and Japhet. Wotwithſtondin⸗ 
ge F earth was corrupte in Ffight of Gov, 
and full of myfchefe. Then God loted vpon 
} eartb:and lo,it was corrupte( for all flefly 
bad cowupte bis waye vpon the cartb.) 

Chen fayde God vnto Noe: The. ende 
of all flefh is come before me,for theeareh ie 
full of myfchefe before them. And lo,5 wyll 
deſtroye them with theearth. Make thean 
Arcke of Pyne tre, and make chambers in it, 
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and pitch it within and without with pitdy 

and make it after this faſhion; The length 

Pal be thꝛe bundacth cubites,cbe bredth fif 
Gie cubites , andthe heyght thirtie cubites. 

A rwyndow ſhalt chou mate aboucof a cu- 

byte greate:but the doze halt t hou fet in the 
myddeſt in the ſyde of it: And the Arke ſhalt 
thou make with thie loftes one aboue ano⸗ 
ther. For 10,7 wyll binge a floude of water 
vponthe earth , codeftroye all fleſhewherin 
the beth of life is) vnder the heauẽ: Allt hat 
is vpon earth, [hal per ſhe. 

Dut with ehe wyll 7 make a conenaunc, 
and thou fhale go in tõ the Arce with thy 
ſonnes, with thy wyfe, and with thy ſonnes 
wyues. And of all creatures what ſo euer 
fleſh it be.thou ſhalt bringe into the Arcke 
euen a payre: the maleand che female, chat 
they maye lyue wi cher Of foules after their 
tyndce, of beaſtes after their kynde, and of 
all maner wormes of the earth after their 
kinde. Of cuery one of theſe ſhal there a pay 
re goin vnto the, that they mayelyue. And 
thou ſhalt cate onto cheall maner of meate 


shat mayebe caren, and ſhalt laye it vp int 
ſtoare by the, that it maye be meate for the 
and chen. 2nd Noe dyd acordinge to all 
thac Godconmannded him. 

The Vil. Chapecr. 


Lilo F LORDEfayvde vnto Noe: Go 

in co the Arce thou zeby whole how 

fe: forthe bane J fenerighteons befo- 
re me at this tyme. Of all cleancbeaftes ta 
te vnto the ſeuen and ſeuen, the maleand bis 
female.2ind of wncleane beaftcs a payze,the 
male and bis female. Like wyſe of the foules 
onder the beauen , ſeuen and fenen, theme 
le and bis female, that there maye be fide 
left a lyue vpon the whele earth. 

For yet after feuen dDayes, J wil fende rai 
ne vponche earth fourtie dayes and fourtie 
nightes, and wyll deftroye all maner of thin. 
nes char bauemade, from of the face of 
tbe carth, 


Lhe vij. Chap. 


And Noe dyd allebatthe LORDEcom DB 
maunded bim.Gire bidreth yeare olde was 
be, whhanthe water floude came vpon earth. 
And be * in * * Arcke, with * ia 
nes, bis wyfe, and bis fonnes wynes , forthe 
waters of the floude.Of cleanebeaftes and 
of vncleane, of all fecbered foules,z of all 
that crepeth vpon earth, wentew onto bim 
to the Arche by pares, a male and a female, 
as * LORDE comaunded him. 2nd whan 
the ſeuen dayes were paſt, the water floude 
came vpon thecarch. 

“jn the fire hundreth yeare of Noes age, 
vponthe fenentene daye of the feconde mo- 
necb, that fame daye were all > founta ynes 
of che greate depe bioten vp, and the wyn- 
dowes of beauen were opencd, and rhere ca 
mearayne vpon > earth fourtiedayes and 
fourtic nightes. 

¶Vponche felfefame Saye wẽte Noe into 
the ArcFe, with Sem, Ham and Japhet his 
fonnes,and with bis wyfe,and che thre wy- 
nes of bis formes, and all maner of beaſtes 
after their Eynde, all maner of catell after 
their kynde, all maner of crepynge thinges 
(that crepe vpS the earch after their Eynde, 
and allmaner of foules@vbat fo cucr conde 
flye ⁊ what fo ener bad fetbers) afeer their 

de: Theſe wente all onto Noe in to the 
rcke by cooples,of all fleſh in whhom was 
the breth of life. And theſe were the malez 
the female of all maner of fleſh, and wente 
in,acordinge as God commanded him. And 
the LORDE ſhut(the doꝛe vpon bim. 

Then came the water flonde fourncday 
es vponthbeearth, and ebe water increafed, 
and barevp che Arcke, and lift it vp ouer > 
earth. Thus the water preuayled, andin- 
cteafed fore vpon the earth,fo that the Are- 
ke wente vpon the waters. Ree the waters 
preuayled and increaſed ſo [ore vpon carth, 
that all the bye mountaynes wnbder the 
whole heaven were couered. Fyftene cnby- 
tes bye prenayled > waters ner the mount 
ee fea couered. 

ert le at crepte yponearth, pe 
rifhed,both foules,. — — and. ali 
moued vpon carth,and all men. What fo e- 
uer had the bieth of life vpon the dzyelon- 
de dyed. 

Thus was deſtroyed all that was vpon 
the earth, both man and beaſt both worines 
and foules vnder y heauẽ: ail theſẽ were deſ⸗ 
troyed from theearth, Saue Noe onely re- 
mayned,and they chat were with him in the 
Arcke. And the waters preua yled vponthe 
earth,an bundzeth and fiftie da yes. 
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Tbe Vill. Chapter. 

A den Gov —— Noe and all 

a the beaſtes, and all the catell that we 

ae) re wich him inthe Arcke, and cauſed 

a wynde to come vpon the earth: and ? wa 

Gers ceaſſed, and the fount a ynes of che depe 

and the wyndowes of beauen were ſtopte 

andtherayne of heauẽ was fozbydden, and 

the waters ranne ftyll avaye from F earth, 

and Decreafed after an hundreth and fifeye 
dayes. 

Vpon the ſeuentene daye of the ſeuenth 
monech reſted the Arcke vpon the mountay 
nes of Ararat. And the waters wẽte awaye 
and decreaſed vntyll che tenth moneth: foz 
the firſt da ye of thẽ tenth moneth, cherop- 
pes of the mounta ynes appeared. 

Afcer fourticdayes Cloe opened wyn 


Some dow of the Arcke which head made, zfene 
eave: forth a rauen, which flew out, and*camea- 
nora. §ayne,vntyll che wacers were dryed vp vps 
Seyne. theearth. 


D "Then fent he forth a doue from bim,towe 
te, whether the waters were fallé vpon the 
earth. But when doue conde fynde no ref 
tynge place foz bir fete, fhe came agayne vit 
to him in to the Arcke, for che waters were 
yct vpon the face of ail the earth. And he 
put out bis bande, and coke her to biminto 
the Arke. 

Then heabode yet ſeuen dayes mo,z fent 
out the doue agayne ont of the Arte: z fhe 
returned vnto him aboute che euen tyde:and 
bebolve, ſhe had broken of a leaf of an oly⸗ 
uetre,z bare it in hir nebb. Then Noe per- 
ceaued, thatthe watcrs were abated vpon 
the earth. Neuertheles be caricd yet feuen 
other dayes, and fent forth the doue, whidy 
caine nomoze to bim agayne. 

Inthe firce hundreth and one yeare of 
Vdes age, vponthe firſt daye of * firſt mo 
neth, the waters were dryed vp vpon the 
earth. Chen Croc toke of the hatches of the 
Arke, and fawe F the face of theearch was 
Dye. So vpon the ſeuen and cwentye Daye 
Of thefeconde moneth the whole earth was 
Szye. 

Then fpate God vnto Noe, and fayde: 

C Go ont of che Arte,thou and thy wyfe,and 
thy formes and thy formes wynes with the. 
As for all the beaftes that are with the, 
what fo ener fleſh it be ( both foule z catell 
andall manerof wormes that crepe vpon 
the earth) let them go ont withthe, and be 
ye occupied vpon the earch, growe and mul 

1d tiplye vpon the earth. 

Noe wente out, with bis fonnes,and 


he ix. Chap. Ao. iiij. 
with bis wife, and with bis fonnes wynes. 
QUI the beaftes alfo and all the wozmes,and 
all the fonles, and all that crepte vpon the 
earth, wente ont ofthe Arke, enery one vn⸗ 
te bis lite. 

And Noe buylded an altare vnto } LOR D_ 
DE end toke of all maner of cleane beaftesz beuiu 
ofall maner of cleane foules,and offred bree 
ſacrifices vpon $ altare. And } LORDE ſmei 
led the fivete fand,z fayde in bis bere: I wyl 
bence forth curſe the earth nomore for mas 
fate,foz the ymaginacion of mans hert is e⸗ 
uell, euen from the very youth of bim. Ther 
fore from béce forth J wil nomoze fimyte alll 
that lyucth, as J bancdone. Nether fhall 
forwynge tyme and baruefé, colde and beate 
Sommer and wynrer , Saye and mghe ceaſt 
fe ſo longe as the carth endureth. 


The X. Chapter. 


t fied Noe and his formes, of 
and fayde onto them:increace z mule 

plye and fyll the earth. The feare alfo 
and drede of you be vpon all beafics of he 
earth, vpon all foules onder the beancn,and 
vponallebat crepeth on the earth, and all 
fyfbes of the fee be genen into youre hades. 
All that moueth and bath life,be youremes Cinna 
te. Euen as the grene herbe, fobanue J gene 
you all. Onely catenoe the fleſh with the Leui.z.c 
blonde, wherin che ſouie is: Foz the bloude of 2947-4 
‘you wherin youre ſoule is, wyll J requyze of 
the bande ofall beaftes: andthe foule ofmã 
wyll J requyre of mans bande, yec every Exerc 
mans foule of anothers bande. 

Se that ſheddech mas bloude, bis blow ‘Tren. 4.b 
de fhal be ſhed by man agayne, for Goda Mat.26.¢ 
de inan after bis owne lickneffe.26s fot you, APO 
be ye fintefull, and increafe , and be ocenpi- cenad 
bes vpon the earth, that ye maye muitiplye 

exit, 

Farthermore, God fayde wnto Hoe and 3 
to bis fonnes wh bim : Bcholve, JI make my Efasga 
couenaunt mith you. and with youre fede 

a iG 
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afcer you, and with cucry lyuynge creature 
that is with you, both foule, carell, and all 
beaſtes vpon theearth with you, ofall that 
is qone out of che Arke, what ſo euer beaſt 
of checarth it be: And thus J make my co- 


E.clefa uengaunt wĩth you, that hencẽ forch alll fle| 
tis Pal not be deſtroyed with che waters of e- 


Efas.a 


ny floude, and from bence forth there ſhall 
come no flonde to deſtroye the earth. 

And Goo fayde: This is the token ofmy 
couenaunt which J haue made betweneme 
Gnd you, and alllynynge creatures amonge 
‘you fozeuermoze:t Ty bore rill J ſet in the 
clondes, andit ſhal be the coten of my coue 
naunt betwene me and ? earthe ſo that whã 
Jbꝛynge clondes vpon the earth, the bowe 
[hal appeare inthe cloudes. And then wyll 
ebynte vpon my coucnaunt betwirteme 
and you and alllyuynge creatures in all ma 
ner of fleſh: fo that from hence forth there 
[hall nomoze come eny floude of rater to 

€ beſtroye all flefly.Cherfore fall my bowe be 
inthe cloudes, chat J maye lote vpon it,and 
remembzre the euerlaſt ynge couenaunt ,be- 
sivirte God and all linynge creatures in all 
fleſh that is vpon earth. Sod ſayde alſo vn- 
to Noe: This is the tolẽ ofthe couenaunt 
which J bane made betwene me and all flefly 
vpon earth. 

The ſonnes of Noe which wente out of 
the Arke, are hele: Sem, Ham and Japhet. 
As for Ham,beisthe father of Canã. The 
fare Noes chre fonnes,of whom all londes 
were ouerfpzed. 


zi z — — 
DMNoe beganne to take hede vnto + tyllin- 


ea 


ge ofthe grounde, ⁊ planteda vyniarde And 


matt · ahra dranke of the wyne, and was dronken, and 


laye vncouered in his tente. Mow when Hs 
the fat her of Canaan ſawe bis fathers preut 
ties, be tolde his two brethren without. Thẽ 
toke Sem and Japhet a mantell and put te 
vps both their fhulvers, and wente backwar 
De,and coueredtheir fathers fecretes : z their 
faces wereturncd afyde, § they ſhulde not 
ſe their fathers pꝛeuyties. 


The x. Chap, 


Sowban Noe awated from bis wyne, 
and perceaued what bis yonger forme bad 
Done vnto bim,be fayde :Curfed be Canaan, 
and a fernaunt of ſeruauntes be be vnto bis 
brethren. He fayde mozouer : Prayſed be the 
LOR DE God of Sem, and Canaan be bis 
ſeruaunt. Gov increafe Japhet, and let him 
dwell inthe tences of Gem, anv Canaan ke 
bis ſeruaunt. 

And Noe lyued after the floudethiebun 
dreth z fiftie yeare , fo ¥ bis wholeage was 
ig. hũdreth and fyftie ycare, and ſo he dyed. 

The X.Chapter. 

¢ His is the generacion of the child: A 
—* of Noe Sem, Ham, and Japhet, z 
they begat childzen after the floude. 

The children of Japhet are chefe: Ge 
mer, Magog. Madai. Javan, Tubal, Me⸗ 
ſech and Thyras. The chilozé of Gomer are 
thefe:Afcenas, Riphat and Torarma. The 
children of Jauan are theſe: Eliſa, Tharſis, 
Cit him and Dodanim:Oftheſẽ are deuided 
the Zles of Heithen in their countrees eue 

ry oneafter bis fpeach,Eynred and people. 

The childꝛẽ of Ham aͤre theſe: Chus, tif 
rains, Phut and Canaan. The childꝛen of 
Chus are thefe: Scba, Henila Gabtha, Rey 
ma and Sabthecha. 

The children of Reyma arethefe: Sheba B 
and Dedã. Chus alſo begat Nemrod, which 
beganne to be mightie in the earth,and was 
a mightie bunter inthe finht of the LORDE. 
Therof commeth the pronerbe: Chis is a 
mightie bunter before the L O R D Eliteas 
Nemrod.And che ozitgenall of bis tyngdo- 


me was Babel, Ered), Acadz Chalnew F Genean.b 


londe of Syncar.Out of hat [Sve came 2if- 
far, and buylded Niniue aͤnd ſtretes of * 
cite,and Calab, and Reſſen betivene Niny · 


nez Calah: This ts a greate cite. Mizraim lone ne 


begat Ludim,Enamim,£ eabim, NMaphtu⸗ 
bim, Pat hruſim z Caflubim, from whence ca 
methe pbiliftynes and Capthorims. Canaã 
alfo begat Sivon bis eideſt fonne,z Heth, Je € 
brfi, Emo, Girg ofi, Dini, Arki,Sint, Arua⸗ 
di,demari z Hamati: frẽ whence * Eynreds 
of ? Cananites are difperfedabrode, And > 
Coaftes of } Cananitcs were frõ Sids forth 
thozow Gerar vnto Gale, cyll thou cOmefé 
vnto Sodoma, Gomozra, Adama, Zeboim 
vnto Laſa. Theſe are the childꝛen of Ham in 
their Eynreds,tunges,lontes z people. And 
Sem whichis $ father ofall the childꝛen of 
ber, z the elder bother of Japhet, begat 
chilozé alſo. And thefe are his childzen:£14, 
Affix, Axcphachad,Ludz Aram. Che chũdrẽ 
Of Aram are theſe: 0s, Hul,Getber Mas. 
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D And Arphacdfad begae Sala, and Sz- 
la begat Eber. Eber begat twofonnes: the 
name of che one was peleg, becauſe that ĩn 
biscymecbe wove was demyded, and bis 
brothers name was Jaketan, And Jaketan 
begat Almodad, Saleph dasarmapber, 
arab, Hadozam, Val, Ditela, Obal,Abi- 
mad, Seba, Opbir, Heuil z Jobab: All the 
feare ¥ childzé of Jaketan. And cheir dwel 
lyage ras from ? Neſa, cyll thou come onto 
Sepbaramountayne of eaſt. Chefeare 
ychildren of Sem incheir generacions,cun 
ges,londes and people. 

This is now F generactonof children 
Of Noe in their Eynredes z people. Of chefe 
were $ people vpon earth ſpred a brode af⸗ 
ter $ floude. The Xl. Chapter. 

A Oꝛouer all che worlde had oneton- 
4] gezlanguage. Now as they wen- 

te*corarve the Eaft,chey founde 

Sthe *Playnein * londe of Synear, ztherethey 


Tondes. Eben came ¥ LORDE dovwne,to fe * 

cite ztower, § ¥ childzé of mz bad buylded. 
And F LORDE ſaide:Beholde the peopleis 
one, z bane one maner of language amSge 
thé allz this haue they begonne todo,z wil 
not leaue of frons all $ theybaue purpofed 

B covo.Come onlet vs sto dovwne,z cdfounde 
their conge ent chere, y one vnderſtonde not 
whatanocher faieth.Thus * LORDEfeatred 
thé frõ chece in all isdes, fo Febcy lefeof to 
buyide the cite. Cher fore is it called Babell, 
becanfe the LORDE cofounded there the lan 
guage of all the worlde, and from thẽce fer 
tred them abrode it to all londes. 

Thefeare F generactons of Gem. Gers 
was an bundeeth yeare olde,and begat Ar- 
phachfad two yeareaftertheflonde,andly- 
ned thera fter fyue hũdreth yeare, and begat 
fonnes and doughters. 

Arphachfad was finer thirtie yeare olde, 
and begat Galab,and lyued therafter foure 
hundꝛech and thee yeare,and begat fomes z 
doughters. 

C  Salabwas thirtie yeare olde, and begat 
Eber, ⁊ lyued therafter foure hũdreth zehze 
yeare,z begat ſonnes and doughters. 

ber was foure and thirtie yeare olde, z 
begat peleg,and lyued therafter fore hun⸗ 
dreth and chirtie yeare, and begat ſonnes 
doughters. 


Devsz.a 


Che rij. Chap. Fo. v. 


Peleg was thirtie yeare olde, and begae 
Regu,andlyucdeherafter two hiidzeth and 
nyene yeare, and begas ſonnes Adoughters. 

Regu wes ewo and thirtie yeare olde, 
and begat SGerng, and lyued therafter two 
hundrech and feuen ycare,and begat ſonnes 
and dougbters. 

Seng was thirtie yeare olde, and be- 
gat Nahor, and lyued therafter two bun- 
dreth yeare, and begat ſonnes zdougbters. 

Labo: was nyene and twentye yeare ol · 
de, and begat Terab,and lyued berafrer ant 
hundꝛeth and nyentene yeare,and begat fon 
hes and dougbters. 

Terah was feuentic yeare olde, and begat D 
Abzam, Nahoꝛ and Haran. 

Theſe are the generations of Terab: Tez i 
rab begat Ahram, Crabo: and daran. Ano t 
Haran begat Lot, but dara dycd before Te 
rab bis facber in * londe where he was bore 
neat D2in Chalvea. 

Chen Abram and Nahor tote thers wy- 
wes. Abrams wife was called Garat,z Na· Gen.20.¢ 
hors wyfe Mica the doughter of Haran, Gerad 
which was fatber of Milcã and Jiſca. But 
Sarat was baren,and bad no childe. 

Chen toke Terah Abrã his fonne, z Lot lofu.r4.a 
bis fonne Darans forme,z Sarai bis dongh- one 4 
ter in lawe,bis ſonne Abrams wife, z caried = 
ebenxd him from Oz in Chaldea, to go into 
thelandcof Canaan. And they cameto Ha 
ran, dwelt there. And Cerab was two bus 
dreth ⁊ fyue yeare olde, and dycd in Haran. 

. _ CheXil.Chapter. 

1d PLORDE fayde wneo Abram:Gee 2% 

the out of thy councre, and fromeby Ato7# 

Eynred, and out of chy facbers bone, 
intoalonde which J wil fhewebe. And I 
wil mate of thea mightic people, and wyll 
bleffe the, and mate the a greate name, 
yeetbou Pate bea very bleſſynge. J wil bleſ Gen.az.d 
fetbem that bleffe the, and curfé them that Gen 
curfetbe:and in the ſhal all the generacions oe 
of che earth be bleffed. Aare, 

Then wente Abram ont as the LORDE 
commaunded bim,and £ of wente with bint. 
Fyue ⁊ ſeuentie yeare olde was Abrã, whan 
he wente out of Haran.Go Abram toke Se 
rai bis wife, and Lot bis brothers forme, c 
all their goodes which they bad gotten and 
ſoules which they begat in Sarã and depar⸗ 
ted tO go in to * londe of Canaan. And whe 
they were come intothe famelonve, be wen 
tethozow, tyll be came vnto the placeofSi B 
chem, and onto the Oketzroue of Hore : for. Gen.tod 

¶ Cananites dwelt in Fl5de at} fametime. 4? 

Chen the LORDE appeared vnto Abia, 


Genigec 


Gen. 20.8 
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Genaza zfayde: This londe wil gene vnto + fide. 


nd there be buylded an aulter vnto $ LOR 
DE, which appeared vnto bim. Thẽ brake be 
vp fro chéce, onto a mountayne playeon * 

ea ft ſyde of the cite of Bethel, z pitdyedbis 
en:fop be bad Bethel on che weft fide,and 
Ay on F café fyde:z there buylded bean alta 
re alſo onto the LORDE, z called vpon the na 
me of che LORDE. Afterwarde departed A⸗ 
bram farcber,z cote bis iourneye ſduthwar⸗ 
de But there came a derth in the londe. 

Then wente Abram downe into Egipte 
to kepe himſelf there as a ſtraunger, for the 
derth was ſore in the londe. And whan be 
was come nye for to entre into Egipte be 
fayde vnto Sarai bis wife:Bebolde, 3 Eno- 
we § thouarca fayzewomanto lore vpon. 
Llow whan the Egipceians fe the, they wil 
faye: She is bis wife, and fo ſhal chey flaye 
We, and ſaue the alyue. Therfore pray) 
faye thou are my ſiſter that I maye fare the 
better by reafonof the, and thatmy foule 
mmaye Lyne for tby fate. 

Now whan be cameinto Egipte, > E⸗ 
gipcians fawe > woman, ? [be was very fai 
re:z Pharaos prynces fare ber alfo,z pray⸗ 
(ed ber before him. Then was fhe bicughe 
Inco Pharaos houſe, and Abram was well 
intreated foz bir ſaberand be bad fhepe, ore, 
and be Aſſẽes, ſeruauntes, maydés, fhe Affes 
and Camels. 

Bue $LORDEplaged Pharao ⁊ bis hou, 
fe x greate plages, becaufe of Sarat Abas 
wife. ——— called Abrã vnto him, 
and fayde: Why haſt chou dealt thus ch mer 
Wherforecoldefé chou not meat the firft, F 
fhe was thy wifer Why ſaydeſt chou ther, 
that ſhe was + ſiſter? Wherfoꝛe J cofeber 
tomy svife. 2nd now lo,there is y wife,cate 

ber,and go thy waye. He gaue bis officers 

alſd a charge ouer bint, to conveye bin out, 
and bis wift,and all that be bad. 
Chexil.Chaprer. 
a D Abs deparced ont of Egipte, c 

S bis wife, Twith all $ bebad, z Loe 

“é  bim alfo,towarde $ ſout h. Abram 
was very rid) in catell,filuerz golde. And he 
wente on forth from tbe ouch vnto Beebel, 
vnto the place where bis tent was at > firfé, 
betwene Sechel and Ayreuen vnto F place 


Genus.b Mberebe had made the altare befoze,z whe- 


rebe called vpon the name of che LORDE 
Lot alſo which wente with him, bad flhepe, 
Greate catellz centes:fo $cbe londe was not 
able to receaue them, that they might dwell 


Genge.a together : for che fubftaunce of their riches 


was fo greate,thatrhcy conde nor dweil ro- 


Khe xiij. Chap, 

« And chere fella fivife betwene the 
— of Abrams — the hirdmen 
of Lots catell. The Cananites alſo and the 
Phereſites dwelt at that t yme in the lond-. 

Then fayve Abram oneo Loe: ler there 
beno ſtrife berwene me and the,and berwe- 
nemy byzdmen andcbine, for we are brethrẽ. 
Js noc all the whole londe open before che? 
Deparce frome , J peayethe. Rfthou wile 
go to the left bande, J wil cate the right:Oz 
yfebou wilt go to the right hande. Iwil ta⸗ 
Be che left. Then Loc lift vp bis eyes, and be 
beldeall thecouncrerounde aboute Joꝛdã, 
that it was a plenteons councre of water. 
For before the LORDE deftroyed Sodoma 
and Gomo224, it was roundeaboute Zoar, e⸗ 
uen 48 the pleafaunt garden of the LORDE, 
and as the londe of Egipre. 

Then Lorchofe all che coaftes of Fords, 
and toke bis iourney towarde * Eaſt. And 
focbe one bother deparced from the orber. 
Abzam dwelt in chelande of Canaan, and 
Lotinthe cities of the fame coafics,and pit 
ched bis tent torrarde Sodome. But ? men 
of Sodeme were wicFed, and fynnedercea- 
dingly agaynfEtheL OR DE. 

Llow whan Lor was departed from A⸗ 
bram,tbheL O R D Efaide onto Abram: Life 
vptbinceyes, andlote fromtbe place whe- 
re thon drvelleſt, notbroarde, fourbwarde, 
eaſtwarde and weftwarbde : foz all the londe 
that thou ſeiſt, wyll J geue vnto the andro 
thy fide for euer, and wyll mate thy fede as 
the duft ofthe earth :fotbat yfa man can 
nombre the duſt of the earth, be pat nom- 
bre thy fede alfo. Arife,and go thorow the 
Tonde, inthe length and bzedth, for J wyl ge 
ue it onto the. 

So Abzam remoned his tent, and wente 
Gnd dwelt in } OEegrone of Miamre, whidy 
is in Ebron and buylded there an altare vn⸗ 
tothe LORDE. 


Thexil. Chapter. 
Cd it haunfed inthetyme of Amra- 
pbel the Eynge of Synear, Arioch 
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che kynge of Ellaſar. Kedorlaomer the kin 
ge of £lam,z Thydealehe kynge of Hei⸗ 
then, Chat chey mave warre Bera F kyn 
geof Sodome, and Birſa che Eynge of 
Gomouwe,z with Sineab che Eynge of Ada 
ma, ⁊ with Gemeaber the kynge of Zebom. 
and with che kynge of Hela, whic is called 
Boar. Theſe came all cogerber into the bro⸗ 
de valley, where now che fale fee is:fortrvol- 
we yeares were they ſubiectes vnto Einge Re 
dorla omer, zin the thirtenth yeare they fell 
from bim . Therfore it che fourtench yeare 
came Bedozlaomer,and the kynges j were 
with bin,zfmoce the Giaunces in Aſtaroth 
Barnain,z Sufim at Ham, z Emim inebe 
felde of Kiriat haim, and ? Horites in their 
Stone mount Seir vnto the playne of Pha · 
tan, which bordreth vps the wildernes And 
eben they turned, z came to the well of iudg 
mene(wbich is Cades) z ſmote all the coun- 
tre of che Amalechites, and alfo the Amort- 
tes that dwelt in Hazezon Thamar. 

BCThen wente out the kynge of Sodome, 
the kynge of Gomozra,z the kynge of Ada 
ma and the kynge of Seboim,and che bynge 
of DelaccalledZoaryz prepared them ſelues 
tofighe in the bode valley rb Kedorlaomer 
the Eynge of Llam,z with Thiveal F Eyn- 
geof the deithen,z with Amvapbel kyn⸗ 
ge of Synear ,z with Arioch the Eynge of 
sEllafar: fourcEynges wb fyue. And $bzove 
valley bad many flyme pyttes. But the kyn 

e of Sedoma and Gomoze were putto 

fisbez fellthere, zehevefidue fled onto $ 
mountaynes.Chencoke they ail the goodes 
at Sodome and Gomorra, z alltbeir vyta⸗ 
les,z wentecheir waye. Theytote Lot alfo 
Abrams brothers fonne, zhis goorfozbe 
dwelt at Godome)and departed. 

C _ Then camconethathadefeaped,andtol 
Genn.d de Abram the Wleaunt, which ðweit in the 
Obegroue of Mamre the Amozyte, which 
was the brother of Eſecol z Aner: for thefe 
were confederate with Abram. 

Low whan Abram herde F his brother 
was caten, be harneſſed bis bonde firuaun- 
tes borne in bis owne bonfe,thie bundzeth z 
eighcene,z folowed after them vncill Dan,z 
deuyded ehé,z fell vps themby night bis 
feruauntes, and finotecbé, and chafed them 
awaye onto Hoba which lieth on F left bart 
de of the cite of Dainafeos , and brought 
aga yne all the goodes, and alfo bis brotber 
Lotand bis gooves, F wemen alſo and the 
people. Andashe came agayne fromthe 
flaughter of Revoelaomer z of the kinges 
that neve with him, theEynge of Godome 
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wente co mete ins in co tl layne ‘fell Numsr.b 
awhich is called Eynges ah — 

But Melchiſe dech the kynge of Salem 
lrought forth bed and wyne. ÄAnd he beyn- 
getbe preft of the moft bye Ged, bl ffed bm 
aud fayde : Bleffed be thou Abram wnto 
the mof bye God poffeffoz of beauen and 
rarth. Anð prayled be God the Hyeſt, vhich 
hath delynered chine enemies into thy ban 
des. And Abram gaue himtytbes of ail. 

Then fayde the kynge of Sodome vnto 
Abzam: Gene me che foules,and take goo· 
des vnto thy ſelf. Bue Abram fayde vnto 
the tinge of Sobome: lift vp my bonte un 
tothe LOR DEtkemoft bye God, pofieffoz 
ofbeaucn and carth, chat J wyll nocrcate 
of alltbacis thyne, fo mod) as a threde oe a 
Hue lachet, lefechou ſhuideſt faye: J baue 
made Abram ryche:Saue onely that whidy 
the yongemen bane fpent,andcbe men Aner 
Efcoland Mamre, that wente with me, let 
them tate their parte, 

Che Vchapter. 

SY Thappened afrer chefenctes, $the A 
Coy 


debry.@ 


worde of * LORDE came onto Abrã 
7, it & vyfion,andfayde: Feare not A⸗ 
beast, Yam thy Boyloc and thy erceadinge 
Sreateremwarde. Bue Abram fayde: LORDE 
LORDE, what wilt t hon geue me? J go chud 
les,and the fernanntofmy boufe(this Eleg 
far of Damaſcos) hath a ſonne And Abram 
ſayde moꝛouer: Beholde vnto me haſt thou 
genenno fede: andlo, the forme of my houf 
holde ſhal bemyne beyze. And bebolde,the 
worde of the LORDE [pate unto bims,and fat 
deze fal not betbinebeyre, but onethat 
Phal come oucofebhine one body, be ſhal be 
thine beyze. And be bad him go forth, and 
fayde:£ ofe vp vnto heauen and tell $ ſtar⸗ 
res:Canfé thou nombac themy And hefayde 
vnto bin: Euen fo ſhal eby fede be. 
Abꝛam beleued tl 
counted vito him for righteouſnes And he 
ſayde vnto him: I am * LORDE,* Pbroughe 
the from Vꝛ ont of Chaldea,to geue $ this i 
londe to poffeffe it. But Abram fayde:LOR- 
DE LORDE,Yberby fhall JEnowe, that 
‘Ti fhall poſſeſſe ie? And he ſa yde ontobim: 
Take a cow ofthre yeare olde and a ſhe goa 
te of thre yeare oide and a ramme oft hꝛe yea 
reolde, and ¢tuztyil doue and a yonge pie 
geon. And be rote all thefe,and denyded 
than inthe myddes, and layde the one parte 
Quer agaynfi che orber,but the foules deny- 
ded be not. And the foules fell vps the — 
but Abram droue chem awaye. 
Now whan the Sonne begamne to go C 
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Downe, chere fell an heuy flepe vpS Abram. 
2nd lo, feare and greare darcknes fell vpon 
bum. And be ſa yde vnto Abram: Enowe this 
of a ſuert ye, that thy [eve ſhalbe a firatiger, 
in a londe chat is not theirs. WAndchey ſhali 
make bonde men of them, and intreate chem 
euell foure hundreth yegres. ut the people 
arhs they ſhal ſerue wyl J indge. A frerrear 
de ſhail they go forth with greate ſubſtaun⸗ 
cerand thon ſhalt departe vnto thy fathers 
in peace, and ſhalt be buried ina goodage. 
And afcer the fourch generacion they fall 
come bitber agayne,foz the wickednes of * 
Amozites is noe yer full. 

So whan che Some was downe, and it 
was wared darcke: Beholde, there ſmoked a 
fornace, and a fyre brande wente betwene > 
partes. The fame daye made the UORDEa 
couensiit with Abram, and ſa ÿyde: Vnto thy 
fede wil J geue this love, from che water of 
Egipte, vᷣnto che greate water Euphrates: 
the Kenytes, the Kenizites, the A yomont- 
tes, the Hethites, the Pherezites, the Giaun- 
res the Amorites, the Cananites, che Gerge 
fites,and the Jebufites. 

The Xvi.Chapter. 
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dren; buc fhe bad an bandmaydean 
“Lgipcian, whofe name was Agar, 
Efaseb and fayde onto Abram: Bcholdc,che LOR- 
DEbath clofedme,that J can not beare.Go 
in(J prayetbe) onto my mayde : peraduens 
ture ſhalbe multiplied by ber, moze then by 
myfelf. 2nd Abram herkened vnto the voy- 
ce of Sarai. Than Sarai Abrams wife toke 
Agar hir mayde ỹ Egipcianafterthey bad 
dwelt ten yeare in the londe of Canaam and 
Sane ber vnto bir hußbande Abrã, to be bis 
wife. And be wente in vnto Agar, and fhe 
conceaued. Now whan fhe fare F Pyebad 
conceyued,fbe deſpyſed bir maftrefje. 
B _— Chen fayde Sarai onto Abram : J muſt 
ſuffre wronge for thy ſate. I la ydemy may- 
de by therbut now becauſe fhe feyth,chat fhe 


a S Arai Abrams wife bare himno chil 
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bath conceaned, J muſt be deſpyſed in bir 
figbe: the LOR DE be iudge betwene me 
and the. And Abram fayde vñnto Sarat: Be 
holde thy mayde is onder thine auctozite,vo 
with ber,as it pleaferb che. 

Clow whan Sarat veale hardly ber, 
fhe fled from ber. But the angell of che LOR 
DEfounde ber beſyde a well of water in the 
wilderneffe (enen by che well inthe wayeto 
Sur)and ſayde vnto her: Agar Garaismat 
de, whence commeſt thou zz whyther wyle 
thou gor She ſayde: J fle fro my maftreffe 
Sarat. And che angel of the LORDEfayve 
vnto ber : Returneco thy maftreffeagayne, 
and fubmitce thyſelf onder bir bande. 

And che angel of the LORDE fayde vuto 
ber : Beholde. I wil ſo encreace ¥ fede,that 
it ſhall nocbenombzed for multitude. And 
the angel of the LORDE fayde further vnto 
ber: Bebolve, chou are with chilve,zfhalt cenr.< 
bringe forth a ſonne, and ſhait call bis name tudisb 
Iſmael, becanfe cheL OR DE bath berde y 
trouble.dye ſhal be a wylde man. His bande 
agaynſt euery man, and enery mans bande 
agaynft bim:and be foal dwel quer aga ynſt 
all bis brethren. 

And he called thename ofthe LORDE $ D 
fpate onco ber: Thon art the God that ſeiſt 
me. §oz ſhe fayde: OF a ſuert ye J bane fene 
the bac? partes of bim that farweme. Ther- 
foze called fhe che well:T he well ofehelinin 
ge that fawe me. Which( wellhis betwene Ca 
des and Dared. 

And Agar bare Abram aforme, and, Gal.4.¢ 
bam called bis fonnes name whidy Agar 
barebim, Iſmaei. 2nd Abram wes foure 
feore yeare olde and fire, whan Agar bare 


bim Iſmael. 
The Xvi.Chapter. 
Ow whan Abram was nyerrye yea A 
re olde and nyene, the LORDE appea 
red onto bim,z fayde vnto him: · J — 
am the allmightie God, walte beforeme,z Heres 
be vncorrupte. And wyll mate my coue- Goosd 
naunt betswene me z the, and wyl multiplye Pat(ehs 
the erceadyngly.Cben fell Ab:am vponbis —2 — 
ace. er,abun 
fi ind ——— — him, and Pe unt, fi 
ſayde: de, It is J and haue my coue⸗ fictér.cr 
naũt wich the, ey thon fhalebea father of Lord " 
many people. Therfore fale thou nomoze 
be called Abram, but thy name ſhal be Wha 
bam: For J haue made the afather ofma- Rom-4« 
ny nactons,z J wil multiplye the exxeading 
Ty, and wil mate people of Fx yeeandEyn- emacs. 
ges alfo foal come out of the. Morouer J 
wil mate my couenaũt betwenemeandebe, 
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and thy fede afcer the thozor ont their pof- 
terities, chat it ma ye be an enerlaftinge co- 
Benaunt, ſo that J wyll be the God of the, 
Gnd of chy [ede after che.2ind vnto the and 
to chy ſede after che, will J gene the lande, 
wherin chou arta fitaungerzenen all the lan 
de of Canaan for an euer laſtinge poffeffion, 
and will be cheir God. 

DB _ Ano God fayde mozouer onto Abraham: 


a&7.a Kepe my couenaunt chen, thouandebey fe 
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De after the. Chis is my couenaunt which 
ye [hal kepe berivene me and you,andtby fe 
de after > thorow out theit poſterites. Eue 
rymanchilde that is amonge you, ſhalbe cir- 
cumcyded: and ye ſhall circumcyde the fore 
fleynne of yo flefh. This fame fhalbea co- 
Ben of the couenaunt betrwene me and you. 
nervy mandilve whan ic is eight dayes of 
be, fhalbe circiicyded thorow out youre pof- 
terities: In life maner all houßholde foltes 
bome ac home,oz bought, o2 eny oeber alſo 
that is a ſtraũger and not of chy ſede. bus 
hall my couenaunt bein youre fleſh for an 
enerlaftinge couenaunt. And yf there ſhalbe 
any mandilde wncircumcided in che fore 
fleinne of bis flefly, bis foule fhalberored out 
from bis people, becanfe be bath bioten my 
conenannt. 

C And Godfayde onto Abraham : Sarai 
thy wyfe fall nomore be called Sarat, but 
Sara [hal be bir name: for J rill bleffe ber, 
and gene the fone of her J wil bleffeber, 
and people ſhall comeof ber, yee and Eyn- 
ges of many people. Chen fell Abrahã vps 
bis face,and laughed, and fayde in bis bere: 
Sbhal a childe be bome vnto me that aman 
hundꝛeth yeare olde ? And ſhall Sara is 
nyentie yeare olde, beare And Abrahã fayde 
vnto God : O that Freel might lyne in thy 
ſight. Then ſayde God: Nec even Gara thy 
wyfe fall beare che a fone, and thou ſhalt 


ice. — his name Iſaacrfor with him wil J ma 


e my cuerlaftinge couenaunt, and with bis 
(ede after hüm And as concernynge Iſinael 
alfo, J banc herde thy requeſt: Beboloe, J 
haue bleffcd him, and wili increafebim,and 
multiplye him erceadingly. Twolue pryn· 
ces ſhal he beget, and J wyllmate a greate 
nacion of him. 

DBut my couenaunt wyll J make d Iſa⸗ 
ac, whom Sara ſhal beare onto the,enétbis 
tyme twolue moneth. And beleft of taltyn · 
ge with bim, and God wente vp from Abe 
bam. Than toke Abraham bis forme Iſma 
ef, and allthe ſeruauntes borne in bis houſe. 
and all that were bought. as manyas we- 
semen children in his boufe,) and circumcy⸗ 


Khe xviij. Chap. Eo. vij. 
ded the foreflzynne of cheir fleſh, euen the ſa 
me daye, as God bad fayde vnto him. And 
Abzabam was nyentie yeare olde and nyne, 
whan be cut of che fozefleynne of bis flefh. 
As for Hinael, he was chircene yeare olde, 
whansbe fozeflz ynne of bis flefl was cir- 
cumcyded. Euen vpon one Daye were they 
allcircumcyded: Abraham, and Iſmael bis 
fonne,and all che men in bis boufe,(wbherber 
they were borne at home , bougbe, oz eny o- 
ther ftraunger:) they were all circumcyded 
with bin, 

Tbe XVII. Chapter. 


in the Obegroue of Mamre as be fat 

in bis cent doze in che heate of ¥ daie. 
And as he lift vp his eyes,andleked, bebol- 
de, there ſtode thee men ouer agaynft bin. 
And whan be fawe them , be ranneto mete 
them from bis cent dore and bowed him ſelf 
Dorone vpon the grounde, and fayde:L OR- 
DE yf J baue founde fauoure in thy fight, 
go not by > ſeruaũt. Chere fhalbe brought 
you alitlewater,z ye ſhall wafh yo? fete, z 
reſt youre felues onder the tre. 2nd J wyll 
fet you a morſell of bred, to comfortẽ youre 
hertes wit hall and chen fhall ye go youre 
wayes, for therfore are ye come to youre fer- 
— Chey ſayde: do euen ſo as ihou haſt 

poten: 

Abraham wente a pace in to the tent to 
Sara,and ſayde. Mabe haiſt ⁊ mengle thie 
peckes of fyne meele, tnedeit,and bate ca- 
Fes. And herameto the benftes, z feta calf 
thatwas tender and good and gaue it wnto 
& yonge mart, which made it ready at once. 
2nd he tobe butter and mylte and of thecal 
fe that bead prepared,and fee it beforetbe, 


Of red cSeegeoneo peared vnto him A 


F  ~bim felf bythem vnder thetre, z they rob· 12. b 
ate. Then faidethey vnto bim:whereis Sa tudase 


ra thy wyfer de anfwered:within in F tent. 
Then faydehe:aboutethisrymerweluemo B 
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As ſoo · Gara herde that out of che tent dore vvhich 
neasthe yas behynde bis backe. And Abraham and 
een Sara were boch olve,z well firytenin age: 
ſothat it wente nomoze with Sara after ¥ 
maner of wemen:therfeze laughed ſhe mith 
in bir (elf, and fayde : Now that 3 am olde 
vaPerza zmy*lorde olde alſo ſhal J yee gene my ſelf 
Eechias2 Co IufEr 
Thenfayde * LORDE vnto Abraham: 
Wherfore doth Sara laugh, and ſa ye: Is 
this true in dede, that J [hal beare,and yee 
am olde? Shulde eny ſoch thinge be to har⸗ 
4Re4.b de for the L0 R DE? Aboute this tyme(yfF 
Ro.9 a lyune J wil comerotheagayne,z Sara fal 
haue ã fonne. Then Sara denyed it and fay- 
de: J laughed not, for fhe was afra yed. But 
be fayde : It is not fo, thou dyddeſt laughe. 
Chen che men ftode vp from thence, and evr 
ned them towarde Soͤdeme: and Abra ham 
wente with them, co brynge them on their 


waye. 
C Then ſayde the LORDE:How can J hy 
de from Abiaham,. F thinge that Iwil dor 
ſeynge be ſhal be a greate and mightie peo- 
ple, andall $ people vps earth ſhalbe blef- 
fedin bow, Soe) Enewe bim that be wil co 
maunde bis children and bis houſholde af⸗ 
terbim,tokepethe waye of ¥LOR DE,and 
£0 Do after tight and confetence, thatthe 
LORDE mayebsinge vps Abeabam what 
be bath promifed bim.2ind the L ORDEfay 
de: There is a crte at Godome and Gomoez- 
34, which is greace,z their fynnes are ercea- 
‘Dinge greuons: eherfore will FJ go downes 
ferwherber ehey haue done allcogether acor 
dinge to that cr ye, which is come kefozc me, 
or not that JImaye Encwe. And the mencur 
ned t heir face, and were towarde Sodome. 
But Abraham ſtode ſtill before } LORDE, 
and — vnto bim, and fayde: 

Wile thow then veftroye the righteous 
withthe vngodiyr peraduceuretbhere maye 
be fiftie righteous within > cite: wile thou 
deſtroye thofé, and not fparethe place, foz 
fiftie righteous fate chataretherin vy That 
be farce fiSthe, Febou ſhuldeſt do this, and 
to flaye the righteous with che vngodly, 
and that therighrcous ſhuide be asthe vt 
godly. Chat be farre fromebe. Shulde noe 
the indge of allthe worlde do acordinge to 
D rightvAndehbeL OR DE fayde: NFB fynde 
fiftie righteous at Sodome in che cite, wil 
fpave alltbe place for thew fates. 

Ab:aham anfivercd,and ſayde: O fe, Jba 
ue cakes vpon me to ſpeabe vnto the LOR- 
DE, howbeit J am but duſt and aßſhes. 
Peraduenture chere maye be fyue leſſe then 
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fiftierightcous therin : Wile then then def 
troye therbole cite becanfe of choje fyuez 
He ſayde: yf I Iynde fyue and foursiether- 
in. J will not deſtro ye themẽ? 

And be proceded further to ſpeake vnto 
bint, andfayde: peraduencure there might 
be fourtie founde cherin.2ind he ſayde: J wil 
do notbinge vnto chem for chofe fourcyes 
fate. Abra ham fayde: Ob lec noemyL OR- 
DEbeangrie,that I fpeate yet moze. per- 
aduẽture there might be thirtie founde ther 
in. And be ſayde: MF J fynde thirtie cherin, 

Frill do notbinge onrochan.Andbefay- 
de:® fe, J haue taken vpon me to [peate vñ · 
tomy LORDE. 

Per aduẽture there might be twéeie fours 
de cherin. He anfirered: Jwyll nor deſtroye 
them forcbofe twentyes fate. And ſayde: O 
let not myL OR DE beangrie, that 3 fpea- 

Pe yet once more. Peradnenture cheremighe 
Leten foundecherin.de ſaide: J wil notdef- 
troye them for thoferen fate. 

And che LORDEwente bis waye, whan 
be badleft caltynge with Abraham. And 
Abzaham returned onto bis place, 

The XIX. Chaprer. 
Li che encnynge came the twoan- A 
iG gels vnto Godome. And Lot fac vn 
1, der the gate of the cite. 2nd whẽ be 

fawe chem, be rofe vp for to mete them, and 
bowed bim felf dewne to the grounde vpon 
bis face,z ſayde: Se lordes, turne inI pzaye 
youin to youre ſeruauntes houſe, ant rarye 
allnigbe : let youre fete be waß ſhen, ſo ma ye 
ye ryſe tomorow by tymes, and go youre 
roaye. Teuertheles they ſa yde · Nay but we 
wyil byde in the ſtretes all night. Then com 1ueuae 
peiled he them ſore: and the yturned in vnto ang ea.c 
bim,and came into bis honfe . And he made 
chem a feaft, and bated fwete cates, and « rob.si 
stbey ate. 

Dut before they wente co ref—, che men of 
the cite of Sodeme came and compafed the 
houſe roundeaboute, yonge and olde all the 
people from all quarters, and called £oe, 
and fayde vnto bim: Where are t he mẽ that 
came vnto the tonight ? Bringe them out 
here vnto vs,* that we maye knoõwe them. 

—— — —* * the dore me thé, 
and ſhut the doze after bim, and fayde: O ic. 
brethren, do not fo wick edly. Seboloe Iha⸗ — 
netwo doughters, which yet banc knowne 
no man:them will J brynge out onto yon. do 
with them as it liketh you.Onely do nothin 
ge vnto theſe men of God, fortherforeare 
they come wnder the ſhadowe of my rofe. 

But they ſayde: Come chow hither. Thera 
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ſayde they: Cameſt not thou onely herin as 
chor now be a indge? 
Wel, we will deale worſe with che che with 


chem. 
€ _ Andebey preffed fore vpon F man Loe. 
And whanebey ranneto, and wolve haue 
broken vp the doze, the men put out cheir 
bonbdes, and pulled 2 ot vnto chemin tocbe 
boufe,and ſhuͤt to the dore · And che men at 
F Loeof che houſe were ſmyttẽ wity blynd 
neffe both ſmail and greate, ſo that they con 
de not fynde che doze. 

And ¥ men faide vnto Lot:Haſt chon yet 
bere eny fonne in awe, or ſonnes o2 dough- 
ters? Who ſo euer belongeth vnto the in the 
cite, brynge him out of this place: for we 
muſt deſtroye this place, becanfe the crye of 
ebem is greate before theL OR DE, whic 
bath fent vs codeffroye chem. Then wente 
Lot forch, and (pateto bis fonnes inlawe, 
which fhulde bane maried bis doughters, 
and faye +O ſtonde vp, and get you out of 
this place, foz the L O R D Ewyll deftroye 
* cite. Neuertheles they tole it but fore 

orte. 

Now whan the mornynge aroſe, the an- 
gels cauſeð Loc co ſpede him, and fayde: 
Sconve vp, tate thy wife zthy twodough- 
ters which are at bande, that chou alſo pe- 
D riſhe noͤt in the fynne of this cite. Bue why- 

le he prolonged the eyme , themen caught 
bim and bis wife, andbis trwodonghters 
bythebanvde(becanferbeL ORDE wasmer 
cifull vnto bim,) and brought bim forth, z 
fet bim withouttbe cite. 
2nd whẽ chey had brought him out they 
ſayde: Sane thy oule,and lobe not bebynde 
the, nether ſtonde chou in all this countre: 
Saue chy [elf vpon che mountayne, that 
thou periſh not. Chen fayde Lot vnto thẽ: 
Ob no my L OR DE, bebolde, inas moch as 
thy ſeruaũt bath founde grace intby fight, 
now mate ¥ mercy greate, which thou baft 
pre onto me, in that thou faucft my fou- 
le alyue. J can not fane my felf vpon the 
mountayne. Chere might fome myffortune 
fall vpon me,that J ſhuide dye. Beboloe,be 
re is 4 cite by that I maye flyevnto, andit 
is a litle one: lee me faue myfelf there in. Is 
it not a litle one,that my foule maye lyue? 
E Then fayde be vnto him: Beholde J ba- 
ue loked vponthe in ebis poynte alſo that 

Jwill not ouerthzowe the cite, wheroftbon 

haſt ſpoken. Haiſt the, and fauceby felf the- 

re: for J can do nothinge tylf thou be co- 
me thither. Cher fore is the cite called Soar. 

And che Sonne was vp vpon the earth, 
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whan Loe came in to Zoar. 


Then the LORD E canfed bzymftone fan. 


and fyze to rayne downe frem the LORDE Gesoe 
out of heauen vpon Sodoma andGomor mos 


ra, and ouerthrew chofe cities, the whole 
region , and allebat dwelt in che cities, and 
that thar grew vpon the earth. 2nd bis wi 
feloted bebyndeber, and was turned into 
& pillar of fale. 

Abrabam rofe vp early in the mornynge. 
and gat bim ontocbe place, where be bad 
ſtonde before the LORDE, and eurned bis 
facetowarde Sodoma and Gomorre ,and 
all $ londe ofthat countre,andlokcd. 2nd ¢ 
bebolve, thererofe vp a ſmobe from * coun 
tre,asit badbene * (mote of @ foznace. For 
wban God — ¥ cities of che region, 
he thought vpon Abraͤham, and conneyed 
Lot out of che cities which be onerthzerw, 
wherin £ oc ðwelt. 

And Loe departed out of Soar, and 
dwelt in the mountaynes with both bis 
daughters (for be was afrayed to cary at 
Doar) and fo remayned hein a cane x both 
his daughters. 


Then fayde ? elder vnto the yonger: Ow 
ve father is olde and there isnot a man mo⸗ 
re vpon earth, that can come in vnto vs af: 
ter be meaner of all the worlde. Come ther- 
fore, let ps gene onre father wyne to dzyn= 
Fe, and lye with bim, that we maye fane fe- 


de of oure father . So they sane their fa- S 


ther wyne todzynte chat fame night. And 
the elder Soughter wente in,and layewith 
bir father: and be perceaued itnot, nether 
when fhe laye Downe , ner when fe rofe 
Dp. 

Gn che mozow the elder fayde vnto the 
yonger: Beholde, yefternight faye J with 
iny fatber: lec vs gene bim wyne to drynt⸗ 
this night alfo: that chou mayeft go in and 
Tyewith him chat we maye faue fede of on- 
se father. So they gane their fees wyne 
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to drynke ehat night alſo: And the yonger 
aroſe like wyfe,andlaye with him:; z be per- 
soqued it not, nether when ſhe laye Downe, 
ner when fherofe vp. 

Thus were both rhe doughtersof Lot 
with chide by cheir father. And che elder ba 
re a fonne,and called bim f1Toab, of whom 
come Moabytes vnto chis daye. And y 
yonger bare a fonne alſo, and called him the 
fonne Ammi, of whom come the children of 
Ammon vnto this Daye. 

The xx. Chapter. 
A S for Abraham, be departed then 
Sf ce, in to the ſouth countre, and dwelt 
betwirte Cades and Gur,and was a 
firaunger at Berar, and fayde of Gara bis 


Gen..¢ wife:Sbeis my ſiſter. Then Abimeled the 
and.a¢- Binge of Gerar fet for ber, and cauſed ber 


be fett awaye. 

DBueGor came to Abimelech by night in 
a dreame, zfayde vnto him: Seholde th ou 
art but a decd man, for the womans fate 
which thou haſt cates, for ſhe is amans wi 
fe. Neuertheles Abimelech Had noe yet tou· 
ched ber, and fayde:L ORDE, wilt thon ſtey 
@ righteous people 7 Gaybe nee be wnto 
me: [heis my fifter 7 Ree and fayde net fhe 
ber {elf alfo: be ts my brother 7 With a ing 
—— with innocent handes haue J do · 
ne this. 

AAnd God ſayde onto him in a dreame: 3 
Enowe that chon dyddeſt it & a pure bert, 
and — Irepre che , chat thou finul- 
DcfE noe fynne agaynft me, nether bane 2 
ſuffred the to touch ber. Now cherforedely 
uerche man bis wi feageyne, for bets a pro 
peeee let him pray for * and thon fale 

[yue. But and yf thou delyner ber not agey- 
ne be firre,that chou [bale dyetbe death and 
all chacio thine. 

Chen Abimelech rofe vp by cymes inthe 
mormynge, and called all bis fernanntes,and 
eolde all chef ehinges in their eares,andtbe 
men were fore afrayed, and Abimelech cal- 
led Abraham, and ſa yde vnto him: Wherfo 
re haſt thou done this vnto vs 7 And what 
haue J offended F thar thou ſhuldeſt bryn 

on me and on my kyngdome fo greate a 

€ fynne sr Thou haſt not deale withve, ase 
man ſhnlde deale.2ind Abimelecd ſaide mor 
oucr wnto Abraham: What ſaweſt chou, F 
thou baft done this thinge? 

Abraham ſayde: Jthought: Peraduentu 
re there ts no feare of God in this place ,z 
they ſhall fleye me fo: my wifes fate , 2nd 
of a cruech fle is my fifter , for ſhe is my fa- 
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there dougbeer, bute not my mothers dough 

ter, andis becememy wife. So whan God 
charged me to wãdre out of my fathers hou 

ſe J [ayde vnto her: Shew this kyndnes v- 
ponme, that, where ſo euer we come, thou Cen. tz 
faye of me,chat J am thy bꝛrot her. 

Then coke Abimelech fhepe and oren,fer D 
uauntes and maydens, and gaue them vn · 
to Abraham, and delynered him Sara bis 
wife agayne, and fayde: Sebolde,mylonde 
ſtondech open befozcthe , dwell whereit li- 
keth the. 2ind wnto Gara be fayde: Bebol- 
de, J bane geucn chy brother achoufande 
fyluer pens:lo,be ſhalbe vntothe a couer yn⸗ 
ge of the eyes, for all that are with che, and 
every where, and a jure ercufé. 

As for Abraham, be pzayed vnto God: 

Then God healed Abimeled,and bis wyfe, 
and bis ma ydens, ſo that they bare childiẽ. 
Foꝛ a fore theL ORDEbad dofed all the ma 
crices of Abimeled)s houſe, becauſe of Sa- 
ra Abrahams wife. 
She Xx. Chapter. 
HeLORDE alo vyfited Sara,acor A 
dinge · as hebad promyſed: ⁊ dealt »Genue. 
with ber,enen as he had ſa yde. And neb. m.e 
Sara was with childe, and bare Abraham 
@ forme in bis olde age, euen inthe tyme ap- 
ke as God had fpoken vuto bins 
afsoꝛre And Abrabam called bis fonne which 
was bome wnto bim (wh Gara barebim) 
Haac,and circumcived him the eight daye, 
Alke as God commaunded bim. Anbune 
breth yeare olde was Abrabs, whan bis ſon 
ne Iſaac was borne vnto bim. 
And Sara ſayde: God hath pecpared 
a ioye for me, for who foener bearcth of it, 
wyll reioyfe with me. She fayde morouer: 
Who wolde hauẽ ſaide vnto Abzabam,that 
Sara ſhulde gene children ſucke andbes- 
re bim a fonnetn bis olde age: And the dil- 
de grew, and was weened. And Abra ham 
made a greate feaſt, in F daye xhan Fane 
was weened. 

And Sara ſawe the ſonne of Agar the 35 
Egipcian(eohem ſhe bad borne wiico Abra⸗ 
bam)ebatbe was a mocFer, andfayde onto 
Abzabam: Caſt out this bondemayden and iudic.n. 
bir forme, for ebis bonde maydés ſonne ſhall Galata. 
not be beyze xb my fonne Iſaac. This wor- 
de difpleafed Abzabam orc, becanfeof his 
ferme. 

Clenertheles God ſayde vito bim: let it 
not difpleafe the becaufe of the childe and 
the hand mayde: What focucr Sara hath 
ſayde vnto the, folorwe it, for in Iſaac ſhail roms. 


Gene. 


wig BS AOoſces. 
tbe fede be calle> ute the. As fez che hon 


Geni7< de ma ydens ſonne, Iwyll makea people of ebey 


nin alfo, becaufe bets of chy ſede. 

mI Ther Abraham rofe vp early in che moz 
nynge,and coe — — — wae 
ter, and 4d jars vers, and ga 
neber che dyloe end fone ber awaye.Tbes 
Departed fhe,and wandzed out of the waye 
in ¥ wyldernes befide Berfeba. Plow whan 
the water in the botell was out, fe layed 
the childe under a buſh, and wente, and fac 
bir downe ouer on ? other fyde, a bowe ſho 
te of - For ſhe fayde: J can not fecbe childe 
— —— fat bir downe ouer on F other 

and lifte vp bir voyce,and wepte. 

C ine God herde the voyceof che chil- 
de,andebe angell of God called vnts Agar 
out of beauen , and fayde vnto ber: What 
ayleth the, Agar? Feare not, foz God bath 
berde F voyce of the chilve, where he lyeth. 
Arye and cakethe childe, and holde bim by 

Gen.tz-¢ the bande, for J wyll mate a greate people 

of bim. 2nd God opened bir eyes that fe 
fares wellof water. 

Then wente fheand fylled ¥ botell with 
water,and gaue ¥ childe dzynFe. And Goo 
was with the dyilde, whic) grew vp, and 
dwelt in $ wildernes,and became a connyn 
Searcher, and dwelt in * wildernes of Pha 
ran, andbis mother tokc him a wyfe ouc of 
thelondeof Egipte. 

At the fame cymecaléed Abimelech and 
Pbicol bis defe captayne with Abzabans, 
and fayde: God is with the inall chat thou 
doeſt . Therfore fiveare now vnto me by 
Godr,that chou wile noe hurt me,ner my cil 
dzen,ner my childers childzen:but that tbou 
[hale ſhewẽ vnto me(and to the londe wher 


Ceaas · d ĩn thou art a ſtraunger) the fame fyndneffe 


that J bane done vnto the. 
Then fayde Abrabam: J wyll ſweare. 
And Abraham rebuked ‘otmeledy for the 


Grnas.b well of water, which Abimelechs feruaun- 


tes badtaten awaye by violence. Then an⸗ 
fivered Abimelec: J Enewenot who dyd it, 
nether dyddeſt thou tell me, andj bane not 
Herde of it but this daye. 

D  Thetoke Abraham fhepe and oren, and 
gaue them vnto Abimeledy, and they both 
made a bonde together. And Abraham fee 
feuen lambes by them felues. Then fayde 
Abimelech vnto Abrahã: What meane tho⸗ 
{efenenlambes, which thon haſt fet by thems 
ſelues? He anfivered: feué lambes fhaletbou 
tate of my hande thatthey maye be wyt- 
nes ontome,that J banedyaged this well. 
Ther fore is che place called Berfeba,becau. 


The xxij. Chap. Ro. ix. 


ſeba and called vpon the na 
me of che LORDE ¥ euerlaſtingẽ God,and 
was « ſtraunger in ¥ londe of che Philiſty · 
nes alonge feafon. 


The XXI, Chapter. 


ne euẽ Iſaac whom thouloneft, and go thy 
pestis cote londe of Moria, z offre bins 
ere fOr a vpon a moun- 
taynetbat Sioa fewee chee Abeabans 
ſtode vp by tymes in the momnynge,and fad 
Ted bis Affe, andcoke with bins troo yonge 
* —— his —— —— 
foe renrofferynge, sat bis wen 
ce ‘ononce che place: wohesof tbe lO RDE 
badfayde onto bim. 

Dponche chirde daye Abraham life vp 
bis eyes, and ſawe the placea farre of, and 
faybde vnto bis yonge mẽ: Tary yebere with 
the Affe:as for me andthe childe,we wyl go 
yonder: and whan we bane worfbipped, we 
royll come to you againe. And Abibs cote 
the wodd to the brenvofferynge, and layed 
it vpon Iſaac bis ſonne As forbim lf, be B 
tote the fyre and a knyfe in bis banve, and 
wente on both together. 

Then fayde Ffaac onto bis farber Abra 
bans: My father. Abraham anſwered here 
Jam , my ſonne. And he fayderlo, berets fyre 
and wodd, but where is the ſhepe for the 
brentofferynge 7 Äbraham anfwered: My 
fortne,G 90 [hall pzouydebim a ſhepe for the 
— And they wente boͤth coge- 
ther. 
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God fhewed hint, Abraham buylded ehere 
an aleare, and layed the wodd vponit, and 
bande bis fonne Blanc, layed bim oncheal- 
tare, aboue vps the wodd, and ſtretched out 
bis banve, and toke che tnyfe, to bane flay- 
nc bis ſonne. 
€C = Chen che angell of the ORDE called 
fiom beauen once bim, and ſayde: Abraham 
Abzabam. He anſwered: heream J. He fay- 
de: Laye not thy banves vpon the childe, 
⁊ do notbinge vnto bin: for now I knowe 
that thou fearefé God, and haſt noc*[pared 
thine onely fonne for my fate. Then Abra⸗ 
bam life vp bis eyes, and fawebebynde bim 
aramme, boldé faft by che hornes inthe bie 
res, and wente, and toke che ramme, and of- 
fred him fez a brent ſacrifice, in ſteade of bis 
foune. And Abraham called the place. Che 
LORDE fall pronyde. Therfore itis aco- 
mon fayenge yet chis daye 0 pen the mount 
tayne fhaltbeL OR DE prouyde. 

Anð the angell of the LORDEcrycd vn 
to Abraham from heaven che ſeconde ty- 
my, and ſa yde: J baue ficozen by myne orone 
filf(fayech theL ORD E) tbat foz fomechas 
thou baft donethis,and haſt not fpared thi · 
neonely fonne, Iwyll pzofpere and mulei- 
plye thy feveas the ſtarres of heauen, and 
as thefonde vponthe fee ſhore Andeby fe- 
de fall poſſeſſe the gates of bis enemies: 
and in thy fede ſhal all the nacions of the 
earth be bie ſſed, becauſe thou baft herkened 
vnto my voyce. 

D SoAbsabam curnedageyne tothe yon- 
Semen, andebey gat vp, and wente toge- 
ther vnto Berſeba and dwelt there. 

Afrerthefe actes it fortuned, that it was 
tolde Abraham: Sebolve, Milca hath bor~ 
ne children alſo vnto thy brother Nahor: na 
mely.· Hus > eldeft,and* Bus bis brother 
and Kemnel, of whem came the Syzians: 
and Cefed,and Hafo,and pildas, and Fed- 
laph and Bethuel. And Bethuel begat Re- 
becca. Theſe eight dyd Milca beare vnto 
Nahoꝛ Abrahams brother. And bis concu⸗ 
byne called Rehuma. bare alſornamely, The 
be, Sahan, Thaͤhas, and Maaacha. 

Tbe XXill. Chapter. 

% ECL Arawae an hundreth and fené and 

twentye yeare olde : fo longe lyued 

The, and dyed inthe bead cite whidy 
ts called Hebron, in thelande of Canaan. 
Then wente Abraham, co mourne and we- 
pe foz ber. Afterwarde be ſtode vp from bis 
coarfe,and talted with the Hethites, z fay- 
de: Jame ſtraũger and an indweller amen 
ge ydu, geue mee poſſeſſien to bury in with 
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you,tbat J maye bury*my coarfeby me. 
Chen che Hethites anfrwered Abeabam, 


none of vs forbyd * that chou ſhuideſt noc 
bury thy decd inbis fepulcre. Chen Abra⸗ 
bam ſtode vp, andebanted che people of * 
Ionde:namelythe Herbites. 

And he talked with chem, and fayde: RF B 
it be youre wyll that J buryemy coarfe by 
me, beare metbhé,z [peate for mero Ephron 
the fonne of Soar, that be maye geneme the 
dubble cane, whidy be hath in ? ende of bie 
felde. Gor areafonablemoney let him geue 
teme, for a poffeffion to burye in amõge you. 
§orEph2on dwelt amongethe Hethites. 

Then anfwered Ephron che Kethite vn 
to Abrahams, that the Hethites might hes 
re, before alltbat wente out and in at the ga 
tes of bis cite, and ſa yde: No my lorde, but 
Beare me: As for the felde, andthe caue alſo 
thacis cherin, J geue it therand in the ſight 
of my people J geue it the, to bur ye thy 
deed in 


Then Abꝛaham ehanked the people of 
the londe,and calted with Epbion,that the 
people of thelondemight beare, and faydes 
Seare me then , Receaue of methe moncy 
that 3 gene the forthe felde, and ſo wyll F 
burye my deed there. 

pbzon anfirered Abraham, andfayve C 
vnto bim : Hearememylorbde: Che feldeis 
worth fonre bundacth Gycles of ſyluer: but 
whatis that betwirte meandtbhe 7 Durye 
thy decd. A bzabam herkened vnto phon, 
and weyed him the moncy which he bad fay 
de, thatthe Het hites might beare: namely 
foure hundreth fyluer ſycles of currant mo 
ney amonge marchauntes. 

Thus Ephrons felde( where inthe sub 
ble cane is ) which lyeth ouer before Hiam- 
re, euen the felde anð the cane, was made fis 
re for Abrahams owne good, with all the 
trees of the felde alfo rounde aboute, in the 
fisbt of the Het hites and of allthat co out 
and in atthe gates of bis cite. Then Abza- 
bam buricd Gara bis wife inthe oubble ca 
ue of the felde, that lyeth ouer before Mam 
re(thatis, Hebron) in the londe of Canaan. 
Sothe felde andthe canetberin was made 
fureof the Hethites vnto Abraham, fore 
poſſeſſſonto bury in. 
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bins in all chinges. And be fayde vnto bis el 
deft ſeruaunt of bis bonfe, hid) bad the ru 
lc of all bis goodes: Zaye thine bade vnder 
my chye, that I maye mate the fiveare by ¥ 
LORD Eche God of heauen and earth.that 
thon tate no wife vnco my fonne amonge ¥ 
donghters of ¥ Cananites,amonge whom 
I divell) bue that thou goin co my countre? 
@nd*comyne orene Eynred, and brynge my 
fonne Face a wife. 

The ſeruaunt fayde: What andebe wo⸗ 
man wyl noc folowe me in to this countre? 
[hal J chen cary thy ſonne agayne into yor 
der londe, where thou cameft cut of 7 Abra · 
bam fayde vnto bim: Beware of that, that 
thon beynge not my fonne thicber agayne. 
TCheLORDE, the God of heauen, which co 
Eeme fromy fatbers houſe and frem thelon 
de of my Eynred, and that talked with me, 
and froare alfo onto me,and fayde: Dnto y 
fedewyll J geue this londe: Euen be flail 
fende bis angell before the, that thou ma ieſt 
brynge my ſoͤnne a wife from thence. But yf 
the woman wyll not folowe the, thou art 
difcharged of this ooth: onely bzynge not 
my fonne thither agayne. Chen > ſeruaunt 
layed bis hãdẽ vnter bis maſter Abzabams 
thye,and fivare the fame vnto bim. 

So chefernaune tote ten Camels ofthe 
Camels of bis maſter and departed, end 
bad & bin of all mancr of goodes of bis 
mafter, and gat bim vp, and departed vnto 
Wiefopotamia,to the cite of Nahor. Then 
fee bethe Camels lye downe without before 
the cite beſyde a well of water in the euenyn 
ge, aboute the tyme that the wemen vfcd 
fe go forth, and to dꝛawe water. And be 
ſayde: 

* LORDE, thon God of my maſter Abra 
ham , mete meto daye,and [her mercy vnto 
my maſter Abraham. Lo. J ſtonde bere beſy 
de the well of water, Tthẽ mens doughters 
of this cite wyll come forth to drawe water: 
Clow yf there come a damfell, co whom FJ 
faye:borwe Downe thy pytder,zlet me dzyn- 
ke and yf fle ſaye: dynke, and J wyll gene 
yCamels dr ynke alſs: Chat ¥ fame be fle, 
sobem thou haſt prowyded for thy ſeruaunt 
¶Iſa ac:⁊ that J maye knowe by ¥ famethac 
thou haſt ſhered mercy vpon my maſter. 

And oꝛ ener he had left of ſpeakynge, be- 
holde, Rebecca the doughter of Bethuel 
cwhich was the ſonne of Milca, that was 
the wyfe of Nahor Abrahams brother) ca 
me forth, and bare a pytcher vpon bir ſhul 
Der, and ſhe was a very fayze damſeil of 
face, and yet a virgin,and onEnorene of eny 
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man: She wente dorvne to the well, and fyl- 
lcd bir pitcher, and came vp aga yne. Then 
ranne the ſeruaunt to mete ber, and faydez 
Let me diynte a litle water out of y precher. 
And fle fayde:dzynke ſyr. 

And haiftely lee ſhe dorne the pitcher 
inbir bande, and gaue hun dzynke. And 
whan ſhe had geuen bim dzynte, fhe fay- 
de: wyll drawe for thy Camels alfo, cyl 
they bane dionte ynough. And fhe ma- 
De haiſt, and ponred one bir pitcher in to 
thetrough, and ranne agaynero the wellto 
Drawe,and dzew for all bis Camels. Thema 
marucyled at ber , and belde bis conge, tyll 
betncwe wherber the LORDE bad profpe> 
ted bis iourney or not. 

Now whan the Camels bad all dion- 
ken, be tole a goldẽ earynge of balfa Sy- 
cle weight, and two bracelecces foz bir bane 
Des, weynge ten Sycles of golde, and ſay · 
de:Doughrer, whoſe art thou? tell me. Is 
there rorome for vs in thy fathers houſcto 
lodge in? She ſayde vnto bim: J am che 
doughter of Bechuel, che fonne of Myl⸗ 
ea, whom fhe bare vnto Nahor. And ſay⸗ 
De morouer vnto him: We haue plent ye 
of litter and prouender, and rowme ynough 
to lodge in. 

Then the man bowed himfelf, and than- 
ked the LOR DE, and fayde: Prayſed be the 
LORDEthe Godof my mafter Wbzabam, 
whid bath not withdza wen bis mercy and 
bis trueth fro my mafter, foz the LO RD EB 
bath brought me the waye to my mafters 
brothers houſe. And che damfellranne and 
tolde all chisin bir mothers boufe.2ind Re- 
becca bad a brother called Laban. 

2ind Laban ranneto the man without 
by the well fyde: and that came by the 
reafon that be fawe the carynges , and 
the beacelettes vpon bis fifters bandes, 
and berde the wordes of Rebecca bis ſyſ 
ter, that ſhe [ayde :thus {pate the man one 
come, 

And whan be came to the man, beboloe, 
be ſtode by the Camels at the well fyde.2ind 
be fayde:Come in + chou bleſſed oftbeL OR- 
DE, wherfore ſtondeſt chou without 7B ha · 
ne dreſſed the houſe, and made ronme for * 
Camels.So he brought the man into F bow 
f2,and vnbridled the Camels,and gaue them 
litter and pzouender, and water to wah bis 
fete, and themens that were with bim, and 
fetmeate before bim. 

Neuertheles be ſayde: J wil not eate,eyll · E 


DB 


Fbauc fyrſt tolde mynecarade. They anfive + KKe · ic· 


red: Tell on. He fayde:3 am Abeabams ſer⸗ 
iiij 


Gen. asd 


Some 
reade 
sthoube 
foucd. 


The i. boke of Moſes. 


naunt, andthe LORDE bath proſpered my 
maſter richely,fo he is become greate:and 
be bath geuen him fhepeand oré, ſyluer and 
golde, ſeruauntes and maidens,Camels and 
Aſſes: yee and Sara my mafters wife bath 


Gensia borne my mafter a ſonne in bir olde age: vn⸗ 


to bim bath be genen all char be bach. 

And my mafter bath taken an doch ofme 
and ſaide: Thou fale noc cate a wife for my 
fonne amongethe voughters ofthe Cana, 
nitcs,in whofe Lande J divell, buc go yÿ waye 
to my facbers houſe and to myne orone Eyn- 
red, and there take a wyfe fo: my fonne. But 
‘FJ fayde vnto my mafter: What and the wo 
tan wyl not folowe me? Then fayde be vn⸗ 
tome : Che LORDE (before whom J walte) 
Pall fende bis angell with the, and profpe- 
recby tourney, that thou mayeft rate a wife 
fez my ſonne of myne owne Eynred, and of 
my fatbers boufe. 2nd fo whan chou com- 
meſt comy Eynred, yf they gene ber noc vnto 
>, thou [hale be difcharged of myne oothe. 

So came this daye wnto the well of 
water, and ſayde:O LORDE thou God of my 
mafter Abrabant, NF chow haſt profpered 
my tourney that 3 go:Beboloe,F ftondebe 
re bythe well of water: Stow yftbere come 
forth a virgin to draw water,and J faye vn 
to ber:gene me a litle water to drinke ont of 
thy pitcher, and fhe faye vnto me: Dzynte 
thou, and J wyll drawe water for thy Ca, 
mils alfo:tbat che fame be the wom, whic 
theL OR DE bath pzenyded formy maf- 
ters fonne. Clow oz euer J bad {poten out 
thefe wordes in my bert, bebolde, Rebecca 
commeth forth with a pitcher vpon bir 
Pear goeth downe co the well, and 
draweth. 

Then faydeF: gene me a drynke. And 

immediatly ſhe toFe Downe the pitcher frõ 
bir ſhulder, and fayde: Me ee and J wyll 
gene thy Camels diynke aiſo. So J dante, 
and fhe gaue the Camels alfd co dzynte. 
nd Fj ared ber,and fayde:Dongheer, who 
fe art thou? She anfwered: J am F dough 
ter of Bethuel the forme of Lrabor, whom 
Milea bare onto him. Then layed J the ea- 
tinge vpon bit face, andthe bzacelettes v- 
por bir bandes,and bowed myfelfiand than 
fed the LORDE, and prayed the God of my 
maftcr Abrabam, whid) had breught me F 
right waye, to take my mafters brothers 
doughters vnto bis fonne. 

Rf yebe they chen chat ſhew mercy and 
faith fulnes onto pry mafter,tell me: Rfnot 
yet tell me, chat Imaye turne meto > right 
Bande oz co che left. 
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Then anfwered Laban and Berbuel,and 
fayde: This is come of che LORDE, eber- 
forecan we faye nocbinge agaynft the, ne 
cher euell ner good. Chere to Rebecca be- 
fore the, cate ber, and go thy waye, that fle 
maye be thy mafters fonnes wife, as the 
LOR DEbath fayde. When Abrahams 
feruaunt berde theje wordes, be bowed bint 
felf onto the LORDE flat vpon the earth, 
and coke forth Jewels of fyluer and gol- 
De, andrayment, and ganetbem vnto Re- 
becca. Bur vnto bir brethren and che moe 
ther, be gaue ſpyces. Then he ate and donkc, 
and themen alſoͤ that were with him, and ta 
ried there allnight. 

Buc in the mornynge be aroſe, and G 
fayde: Leeme departe vnto my mafter. Ne⸗ 
uertheleſſe bir brother and bir mother fay- 
de: Let the damſell tary with vs ac the 
leeſt ten dayes, and then [hall fbego. Th n 
fayde be onto them: bolveme not, for the 
LOR DE bath pzofpered my tourncy : let 
me go, that Jj mayedeparte vnto my mal- 
ter. Then fayde they: let vs call the dans- 
fell.and are ber, what fhe fayeth therto. And 
they called Rebecca, and ſayde vnto ber: 
Wilt chou go with chis many 

And fheanfivered: Nee J wyll go with 
bim. So theyler Rebeca their ſyſter go 
with bir norſe and Abrahams ſeruaunt, 
and bis men. And chey bleffed Rebecca, 
andfayde vntober: Thou art oure fyfter, 
grorve in to many thouſande cymes thouſan 
des, and thy ſede poſſeſſe the gates of his 
enemies. 

So Rebeces gathir vp w hirdamfels, 
and ſatt them vpon the Camels, and wente 
their waye after cheman. And the ſeruaunt 
tote Rebecca,and departed. 

As for Ilaac, he was commynge from 


the well of * liuynge ⁊ ſeynge, for be dwelt Cenae 


inthefonth countre, and was gone fob to 
bis meditacions inthe felde abontethecuen 
tyde.2ind belift vp bis eyes, and fare, that 
there were Camels commynge. And Rebec- 
ca life vp bir cyes, andfawe Iſaac. Then 
lighted ſhe of the Camell. anð ſa yde unto * 
ſeruaunt: What man is this, that commeth 
aga ynſt vs inthe felde? The ſeruaũt ſa yder 
The ſame is my maſter. 

Then toke he bir cloke, and putitabou- 
te ber. 2ind the fernaunt tolde Iſaac all the 
earande that be bad done. Then Iſaac 
brongbt berin tobis mother Garas tent, 
and coke Rebecca,and fle became bis wife, 
and beloued ber. So Iſaaac was comforted 
ouer bis mother. 
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v —— —— wife called Re 
tara, which bare ban Gimramz Jakt- 
fan, Medan ⁊ Midian, Jeßbak and 

Suah. Jakſan begat Seba and Dedan. The 
hũdren of Dedan were Aſſur im· Latufim, 
and Leunim. Che cildzen of Midian we- 
re Epha, Epher, Hanod, Abida and Et- 
daa. Allebefe areche cildzen of Betura. 
And Abraͤham gaue all bis goodes wnto 
aac: As forthe children that be had of 
the concubynes , be gaucchem giftes, and 
(wobyle be yet lywed) be ſent che aroaye from 
bis fone Iſaac, caftwarde in to che café 
countre. 

This isthe age of Abraham which be ly 
ned:enen an hundreth and fyue and fener 
tye yeare, and fell ſicke and dyed in a good 
age, whan be was olde,z badlyucd ynough 
and was gathered vnto bis people. And bis 
fonnes Iſaac and Iſmacl buried bim inthe 
Dubble caue in che felde of Ephron che fon- 
ne of Soar the Herbite, which lyeth ouer be- 
fore Mamre, inche felde chat Abraham 
boughe of the Hethites. There was Abza- 
bam buried with Gare bis wife. And after 
the death of Abzabam God bleffed bis fon 
ne Iſaac. And be dwelt by chewell of chely 
uynge and feynge. 

Dbie is che generacton of Iſmael Abra 
bams fonne, whom Agar Saras mayde che 
gipcian bare onto bim . And theſe are the 
names of Iſmaels childien, of whom cheir 
Eynredes are named. The eldeft fonne of Gf 
miael, Nebaioth, Cedar, Whdeel, Mibjan, 
Miſma Duma, Whafs, Hadar, Thema, Fe- 
thur, Naphis and Acoma. Theſe are che 
childzé of Iſmael wich cheir names in their 
courtes and cities « trvolue londepzynces. 
And chisischeageof Iſmael euen an bun- 
dreth and ſeuen andebirtic yeare, and be fell 
fice and dyed, and was gathered vnto bis 
people. de dwelt from Heuila onto Sur 
towarbde Egipte,as men go tothe Aſſirians 
—* he dyed tn che preſence of all bis bre⸗ 
thren. 

This isthe generacion of Iſaac che for- 
ne of Abr ahã. Abraham begat Iſaac. Iſa⸗ 
ac was fourtye yeare olde, whan he toke to 
woyfe Rebecca the doughter of Bethuel * 
Syrian of Meſopotamia, z Sifter of £a- 
ban the Syzian. 

Iſaac befought the L OR DE for bis 
royfe( becaufe fhe was baren)and the LOR 
DE was intreated, and Rebecca bis wy- 
fe conceaued. And che children ſtroue to- 


. — 
Che xxvi. Chap. Bo. xi. 
together in ber wombe. Chen fe es 
ie foulbe mays with me, wby a esa 
childe ? And fhe wence for to are the LOR- 
DE. 2nd the LOR DE faybe wntober: Two 
maner of folke are inthy wombe, andewo 
maner of people ſhall be Denyded out of cby 
body, and the one nacion {hall quercome 
the ocher, and ebe greater ſhall ferue the 


Teffe. 

Clow whan the tyme camethat ul 
de be delyuercd, behoide —— Hest 
twyns in bir wombe. The firſt that came 
forch, was recd, allrough as an byde, and 
they called him Sſau. Anone therafter ca- 
me bis brother forth, which heĩde che bele 
of Eſau with bis bade, and they called him 
Jacob. Thre ſcoꝛe yeare olde was Flac, 
whan they were borne. And whan the bores 
were growne vp , Eſau became anbunter, 
⁊ an hußbande man. 2s foz Jacob, be was 
& fymple man, and dwelt in che tentes. 2nd 
IAſaaẽ loued Eſau, becaufe be ate of his veni 
fon. But Rebecca loued Jacob. 

And Jacob dight a meaceofmeate. CHE 
came Eſau from the felde, and was wecry, 
and fayde vnto Jacob : Let me prone of § 
reed meace of meate, for J ans fayntie (ther. 
fore is be called Ld0m.) Bue Jacob fayder 
Sell mẽ this daye thy byzebright. Eſau an · 
fivered: Lo, J mufé dye nenertbeleffe, what 
goodthen [hall my byrthright do me x Ja⸗ 


cob fayde : Chen fweare vnto me even this 
fame daye. And be fivare vnto bim, endo 
jacob gaue bint bred and that meace ofry 
e.2ind be ateand dzonte, and fede vp,and 
bis byrchright. 
The XXvLChapter. 
* eof 
a fynge the other that was in bees 
> bams tyme. And Iſaac wente co 
liſt ynes. ThentheL OR DE ‘appeared vento 
bim,and fayde:Go noe dorone in to gipte, 
the. Be thon a ſtraũger in thislande, andy 
wil be with ehe and bleffetbe. Gor mtothe 
wyll perfourme myne ooth that J fiware to 
thy father Abrabam. And J wyll malei- 
onto chy fede wyll J gene allebis londe and 
thorow thy fede fall ail nacions be bleß 


be ſolde bis byrthught onto Jacob. Ther 
wente bis waye. And ſo Eſau regarded noe 
Here came a derth in the londe 
Gerar, onto Abimelech the Fynge of * pi 
buctary in the landethat J fall faye unto 
and thy fede wyll J gene all chislonde, and 
plyethy fede as the ſtarres of beanen, and 
fev, becauſe Abraham was obedient onto my 
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voyce and kepte myne ordinaunces, my cõ⸗ 
maundemnentes, my ſtatutes, and my eres. 

So Iſaac dwelt atGerar. And whan 
the men ofthe fame place ared bim of bis 


Gensz.c wife, he ſayde: ſhe is my ſiſter. For be was a- 
andae-a frayed to faye: fhe is my wife, ( chintinge 


thus :)they might flaye me fo: Rebeccas 
- fate, for fhe was beutifull co Iefe vnto. 
Llow whan he had bene there a longe fea- 
fon, Abimeled the Eynge of the pbylifey- 
nes loked out ata wyndow, and fare J⸗ 
aac fpoztinge with Rebecce bis wife. 

B Then Abimelech called Iſaac, and fay- 
de: DScholde, fheis chy wyfe, why faydefé 
chou chen: She is my fifters Iſaac anſwered 
bin: Yeboughe, J a iar peraduenture ba- 
be died becauſe of her. Abimeledy ſaide: Why 
haſt chou chen done this vnto vs ? It conde 
ligbely bane come to paffe, chat ſom̃e of the 
people might bane lyen with thy wyfe, and 
Jo haddeſt chou bzoughe fynne vps vs. THE 
Abimeled commanded all the people, and 
Gyde:Wyho > coucheth this man or bis wy- 
fe, [yal dye che death. 

And aac fowed in that londe and foũ 
dethe fame yeare an bundzeth bufifhels, for 
the LORDE bleſſed him. 2nd be became a 
greate man, wente forth, and grew, eyll be 
was erceadinge greate, ſo that he had mody 
good in ſhepe and greate catell, and a grea- 
te houſholde. Therfore had the philifeynes 


Senane envye at bim, and fEopped all che welles, 


that bis fathers feruaunres bad d: in 

the tyme of Abzabam bis — ee rile 

Ted them with earth , In fo mod that Abi- 

melech alfo himſelf fayde vnto bins : De- 

parte from vs, for thou art farre mightier 

then we. 
C Then departed Iſaac from thence, and 
pitched bis tent inthe valley of Gerar, and 
Dwelcthere. And whan he was fatled, be 
cauſed to dygge vp the welles agayne, that 
they had dygged vp inbis farber Absabas 
tyme, which — bad Bopee af 
ter the death of Abisbam,and be called the 
after $ fame namesthat bis father had na 
med Dy agi 

Iſaacs ſeruauntes alſo dygged in the 

valley,andtherethey founde — oflyuin 
ge water. But the hyrdmenof Gerar ſtroue 
with Iſaacs hyrdmen and ſaide The water 
ts oures. Then called be the well Eſeck, be- 
cauſe they bad done bint wronge. 

Chen dygged they another well,and ſtro 
be for that alfo:tber fore called he it Sytena. 
So be gatt him from thence, and dygged 


Che xxvij. Chap, 


another well, foz the which they ſtroue not: 
th rfoze be called it Reboboth, and faydez 
Liow bath the LORDE made vs rowme, 
and letten vᷣslgrowe in the londe. 2A frerwar- 
de be departed thence wnto Berfebs. 2D 

And the LOR DE appeared vnto bins 
the famenight,andfayde: J amtbe Godof 
eby farber Abeabam, fearechou not, foz J 
am with the and wyll bleffecbe, and mul- 
tiplye thy fede for my ſeruaunt Abrahams 
fate. Then buylocd he an altare there, and 
calledvpon the name ofthe LORDE,and pit- 
ched bis tent here, and there bis ſeruauntes 
dygged a well. 

And Abimelech wente onto bim fromGe 
rer, and Ahuſath bis frende, and pbicol- 
bis chefe captayne. But Iſaac ſayde onto 
them : YOberfore come ye to mez feynge ye 
bate me,and banc put me awaye from yous 
Chey fayde: We fe with open cyes,thatebe 
LORDE is with the, cherfore we deuyſed 
ebat there ſhulde be an ooth betwirte vs 
@nd the, and that we wolde mate a bonde 
with the, that thon do vs no barme, like as 
we haue not burte the, and as we bane done 
notbinge vnto che, but all good, and let the 
de ‘tein peace. 

s for che, thou art > bleffed ofthe LOR 
DE.Chen Iſaaẽ made them a feaſt and they 
ate and dronke. And onthe morow they a- 
roſe. and ſware one to the other. And Iſaac 
let chem go, and they departed from bins 
tn peace. 

Che fame Saye came Iſaacs fernauntes, 
and colde bim of che well that they bad digg 
ged, and fayde vnto bins: Webane founde 
woater. 2nd be called ĩtsaba. Ther ſore is ) 
cite called Berſaba vnto this daye. 


The XXVI.Chapter. 
San Eſau was fourtye yeare olde, a 
be tote wynes: Judith the dough, 
ter of Bert the Hethite, and Baf- 
math the doughter of Elon the Hethiter 
both theſe werẽ difhobedient vntothe ſprete 
Of Iſaaac and Rebecca. 

And it came to paſſe when Iſaac was ol 
de, his eyes wareddymme Of fight, and be 
called Eſau bis greater fonne,and ſa yde on- 
to bim: My fonne. He anfivered him: Here 
am J. And be fayde: Seboloe, Fam olde, and 
Enowe not whan J fal dye. Stow therfore 
tatetby geer, thy quyuer and thy bowe, and 
get the forth tothe felde, andtate mefome 
venyfon,and make me meate (ſoch as J loue) 
and beynge it me berein,that JImay cate, > 


Gena 


Tudicwna 


> 
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my foulemaye bleffe the, before J Dye. 

ut Rebecca cheſe wordes, that 
¶Iſaac ſa yde vnto bis ſonne And Eſau wen 
te bis waye in co che felde, co hunte veny- 
for, andeo brynge it home. Chen fayte Re 
becca onto Jacob bir ſonne: bebolve, J ba 
ne herde thy facber caléinge with Eſaũ thy 
beorber, and fayenge : Bzynge me venyfon, 
and matememeate, that Imaye cate, and 
blejje the before ¥ LORDE, yer Foye. Liew 
cherfore my fonne, beare my voyce, what 
Ty conunaunde the: Go thy waye to the foc 
Ee, and fetch mẽ two good kyddes, thac J 
maye mate meate of them for thy father. 
ſoch as he loueth: this ſhalt chou brynge it 
wnte thy facber, chat be maye eate, thatbe 
mayebleffe che before bis death. 

Neuertheles Jacob ſayde vito Rebecca 
bis mother: Bebolve, my brother Eſau is 
tough, and J am ſmoot hrthen might my fa 
ther peradnencure fele me, andy ſhulde fe- 
me vnto bim as though J begyled bim, and 
fo brynge a curfe vpon me and nora bleſſyn · 
ge. Then fayde bis mother vnto him: That 
curfe be vpon me my fenne, folowerbou my 
voyce: go thy waye and fetchicme. Sobe 
wente bis waye,and fetched tt,and brought 
it vnto bis moether. 

Then his morber made meate, acordinge 
as bis fatherloned, and cote fans bir el- 
der ſonnes cojily rayment ( which fhe bad 
with berin * houſe and put chem vpon Ya 
cob bir younger fonne. Buc the kyddes fleyn- 
nes put ſhe aboute bis handes, and where be 
was fincorh aboute the necF : and fo fle put 
the meate with bredcas ſhe bad made ityin 
bit fonne Jacobs bande. 

And be brought icin vnto bis father, and 
fayde: My fatber. He anfivered:beream J. 
who art thou my fonne 7 Jacob fayde: I 
amt Sſau thy firftbome fonne, J baue do- 
neas thou ſaydeſt unto me: aryfe, ſyt vp, 
and care of my venyſon that tby foule maye 
bleffeme. But Iſaac ſayde vnto bis former 
My fonne, how haſt thou founde it ſo foone? 
He anſwered: The ORDEv God brought 
it to my hande. 

ThE ſayde Iſaac vnto Jacobr Come nea 
remy ſonne that J maye fele the, whether 
thou bemyfonne Eſau oz not. So Jacob we 
te onto Iſaac bis father. And whan be had 
felt bim, be fayde: Thẽ voyce is Jacobs voy- 
ce, but the hanvesarethe bandes of Eſau. 
And be Enew him not, foz bis handes were 
rough like as ¥ handes of bis brother Eſau. 
And be bleffed him. 

And befayve vnto him: art thou my fen- 
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ferine Eſau?e anfivered : Nee J am. Than. 
ſayde be: Bringe me here then tõ eate of chy 
venylon my fonne,+ thatmy foulemaye blef- 
fethe. Then be bienghe it b.m, and be ate: 
and be brought bim wync alfd, and be dian- 
ke. And Iſaac bis ſather fayde vnto hint:Co 
me nye, and kyſſe me my ſonne. So became 
nye, and be kyſſed bin, 

Then finclled beche fauome of bis clo- 
thes, and bleffed bins, and fayde: Bebolve, 
the fineli of my fonneis as > ſinell of che fel- 
Dde,which ¥ LOR DE bath bleffeo.God gene 
the of the dew of beanen,and of the fatne ſſe 
ofthe carth , and plenteouſnes of cone and 
wyne. Nacions be thy ſeruauntes and peo- 
ple fall downe at y fote. Se thou iorde ouer 
thy brethren, and chy mothers chudren fall 
Dore at chy fore. Cured be be, that curfech 
the:and bleffed be be, chat bleffech the. 

Clow whan Iſaac bad made an ende 
of bleffynge,and Jacob was feace gone out 
from bis facber Iſaac, his brother Eſau ca 
me from bis buncinge, and made meate al- 
ſand brought it vnto bis father, and fay- 
De vnto bins: Aryfemy father, and eate of $ 
fonnes venyfon, that thy foule maye bleſſe 
me. Then anfivered him Iſaac bis father: 
Who art thou 7 efayde: 7 am jan chy 
firfEborne fone. Chen was Iſaac erccading 
Iyamafed aboue meafire, and aide: bor 
Where is then che hunter that bioughe 
ine, and J bane eaten of all afozetbou ca+ 
mefe,and bauc bleffed bins y And be fhall be 
bleffed frill. 

Whar fan herde theſe wordes of bio 
fatber,be cried londe, and was erceadynge 
[ozy, and fayde vnto bis father: O blefjeme 
alfo my father. But be ſa yde: Thy brother 
came with ſot yltie, and bath taten chy blee 
finge awaye. Chen fayde he: He maye well 
be called Yacob, for be bath wndermincd me 
now twotynics . My byrth right bach be 
awaye, and bebolve, now taketh be awaye 
my bleffynge alfo. 

And be fayde: Haſt thou not tep:e one $ 
Bleffynge fo: mer Iſaac anſwered, and fay- 
de wnto bim:F have made him lorde oner * 
and all bis brethren haue J mave bis fer- 
uaũtes. With come z rine haue J prouyded 
bim. What ſhal J do vnto che now my fon- 
ne? Eſau fayde vñto bis fat her? Soſt thou 
not one bleſſynge more my father? ¶ Gbleſſẽ 
me alſo my father. 


e 


And be life vp bis voyce,zwepte. Then Hebe 


Sfaac bis farber anfivered and fayde vito 


bim:ebholve,cbou fhale haue a fat dwellin poy ma 


ge vpon earch, Tof F Dew of heauen from 
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abone : with thy ficcrde ſhalt thou get thy 

lyuynge, and ſhait ſerue thy brother. And it 

[hall come co paffe, $ thou fale put of bis 
vg Resc Yor,. and plucke it from eby neck. 

G And Ejau bare enell wyll onto Faced, 
becanfe of che bleffynge that bis father bad 
bleffed bim witball, and fayde in bis herter 
Che t yme wyll come ſhoꝛtly that my father 
fhalmourne, for J wil flaye my brother Ja 
cob. ThE was it colde Rebecca of thefe woz 
des of bir elder fone, and [he ſent, andbad 
call for Jacob bir yonger ſoͤnne and farde vn 
to bm: Seholde, thy brother Eſan threate ⸗ 
necth the that be wil ſlaye che. And now my 
fonne heare my voyce: Ges the vp, and flye 
vnto my brother Labanin Saran, and tary 
Gens there with him a whyle, «tyll tbe furiouſnes 

of tby bother be fivaged,and eill bis wrath 
aga ynſt > be turned from the,and be forget 
what chou baft done onto bin. So wyll 3 
then ſende for the, and canfé thebe fetched 
from chẽce. Why fhulve J be robbed of you 
both tn ome daye? 

And Rebeces fayde vnto Iſaac: J am 
weery of my life, becanfe of the deughters 
of eth: xf Jacob cake awife of the Dough 

sGenso.c ters of Heth ,« whic) areas the doughters 
eee londe, what fall this life then pzo- 
it me? 


The XVII.Chapter. 
ws den RAT oe bis fonne Jacob 


abd.1a 


Some re and · bleſſed bim,and darged bim,z 
Dezstal- ſayde onto bin: Take not arwife of 
4 —— the doughters of Canaan, but get the pp, 


and go ĩn to Meſopotamia vnto rhe houſe 
of Bethuel thy mothers facher, andrate > 
therea wife of  dougbters of Laban ymo 
thers brother. andthe Allmightie Godblef- 
ſe the, and mate the frutefull, and multiplye 
the,(chatchoumayeft be a multitude of peo 
ple) and genethe the bleffynge of Abraham 
vnto $z chy ſede with che,chat tihou ma yeſt 
poſſeſſe the Lande, wherin thon arta ſtraum · 
xGenas.d ger,» which God gaue vnto Abraham. Go 
and 24-2 “Sfaac let Jacob departe, that be might go 
into Meſopotamia vnto Laban the forme 
of Dechuel of Siria, * brother of Rebecca, 
Dis and Eſaus mother. 

Llow when Eſau ſawe that Iſaac had 
bleſſed Jacob, and let him departẽ in to Me 
ſopotamia that be might cate a wife there: 
and 9, as bebleffed him, be darged hun, z 
fayve: Thou fale not tate a wife of che 
doughters of Canaan, and that Jacob oke- 
yed bis fatber and bis mother, and was ao 
ne vnto Meſopotamia: ſeynge alfo that F- 
faac bis father loked not gladly vpon the 


bum. 


Khe xxviij. Chap. 
dongbters of Canaan, be wente bis waye 
vntð Iſmael, and befyde che wyucs that be 
bad afore,berote Maͤhaloth the doughter Gensc.a 
of Hlinacl(Ababas fonne) the fifter of Fte- 
batoth,co wife. c 

As foz Jacob, be departed from Berfa- 
be, and wente vnto Haran andcame to a 
place,where be tariedall night: for the Son 
Ne was dorwne. And he cokes ſtone of > pla 
ce, ⁊ put it onder bis heade, andlayed bins 
dorone in ? fame placeto flepe.And be dew 
med, and bebolde,there ſtode vpon > earth, 

a ladder, whoſe coppe reached vᷣnto che bea- 

ven. And bebolde, che angels of God wente loha.c 
vp and downe vpon it,and the LORDE ſt ode 
vpon it,and fayde: 

Fam che L ORDEGod of eby father A- 
brabam,and the God of Iſaac: The londe ỹ 
thou lycft vpon, wyl J geue vnto the, and co 'Patans 
thy fede: and thy fede hal beas duſt of > 
earth. And thou [hale ſprede forth rowarde 
the weft, eaſt north, and fouth: andthozor Gen.1.a 
the andeby fede ſhall ali the tynrevs vpon 
earth be bleffed. 2nd beholde I am with >, 
and wyll fepe the where ener thou goefé,z 
wyl brynge the hither aga yne into thie lan 
de:for J wil nocleaue che, tyll FJ bane made 
good,all that bane pzomyfedtbe. 

Llowwhan Yacobawated fiem bis flee D 
peabe faide: Surely the LORDE is in this pla 
ce and J knew nor. Andbe was afraicd,and 
fayde:how fear full is this placeybercis no 
tbinge els buranbou{eofGovd,z a gate vn- 
to beaut. And Jacob arofe carly inthe moz- 
nynge, and toFe the ftone that he had layed 
vnder bis heade,and ſet it vp and poured oy 
le vpon it. And he calledthe place Bethel, 
but afore the cite was called Lus. And Ja⸗ 
cob made a vowe, and ſayde: f Ged wyll be 
with me, and kepe me in this tourney $F go 
Zgeweme bred to eate, and clothingeto put 
on, and brynge me peaceably home agayne 
vnto my fatber: Thẽ ſhall the LORDE be my 
God,and this ſtone that J bane ſet vp fal 
bean houſe of God:and all that chou geueſt 
me, J wyl geue thethetembebcrof. 

The xX. Chapter. 
> Hen Jacob gat him vp vpon bis fe- A 
o~ te,and wente into thea pen bie Fe 
ay loked aboute him, and bebolde, there 
was arvdllinthefelde,and * floes of foe 
4 therby, foz the flocFes dranke of the well, 

nd there laye a griate ſtone at the welles 
mouth, and chyther they vſed to brynge the 
flockes, and to roule the ſtone frem $ mouth 
ofthe well, and to genethe ſhepe drynke, z 
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ſo chey put the ſtone agayne vpon the wel- 
les mouch into bis place. 

And Jacob ſa yde wnto them : Brethren, 
wobéce be yer Obey anſweredrwe are of Ha- 
van. He fayde onco them: Knowe ye Laban 
the fonne of Labo: ? They anſwered: We 


Gen.4s.¢ Enowe bim well defayde: Js be in good 


bealth'Chey anfivered:be isin good bealeh. 
nd lo, there commech bis doughter Ra- 
chel with the ſhepe. He ſayde: Jets yet bye 
Daye,z is not yer tyme co dryue in the carell: 
geue the * to drynke, ⁊ go youre waye, 
fede them. The y anſwered: We can not,tyll 
all che flockes be brought together, and tyll 
we rouie the ſtone from the welles mouth, z 
ſo geue the e drynke. 

BD = Wbhylebe yer caltedwith chem, Rachel 
came with bir fathers flyepe, for ſhe kepte * 
fhepe. Whan Jacob fawe Rachel Fdough 
ter of Laban bis mochers bother, and the 
ſhepe of Laban bis mothers brother, be we 
te,zroulcd the ftone fromthe welles mouth, 
and gane bis mothers brother fhepetodzyn 
Pe,and kyſſed Rachel,lift vp bis voyce, and 
wepte, andtolde ber, he was bir fatbers 
brother,and $ fonne of Rebecca.Chen ran 
nefhe,and tolde ber father. 

Wha Laban herde of Jacob bis fifters 
fonne, beranne co mete bim, and enbraced 
bim, and kyſſed bim, and brought biminto 
bis houſe. And fo be tolde him allebis mat- 
ter. Thẽ ſayde Laban vnto him: Wel,cbou 
art my bone and my fleſh. Ab yde with mea 
moneth longe. Sut after that faide be vnto 
Jacob: Becanfe thou aremy brocber 2frate 
thon therfore ferue me for nought? Tell me, 
what fall thyy wages be. Laban badewo 
doughters, the cloeft was called Lea, ztbe 
yongeft Rachel. And Lea was tender eyed, 
but Rachel was beutyfallz well fauoured 
of face,and Jacob loned ber well, and ſay⸗ 
de: Iwill ferne the feuen yeare, for Rachel 
thy yongeftdougbrer. 2 aban anfivered: It 
ts better chat Fj gene ber the,then vnto ano 
ther:tary thou with me. 

C So Facobferucd ſeuen yeare for: Rachel, 

-and they fémed onto bim but few dayes, be 
Toned ber ſo well. And Jacob aide vnto La 
ban:geneme my wyfe, for the tyme is come 
that I ſhulde lye with her. Che Saban bad 
all che people of that place,and madea ma 
riage. But at euẽ be tote bis doughter Lea, 
and brought berin vnto him, and be layech 
her. And Laban gaue Züpa bis mayde vn⸗ 
to bis doughter Cea to be hir mayde. 

But on the moor, beholde, it was Lea. 
And be fayde onto Laban: Why bafithes 
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done cbis vnto mes Saue noe J ferued y for 
Rachel 7 Why haſt chou chen begyleomer 
Laban anſwered: It is not the maner us ou⸗ 
recountre,to mary the yongeſt before the el · 
deſt. Holde our this wete, zF will geue the 
this alfo, for the ſeru yce § chou ſhalt do me 
yet ſeuen yeares moze. Jacob dydfo, z helde 
out § weEe. Then gave be him Rachel bis 
doughter to wyfe. And Laban gaue Dilba 
bis mayden wnto Rachel bis doñghter to be 
bir mayden. Sobelaye with Radel aljd, z 
loued Rachel more ché Lea, and ferucdbim 
yet feuen yeares moze. 
But when eheL ORD Efawe,that Lea D 

was notbinge regarded, be made ber frute- 
full,and Rachel baren. And Lea cdceaued, 


and bare a fonne, whom fhe called Biber, rata a 


and fayde: The LORDE bathloted vpon 
my aduerfite. Now wyll my hußbande leue 
me. And fhe conceaucdagayne, andbare & 
fonne, andfayde :TheL ORDE bath bude 
that am defpyfed, andbath gené mechis 
alfo,and fle called bim Syme oñ. She cõcea 
ned yetagayne,and bare a forme,and ſa yder 
TClowwyll my hußbande bepe mecompany 
agayne, fo: J bane bone bint thre ſonnes 
therfore called fhe bis name Lent. She con 
ceaued ¥ fonreh cyme,and bare a fonne,and 
fayde: Clow will F gevetbantes vnto the 
LORDE, therfozecalled fhe bim Juda, and 
left bearynge. 
The XXX. Chapter. 
MAS Het Rachel fawe thar fhebareno A 

88 children onto Jacob ſhe bad ennye 
at hir fifter,z fatde vnto Jacob: Se 
ue me childiẽ alfo,cz els J am but deed. But 
Jacob was very wꝛoth at Rachel , z faydes 
Am FJ chen int Gods ſtea de which tepech F 
frutẽ of 9 wombe from ¥ Neuertheles fhe 
fayde: Seboloe, there is Bilba my mayer, 
lye wh ber, } flye maye beare vpon my lappe,z 
that maye be increafed by ber . And fo fe 
gaue bim Bilha bir mayden to wyfe. 
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Se Rachel: God hath geuen fencenceonmy 
fyde,andberde my voyce,and gent mea four 

BD ne, cher fore called fhe him Dan. Bilba Ra- 
chels mayde cSceaned agayne,and bare ano 
ther fonne onto Jacob. Chen ſayde Rachel: 
God bath turnẽd it with me , and my fiftcr, 
and J baue gottẽ che vpperbande. And fhe 
called bim Llephebali. 

Llow whan Lea fare chat fhe bad left 
bearynge,fhetoke Silpa bir mayde,and ga- 
ue ber vnto Jacob to wyfe.So Silpa Leas 
muayde bare Gacoba fonne. Then faide Lea: 
This is good lucke, z fhe called him Gad. 
A fter this Silps Leas mayde bare Jacob 
anot her fenne. Eben fayde £Lea:Wellisme, 

2 the doughters wiil call me bleffed, and 
be called bins Aſſer. 

Ruben wente out in the tyme of y whee 
te harueſt, and founde Mandragoras in the 
felde, and brought them heme ðnto bis mo 
ther Lea. Then fayde Rachel onto Lea:Ge 

ne me ſome of y ſonnes Mavzagoras. She 
anſwered: Daft thon noe ynoughebattbou 
haſt taben awaye my hußbande, dut wilt ta 
Ee awaye my fonnes Mandragoras alfor 
Rachel faide: Wel,ler him lye with the this 
night for chy fonnes Nandragoras. Now 
whan Jacob came heme ateucn fron the 
felde, Lea wente forth co mete bim, and fay- 
de:T bon fale lye wi me, for J haue boughe 
the for my ſonnes Mandragoras. 

And he flepte with ber that night. 2nd 
Godberde Lea, and ſhe conceaued, andba- 
re Jacob the fifth fonne,z ſayde: Godbath 
rewarded me, becaufe J gaue my maydes 
vnto my hußbande, and fhe called bim Ffa- 
char.Lea conceaued yet agayne, and bare 
Jacob che firte forme,and fayde: God hath 
enderced me with a good Dorwry.L Tow wyil 
my hußbande dwell with me agayne, ſor J 
banebome bimfire ſonnes, z fhe called bins 
Babulon . After chat ſhe bare a doughter, 


«Ges4.a whom fhe called * Dina. 


D Leenereheles God thought vps Rachel, 
and berde her,and made ber frute full. Chen 
fheconceaned,andbarea fonne, and fayde: 
God bath caken awaye my rebute, and fhe 
called him Joſeph, and fayde: God gene me 
yet anocber fone. 
Flow whan Rachel had bozne Fofeph, 
jacob fayde vnto Laban: Leeme go, ⁊ de⸗ 
arte in tomy place and onto myne owne 
nde: Gene me my wyves and my children, 
(for tbe which J haue ferued the) $ FJ maye 
gorfor chou Enowweft, what feruyce J baue 
done the. Laban fayde vnto bim:Can I noe 
fynde fauoure ineby ſight? perceaue,tbat 
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Gor bath Meffed me forthy fate. Appoyn · Cenus.e 


te thou the rewarve, * J ſhal gene the. Bue 

be ſaide vnto him: Chou knoweſt how J ba 

ue ſerned the, and whhat maner of catellthon 
haſt vnder me. Chon haddeſt but litle afore 

I came hit her, byt now is it growne into a 
multitude, andthe LORDE bath bleſſed > 

for my fate. Anð now whan fhallGlotero E 
myne owne houſe alſor Hẽ faive:VObat ſhal 
Icthen geue the? 

Jacob fayde: Thon ſhalt geueme nothin 
geatall, but yf thou wilt do this for mẽ v 
3 faye, then wyll J fede and kepethy ſhepe 
ageyne. Iwyll go chozow alltby flocFes co 
da ye and feparatethou from amonge thens 
all che ſhepe that be fpotted and partyc co- 
Tonred, and all blacke fhepeamongethe lam 
bes, Ctowlote what ſhalbe partiecolourcd 
and fpotred amõge the kyddes. the fame ſhal 
bemy rewarde: fo hhal my righteouſnes teſ⸗ 
tifie with me to daye or romorow, whan it 
cOmeth vnto my reiwarde before the,fo chat, 
whast ſo euer is not {potted and partye co⸗ 
Tonred amonge the kyddes, and blacke amd- 
ge the lambes, leẽ thaͤt be theft with me. 

Chen ſayde Laban: Beholde, let it be ſo J 
as thou baktiaybe. And that fame dayche 
fandered one the fpectiled and partye colou- 
Fed goates, andall the fpotted and part ye 
coloured kyddes (where there was enywhy- 
te vponthem)andallebat was blak amon 
ge je lambes, and putthem vnder the han⸗ 

Of bis children, andmaderowme of thre 
da yes tourney wyde betwirte him and Ja⸗ 
Ob So Facob kepte che refioue of Lal mis 


Sut Jacob coke ſtaues of grene wyllics, 
Hafell and of cheſtnoͤttrees, and pylleð why 
te ſtrekes in them, and layed the fianes that 
be bad pylled, in che dzyntinge crougbes be 
fozeche flocfe, whidy camethereto dzyntc, 

they ſhulde conceane,whan they came 
to dzynte. Sothe floes conceaucd ouer F 
ftaues,and brought forth ſpeckelde, ſpotted 
and partye coloured. 

Then Jacob parted F lambes, and put B 
themcotbe flocke vnto the potted: and all 
that was blacke in Labane flocke, chat put 
be vntothe ſpotted. And be made bim a floc 
Ec of bis owne, which be put not vnto La⸗ 
bans flocFe. Clenertheles in the first buck yn 
getyme of the flockes, be layed the fiancs 
inthe dzynFingetrougbes before the eyes of 
the flocPes , that they ſhulde conceane ouer 
the ftaues . But in the latter buckyngety- 
me belayed them noc in. Sotbe later were 
Labans, bucebe firfilinges were Jacobs. 
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Thus che man became erceadinge riche, ſo 
that be bad many fhepe,maydens z feruaun 
ces,Camels and Aſſes. 

The XXXL. Chapter. 
B By herde alſo of ¥ woes of Zabans 
H chüdren,that they ſayde: Jacob hath 
broughtall¢ fathers good vnto bis 
felf, z of oure fathers good bath be gotten 
thefe riches. Anð Jacob behelde Labans 
countenannce, z beholde, it was not towar · 
debim as yefterdaye and yeryefterdaye. 
And the LORDE fayde onto bim:* Depar 
te agayneto thy fatherlãde and to thy kyn · 
red, Jrwyll be with che. Then fence Jacob 
andbadcall Rachel and Lea into the fel- 
de to his floes , and ſayde vnto them: J fe 
youre fathers countenaunce, that itis nor 
tomarde me like as yefterdaye and yeryefter 
Daye: but the Godof my father bath bene 
with me. And ye Enowe,chat FJ baue ferncd 
youre father with all my porer. 
SB Anvdbe bach vifcegued me, and chaun · 
ed my rages Now cen tymes. But God 
taco not ſuffred bim , codome barme. RF 
be fayve: Che partye coloured fhalbechy re 
warbde,thenthe whole flocke bare partye co 
loured. RF he fayde: The fpecFelde ſhalbe 
thy rewarbde,ché the whole flocte bare fpec- 
Eelde. Thus hath Godwithdzawen youre 
fathers goodes from bint, and geuen them 
vnto me. For whantbe buctynge tyme ca~ 
me, J liſt vp myneeyes and farve ina drea · 
me, and Tebeibe the rammes leapte vpon 
the flocke that was fpectelve,fported,z par 
tye coloured. 
And the angel of Good fayde vnto mein 
a dreame: Jacob. And J anfivered : here am 
JHe ſayde: lift vp thine eyes, and bebolde, 
che rammes leape vpon the fpectelde, fpor- 
ted, and partie coloured flocke: for J haue fe 
neall § Laban doth onto the. I am ¥ God 
at Bethel,» where chou dyddeſt anoynte che 
fione,z maydeſt a vowetbere vnto me. Get 


the vp now,z departe ont of thislonbve,z go 
aga yne into the londe of thy Eynred. 

Then anſwered Rachel and Lea,andfay 
de vnto him: As for vs, we haue no porcion 
ner inheritaũce moze in oure fathers houſe 
he hach coũted vs as firafigers, for he hath 
[olde vs,zfpent vp ¢ wages. Therfore bath 
Goo wit hoꝛawẽ F fat hers riches from bins 
vnto vsz oure children. What fd ener now 
God bath fayde vnto ehe,chat vo. 

So Jacob gat vp, and fee bis childzen 
and wynes vpon Camels,and caried awa ye 
all bis catell andall bis ſubſtaunce that 
be bad gotten ac Meſopot am ia $bemighe 
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come wnto Tfaac bis father in the lande of 


Canaan. £ abs was gone co clyppe bis floc Gen-sa.b 
Fe, an® Rachel fiale bir fathers +ymages. 2" — 


Thus dyd Jacob ſteale awaie y hert of La 
ban ? Synan, in ? he tolde him not that he 
fled.Sohe fled, ⁊ ali thar was bis, gat vp, 
and paffed ouuer che water, wente ſtraight 
towarde the mount Gilead. 

Vpon the thirde daye tt was tolde La⸗ 
ban, chat Jacob fled. And be cote bis bre- 
thzé onto bins, and folowed after bim ſeuen 
dayes ionrney, and ouertole bim vpon the 
mount Gilead. But God came wnto La- 
ban the Syzian in a dreame by night, zfay- 
De vnto bim : Sewarre,that thou [peateno 
thingeto Jacob but good. And Labs drew 
nye wnto Jacob. em bebad 
ched bis tente vpon the mount.2ind Laban 
with bis bꝛet hrẽ pytched bis tent alſo vpon 
the ſame mount Gilead. 

Then ſa yde Laban vnto Jacob: What 
haſt chou done, that thou haſt ſtollen awaie 
my hert, and caried awaye my doughters. 
as though they had bene taken captyne v 
ſwerde? Wher fore kepteſtthou that fecre 
te, thatthou woldefé flye. and bafé ſtollen 
awa ye frome, and, toldeſt me not, that J 
might haue brought the onthe waye with 
myzh, with fynginge, with tabꝛrettes and 
barpes 7 and haſt not fuffredmeco kyſſe my 
children and doughters⸗ Thou baft done 
liſhly and ſo mod) might I bauemave,that 
Jecoude banc donc yon eũell: but youre fae 
chers Ged faive yefterdaye vnto me: Bewar 
re, thatthou fpeatenothinge vnto Jacob 
but good. And for  moch thenas thon wol 
deſt nedes dDeparte, and longedeſt fore after 
¥ fathers houſe, why haſt thou ftollenaway 
my goddes? 

jacob anſwered and ſayde vnto Laban: 
Jwas afiayed, that thou ſhuldeſt haue ta 
Een away thydougheers fro me: but loke by 
whom chon fyndefé thy goddes , let the ſa⸗ 
ime dye bere before onre brethren. Sete that 
thinets byme, and tatcit awaye. Buthe 
Enewonot, that Rachel bad fEollen eben.) 
Then wente Laban into jacobs tent and 
into Leas tent, and into borhtbe ma ydens 
tétes,and foundenotbirige:and ont of Leas 
tente be wente into Rachels tent. Then to⸗ 
fe Bachel the ymages, and layed them vn⸗ 
derebe Camels firawe,and fat bowne vpon 
thens. But Laban ſearched the wholetent, 
and founde nethinge. Then fayde fhe vnts 
bir father : Be not angrie my lore, chat JI 
can not ryſe vp vnto the: for it zoeth wb mie 
after the maner of wemen. Sobefonghe, 

ew 
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and founde tot the ymages. 
nd Jacob was wrorb, and code wih 
Laban, anfivercd z ſa yde onto him: What 
haue J treſpaſed oz offenved, ? thoun art fo 
webore vpon me? Thou haſt ſearched all my 
houſholde fiuff, z what haſt thou founde of 
chy houſholde fof Laye it bere before my 
brethren zebyne, > they maye indge betrve- 
nevs both. Cwentye ycare have I bene rb 
the:tby ſhepe z goates baue not bene vnfru⸗ 
tefull, the rammes of thy flocke baue J ne 
Sy 
brought it noc unto y, J was fayne to paie 
ie my felf chow — teof iy babe, 
sobecber it were ſtoͤllen frome by Daye oz by 
night. Onche dayecymeche beate cofumed 
me, and the frofEontbe mighe, and my flepe 
departed fro myne cyes, 

S _ Thus have F ſerued twent ye yeareinthy 
houſe, fourtene yeares for thy dongbters,z 
fixe for chy flocke, and ten cymes baft chou 
chaunged my rewarde: z yf the Goo of my 
facber the God of Abzabam, and che feare 
of Bfaac bad not bene on my fyde,thou bad 
deſt latten me go awayeemptye. Bur Goo 
bath loked vponmyne aduerfiteand labou · 
re, and rebubed the yeftcrda ye. 

Labananfweredand fayde: The dongh · 
ters aremy doughters,z thechild:en are my 

ildrẽ, and —— are my floctes, z all 

at thou ſeiſt is myne. LObat can J do this 
Daye onto theſe my doughters, o2 to their 
childzen whom they baue homey Ctowther 
fozecome on, let vs mate a couenaunt ( Jz 
thoi) which maye bea w' betweneme 
and che.Chen cote Jacob a ſtone ⁊ fet it vp 
(for a piler or markſtone )anð fayde onto bis 
brethzen: Gather ſtones. Andebey toke che 
ſtones, and made an beape,z ate vpon the ſa 
me — And Labs called it Jegar Saba 
dutha. but Jacob called ie Gilead: (either of 
them after the properte of bis language.) 

G Thenfaydve Laban: This heape be w' 

O- 
re is it called Gilead)and ateftimony, foz be 
fayde:TheL ORDE loke betwene me and ¥, 
roban we are departed $ one from ¥ orber: 
yf thou vere my doughters, o2 tate orber 
wyues vnto them. Thereis noms with vs, 
but lo, Godis the wytneffe betwene me and. 
the.2nd Laban fayde mo2oner vnto Jacob: 
Seholde, thisis the heape, and this is the 
marcEftone chat J banc {ct vp betwirxte me 
and the:tbe fame beape be wytneffe, and the 
fame marckſtone alfo be wytneffe, yf 3 paſ⸗ 
ſe ouer vnto the; oz yf thon paffe ouer this 
heape ⁊ marckſtone vnto me, to do eny har · 
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me. The God of Abraham, and the God of 
Laboz,and the Good of cbeir farbers,be ind 
gebetwene vs. 

And Facob fware vnto hiss by the feare 
of bis facber Iſaac. And Zacob offredan 
offerynge vpon tbe mount, and called bie 
bretbré to care bred. And whan they had ea 
tent, chey taried vpon the mount all night. 
But vpon themorow Laban rofe vp early, 
Eyffed bis childzé z doughters, ⁊ bleſſed thẽ 
⁊ departed, and cameagayne nto bis pla- 
ce. As for Jacob, be wente on bis iourne y, 
theangels of God met bim . 2ind whan he 
farce them, be fayde: It is Gods booft,z cal 
led the fame place Mahanaim. 

Tbe XXxI. Chapter. 
Acob ſent meffaungers before him 

o bis brother Efaurinto thelande 

SY, of Seir,of the felde of Edon, com 
mannded thé,z fayde : Gaye thus vnto m 
lorde Eſaur Thy ſeruaunt Jacob fendeth 
this worde: J bane beneous  Laban,z be 
ne bene bitberto amonge firaungers,z ba- 
ne orxen Aſſes ſhepe ſeruauntes zmaydés, 
Thaue ſent forth co fhewe it the my lorde, ¥ 
Jmighe fynde fauoure in thy ſight. 

The meſſaungers came agayne vnto Fa 
cob, and fayde: We came vnto chy brocber 
Efau, ⁊ he commeth forth alfo aga ynſt che 

foure bundzech men. Chen was Jacob 
ſore a fra yed and wyft not what waye co tur 
nebimfelf, z denyded the people that was 
with bim,andebe fhepe, andthe ores, zthe 
Camels incotwe d:oues,zfayde: Nf Efan 
come vponthe one dzone, and ſmyte it, the 
other ſhal efcape. 

Jacob ſayde morouer: O Sod of my fa· 
cher Abrahã, Sod of my father Iſaac, LOR 
DE chouthat ſaydeſt vuto mei Departe a- 
ga yne to chine orne londeand to thy kyn · 
red, and Tj wyl do the good: J am to litle for 
allthemerciesand alltbetrueth that thon 
haſt ſhewed vntothy ſeruaunt (for Ihað no 
more but this ſtaff whan J wente duer this 
¶Iordan, and now am Ibecc metwo droues) 
Delyner me from ? bande of my bꝛother, frẽ 
the bave of £fan, for J am aftayed of ban, 
leſt be come and fimyteme che mother with 
the children. Thou ſaydeſt: Jwyil dothe 
Seed, and wyll make chy feve as the fonde 
Of ? ee, which can noe be nombꝛed foe mul, 
titude. 

And there be tericd that night, andtoke 
Of ſoch as came te bende,a preſent vnto bis 
brother Efan,tre btozcth fhe goates;twen 
tye be goates. twwo bund:eth fhepe, twwent ye 
rammes and chutic mylcE camels b thar 
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foales, fourtye Eyne, ten bullocFes, twent ye 
[he Affes with cen foales, and puc chemin 
thebanves of bis feruauntes,euery floc by 
them [elues, ẽ ſa yde vnto them: Go ye forth 
beforeme, z puta [pace betwirte one flocke 
after the otber, and commaunded che firft 
andfayde: 

Whenmy brother Eſau meteth the, and 
a@reth the: Whoſe art thou? whycher goefé 
thou and whofe are theſe thatchou dryueſt 
before the? Thou ſhalt ſa ye· They be thy fer 
uaunt Jacobs, which ſendeth a preſent onto 
bis lorde Eſau, and commeth bebynde vs 
bim felf. 

Thus commaunded he the ſeconde alfo, 
and chetbirve, and allehem that folowed 
che floctes, and ſayde: Liteas J bauc tolde 
you, ſo ſpeale ye vnto Eſau whan ye mete 
Dim,and faye vnto bim alfo:Bebolve, y fer- 
uaũt Jacob is bebynde vs. For be thought: 
Brwyllreconcyle him with the prefent thar 
goeth befozeme, after wardewyll Ffe bins 
my ſelf peraduenture be fhall receaueme to 
grace, 

Sothe prefent wente before him, but he 
taried inthe cente the famenight, androfe 
vpin > night,and toe bis two wynes and 
the two ma ydens andbis eleuen ſonnes and 
wente vntothe foorde of Jacob, toke them 
and cariedthem ouer the water, ſo that all 
that be bad came ouer, and tariedbim elf 
alone on this fyde. 

Then wrefiled there a man with him vn 
tyll che breabe of ¥ Daye. And whan hefawe 

F he might noc ouercome him, be coudyed 
the fenowe of bisthye, and > ſenowe of bis 
thye ſhrancke in wieftlinge with bin. And 
be fayde: Lee me go, for * daye breaketh on. 
But he anſwered: J will noe lee * go excep 
te thou bleffeme. He ſa yde What is chy na- 
ine 7 He anfivered : Jacob. He fayde: Thou 
fhale nomoze be called Gacob,but Iſt aei for 
thou baft firyuen wich Godand with mer, 
and haſt prenayled. And Jacob ared bim,z 
fayde:Cell me,whatis $ namezBut hefay- 
De: Why arefE thou what my nameis7And 
be bleffed bimebere. AndJacob called the 
place peniel, for J baue fene Goo faceto fa 
ce, zmy fouleis reconered. Andas be came 
ouer fro Pentel, sf Sonne rofe vps bim,z be 
Halted vpon bis thyc.T ber fore eate the chil 
dren Of Iſrael no vane vpon the fenow of 
F thye vntothis daye, becaufe ¥ vane vpon 
the fenow of Jacobs hye was touched. 

Tbe XXX. Chapter. 
Acob litt vp bis eyes, zfawe bis bro 
ther Eſau comynge wich foure bun 
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dreth men: and be deuyded bis children vnto 
Lea vnto Rachel, and to both the maydés, 
and ſet the maydens with their children be- 
fore, and Lea with bir dyildzé after,and Ra- 
chel with Joſeph bynder mofé. And be wen 
te before chem, and bowed bim felf coche 
grounde ſeuen cymes,tyll be came co bis bre 
ther.* Dut Eſau ranne co mece bim,and en⸗ 
braced bim , and fell aboute bis neck, z kyſ⸗ 
ſed bim, and wepte,and lift vp bis eyes,and 
ſawe the wyues with che children, and fay- 
de: What are theſe with the? He anſwereðr 
They arethe childzen, which God bach ge. 
uen vnto thy ſeruaunt. And the maydens ca 
me forth with their childzen, and dyd their 
obeyfaunce vnto him. 

Leacame forth alfo with bir childrẽ and B 
Eneled vnto bim.Afrerwarde came Yofeph 
and Rachel ſorth, and kneled vnto him lite 
Wyle. And he ſa yde: What meaneſt thou vh 
allche dione that JImet!? He anſweredrthat 
might fynde graceinche fight of my loz- 
de, [au ſa yde. I haue ynough my brother, 
kepe chatthou baft. Jacob anfivered: Ob 
nay, bue yf J bane founde grace in ¥ fight, 
receaue my preſent of my bande (for I fect 


Sod)and be atone with me. Tabe this pze- 

fentin good worh,that J baue brought y¥, 

fez God bath geuen it mez bauc ynough 

of allebinges. So be compelled bim roca- 
cite 

And befayde: Letvs yo onandtakeou- C 
retourncy, J wyll go in chy company. Bue 
be fayde onto bim:21Fy lore, chou Enowefé 
that J haue tender chidren by me,andfinall 
and greate catell alſo which are yet but you 
geryf they ſhulde be dryuẽ ouerinonedaye, 
thewhole floce woldedye. Lee my loxde go 
on before bis ſeruaũt. J wyll dryue after fay 
reandpoftly, (chere after as the cacellzthe 
childern can go,) tyll J cometomy Lorde in 
Seir. Eſau fayde: Nec wil Fleaue Pome of 
my people with the. He anfivercd: What ne 
de is it? Let me but onely fynde grace in the 
ſight of my lorde. 

So Eßꝛu departed againe the fame daye D 
towarde Geir, and Jacob toke bis tourney 
towarde Sucoth,and buylded bim an hou⸗ 
ſe and made tẽtes for bis catell. Ther foꝛe is 
the place called Sucoth. 

Afterwarde came Jacob eaceably vite 


tothe cite of Sichem, which lyetb in $ lan Cen. sed 


de of Canaan, after tbat be was come agay 
ne out of Meſopot amia. and pitched ke fore 


the cite, and bought apece of londe of the tofu. 24.€ 


Hildien of Hemor $ farber of Sich em foz 
co ig 


*Gearg 


2Reig.¢ 


thy face, asthough J bad fene the fiaceof Hettusb 


Some 
reade: 
anh 
pact IF 
bes. 


Che i. boke of Moſes. 
an bundicch pens. Chere pitched be bis 
tens,and there be ſet vp an alt are and called 


vpon the name of the mightie God of Fr 
reel, 


The XXXII. Chapter. 
* Ina y doughter of Lea, which ſhe 


bare vnto Jacob, wente out to be- 

holde the doughters of the londe. 

Whan Sichem che ſonne of Hemor the He⸗ 

nite (which was lorde of the lode) ſarre her 

be cote ber ,and laye with ber, and forced 

— and bis bere hanged vpon ber, and be 

oued > damfell, and calfedlouyngly with 
her, and [pate to bis father Lemoz: Gee me 
tbis mayden to wife. 

And Jacob vnderſtode, that Dina bis 
dSoughter was defyled, and bis ſonnes were 
with che catell inthe felde, and Jacob helde 
bistongetyll they came. Then Hemor the 
father of Sichem wente forth onto Jacob 
to comen with bim. Jn che meane feafon ca 
me Jacobs fonnes from > felde.2And whan 
they herde it it grened che men,and they we- 
re wey wrth, that be bad wꝛought folyin 
Iſtaei, and lyen with Jacobs doughter: foz 
fo was not the vſe to do. 

Then comened Hemor withebé, and ſay 
de: My ſonne Sichems bere longeth for you 
re doughter, O gene bir him to wife mate 
frendſhipe with vs, geue vs youre dough⸗ 
ters,andtate ye oure doughters, and dwell 
with vs, thelonde fall be open vnto you, 
dweil and occupie, and haue youre poffiffi- 
‘ons theris. And Sichem fayde vnto bir fa · 
ther and brethren: Leeme fyndegrace with 
you loterbat ye appoynte me, Tj will ge- 
ue it:requyre che Dowmnye andgiftof me bar 
dely, FJ wyll gene it acordinge as ye wyll 
Gre, onely gene me thedamfell to wife. 

Chen Facobs formes anfivercd Sichem 
and emor bis facber(and fpate difceat ful 
ly, becanfe their fifter Dina was defyledyz 
fayde onto them: That can we not do, to ge 
ne onre fiffer coan wncircumcided man: foz 
thac were a ſhame vnto vs, 

C  LCleuertheles we wyll confente vnto you, 
yf ye wylbe lite vnto vs , and be circumci- 
Ded as many as aremales amonge yonrt hen 
will we geue yououre doughters, andtate 
youre doughters vnto vs , and dwell with 
you, andbeone people. But yf ye wyll noe 
herken onto vs, tobe circumcided,then wyl 
we tafe onre dDeughtcr,and go cure waye. 

Thefe wordes pleafed Hemez and bis for 
ne wel, and the yongeman dcferde not to do 
she fame, foz bebad luſt to Jacobs deugh- 


a 
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tet: and be was holden in honoure aboue all 
tn bis fathers houſe. Then came Hemozand 
Sidhem bis fonne onder ? gate of cite,and 
comened with the citifens of thecite, and 
ſaide: Theſe men are peaccable with vs, and 
will dwell in che lande and occupyc : now is 
the onde brode of boch the fydes, we wyl ta 
Eethar dougbrers vnto vs, and gene them 
eure doughters. 

But then wyll they conſent wnto vs,to D 
dwell by vs, and to be one people with vs, 
yf we circumcyſe alltbe men children amor 
Se vs, teas they are circumcyſedrtheir ca 
tell and goodes,andall that they haue, ſhal 
be ours, yf we conſent vnto them, that they 
maye dwel with vs. 

And they herkened vnto Hemor and Gi- 
chem bis fonne, as many as wente out and 
inat $ gate of bis cite, and circumcided all 
the males,that wente out and in at bis cite. 
And vpon the thirde daye (whan it was pa 
nefull co them) thetwo ſonnes of Jacob Gt 
meon and Teui Dinas bꝛethren, coke every 
man bis ſwerde and wente boldly in to the 


cite. and ſiew ail the males, and flew He⸗ +Ge.45.0 


mor alſo and Sichemin bis ſonne with che ed⸗ 
Ge of the fwerde, and coke their ſiſter Di- 
ne ourof Sichems boule, and reste their 
waye. 

Then came Jacobs ſonn⸗s ouer the flay E 
ne, and ſpoyled the cite( becoufe they bad 
defyled —* ſiſter) and cote their fhepe, 
oren, Affes,and what fo ener was in che ci- 
te andin thelonde,and all mancrof gooͤdes: 
All their children and wyues toke chey cape 
tyne,and fpoyled all } was inthe houſes. 

And Jacob ſa yde onto Symeon and Le 
nimme haue brought it foro paffe, * J ſtyn · 
febeforecheinbabiters of ehislande, Ca 
nanites and Phereſites, z Jam but a ſmall 
nombre: f they gather chem felucs newto 
gether againft me,they ſhal flaye me, fo ſhal 

bedefiroyed with my honfe. But they an- 

frvcred: Shulde they the deale with oure fif- 
ter as with an whoore? 
TbheXXXV. Chapter. 
6 Lib Govdfayde wnto Jacob: Getthe A 
vp,and go vnto Bethel, ⁊ dwell the- 
re,andmafetherean altare vnto the 


God, chat appared vnto the whan then Ce · a b 


fleddeſt from thy brot her Eſau. Then ſayde 
Jacob vnto his houſholde and to oll we⸗ 
re with bim:put awaye frem you ? ſiraun 
Hes geddes,chatarecmonge yeu, and clen⸗ 
fe youre ſelues, and chaunge youre clothes, 
andlet vs get ep, end go vnto Bethel, that 
I maye there make analtare mito the Ged, 
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Cen.28- d which herde me in the tyme of my trouble, 


and barb bene wich me in che waye that J 

baue gone. 
® ~ Then ganechey himall che ſtraunge god 
des that were wonder cheir bandes, andebeir 
earynges,and be buried them wonder an Oke 
that ſtode beſyde Sidyens , z Departed. And 
tbere came a feare of God vpon che cities 
that laye roũde aboute,focbat they folorwed 
nocafcer > fonnes of Jacob. So came Fa- 
cob unto Lus in ¥ lande of Canaan Qwbicd 
is called Bethel)and allebe people that we- 
ve with bin,and chere be bu ylded analtare, 
and called ¥ place Bethel,becanfe theLOR 
DE appeared vnto bim there, whan be fled 
from bis brother. Chen dyed Debora Re- 
beccas norſe, and was buried beneth Bethel 
wonder the Ote,and it was called the Oe of 
lamentacion. 

And Godappeared agayne vnto Jacob, 
after chat bewas come ont of Meſopota⸗ 
mia, and bleffed bim,z (aide onto bim: Chow 
art called Jacob, neuert heles thon fhaleno 
moze be called Jacob, but Iſtael ſhal be y 
name. And fo was be called Iſrael. 

C = AndvGodfayde vnto him: Jam ehe Al 


*Geiz.a mighticGod,be frute full and multiplye: peo 


ple and a muititude of people ſhal come of 


Manta the, and · kynges ſhall come out of thy loy⸗ 


nesrand the lande chat J gaue vnto Ab:a- 
bam and Iſaac wyill I geve onto the, z wyl 
geue it ontocby fede afcerthe. Go Godde- 
parced frombim,from > place where be tal 
bed cb dim. And Jacob fer vp a piler of fFo- 
ne, in che place where he talked with bim,z 
poured — Iges theron,and poured 
oyle vpon it. And Jacob called ¥ place whe 
re God talted with him, Bethel. 

D Andbedeparted from Bechel:and whan 
be was yet a felde brode from Ephrath, Re 
cheleraucyled, z the byzth came barde vpon 
bir. Bue whan fhe had ſoch payneintrane- 


aRegad lynge, * myd wife fayde onto ber:feare nor, 


fortbou ſhalt baue this fonnealfo. Sut as 
bir foule was departynge, ſhe 3 
fhe called him Hen Oni: neuertheles bis fr 


Gen.gs.b Eber called bi Be Jamin. So Rachel died,z 


was buried Inthe waye towarde Ephrath. 
which nowis called Bethlehẽ. And Ja cob 
ſet vp a piller vponbir graue, thereis Ra- 
chels graneftons onto this daye. And Iſtael 
Departed, and pitched bis tent beyonde the 


mich.4b cower of «der. 


£L Andie chaunfer, ehat when Firaclowele 


*Gc49.a in that londe, Ruben wente · andlaye with 


Bilha bis fathers concubyne, and thar cae 
nicto Iſtaels eares, 


Che xxxvi. Chap. Ao. xvi. 
And Jacob hadewolue formes. The ſon⸗ 
nes of Lea were ehefe: Ruben Jacobs firſt 
bozne fonne, Simeon, £ ent, Juda, Iſachar. 
Sabuld.Che formes of Radhel, were Jofeph 
and Ben Jamin. The ſonnes of Bilba Ra- 
ches mayde:Dan,and Nepthaii. Thẽ formes: 
of Silpa Leas mayde:Gad and Afer.The- 
feare > fonnes of Jacob, which were borne 
vnto bim in Meſopotamia. And be cameto 
bis father Iſaac to Mamre intocbe bead 
cite which is called Hebron, where in Abra⸗ 
Daz Iſaac were firaiigers.And Iſaac was 
an hundreth z foure [core yeare olde, z fell 
fice, and dycd,z was gathered onto bis peo 
ple,roban be was olve, z bad [yued ynough: 
and bis formes Eſau ⁊ Jacob buried him. 


The XXXVI.Chapter. 


Gwe isis the generacis of fan, whic 
is called Edom. phe acess cP 7 


thedougbeers of Canaan. ·Ada the *Ge-s7.a 


song —— — ⁊ Ahalibama 
the doug! of Ansa, the childes hilbeof se 
beonthe Seuyte: And Bafmatl — is 
doughter , the ſiſter of Nebaioth. And Ava 
bare — vnto Eſau. Baſmath bare 
Beguel. Ahalibama bare Jeus. Jaelam, z 
Borꝛah. Theſe ave the childꝛẽ of Efan, $ we 

re borne vnto him in che lande of Canaan. 

And ELfau coke his wines ſonnes z dough 
ters, and all che foules of bis bone, bis firb- 
ſtaunce, and allthe catell with alltbe goo⸗ 
des that be bad gotten in thelanbe of Car 
naar, and wentẽ isto a countre awaye frs 
bis brother Jacob:for their fubfiaunce was 
fo greate, that they conde not dwell toge⸗ 
ther:and the londe rhherin they were ftraun- 
gers,mig bt not olde them becanfe of theie 
— So Eſau dwelt vpon mount Seir. 

nd Eſau is Edom. 

This is ? generacis of Eſau, of whõ are 
come } Edomites vpon F mount Seir. And 
rheſe are ? names of the childzé of Efaur E⸗ 
lipbas > fonne of Ada Eſaus wife: Reguel 
F fonne of Baſmath Lfaus wife: The fon- 
nes of Eliphas were thefe:Theman, Omar, 


Bepbho, Gaetham ⁊ Kenas. And*Thimne +cesed 


was a concubyne of Elyphas F fonne of &- 
fau,and bare him Amaleck. Thefe are F chil 
dren of Ada Efans wyfe. 

The childꝛen of Reguel are thefe: Na⸗ 
bath Serab,Samma, Niſa. Thefe are the 
children of Dajinath Eſaus wife. 

The dildzen of Abalibamea €faus wife 
the donghter of Ana, that was the chudes 
childe of Zibeon (which fhe bare vnto fan) 
are theſe: Jens, Jaelam and Korah. 


4 Ffinads vce,s8b 
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C Tbefearethe pryncesamdge the chiloré 

ofFiau. Che chilorenofEliphas the firſt 

fonne of Efau,werethefe: Che prynce Cher 

man , ? prynce Omar, the prynce Sepho, the 
prynce Kenas, the prynce Rorab,che pryny 

ce Gaetban, theprynce Amaleck. Thefeare 
the prynces of Eliphas inthe lave of 05, 

andarethe children of Ada. 

ind thefe are the childzen of Roguel E- 

fausfonne: > pzynce Nahath. $ pzynce Ge 
tab, > prynce Sama, > prynce Miſa. Theſe 
are $ prynces of Reguelin Flondeof $£- 

domites, z they are $ childzen of Baſmath 
Eſaus wife.Chefé are the children of Abali- 
bama Eſaus wife: Tbe prynce Jeus, prt 
ce Jaelam, the pzynce Korah. Theſe are rhe 
pꝛynces of Ahalibama, > ougheer of Ana 

Eſaus wife. Theſe arc > hildzé of Eſau and 
their pꝛinces. He is Edom. Thedildrenof 
Seir Horite dwelt in the londe are theſe: 

Lothan, Sobal,dibcon, Aina, Difon, ESer ⁊ 
Difan. Theſe are the prynces of the Horites, 

all children of Seir in the lonve of Idumea. 

Bue > cdildz of Lochan were theſe: Ho2,z 
Hemés,zLocbas fifter was calleð · Thimna. 

The childꝛen of Sobal were theſe: Aluã, 
Wianabat, Ebal, Sepho Onã. chu⸗ 
drẽ of Zibes were: Ais ⁊ Ana. This is the fe 


Leu as Ine Ana ð foũde Muiles in } wyldernes, wha 


betepte bis fathers Zibeons Aſſes. The chül 
Dzen of Aina were: Difor:z Ahalibama, Fis 
F doughter of Ana. Che hildzé of Difon we 
re: Hemdan. Eßban, Jethrã z Charan. The 
childzen of Ezer werẽe: Buhan. Seauã ⁊ Ac 
kan. The children of Diſan werer Vz z Aran. 
Theſe are ? prices of * Horites:Che pritt 
ce Lothan, > pzynce Gobal, } prynce Zibeð. 
> prynce Anca, F prynce Difon, F prince L- 
zer. F pꝛynce Difan. Chefe are the pzynces of 
the Horites, which ruled in $ londe of Geir. 
The tynges that reigned inthe londe of 
oumec(! — the childrẽ of Iſtael bad eny 
Eynge)arethefe:Bela $ fonne of Deo: was 
tynge in Edumes,z > nameofbis cite was 
Dinhaba.And whã Bela died, Jobab F fon 
neof Serab of Boſra was Fingeinbis ftea- 
de. When Jobab dycd, Huſam out of * lsde 
ofthe Themanites was kynge in bis ſteade. 
Whan Aufam dyed, Hadad F fone ofBe- 
dad which flewe * Madianites in $ Moabi 
tes feldewas Einge in bis fteade,z the name 
Of bis cite was Anith. Whan Hadad dyed, 
Samla of Maſteck was tinge in bis ſteade. 
Whe Sale died, Saul of Re! oboth by F 
water fyde, was Einge in bis fieade. Whan 
Saul dyed, Saat Hanã the fonne of Achbor 
was Eynge inbis ſteade. Whã Baal Hans 


The errvyj. Chap, 
the ſonne of Achbor dyed, Hadad was tinge 
in bis ſteade ⁊ the name of bis cite was pa 
§u,z bis wifes name was Mehet Abeel,che 
doughter of Marred, the doughter of Meſa 
bab.Cbus are che princes of Eſau called in 
their Eynreds,places z names : The prynce 
Thymna, 2 payee Alu, F prynce Jetheth. 
the prynce Ahalibama, the prynce Ela, the 
prynce Pynons,the prynce Kenas, > prynce 
Cheman, F prince Whibsar,the prance Mag 
diel, ? pzynce Fra. Theſe are the pzynces in 
Edumea like as they welt in lade of their 
poſſe ſſons. And Eſau is > father of $ Edo 
mites. The XXXVILChapter. 

Acobdweltin F lande,wherin his fr A 

ther was a firaunger , namely in the 

J, lade of Canaã. And thefe are F gene 

racios of Jacob. Joſeph was ſeuẽtene yeare 
olde, wba be became a Feper ofthe catel vb 
bis bretbzen,z chelad was wh the chiloren of 
Silha z Silpa bis fathers wynes,andcolve 
their facher of euell reporte p was of hẽ. 
Iſtael loued Joſeph more thẽ all his dyilozé 
becanfe be bad begottẽ him in his olde age, 
and he made bim @ cote ofmany coloures. 

Llow wha bis brethꝛẽ fare, Phis father 
Toned bim moze thé alll bis brethrẽ they bad 
enell wyll ac bim,z conde not fpeakea frẽdly 
worde vnto bi. Joſeph alfo bad once a drea 
me, and tolde bis brethrẽ therof. Thẽ hated 
they him > move, for he ſayder Heare J praye 
you what J dreamed. Me thought we were 
byndinge fheenes vps felde z my ſhefe a- 
rofé,and ſtode vp,and youre ſheeuss rounde 
abonte made obeyfannce onto my ſhefe. 

— bis bꝛet hrẽ vnto him: Shale p, 
thou be $ Finge,and haue dom ynis ouer vor 
nd ehey hated him yer F more, becanfe of 
bis dreame,z bis wordes. Andhe had yet a- 
nother dreame, which be tolde bis bret hrẽ, 
[aide : Beholde. J had yet another dꝛe ame: 
Me thought > Sonne z * Moone ⁊ eleven: 
ſtarres made obeiſaũce co me. And wha this 
was tolde bis father and bis brethrẽ bis fa 
ther repzoued bim, z ſayde ontobim: What 
maner of dreame isthis, $ thou baft drea · 
med? Shall J zeby mother, Tthy biethren 
come fall before * vpon the groves And 
bis brethrẽ had envieat him. Dut bis father 
marcFed this fayenge. 

Now whe pis brethien were gone forth C 
toEepetheir fathers catell in Sichẽ. Iſrael 
fayde vnto Joſeph: Do not } bicthien kepe 
the catellin Sichem; Ceme. J wil fendethe 


xnto thé.de anfivered:* Heream 3. Andbe vipeg 24 


fayde: Go thy waye,and lote whether ithe 
well t rhy brethren and with > catell, and 
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brynge me worde agayne how itis. Andbe 

fence bim oucof che valley of Hebron,to go 

wnto Sichem. i 
Then a certayne man founde bint, wan- 

brings our of bis waye in che felde, which 

ared bim,and fa yde: Whom fete thou? He 
anſwered: Iſeke my brechzen:cell me Ipray 
the where chey tepe. The man ſayde? Chey 
are gone from hence, foz J herde chem faye: 

Icc vs go vnto Dothan. Cher folowed Fo- 

fepb afcer bis brethien, and founderbem at 

Dothan. 

Llow whan they ſawe bim a farre of, afo 
rebe came at thẽ they deuyſed to fleye bim, 
aud fayde oneto another : £0 ,therecSmeth 
the dzeamer, * come on, and let vs fley bim,z 
café bins in a pytt, and faye:a wicked beaſt 
bach dexoured bim:thé ſhal it befene, what 
bis Dzeames are. 

When Ruben herde that, he wolde haue 
delyuered bins out of their bandes, z ſa yde: 
O lez vs not fley a foule. Ruben fayde moz- 
ouer vnto him: Shed no blonde, but café him 
invo this pytt v is in the wyldernes, zlaye 
ye no bades vpon bim.(e wolde bane dely- 
uercd bim ont of chetr haves, phemight be 
ue brought bim agayne onto bis fatber.) 

E  Wban Joſeph now came to bis brethꝛẽ 
they ſtryped bim out of bis core, that par- 
tye coloured cote which be bad vpon hům. z 
tote bim and café bim into ¢ pytt. But the 
fame pytt was emptye, and no water init,z 
they fac them dormne to eate. Inthe meane 
Feafonebey liftup their eyes, and fare a cõ · 
Pany of Iſmae lites cOmynge frem Gilead, 
with cheir camels , which barefpyces, bal- 
me, and myrre, and were goinge downe into 
Egipte. 

Then ſaide ae vnto bis brethrẽ: what 
helpeth it vs, chat we ſleye oure brother, and 
hyde his blondes Come, lec vs fell him vnto 
the Iſmaelites, char oure handes be not de- 
fyled vpon bim, foz be is oure brother, oure 
fleſh and bieude. And they bertened vnto 
him. 


D 
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And as the Madianites marchauut men 
wente by, chey drere Joſeph out ofthe pytt 
and ſolde him onto the Iſmaelites( for crs- 
tye fyluer pens which brought bim in ro E⸗ 
ipte· 
— Now whan Ruben came agayne vnto 
the pytt. ⁊ founde not Joſeph spam pe rent 
bis clothes,and came agayne te bis bꝛethrẽ 
and fayde: Thelad is not yonder, whyther 
[bal J gor Then toke they Joſephs cocez 
flere a goate,and ——— cote in > blow 
De, and ſent awaye that partie coloured co⸗ 
te,and canfed it be brought vnto their father 
and ſa yde: This haue we foundve, loke, whe- 
ther it be thy fonnes coate,ozno. 

Dur be Encwe it,and ſayde: It ts my fon, 
Mes coate 4a wicked beaft bath devoured 
bim, a rauyſhinge beaft bath rauyſhed Jos 
feph. And Yacob rẽte bis clorbes,and pat a 
ſack cloth aboute bis loynes, z mourned for 
bis ſonne a longe feafou. And all bis ſonnes 
zdoughters came vnto bim to forte him. 
Bue be wolde noc be cSforted,z faide:With 
ſorowe wil J go Downe in to she graue onto 
my fonne.2ind bis father wepte for him Sue 
the Madianites folde bim in Lgipte vnto 
Potipbar pharaos chefe Marſhall. 

be XXXVIU.Cha peer. 

T fortuned at the fametime, * Juda 

wente downe frõ bis brethren, z gat 

bim toa man called Hyra at Odol« 
Lams. 2nd) there Juda fawe ame of Canaãs 
doughter called Sua, and cote ber.And whe 
be bad lyen with her, ſhe conceaned and ba 
re a forme, whom fhe called Er. 

And fhe conceauedagayne, z bare a fore 
whõ fe called Ong. She proceaded yet fur 
ther,z bare a fonne,whs ſhecalledSela. And 
wha ſhe bad borne bim, fhe left of bearinges 

And Jude gaue bis firſt fonne Er a wie 
fe,whofename was Thamar. But he was 
wicked before the LOR DE,thor fore the LOR 
DE flew bim. Then fayde Juda vnto bis ſon 
neOnan:Go lic with thy brothers wife, and 
marye thyfelf with ber, that chou mayeft 
rayle vp fede vnto chy brother. But when 
Onan Enewe that che fede ſhulde not be bis 
owne, whan be laye with bis brot hers wife, 
he let it fall vpon the carth and defiroyedit, 
F be ſhulde not gens ſede vnto bis brother. 
This thinge that hedyd difpleafed the LOR 
DE ſore and be flewe him alfo. 

Then ſayde Judas vnto Chamar bis ſon 
nes wyfe. Rema yne a wyddow in thy fae 
thers houſe, ryil my ſome Sela be grorene: 
foz be thougir: peradueurure be minhedye 
alſo ite as bis brethren. So Thamar wente 


B 


Ak. 7.b 


sGeggd 


Pha. 104.¢ 


Dent. 25.0 


Che i. boke of Moſes. 


bit waye, and remained in bir fathers bon. 
Clow whs many da yes were pafi, * dough 
ter of Sua Judas wife dyed. 2nd whan Ju 
da bad left mournynge,be wente vp vnto 
Thimnath «co clyppe bis ſhepe rich bis 
fhepherde Hyra of Ovollam. 

C _ Chenrwasicrolde Thamar:beholde, thy 
father in lawe goeth vp onto Thimnach, 
to clyppe bis ſhepe. Chen put fle of * wyd 
bowes garmentes that ſhe bad vpon ber, 
conered and dyſgyſed bir felf, z fat hir dow· 
ne without the porte by the waye ſyde to 
warde Thymnath. For fbe fare that Se⸗ 
Ia was growne, and fhe was not geuen on- 
to bintco wife. 

Now whan Jude ſawe her, be thought 
it had bene an whoore, for fhe bad couered 
bir face: and be gat him to ber inthe waye, 
and ſaide: J praye the let me lye with the, for 
be Enewe not that it was bis doughter in 
lawe.Sbe anſwered: What wilt chou gene 
me,that thou ma yeſt lie with mer He fayde: 
J wil Ende the a kydd from the flocPe. She 
anfivered : Seue me a pledge chen tyll thou 
ſende it me. He ſa yde: What pledge wilt 
thon * geue the? fi 

She anfiwered : Thy fignet, and thy bra- 

* cclet,andtby ftaffebac He baftin by ba, 
de. Thenbe gauc it her, and laye with ber, 
and ſhe was with childe ofbim. And fhe 
gat bir vp, and wentebir waye,and layed of 
bir clo€e’, and puton bir wyddores garmẽ 
tes agayne. 

Gude fentebe kydd by bis ſhepherde of 
Wdolla,co fetch the pledge agayne fromtbe 
woman, and be foundeber nor. Then axed 
be the men of the fame place,z fayde:YObe- 
re is the whoore flat without in che waye? 
They anfwercd: There hath no whoore be- 
nebere. And he cameagayne vnto Judea, 
Gnd faide:3 haue not founde ber, mozouer * 
men of che fame place faive:that there bath 
no whoore bene there. Juda fayde: Let her 
tate it unto ber, left we bapply be ſhamed. 

for J bauc ſent the kydd, and chon haſt noc 
ounde ber. 

= Aſfterthre monethes it was tolde Gudea: 
Thamar thy vougheer in lawe hath p̃laied 
the whoore: and beholde, by whordeme ts 

e gotten with childe. ude fayde:brynge 

er Forth, that fhe mayebe brent. And whan 
ſhe was bong bt forth, fhe ſent onto bir ſa · 
ther inlawe,and ſayde: Bythe man ỹ oweth 
theſe, am J rb childe. And fhe ſayde Know· 
eſt chou whoſe is this ſignet, this bracelet z 
this ftaff Jude Encwethé,z fayde: She is 
moerighteous the J. for J gauẽ hir not my 
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fonne Sela: But he laye nomoze with ber. 

Wyhan the tymẽ came that ſhe ſhuide be 
delyuered, there were twwo twyns founde in 
bir wombe. And as fhe was now in traue· 
lynge,the one put out bis bande. Then che 
mydwife coke and boũde a reed threde abow 
teit,and ſaide: This ſhal come out firſt. Rut 
whan he pluckte in his hande aga yne, bis 
brother came forth. And ſhe fayde: Wherfo⸗ 
re is there a rentmayde ſor thy fatcz And be 
was called* Phares. Afterwarde came bis 
brot her forth, which bad ? reed threde abou 
te bis bande,and be was called Zara h. 


The XXX. Chapter. 
sy Ofeph was bꝛought downe into E· A 
* 


gipte,z Potiphat an Egipciã pha- Ces n 


taos chefe marſhall bought bum of 
Iſmaelites, brought him dorwne. And 
LORDE was wb Joſeph in ſo mod he beca- 
me a luck ye mi, z was in his maſter $ Egip 
cians houſe. And bis maſter ſawe ỹ the LOR 
DE wash him: for what ſo euer be dyd, the 
LORDEmadveitto pꝛoſpere inbis have: fo > 
founde fanéd in Bis moafters fight, z was 
is fernaunt.demade bim ruler of bis hou⸗ 
fe,and put all tbat be bad, onder bis bande. 
And frou the tyme forth that be bad made 
him ruler of bis boule and all bis goodes, > 
LORDEblefjed the E gipcians houfe fo: Fo- 
ſephs fate:andthere was nothynge but the 
very bleffynge of the LORDE in all $ be bad 
in} boule z inebe felde therfore left be all * 
be bat, in Joſephs hande. And medled with 
notbinge bimfelf, fave onely the bred that 
be ate. And Joſeph was fayze of bewtye, 
and well fanouved of face. 

And it forrnned after thefeactes,that bis BD 
maftere wife café bir eyes vpon Jofeph,and 
feyde: Slepe with me. But he denyed,and 
{aide vnto ber:Beboloe,my mafter knoweth 
not whatis in } houſe, and all chat be bath, 
that bath be put onder my bande.2ind ehe- 
reisno mano greate in the boule as J, and 
be bath kepte nothinge frome, ercepte the: 
fozrthou art bis wife.mow ſhuide Frbendo 
fo greate enell,and fynne agaynft God: But 
fhe fpatefoch wordes vnco Joſeph oaylic. 
VNeuertheles he herkened noe vnto ber,to fle 
peby ber,ozto bein ber company. 

It fortuned vpona tyme, that Joſeph C 
wente in tothe houſe co do bis buſynẽſſe and 
there was none of > folkes of the houſe the 
reby.2ind ſhe caught bim by bis garment,z 
fayde: Slepe with me. But be ie the gar- 
ment in bir: Banve, and fled, and gar bim ous 


ofthe boufe. 


flag. 
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Clow whé [he fare tbat he bad left bis 
garmẽt in bir bande, and fled out. ſhe called 
the folkes inthe houſe, and fayde vnto thẽ: 
Lo,be bath brought vs in the Hebrue, to do 
vs flame. Se came in bere vnto me, to flepe 
by me: but cried with loude voyce. And 
whan be herde that J made a noyſẽ ⁊ cried, 
be left bis garmet bere by me, and fled, and 
ranne out. 

D And fe layed vp his garmẽt by ber, tyll 
bis mafter camebome, and tolde bint euen 
the fame wordes,and fayde: Che Hebrue ler 
uaunt whom thou broughteſt bere vnto vs, 
camein here to me, for to do me ſhame. But 
whan J made a noyſe and cried ,beleft bis 
garment bere by me, and fled out. Whan 
bis mafter berde che wordes of bis wyfe 
pobidh fhetolde bins, and fayde: Chus bach 
the Hebiue ſeruaunt done ontome, be was 
ver y wꝛoth. ne 

E  Thenbismafter coke him, and put him in 

the p:efon, wherin the Binges prefoners late. 

Andebere he laye in preſon. But the LORDE 

was with bim, and badmercy vpon bin, 

canfed bimeo fynde faud in the ſight of the 

Officer of > pieſon ſo that he commitced all 

tbe prefoners of the prefon onto bis haves: 

thar what ſo euer were done, mightbe dome 
by bins. Sor tbe officer of the pean farwe,> 
the LORD Ewas with bim inall § ras 
vnder bis handes, and that what ſo euer be 
dyd the L OR DEmaveitco come profpe- 
roͤuſly to paffe. 

She XL. Chapeer. 

b Vd it fortuned after ebis,that F kyn 
ge of Egiptes cheſe bůtlar and F de 
—— ir lorde che kyn· 

ge of gipte. And Pharao was angrie b 
them, cauſedthem be put in preſon in ? che 
fe marſhals houſe, where Joſeph laye preſo 
ner. And the chefe marſhall put Joſeph vn⸗ 
to them, he might ſeruethem. And ſochey 
were int prefon for a ſeaſon. 

Andchey dreamed, both the butlar the 
Hater in one night, euery még bis owne drea 
me, and eucty deamebad bis ĩnterpretaciõ. 
Low in themomynge whan Joſeph came 
in vnto them, and fare that theyloked ſad ⸗ 
ly, be axed chem and fayde: Why ioke ye ſo 
ſadly co daye? Chey anfwered: We haue 
Dreamed, and haue no man to declare it on- 
to vs. Joſeph fayde : Interpꝛretinge belon- 
geth onto God, buecell it me yer. 

BH Then the chefe butlar colde Joſeph bis 
dreame, and aide onto bint: J drẽeamed that 
there was a vyne before me, which bad thre 
bꝛaunches, and it budded, grewe and bare 


Che rl. Chap. Bro. xviij. 
Lloffoms, andthe grapes therof were rype. 
And J bad pharaos — in jest 
tote(the grapes and wionge thẽ in to F cup 
pe, and gaue Pharao the cuppein bis have. 

Joſeph fayde: This is che interpretacis: 
The thie braunches arethze da yes and ouer 
thie dayes ſhall Pharao take the, and putt 
the in thine office agayne, that thou mayeft 
geue bim che cuppe in bis banve after che 
olde maner, wha thou waft bis butlar. But 
whan chou art in chy profperite, thynke v- 
pon me, and ſhewe me Eyndneffe , that thou 
ma yeſt certific Dharao of me, pbemaic brin 
geme out ofthis boufe:foz 3 was prencly ca 
ried out ofthe lands of che Hebrues, and be- 
re alſo haue J donenotbingethatthey ſhul 
de hauẽ put m̃e in this dongeon. 

Whan the chefe baker fawe thatthe in · C 

netacion was Food, befayde wnto Jor 
feph: J drꝛeamed that J bare thze wyker baf- 
kettes vponmy beade, andin > vppermoſt 
bafter all maner of bate meates unto pha 
rao, and che foules ate out of thebapter v- 


ponmy beade, 

. Soleph anfivered,and fayde : Thisisthe 
inves pretacion: Che thie baptettes are thie 
ayes, and Ste thiedayes ſhall pharao 


tatetbe, and the vᷣpon the galowe, 
andthe foules cate fleſh from of. 
2nd vpon the thirde daye it came to pa 


ſe that pharao belde bis * byrth daye, and 
made a feaft onto all bis feruauntes, andro 
Be che chefe butlar and the chefe batter befo- 
te all bis feruauntes , andreftored the chefe 
butlar co bis butlarfhipeagayne, fo that be 
reached the cuppe into Pharaos bande. As. 
forthe chefe bater,be caufedbim be banged 
— 8 Jo re * —— onto bint. 

euercheleſſe che: utlar thou not 
on Jofepb, but forgat him. —— 

The XLi.Chapter. 


Lid after ewo yeares Pharao hada A 
Of dzeame,bow that beltoee by @ wa⸗ 

ter ſyderand beholde, out ofthe water 
there came feuen goodly tyne, and farflef= 
bed, and wente fedinge inthe medowe. Af⸗ 
ter thefe be fare ot her ſeuen tyne come oue 
ofthe water, which were encll fauoured and 
leane flefhed,and wente by the Eyne vpon > 
water ſyderand the enell fanoured lene Fyne 
ate vp the ſeuen goodly and fact kyne Then 
Pbharaoawated. 

And beflepte agayne, and dreamed the 
feconde tyme. And be fawe that ſtuen eares 
of come grewe vpon one ſtalke. fill and 
Good. Afterwarde be ſawe ſeuẽ thynne and 


#Mataga 


“ RLYw be DOLE OF “ede, 


Blaffed cares come vp, andthe ſeuen thynne 
Gates deuoured the ſeuen greate and fullea- 
res. Then Pharao awaked, and ſawe that 
it was a dicame.And whan it was Daye, bis 
ſprete was troubled, and be fente our, zcan- 

ed to call all chefoychfaycrsin Egipte zall 
the wyſe men, and tolde them bis dzeame. 

But there was none, that conde tell Pba- 

tao the interpretacton of it. 

Then fpate the chefe butlar onto pha- 
rao, and ſaide: This daye do Iremembre my 
fawte. Whan pharao was angrie with bis 
feruaunces, and put mein prefon with > che 
febaterin  hefemarfhals boufe,we drea 
med both in one night every ma bis dzeame, 
bauinge bis owne interpzecacion.Cbhen was 
there with vs a yonge manan Hebrue, che 
chefe marfbals ſeruaunt, vnto whom werol 
Deic,and he declared oure dreames vnto vs, 
vnto euerymã acozdinge to bis dꝛe ame. And 
as bedeclared it vnto vᷣo ſo came it to paffe. 
Foꝛ J was reſtored onto myne office, and be 
was banged. 

Chen boss fent and called for Joſe ph 
and they ler him out ofthe dongeon. And 
belecbimfelf be fhauen, andchaunged bis 
elocbes,and came in onto Pharao. Then fai 
depharao vnto him: bauc dreamed a drea 
me, and there is no man that can interprete 
ic: but J haue herde tell of the, that whã 
thou beareft a dre ame, thou declareftit. Jo⸗ 
ſeph anfivered Pharao, and ſa yde: Sod ſhall 
geue Pharao a proſperous anfivere, yee well 
without me. 

Cprharao fayde vnto Joſeph: J dreamed 
that J ſtode by a water fyde, and bebolve, 
out of the water there came feuen tyne, fat- 
Flefhed and goodly,and wente fedinge in > 
medore. And after them J fare other ſeuẽ 
tyne come ont, chynne, evell fauoured, and 
leenfleſhed. So euell fauoured fawe F neuer 
in all the lande of gipte. 2nd the ſenen lee- 
ne and euell fauonred Fyne, ate vp the ſeuen 
firſt fac Eyne. 2nd whan they had eatẽ them 
vp a mart conde not perceane thattheybad 
eaten them,z were as evell fauouredasthey 
were afore. Then J aw abed. 

And FZ ſawe agayne in my dreame fevers 
eares of come, growinge vpõ ene ftalte, full 
and good. A frerwarde there ſpronge vp fe- 
ven wythred eares, thyme and blafied, and 
the ſeuen thynne eares devoured the ſeuen 
good eares. And J haue ſhewed ic vnto my 
—— but they can cell me nothinge 
therof. 

D Delph anfirered pharao: Both pha- 
raos dreames are one. God ſhen eth phe 
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340 what be wil do The ſeuen good Fyne are 
feuen yeares,and che ſeuen good eares are fe- 
wen yeares alſo. It is one dieame. The ſcuen 
leenẽ and eucll fauoured Fyne, chat came vp 
@feerebem,are ſeuen yeares. And the ſeuen 
thynnẽ and blaſted eares, ſhalbe ſeuen yeares 
ofderth. This is now the thinge whic) J 
olde pharao, that Gov ſheweth pbharad, 
what be wyll do. 

Beholde there ſhal come ſeuen yeares wo 
greate plenteduſnes in * whole lande of E⸗ 
Fipte, and after che fame there ſhall come ſe · 
nen yeares of derth, ſo that ali this plence- 
ouſnes ſhalbe forgotten in > lande of Egip 
terand the derth fhall conſuͤme the lane, fo 
that the plente ouſnes ſhal not be perce aucd 
inthelande, becanfe ofthe derth chat com⸗ 
meth cherafter, forit fhall be very greate. 
Wobere as Pharao dreamed che fecondery- 
me, it figmfiech that this thinge is furely 
— of Gov, andthat God wil ſhortly 

ꝛynge the fameto paffe. 

Let Pharac now prouyde fora man of E 
vnderſtoͤndinge z wyß dome, whom he maye 
fer ouer the lande of Egipte, and ſe that he 
ordene officers in the londe, and tate ỹ fifth 
(parte) ofthe lande of Egipte tn che fener 

lenteous yeares, and gather all 3 foode F 

come of the plentcous yeares, that they 
mayelaye vp come wonder Pharaos power 
for ſuſte naun ce in the cities, andtepeit, ᷣ 
theremaye be foode founde prepared for the 
lande in the fenen deare yeares , which ſhall 
come vpon the lande of Egipte that the lan 
de be noͤt deſtroyed ofhonger. The fayenge 
pleaféd pbarao well and allbis ſeruaũtes. 
nd Pharao faydve vnto bis fervauntesy 
How might we fynde ſoch a man,in whom 
isthe fpxete of God v And fayde vnto Yo 
ſepr For fo moch as God bath fhewed F all 
this, there is none of ſoch vnderſtondinge z 
wyßdome as thou. 

Chow fhalt be ouer my houſe, and acor F 
dinge vnes thy worde fhallall my people o- 
beyezonely in the kynges feate wyll J be me⸗ 
re then thon.2ind be fayde : Beholde. J ba- 
ue fet the over the whole lande of Egipte. 
And betoke of bis ringe from bis have, and 
gaue it Joſeph in bis have,and cloched him 
with whyte ſylle and hongea dyeyne of gol 
geabonte bis neck, andmade bim ryde vpS 
the feconve caret :and caufed it be procia⸗ 
tied before bim, that men ſhulde bowe their 
Enees vnto bim, as cobim whõ Pharao had 
feconer the whole lande of Egipte. 

And Pharacfayde wnto Isſeph: Jam 
Pbarao:without chy wyll yall no man mo 
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ue bis hande o2 bis fote in all the lãde Egip 
And be called him · Zaphnath pacna,z 
gaue bina wife, euen Aſnath che dough⸗ 
ter of Potiphar che preſt of On.SoFojeph 
wente out, ſor to vyfercbelandeof Egipte. 
(And be was thirtie yeare olde, whan be fio 
de before Pharao. ) And be departed frem 
Pharao, and wente chozow all che lande of 
Egipte. 

And the londe dyd ſo thoſe ſeuen plente 
ous yeares, and they gathered all the foede 
of the ſeuen yeares that were in the lande of 
Egipte, zlayeditinche cities. Lole what 
foode grewein che felde rounde abouteeue 
ry cite,they puciccherin. So Joſeph layed 
vp the comein ftoare, and that moc aboue 
meafure,as the fonde of che ſeerin ſo moch y 
belefe of nombzynge of ic, for it coude not 
be nombꝛed. 

SAnd vnto Joſeph there were borne two 


nathpae- 


Gen.46.¢ formes(before  derth came)wbom Aſnath 


Adz. 


the dougbter of Potiphar preft of On bare 
onto him ind ——— e Manaſſes: 
ſor God (fayve be bath canfed me to forget 
allmy Ieboure, and all my fatbers fe. 
The feconde called he Ephraim: for God 
(fayde beybath caufed meto growein Flan 
de of my crouble. 

Now whan ¥ ſeuen plenteous yeares we 
re ended in Egipte, then beganne the ſeuen 
Deare yeares to come, wherof Joſeph had 
ſayde. Andebere was derch in alllanvdes, 
but in all the lave of Egipte there was foo- 
de. Now whan thelande of Egipte began- 
neto ſuffre bonger alfo,che people cryed on 
to Pharao for bied. Sut Pharao ſayde vnto 
all * Lgipcians:Go onto Fofeph, what he 
ſayeth vnto you, $d00.So whan there was 
derth in all ¥ Lede, Ioſeph opened all Fras 
by bim,z folde vncothe Egipcians. Thus ¥ 
derth preuayled in the lande, z all conntrees 
came to Egipte to bye at Zoſeph: for the 
derth was mightiein all landes. 

The XL. Chapter. 
SS Han Jacob fawe that there was 


b 


a 
mod) cone in Egipte, be ſayde vn 

<M’ 0 bis fonnes Doky gape yer Be- 
holde, J heare that ebere is mody corne int 
Egipte go downe z bye vs come, Free maie 
Tyue,z not dyc.So Joſe phs ten brethrẽ wen 
tedorneto bye corne in Egipte. As fo: Ben 
Jamyn Fofephs brother, Jacob wolde noe 
let bim go wb bis beethzé, for be fayde: Some 
nny {Fortine mighe happen vnto him. So * 
childrẽ of Fftacl came co bye come, amonge 
ether ¥ came xb them: for there was derth 
alfoin ¥ lande of Canaan. But Joſeph was 
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gouernonre in the Lande, and ſolde corne vn 
toallcbe peoplein the lande. 

Ytow wha bis brerh:e came to him, they 
fell dorvne to the grounde befoze bim vpon 
their faces. And he ſar ethem, z knewe thé, 
and helde him ſelf ſtraunge towarde them, 
and talked roughly with them, and ſaide vn 
to them: Whence come ye? They ſayde: Out 
ofthe lande of Canaan co bye vyrayle Ne⸗ 
uertheles though be Encwve them, yet kuewe 
they not bins. And Joſeph choughe vpon ¥ 
dzeames that be bad dreamed of chem, and 
Jayde vntothem: Ye are ſpyes, and are come 
to ſe where the lande is cpen. 

They anſwered him:Lo my lorde thy fer 
uauntes are come to bye vytayle: we are all 
one mans fonnes, we are vnfayned, and thy 
ſeruauntes were neuer ſpyes. de ſayde vnto 
thé: No,ʒ but ye are comeco fe where the lan 
de is open They anfivered bim: We eby ſer 
uauntes are twolue brethren, the formes of 
one man in the lãde of Canaan, and the yon 
geſt is with oure father: as foz one, be is 
awa ye. 

Zoͤſeph ſayde vnto them; This is it that 
I ſayde vnto yourſpyes are ye. Here by wyll 
4 pꝛoue you:By the life of Pharao ye fail 
not get hence, excepte youre yongeſt brocber 
come bitber. Gende awaye one of you co 
fetch youre brother, but ye ſhalbe in pꝛeſon. 
Thus wyll Ferye out yo wordes, wherber 
goaboute w trueth oz not:forels , bythe 
life of Pharao ye are fpyes . And be put thẽ 
together in warde thie dayes longe. 

Vpon the thirdedaye hefayde vnto the: 
MF ye wil Lyne,ché dothus, for J feare Gov: 
RF yebe vnfa yned, let oncof youre brethren 
Tye bounde in youre preſon ĩ but go ye youre 
yoaye, and cary home the neceffary foode,z 
beynge me youre yongeſt brother, (> wyll J 
belene youre wordes, chat ye hall not dye. 
And fo they dyd. 

And they fayde oneto anoeber: This ha⸗ 
ue we deferued againſt ourebzotber, in that 
we ſawe the anguyſh of bis foule, whanbe 
befought vs ,and we woldenot beare him: 
therfore cOmeth now this trouble vpon vs. 
Ruben anfivered chem, and ſaide: Tolde noe 
Jyou F fame, whan J fayde: © ſynne noe 
agaynft y lad, but ye wolde not heare. Mow 
is bisbloude requyzed . But they Enew nor 
that Joſeph onderftoveit , for be ſpake vn⸗ 
to tbe by an interpacter. And he turned bint 
fremebem,and wepte. Now whanke bai 
turned bim corbemacayne, andtalfer ro 
them, ke rote S ynron fiemamence 2 
bounde bint before their eyes, and commaun 

> 


Bb 


2 
Q 


Gen.57 


Lhe i. boke of Moſes. 


ded to fyll their facFes wb come, and to put 
enucry mans money in bis ſack, and to geue 
every one biserpenfes by che waye. And ſo 
reas It Done vnto then. 

D — Anoebeyladvedebeir come vponcheir AL 
fes,and departedehence. But whan one ope 
ned bis facFero gene bis Affe proucnder in 
the Tine, be fpycd bis moncy in bis ſack 
mouth, and fayde vnto bis brethren: My mo 
ney is reſtorcdine agayne:lo,icis in my ſack. 
Then their hertes fa yled them, and they we- 
re afrayed amonge them ſelues, and fayde: 
Wyherfoꝛe hath God done this vnto vs? 

Yow whan they came heme to Jacob 
their facber in thẽ lade of Canaan, they col- 
de him allchat had happened wnto chem, z 
fayde : Che man that is lorde of che londe, 
[pake roughly covs,and tote vs for ſpyes of 
the countre, 2nd whan we anfivered:weare 
vn fayned,z were never fpyes , tut are t wol · 
ue brethren the fonnes of oure farber:oneis 
awaye, andebe yongeft is yer this daye wb 
oure father inthe lande of Canaan, He fay- 
de: Hereby wyl F marke, chat ye are onfay- 
ned: Leane one of youre brethren with me,z 
tate foode neceffary for youre boufes,zg0 
youre waye, and brynge youre yongeft bze- 
ther vnto me:fo ſhai I knowe that ye are no 
ſpyes, but unfayned:thé ſhal J delyuer you 
youre brother alfo, and ye maye occupie in 
thelanve. 

And whan they opened cheir ſackes, eue⸗ 
ryman founde bis boundell of money in his 
face. And whã they and their father fawe, 
thacic was the bundels of their money,they 
were afrayed. 

Then ſayde Jacob theit father: Mebane 
robbed me of my childꝛen. Jofepb is awaye, 
Simeon is awaye, and ye will cate Ben Ja 
min awaye: It goeth all ouerme. Ruben an 
fevered bis father z ſayde:f beyngebim 
mot to the againe, then flayemy two fonnes: 
delyuer bim but in co my hande. J wyl bzyn- 
gebim agayne onto the. He ſa yde:my fonne 
fbalnoc go downe with you: for bis brother 
ts decd,and beis left alone.xfenymyffortu- 
ate ſhulde papper vnto bim by the waye © 
ye Go, ye ſhulde bringe my graye bayze with 
ſorowe dorvne vnto tbe graue. 

The XLII. Chapter. 

a Vt the derth oppzefjed ¥ lande. And 

B whan all the vycales that they bad 

brought out of Egipre were fpent, 

Jacob their facber fayde vnto them: Go a- 
gayne,and bye vs a litle foode. 

Thẽ Juda anfivercd bim,and fayde:The 

man [eave vnto vs, and fayde : ye ſhal not fe 
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my face, exce pte youre bretber be with yor. 
Rf fe benow that thou wilt fende oure bio 
ther with vs, we wil go downe, and bye the 
foode . Buc yf chou wilt not fende him , we 
wyl not go Downe. For the man fayde vnto 
vs: me ſhal noc fe my face,ercepte youre bro · 
ther be with you. 

Iſtael fayde: Wher fore haue ye done this 
euell onco me, cocell * man that ye had yee 
a brothers They anfiwered: The man enque- 
red foftrately of vs and of cure tynrcde,z 
fayde: Js youre father yet a lyue 7 Hane ye 
yet a brother 7 Then tolde we him, as 
axed vs. How coulde we Enowe, that he wok 
de faye: brynge youre brot her downe wh you? 
Then fayde Juda onto Iſrael his farber: 
Let the lad go with me, tharwe maye gee 
vs vp and take oureiourney, andlyne,and 
notdye, both we and chou, and oure chiidrẽ. 
» Jrvyll be ſuertye for him, of my handes 
[Hale thou requyze bim. FF beynge bins 
not onto cheagayne, z fet bim before chine 
eyes, J wil beare F blamemylifelonge. Foz 
yf webad not made this tarienge, we bad 
now bene come agayne twyſe. 

Then fayde If ael their father onto thé: 
RF it muſt nedes be fo, then dotbis :tateof 
the beft frutes of the lande in youre ſackes. 
and brynge the man a prefentia curteſy bal- 
me, anð bony, and fpyces,and myzre, anid da 
tes,and almondes . Tate other moncy with 
youalf>, and the money that was brought 
agayne in youre ſacke mouthes, cary itagay 
ne with you: peraduenture it was an ouer- 
ſight. And cate youre brother, get you vp,z C 
goagayne vnto cheman. Che Allmightie 
God gene youmercy inthe fight of > mar, 
that be mayelet you banc youre other bio- 
ther,and Ben Jamin. As fume Imuſt be 
a8 one,thatis robbed of bis childzen. 

Then ehey coke the prefent,and orber mo 
ney with ehem,and Ben Yamin, gacché vp, 
and wente in co E⸗ oa, fEove before Fo 
fepb. Then Foepb heldethem with Ben 
Jamin,andfayde vnto the ruier of bis hou· 
fe: Bringe theſe men in, and fley,zmake rea · 
dy, for they ſhal dyne with me at noone. And 
the man dyd as Joſeph bad bim, z brought 
the men in co Joſephs boufe. 

Oban they were brought into Joſephs 
bonfe,they were afrayed,and faydve:YOc are 
brought bither becanfe of the money, that 
came agaynein oure faces atthe firſt to py 
ke a quarell with vs, and to laye femetbinge 
to oure charge, and to take vs for bonde fer- 
uauntes with oure Aſſes. 

Therfore came they to F man, that was D 
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tuler of Joſephs boule, and talked wd bins 
ac che dodre and j&yde:Syr,* we came Dorw- 
ne ac che firjé to bye foove,and whan we ca- 
mmc in che Inne, and opened oure ſackes, be- 
bolde, every mans money was ut bis ſack 
mouch with fall weigher: therfore baue we 
brought ic with vs agayne, z haue bioughe 
orber money with vs alfo, co bye foode : duůt 
wwe cannot cell, bo put oure mone y in oure 
ſackes. 

He ſayde: Be content, feare you not, youre 
God euen F God of youre fathers hath ge- 
BE you Y treaſure in youre [acFes, J had you 
re mone y. And be brougbe forth Sumcon vn 
to them, and led them in to Isſephs boufe, 
and gaue them water co wãaſh their fere,z 
ganecheir A ffes prouender. 
£ _ Andcheymadereadye ¥ preſent, age ynſt 
Joſeph came at noone: for they berde, chey 
ſhulde dynechere. Plow whan Joſeph wen 
teinto the houſe they brouxbe bim home y 
pr fentcbatebey bad, and fril downe to the 
grounde before him. But he welcomed chem 
curteon|ly,and ſa yde: Is youre fatber,(ebac 
olde man which ye colde me of ) in good 
bealth 7 Ys be yet alyue 7 They anfivered: 
Thy fernaunt oure father is in good bealch, 
andis yer alyue. And chey bowed chem fel- 
wes,and fell downe before him. 

Andbelife vp his eyes, and fawe bis bro 
ther Ben Jamin bis mothers forme, and fat 
det Fs this eee yongeſt brother, that ye 
toldẽ me of 7 And be ſa yde morouer:God be 
mercifull vnto the my ſonne. And Joſeph 
made haiſt(for che grounde of his hert was 
Eyndled towarde bis brother and ſought 
bow be might wepe,z wente in to bis dam 
ber,and weprechere. 

§ And whan be had walked bis face, be 
wente out, andrefrayned bim felf, andfay 
de:ſet bred (onthe table.) And they brought 
vnto bim by bim (elf, and onto them by the 
felues,andeo the Egipcians alſo chat ate wb 
them, by chem felues. (For the Lgipcians 
darre not eate bred with the Ebrues, that is 
an abbominacion ontocbem.) 2nd they we 
re fet ouer agaynft bim, the firft borne acor⸗ 
dingeto bis firſt byrth, and the yongeſt af 
ter bts youth. Chey marueled at it amonge 
them élues, and there were bouche chens 
findzye meates fiem bis table. Bute Bern 
amine parte was fyue cymes more then 
tbe other . And they dronke, and were mery 
with him. 

f The XLIM. Chapter. 

a Sf Lio Fofeph commaunded the ruler 

of bis boufe,and ſayde: Fyll che mess 


Che plttij. Chap. Fo. xx. 
faces with foode, as mod) as theymaye 
carye, and put enery mans moneyin bis fac 
Fe month, z put my fyluer cuppein the ſack 
mouch of the yongeft with themoney for ¥ 
vytayles. He dyd as Joſeph had ſa yde. And 
onthe morow whan ĩt was daye, they lee * 
men go rich their Aſſes. 

Dut whan chey were out of the cite,and 
not come farre, Joſeph fayde co cheruler of 
bis boule: Op, and folowe after the mé,and 
whan thou ouercakefécbent, fate vnto chem: 
Wher fore haue ye rewarded euell for good? 
Js not chat ic, that my lorde dzynkerh out 
ofvand chat be prophecieth withall ? It is 
euell Done of you,that ye haue done. 

And whan hebad ouercatenchem,befay B 
de the ſame wordes vnto them. Chey anfive- 
red him: Wherfore ſateth my lorde ſoch woe 
des? God forbyd, that thy ſeruauntes Mul · 
de do eny [och thinge Beholde, the money 
that we foũde in oure ſackes mout hes, that 
bꝛought we vnto the agayne, out of chelan 
de of Canaan:bow flulde we then haue ſtol 
len either fyluer oz golde out of chy lordes 
bonfe 7 Lote by whom itfhall be foundea- 
monge thy fernauntes, let him dye : yee and 
we alfo.wyll be my lozdes bondaien. He fay- 
deilecicfo be, as ye haue fpoten. Lotic by 
whom it ſhall be founde, lee him be my fer- 
taunt, but ye fhalbe barmleffe, 

Andeheymave haifé, andcokedowneene 
ty man bis ſack co the grounde, and eucry 
man opened bis facF : And be ſearched be⸗ 
ganne at the greateft vnto che yongeft, and 
the cuppe was foundein Ben Jamins face 
Be. Thenrencechey their clothes, and cuery 
man lade che burthen vpon bis 20 ffe, z wen- 
te agayne onto the cite. And juda wente 
with bis brethren vnto Joſe phs houſe (for 
bewasehereyer)andebey fell be fore him on 
the groũde. Joſeph ſayde vnto them: What 
maner Of dede ischis, chat ye haue done? 
Rnewe ye not, that ſoch a man as J am, can 
Prophecy? 

Juda fayde: What ſhall we faye ontomy C 
lorde? or bow fhal we fpeatevand what er- 
cuſe hal we mates Goo bath founve out F 
roickedneffe of thy feruauntes. Bebolve,we 
and be, by whom the cuppe is founde, ave 
my lordes feruauntes - ur be fayde: God 
fozbyd that J ſhulde do fo. The man by 
whom the cuppeis founde, fall by my fer~ 
vaunt , but go ye vp in peace vnto youre fa- 
ther. 

THE ſtepte Juda vnto bint, and ſayde: 
My lore, lec chy ſeruaunt ſpeabe one wor⸗ 
de int hine eares my lorde, be not Iſpune ar 
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§ ſernaunt alfo,for thou art ent as pharao. 
MNy lore aged bis fernaunres , and fayde: 
anc ye yee a father or brocber > Then an- 
fevered we: We bauea father, whidyis olve, 
and a yonge lad begotten in bis age, and 
bis brother is decd, zbeis left alone of bis 
mother, and bis father lo ueth him. 

D Then ſaydeſt thew : Bzynge him downe 
wnto me, and J wil fe bim . Duc we anſwe⸗ 
red my lorde: Che lad can noe come frem 
bis father , yf be ſhulde come from bim,be 
were but a Deed man. Then ſaydeſt thou vn- 


Gen.gz.a to thyſeruauntes: Hf youre yongeft brot her 


come not bither with you, ye fall fe my fa- 
cenomore. Then wente we vp vntothy fer- 
uaunt my facber, andtolde bim my lordes 
wordes. Chen fayde oure farber : Go youre 
woaye agayne, and bye vs a litle foode. Bue 
we ſayder We can noc go downe, ercepte ou 
re yongeſt brother be with vs, then wyll we 
go Downe: for we darre not loke the man in 
the face,yf oure yongeſt brother benot with 
vs. Then ſayde chy feruaunt my facber on, 
to vs : NeEnowe thacmy wife bare metwo 
omnes , one wente out frome , and J fayve: 
omeal 
fo,and eny myſfortune happẽ bim,then ſhal 


Gen.gs.e yebtyngemy gray beer wich ſororve dow- 


ne vnto che qraue, 

RF J now come home onto my facber,z 
thelad be noe with me (feynge bis foule ban 
geth by the foule of this) then ſhall ie come 
to paffe, chat yf befe nocebe ladebere , be 
Phat oye. So ſhal we thy ſeruauntes brynge 
the gray beer of chy ſeruaunt oure father 
with fozowe Domne co che graue. For Jeby 


Gen.43-b ſeruaunt became fuercye for che lad vnto my 


father,and ſayde: yf JI brynge him not aga y 
ne, J will beare che blame all my lyfe longe. 
Ther fore let thy ſeruaunt byde herein ftea- 


de of F lad, to be my lordes bonde man and 
can J go vp vnto my father, yf the lad be 
not with he ⁊? Then fhulde 3 fecbemyfery 

The XLV. Chapter. 

a Hen conde noe — refrayne him 
x bim : and be cOmaunded every mart 
to go ont from bim,and there ſtode no man 
bis brethren. And be wepte loude ſo that * 
gipcians and pharacs heuſholde herde 
fepb is my fatber yer alyne 72nd bis bre- 
thren conlde not anfivere bim,chey were fo 


let the lad go vp with bis brethren. Gor how 
that ſhuide bappen vnto my father. 

ſelf before all chem that ſtode aboute 
by bim, whan Joſeph veered him ſelf onto 
it. 21nd be fayde onto bis bretbeen: J am Jo⸗ 
al · aſhed before bis fave. But he ſayde: Cor 


Khe xlv. Chap, 


me nye vnto me. And they came nye. Bnd be 


fayde : Jam Zoſeph youre brother. whons +Cesz.e 


ye foldcin to giptc. And now vexe not you 
refelues,z thintenot $ there is eny wrath, 
becanfe ye folve me bicber.~ For Gov fence 
me bither befoze you, for yo lyues fake. gor 
thefé are nore two yeares,that > derth bach 
bencin che lande and there are yet fyue yea- 
res bebynde,wherin there ſhalbẽ no plowin- 
gener barueft. 

Duc Gor ſent me hither before you, F be 
might let you remayne vponearth, andto 
ue youre lyues by a greate delyneraunce. 
And now, ic was not yetben that fence me bhi 
ther, bute God which bath made me a fa- 
ther vnto pharao, z lorde ouer alll bis bou- 
fé,and@ piynce in the whole lande of Eg 
te. Haiſt you therfore, and go vp wnto mete 
ther, and faye vnto bim: Thy fonne Joſeph 
fendech che this worde: God bach mademe 
lode in all Egipte, come downe vvnto mec,te 
rye not,thou ſhalt wel in the lande of Go- 
fen, and be wich me:thon and eby childzen, 
and thy childers childzé, thy fall and grea 
te catelland all that chou baft. Chere wyll 
mate pronyfion foꝛ che( forchere arc yer fy 
ne yeares of derth that ebou periſhe not v 
thine beufe, and allebacisthyne. Bcholde, 

oure eycs andthe eyes of my brother Dew 
Jamin fe, that J myne ovone felf fpeake vn 
toyou by mouth. Sbewe my father all my 
woꝛſhipe in Lgipte, and allebat ye haue fe- 
ne:haiſt you, and come downe bither with 


my facber. 
> be fellaboute bio brother Ben Ja⸗ 
myns neck,and wepee,and Hen Yamin wep 
te vpon bis neck aiſo And be kyſſed all bis 
bethzen, and wepre vpon them. And afeer- 
avarde talked bis beetbien & him. And this 
tydinges came into Pbaracs honfe : “o- 
Ephs dꝛet hꝛen are come, which pleaſed pba 
£40 well. and all bis feruanntes. 

2nd Pharao pate vnto Joſeph: Saye 
vnto thy bicthren:Do chus,labde youre beaſ⸗ 
tes, go youre waye,and whan ye comein to 
the lande of Canaan,tate youre father and 
youre houſholdes, and come vnto me J wyl 
Geuc you of the goodesin che lave of Egip 
te, fotbar ye fall eae the fatt in thelanbde. 
And becemmaunded them, Dothus, Tate 
you charettes out of ¥ landeof Egipte for 
youre children and wyues, and byynge you- 
re fatber , and come, and regarde nce youre 
houſholde ſtuff: for the goodes of all the la- 
de of Egipte fhalbe yours. 

The children of Iſrael dyd fo, and Jo⸗ 
ſeph gaue thẽ chareẽtes acordynge to Pha · 
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raos commaundement, and expenſes by the 
waye, and gaue them all, onto every ones 

chaunge of rayment : but onto Ben Jamin 
be gauethre hundreth ſyluer pens, and fyue 
chaunge of rayment . 2s for bis facber, be 
ſent him cent Aſſes laden with goodes out of 
Egipte, and ten Aſſes with comeand bred, 

and vytayles for bis facber by * waye.So 

be ſent awaye bis brethren, and fayde vnto 

chem:Seryne not bycbe waye. 

E Thus they dveparced ouc of Egipte, and 
came co the lande of Canaan vnto Jacob 
their facber, and tolde bin, and jayde: Thy 
ſonne Yofeph is yet alyue, andis a lorde in 
all chelanve of Egipte. But bis bert wane 
bed, foz be belened them not. Che telde they 
him all chewordes of Joſeph. which be had 
fayde vnto them. 2nd whan be fare y dya- 
rettes that Joſeph bad fent to fetch bim,bis 
ſprete renyned, z be fayve : J haue ynough, 
thatmy fonne Joſeph is yet a line J wil go, 
and fe bim, befize J dye. 

The XLVI. Chapter. 
Sreel coke bis iourncy with all chat 
be bad. 2nd whan be came to Berfe- 
¥, babe offred offerynges vnto ¥ God 
is father Iſaac · And Godfpate vnto 
him in a viſion by night : Jacob Jacob. He 
fayve:bere am JAnd be ſaide: Fam ¥ migh 
tie Govof chy father, be norafrayed to go 
into gipte, for there wyl FJ mates greate 

people of che. Fwyll go Downe with the, z 

wil brynge the vp alfd.2ind Joſeph fal laye 

bis bande vpon chine cyes. 

Then Jacob gat himvp from Berfeba, 
and ¥ childzenof Iſtael caried Jacob their 
father with their chiidzen and wyues vpon 
the charettes that Pharao had fentto cary 
bins. And they coke their cacell æ ſubſtaunce 
which they bad gotten inthe landeof Ca- 
naan, andfo came in to Egipte: · Jacob 
allbis feve with him, bis ailozen z bis chil- 
ders children with bim, bis dougbrers, and 
the doughters of bis childzen, zall bis ſede. 
B — Thefeare y names of che dildzen of Gf 
rael, which cameinto Egipte. Jacob z bis 
ſonnes.· The firfé borne ſonne of Jacob:Ru 
ben. The childzen of Ruben: Sanockh, pal- 
fu, Hezron and Charmi. The children of Se 
mon: Jemuel. jamin, Obad, Jachim Zohar 
and Saul the fone of che Cananitiſh wo⸗ 
man. The chilozé of Leut : Gerfon, Cabath 
⁊ Wierari.T he childzé of Juda: Er, Onar, 
Sela, phares z Serah. Burr and Onan 
dyed inthelande of Canaan, The childrẽ of 

bares: Hefton and Hamul. The children of 
fachar:Thola,pbus, job z Semron. The 


Che xlvi. Chap. Ro. ret. 
childzen of Sabulon: Gered, Elon and Jab 
leel. Theſe are the childzé of Lea, which fhe 
bare vnto Jacob in Meſopotamia with bis 
doughbrer Dina. Theſe all cogecher with ſon 
nes ẽ doughters make thie Tthirtie foules. 

The dnlozé of Gad:dipheon,HaggiGu C 
ni, ner Mite.” Arodi 33 — ane 
dren o fer: Jemna, na, Jeſui, Bꝛia ⁊ 
Sera oti The — Bria: He⸗ 
ber and Malchiel. Theſe are the children of 
Silpa whom Laban gauc onto Lea his 
doughter, and ſhe bare vnto Jacob theſe ſix 
tene ſoules. 

The childꝛẽ of Rachel Jacobs wife: Jo 
ſeph and Ben Jamin. And onto Joſephin 

> lanve of Egipte · were borne Mana ſſes 
andEpbiaim, whom Aſnath che doughter 
of; — —— preſt of On bare vnto him. The 
childzen of Ben Jamin: Bela, Becher, A 
ber, Sera Naamã, Ebi, Ros, Mupim, Hu 
pimand Ard. Theſe are the children of Ra 
chel, whic) were bozne vnto Jacob, fource- 
nefoules altogether. 

The hildzen of Dan: Hufim.The childrs D 
Of Nephtali Jahzeel. Gunt, Jezer Sillem. 
Theſe are the childꝛen of Bilha whom La- 
ban gaue vnto bis doughter Bachei, ⁊ fhe 
bare Jacob theſe ſeuen ſoules. All the ſoules 
v came Jacob in to Egipte, which pꝛro⸗ 
ceaded ont of bis loynes beſyde the wyues 
of bis childrẽ are alltoget her fire zfirtic ſou 
les. And Joſe phs childrẽ which were borne 
vnto bim in Egipte,were two ſoules: ſo that 
all the foules of the houſe of Jacob whic) 
came into Egipte were ſeuent ye. 

And be fenc Jude before him vnto Jo⸗ 
fepb,co fhe bim the wayero Gofen,z they 
came in tothe lande of Goftn.Then Joſeph 
bended bis charett faft, and wente vp to me- 
te Iſrael bis father vnto Goſen. And whan 
he fare him, be fell aboute bis neck,z wep- 
te fozevpon bis neck. Then fayde Iſtael on- 
to Fofeph : Now am J content ro dye, for 
ſo moch as J haue ſene thy face, that chou 
art yet alyuẽ. 

Joſeph fayde vnto bis brethren, ztobis E 
fathers houſe: Jwill go vp ⁊ tell pharao,z 
faye onto bim : My bretheẽ and my fathers 
houſe are come vnto me out of thelandeof 
Canaan, and are kepers of catell( for they 
are men that deale with catell:) their ſmall ? 
greate catell, and all that they haue, haue 
they brought with them. Now yf Pharao 
call you. and ſaye: what is youre oecupa cis? 
then ye ſhal ſaye: Thy ſeruauntes are men ỹ 
haue deait & catell from oure youth vp by- 
therco,borbh we zoure —— yemaye 
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dwell in the lande of Gofen: Egip- 
cians bie all —— ae 

The XVI. Chapter. 


A Ben came Joſeph, and tolde Pha⸗ 
3 rao ⁊ fayde: My father and abt bre- 
thren their fmallz greate catell,z all 
¥ they bane,are come ent of > lande of Ca 
naan: z bebolbde,ehey arcin the lande of Ge- 
fen. And he tobe fyue of bis beecbzen ,z pre~ 
fenced ehens vnto Pharao· Then fayde Pha 
rao wnto bis brethren: What is youre occu⸗ 
pacton 7 They anfivered: Thy ſeruauntes 
Gre kepers of catell,we and onre fathers al- 
fo. And they ſayde morouer vnto Pharaor 
‘We are come co dwell with you in the lane 
ve, for 9 feruafites haucno pafture for their 
catell fofoze doth —— do i ſe the lan 
de of Canaan. Clow ther fore let y feruaun- 
tes Dwell in the lande of Goſen. 
BPPharao ſa yde vnto Joſephe Thy father 
anð thy brethren are come vnto the: the lan 
de of Egipte is open before the, lee them 
dwell inthe befé place of the lande, ze $ 
they dwell euen inthelande of Gofen. And 
yf thou tnoweft that there be men of actin’ 
teamdge thé, mate thé rulers of my cate! 
jofeph bought in Jacob bie father alfo, 
fee bim before Pharao . 2ind Facobthanr 
ked pharao. But Pharao ared Jacob: 
How olde art thous Jacob fayde:T he eyme 


stobig.c Of my" pylgremage ts an hũdreth andebir- 
Plal.us-¢ tie yeares : lit 


tle and cuell ts the tyme of my 
pilgremage, and attayneth noc onto the ty 
me of my fathers in cheir pylgremages. 
And Jacob thanked pharao, and were cut 
frombins. 

C — SoFofeph prepared Owellinges fo: bis 
fatber and bis brethren, z gaue them a pof- 
feffien in the lande of Egtpte , euen in the 
beft place of thelanve , namely, in the lande 
of Raemfes,as PharaocSmaunded. And 
be made pronyſton for bis facber and bis bre 
then, and all bis fathers benje with bied, 
euen as youge children. 


Khe xlvij. Chap, 


There was no bredin all ebe londe, foꝛ the 
dere was very ſore: ſo Hebe lande of Egip 
tezebelande of Canaan were famefben by 
¥ reafon of the derth. And Jofeph broughe 
togerber alltbe money that rene ſounde in 
gipte and Canaan, for ¥ cometbacebey 
bough. And he layed vp all che moncy in 

Pbaracs boufe. 

Now whan money fayledin the lande of 
Egipte and Canaan, allthe €gipctans ca 
mc vnto Joſeph. ⁊ faide:Geue vs bred. YOby 
ſuffteſt thou vs to dye before * becanfe we- 
are wit hout money! Jofeph faive:Bzynge bi D 
ther youre catell,forwil I gewe you foz youre 
cael, feynge ye ave without money. Then 
broughe cheyebeir catell unto Fofeph. 2nd 
be gaue thé bied for their horſes. fhepe, oxen 
and A ffes. So be fed them with bied H yea- 
re, for ail their catell. 

Whan ? yeare was ended, they came vn 
to him che mere yeare,z fayde vnto him: We 
wilnoebydeit from ¢ lode, $ noconely the 
money, but all che catell alfo is ſpent ontog 
lorde: ⁊ there is not hinge left moze foro lor · 
de, but onely e? bedy ⁊ oure lande YOberfore 
ſaffreſt chou both vs to dye,and oure londe? 
Tabke vs and oure lade for bied,ehacweand E 
oure lande maye be bonde vnto Pharaoige- 
Sie vs fede, chat re maye lyue and not dye, z 
F the lande become not a wilderncffe, 

So Joſeph coke all the lande of Egipre 
int foe Pharao: forthe Egipcians ſolde euery 
man bis lanve,becanfe ¥ derth was ſo migh 
tie vpon them: and fo the lõde became Pha- 
raos. with che people that wente out and in 
at bis cities, frem one ſyde of Egipte vnto 
the ocber,ercepte the pieftes ionde that to- 
Ec benocin: For it was oxdened of Pharao 
forthe preffes, that they ſhulde care chat 
whic was appoyneed them , which be gee 
ne them, therfore they neded not to fellebeie 
i"zbenfaybe Jofiph mtochepeople: Be 

Then fayde Joſeph vntot he people: Be- 
holde, J bane tater —— — Losi and 
youre lande this daye for Pharao, Bebol- 
de,there bane ye fede,forve the londe, and of 
the come ye ſhall gene the fifth parte vnto 
Pbarao:foure partes ſhalbe youres,co fowe 
the londe foz youre fiftenannce, and for yone 
re houſes and children. 

They fayde:Let vs but Lyne, z fynde gra- 
ee before the oure lorde, we wyl gladly be 
Pbaraos ſeruauntes: Go Joſeph made ihẽ 
alawe vnto this daye ouer the Egipcians 
lente,to geue Pharao the fifth parte, excep 
tethe prefics londe, whid) was not bonde 
vnto Pharao. 
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So Iſtael dwelt in Egipte inthe londe 
of Gofen,and bad it in poffeffion, and grero 
and mulciplied erceadingly. And Jacobly- 
ued feuencene yearein the lande of Egipte 
ſo that bis whole age was an hũdret h and 
ſeuen and fourcye yeares. 

Now whan che tyme came that Iſtael 
fhulve dye, be called Joſeph bis fenne, and 
Jayde onto bim: Rf TF bane founde gracein 
thy fiabt,* chen laye chine honde vnder my 
tbye, pebou ſhait flpervemercy and faicbfil- 
nes vpon me, andnot burye me tn Egipte. 
but J will lye by my fatbers,and thou ſhalt 
caryeme out of Egipte, z burye me in cheir 
buryall. He ſayde: J wil do as thou haſt fay 
De. Buc he ſa yde Then fiveare vnto me. 
And be fivare vᷣnto him. THE Iſrael bowed 
bim {elf rowarderbe bed beade. 

The XLVI. Chapter. 
Fterthis it was colbe Jolepb: Bebol 
By de, y fat her is ſicke. And he toke with 
him bis two ſonnes Manaſſes and 

Ephꝛaim. Then was it tolde Jacobꝛbehol⸗ 

de, y ſonne Joſeph cõmeth onto y. And Wr 

raei soe a cora ge vnto bim, zfatvp vps ¥ 

bed, ⁊ ſayde unto Joſeph: The Allmightye 

Godappeared onto me*at Lusin ¥ laveof 
Cansan,z bleffed me,z faide onrome:Bebol- 
de, J wil canfe ¥ co growez increafez wyll 
mate ¢ usulcitude of people of * ⁊ wil gee 
this lave vnto y ſede after > for anenerlaf- 

tingepoffeffion. Cher fore now thy two 
fennes Manaſſes z Ephiaim ( whidy were 
borne vnto che in & gipte, before came bi- 

ther vntorbe)be myne,liteas Ruben z Si- 
meon. As for choſe chat chou begetteſt after 
thé, they ſhal be chine owne. But theſẽ ſhal · 
be named with the names of their bꝛethren 
in their inberitaunce. 

And whã J came out of Meſopotamia, 
Rachel dyed by mein the lande of Canaan, 
bythe waye, whan there was yer bute fel- 
‘des biede unto Epzath:and J buryed ber iz 
the wayetowarbde  phiath, which now is 
called Bethleem. 

And Firael lobed vpon Joſephs fonnes,z 
feyde : Wbatarechefe 7 Joſeph anficered: 
Chey are my ſonnes, which God hath genen 
me bere. He ſayde: Beynge thé bicberto me, 
PF Imaye bleffe che. (Foz Iſraels eyes were 
benny for age ⁊ be conde not well fe.) And be 
brought thẽ vnto him. So be kyſſed ehem,z 
enbracedthẽ. Tſaide vnto Fokepb:Bebolde, 
I haue ſene y face, which I theught not: 
fo, Sod bath canfedmetofe y ſede alſo. And 
Soleph coke them frem his lappe. and they 
fell downe to the grounde vpon their face. 


Che xlix. Chap, Ao. xxij. 
_ Chen Joſeph coke them borb, 
in bis right bande sowarde 


to > beadeofiitanaffes,z faye vnto bim: 


Rubé my firſt fonne,ehon rank 
»Hefe 


weapens ete perlous 

their fécretes come not my foule , and my 

worſhipe be noe ioyned with their congre- 

Sacion :* for in their wach ebey flew a 

man, and in cheir felfwyll they boughen 

snore. Curfed be their wrath , becanfe 
D iy 
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#Hebayd 
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it is fo fearce:and their indignacion, becau⸗ 
ſe it is ſo xrigorous. J wil veuyde chem in Ja 
cob,and [carer them in Iſraei 

*Yuva,chouarc be. Chy beethzen ſhall 
prayle the:foztby bave ſhal be in thine ene- 
inies neck: thy fathers childꝛen [ball ftoupe 
vnto the.* Jude is a yonge lyon thou artce- 
me vp bye my fonne, frd the fpoyle. « He kne 
fed doxwne and couched bimfelf asa lyonz 
as 4 lioneſſe:who wil rayfe bum vpr The cep 
ter pal noc be remoued fro Inda ner aã maſ· 
ter frd bis fete, tyll the Worthye come, and 
vnto bim ſhal che people fall. de fall byn- 
de bis foale vnto the vyne,and bis Affes col 
teto > noble braunch. He foal wafh bis gar 
mentinwyne, and bis mantell inthe blonde 
of grapes . dis eyes are roudier then wyne, 
and bis teth whyter then mylck. 

Zabulon [hal dwell in the hauen ofthe fee, 
and in the porte of fhippes,and fhal border 
vpon Sydon. 

Iſachar fal be a ſtronge Affezlaye him 
‘Dorone betwirte F borders And he farwreft, 
thacit was good,and che lande that it was 
pleafaunt.2ind bowed downe bis ſhulder co 
beare, and became a ſeruaũt vnto trybute. 

Den fol betudgein bis people, as well 
as a trybein Iſtael Dan ſhalbe a ferpent in 
the waye,and an edder in che path, and by- 
te the horſe inthe beles, that bis ryder maye 
fall baPrarde.L ORDE lore for thy fal- 
nacion. 

As for Gad,a wapened hooftofmen ſhal 
fall pliers vpon bim, bat: Hie bh piel 
eheminthe bele. 

Of Affer cSmeth his fat bred, and he ſhal 
geue delicates vnto kynges. 

Nepthali isa ſwift hynde, and geueth 
goodly wordes. 

The frutefui ſonne Joſeph. that floriſhin 
ge ſonne to loke vpon,che doughters go vps 
che wall. And though che ſhoters angered 
bim, ſtroue with bim,and bated bim, yet bis 
bowe bode faft,and the armes of bis haves 
were made ſtisge by the handes of $ Migh 
tie in Jacob. Of him are ceme herdmen ⁊ ſto 
nes in Iſrael. Of + fathers God art thou bel 
poe Of the Alimightie art thou bleffed, c 

leſſynges of heauen from abouc, with bleſ⸗ 
finges of ? depe lyeth wonder, with bleffyn 
ges of bieffes z wombes. The bleffinges pro 
miſed onto thy father and my fore elders go 
mightely, after the deſyre of the hyeſt in the 
worlde: cheſe hal light on Joſephs beave, 
and on the coppe of bis beade, that was [e- 
parate from bis brethꝛen. 

Ben Jamin a rauyſhinge wolfe. In the 


Khel, Chap. 
momynge [haf be deuoure che pzaye, but in 
the apne be ſhal deuyde toe ipo Te. 

All chefe areche twolue trybes oP sikacls 
and this is it that their farber (pate vnto 
them, whan be bleffed them, eucry one with 
a ſundrye bleffynge. 

And he commaunded them, and ſa yde on 
to them J ſhal be gathered vnto ny people, 
bur ye me with my fatbers in * caue which 
is in the felde of Ephronthe Hethite, in the 
dubble caue that lyeth ouer againſt Mamre 
in ? lande of Tangã, which Abrahã bought 
ae the fade, of Ephron che Hethite fora 

fe 


fjion to burye it. There buryed chey A⸗ 

rabaz Sara bis wife, there buricd they J· 
faacalfoz Rebecca bis wife: their buricd 
TJ Lea,inthe good of the felde z of che cane 
therin, which was bought of the Herhites. 

And whan Jacob hadended this com- 
maundement onto bis childzen, be pluckte 
bis feretogetber vpon the bed, and died, and 
was gathered wnto bis people. Thẽ fell Jo⸗ 
fepb vpon bis fathers face,and wepte, and 
Eyfled bins. 

ThelL.Chapter. 

9 £1 Joſeph cõmaůded bis fernafites 
} pbificits, co embarome bis father. 
2nd che phificians embaromed Vf 
rael,cyll fourcye dayes were ended ( for ſo Ton 
geendurcd che dayes of embaromingesz the 

gipcians bewayled him feuentyc dayes. 
Now whanthe mournynge dayes were 
ended, Jofeph fpate vntopharaos houſhol 
de, zfayde:f J bauefounde faus in youre 
ſight. thẽ ſpeake vnto pharao and ſaie: Ny 
father bach taben an ooth ofme, ⁊ fayde:Se 
holde. dye, burye me in myne owne graue, 
iwhich Idygged for myfelfin the lade of Ca 
naan. Therfore wyl J now go vp,and burye 
my father,and come agayne. Pharao aide: 
Gothy waye vp, and burye thy father, acor 

dinge as thou haſt ſworne vnto bim. 

So Fofeph wete vp,to burye bis father. 
And there wẽte db himall Pharaos feruas- 
tes $ were the elders of bis courte, andall > 
elders of the lande of Egipte,zall Joſephs 
houſholde and bis brethzen,and bis fathers 
houſholde Oneiy their children hepe z oxen 
leftthey in ? lade of Soſen,toke their iour- 
ney vp with bim, vpõ charettes and horſes 
and the company was erceadinge greate. 

Liow whancthefe cametothe playne of 
Acad lyeth beyonde Jordane they made 
there a very greate and bytter Iamentacion, 
z+ bemourned for bis father ſeuẽ dayes. And 
whã the people in the lande (the Cananites) 
ſawe the mournynge in the playne of Acad, 
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they fayde: The Egipciãs make there ares 
te lamécacion. Ther fore is the place called: 
The lamentacion of che Lgipcians, which 
lyeth beyonde Jordane. 

And bis chũdren dyd as be bad cẽmgun· 
ded them, andcariedbimeco * lande of Ce 
naan,and buried him in ¥ dubble cane,that 
Genaz.c Abraham boughe with che felde fora pof- 

[effionce bury in,of Ephron ¥ Het hite ouer 
age ynſt Mainre. So Joſeph toke bis iour⸗ 
ney agayne in to Egipte with bis bret hren. 
and wich all choſe chat wente vp with bun 
to burye bis father, whan they bad buried 


im. 

C Bus Joſephs brethꝛẽ were afra yed whã 
their facher was deed, and ſayde: Joſeph 
might bapply haue indignacion at vs, and 

Genyz.d recompenfé vs allebe enell chat we dyd vit- 
to hini ther fore let chey faye onto bint: Thy 
father commaunded before bis death, and 
fayoe:T bus fhal ye faye vnts Fofeph:® foz 
Rene thy brethren che offenceand cheir fyn- 
ne,chac they dyd fo euell onto the. O forgeue 
now this crefpace of vs the fernauntes of 
thy farbers God. But Joſeph wepte, whan 
they ſpake ſo vnto bim. 

And his bꝛethꝛen wente, and fell downe 
before bins, and ſayde: Seholde, here are we 
thy ſeruauntes. Joſeph ſayde onto the: Fea 
re yenot, foz7j am vnder God. Nethoughe 
euell quer ne, but God bath turned it vnco 


Gen. 4g. 
A&z.b 


Che l. Chap. Fo. eveij. 


good. to do as it is come to paſſe this daye. 

for che ſauynge of moch people Ther fore be 

not ye now afraycd, J wyl care for you and 

youre children. And be comforted them, and 

ipste louyngly vnts chem. 

_ Chus ðwelt Joſeph in Egipte wich his D 
fathers houſe, and lyued an huͤ dreth and ken 
yeare,and ſawe Ephra yms childzen,wnco > mee 
thirde gencracton: In like maner che chil- Pllasya 
dren Of Machir the fonne of Manaſſes, be- 

gat children alſd vpon Joſe phs lappe. 

And Joſeph fayde vnto bis breehren: J ebe. in.d 
dye and God wyl vᷣyſet you, and brynge you 
out of this lande,to the lande that be fivare 
vnto Abraham, Iſaac and Jacob. Cher for 

retote be an cork of the hild:é of Iſ⸗ 

rael. and fayde: Oban God [bal 
vyſet you,» thé cary my bo 
nes fed hence. So Fo 
fepboyed, wha 
bewasan 
hũdreth 
and ten yeare ol 
be, and chey embaw· 
med bim, zlay- 
ed bim in 
a cheſt 
in Egipte. 


The ende of che firſt boke of Mo 
ſes, calied Genefis. 
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She feconde Hoke 
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called, 
i 
Exodus, 
What this bote conteyneth. 


Chap. b Thedildré of Ffeaclincreafe tn s- 
gipre. The Eynge commaundeth to flayethé, 
and to drowne them. 

Chap. U. The byzth of Moſes. which ts layed 
‘ops thewater. pharaosdoughter taketh bint 
andbaingeth bim vp. Be flayeth one ofthe E- 
gipcians, andflyeth biswayeinto.17adIan, 
where be maricth. The duldzen of Ffeacl erye 
‘vnto the LOR DE. 

Chap. Il. God appesreth vnto Moſes in rhe 
buf and fendeth him onto thet ynge and the 


Ul. mMoſes is loth to go,e ercufeth bi 
ef. But che LORDE enfourmerhhim,mateth 
bim ftronge, and comforrerl bum. Moſes re 
Feth lene of bis father in lawe,ro go vnrobis 


people- 

Chap. V. — Mofes and Asvon go vnto the kyn · 
ge which opprefferh the people tye moze. 
Chap. Vi. Godgeueth Moſea more inſt rue ciõ 
and ſendeth bim vnto the people. The rrybes 

ave nombred. 

Chap. Vil. — WofesandAaron go vnto the kyn · 
Ge,and fhewe tolens before bum: bur tye lyn 
gewaretb bard batten. 

Chap. Vil. After many toFens pharao graun- 
teth tolet the people go: but aſſone as the pla- 
geceafeth bets as ungodly asafore - 

Chap. 1X. There commeth a death amdgealt 
the catell:thé commeth the forces, blayncs,and 
the bayle. 

Chap. X. _ The grefhoppersanddardincs in S · 
gipte Plavao forbyddeth Moſes ro come eny 

moze in bis fighr. 

Chap. Xt. TheLORDEpzomifeth ro brynge yer 
‘another plage vponsEgipre ,andcémaundeth 
theFfraclites to borowe Jewels of fyluct and 
golde of thes&gipcians. 

Chap. Xi. The vfe of rhe Eafterlambe . God 
flayerballthe firjtborne. Pharaodayueth all 
the peopleout of thelande. 

Chap. God commanndeth to finctifie all 
the firftbozne vnro bin ,and carieth them ro 
warde rhe Lande of promyfe,nor the nere waye 
but thorow rhe wylocenes ,by ecloude inthe 
Daye tynte,and a pyler of fyreimthemght. 

Chap. XU. Pharaofolowerh vps the peobie of 
‘God,which delyuereeh bis owne,carieth them 
thorow therced fee, @ drownerh rhe cnennes 
thecin. 


Chap. Xv. Mlofis and the people fynges fon 
‘Geof thankefgeuynge vnto the LORDE.and co 
me 2 Uizrath where the bytter water ts ms 

— 

Chap. Xvi. The LORDE fendeth quayles and 
the Manna to the vnpactent people. 

Chap. XV. Water cometh our of the ftonye 
rode They fight agaynft Amalec. 

Chap Xvi. Fethzo bayngerh Mopeshiswife 
and dildzcn,and generhbim a good councel 

Chap. xix. The LORDE appeareth vnto Mo 
fes vpon mount Sinai. 27 ofes fyeweth the peo 


ple. 

Chap. xx. The LORDE geneth Moſes the 
two rables of the commanndementes vnto 
the people. 

Chap. Sawes and ſtatutes concernyn- 
ge bodely thinges Gf murthur, thefrando- 


thermo. 
Ofthefe. Ofhurte thar is done 


apr XXII, 
with wyll or vnawarres . Of thinges geuẽ to 
Fepe. Of borowynge andpleoges. 

Chap. XXill. —-ATany dpuerfelewes @ ſtatutes. 

Chap. XXUM, Of rhebote snd bloude of the cor 
uenaunt. 

Chap. XXY. XXVI. The LOR DE cémaundeth Mo 
festo matethe Sanctuary ,and che thinges 
belonginge therro. 

Chap. AXVU. Of the alrare and the apparel 
therof-Of the courte of che babitacté.O fthe 
oyle andlampes. 


Chap. XXVil. ow theprefteswerearayedand 
confecrated. 
Chap. XXIX. The confecratinge of Yaron of 


bis fonnes,andtof the altare. 

Chap. Xxx.” OF thealtare of meenfe,andthe 
brafenlauer, the anoy ntinge oyle andincenfe. 

Shap. XXXI. — Thewo2menare called.The ter 
Pyngcof the Sabbarh Therwo tables of wyt 
nes are geuen Softs. 

Chap. XXxil. They make the golden calf, Mo⸗ 
{fes inbis difpleafure breaterh the tables, and 
punyfeth the rranfgreffours- 

Chap. XXXII. Thepeople mourne. Moſes pit- 
eth the tabernacle,andthe LOR DEralfetly 
with bi 


Chap. XXXII. Moſes receaueth other tables of 
the LOR Dewith certainclawes The people a⸗ 
reafrayedat the brightnes of bis face. 

Chap_XXXV.  Certaine jtarures cScerninge the 
Tabernacle TheworFemen are appoynted- 

Chap. XXXVI. What the thinges be that they 


made. 

Chap. XXXVI. The tabernacle of witneffe with: 
the ftaues,Cberubins, rhe table, candel tices 

Chap. XXXVIll. The alrare of brtofferiges with 
thethinges belonginge rherto. 

Chap. XXXIX. OF rhe preftes garmentes. 

Chap XL. The LORDE commaundeth Mo- 
ſes to fet vp the tabernacle, oro oder the ap 
parellhecof. 
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Khe ij. boke of Moſes. 
The firf— Chapter. 


Seſe are * names of 
the childzé of Iſtael. 
n| thar came with Ja-⸗ 
cob in to Egipte: eve 
ry onecame tn bis 
boufe, Ruben, Sime- 

A on, Leni, Juda, Iſa- 
—— — char, pabuls,3cn Ja 
min, Dan, Nephtali, Sad and Afer. And of 
all the Joules chac came out of theloynes of 
Jacob,chere were feuentic. 

As for Fofeph,be was in Egipteallrea- 
dy Now whe Joſeph was deed, and all bis 
biethren and all chey that lyued at that ty · 
me, che childꝛen of Iſtael greive,and increa 
fed,and multiplied, and becameerceadinge 
mightie, ſo Prbelande wes full of chem. 

The came there a new Eyngeoucr Egip 
te, which Enewe nothinge of Jofeph, and 
fayde vnto bis people: Behoidẽ, che people 
of che children of Iſtael are many,z migh- 
tier then we: Op,ler vs deale rwyfely with 
them, ỹ there be not fo many of chem. Gor 
sf cbere ſhulde ryfé vp eny warre agaynft 
vᷣs, they might toyne chem ſelues alfo ento 
oure enemies, and ouercome vs,z fo get them 
out of the lande. 

And he ſet worke maſters ouer them, to 
kepe them vnder with burthens. ¶ For they 
buylded che cities Phiton and Raemſes for 
treaſuries unto Pharac.) Duc the morethey 
vered them, the moze ehey multiplied and 

rem. 

Ther foꝛe had they indignacis at the chil · 
dren of Iſrael and che Egipcians compel· 
ledebe chilozen of Iſtael without mercyto 
do ſeruyce, and made their lynes bytter vn⸗ 
to them with greuous laboure in clayeand 
brycke, and with allmaner of bondagein > 
felde, and with allmaner of laboure, which 
they layed vpon chem withouc mercy, 

2nd che tynge of aipte fayde vnto 
the mydwyues of the ebzuefioemen. (OF 
the which one was called Siphra, andebe 
other pues) Oban ye helpe the wemen of 
the Heb:ues,and fe vpon the ſtole, that itis 
& fonne,chen flaye bim:but yf itbea dough 
ter,let her lyne. Neuertheles che mydwyues 
feared Govd,z dyd not as the tinge of Egip 
Me commeannded thens, bur let the children 

yue. 

Then the kynge of Egipte called the 
mydwyues, and ſayde vnto them: Wher fore 
Do ye this, that ye let the chiidren lyue? The 
mydwyues anſwered Pharao: The wemen 


Che ij. Chap. Ao. xxiiij. 
ofthe Hebrues are noe as the wemen of E⸗ 
gipte, for they are ſturdy wemen:o2 ener 
the mydwyues come at chem, they are de⸗ 
lynered. 

Therfore God deale well with the myd, 
wyues. Andthe people multiplied, and be- 
came crceadingemightic. And foz fomody 
as che nydwyues feared God, * be made 
thens houſes. Then pharao commanded all 
bis people and fayde: All che fonnes that 
are borne, café in to the water, but let all che 
doughrers lyue. 


Chel. Chapter. 
Of Ld chere wente foreh aman of the A 


houſẽ of Leni, andcoke a doughter of Exod: 6.¢ 


Lei. And che wii 
bare a fonne. 2nd whan 
@ proper childe, fhe byd bimebze monethes. 
And whan fhe conde hyde bim no longer, 
fhe coke an Arte ofredes, and Sarvbed it 
ouer with flyme and pitch, and laycd the 
childe cherin, and fee it amonge the reves 
by the waters brynke. But bisfifter ſto⸗ 
ee farre of to wete what wolde come of 

im. 

And Pharaos Soughter came downe, 
to waſh berfelf in the water : And bir may- 
dens walked by the water fyde: and whan 
fhe fawe the Arke amonge the redes , fhe 
fent one of bir maydens ,and canfed it to be 
fett. And whan ſhe opened it, ſhe farve $ dik 
de: and beholde the babe wepre. Then bad 
fhe pytie vpon it, and fayde: It is one of the 
* bie Fit 

ert fayde bis ſyſter onto Pharaos 
doughter; Shal Jago, and call the anurfe 
ofthe Hebrues wanes, co nurſe che chil, 
dey Pharaos doughter fayde vnto bers 
Go thy waye.The mayde wente,andcalled 
the chilves mother. Then fayde pharaos 
doughter unto ber:Cate this childe, and nur 
feit for me I wyll geue $ chy rewarde, The 
woman coketbe childe,and nurſed it. 

And whanche chiide was grovone , fhe 
brought it onto Pharaos ougbter, and it 
became bir forme, and ſhe called bim Moſes. 
§o2 fhe fayde:F cote bim out of the water, 

Vpon a tyme whan Moſes was greate, 
be wente forth vnto bis brethren, and lokeðd 
vpon their burcbens, and fawe, that an E⸗ 
gipciã ſmote one of bis brethren $ Hebrues. 
And he loked rounde abontebim:and whan 
he fawe that there was no man,be flere che 
gipcian, and buried him in che fonve. 

Che nerve daye be wente forth allo, 
and [ewe two men of the Hebrues firy- 


*Plalme. 
nea 


fe CONCERNED AND 6 Aa. 7.¢ 
fare f it was Heburd, 


Fhe i. bole of Moſes. 


uynge together, and faydeto che ungodly: 
Wher fore finytefEcbouthyneghbourevBue 
#Ge.19.b be fayde:* Who made the a ruler or iudge 
Mats oyer vs7Wilt chou flaye me alſo as chon fle 


Che ij. Chap. 


de And be fayde mozouer: J am the Godof mast.and 
thy father,che God of Abiabam, } Godof mar.n. 
Biaac,and the God of Jacob. And moſee Lucree 
couered bis face, for be was afrayed rolote 


Tofu. s.d 


ACE7E weſt che Egipciany Che was Moſes afray 
ed, and fayde: Howis this Enowner And 
Pharao berde of it, and foughr fo: Moſes, 


bis conenaunt * with Abraham Dlace and 
Bacob. And God loked vpon che dildozé of 


Iſtael, and God knew it. 
Thelll.Chapter. 
a 
é ) facber in lawe preſt of Madian, z 
SID d20u the fhcpe onthe backſyde of 


Ofes tepte the fhepe of Jethro bis 
the wyldernes, and came to the mountayne 


4Ehig.a OF God,Horeb, And the angell of * LORDE 
Actz.d_ gppearcd vnto bint ina flame of fyze out of 


ebe buſh. And befawethat > bulb brent w 
fyre, and yet was noe confismed,and faide:¥ 
wil go bence,and fe this greatefight, why > 
buſh ts noe brent. 

Whan theL ORDE fare, thathe wente 
bis waye to fe, Ged called onto him out of 
the buſh and fayde : Moſes, Moſes. He an- 
fivered: Here om J. He fayde: Come not hi- 
ther,put thy dee ofthy fete, for the place 
where vpon chou ſtondeſt is an wholy grog 


vpon Goo. 
Andehe LORDE ſayde: J haue ſene the B 


trouble of my people in Egip̃te · T haue her 


you. And God ſa yde morouer vnto Moſes: 


£0 flaye him. But Moſes fled from Pharao. detheir erye ouer choferbac oppre ffe ehem. Sara 

and kepte him in the lande of Madian, and I knowe their fozorwe, and am come downe 
fat him downe by a wells ſyde. to delyuer them from the power of the £- 
The prefé Madian had ſeuen doughters, gipcians,andto carye them ont of that ls- 
which cameco drawe water, and fylled the de in to a good and wydcelonde, encnincog 
troughes,to geue their fathers ſhepe to dein londe that floweth with mylke and bony: 
ke. Then camẽ the ſhepherdes, and droue thẽ namely vnto the place of che Cananitẽes, He 
awwaye. Bue Moſes gat him vp, andbel-  thices, Amozites, Pherefites, Zeuyres z Je⸗ 
ped chem, and gave their fhepeto dzynte. buſites. Foz ſo moch now asthe complaynte 
And whan they cameto Reguelebeir fa- of the children of Iſrael is come before me, Z 
ther,be ſaide: How cameyelofoonerodaiey J haue ſene their oppreffion wherwith the 
Chey fayde: Aman of Egipte delyuered vs Lgipcians oppetiee them: Go now y waye 

from > ſhepherdes, anddzerw vnto vs, and ther ſore. J wil fende the onto Pharao, thar Adz.e 
gaue the ſhepe to drynke. He ſayde vnto his thoumayeft bryngemy people the children 
doughters. Where is he Wher fore let ye Of Iſrael out of Egipte. Moſes ſa yde vnto 

the man go, that ye called him not to eate ¶ Sod: Who am J. } ſhuide go wnto Pha⸗ ludis.c 
with vs? £ao,and bryngethe childzen of Iſtael our of 

D And Moſes was content to dwell with Egipte? 
Nuszal the man. And be gaue Moſes his doughrer Hefayde:F wyll be withthe:z this ſhau C 

*EXOWA Zipora, which bare hima foune,andbercal be the coken, FF baue ſene the Whan thou 
Icd bim Gerfon, foz be fayde: J am become a aſt biougbe my people out ofEgipte, ye 
firaunger ina firaunge lande. And fhe bare al ferue God vpon this mountayne. Mo⸗ 
bim yet a fonne, whom be called Elieſer and ſes fayde vnto God: Bebolde,whany come 
fayde: The Govdofmy fatherismybelper, coche childzé of Iſrael and faye vntõ the m: 
and bath delynered me from Pharaos have. The God of youre fathers bath ſent me vn- 
But after this in pꝛoceſſe oftymechetyn to you,zebey faye vnts me: What is bis ne 
ge of Egipte dyed. And the hildzé of Ittael me? what fhal J faye vntorbem7God fade 
ſighed ouer their labonre, and cried. And vnto Moſes: I wyl be what J wyll be. And 
¢ thetr.crycouer their labs came before God. be ſayde: Chus ſhalt chou faye vnto $ chil 

nc ANd God herde their cõplaynte, remẽbred dren of Iſtael: · I wyl te hath ſent me vnto *ohec 


Thus ſhalt thou faye vnto the children of neb · tne⸗ 


Iſtael The LORDE Ged of youre fatbers, 
the God of Abzabam, the God of Iſaac, F 

Gord of Jacob bath fene me vnto you , this 
ismy name for euer and my memoziall front 
childe to childes childe. So thy wayetber, 
fore, and gather the elders of Iſrael to- 
ther,and faye onto them: Che LORDE God 
of youre fathers, the God of Abzabam, the 
Gov of Iſaac the God of Jacob bath ap- 
peared vnteme, and fayde: J haue vyfited 
you, and ene wbat ts done onto you in E⸗ 
gipte,and baue ſayde: J wil brynge you ont 
ofthe tronble of Egipte, into Flanvde of * 
Cananites, Hetbites, Amouzites, Phereſites, 
Heuites z Febufites: into a ldve $ floweth 
with mylkẽ and bony. And yf they beare F 

voyce,then ſhalt thou andthe clocrs of Sf- 
reel go in to the kynge of Egipte, and laye 


Exo.s.a 
Exos.£ 


Exo. 
andia.¢ 


Teresa 


Khe .i bole of Moſces. 


vnto him: The LORDEGodof ¥ Hebꝛues 
bach called vs. Let vs gonow cher fore thee 
Dayes tourney in the wyldernes, p we maye 
do facrifice unto the L OR DE gure God. 
E = BueBenowe, chat the kynge of Egipte 
wil notlet you go, but thoror ã mightie b= 
de. Foz J will ſtretch out mynebande,z finy- 
te sEgipte w all maner_of wonders which 
FJ willdocherin: after p ſhal he let you go. 
And F wil geue this people fauoure inthe 
fight of che Egipcians: ſo chat whan ye go 
forth, ye hal noc go forth emptie: but enery 
wife fhall bozowe of bir neghboureffez of 
her that fogeournech in bir boule, Jerwels of 
fyluer and golde and rayment: thofe [hal ye 
ut vpon youre fonnes and doughters, and 
poyle che Egipcians. 
Tbe llll. Chapter. 
a <> DOfes anfivered , zfayde: Beboloe, 
8 they fall not beleue me, ner beare 
my voyce,but fhal faye:CbheL ORy 
DE bathnot appeared vnto the. he LOR- 
DE fayve onto bm: Whatis F, chat chon 
baft inchine hande: He ſaide a ſtaff He ſay⸗ 
der Caſt it from the vpon the grounde. And 
be caſt it fers bim: chen was it turned to a fer 
pene. And Moſes fled frõ ic. Bue * LORDE 
[aide onto bim: Stretch forth chine bande,z 
cate it bythe tayle. Chen ſtretched be forth 
bis bande, andcoteit,and it became a 
agayne in his hande. Cherfore ſhal they be- 
lene thac } LORDEGod of their fathers, 
the God of Abraham, the Gor of Iſaac F 
God of Jacob bach appeared wnroche, 
B AndeheLORDE fayde furthermore onto 
bim: Thruſt chine bade in co y bofome. And 
he thruſt it in to bis bofome, ẽ toke it outzbe- 
holde thẽ was it leper lite fnowe. And be fat 
derput it into ¥ bofome aga yne And be put 
itagayneinto bis bofome, Ttoke tt ous: be- 
bolde,thé was it turned againe as bis fleſh. 
Rf they wil noc beleucthe,ner heare ¥ voyce 
of thefirfécoten, yee [hal they belene the voy 
ceof the feconde tofen. But yf they wil nec 
belene theſe two tokens ner bearethy voy- 
ce, thentate of the water of the ryner, and 
poure it vpon the drye londe: fo fall the fa- 
mewater prbou haſttakẽ out of ¥ ryner, be 
turned onto bloude vps } drye londe. 
C Bue Moſts fayde vneorheL ORDE:Oh 
myLORDE, J ain a man > ts not cloquét, 


A040 from yefEerdayez yeryefferdaye, z fence the 


tyme ỹ thou haſt {poten vnto thyſtruaunt: 
for J bane a flowe ſpeach, Ta ſiorve tunge. 
The LORDE ſayde vnto him: Who hath 
made the mout h of man? Oz who hath ma 
de the domme, oz the dea fier the ſeynge or F 


Khe tj. Chap. Fo. xxv. 


blynde 7 Hane not Ithe LORDE done ity 
Gonowtby wayetherfore, J roil be w eby 
mouth,z teach thewbat chen ſhalt faye. 

Dut Moſes fayde: WIyLORDE, fende 
whem thou wilt fende. Then was the LOR- 
DE very angric at Moſes, and ſaide: Do noe 
FJEnowe chen, Heby brother Aaron the Le- 
uite is well ſpoken? And bebolde, be fhal go 
forth co mete ¥ :z whan be feyth the, be hal 
retoyfe from bis bert. Thou hate fpeate on 
to bim, z put the wordes in his mouth: 73 
wil be with chy mouth z bis , and reach you 
what ye fall doo:z be ſhall [peate vnto the 

ple for the. He fhal bethy month, T thou 
Fook be bis God. Andtake inthine bande 
chis ſtaff wherwith thou ſhalt docotens. 

Wiofes wete, and came agayne vnto Je D 
thio bis father in lawe, and fayde vnto bim: 
Lecme go( J praye they that I mayeturne 
agayne vntsmy biethrẽ which are in Egip 
te,and ſe whether they be yet alyue. Jethro 
fayde vnto bim:Go chy waye in peace. The 
LORDE faye alfo vnto bim in avian: Go 
ywaye,turne againein to Lgipte, for *¶ mẽ 
Gre deed,chat fought afterthy life. Go Mo⸗ 
fes cote bis wife,and bis fonnes, and caried 
the, ponan Affe, z wente againeinto the 
lande of Lgipte, ⁊ toke the ſtaff of God int 
bis hande And the ORDEfaide vnto o 
fes: When chou cOmeft agayne in to Egip⸗ 
tefe p chow do allthe wonders(before Pha⸗ 
rao which J bane putin y7 hãde. But ) wil 
hardẽ bis bere, > be ſhall not let the people 

o. Andthou ſhale (aie vnto Pharae:T hus 
jayeth }LORDE:Ffrael ts my firfibome fone 
ne, ZF faye wnto the: Leemy fonne ao, he 
maye ſerue me: Nf thou wile not let him go, 
then wil J flayecby firſtborne ſonne. 

Andas he was by the waye in the Inne, E 
the LORDEmet bim, and woldebaue flay- 
ne bim. Chen tote Zipora · a ftone, and cir- 
cumcydedthe forefieynne of bir fonne, and 
touched bis fete,and faybes Abloudy bzyde- 
grome arc thou onto me. Thẽ let he bim go. 
Dut fhe ſayde: A bloudy beydegrome,becau 
feof the circumaifion. 

AndtheL ORDE fayde wnto Agron: Go 
mete Moſes inthe wildernes. And be wite, 
Z met him onthe mount of God, and kyſſed 
bum. 2nd Moſes olde Aaron all the wor- 
des of the LORDE, which had ſent bim:z all 
the cotens p bebad chargrd bim withall. 
And they wete, gathered all cheeivers of 
the childrẽ of Iſtael. And Aaron telde all F 
wordes, ỹ the L OR DE bad [poké vnto Mo 
fes: zdyd the tobens before the people the 
people belencd. And whan they herde $ che 

€ 
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Exod. 7.a 


Exod.i2.e 


*loſu. 5.8 


a 


Fob a-b 


The ij. bok of Moſes. 


LORDE vyſited the childzen of Iſrael, and 
loked vpon their trouble, che y bowed chem 
feluce,and worſhipped· 
be V. Chapter. 
Gcerwarde wente Moſes z Aaron, z 
Sf pate vnto pharao: Thus ſayeth the 
— the Sodof — my peo 
le go, they maye Eepe boly Daye vnto me 
to the wilderues. Pharao anfwereds* · What 
felowe is the LORDE, that J muſt heare his 
voyce, and let Iſraei go? I Enowe not the 
LORDB, nether wil J lec Iſrael go. 

They fayde: The God of che Hebrues 
bach called vs. Let vs gonowreberfore thre 
Dayes tourney in the wildernes , z 90 facrifi- 
ce vito theL ORDEG God, Prberebapper 
noc vnto vs peftiléce oz ſwerde. Thẽ fayte y 
Bynge of Egipte vnto thẽ:. Why mate ye * 
prople(chow Moſes ⁊ Aaron to leaue their 
swore Get you hẽce to yð laboure. Pharao 
ſaide morouer: Beholde. > people are to ma 
ny in > lande, and yet wil ye byd them ceaſ⸗ 
ſe from their laboure. 

The fame daye therfore dyd pharaocS- 
maunde the workmafters of che people,and 
their officers, and ſayde · Re ſhal aot gather 
and geüe the people eny more ſtrawe. to bur 
ne bryck, as yefterdaye and yeryeſterdaye. 
LTet them go,and gather chem firaree them 
felues. And the nombie of che brycFe whidy 
tbey made yefterdaye z yeryefterdaye, ſhall 
ye laye vpon thems nevercheles, and Ladi 
notbinge cherof: foz they are yole. Cherfo- 
re crye they andfaye:We wil go, and do ſa · 
crifice onto onre God. Let the men be kepte 
Dorone wb laboure, p thew maye haue to vo, 
⁊ not to turne them filues to falſe wordes. 

Then wente the wortma of the peo 
ple ⁊ their officers out,z [pate untotbe peo- 

le: Thus fayeth Pharao: There ſhail no 
awe be geuen you, To youre waye youre 
felnes,and get you firamwe, where ye can fyn- 
de it But of youre labe there ſhall nothin · 
ge be myniſhed. Then were the people ſca⸗ 
tredinall ¥ lande of Egipte,to gather ſtub 
ble,thacthey might bancfirawe. 

And the wortmafters haiſtied them for- 
weanrde,z fayde: Fulfill yo daye worte,liteas 
shan ye had ſtrawe. And the officers of F 
chilozen of Iſtael, whom Pbaraos worck · 
maſters bad ſet over chens, were Leaten,z it 
was [aide vnto them: Wher fore bane ye noe 
fuifilied ye? appoynted daye worketo Daye 
and yefterdaye,lite as inrymes paſt? 

Than wents the officers of che children 
of Iſrael. z <Splayned vnto Pharao: Wher 
fore wilt chou deale thus vᷣ chy ſeruauntes? 


Zhe vr. Chap. 


Thy fernanntes hane no firawe genen thé, 
⁊ yet muft we make che brycke that are ap- 
pee vs. And bebelve,tby ſeruauutes are 

caren, thy people are enell intreated. pba 
raofayde : Meare ydle, yoleare ye, therfore 
faye yezwe will go,and do factifice onto the 
LORDE.Go now yo wayetber fore,z workes 
there fall no firawe be geuen you, but the 
nombic of brycke ſhal ye delyuer. 


Then farwe che officers — — of · D 


Iſrael. Pit was not amended, for it was fay 
Dezye ſhal myniſh nothinge of the daye wor 
Ee of che brycke. And whan Moſes z Aaron 
wente from Pharao,they came forth co mete 
them,z fayde onto them: The L ORDE lote 
vpon you,z indge it, for ye haue madethe ſa 
uoure of vs to —— pharao and bis 
fervaunces , and bane genen thhem a ſwerde 
incheir banbes,co flaye vs. 

Bur Moſes cameagayne vnto the LOR 
DE, and /ayde:LORDE, wher fore dealeſt chow 
ſo euell vb this people y Wher fore haſt thou 
ſent mer For ſence che tyme that wence in 
vnto Pharao, to fpeate unto him in thy na⸗ 
me,be bath dealt euell with this people and 
thou haſt not delyuered ——— LOR 
DE ſa yde vnto Moſes: Crow ſhalt thou fe, 
what will do vnto Pharao, for thorow a 
mightie hande muſt he let thens go, thorow 
@ mightie bande muſt be dryue them from 
bim ont of pis londe. 

The Vi. Chapter. 

Ig Liv God (pate vnto Moſes, zfayde 
vnto him: jam } LORDE,zJappea 
red nto Abraham, Iſaac ⁊ Jacob, an 

Allmightie God:buc * my name,LORDE,ba 
weJnor d vnto chein: My couenaunt 
alfo bane J made with chem, chat J wil ge 
ue themthe londe of Canaan ,chelonve of 
their pilgremage, wherin they haue bene 
ſtraungers. Moꝛouer J baucherde the cons 
playnte ofthe chilozen ovjf Iſtael. whom F 
Egipcians oͤppreſſe with laboure, and haue 
remembzedDmy couenaunt. 

Therfore faye vnto the diloz of Iſrael: 
‘J amcbe LORDE,z wil biynge you ont from 
$¢ burthens in Egipte,z wilrydd you from 
youre labonre,and wil delyner you thorowa 
ſtretched ont aime z Greate iudgmẽtes, and 
will receane you for my people,z will be yek 
Gov:fo chat ye ſhal Encwe, chat FebeLOR 
DEam yo" God, which beynge you out front 
theburthen of Egipte, and will bzynge you 
into the lande ouer the which J banelift op 
my hande, to geue it vnts Abraham, Wace 
and Jacob. > fame wil J geue onto you for 
a poffeſſion. I theLORDE. 
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Khe ij boke of Moſces. 


Moſes colde this vntothe dildzé of FE 
rael. But chey berEened not vnto bim, foz ve 
sy anguyſh of ſprete, ⁊ for ſore labonre. THE 
ſpakethe LORDE vnto Moſes, ⁊ fayde: Go 
thy waye, ⁊ ſpeale vnto Pharaothe Eynge 
of Egypte, phe ler the childrẽ of Iſrael go 
ontof bis lande. But Moſes fpate before ¥ 
LORDE,7 faide:Seboloe, ¥ childzé of Iſrael 
herkẽ noe vnto me, how ſhuide Pharao che 
Deareme ? And J amalio of oncircumeifed 
lyppes. 

‘So the LORDE {pate onto Moſes z Aa⸗ 
Ton, Z gaue thẽ a commaundemée vnto the 
childzé of Iſtael, z vnto Pharao the Eynge 
of Egipte, chey ſhulde brynge the dyildzé 
Of Aſtael out of Egipte. 

Theſe are $ heades of cheboufe of their 
fatbers. Che childꝛen of Ruben the firſt for 
ne of Iſrael, are theſe: Hanoch, pallu, Hes- 
ron, Charmi: Chefe are che generactons of 
Ruben. 

The childꝛen of Simeon are thefe: Fe 
muel, Jamin, Obad, Jachin Sopbar, and 
Saulthe fonne of the Tananit fh weman: 
Thefe are the gencracions of Gymeon. 

Thefe ave the names of the childzé of Le 
uiin their gencracids:Gerfou, Rabath and 
Merari: Leni was an hundreth and ſeuen z 
thirtie yeare olde. The childzen of Gerfon 
are theſe: Libni and Semei in their genera- 
cions. The childeẽ of Kahath are theſe: Am 
ram. Jezear, Hebron, Vſiei. Kahath was an 
bundreth thre zebircie yeare olde. The chil 
dren of Merari are theſe: Maheli and Mu⸗ 
fi.Thefeare > generacions of Leui in their 
Eynreds. 

And Amram coke bis uncles doughter 
« Fochebedto wife, which bare him Aaron z 
Moſes. Amram was an C.z vij.⁊ thirtie yea 
re olde. Che childzé of Jezear aͤre theſe: Ko⸗ 
rab, Ulepheg,Sichri. Che childzen of Vſiel 
ave thefe:titifacl Elsa phan, Sit hꝛi. 

Aaron coke Elizaba Fdougheer of Ami 
nadab Nahaſſons fifters co wife, which ba 
xe bim Nadab Abibu, Eleafar, Jebamar. 

The childré of Korah are chefe:A ffir, El 
tana, z Abiaſſaph. Thefe are ¥ generaciss 
of ¥ Borahites. Eleafar Barons fonne to- 
Eeoncof the doughters of puciel to wife, 
whid) bare bim Phineas. Chef arethe he 
Des amongethe fathers of che generacions 
of the Leuites. 

This is F Aaron z Moſes, onto whonz 
PLORDE fayde:Bringe $ childrẽ of Iſtael 
out of the lande of Egipte w their armies. 
It is chey(namely Moſes z Aaron)y fpate 
wnto Pharae the kynge of Egipre, they 


Che vij. Chap. XFo. reve. 
might biyngethe Hildzen of Iſrael out of 
Egipte. Thẽ famedaicfpate ¥LORDE vnto 
Moſes in ? lande of Egipte ſa yde: Jam 
* LORDE, fpeate thou onto Pharao *kyn⸗ 
geof Egipte, all $ I faye vnto F . Andbe 
anfwvered kefore $LORDE:Bebolve, J am 


of Snefsenneli ippes. base fall pharao Exode.b 


thé heare me? be VII. Chapter. 

Sw HELORDEfayde wncotitofes:Be- A 
a holde, J haue made the a God ouer 
Pbarao,z Aard y? brother ſhal be y 
propber. Chou ſhalt ſpeake all $74 cSmaa- 
Dey :but Aaron y brocher ſhal jpeate vnto 
Pbarac, F hemayelecthe childre of Iſtael 


Ge out of his lande. Meuertheles J wil bar- Exo. 4.4 


den Pharaos bert, § Jmaye mulciplyemy 
totens z wonders in the londe of Egipte. 
And Pharao [hal not heare you, j J maye 
fhewemy bande in Egipte, z beynge myne 
armyes, euen my people the childrẽ of Iſtael 
out of ? lande of Egipte,by greate nrogme 
tes.2ind Egipcians fhaltnowe, Jam 
the LORDE, whan J ſhal ſtretch out my ban 
de vpon Egipte,and brynge the childzen of 
Of I ael out from amongethem, 

¶Moſes and Aaron dyd as the LORDE cd. B 
maũded chem. And Moͤſes was foure|core 
yeare olde , z Aaron thre z foure froze yeare 
olde, whan they [pate vnto Pharao. And F 
LORDE ſayde vnto Moſes ⁊ Aaron: YOban 
Pbarao ſa yeth vnto you: Shew youre wor 
ders,then ſhalt chou ſaye vnto Aaron:Tate 
thy ſtaff, and caſt it before Pharao ⁊ it [yal 
turne to a ſerpent. 

Then wẽte Moſes z Aaron in vnto pha 
t40,7 Dyd as the LORDE cõmaunded them. 
2nd Aaron café his ſtaff before Pharao ⁊ 
be fore bis ferusuntes,z ic turned to a ſerpẽc. 
Then Pharao called for *¶ wyſe menz Sor 
cerers . Andthe Sorcerers of Egipte allo 
dyd lite wyfe wich their Gozceries, and ene~ 
ry one caft bis ſtaff be fore bim,z they turned 
vnto ferpentes. Dut Aarons ſtaff denoured 
their ſtaues. So pharaos bert was barde- 
ned, and be herkened noe vnto them, euen as 
theLORDEbad ſa yde. 

Andthe LORDE ſayde vnto Moſes: The C 
bert of pharao is hardened, berefirjeth to 
let $ people xo. Gee vnto Pharao inebe 
momynge,bebolve,be fhal come vnto $ we 
ter, mete thou bim vps the waters beynte,z 
tate ? ſtaff which turned to a ſerpẽt, in thi⸗ 
ne bande,z faye vnto hin: The LORDEGod 

of the Hebrues bach ſent me vᷣnto the .zfen- 
deth F werde: Tet my people to,ebat they 
ma ye ferue me inthe wyldcrneffe: bue hit her 
tocbou woldeſt noc beare. 

- 8 
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Ther foꝛe thus fayeth the LORDE:Hereby 
fhalethontnowe, $ Jam $ LORDE.Bebol 
de, xb ebe ſtaff * bauein my banve,roil 3 
finycethe water which is in ¥ ryner,zit fat 
be turned in co bloude: chat the fifbes in 
ebe ryner ſhalldye Tthe ryuer ſhall ftynte:z 
it ſhall greue the Egipcians to drynke of ¥ 
water of the ryuer. 

BD And $ LORDE/[pake vnto Moſes: Saye 
vnto Aaron: Cake > ſtaff; ⁊ ſtretchout thine 
hãde ouer ? waters of Egipte, ouer their ry 
uers Zz brokes ⁊ pondes,z ouer all water po- 
les, p they maye be eurncd ro blonde, zebat 
theremayc be blonde in all y lande of Egip 
te, both in veſſels of wodd and ſtone. 
¶Moſes ⁊ Aaron dyd as JIORXDEcõmaun 
ded chens,z lift vp che ſtaff· ⁊ ſmote the wa- 
ter was inthe ryver, before Pharao ⁊ bis 
feruauntes, z all che water inthe ryuer was 
turnedinto bloude, zebe bik in she ryuer 
dyed, z the ryuer ſtanke ſo Pcbe Latpcians 
coulde not drynke of the water of > ryner, 
there was blonde inallebelandeof Egip 
te. And the Sorcerers allo of Egipte, dyd 
likewyſe with their Sorceries. Bur Pha⸗ 
raos bert was hardened, T be herkened not 
vntochẽ, · like as the LORDE had ſa yde. And 
Pharao turned him elf, z wente home,z ee 
not bis hert there on. Wehbe Lgipcias dyg 
Ged rode aboute Fryer, for water co drin⸗ 
kerfor they conde not dzynke of ¥ water cut 
Of che ryuer. And chis endured ſeuen dayes 
fonge,that theL ORDE finotetheryuer. 
— Tbe Vill. Chapter. 
a %HeLORDE fayde vᷣnto Moſes: Go $ 
wwaye to Pharao,z ſpeabe vnto bim: 
Thus ſaieth che LORDE: Lee my people go, 
} they maye ferue me: Rf thou wile not let 
chẽ go, beholde. J wil finyte all * borders of 
Ilsde w frogges ſo ? theryuer fhal fevanle 
x frogges:theſe fal clymme vp, z come in 
tothine houſt, into $ camber, where thou 
ſlepeſt, vpon thy bed, and in tothe houſes of 
thy (eruanntes, amongetby people, in tothi 
ne ouens and vpon thy dowẽrand the frog- 
ges fall come vp vponthe, and vpontby 
people,and vpon alltby feruauntes. 
%  AndtheLORDE fpate vnto Moſes: Saie 


Pfal.z7.e Dnto Agron: Stretch forth chine bande wh 
andiog.d thy ftaff ouer the fireames, zryners,z pon- 


des, and let frogges come vponthelonde of 
Egipte. And Aaron ſtretched bis bade ouer 
the waters in Egipte,z there came vp frog 
ges, fo $ thelonde of Egipte was couered. 
Fhe Sorcerers al dyd likewyſe, wh their 
Sorcerirs, z caused frogges to come vps * 
Se of Egipte. CHE called Pharao for Ale 


Che viij. Chap. 


fee z Baron, z ſayde: . Praye the LORDE foe os-Re- nt 
we, $ bemaye tate pe el the frogges fro not of 
mez fronsy people,z J willlet $ people go, Adoas 


Pebey mayedo facrifice vnto the LORDE. 

Moſes fayde: Haue thou thẽ bone befo- C 
¥eme, Tappoynte me, wha J fal praye for 
¥, foz $ feruauntes and for thy people:y the 
frogges maye be dzynenarwa ye fro the frs 
thyboufe , zremayne onely in the ryuer, He 
ſa yde: Comozow. He fayde: Euen as thon 
haſt fayde, } chou ma yeſt knowe, Hrbercis 
none like vnto theL ORDEG God: And the 
frogges ſhal be caté from the, z from $ bow 
fe, shag thy (eruauntes,z from thy people,z 
rema yne onely inthe ryner. 

So Meſes ⁊ Aaron wẽte from Pharao, 
⁊ Moſes cricd vnto the L ORDE for theap- 
poyntment ouer the frogges, which bebad 
pꝛom yſed vnto pharas And FLORDE dyd 
a8 Moſes fayde. And the frog ges dyed in f° 
houſes, in * courtes,z vpon F felve:zthey 
Gathered che co gerber, bere an heape,z the- 
teanbeape,zchelanvdefiante of chan.But 
whan pharao fawe F be had gotten breth. 
bis bere was bardencd,and be berfenednoe 
vnto thẽ euen as theL OR DE bad ſayde. 

2nd the LORDE fpake vnto Moſtes Saie D 
vnto Aaron: Seretch out thy fiaff, z ſmyte 
the duſt vponthe earth, Htheremaye be ly- 
[eintbe wholeloveof Egipee. They dyd ſo⸗ 
And Aaron firetched our bis banve wb bis 
ſtaff. zfinoce che duſt vpon the earth,zthe- 
re were lyfé vpon men and vpon catell : AIF 
the duſt of the lande was turm> vnto lyfe 
inall chelande of Egipte. 

The Sorcerers alfo affayde likewyſe os 
their Sorcerits $ cheymigdt beynge ſorth 
lyſe, but they coude not. And > lyfe were ve 
pon mes z catell. Chen fayve * Gozcerers 
wnto pharaor It is che fynger of God But 
Pharass here was hardened, z be herkened 
hot vnto thẽ euen asthe LORDE bad fayde. 

And FLORDE [aide vnto Moſes: Ger F ES 
vp tomorow by cymes, ſtonde before pha 
rao:bebolboe,be wil go unto the water,z ſpea 
Eetbon ene hie bus ſaieth > ——— 
my people go, ptbey maye ſerue me: yf not, 
bebolde, Fj wil cane cruell wozmes(oz fiyes) 
to come. xpen the, thy ſeruauntes, y people, 
ztby bouje, fo pall the Egipcians boufes,z 
the felde and what theron is fhall be full of 
ctuellwormtes:z the fame daye wil 3 fepara: 


tethelonde of «Gefen, wherin my people »deard 


ate,fo ? no cruell worme ſhalbe there, chat 
thon mayeft Enowe,chat I am $ LORDE in 
the myddeſt of theearth. And I wil ſet a de 
(yueraunce betwene my people and thyne. 


The ij bofe of Moſcs. 


Tomozorw hal this toEen come co paffe. 

ind the LORDE dyd ſo. And chere came 
perlous cruell wormes in co Pharaos beufe, 
into bis feruauntes boulés, z vponall che 
Tonde of Egipre:and the londve was marred 
with noyfome wormes. 


S Thécalled Pharao for Moſes z Aaron, 


OExods.c 


⁊ ſayde: Go yo waye,z do facrifice onto yor 
Godin ? londe. Moſes fayde: It is nocme- 
te, $we ſhulde ſo do ſo ſhuide we offer * ab 
bominacionof * Egipcians vnto the OR 
DE¢ God. Bebolve, yf we ſhulde offer che 
a@bbominacion of ¥ Egipcians before their 
eyes, ſhulde they not fone vs? Thre dayes 
tourney will we go inche wylderncs,and do 
facrifice onto the LORDE oure Govdslite 
as be bath ſa yde vnto vs. 

Pharao ſayde: J wil lec you go, p ye maie 
do ſacrifice onto theL ORDE yo God inthe 
soyldernes(onely $ ye go no farcher)z pzaye 
foz me. Moſes fayde: Scholve, whan Jans 
come forth from J wil praye onto $ LOR 
DE, Pebe cruell wormes maye be taten from 
Pbarao, z from bis feruaiices,z fis bis peo 
ple,cuen tomozow:onely difceaue menomo- 
re, that thou woldeſt noclec the people go 
to do facrifice pntotbeL ORDE, 


And Moſes were out from Pharac,and 
prayed vnto the LORDE. AndcheLORDE 
Dyd.as Moſes fayde,z coke awaye she cruell 
wormes from Pbarao, from bis feruauntes, 
and from brs people, fo § there remayned 
noc — — hardened his hert euẽ 
then alſo, and lee not ? people go- 

The X. Chapter. 

HeLOR DE ſa yde vnto Moſes: Go 

in to Pharao, and ſpeake vnto bim: 

Thus ſa yeththe LRDE God of y 
Hebrueslet my people go, p?ᷣthey maye fer- 
ue me. RF chou wile not, buc holdetbem lon 
ger,bebolde,thebande of the LORDE ſhal 
be vpon thy catellin the felde, vpon bores, 
vpon Aſſes. vpon Camels, vpon oren,vpon 
Hepe with a very fore peftilence.2ind ¥ LOR 
DE ball make a dinyfion betwene the catell 
of the Gfraclitesz the Egipcians,fo pebe- 
re ſhal nochingedye of allebac the children 
Of Iſtael bane. And FLO RDESppoynted 
atymeandfayde: Comozow fyalebeLOR 
DE do this vponearth. 

And the LOR DEdyd the fame on the mo 
row. Andehere dyed of allmaner of catell 
of the Enipcians: butof > catell of Fail 
drẽ of Iſrael there dyed not one. And pha 
rao ſent thicber,z bebolde,there was not one 
ofthe catell of Iſtael decd. But pharaos 
bere was bardencd,fo ? he let not F people 


Che ir. Chap. Fo. xxvij. 


go. Then fayde FLORDE wnto Moſes ⁊ Aa 
ron: Cake youre banves full of aß ſhes out 
of the fornace ⁊ lec Moſes fpzentle ĩt towar 
ve heauen before Pharao, chat it maye be 
dnftinallebelande of Lgipre, ⁊ that there 
maye be ſores z blaynes vpon menz vpon 
catellin all the lande of gipte, 

And they coke aß ſhes out of F fomacez 
ſtode before Pharao, z Moſes ſprent led ic 
cowarde heave. Then were chere fozes and 
blaynes vpon men z vpon catell, ſo that che 
Sorcerers mighe noe fiSde before Moſes by 
reafon of the [ozes. For there were forces vpd 
the Sorcerers as wellas vpon allcbe Egip 
cians, SuttheL OR DE bardencd pharacs 
bert, ſo that be bertened noc vito chem, euẽ 
a6 the LORDE bad ſayde vnto Moſeẽs. 

Then fayde the LORDE vnto M4 ofes:Gee 
the vp tomozow by tymes, z ftonde before 
— ſpeake vnto him: Thus ſayeth > 

ORDE Goo of the Hebruesrlet my people 
go, Hebey maye ſerue me, els wyll J at this 
tyme fende allmy plages in to chine bere, z 
pon thy fernatites z vpontby peopler that 
thou mayeft tnowe, $ thereis none like me 
in all londes. For J will now ſtretch out my 
banvde,zfinyte che z eby people wb peftilence, 
> ¥ chon [hale be rored out from the earth. 
Met haue Jnſtered F vp fortbis caufe, euen 
toflew my power vpon and that my na 
me might be declared in all londes. 

Thou holdeſt my people yet,z wilt noe let 
them go, bebolde, comozow aboure this ty- 
mewyll F caufe a mightie greate hayle to 
rayne, fod) as bath not bene in thelonde of 
Egipte ſence che tyme that it was groũded. 
hicher to. And now ſende thou, T ſaue thy ca 
tell,z all pᷣt hou haſt in theᷣ felde: for all men 
⁊ catell chat ſhalbe founde inthe felde,znot 
bronghe in tothe houſes, yf che hayie fall 
vpon them,they ſhall dye. Nowo who fo fea- 
redthe worde of the LORDE amonge pha · 
raos fernauntes, cauſed bis ſeruauntes 7 ca 
tell to flye in to thez houſes but lobe whofe 
bertes regarded not the worde of $LORDE, 
left cheir feruauntes and catell intbe felde. 

Then fayde cheL OR DE vnto NMoſes: 2 
Strech our thy bande towarde beané, that 
it maye bayle vpon all the lande of Egipte. 
vpon men, vpon catell, zpponall berbes of 
the felde in the lande of Egipte. So Moſes 
ſtretched ont bis ſtaff towarde heauen. and 
theLORDE cauſed it to thonder hayle ſo & 
the fyre ranne alonge vpon the earth. Thus 
the LORDE hayled zrayned vpon the londe 
of Egipte, ſo that the haylez fyre wente ſo 
horꝛrydly together, as neuer was in all the le 
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be of Egipte,fens che tymethat there were 
F — F—— 
lande of Egipte, all chat was vpon ¥ fel 
de, both men z catell, z ſmote all the herbes 
vpon the felde,z beate allthe trees vpon > 
felve,faue onely in chelande of Gofen, whe 
se the dhildzé of Iſrael rere, there it bayled 
Hot. Chen fent pharao z called for Moſẽes ⁊ 
Aaron e ſayde vntothem: tow baue J ſyn 
ned, * LoOr᷑ is righteous, but 7 zmy peo- 
ple are vngodly. Xet praye ye vnto the LOR 
DE, that the thonder ⁊ hayle of Sod maye 
ceaffe, then wyl J let you go, that ye ſhal ta 
ty berenolonger. Moſes fayde vnto bim: 
Whan J am conte out of the cite, J wyll 
ſtretch out myne bandes vnto the LORDE,[O 
Phal che thonder ceaffe,z there ſhal benomo 
re bayle: that chou mayeft tnowe, thacthe 
earth is the LORDES . But J tnowwe, § boch 
thou z thy ſeruauntes dei not yetthe LOR 
GB DEGov. Chus the flay andebe barlye were 


Che ¢. Chap. 


theeyme § they werevpon earth vnto this 
Daye. And hecurned bim, z wente out frome 
Pharao. Then [aide Pharaos feruaunces vn 
to bim: Hor longe [hall we be ſnared after 
this manery Lee khe men go,thatthey may C. 
feruc } LORDE their God. Rnoweftchou * 
not yet, } Egipee is deſtro yedẽ Moſes z Aa 
ron were brought agayne to Pharao, which 
[aide onto them: Go yo waye,z firue } LOR 
DE yo God. But who are they F [hall gor 
Moͤſes ſa yde: We wil go x yongez olde, w- 
fonnes andvdoughrers, with ſhepe and orts 
for we banca feaftof che LORDE. Hefay- 
De vnto ché: Let it be ſo, the LORDE be with 
you: Shulde F let you goz yo childrẽ alſo⸗ 
loFe that ye bane not fomemyfchefe in bade. 
Not fo,bue go ye chat aremen,and ſerue the 
LORDE, foz that roas youre defyze, And they 
thruſt chem out from Pbarac. 

Thẽ faide ¥ LORDE onto Moſes: Seretdy D 
out thine bande ouer ¥ londe of Egipte for 


ſen ytten: ſor the bari ye was ſhot up,z > flar ebe=grefhoppers, $ cheymaye come vps F *Pia104d 


was boulledzbuc tbe wheate and Pryewere onde of Egipte, z eare vpall che berbes it — 
not ſmytten for they were late ſowen. the londe, w̃ all $ eſcaped the hayie Moſes apo-pn 


So Moſes wente from Pharao ont of > 
cite, z firetched ont bis hã des vnto FLOR- 
DE. And F thdderz the bayle ceaffed,z the 
rayne dropped not vpd the earth. But wha 
Pbarao five Pebe rayne zebonder zbayle 
ccaffed,be fynned agayne,and berdened bis 
bert, be z bis feruauntes. So pharaos bere 
iwas barbdencd, he let noc the childié of Sf 
rael go,eué asthe LORDE bad faydeby tio 
fes. The xX. Chapeer. 

a Vd the LORDEfaide vnto Moſes: Go 
Sf in vnto Pharad, foz J haue bardencd 

‘ bis bere z the bertes of bis fernaiites, 
HF ntlghe dorhefe my cokes amongethé,z 
thac chou mig hteſt fhesveit inthe eares of 
thy hildien z of thychilders children, what 

53 baue done intEgipre, and bow J baue 
diy cofens amdgecbé, that ye maye 

nowe borothatj amtbeL ORDE. 

So Moſes z Aaron wente in vnto pee 
¥40,z [pate vnto him: Thus fayeth y LOR- 
DE God of the Hebrues. How longe refuſeſt 
thou co ſubmyt thy felf wntome,co lee my 
people go, they mayc ferueme Rf chou 
wilt noclet my people go, beholde, tomorow 
wil J caufé grefhoppers to come vponall 

laces, § they maye conertbelande,jo $rbe 
Tinve can not be fene, z they ſhal eate vp * 
is left you z wae delyuered frd the bayle: & 
{hal cate vp all yo grene trees vpon the fel 
de, zfhal fyll chy boufe,all y fernatitesbon 
fes,zall che Egipcians houſes:ſoch as 5 fa 
thersz 9 fathers farbers baue not fene,fens 


ſtretched out bis ſtaff over ¥ Lande of Egip 
te, zehe LORDE bronghe aneaft wynde im 
to the ionde all Hoayezall § night,zincbe 
morn ynge the eaſt wynde bꝛought the gref> 
hoppers. And they came ouer che whole lan 
de of Egipte, and lighted in all places of 
egipte, foerceadingemany,that before ty- 
me there were nener fed, necher fhalbe bere 
a fterr for they coneredthe londe,and made it 
dare. Andebey are vp all che berbes in * 

londe, zall the frutes vpon the trecs whic 
remayned from ꝰ bayle,z left no grene chin 
ge bebinde in che trees z herbes vpon the fell 
Sein all che lanve of Egipte. 

Shen Pharao called for Moſes ⁊ Baron ge 
in all ¥ haiſt ⁊ ſaide: J bane fymmedagainfé © 
the LORDE yo Gov,zagaynft you:fezgene 
me my ſynne this once alfo,z pray the LOR- 
DE yo God, F he maye tate awayefro me 
this death onely. 2nd be wẽte our from pbs 
8a0,7 prayed wnto the LORDE.Cbhé the LOR 
DEturneda maruclous firdge weft wynde, 
and toe vp che grefhoppers, z caft them ira 
totherced fee, ſochat there was not one lefe 
inall the quarters of Egipte. But the LOR 
DE hardened Pharaos bere, that he let not 
the dildzé of Arael go The LORDEſayde 
vnto Moſes: Stretch out chine bade towar 
de heauen that it be fo dark inthe londe oſf 
Egipte, it maye be felt. And Miofes fires 
ched out bis have rowarbe beanen,thé was 


there @ thicke darck neſſe in all che lonve of sapazd 


Egipte ehie dayes, ſo yinthie da yes no ma 
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ſawe another, nor roſe vp from > placembe 

rebe was. Dat w the cildzé of Iſrael the- 

§ re was light in their dwellinges.Chen pha 

rao called foz Wofts,z fayde: Go yo waye T 

fexuerbe LORDE: onely leaue yo [hepezy* 

oren bereslec yo childrẽ go vb you allo. Mo⸗ 

fes fayde: Chou muſt geue vs offringes and 

brentofferynges, that we maye do facrifice 

vnto the LORDE 6 God. Oure cateli ſhal go 

wh vs,qnd there ſhal nor one boc fife be left be 

hynde: for we muſt cate therof for tbe ſeruy 

cc of che LORDE 6 God. ti Fozouer we Enowe 

not wherwithall we ſhal ferue * LORDE,tyll 

wwe conte thither. But che LORDE hardened 

pees bere, $ be wolde not ler chem go. 

And Pharac fayde vnto him: Gee the hence 

fro me,z berwarre,thatchou comenomozein 

my ſight: Foz lobe what date ſo euer chou cd 

mefé inmy fight,chou [yale dye. Moſes an- 

ſwered:Euẽ as thon baft fayde, J wil come 
nomozeincby fight. Che Xi.Cbhapter. 

a Vd the LORDE ſa yde vnto Moſes: J 

Of wil yet brynge a plage vpon Pharao 

and Egipterafter hal belet you go 

from bence,zfhalnoconely let all go but al 

fo dryne you bence. Therfore faye norv vnto 

the people, p cucryman borowe of bis negh 

boure, zeuery woman of bis neghbourefje, 

Jewels of fyluer z golde:foz the LORDE fal 

Feue the people faus inthe ſight of * Egip 


Kccli.gs.a ciãs. Anð Moſes was a very greatemanin 


the lande of gipte, in y fight of Pharaos 
feruauntes,z inthe fight of che people. 

B And Moſes fayde:Chus fayerhehe LOR 
DE: Acmydnighte wil J go out in the lande 
of Egipre,zall $ firſt boꝛne in the lande of 
Egipte ſhall dye: from Pharaos firſt forme 
Nytteth vpon bis ſeate vnto the firſt ſonne 
of the mayde ſeruaunte whic is behynde y 
mylli:⁊ all che firſt borne amonge the catell:z 
there ſhalbẽ a greate crie in allebe lande of 
Egipte, ſoch as neuer was, ner ſhalbe. Duc 
amonge all the chiidzé of Ffracl cbere hall 
nota dong quatch bis tonge,fromen vn⸗ 
to catell, ye ma ye knowe, bor ¥ the LORDE 
bach puc a differéce betwirte Egipte TI 

©. tack. ChE (hal all theſe thy ſeruauntes come 
downe vnco me,z falat my fote,z faye:Get 
theont, thou zallcbe people that are wonder 
the. After that wyl Tj departe. And be wẽte 
is pbarae eb a woth full difpleafure. The 
LORDEfaide onto Moſes: pharao berte- 
neth not vnto you, ¥ many woders maye be 
done in ¥ lãde of Egipte. And Mofesz As 
ron dyd alltheſe woders befeze Pharaor but 
+f LORDE hardened bis bert, y be wolde not 
let ? hildzé of Iſrael go our of his londe. 


Che rj. Chap. Ao. xxviij. 
Tbe xXI.Chapter. 
¢ $e LORDE fayde onto Moſes ⁊ Aa- BW 
“< ron in the londe of Egipte: This mo 
> netb ſhal be with you > firft moneth 
zat it ye fall begynne the moneebes of she 
yeare.Speate ye onto all the congregacion 


of Dirael.z faye: pon F tenth daye of this . 1.14 


mionech let enery one tate a *Iabe(o2r a Eydd) 
where a houſholder is,to enery houſe a lãbe. 
But yfebe houſholde be ro fer for alambe, 
thẽ ler him z bis neghbé F ts next vnto bis 
houſe, tate it acordinge to the nembre of * 
fonles, and counte tothe lambe, what encry 
man maye eate. Duc it ſhal bea lambe with 
out blemifly, amale,z of a yeare olde, From 
amongetbhe lambes z goates ſhal ye take it. 
And ye foal kepe it vᷣnto F fourtene daye 
ofthe moneth. And euery man ofthe congre 
gacion of Iſtael [yal flaycitaboure the eue 
ninge.2ind they 
ſtryke it on boͤth the ſyde 
anð on the vpperdoꝛe oftbe houſe, that 
they eatẽ it in. And ſo fat theycateflefh > 
fame night,rofted at the fyze, z vnleuended 
bred, and ſhal cate it with forvze fawfe. Re 
not eate it rawe ner ſodden with warer. 
uc onely roſted at the: bis beade wh bis 
fete and percenaunce. And ye ſhal leaue no- 
thynge ofit omer ontyll che moznynge : but 
yfeny chinge be Icfc oner vnt yll the mornyn 
geye ſhal burne it with fyre. 
— — 


7 


s of che dore 


Of ebis maner ſhal yeeareit: ye be 
gyrded aboute youre loynes,and —— 
[hues vpon youre fete and ſtaues in ys ban- 
des. and ye ſhal eate it with haiſt · for itis > 
LORDES paffeouer. Foꝛ in the fame nighe 
wil Jgothorow thelonde of Egipte,z fmy 
teallebe firſtborne in the lanve of Egipte. 
from men vnco catell,z vpor allebe gobbe⸗ 
ofgipte wyll J do erecucion.Euen Itche 
LORDE. 2ind the bloude ſhal be youre totter, 

onthe houſes wherin ye are: p¶ vhan Fj fe 
the bloubve, J maye paffe oner, andthatehe 
plage bappen not vnto you,to tefiroye you, 
whan F ſmytethe londe of Egipre. 

e ig 
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all ye bane fore remem- 
braunce, and ye ſhall kepe it boly ſor a feaft 
xnto the L OR DE, ye ⁊ all yore poſterities 
for a perperuall cuftome. Seuendayes [hall 
ye cate onlenended bred : namely, vponthe 
firf daie — ye leaue of with leüended bred 
in youre houſes. Who fo euer eateth lenen- 
ded bred from the firſt daye onto > ſeuenth 
that Pule ſhall be roted ont from Iſtaei. 
The firſt daye [hall be called holy amonge 
you,and the fenench alſo. Mo maner of woz 
Be ſhall ye do cherin,faue what beiongeth eo 
themeate for all maner of foules , thatonely 
maye yedo for you. And Eepe you colenene 
Ded bed, 

For enen vpon that fame daye wil J bryn 
Se yourearmies out ofthe londe of Egip- 
te, therfore ſhall ye and all youre pofterities 
kepe this daye for a perpetual —3*— v- 
pon the ſouitene daye of the firfé monerh, 
Gt even, [hall ye cate vnieuended bred, onto 
the one and crvencye daye ofthe moneth, 
at enen: fo thac there be no lenended bred 
founde in youre bonfes feuen dayes. For 
who fo euer eateth lenended bred, that fou- 
le ſhall be roted ont from the congregacion 
Of Iſtael whether it be a ſtraunger oz bo2- 
nein the londe. Therfore eate no leuended 
bred, but onely vnleuended bred in all youre 
dweilynges. 


DAnd Moſes called all the Elders of FF 


toſ. a.d 


racl, and ſayde onto them: Chofe ont,and ca 
ke toeuery ———— @fhepe,and Eyll pa 
feouer vntothe LORDE:anbdtatea bund 
Of pope, and dyppe it in the bloude in the 
bafen , and firyte ic vpon che vpperpoſte 
and vpon the two ſyde poſtes, and none of 
you go ont atthe dore of his houſe vnt yll > 
inornynge, forthe LORDE wyll go abou, 
te and plage the Egipcians. And whan 
be feych the blonde vpo the vpperpofte,and 
vpon the two ſyde poftes, be wyl paffe ouer 
by thedoze,and not ſuffte the deftroyer to co 
meinto youre houſes to plage.Lberfoze ke⸗ 
pe this cuftome foz the an thy childien for 
ever. 

And whan ye be come ines > londe that 
the LORDE ſhal geue you, (as be bath fay- 
de)then Eepe this fernyce.* And whan you- 
re childzen faye vnto you : What fernyce is 
this,chat ye baue? Me ſhal faye:Jeis the ſa⸗ 
crifice of the LORDES paffeoucr, which pa 
[ed ouer by the children of Iſrael in gipte, 
whan he plaged the Egipcians, and faned 
oure boufes. Chenthe people bowed thems 
felues, and worſhipped. Andthe children 
Of Iſtael wente and dyd, as the LORDE bad 
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commannded Moſes and Aaron. € 

Andat mydnight the LORDEfmoteall Exo 
the firfibozue in tbe lande of Egipte: from Pa 
Pbaraoe firſt ſonne which fat vpon bis few sap. 
te) ontyll che firſt fonne of che prefoner thar 
was in che prefon, andall the firſtborne of 
the carell. Then pharao arofe $ fame night, 
@nd all bis feruanntes, and all che gip- 
cians, z there was a greate cryein Egipce: 
for there was no bonfe wherin there was 
Tot one deed. 

And he called for Moſes and Aaron in F 
night,andfayde : Gee you vp, and departe 
out fromy people, ye and the cdildienof T= 
rael: go youre waye and fernetbe LORDE, 
as ye haue ſayde: and take youre ſhepe and 
youre dren with you, · as ye haue ſa yðe, and 
departe, and bleffe me alſo. And the Egip⸗ 
cians were fearce vpon the people, to dzy- 
ue chem baiftely out of the londe for they [ai 
De:weareallburdced. 

ind Spe people toke the rawe dowe, be- 
fore it was lenended( fortbeir foode )boun- 
de in cheir cloches vpont heir ſhulders. And 
the children of Iſrael bad done 22 Moſes 
fayde,and bozoned Jewels of fylucr and 
golde, and clotbes of the Egipcians: the 
LORDE alfo bad gener the people fauon- 
re in the ſight ofthe Lgipcians, that they 
lent them, and (> they fpoyx> che Egip- 
cians. 

Thus F children of Iſra⸗i «te thetr iour- F 
ney from Baemſes to Suchoth, «fire hun⸗ 
dreth thoufande men of fore; befyde childzé. 
Therewente with them alfomod cems peo 
ple,and fhepe,aud oren, and erceadinge ma 
ny cateli. 

And ofthe rawe dowe that they breught 
out of Egißte they baked wnleucved cates: 
for it wasnoclenended, in fo moc as they 
were thꝛuſt cut of Egipte,and coude not ta 
ryrnet her bad they prepared chemeny other 
meate. 

The t yme F the children of Iſrael dwelt 
in Egipte, is foure hondreth and thirtie yea⸗ 
res. Whanthe ſame were ended,the whole 
booft ofthe LORDE wente ont of the londe 
of Egipte in one daye. Therfoze fhall this 
might be kepte vnto the LORDE, becauſe be 
brought chan out ofthe londe of Egipres 
Andthe childzen of Iſtael fall kepe it vnto 
the LORDE,they and their poficrities. 

And the L ORDEfayde vnto Moſes and G 
Aaron: This is the maner of the kepynge 
of Paſſeouer Chere hal no firatiger cate of 
ic. — fois a bought ſeruaunt let bine 

be arcumẽyſed, ⁊ cNen eate therof. A ſiraun · 
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ger and an hyred ſeruaũt ſhal not eate of it. 
In one houſe fal it be eatẽ. Me ſhal caryno 
ine of bis flefly out of the boufe,and · ye fal 
not bzeate & bone of bim.Che whole congre 
gacion of Iſtael ſhal do it. 

But yf chere Owel a ſtraunger with che, 
Z wil hoide Paſſeouer vnto thẽ ORBB.let 
him circumcyfe every one that is male, and 
ther lecbim firfE come, and doit, andbe as 
one that is borne inthe londe: for there ſhal 
no vncircumcyſed cate therof. One maner 
of lawe be vntobim pis borne in chelonde, 
Tonto che ſtraũger powelleth amdge you. 
And all che hildzé of Iſtael dyd as the LOR 
DEconimtaunded Moſes z Aaron. So vps 
once Daye the L ORDE brought the child: of 
Iſrael oucof cheléve of Egiptewithebeir 
armyes. 


sNug.b 
fohag-d 


The XI. Chapter. 
A Lid the LORDE [pate vnto Moſes,⁊ 


Exoand faide:Sanccifie vnto me enery firfiboz 
— ne, breaketh all maner of Matrices 


Tred ahronge the childze of Iraei both of men 
Lused  catell:foz they are myne. Chen [aide Moſes 
vnto > people: Thinke vps this daye,inebe 
which ye are gone out oF tEgipte fromebe 
houſe of bovage,bow ỹ * LORDEbroughe 
you out frõ thence wb a mightie hãde. Ther 
fore hall ye eate no ſowre dowe . This daye 
Gre ye gone out, euẽ in * moneth of Abib. 
Exo. Low whi ¥ LORDE bath bionghe ¥ in 
neue of lande of }Cananices, Hethites. Amori 
Ge. ss.d eo, Heuites z Jebuſites, whic) + be fivare 
Fxod.s-d onco fathers to geue > (ener a londe that 
floweth & mylke z bony)eben [hale thon fe- 
pects ſeruyce in this moneth. Gent dayes 
ſhau chor cate vnlenended bred, z vponthe 
feuenth daye is the LOR DES feaft: therfore 
ſhalt thou eate vnleuended bred ſeuẽ Dayes, 
that there be no ſowꝛe dowe, ner ſowꝛed bred 
ſene in all thy quarters. 
SAnd thou ſhalt tell thy ſonne at the fame 
tyme,z ſa ye Becauſe of that, which FLOR 
DE dyd for me, whan J departed out of 
Egipte. Ther ſoꝛe ſhalt it be a ſigne onto * 
intbine bande, andacoten of remembzaurt 
ce before thine eyes,thatthe lawe of FLOR 
DEmiaye be in thymouth, how shat * LOR 
DE broughtthe out of Egipte with a migh 
tie bande: Cher fore kepe this maner yearly 
inbis tyme. 
Whan the LORDE now bath beoughe * 
into ? lanvde of the Cananites (as he hath 
Een, 15.4 ſworne vnte the andeby fathers and bach 
geuen it the, chen ſhait chon finder out on- 
to the L OR DE allthacbieatethebe Ma⸗ 
trice , and firſtborne amonge thy catell, 
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fechas is male. The firſtborne ofthe Affe 
Phale chon bye ont with a Pyepe:buc yf show 
redeme it nor, then breake bis neck. Allebe 
firſtborne of men amonge thy children fale 
thou redeme. 

And whan thy childe areth the to daie or € 
tomozow : What is this 7 Chon fhale faye 
vnto bim: Che LORDE brought vs ont of E- 
gipte from che boufe of bondage © amigh 
tie bande: foz whan Pharao was loth to let 
vs go,the LOR DE jlew all che firſtborne in 
the landeof Egipte, from the firſtborne of 
men onto ? firſtborne of the catell: therfore 
offer J vnro the LORDE all chat beater > 
Wiarice,teynge amale, and > firſt borne of 
my children J redeme. And ebis fhal be a fig 
ne vnto the in thine bande, and a cofen ro 
thinte vpon before thine eyes, how that the 
LORDE brongbe vs ouc of Egipte with « 
mightie — " * 

‘ow whan Pharao had let $ people go, D 
God led them ee the —— the ioe 
ofthe pbiliftynes, which was $ nerce: for 
he choughter The people might repét, whe 
they fé warre, and fo turne in agayne into 
ELgipte. Cherforcled be the people aboute, 
even the waye thorow the wyldernes by > 
reed ſee And the dildzé of Iſtael wente bar 
neffedout of chelonde of Egipte.And mo· 
fes tote Fofephs bones with bins, for be to *0e-s0.d 
tean ooth ofebe childien of Iſtael, and fay- re 
de: Sod wyll ſurely vyfer you, therfore cary 
awa ye my bones with you from hence. 

Sothey cote theit tourney frSGuchoth,z 
pitched their tétes in Ethã in > edge ofthe 
zoildernes. 2nd} LORDE wẽte before the by Nor⸗b 
Daye site piles oe ——— Fright eo 
weyerand by night ina piler of fyzeebathe EC! 
mighe Phevwerbelighees waltelac, re tae Bizet 
and night. The piler of che cloude departed 
neuer from the people by daye, and the py- 
ler of fyze Departed not from the by mghe. 


The Xi. Chapter. 


Vd the L ORDE fpate onto Moſes, 
and fayde: Speake vnto the children 
of Iſtael and byd themebatthey cur- N » 
ne aboute, z pitch their tentes before the val — 
ley of Hyzotb, betwirte Migdol z the feero- 
warde Daal Zephs, and there pitch $ tentes 
right onerby che fee. Gor Pharao hall faye 
ofthe childꝛen of Iſrael: Chey cannot cell 
Howto get oucoftbhe londe, che wylderneffe 
bath ſhut thentin. And J wyllbarbden bis 
bert, y be [hal folowe afterehem,z3 wilgee 
me bonoure »pon Pharao, and vpon all bis 
Porwer.2ind > Egipcigs fhaltnowe, ¥jaus 
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the LORDE. And they dyd ſo. 

And whan it was tolde ? kinge of Egip 
te, > people fled, bis bere z bis feruaunres 
were turned aga ynſt people, ⁊ [aide:LOby 
Bane we done this, chat we haue lec Iſrael 
50, ? they ſhulde not ferne vs And be boun 
De bis charettes faft,and cote bis people vᷣ 
dim, and tote ſixe hũdreth chofen charetres, 
and che otber charectes befyde that were in 
gipte, and che captaynes ouer all bis : for 
the LORDE barbdencd } bert of Pharao kyn 
ge of gipce, that be folowed after the cil 
dren of Irael. And che childꝛen of Iſraei 
wente out with an bye bande. 

And the Lgipcians folowed after thé, z 
onertoke them(where they bad pitdyed by > 
fee)-vith horſes and charettes , and bozfiné, 
and with bis power,in che valley of Hyrath 
towarde Baal Zephon. And whan pharao 
camenye hens, the childꝛen of Iſtael lift op 
their eyes anv bebolve, } Egipcians wence 
bebinve ché,and they were fore afrayed, and 
cried vnto the LORDE, 

And fayde vnto Moſes: Were thereno 
Graves in Egipte, § choubafé bioughe vs 
aroaye todye in the wyldernes 7 Whet fore 
haſt chou done this vnto vs, that thou baft 
caried vs ont of Egipte? Js not this it chat 
we ſayde vnto the in EgipterLeaue of ⁊ let 
‘ve ſerue the Egipcians: for it were better for 
‘v6 to ſerue the Egipcians, then to dye it 
the wyldernesy HTofes ſayde vnto the peo, 
ple: Geare you not, ſtonde fiyll, and — 
de, what a ſaluacion theLORDE ſhall ſhewe 
vpon you this daye :* for theſe Egipcians 
whom ye ſe this daye, [hall yenener fe moze 
for ewer:che LORDE fal fight for you, onely 
quyete youre felucs. 

The LORLE fayde wnto MTofes:Wherfo- 

fore crieſt thou vnto me? Speake vnto ð chil 
Den of Iſrael. p they go forwarde. Buc hfe 
thon vp y ſtaff ⁊ ſtretch out thine bade ouer 
? ſee, parte it aſunder. the children of If 
rael maye go in thorow ỹ middeſt of it vpon 
the drye grounde. Beholde. J wyll harden 
hert of the Lgipcians, $ they ſhall fo- 
lowe after you. Thus wyl F gee me bonoure 
»pon Pharao,z vpon all bis power, vps bis 
charectes and bozjinen : and the & gipcians 
hal knowe, that 3 am $LORDE, whan J bea 
ue gotten me bond vpon Pharao, vpon bis 
charettes, and vpon bis horſmen. 

Then the angell of God wente before 
the armics of In ael, remoned, and gat him 
bebynde chem:3nd che cloudy pilerremened 
alſo frombefoze them,and ſtode bebinde thé 
and came betwirte the armics ofthe Egip 
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cians and thearmies of Iſrael. It was « 
darcke cloude, and gauelight that night, ſo 
that all chenightlonge theſe and the y cou- 
de not come together. 


Whã Moſes now ſtretched forth his hã ge 
de ouer $ fee, che LORDE cauſed it to paſſẽ a · Neems.b 
wayetborow a mightie eaſtwynde all chat 
night, and made the ſee drye, and $ water de fofu.2b 
uyded ic ſelf a ſunder. And the chũdren of Hf * ed — 
rael wente in chozorw the middeſt of $ feev- Pralysb 
pon the dzyegrounde:and ? water was vn 
to them as @ wall, vpon their right bande z 
vpõ their lefte. And F Egipcias folowed,z 
wente in after thẽ ali Pharaos horſes T cha 
ret tes. ⁊ horſinẽ euẽ into > middeſt of $ fee. 

Clow whan the momynge watch came, 
the LORDE lok ed vps rhe armies of che £- ludith 9a 
Sipcians ont the piler of fire and $ cloude,z 
tronbled their armies, and ſmote the wheles 
from their charettes, z onerthiemebem vb a 
froume.Chen fayde the Egipcians:, Let ve »Deusd 
flye from Iſtaei. the LORDE fighteth for thé 
agaynft the Egipcians. 

Dut * LORDEJaide vnto Moſes:Stretch | 
ont thyne bande ouer the fee, that $ water 
maye come agayne vpon the gipcians,v- 
pon their charctres, and horſmen. Ther 
Moſes firerched out bis hande ouer the fee, 
and the ſee came agayne before daye in bis 
courfe and firength , and the Egipeians 
ficd agaynft it. Thus * LORDE ouer- 
threw them in the myddeſt of the fec,forbat ap · io 
the water came agayne, and coucred cha 
rettes and bo:finen,and all Pharaos porver 
which folowed after them in to the fie, fo 
that there remayned not one of them. But 
the childzen of Iſrael wente drye thozow I fant 
myddejt ofthe fee, and the water was vnto 
themas a wall vpon their right bande and 
vpon their lefre. 

Thus theL ORDE delyncred Iſrael in $ masa 
Daye fromthe bande of the Lgipcians.2And 
they faethe Egipcians deed vpon F fee fy- 
de,and the greate bande § theLORDEbad 
Phewed vᷣpon the Egipcians.And > people 
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feared $ LORDE, and beleued bim,and bis 
ſeruaunt Moſes. 

The xv. Chapter. 
Henfange Moſẽs and the childrẽ of 
Iſtael this ſonge vnto the LORDEF 
and ſa yde: 

“J will ſynge onto ¥ LOR DE, for he hath 
done glorisuſiy, hoꝛſe charet bach be ouer 
throwne in the fee. 

The LORDL is my ſtrength, and my fon 
geandisbecomemyfaluacion. 

This ismy Gov, J wil magnifie him: He 
ts my fatbers God,7j wil eralce bim. 

TheLORD Eis che right man of warre, 
LORDEisbis name. Thẽ charettes of pha 
rao ⁊ bis power,bach be caſt in to the fee. 

His choͤſen capraynes are dꝛowned inthe 
reedfee, depe bath coueredebem:cbey fell 
— —ää ——— lorious 

Thy ri is glovi 
in — tight bave(OLORDE) bath 

myctten enemies. 

f And wich chy greate glory chou haſt deſ⸗ 

troyed thine aduerfaries :thon ſenteſt one y 

wrath,7z it cõſumed chem,euen as ftobble. 

In che biech of thy wrath che waters 
fell cogetber, che flondes wente vpon a bea- 

—— — plompedcogerberin > myd- 

deſt of che fee. 

Ti le chon be: J will folowe v] 
them and — el yen and — yſpoy 
le, and coole my mynde vpon them. 

wil drawe ont my fiverde,and my ban 

e [yal deſtroye them. 

‘bon bleweſt with thy wynde, the fee co- 
uered them, and they ſancke downẽ as leed 
inche mightie waters. 

LORDE, who islite unto theamonge Y 
goddes7WWho is ſo glorious inbolynes, fear 
full, laudable, and doinge wonders? 

Whenchou ſtretche deſt out 7 right han 
de,the earch fivalowed chem vp. . 

Thon of F very mercy ba; peer’ aed 

le, whom thou baft delynered, and y 
ength thou haſt brought chem vnto the 
dwellynge of thy Sanctuary. 

Whar ? nacions herde this, theyraged, 
ſorowe came vpon che Philiſt ynes. 

Then were F prynces of Lvomafrayed, 
tremblynge came vps ¥ mightie of Moab, 
all the indwellers of Canaan waxed faynte 

arced. 

C Let feare and drede fall vpon them tho- 
row thy greate arme, that bey maye beas 
ſtyll as a ftone,cyll chy people (@ LORDE)be 
goͤue thorow. tyll y people whom chou haſt 
Zotten, be gone thoroͤw. 


A 


B 
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Brynge cham in, and plante them vpon 
the mountayne of thy enbericaunce,onto > 
place that thou baft made for thyne one 
Diwellyngezenen to y tẽple ( G LCRDE) which 
thy handes haue prepared. 

The LORDE ſhal be Eynge for euer ⁊ euer. 
For Pharao wente in to the fee with horfes, 
and charettes, and bozfinen, and che LORDE 
made the fee fall agayne vpon them. 

Buc the children of Frael wẽte drye tho 
ror the myddeſt of the fee. 

And Miriam che propheeiffe, Aarons fife 
ter, toke a tymbiell in bir bande, anvdallebe 
wvomen folowed out after ber withtimbreis 
ina daunfe. And Miriam fange before thẽ: 
© lee vs fynge vnto che LORDE, fez bebath 
Done glozion|ly,man and bore bath be ouer 
throwne in the ſee. 

Miofes cauſed the childꝛen of Iſrael cove 
parte out fromebe reed fee, vnto the wyider 
nes of Sur,z they wentetbre dayes in > veil 
dernes, } they founde no water. Chen came 
they co Marath, but they coude not diinte > 
soater for bytrernes , fo it was very bytter. 
Ther fore was it called Ntarabh,(} is bytter 
nes.) Chen F people murmured againft mo 
fes,zfayde: What ſhal we dzynter And NTo 
{es cried unto } LORDE, whid) ſhewed him a 
trert his be put in } water, thé was itfrvcee. 

Chere he madeché a fEatuce, and alarwe, 
and tempted them, and fayde: Vfthou wyle 
berten unto the voyce of FLORDE} Govd,z 
do that whic) ts right in bis fighte,and ge- 
—* puny ved bis — —— ⁊keps 

is tes,then wyl Ilaye vpon > no- 
ne ofthe ſickneſſes that Jiayed vpon Egip 
te, for J am the LORDE thy furgione, 
Che Xvi.Chaprer. 
LiLo they came nto Llins, where: the 
ve were twolue welles of water, and fe 
uentie palme trees, and there they pit 
ched by F water fyde. Srom Elim they cote 
their tourney, and the whole congregacion 
ofthe childzens of Iſtael came in eo the wyl- 
derneſſe of Sin ( which lyeth beewene Elina 
and Sinat) vpon the fyftene daye of the fe- 
conde moneth, after thar they were Depar> 
ced ontofthe londe of Egipte. And $ who 
le multitude of the children Of Iſraei · mur⸗ 
mured agaynſt Moſes and Aaronin > wil 
Dernes,and faide vito them: Wolde God we 
bav dyed inche onde of Egipte by the ban 
de ofthe LORDE, what we fac by $ flefh pot 
tes,and had bred ynough to cate:foz yebane 
brought vs out into this wyldernes,to cau- 
fecbis whole mult itude dye of bouger. 
Thẽ fayde F LORDE wnto LFofes:beboloe 
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J wyl rayne you bred from heauen, and let 
tbe people go out, and gather daylie, what 
they neve, that Fj maye proue wherber they 
roalte in my lawe o: not. But vpon the firce 
Daye they ſhal prepare che felues , chat they 
maye beynge ustwyle as moch as they ga⸗ 
therdaylie. 

Wiofes aud Aaron (aide vnto all che hil 
dien of Iſtael: Ac euen ye fhallEnowe, chat 
the LOR DEbath brought you ont of tbe 1d 
de of Egipte and in the momynge flpall ye 
ſe the glozy of the LORDE: for be bach berde 
youre grudginges agaynft the LORDE. $oz 
what are we,that ye grudge agaynſt voy 

Moſes fayde mozouer : Arenen fall che 
LORDE gene you fleſh to eate,and inthe moz 
nynge bred ynough: becauſe * LORDE bath 
Derde youre grudginges, that ye haue grud 
Ged agaynfE him Gor what are we youre 
murmuringe ts not agaynfé vs, bur againſt 
the LORDE. ind Moſẽes fayde vnto Aaron: 
Speake vnto rhe whole muleitude of ? chil 
duen of Iſrael: Come forth before the LOR- 
DE, for be bach berde youre murnimringes. 

ind whyle Waron fpatetbus vnto the 
whole congegacion ofthe chüdꝛẽ of Iſrael. 
ebey turned them towarbde the wyldernes: 
and bebolde,the glory of the LORDE appea- 
red in a clonde,and the LOR DEfaybde vnto 
Moſes: Jhauẽe herde the murmuringe of $ 
childzen of Hfrael. Tell chem: At enen fhall 
ye bane flefh co eate, andinthe momynge 
[hal ye be fylled with bred,z ye [hall tnowe, 
that J am the LORDE youre God. 

And at euen the quayles came vp,and ce 
nered thetentes : and inthe momynge the 
dewelayerounde aboute thecentes. And 
whan the dew was fallé,bebolde, therelaye 
a thin ge in the wildernes,chyme and finall, 
as the horefroſt vpon the groͤunde. 


And whan che chilozen of Iſrael ſawe te, 
they [aide oneto another: · This ts Mã. Foz 
they wyft noe what it was. But Moſes fay 
de vnto them : Yeis che bꝛed that $ LORDE 
bach gent you to cate.T bis is it chat FLOR 


Lhe xvi. Chap. 
DEbath commafided: Every one gather for 
bimfelfas moc as be eateth, and tate a Go 
mor foz every beade, acozdinge to the nome 
bre of che foules in bis tence. 

And che dyildzen of Iſtael dyd fo,and ga- 
thered fome moze,fomeleffe. But whan it 
was meaſured out with Gomor, hẽ that 
gathered moch bad not the more: and he § 
gathered litle, wanted nothinge, but euery 
one gathered for bimfelf, as moch as be ate. 
And Moſes fayde vntochem:Let nome lea 
ue ought therof vnt yll the mornynge. Buc 
they harbened not vnto Moſes. And ſome 
left of it vntill the morninge. Then wared tt 
full of wormes and ſtanke And Moſes was 
angrie at them. 

ndenery mornynge they gathered for 
them felucs,as moch as euery oncate:butas 
foone as it was whore of the Sonne, it mel · 
tedamaye.2ind vpon the firte daye they ga 
thered twyſe as moch of bred, two Gomors 
foz one. And all cherulers ofthe congrega / 
ciõ came in, and tolde Moſes. And be fayde 
vnto them: This is it,ehattheLORDE bath 
fayde:Comozow is the Sabbath of the bo 
ly reff of che LORDE: loke what ye wil bate, 
that bate:and what ye wyll ſeeth, that ſeeth 
and that remayneth oner / let it remayne, £ 
it maye be kepte vnt yll che mornyn gẽ. And 
they let itremayne cyl che mozow, as Mo⸗ 
fes commaunded. Chen ſtanke it net net her 
was thereeny wome therin. Che ſa yde Mo 
ſes: Eate that to daye for to daycis * Gab 
bath of the LORDE,to da ye ſhal ye fynde no 
ne inthe felde Sixe dayes Phall ye gather it, 
but the feuenth daye is the Sabbath, wher, 
intbere ſhal be none. 

But vpon the ſeuenth daye there wente 
out ſome of the people to gat her/ and foun- 
de nothinge. Then ſa yde } LORDE vito Mo 
ſes: ow longe refuſe ye to kepe my com- 
maundementes and lawwes? Behoͤlde, $ LOR 
DE bath geven you the Sabbath, therfore 
vpon the firte Daye be geueth you bred for 
two dayes:therfozc let eueryman now byde 
at bome,andnomango forth of bis place v- 
pon the ſeuenth daye. 

So the people refted vps $ fenenth daye. 
And che boule of Iſrael called it Man, and 
it was lite Coriander fede,and wbyre, z had 
a taiſt like fymnels with bony. 

And Moͤſes fayde: This ts it that FLOR 
DE bath commannded: Filla Gomoztherof 
tobe Eepte for youre p erities. Febeymaye 
fetbe bred, wherwith J fed you, whan / 
brought you outof * lande of Egipte. Am 

Moſẽs fayde vnto Aaron: Cake a cruſe, ane 
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Khe ij boke of Moſes. 
pate Genie: fullof Man therin, and laye 
tt vp before the LORDE, to be kepte ſor you 
re poftcrities,as the LORDE commannved 
Moſes. So Aaron layed it vpthere for a teſ 
timony to be kepte. 

And the — of Iſrael ate man four- 
tye yeares,tyll rhey came vnto a lande,whe- 
re people dwelt:euen vnt yll they came to > 
bozders of the lanve of Canaan ate they 
Man. A Gomer is the tenth parte of an 


Epha. 
The XVI. Chapter. 

Nd the whole muiticude of che chil · 

dren of Iſtael wẽte on their iourneys 

out of the wyldernes of Sin (as the 
LORDE cõmaundeð thẽ yz pitched in Raphi 
dim.Then hadthe people no water to dzyn- 
ke. And they hove w Moſes, ſayde: Seue 
vs water, J we maye drynke. Moſes ſayde 
vntot hẽ: Why chyde yerb mer Wher fore te 
te ye * LORDEsBut whan the people thyrſ 
ted ebere for water,ehey murmured agaynft 
Moſes, ⁊ ſayde: Wherfore haſt chou caufed 
vs to come out: —— let vs, oure chil 
duen,and oure catell dye of honger? 
DB _ Miofes cried vnto the LORDE, and fayde: 
What ſhal J doxb this people? They are all 
moſt ready to ftone me. The LORDE (aide vn 
tobim: Go before the people,ztate fome of 
theelders of Iſtael with ¥, and take in thi 
ne hande thy ftaff, wherwieh chou ſmoteſt 
the water, and go thy waye: Seholde. J wyl 
ſtonde there before the vpon a rock in Ho⸗ 
reb,chere ſhalt chon finyte the rocke, fo fhall 
there water runne out,ehat the peoplemaye 
diynte. Moſes dyd fo before the elders of 
Wrael.Then was that place called Maſſa 
Meribg. becauſe of the chydinge of the chil 
dren of Iſrael anð becauſe they tempted > 
LOR DE,and ſayde: Is theL ORDE amon 
Se vs,02 not? 


= LD 
C _ Chen came AmelecF, z foughe agaynfé 
Iſt aelin Raphidim.And Noſts fayde vn⸗ 
fo Joſuar Choſe vs out men, go out,z fight 
ag ainft Amaleck, tomorow wil J ſtsde vps 


Che xviij. Chap. Ao. xxxi. 


the toppe of the byl, z bane yſtaff of Goo 
in my bande. 2nd Joſua dyd as Hiofes ba- 
ocbim, z fought agaynft Amalet. Moſes 
zAaronz dur wentẽ vpro F toppeof the 
hyll. And whã Moſes helde vp bis have, Wr 
sacl badthbe victozy:but whan belerdorene 
bis bande, Amalet had the vicrozy. 

Duc Moſes haves were heny,therfore to 
Ee they a ftone,z layed it onder bim, that be 
might ſyt vpon it. And Baron z dour ſtayed 
vp bis hãdes, the one vpon the onefyde,and 
the other vpon > other fyde.So bis handes 
rere ſtedfaſt vnto $ Sonne wente Downe. 
2nd Joſua difcomfired AmaleE,z bis people 
ehozowchbe cdgecf the ſwerde. 

And FLORDEfayde vnto Moſes: Wꝛyte 
this for a remẽ braunce ina boke,z cOmyere it 
xnto Feares of Yofaa:* for J wyll roce our 
Amalet from vnder heaven,focbache fhall 
nomoze be remembz2d. And Wjojep buylded 
an altare vnto the LCRDE, and called it: 
+ The LOR DEL: ffi, for be ſa yde: The bat 
tayll of che LORDE ſhalbe agaynſt Ama 
[cE thorow an bande vnder the defence of 
Gor from childe to childes childe. 

Tbe XVI. Chaprer. 
Wf CID whaa Jechzo ¥ preſt in Madian 
Sf Litofes fatber it lawe berde of all & 
Geo bad done w Meſes z bis people 
Of Ffract,bow F theL ORDEbadbronghe 
Iſtael out of Egipce, he coke Sipora Miojes 
wife, whoꝛn be bad ſent backe, wich ber two 
ſonnes. The one was called Gerfon, for be fai 
de: Fam beceniea firaunger in ¢ ſtraunge 
londe. And the other was called Lliafer, foz 
be ſayde: The God of my fathers bath bene 
my belpe,and bach delyuered me from phe 
rados ſwerde. 

Clow whã Jetheo Moſes father in lawe 
and bis fonnes and bis wife came onto him 
in the wyldernes bythe mount of Boy whe 
rebebad pitched bis cent, be ſent worde vñn⸗ 
to Moſes: J Jethro thy father in laweant 
come vnto the, and yỹ wifeand both bir dil 
dren with ber. Chen wente Moſes forth to 
mete him. and dyd obeyfaiice ontobim, and 
Eyffed him. And whan they had faluccd ech 
ocber,chey wente in to the tente. 

Chen Moſes coldebis farber inlawe all 
that the L OR D Ebadbons vnto pharao 
and the Egipcians for Iſtaels fate,andall 
the trauayle that had bappenedthem by > 
waye, and howtheL OR DE bad delyuered 
them. Jethro reioyfedouer ali * good chat 
the LORDEbavddone for Frael, p he had 
delynered them from the hãde of the Egip- 
signs . in’ Jethro fayde : Prayſed * the 
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LORDE, which bath delynered you front 
the bande of the Egipcians andef pha- 
rao, (aNd) chat gnome bor co delyner bis 
people frous the Egipcians bande.Liow J 
Enowe, that che Lõ RDE its greater thé all 

oddes, becanfé they dealt proudly wb chem. 
88d Jethro coke bientofferynges,and offe- 

red vnco God. Then came Aaron and all F 

elders of Iſrael to eate bred with Moſes fa 

ther inlarwe befoze God. 

C = Hr ehenere morow fat Moſes co iudge 
the people, and the people ſtode roũ de abõu 
te Moſes fromthe momynge wneyll ¥ eves. 
Buc whan bis facher inlarwe farwe allebac 
be dyd with che people, be fayde : What is 
this, that thon docft with rhe people Wher 
fore ſytteſt thou alone,and all * people fton- 
de rounde aboute from the morninge vnt yll 
the euen? Moſes anfivered bim: The people 
coureto me,z are councell at God: for whan 
they baneeny thingeto do, they come vnto 
me, thac7j maye iudge betwirte enery one 
bis neghbonre,and ſhewe them the ſtatutes 
Of God, and bis lawes. 

dis father in lawe fayde onto bim: It is 
not well chat thou doeft. Chou weerieſt thy 
felf, andthe people that io with the. Chis 
buſyne ſſe is to fore for the thou canft not per 
fourme tt alone. Buc herken vnto my voyce, 
Frill gene che conncell, and Gov fall be 
with the. Be ehou vnto the peoplero God 
warde, and brynge the cauſes before God, 
and prouide them with ſtatutes andlawes, 
thacthou mayeft ſhewe thẽ the waite wher- 
in chey ſhulde walte, and the wortes chat 
they fhuldedo. 

But lote cut amonge allebe people, for 
honeſt men, that feare God,foch as are true, 
2 bate couetouſnes : mate theſe rulers ouer 
them, fomeouer thonfandes , oucr bundie- 
des, ouer fiftic, and oner ten, that they maye 
allvoaye indge the people. But where there 
is eny greate matter, thatthey bzynge the 
fame onto sbe, and indge che finall canfes 
them felues : ſo ſhall it be lighter fozcbe, yf 
they beare the burthen with the. nf thou 
fhaledo ebis, then mayeſt thew endure the 
thingethat God chargeth the witball, and 
all tbis people mate go peacesbly vnto their 

lace, 

e Moſes herkened vnto the voyce of bis 

fatber inlawe, and dyd all chat be fayde. 

And be chefe honeſt men out of all Iſrael. 

and made then beades ouer the people, fo- 

me ouer thoufandcs, over bundzebes , ouer 
fiftie, and ouer ten that they might allwaye 
fudge the people. As for fed) cauſes as were 


D> 
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herde they brought chem vnto Mt sofes, and 
iudged the finall matters them felues. Se 
Mofeslerbis father in lawe departe ince 
bis owvne londe, 


The XIX. Chapter, 
J Licthe thirde monech after that the 


children of Iſtael were gonẽ out of 
¥, the londe of Egipte, they camethe 
lame Daye into che wyldernes of Sinai (for 
they were departed from Raphidim, and 
wolde in tot he wyldernes of Sinahand the 
re they pitched in che wyldernes ouer a⸗ 
gainſt che mounte. And Moſes wente vp ve 
to God. 

And eheL ORDE called vnto him ont of 
the mount,and fayde: Thus ſhalt theufaye 
wntothe boule of Jacob, and tell che chil · 
dien of Iſrael: Me have fene what J haue 
done vnto the Lgipcians,and bow 7 bane 
boane you vpon Aegles wynges, z brought 
youvitomy RIESE yewyll harken now vn- 
fo my voyce, and kepe my couenaunt, ye ſhal 
be myne owne before all people:foztbe who⸗ 
Teearth is myne : and ye ſhall be vnto mee 
prefterly tingdome, andan boly people.The 
fe are the wordes that thou [hale faye onto 
thechildzen of Iſrael. 

Moſes came and called for the elders of 
the people, andlayed before them all ehefe 
wordes,thattheL O R D Ebad cemmaun⸗ 
Ded. Andall the people anfivered together, 
and fayde:+ All chat tbe L OR DE bach fay- 
de wyli we do. 

And Moſes tolde the wordes of the peo 
ple vntothe LORDEagayne.AndtheLOR 
DE fayve vnto Moſes: Bebolve, J wyll co- 
me vnto the in a thicke clonde, thatthe peor 
plemayebearemy wordes , which Iſpeale 
wnto the, and belene the foz euer. And Mo⸗ 
fes ſhewed the wordes of the people vnto 
the LORDE. 

TheLORDE ſayde vnto Meſes: Go vn⸗ 
to the people, and ſanctifie thẽ ro daye and 
tomoꝛow, $ they maye waſh their clot hes. 
Gnd be ready agaynft the thirde daye: for 
vpon the thirde dayc ſhall the LORDEco- 
ine downe vpon meunt Sinai before allthe 
people. And ſet markes rounde aͤboute the 
people, and faye onto them : Berwarre, that 
ye Go not vp into ¥ mount, ner tench y boz- 
Der of it. Gor who fo ener touchet h F movie, 
Phaloye Yeath. Chere ſhal no badecendy 
4, but be fail either be fioned, oz ſhet thee 
roreswebetber it be beeſt o man it Mal net ly 
ue. Whan the home blexetht hen Pyalebey 
come vp vntothe mounte. 


a 


Nowe 


Exo.943 


Dewage 


¥aPeta 


B 


¥Exo.24 
Deutsd 
andas.d 


oNeb ti 


Khe .j bole of Moſes. 


CWooſes wente downe from the mount vn · 
to the people, and ſanctified them. Andthey 
waßſhed their clot hes. And he ſayde wnto 
theim: Be ready agaynſt the thirde daye, and 
no man conte at bis wife. 


Low whan the chirde daye came(and it 
was early )it beganne to thonder andligh- 
ten,and there was a thickẽ cloude vpon the 
mount , and a noyfe of a trompeterceadin- 
Se mightic. And the peoplechat werein the 
tentes, were afra yde. And Moſes brought 
the people out of che tentes tomete tb God, 
and they ſtode under the mount. 

But all mount Sinai finoted, becanfe > 
LORDE came downe vp it with fyre And 
the finoke therof wente vp as the fmote of 
& fornace, ſo that the whole mount was ex⸗ 
ceadinge cerrible. And the noyſe of the trom 

et wẽte out, and was mightie. Moſes ſpa · 
e, God anſwered him loude. Clow whan 
the LOR DE was come downe vpon mount 

Sinat, euen vpon the toppe of it, he called 

Moſes vp unto Froppe of the mount. And 

Moſes wente vp. 

D Then fayde theL OR DEvntobim: Go 
downe, and charge the people, § they preaf= 
ſe not vntotheL ORDE tofe bim,and ſo ma 
ny of thems perifhe. The rulers alo chat co- 
menye onto * LORDEfhal fanctifie chem 
felucs, leſt the LOR DE finyce thé. Sut Mo⸗ 
ſes fayde vntothe L ORDE: The people can 
not come vp vpon mount Sinai, for thou 
haſt charged vs, z fayde: Set markes abou⸗ 

- tetbemount,and fanctifie tt. 

Chel ORDE fayde vnto him: Gotby 
weaye, get F Vowne.Chov and Aaron with 
the fale come vpꝛbut che rulers and $ peo 
ple ſhal not pꝛeaſſe to come vp vnto $ LOR 
DE,lefE be finyte thẽ. And Moſes wente dow 
ate to the people,and tolde them. 
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A Lidothe LORDEſpabe all theſe wor · 
Beurs.a des, and ſayde: J am the LORDEthy 


Deut.4.b 
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God, which * bane brought che out of the exouse 
londeof Egipte from ¥ houſe of bondage. 

Thou ſhalt haue none orher Goddes in 
my figbe. Chou ſhalt mate the no grauen +veu.4.¢ 
ymagencr eny fymilitude, nether of it that andar.b 
ts aboue in heauen, ner of it chat ts beneth 
vpon earth ner of it that is inthe warer vn 
Der the earth . Worſhipe them noe, and fer- 
ue them not: for J theL ORDEtby Godam 
a gelouſe God, vyfitinge F ſynne of the far 
thers vpon the childzen, vnto $ chirdeand 
fomrp Generacion, of them that bare me: 

d Do mercye vpõ many thoufandes, thar 
loue me, and kepe my commaundementes. 

Thon ſhalt noccatethename of * LOR 
DEtbhy God in vayne.* Foz the LORDE fhal 
not bolve bins vngiltie, chat raterh bis na- 
me in vayne. 

Remembꝛethe Sabbath daie, that thou 
ſanctifie it. Sixe dayes ſhalt thou laboure exo. 23.b 
and do all thy worke Buc vpon the ſeuenth 
dayeisthe Sabbath of theL OR D Etby #620 
Sodrthou fhale dono maner worke in it,ne 
ther chou, ner thy fonne, ner thy — 
ner thy feruaunt, ner thy mayde ner thy ca- 
tell ner chy firaunger thatis within eby ga’ 
tes. For in fire Dayes theL ORDEmadebea 
nen and earch, andthe fee, and all that ther 
ints, and reſted vponthe fenenth daye:ther- 
forethe LOR DE bleffed the fenenth daye, z 
balowed it. 

Honourethy father and thy mot her, that mare.ts.a 
thou mayeft lyuclongein thelonde, which Ephe.o.a 
the LOR DEthy God fhal genethe, 

Thou fhale noc kyll. Cc 
Chou ſhalt not bꝛeabe wedlocke. 
Thou ſhalt not ſteale. 
Thou ſhalt beare no falſe wytneſſe a · 
ga ynſt chy neghboure. 

ou fhalenoc, luſt after y¶ neghbours Ronb 
boufe. andug.b 

Thon ſhalt not luſt after thy neghbours 
wife, ner his ſeruaũt, ner bis maybe, ner bis 
orenet bis Aſſe, ner all chat chy neghboure 
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And all the people ſawe the thonder and 
thelightenynge, and the noyſe of thetrom- 
pet, and bow that the mount ayne ſmoled 
and were efrayed, and fiacFerd,z ftode afar 
reof, and ſayde vnto Moſes: * Talbe thou 
with vs, we wil heare:and let not Godtal- 
Ee with vs, wemightels dye. 2ind Moſes 
fayde vnto the people: Benot afrayed, for 
Godis cometo prouc you,and chat bis fea- 
re maye be before youreeyes, ye fynnenot. 

2nd the people frode afarre of. But Mo gy 
ſes gat him intothe darcke one — in 
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God was. And theLORDE fpate vnto him: 
Thus ſhalt thou faye vnto the children of 
Iſrael: Re haue ſene that J haue talked wd 
you from heauen: ther fore ſhal ye make no- 
chinge with me: goddes of fylucrand golde 
ſhal ye not mate you. 

Mabẽe me an alt are of carth, wher vpon 
thou mayeſt offer y burncofferynges,z pea 
ceofferynges, thy ſhepe and chine oxen. Foz 
loke in what place fo ener J mate ¥ remem 
braunce of my nanie, therẽ wil J come vnto 
tbe, and bleffe che. 

And yf chou wilt mate mean alcare of 
 ftone chow flhalenoemate it of hewen ſto⸗ 

ne: For yf thou life vp chy cole vᷣpon it thou 

ſhait wonbalowe tt . Morouer chow ſhalt 

Not go vp vpon ſteppes vnto myne aitare, 

that thy ſhaine be not diſcouered before it. 


The XXI. Chapter, 
Heft are chelawes, that thou ſhalt 


x 3 layo befoiechem. RF chou bye a fer- 
Ge nauntebat is an Hebrue, he ſhal fer- 
uethefire yeares , in the ſeuenth yeare ſhall 
be go out freand lowfe. vf be came alone, 
then ſhal he go out alone alfo:bue yf be.ca- 
me maried , chen ſhall bis wife go out with 
him. RF bis mafter haue geuẽ bim a wife,z 
fhe bauc bozne bits fonnes or doughters, thẽ 
fhalebewife and F childzen be themafters, 
but be ſhall go out alone. Clcnertheles* yf 
the feruaunt ſaye: J lone my mafter, andmy 
wife and childzer, 3 wil not go out fre: then 
let bis mafter beynge bim before the Goo- 
des, and bolde bim co the doze o2 poſt, and 
boze bim thorow the eare with a borkin,and 
let bin be bis ſeruaunt for euer. 
xf a man fell bis doughter co bean hand 
ma yde, then ſhal fhe not go out as themes 
ſeruauntes. But yf fhe pleafenoe bir mafter, 
and be bane not maried ber, chen ſhal be let 
ber go frerbut to fell ber vnto a ſtraũge peo 
le be pet no —— * as he 
th deſpyſed ber. rf he promyſe ber vnto 
bis fonne, thes ſhal be do mneober after the 
Tawe of doughters But yf be gene him ano 
ther wife,tben ſhall bemyniflye nocbinge of 
bir foode, ra yment, and dewtye of mariage. 
Uf he do nor theſe chee, chen [hal fle goout 
fre, and payenothinge. 

BBBe that ſmyteth aman chat he dye ſhall 
Leutg.d Oye the death. xXXf he haue not layed way- 
Matth.s¢ te for him, but Good let bim fall in bis bande 
1 Nu 55:2 enawares , then wil 3 appoyntethea pla- 

* ce, where be ſhalflye vnto But yf aman pre 

fame vpon bis neghboure , and flaye him 
Reng svith difccate, *then ſhalt chou tate tbe ſa · 
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The xxi. Chap. 


me fromyne altare, chat be maye be flayne. 
Who ſo fmyceth bis father ormother, ſhall 
dye the deach. 

Hẽ chat ſtealeth a man, andfellech him. pewasb 
ſothat bebe founde by bins, che fame fall 
OOo care f 

* ſo curfeth fatber and mother, ſhal »peu.ay, 
dye the death. nf men firyue pha aah fat and rey 
one finyte anot her with a fone, or with bis Lee 
fff, focbat he dyc nov, buclyeth in bed : RF mares 
beryfe, and go forth vpon bis ſtaff, thẽ ſhal 
be that ſinote bim, be vngiltie: ſaue that he 
ſhal paye the loffe of bis cyme, anv gene > 
money foz bealynge bim. 

He chat ſmytech bis ſeruaunt or maybe 
wich a ſtaff, that he dye vnder bis handes. 
che ſame ſhail juffre vengeaunce therfore. 

Dut yf he endure a daye oz two, chen fall 
be ſuffre no vẽ geaunce cher fore, for it is bis 
money, 

Uf men ſtryue, and hytt a woman with C 
childe, ſo that > frute departe from ber,and 
no barme happen onto ber, chen fhall bebe 
punyſhed for money, as mod) as the wo- 
mans hußbande layeth to bis charge, and 
befall geue it, —— theappoynte- 
ment of che dayes men. Bue yf there come 
harme vnto ber there thozor, * then ſhal he 
paye foule foz ſeuie, e ye for eye, toth foz toth, 
bande for bande, fore foz fore, burnynge for 
burnynge, wounde foz wounde, firype for 


¥ Dets. ts 
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firype. 

RF aman ſmyte bis ſeruaunt or bis may 
de in the cyc, and deftroye ft, be ſhal lec chem 
go fre and lorefe forthe eye fate. In litema- 
ner yf befinyte out a tothe of bis feruaunt 
or ma yde be ſhall let them go fre and lonfe 
for the toches fate. 

“Df an ore gorre a man or a woman, that 
be dye, chen ſhall chat oxe be ſtoned, and his 
fleſh not eaten: ſo is the maſter of the oxe vis 
tiitie. But yf the cre haue bene vſed to puſh 
incymes paft, zit hath bene tolde bis maf= 
cer, and be bath not kepte bim , and beſydes 
that flayeth aman oz 4 woman, then fhal ¥ 
ore be ftoncd , and bis mafter yal dye. Bue 
yf there be money fee vpon bun, ther, loke 
what is put vpon bins, chat ſhall be gene,ta 
delyner bis foule. Libewyſe hall be be deal- 
tewitball, yf be gorre a ſonne o24 dough- 
ter. But yf be gorre a ſeruaunt or amayde, 
chen ſhall bc geue t heir maſter thirtie fylucr 
Sycles: and the ore ſhalbe ſtoned. 

Rf seman open a well, oꝛ dygge a pytt. 
and couer it not,and there fail es: ore or Aſſe 
eberin,chen ſhall the ovoner of the pytt mar 
Ecic good with money, and reftoze tt vnto 
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bis maſter: bue the eed carcaſe ſhalbe bis 
ovone, 

Rf onemans ore gowe another that be 
dye, chen Pall they fellebe lynynge ore, and 
Denyde che money,and the deed carcafe foal 
they denydealfo. Buc yf it be knowne, that 
theore bauebene vfedto gorre afore, then 
Thal be paye bis ore forthẽ ocber,ztbedeed 
carcafe fal be bis ovone. 

The Xx. Chapter. 

a man ſteale an ore or ſhepe, and 


$ 
A y ſiaye it, o2 ſell it. he ſhall reftozre fyue 
Proec C oren for an ore, and* foure ſhepe foz 


eaReinb a ſhepe. 

RP achefe be eaten breakinge in, z vport 
thacbe ſm ytten chat be dye, then ſhall noe 
bethar ſmote him, be giltie of bis bloude. 
Dut yf che fonne be gone vp vps him, then 
a be committed manflaugbter, andbe 

al dye. 

A the fe ſhall mate reſtitucion. Rf be ba- 
ue nocbige, thé let him be ſolde for bis theft. 
Bur yf y theft be founde by him alyue( from 
the ore onto the Aſſe or ſhepe )eben ſhall be 
reſtore Dubble, 

Mf a man hurte a felde oz vynyarde, fo F 
be lec bis cacell do barme in another mans 
felde,the fame ſhall mate reffitucion euen of 
the befé of bis owne felde and vynyarde. 

*Rf a fyre come ont, and cate holde of * 
thomes, ſo that che ſheeues be confined, o¢ 
the come that ſtondeth yet vpon the felde, 
be that kyndled the fyze fall mate refticn- 
cion. 

Xfa man delyner bis neghboure money 
Macs. or vefjels to kepe; and it be ſtollen from bint 

out of bis houſe: yf the thefe be founde, be 

[hal reſtoꝛe Dubble. Buc yf the thefe be not 

founde, chen ſhal che good manof the hou⸗ 

wa ſe be bꝛought before che · Goddes (and fal 

ſweare) that be bath not put bis hande vn 
to bis neghbours good. 

Rf one accufe another tn eny maner of 
trefpace, whether it be for oxe, or Aſſe, or fhe- 

e, O2 rayment, what fo eucr it be chat is 

If: then ſhall boeb their cauſes come befo- 

re the Gooddes: Loke whom the Goddes 

contempne,the fame ſhal reftoze bubble vn⸗ 
to his neghboure. 

Ms mau delyuer vnto bis neghboure 
an Affe,02 ore or ſhepe, oz eny maner of ca~ 
teil co€epe,and itoyc, o2 be burte, o2 dzyuert 
awa ye that nomen feit,tben fall cherean 
ooth of che LORDE go betwenetbem, chat 
be bath nor put bis hande vnto bis negb- 
Bours good: and che owner of $ good ſhal 
accepte it, ſothat the otber ſhall noc mate 
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it Good. NF a thefe ſteale it from bins, chen 
fhalbemate reſtituciõ onto the ovener ther- 
of. Dut yf it beranyflyed (of beaftes) eben 
fhal be bzynge recordecberof, and noe ma- 
ke it good. 

RTs man borowe ought of his neghbon 
re, and itbe burce, oz Dye, fo that che ow- 
ner therof be not by, then ſhall he mate ic 

900. Bue yf cheoroner eherof be by, chert 
foal he not make it good, yf he hyred it for 
his money. 

Xf a man begile a mayde, that is not yet 
ſpouſed, and lye with ber, ee fame ſhal gene 
ber bir dowryand take ber to bis wife. But 
of bir father re fuſe co gene her vnto him, thẽ 
ſhall be weyetbere the money, acozdinge to 
thedowry of virgins. 

Show flale noe ſuffre a witch to lyue. 
* Who folyech wb a beeſt ſhal dye thedeath. 
Who fo offreth co eny godvdes, fane vnto 
the LORDE onely let bim dye wit hout re- 
dempcion. 
bow pale not vere ner oppreffe a ſtraun 
Ser, for ye youre ſelues were ftraungers alfo 
inchelonde of Egipte. 

Re ſhall trubie no wyddowe ner father- 
leffe dilde. YF thou flyale trouble them,cbey 
fhall crie vnto me, and J fall beare cbeir 
eryerthen ſhal my wrath were whore, [o> 
Fihalfley you with the fwerde, and youre 
wynes fizalbe wedowes, and youre children 
fatherleffe, 

+ Rf thou lende money vnto my people 


thar ts poore bythe, chou ſhalt not behaͤue D 


thy felf as an vſurer onto bim, nether flpale 
thou oppreffe bim with vfirry. 
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Rf thoucate a garment of thy neghbou D> 


reto pledge, thou ſhalt gene icbimagayne 
before che Gonne go downe: for bis ra ymẽt 
is bis onely conerynge of bis ſie ynne:wher⸗ 
inbe flepeth. Buc yf be flyall crie vnto me, 
FJ wyll beare him: for Jam merciful, 

Thou ſhalt noc fpeate enell of the God- 
des,rand cheruler of thy people ſhall thon 
not blafpbeme. 

Thy dzie and morft frutes ſhalt chou not 
Eepebacke. Thy firſt fonne ſhalt chou gene 
vnto me. So ſhait thor do alfo with thine 
oxen and ſhepe. Seuen dayes let it be with 
the dame: Vpon the eight daye ſiyalt chow 
gene tt vnto me. xe ſhalde holy people befo⸗ 
re me. Therfore ſhal ye eate no fleſh that is 
torne of beeſtes in the felde, but caſt ie vnto 


thedogges, 
The XXU1.C hapter. 
How ſhalt not acceptea vaynerale, 
that chou woldeſt mante yne the one 
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godly,and be a falfewytneffe. 

Thou fhale not folowe che multitude vñ 
to euell, ner anfivere ac thelawe thac chow 
woldcft(co folowe the muititude xurne a fy- 
de fromtbheright. 

Chou ſhait noe paynte a poore mas cas 

Deu.22,2 ſe. NF thou mete thine enemies ore or Affe, 
goinge affraye, chon ſhalt beynge the fame 
vnto bimagayne. 

Rf chou fethe Affe of him that hateth 
the,lye onder bis burthen, chon fyalenorles 
bim lye, but fhale belpe him vp. 

Thou fhalenoe weaift che righte of th 
poore in bis cauſe. Kepẽe the farre from falfe 
Sufan.g matters. The innocencand righteous fhale 

thou not fley, for J inftifie nor * wngodly. 
Deu.17.a Thon fhale not cake giftes: for giftes blin 
Ecchaod de euent hem § are fharpe of fight,z wraiſt 
the righteous canfes. 
Re hall noc oppreffe a fEraunger, for ye 
=Ge4s.a Enowe the bere of firaungers,* for fo mod 
as ye youre ſelues alfo bauc bene firaungers 
inchelondeof toh 
B  Gire yeares hale chou fowe thy londe 
Leni.asa and gather in the frute cherof: In the fe- 
uenth yeare ſhalt chou let it refE and lye fell, 
thacche pooreamonge chy peoplemsaye ea- 
te cherof:and lote what remaynech ouer, 
lee } beeſtes of the felde cace it. Chusfhale 
thou do alfo with chy vynyarde and olyne 
trees. 


Deu, 22a 
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Exo20.b  Gire dayes ſhalt thou do thy woꝛke but 
823 pon the feuenth daye thou ſhalt kepe bely 
se 


daye that thine oreand Affe maye reſt, and 
that the fonne of thy handma yden and the 
ſtraunger maye refreſh them felues. 

All chat J haue fayde vnto you, that be⸗ 
Pe. And as for chenames of other goddes, 
‘ye [hall not remembre thems, and out of you 
semouthes ſhal chey not be herde. 

Thre cymes in the yeare [halt thon kepe 
feaft onto me: namely the feaft of onlenen- 
dev bied ſhalt thou tepe, chat chou eate vn 
vExouz.a leuended bred ſeuen dayes («liteas J com- 
maunded ¥ in che tyme of y moncth Abib, 
for inthe fame wenteſt thoͤu out of Egipte. 
But appeare noc emptye before me. And y 
feafé whan chon firft reapeft thy labours, * 
thou haſt ſowen vpon the felde. And the 
feafE of ingat her ynge in the ende of * yea- 
re whan chou haſt gathered in thy labou· 
res ont of che feide. Chie tymes in che yeare 
fhaleuery male that chou haſt. appeare befo 
rethe LORDEtbhe Gouernoure. 
€ Chou hale not offre che blonde of my fe 
erifice with ſowre dowe, andthe fat ofmy 
feaft ſhal noc rema yne till the mornynge. 
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The xxiij. Chap. 

The firfk of the firſt frutes of chy felde Exo.s4-, 
Phalc chou bryngẽ in co che houſe of the LOR — 
DE thyGod.*2ind [hale not fecha Eyod, seis 
whyle it is in bis mothers mylke. 

Seholde. F ſende an angell befozrethe,to Exos.a 
kepe the in the waye,andtobzynge the onto 2° 84r8 
the place,that J bane pzepared.Cherfoze be 
warre of bis face, and berten vnto bis voy 
ce,andangerbim noc, foz be ſhall not fpare 
youre myßdedes, z my name ts in bins. Due 
yf chon ſhalt herken vnto bis voyce,and do Gena 
all chat I ſhaltellthe then wyl Fbeenemic +Re1sd 
wntothy enemyes, and aduerfary oncorhy A*2* 
aduer ſaries. 

Clow whã myne angell goeth befoꝛe the. 
bryngeth the vnto * Amonites, Hethitẽs. 
Pberefites, Cananites, Heuites ⁊ Jebuſites, 
ZZ [hall haue deſtroyed them: then fhale 
thou noe worſhipe their goddes, ner ſerue 
then, nether ſhalt thou do as theydo, but 
Halt ouerchrowe their goddes,z breate che 
downe. But }LORDE yo God ſhal ye fer- 
ne,fo ſhal be bleffecby bied z thy water, and 
J wyl remoue ail ficneffe fromebe. 

There fyalbe nocbinge baren nerenfiu- D 
tefisll in chy londe, and J wil fulfillcbe nons 
bie of thy dayes. I wil fende my feare befor 
rethe,and fley allche people where thou c6- 
meft, z will make all ehine enemies toturne 
their backes vpõ the. J wyll fende hornettes Deut.2.d 
before y, and dryne oũt the Heuytes, Cana- 
nites and Hethytes before the. 

in one yeare wyl J mot café thẽ out befo tofune 
rethe, $thelonde become not waift,z wylde 
beaftes multiply agaynft > : By litle zlitle 
wyil J dryuethem ont beforeche,cyll chow 

‘owe, z bane the londe in poſſeſſſon x And 
x wil ſet the borders of thy londe euen front 
the reed fee vnto > fee of the Philiſt ynes, z 
fromthe wyldernes unto the + water. For F vaege% 
wil delyner che indwellers of thelonde inco sRe-g is 
thine bande, thou ſhalt dryue them out be 
fore the. Chou ſhalt mate no coucnaunt 
them ner with their goddes, but let thé not 
Drvell in thylande, chacchey mate che not 
Fynne age ynſt me.» For yf thou ſerue their o;.Re. 03 
goddes it wil ſurely be thy decaye. 

Tbe Ra. Chapter. 
Wf TTD be fayde vnto Moſes: Ceme vp a5 
O vnto tbe L OR DEthouz Aaron, Fie 

dab and Abibu,and che ſeuẽtie elders 
Of Iſtael ⁊ worſhipe afarre of But let Mo 
ſes onely come nye vnto the L ORDE,andlet 
not them come nye, and let not the people al 
ſo come vp with him. 

Moſes came anv tolde the people all the 
wordes of the LORDE,zallthelawes.There 
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The i. bole of Moſes. 
anfivered all the people with one voyce,and 
fayde:Ull $ wordes thactheLORDEbath 
fayde,rwyl we do. 

Then wrore Moſes allthe wordes of F 
LORDE,z gat bim vp byt ymes in che moꝛ⸗ 
nynge, *zbuylded an altare vnder F mount 
with twolue pilers, acordinge to the twolue 
trybes of Iſrael: zfenttwolue yonge mẽ of 
the children of Aſrael.to offre burntofferyn 
ges, and peace offer ynges theron of bulloc- 
kes vnto the LORBE. 

And Moſes toke the half parte of the 
blonde , and put it in a baſen, the other half 
[pzentled he vᷣpon the altare: cole the boke 
of } couenaunt, z cried inthe eares of the 
people And whanchey had ſa yde: All pᷣche 
LORDE bath ſa yde, wil we do, ẽ herken vnto 
him: · Moſes cote che bloude, z[pzentled ic 
vponthe people,z fayde:Debolve, this is > 
blonde of the coucnaunt thattheLORDE 
maketh cb you vpon all thefe wordes. 

Then wente Moſes z Aaron, Nadab ⁊ 
Abibu, z the feuentyeelders of Ffrael vp.z 
{awe > God of Iſtael Onder bis fete it was 
lite a ſtone woke of Gapbyze, zas the faſ⸗ 
bion of heauẽ, whã it is cleare, The put not 
bis have vps the pzyncipall of Iſtael. And 
whan they bad (ene Gor, hey atez dzone. 

And cheL OR DE fayde vnto Moſes: Co⸗ 
mevp vntome vpon the mount, zremayne 
there, ỹ Jmaye geue the cables of ſtone, z 

$ lace z commaund«eméces J banc wzyt 

ten, which thou ſhalt reach thé. Chen MNo⸗ 
fes gat bim vp z bis mynifter Joſua, z wen- 
tevp intocke mount of God,z fayde vnto 
the elders: Tary ye bere, tyll we cometo you 
agayne : bebolde , Aaron and dur are with 
‘you, yf eny mã bane a mattcr to vo,lec bine 
brynge it vnto them. 

Clow wha Moſes came vp into ¥ moũt. 
a cioude couered p mount:z the glozy of * 
LORDE abode vpon mount Sinai, z cone- 
red it rb che clondefire dayes,z vpon the fe- 
witch daye be called MTofes out of * cloude. 
And F fafbion of F glory of FLORDE was 
lite a cofinnynge fyre vpon thetoppeof * 
mount in tbe fight of the childzen of Ffrael- 
And Moſes wente in co the myddeſt of the 
clonde, and afcéded vp in to the mount,and 
abode vpon the mount fourt ye da yes z four 
tye nightes. 

The XXV. Chapter. 
'¢ Ci $LORDE talted Moſes æ ay- 
SY, de: Speake vnto > childzé of Tfracl, 
} they geue me an eve offerynge, Z 
tatethefomc of everyman, thac bath « fre 
wyllynge bere therto · And chis is the Heue · 


Che xxv. Chap. Ao. xxxiiifj. 
offerynge chat ye ſhal cate of chem: Golde, 
Fryluer, beaffe, yalowe fylée, [carlec, purple, 
rbytetwyned fylée, goares hayre, reed flzyn 
nes of rammes,doo flzynnes, Fyrre tre, oyle 
fozlampes , fpyces for the ano ynt ynge oyle, 
and foz fivete incenſe. Onix fEones and fet fio 
nes for the ouerbody core and for che breſt · 


Ig 

Pee they ſhall mabe me a Ganctuary, 
that J mate dwell amonge them. Like as J 
[hal ſhewe > a patroncof che Habitacion, 
and of all che oxnamentes therof, fo [hall ye 
mateic. 

WMiatean Arke of Fyrre tre two cubytes B 


zabalf longe, acubycezabalf brode, and Exo.s7-a 


& cubytez an balf hyert his ſhait chou ouer 
Teye with pure golde within and without ,z 
mate an bye vps ita crowne of golde roun 
de abonte, and caft fourerynges of golde,z 
put chem in che foure corners of it, ſo that 
two rynges be vpon the one ſyde, andtwo 
vponthe orber ſyde. And make ſtaues of Fyr 
re tre, andouerlaye them with golde, and 
put them in the rynges alonge by the ſydes 
Of che Arke, cobeare it withall: and they 
fhal abyde ſtyll in che rynges, T not be tate 
out.2indin ¥ Artecbou ſhalt laye the wyt- 
neffe,cbat J wyl gene the. Thou (hale mate 
a Whercyfeatcalfo of pure golve, two cuby- 
hates abalf longe, anda cubyte z a balf 
20De. 

Andebon flhale make two Cherubyns of 
beaten golve vpõ both $ endes of the Mer 
cyléate, § the one Cherub maye be vpon the 
one ende, z tbe orber vpon che orber ende, z 
foto be two Cherubyns vpon che endes of 
the Mercyſeate. And che Cherubyns flyall 
ſprede out their wynges ouer anbye, § they 
maye couer > Mercyſcate wh their wynges: 

z ? either of heir faces maye berightoner 
one agaynft another,and their faces ſhal lo⸗ 
Be vnto the Mercyſeate. 

And thou ſhalt ee * Mercyſeate aboue C 
vponthe Arke. And inthe Arke thou ſhals 
Tayethe wytneffe, $F ſhal geucthe. Gromy 
place wyll J ceffifie unto * andealtewith 
the,namely,from > * Mercyfeate(berwirte 
thetwo Cherubyns which is vponehe Arte 
of wytneffe, of all that wyl cSmaunde > 
vnto the children of Iſrael. 

Thor fhalt make a cable all of Fyrre 
tre two cubites longe,and one cubyte bzobe, 
andacubyteand a half bye, and ouerlaye it 
swith pure golde,and mate a crowne of gol- 
Derounde aboute it, andanwhope of an hã 
de biede bye, anda crowne of golde onto > 
whope rounde aboute. 
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And vnto it thor ſhalt mate foure ryn- 
ges of golde, on che foure comers inthe fou 
xe fete of it: harde onder the whope fall > 
rynges be, to put in ſtaues and toͤ beare the 
table wb all: and thou ſhalt mate the ſtaues 
of Fyrre tre, ⁊ oucrlaye chem with golde, F 
the cable maye be bometherwith. 

Thou fhale mate alfo bis oiffhes , ſpo⸗ 
nes,poctes, and flat peces of pure golde,co 

oure Ont and it. And vpon the tadle thou 

— all waye ſet ſhewbred before me. 

D —_Wborouer chou fale mate a candelſticke 
of fyne beaten golve, where vpon ſhall be 
the fhaft with braunches, cuppes,tnoppes, 
and floures. Sire beaunches fall proceade 
out of the fydes of che candelftice, our of 
euery ſyde thre braunches. Euery braunch 
Phalbaucthze cuppes, (lite allmonvdes)rbre 
Enoppes, and thee floures. Thefe ſhalbe the 
fire beaunches of che candilftice. But the 
ſhaft of che candilſticke tt felf ſhal haue fou 
re cuppes, Enoppes and floures,and allwaie 
a Enoppe onder cwo braunches, of thefire 
that pzoceade out of the candilfficFe . Foz 
both chetnoppes and braunches hall pzo- 
ceade out of the ſhaft, allone pece of Rime 
beaten golve. 

And thou fee mate ſeuen lampes abo- 
uethere on, that they maye gene light one 
ouer agaynſt another,and ſnoffers and out 
quenchers of pure golde. Out of an bun- 
dzeth pounde Peete of pure golde fhale 
thoumateit, with all this epparell. + And 
ſẽe that thou mateit after the patrone that 
thou haſt ſene in the mount. 

The XXVi. Chapter. 
wep He babitacion fhale chou make of 
iA ten curteynes , of whyte twyned fyl- 
bc, of yalowe ſylke, of ſcarlet and pur 
le, Chernbyms ſhalt thou make theron of 

** worke. The lenght of one curteyne 
ſhalbe eight and cwentye cubytes ¥ bꝛedth 
foure cubytcs :and all the cen fhalbc lite, 
and ſhalbẽ coupled fyue and fyue cogetber, 
one onto the otber.2ind chon ſhalt mate low 
pes of yalorefyltc by the edge of enery cur 
tayne, where they fhalbe coupled together, 
thactberemaye be eucr two and two fafte- 
ned together vpon their edges : fifticloupes 
vpon enery curte yne, that one maye fafien 
the other together. And thon fale mate fif- 
tie buttons of golde, wherwith che curtey- 
nes maye be coupled together, one to the 
other, thatic maye be one couerynge. 


% 
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tte [halbe thirtie cnbytes , the bredth fonre 
cubytes.2ind all the eieuen fhalbe alite grea 
te:fyue ſhalt t hou couple rogetber by thẽ fel 
nes,z fire alſo by them felues, § thou mayefé 
dubble the ſixte curceyne inthe fore front of 
the Tabernacle. 2ind vponenery curceyne 
thou ſhalt matc fifticloupes vps che edges 
of chem,chatcbey maie be coupled comnts 
bythe edges. Andfifcie buttons of bzaffe 
hale chon mate, and put che buttons into 
theloupes,that che trent maye be coupled to 
getber,and be one coverynge. 

2s fo2 the remnaunt of the curteynes of 
the tente, thon ſhalt let che balfe parce ban- 
ge ouer bebynde ¥ céte,vpon per the fydes 
a cubytelonge, $ therefyouemaye be vpon 
the fydes of the Cabernacle,z coucr it vpon 
both the fydes. 

Beſydes this conerynge thon [hale ma- C 
ke a conerynge of reed flzynnes of rammes, 
And aboue this ¢ coueringe ofdoo flzinnes. 

Thon fale make bozdes alfo forthe babs 
tacion, of Fyrre tre, which ſhali fEonde: one 
bode be ten cubyteslonge, Za cubytez 
a half brode. Two fere ſhal one borde haue, 
that one maye be fet by che other. 

Thus fhalechou mate allthe bordes for 
} Tabernacle:Crventye of them fhal ſtode 
towarde the fouth, which hal bane fourtye 
fotceres of fyluer onderebems, crvo fokectes 
vnder eucry borde for bis two fete. 

Litewyfe vpon che other fyde towarde 
the north there fhall ſtonde twent ye bordes 
alſo, and fourt ye ſokettes of ſyluer, two foe 
kettes vnder euery borde. 

Sut behynde the habitacion towarde * D 
weſt thou ſhalt make ſixe bordes, and two 
bordes mo forthe treo corners of the habi· 
tacion that euery one of them both maye 
be coupled from onder vp with bis comer 
borde, and aboue vpon the heade to come ea 
uen together with a clãpeẽ ſo that there be 
eight bordes with their ſyluer ſokettes, wher 
of there flpalte firtene , troo wnder every 

ade. 

And thou ſhalt make barres of fyrꝛre tre, 
fyue forthe bordes vpon the one ſyde of che 
Tabernacle, and fyue for the bordes vpon 
the other ſyde of the Tabernacle, and fyne 
forthe bodes bebinde ¥ Tabernacle towar 
De the weſt. And che barres ſhalt thou ſhu⸗ 
tethororw F myddeſt of che bordes,and faf> 
tẽ alltoget her from ? one coznerto ? other. 
And thou ſhalt ouerla ye the bordes vb gol ⸗ 


% Thou ſhalt miake a coueringe alfo of gor 
Exo.39.¢ tes heyer for a tente over the habitacion, of 
eleuen curte ynes. The length of one curtey- 


be, and make their rynges of golde thatthe 
barres maye be put eberin. And the barres 
ſhalt thou ouerlaye with golde, and fo ſhalt 
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ehou ſet vp the Tabernacle, acordinge to * 
faſhion as chou haſt ſene vpon * mounc. 

And thou ſhalt mate a vayle of yalow 
file, ſcarlet, purple, z whyte twyned ſylke. 
And Cherubyns ſhait thoͤu make theron of 
broderð worke, and ſhalt hange it vpon fou 
te pilers of Fyrre tre which are overlayed 
with golde,banynge Enoppes of golde,and 
foure fotetces of fyluer. And the vayle ſhalt 
thon feften wich buttons , and fee the Arke 
of wycneffe within che vayle, chacicmaye 
be wnto yous difference betwirte the boly 
and the Moſt bol y. 

G  Anvcehou [hale ſet the Mercyſeate vpon 
the Arke of wytneſſe in the Moſt holy. But 
fecebe cable without the vayle, and the can 
dilſticke oneragaynft > tablevpon ¥ ſouch 
yde of the Tadernacle, that che cable mate 
ſtonde onthe north ſyde. 

Aad in che doze of the Tabernacle thou 
ſhaltr make anbanginge, of yalow ſylke pur 
pie ſcarlet and whyte rroyned ſylke. And foz 
the ſame bangingethou [halemate fyue pt 
lers of $yizetre,ouerlayed with golde,with 
Enoppes of golde. 2nd [hale café fyue ſolet 
tes of braſſe foz chem. 

The XXvI. Chapter, : 

% Sug Cie chou [yale makeanaleare of Fir 
Sf vetre, fyue cubytes Longe z bode, pit 

 maye be foure (quare, z thre cubytes 

bycitbou ſhalt mate homes vpon the foure 
comers of tt,z [hale ouer Laye it with braſſe. 
Hate afhpsnes, flpouels,bafens, fleſhobes, 
cole panes. All F apparell cherof ſhalt thou 
mate of bꝛraſſe. Thou fhalcmate a gredyron 
alſo like ancee, of braſe, ⁊ foure braſen ryn 
Ses vpon the foure — om vnder 
vp cboute the altare ſhalt choumatcit, fo 
that che gredyzon read onco myddeſt of 
the altare. Thon ſhalt mate ſtaues alfo foz 
the altave,of Fyrre tre, quer layed with gol- 
de, and ſhait put che ſtaues in therynges, 
that the ſtaues maye be on both the fyoes 
of ¥ aleare,to beare it withall. And holowe 
wich bores ſhalt thou mate it, lite as itis 
ſhewed the in the mount. 

BAnd to ? habitacion chon ſhalt make a 
courte , ait haugynge of whyte twyned ſyl · 
ke: vpõ ¥ one fydean C.cubytes lsge towar 
de the ſoͤuth, Txx. pilers vpon xx. brafen fo- 
fevees,z the knoppes vb their whopes of ſyl 
uer. Likewyſe vpon F north ſyde chere fal 
be an hanginge of an C. cubytes loge, twen 
ty pilers upon twent y braſen fotcttes, and 
theirtnoppes & their whopes of ſyluer. 

Dut vpon che weſt fyde the bzedeh of F 
courte hal bane an banginge of fiftie cubi- 
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tes longe,z ten pilers vpon ten ſokettes. Ops 
the eaſt ſyde alſo ſhal the bredeh of the conr- 
te haue fiftie cubytes, focbat the hangynge 
haue vpon one ſyde fyftene cubites,and thie 
pilers vᷣpõ thre ſolettes: And vpon other 
Tyde fiftene cubytes alſo, and chie pilers vpo 
thee ſokettes. 

2nd inthe courte gate there fhalbe an C 
bangynge twenty cubytes breve, of yalowe 
ylte ſcarlet, purple, and whytecwyncd fyl- 
Fe, wrought with nedle worte, and fourc pi- 
lers vpon cher foure fofettes. All the pilers 
rounde aboute che cource fall bane fyluer 
whopes,z fyluer Enoppes,z [ot ettes of bzaf= 
EAnd thelength of # courte fal bean hu⸗ 
dret h cubytes,che bredth fiftie cubytes, the 
beygeb fyue cubytes, of whyte rroyned fle 
and, F ſobettes therof ſhalbe of bzaffe. Ali > 
vefiels alfo of the babitacion coall mance 
feruyce, and all chenales ofit,and allebena 
les of he cource fhalbe of biaffe. 

Commeaunvde F children of Iſtael. $ they 
bringe onto ? che moft cleare Z pure oyle oli 
uebeaten,co geuelighte, $ it maye allwaye 
be put inthe lapes inthe Cabernacle of wyt 
nes wit hout the vayle,ehat hangeth before 
the wytneffe. And Aars and bis fonnes flyat 
dieffe it from che enenynge wntyll $ moznyn 
ge before the LORDE. This fbalbe vnto you 
& perpetuall cuſtome for youre peftcrities q~ 
monge the childzen of Iſtael. 

TheXxvill.Chapter. 

Of Ld chon ſhalt tare vnto the Aaron A 


thy brother and bis fonnes frẽ amon 

gethe childs of Ffrael,chat be maye 

bemy preft: namely Aaron z his formes Mae 

dab, Abihn Eleazar and Yebamar:z chow 

pee nrakc boly clothes foz Aarõ y brother, 

norable and glorions, z ſhait fpeate wnto 

all themthat are wife of | hert, whem J baue 

fylled with che ſprete of wipdome,thatrthey 

make garmentes co Aaron for bis confecra- 
cron,that be maye be my preft. 

Thefeare * garmentes whic) they ſhal 
makeza hreſtlappe an ouerbody cote,ctuny- 
elejan albe,¢ mycer and a girdell. Thus fhat 
theymate boly garmentes for $ brother Ae 
rd and bis fonnes, chat be maye bemy preſt. 
They fhal cate therto golde,yalow filEe,feat 
let, purple,and wbyte fylte. 

TCheouerbedy cote fal they make of gol 
de yalow ſylte (carlet, purple, z whytetry- 
ned ſylke of broderd worte, tha it maye be 
feftened together vpon both the ſydes by $ 
edges therof. And bis gyrdell vps it fall be 
of $ fame woꝛmãſhippẽe ſtuffeuen of golde 
yalowe ſylke {Carlet purple,z whyte cwyned? 
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ſylke. Andthou ſhalt tabe twwo Onir ſtones, 
and grave tn than the names of the chil- 
dren Of Iſrael. Gyre names vpon the one 
ftone, andthe fire other names vpon the o- 
ther ftone acozdinge tothe order oftheir a- 
ge. Chis fhale thou do bythe ftonegrancrs 
that grancfignettcs, ſo that ſtones with 
the names ofthe chuͤdren of Iſtael to be fer 
rounde aboute with golde: ãnd thou ſhalt 

nt them vpon the two ſhulders of che over 

Dy cote, that thatthey maye be ſtones of 
vemembzanunce for the childzen of Iſrael 
that Aaron maye beare their names vpon 
both bis ſhulders bc fore the LORDE fora 
remembraunce. 

Thou ſhalt make hokes of golde alfo, 
and tivo wꝛet hẽ dyeynes of pure golde, and 
Phat faften chem onto the botes. 

The brefilappe of indgment fhale chou 
mate of broderd wozte, even after the wor⸗ 
Ec ofthe ouerbody cote: of golde, yalow fyl- 
€c, {carlet, purple, and wbyte twyned ſyike. 
Soure fquare bait it be and dubble, an ban- 
De breve Tonge, and an bandebicdth brode. 
2nd chou ſhait fill tc with foure rowes full 
of ffones. Let che firfErowe bea Gardis,g 
Topas, andaGmaragde. The feconde:@ 
Ruby, Sapbyze, anda Dyamonde. The 
thirde: a Ligurios,an Achatt,andan Ame 
tyft.Che fourth:a Turcas, an Onir, anda 
Tafpis . In golde hall chey be ſett in all the 
rowes,and ſhal ftonde acordinge to > twol 
ue names of the children of Iſtaͤel grauen of 
the ſtonegrauers, euery one with bis name 
acordinge to the twoluetrybes, 

And vponthe bꝛeſtlappe thon ſhalt ma- 
Ee wrethen che ynes by $ comers of pure gol 
de and two goide rynges, ſo that thou fafte 
the fame twõ rynges vᷣnto two edges ofthe 
breftlappe,and put the two wrethẽ cheynes 
of golde in the fametwo rynges,thatarein 
two edges of the breftlappe. But the two 
endes of $ two wꝛet hen che ynes fale thou 
faften in the two botes vpon the onerboby 
cote one ouer agaynſt another. 

And thou ſhalt make two other rynges 
of golde,and ub ai them wnto other avo 
edges of ? bieftlappe, namely to $ borders 
eherofwherwith ic maye bange on the ynt- 
[ye vpon the onerbody cote. And yet hale 
thou make two rynges of golde, and ‘afters 
them vpon the two edges beneth to the o⸗ 
uerbody cote vpon the outſyde one oner a⸗ 
gaynſt anothe, where the oucrbody cote toy 
neth together. Andthe biefilappe fall be 
faftened by bis rynges wnto the rynges of 
the ouerbody cote witha yalow lace chat ic 
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maye lyeclofe vpon che ouerbody cote, and 
that the breſtlappe be not lowſed from che 
ouerbody core. 

Thus Pall Aaron beare the names of 
the dildzen of Iſtael in ? breſtlappe of ind 
gment vpon bis bert, whan be goerb into 
the Sanctuary, for aremembraunce befor 
retheL ORDEallwaye. And inthe brefilap 
pe of iudgment thou ſhalt put · light and 
perfectnefje, that they be vpon Aarss bere, 
whan be goeth in before the LORDE, and 
thar bemaye beare the iudgment ofthe chil 
dren Of Iſrael vpon his bert before the LOR- 
DE allwa ye. 

Thou ſhalt make the tunykle alſo to the 
ouerbody cote allof yalow ſylke, and abo- 
ue in the myddeſt there ſhal be an bole, and 
a bonde folden cogetherrounde aboute the F 
bole, thatitrente noc. And beneth vponthe 
bemme thou fale mate pomgranates of 
yalow fyl€e, ſcarlet, purple rounde aboute, 
Gnd belles of golde betwirte the fame roun- 
de aboute: that therebe ever a golden bell 
and & pomgranate, a golden bell and a pons 
granate rounde aboute the hemme of the ſa 
me tunycle. And Aaron fhall have it vͤpon 
bim wha be mynifirech , that the ſoũde ther 
ofmayebe berde, whan be goech out and in 
at the Sanctuary befozethe LORDE,that be 
dye not. 

Thou ſhalt mate a foreheade plate alſo 
of pure golde, and graue therin (after the 
wortmanfhipe oftbe ſtone graner):e Iy- 
nes ofthe LORDE, z with a yalowlace ſhait 
thon faften it onto the fore frontofehe my- 
ter vpon Aarons force heave, § Aaron mate 
ſo beare > ſynne ofthe boly thinges, whidy 
the dhildzé of Iſtael balowe in all their gif- 
tes and Sanctuary. And it hall be allwaye 
vpon bis fore beade, chat bemayereconcyle 
them before the LORDE, 

Thou fhalt mate an albe alſo of whyte B 
fylte,and amyter of whytefyltc, and a gyz- 
dle of nedle worte.. 

And foz Aarons fonnes thou ſhalt mate 
cotes, gyrdles and bonetes, honorable ane 
glorions,and ſhalt put them vpon thy bro⸗ 
ther Aaron and bis fonnes, and ſhalt anoyn 
te them, and fyll their handes, and confer 
crate them, that they maye be my pzeftes. 
ind chou fhale mate them̃ lynnen beeches, 
to couer the fleſh oftheir pzenities, fromtbe 
loynes vnto the thyes. And Aaron and bis 
ſonnes ſhall Bauetbhem on, whan they go 
into the Cabernacle of wytneffe, or go vn⸗ 
to the altare to mynifter in the Holy, thae 
they bearenot their ſynne, and dye. This 
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ſhalbe a perpetnal cuſtome fez bint, and bis 
ſede after him. 
The XXIx. Chapter. 
a His is ic alfo, char thou [hale do vn⸗ 
tothem,that they maye be confecra- 
ted prfécs vito me. Take a yonge 


Leuit.8.2 pyllocke, and cwo rammes witbout blemifh, 


vnleuended bred, z vnleuended cafes myrre 
b oyle, and wa fers of fivere bred tempered 
wd oyle : Of wheats fioure fale thou mate 
ebem all,and put them in a maunde,z bzyn- 
ge them in the maunve, with che bullocke ⁊ 
cwo rammes. 

Arid chou fhalc brynge Aaron z bis fon- 
nes onto the dove of ehe Tabernacle of wit 
neffe,z wafl cham x water, ztake the gar- 
mences, end put vpon Aaron chealbe and 
the tunycle ⁊ the oner body cote, z the breſt · 
lappeto ¥ over body cote,z fale gyrde bim 
onche out fyde vpon the quer body cote, and 
feethe myter vpoͤn bis beade, and the boly 
crowne vpon themyter:and ſhalt tabe the 
anoyntinge oyle,and poure it vpon bis bea- 
de, and anoynte bins. 

B Thou fhale beynge forth his formes alfo, 
zputtbealbes vpon them, and gyideborb 
Aaron them with gyzdles,z ſetthe bonet · 
tes vpon their heades, that they maye haue 
the pzefthode fora perpetuall cuftome. 

Andebou hale fyllthe haves of Aaron 
and bis ſoͤnues and bzynge forth the bulloc- 


vLenita.a Be before the Tabernacle of wytneſſe. 2nd 


Aaron aud bis fonnes ſhall laye their hades 
vpon che heave of the bullecke, and chow 
{hale fley chebullocPe before the LORDE,at 
the doze of the Tabernacle of wytneffe,and 
ſhalt cate of bis bleude, and put it vpon 
tie hornes of the aleare with thy fynger, 
and ponre all theotber blonde vpon the bo- 
tome of the aleaze. 

Andebe: fhaletakeailehe fac that cone 
seth che bores and the nett vpon the lener, 
andthe two kydneys with che fat chatis a- 
boucetbem, and burne chem vpon the alta- 
re. SEut the bullecFes flefh, flzynne anddon- 

¢, ſhalt thou burne with fyze without the 

Boon: for itis a fynneofferynge. 

CCThe one ramme fhait chou tatcalfo,and 
Aaron with vis fonnes fall laye their han· 
des vpon bis beade. Then ſhalt chou fleye 
bim, andcate of bis blonde, and ſprenkle it 
vpon the altare rounde aboute. But the ram 
me ſhalt thon deuyde in peces, and waſh 
his bowels and his legges, and laye them 
vpon the peces andthe heade, and burne 
the whole ramme vpon the altare:forit isa 
burntofferynge, and a fivete fauoure of che 
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ſacrifice onto che LORDE. 


As for che orher ramme, thon fale cate Levitiaa 


him, and Aaron with bis fonnes [halllaye 
their handes vpon bis heade, and thou ſhalt 
flaye bim,and cake of bis blonde, and put it 
vpon the typpe of the right eare of Aaron 
and bis fonnes,and vpon thombe of their 
right bandes, and vpon the greate too of 
their right fere, and thou ſhalt ſprentle che 
blonde vpon che altare rounde aboute, and 
hale cate of the bloude vpon che altare and 
the anoyntinge oyle, and ſprenckle it vpon 
Aaron and bis veſt ymentes, vpon bis jon- 
nes and their veftymentes. So fall be and 
bis clothes, bis fonnes and cheir clothes be 
confecrated. 

Then ſhalt chon tate cbefacofthe ram- D 
me,the rompe,and the face that cowereth > 
bowels,the net vpon the leuer, and che two 
Eyducys with che fatt that is aboute them. 
and the right ſhulder( fot it is a ramme of co 
fecracion and afyninel of bred, andan oy- 
Ted cake, and a wafer out of the maunde o 
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¥ LORDE,and put alll into the bandes of Aa 
ron and of bis formes, and waue it vnto the 
LORDE. Thé cate it ont of their handes, and 
burne it vpon the altare for a burnt offerin- 
ge,to be a ſwete faucure vnto * LORDE. Foz 
itis the LORDES facrifice. 

ind chou fhale cate the beeft oft he ram & 


me of Yards confecracis, zfhale wane it be- Leui. ol 


foze ¥ LORDE, $ ſhal bebis paree. And thus 
alttbhou balowe } Wauebzeféz > Heue⸗ 
ulder( } are waned z heaucd)of > ramme 
ofthe confecracion of Aaron z bis ſonnes: 
And it ſhalbe a perpecuall cuftome for Aars 
and bis fonnes of children of Iſrael for we 
isan Heue offiynge, and the enc offrynge 
Phalbethe LORDES dewtye of the dyildien of 
Iſtael, in their· deade offrynges and dene 
Offtynges which they do wnto the LORDE. 


bis fonnes baue after bim,that they maieke 

anoynted therin, z § theirhandes maye be 

fylled. 2 ofc which of bis ſonnes ſhalbe preſt nu0.8 

in bis ſteade che fame ſhal put them on ſeuẽ 

da yes that he maye go in to the Tabernacie 

of wytneſſe to mynifter in the Sanctuary. 
But the rcmme of confécracion fhale 


thou tate,and fecth bis ficfl; in an boly pla- a & 


ce. 2nd Aaron with bis fonnec ſhal eate the 
fleſh of the fame ramme with the bred in 
the maunde , at the dere of che Caberna- 
cle of wytneffe : foz there is an attone- 
ment made therrith, co fill their kandes, 
thattbhey maye be conjecrated . A ſerau gen 


Levee 
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call the 


ind ehe oly garmentes of Aaron ſhall Peace 
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Phalnot cate therof for itis holy. 

But yfeny of tbe flefh of che confecra- 
cton, and of the bred remaine vnt yll rhe moz 
nynge,tbou ſhalt burne ic wich fyze,and noe 
lecit beeaten, for it is holy. And thus fhale 
thou do with Aaron and bis ſonnes all chat 
J bane commannded F Seuen dayes ſhalt 
thou fyll cheir bandes, and offer a builocke 
daylic for « fynne offeringe, becauſe ofebem 
¥ Thalbe veconciled.2ind thou [bale balowe 
chẽ altare, whan thou reconcyleſt it: z fhale 
anoynte it, that it maye be confecrated. Ge- 
uen dayes ſhalt thou reconcyle the altare, z 
conſeorate it, that it maye be an altare of che 
Moſt holy. Who fo wyll couch the altare, 
muſt be conſecrated. 

SG _ Andebis hale thou vo wit the aleare: 
Noa ne Twolambes ofone yeare olde fhale chou of 
fer enerydaye vpon te:ebe one lambe in thẽ 
inornynge, and che orber at even. And to o- 
nelambea tench deale of er heate floure,mé- 
gled with * fourth parte ofan Hin of bea- 
ren oyleand > fo parce of an din of wi 
ne for a DzynEofferynge Withthe orber lam 
be at euen fale chou doliteas with >-mea 
teofferynge and dzynEofferynge in tbe moz 
nynge,foz a ſwete fauoure of factifice onto > 
LORDE. This is the daylie burncofferyn: 
amonge youre erities , at che dore oft 
Tabernacle of wytneffe beforethe LORDE, 
where J will protefte wnto you, and talte 
with the. There wil F —— vnto the chil 
bien of Iſtael, and be fanctified in my glozy, 
andwyl balowethe Tabernacle of wytnes 
and the alcare,and confecrate Aarõ and bis 
fonnes,co bemy preſtes And Fj wyl dwell a- 
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mongeche childzen of ftael,z wyll be their 

the LORDE their God, which brought chem 

out of chelonde of Egipte, chat I might 
their Gov. 

The Xxx.Chapter. 

#6 re to burneincenfe,of Fyrre tre,a cu- 

byte longe z brobde,eauen foure (qua- 

alt oucrlayc it with pure golde, therofez 

fe walles ofit rounde aboute, and the boz- 

mate rounde abonteit, andtwo golde ryn / 

ges on et her ſyde vnder the crowne, that the 

all. 
The faves fhale thou mate of Fyrre tre 
alfo,and cnerlaye thé with colde:and ſhalt 


Gov:fo $ ebey ſhal Enowe, howthat Jam 
Dwell amonge them, euen theL ORDE 

Hou ſhalt mate ald an incenſe alea- 
red,and tro cubytes bye with bis homes, z 
nes therof, zacrowne of golde ſhalt thon 
re maie be jianes put cherin,co beare it with 
fet ic before the vayle,chat hangeth before 
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the Arke of wytneffe,and before the Mercy 
feate} is vponthe wytneſſe, from vhence J 
wyl pzotefte onto the. And Aaron fhal bur- 
ne ſwete incenſe thezon enery merninge, whe 
Be dzeffech the lampes. In lie maner whan 
be lightech the lampes at euen,be ſhall bur- 
ne foch incenſe alſo. Chis fal be che daylie 
incenjé befoze the LORDE amonge youre 
poſterities. 

Me ſhall put no ſtraunge incenſe therin,z 
offer no burncefferynge,ner meatofferynge, 
nether dzynkofferynge theron. And · vpon > 
hornes of it ſhall Aaron reconcyle onceing 
yeare, with F bloude of che |ynncofferynge, 
whic they [hall offer thacare reconcyled. 
This hal be done amonge youre poſterities 
for this is the moſt holy vrito rhe LORDE. 

And the LORDE [pate wnro Moſes, and 


fayde: Bhan thou nombeeft the heades of * 


the childzen of Iſtael chen fhaleuery one ge 
ue vnto the LORDE che reconcylinge of bis 
foule, } there happẽ not a plage vito chem, 
whan they are nenibied. Euery one that is 
toide in the nombre ſhall gence balf a Sycle, 
after the Sycle of che Sanctuary: * one Sy 
leis worth twenrye Geras. This half Sy⸗ 
ele Pal be } LORDES Heue offerynge. LObo 
{ois inchenombie fromewenty yeareand a- 
boue, [hal gene this Hene offerynge vnto + 

LORDE.Cbe riche ſhal noc gene moze, and 
the poore ſhal noc geuc leffe in the balf Sy- 
le, which ts geuen vnto the LORDE tobe 
an dene offerynge for the reconcylinge of 
their foules. 

Andthis money of recScilinge ſhalt thou 
take of the children of Iſtael, z putitto the 
Gods feruyce ofthe Cabernacle of wytnces, 
thac it maye be a remembraunce wnto che 
children of Iſrael befozethe LORDE, that 
8* * let himſelf be reconcyled ouer their 
ſoules. 

And the LORDE fpate vnto Moſes, and 
fayde: Chow ſhalt mate a braſen lauer alfo 
with a fore of braffe to waſh, and ſhalt fet ie 
betwirrethe Tabernacle of witneffe and > 
altare,and put water therin,that Aard and 
bis fonnes maye wall) their bandes aud 
fete therout, whan they gointothe Taber- 
nacle of wytneffe, or te the altare, co mynif= 
trevntotbeL OR DEwith offerynge incen- 
fe, ¥ they dye not. This flyalbe « perpetual 
fen for bim ang bis fede amonge their 

ferities. 

And *? LORDEfpate vnto Moſes, and 
fayde:Take vnto the [pyces of the beff, fyne 
hundreth Sycles of Myrre and of Cynems 
balf ſo moc, enen two hundreth and fyftic, 
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YeRez.b trybe of Guda,* and bane felled him with ¥ 


The i. boke of Moſes. 
and of Kalmus two hundreth and fiftye, 
and of Caffia fyue bundzech ( afeer che Sy- 
éle of che Sanctuary) zan Sin of oyleoly- 
ne, and make fib — anoyntinge oyle,after 
tbe craft of the Apotecary. 

D i > fhhtecbou anoyntetbe Ta- 


keui-9-b bernacle of wytneffe, z the Aree of wytnes, 


the cable with all bis apparell, * candulftic- 
te with bis apparel , che altare of incenfe, 
the alcare of burncofferynges with all bis 
apparell,z the laucr with bis fote: and thus 
hale chou confecratecbem, that they maye 
be meſt boly: for who fo wil couch che, muſt 
beconfecrated. Thon fhaleanoynte Aaron 
aliſo and bis formes, and confecrate them to 
bemy preſtes. 

Andehou ſhalt ſpeabe vnto the childrẽ of 
Ifrael, andjaye: Chis oyle ſhalbe an holy 
Oynement vnto me amonge ye pofterities: 
It ſhal not be poured vpon mans body, ne- 
ther ſhale chou mate eny foch lite it,foritis 
boly:cherfoze [hal ic be holy vnto you. Who 
fo mabecb eny ſoch lite, o2 geueth a ſtraũger 
eberof, che fame ſhalbe roced ont from amon 
gebis people. 

And che LORDE faydewnto Mtofes: Te 
Fe unto the (pyces:Dalme,Stacte,Galban, 
and pure francFencenfe, of one as moch as 
sf — — incenſe * after 
the craft of the Apotecary) led coge- 
tber , that it mage ee purez poly Bind thos 
{hale beate it co ponlder, and —— 
tbe ſame before the wytneſſe in the Caber- 
nacie of wytueſſe from whence J wyll pꝛro⸗ 
teſte vnto the, but it ſhalbe holy onto the for 
the LOR DE. Who fo maketh ſochto cenſe 
therwith, ſhalbe roted out from amõge bis 
people. The XX. Chapter. 

BW OWg CrocheLORDEfpate vnto Moſes,⁊ 
Sf ſaide: J bane called by name Bezaleel 
the fonne of Vri ? ſonne of Sur,of > 


{prete of Gov, wich wyßdome and vnderſtõ 
dynge and tnowlege, andto wore with all 
maner of connynge wore, in golde, fyluer, 
braſſe, to grane ftones connyngly, and to fet 
then, to carue well in tymbre and co mate 
all maner worke. And bebolde, J bane gener 
bim Abaliab che fonne of Ahifamac of 
thetrybe of Dan, to be bis companyon,and 
Hane genen wyfdome in to the bertes of all 
that are wyfe, that they ſhail mate all chat 
B J haue commaunded che:she Tabernacle 


Uxo 25.25. Of wytneffe,the Arke of wytneffe,the Mer⸗ 
87-33-30. 


cyfeatecheron, and allebe omamentes of ¥ 
Caternaclesthe rable and bis apparel, che 
candilſticke and allbis apparel, the aitare 
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of incenfe, the altare of burntoffery 
all bis apparel, che lancr with bis fore, the 
mrynifirynge veftimentes cf Waren F pzefé, 
and the garnrentes of bis ſonnes to ferue li- 
Ee prefics,cheanoyntingeoyle, and the ince 
feof ſpyces fo: § Saãctuary. All chac J ba 
ve conimannded the, ſhal they mate. 

And theL OR D Eral€ed wnto Moſes, 
and fayde: Speake unto the childzen of Fr 
rael,and faye: Repemy Sabbath, foritisa 
token betwene me and you, and youre pojte- 
rities,that ye maye Enore, bow that Fant 
the L ORDE which baloweth you: therfore 
Ecpe my Sabbath, foz tt ſhalhe boly unto 
you.x Who fo vnbalowerh it , ſhall dye the 
death : Foz who fo dorh eny wore therin, 
Phalberoted out from amonge bis people. 

Sire dayes [hall men worte, but vpow 
the feuenth daye is the Sabbath + the holy 
reſt of the LORDE. Wyho ſo doth eny wor- 
ke vpon the Sabbath daye, ſhall dye the 


death. 

Therefore ſhal the childꝛen of Iſtael kepe 
the Sabbath, that they maye keſp̃e it alſd a- 
monge seek pore for an euerlaſtynge 
coueñaunt. An euerlaſt ynge toren is it be- 
twirte me andthe children of Iſrael. For int 
ſire dayes made the LOR DE heauẽ = earth, 
mere on y fewench oaye be reſted, and was 
re ed. 

And whanthe LORDEHad made an en 
de of caléinge with Moſes vponthemomnt 
Sinai, be gaue bim two tables of witneffe, 
wobich were of ſtone, and wrytten with che 
fynger of Goo. 

The XXx. Chapter. 


= 25 
NS Vewhanche people ſawe that Mo 
B ſes made lõge raryenge to come dow 
ne frõ the mount, they gathered che 
together agaynft Aaron, z fayde vnto him: 
Wp, and make vs goddes, to go before vs, 
for we can not tell what is become of this 
man Moſes that brought vs ont of Egip · 
te. Aaron fayde vnto chem: Plucke of the 
golden carynges from the cares of youre 
gs 


C 


Exo.ao.b 


*du. izd 


D 


Genera 


Exo.24.¢ 
and la 
Deue.5.¢ 
ando.b 


% 


Akto.7-€ 


ludic.se 


Pal. 105.¢ 

b 
eot.io · a 
Deut. 9.€ 
»s. Reg. 
be 

C 
rxoaus 
dNuia · p 

D 
*Ce. asa.e 


The ij. bok of Moſes. 


wyues, of yo fonnes, z of yo* Soughters,z 
biynge them onto me. Then all the people 
pluckte of their golden carynges from their 
eares, z brought chem onto Aaron. And be 
toke them of cheir banves, z fafbioned it vb 
& grauer. And theymade a molcen calfe,and 
ſayde: Theſe are thy goddes (O Iſraehthat 
brought the out of the londe of Egipte. 

Whan Aaron ſaꝛve that, be buyided art 
altare before him, and canfedit be procla · 
med, and ſa yde: Tomorow is the LORDES 
feafé. 2nd chey arofe vp early inthe mornyn 
ge, and offrcd burncofferynges,and brought 
Deadofferynges alſo: Chen the people fat 
rent Downe to cate and Szynke,z rofe vp co 
playe. 

But the LORDE ſayde vnto Moſes: Go 
get the downe, fez thy people whem thou 
bioughteft ouc of the londe of Egipte, ha⸗ 
nemarred all:chey are foone gone out oftbe 
waie, which Fj commaundedthem. They ha 
ue made them a molcen calfe,and bane wor- 
(hipped ic,z offred oncoit, z fayde: «Thefe 
are Asa goddes (© Iſrael)that brought the 
ont of the lande of Egipte. 

And che LOR DE ſayde vnto Moſes: J 
fechacit is a ſtyffnecked people, and now 
faffre me,chat my wath mayc ware where 
ouerthem, z that J maye conſume them, fo 
wil J make a greate people of the. 

Bute Moſes be foughe the LORDE bis 
Gov,z fayde: Ob LOR DE, wher fore wil tby 
sorath ware whore oucr thy people, whem 
thon haſt brought out of the love of Egip 
texb qreate power za mightic bavezYOber- 
fore fpulde the Egipcians fpeate,z faye: de 
bath brought che for their myſche fe to flaye 
thems in the mountaynes and to deſtroye the 
vtterly from che earch: Oenrne the fromebe 
fearceneffe of y wrath, zbe gracious ouer 
the wicFedneffe of thy people. Remembre 
thy feruaiices Abzabam, Ffaac, and Iſrael. 
onto whS + chon fivareft by chyne owne felf, 
and ſaydeſt: J wil mulciplye youre fedeas 
the ftarres of beauen,andall the londe that 
‘FJ baue prom yſed you, wil J geue vnto you- 
re fede, 7they [hall inberet it fo2 cuer. Thus 
the LORDErcpented of che cuell, which be 
faydebe wolde do vnto bis people. 

Moͤſes turned him, z wente downe from: 
themonnt, andin bis bande be hadthe two 
tables of rytneffe, which were weyttẽ vpon 
both che fyves, and were Gods worte, Tthe 
wrytinge was the wrytinge of God therin. 
Clow whan Joſua berdethe noyle of ¥ peo 
ple, as they fhouted, be fayde vnto Moſes: 
This is a noyſe of warre inthe hoof—. He 


Che xxxij. Chap. 


anfivered: It is not a noyfe of them that ha⸗ 
ue the victory, and of them that bane the 
worſe, but J heare a no yſe of fynginge ata 
daunſe. 

Oban be came nye vnto the hooſt, and 
ſawe che calfe, andthe daunfynge, be was 
Imoucd with wrath, and café che cables out 
of bis bande, and brake them beneth the 
mount. And be cote the calfe that they bad 
made, and bent it with fyre, and ſtamped ic 
vnto poulder, and ſtrowed icin the water, 
7 gaue it vntothe children of Iſtaelto dryn 
Fe,zfayde vnto Aaron: What dyd this peo- 
ple vnto the,that thou haſt brought fo grea 
tea ſynne vpon them? 

Aaron fayde:Lecnoethe wrath of my 
lorde ware fearce: chou knoweſt, that this is 
a wicked people. They fayde vnto me: Ma⸗ 
ke vs goddes to go before vs, for we can 
not tell whatis become of this man Mo⸗ 
fes, § brought vs out of the londe of Egip- 
te. J fayde vnto them: Who fo bath golve, 
let bim plucfe it of, and geue it me:and I 
café it in che fyze,therof came this calfe. 

Llow whan Moſes fawe, thatthe peo- 
ple were nafed( for Aaron, whan be fer chem 
vp, made chen naked to their fhanteyhe we 
te in to the gate of the hooft,and fayde:who 
feo belongeth vnto the LCRDE, let him come 
hither vnto me. Chen all the children of Le- 
nigathered them felues onto bim, and be 
fayde onto them: Thus ſayeththe LORDE 
the God of Iſtael: Euery man put bis fiver 
de by bis ſyde, and go thorow inand out 
fromone gate to another in the hooſt, and 
tere euery man bis brother, fienve,z negh- 

gure. 

The Hilozen of Leni dyd,as Moſes ſay⸗ 
de vnto them. And chere fell of the people 
the famedaye thre thouſande men. The fay 
De Moſes: Cõoſecrate youre handes this daie 
vnto the LORDE, euery man vpon bisfonne 
and brother, thatthe prayfe maye be geuen 
Quer you this da ye. 

On che mozow Moſes fayde vnto the 
people:mebaue done a greate ſynnne. Mow 
‘J wil go vp vnto the LORDE, yf peradnen- 
ture TJ maye mate an attonemenc foz youre 


Innes. 

Llow whã Moſes came agayne vnto * 
LORDE,be ſaide: Ob this people haue done 
a greate ſynne, Thaue madethem goddes 
Of golde. Now for geue them theit ſynne: 
YF not,ché wype me ont of 7 bobe that thou 
haſt wrytten· The LORDE ſayde wn- 
to Moſes: What · Sim that ſynneth againſt 
ine, wil J wype out of my boke. So thouy 


& 


Deut.10.8 


Beut.g.a 


eRose 


sPhalceR 


Exo. 
and asc 


Gene. 22.€ 
¥Exo. 23.4 
De 
Jofu.a4g.¢ 


ttxxo. a.c 


aDeutsnd 


Nowa 


EPar.e.c 


Khe i. bole of Moſes. 


wayetberfore, and brynge $ people thither 

as J haue fayde vnto the, Behoͤlde myne 

angell ſhail go before the. But in the daye 
of my vificacion J wyll vyſet cheir ſynnes 
vpon them. So tbe LORDE plaged the peo 
pie, becauſe chey made y —* which Aaron 
inade. 

The Xxx. Chapter. 

GQe HeLORDE fayde vnco Moſes: Go, 
departe hence, chou andthe people, 
whom thou baft bought out of the 

landcof Egipte, vnto ? londe that J fiva- 

revnto Abraham, Iſaac and Jacob, and 
ſayde: vnto + fede wil F geue it* and J wyl 
ſende an angeil before the (and caſt eũt the 

Cananites, Amorites, Hethites, Phereſites, 

Seuites and Jebuſites) ito the londe that 

floweth with mylke and bony, fer wyll 

not Go vp with thers for thou art an bard- 
necked people, J might confismethe by the 
waye. Whan the people berdecbis euell ty- 

Dinges,theyfozorced, and no man put on bis 

beft rayment. 

And ? LORDEfayde vnto Moſes: Spea 
ke vnto the children of Iſtael: Re are a ſtyf⸗ 
necked people, J muft once come ſodeniy v- 
ponche,and mate anende of the. And now 
put of thy goodlyaraye from the, Imaie 
Enowe what todo wntothe. So the childꝛen 
of Bfraellaicd cheir goodly araye fromebe, 
euen befozethemount Horeb. 

Mo ſes cobe rhe Tabernacle, pitched it 
without afarre of from > booft, and called 
it the Cabernacle of wytneſſe And who fo 
ener wolde axe eny queftionat tbe LORDE, 
wente out vnto the Cabernacleof wytneſſẽ 
before che hooft. And whan Moſes wente 
ont vntothe Tabernacle, all che people rofe 
‘wp, and ſtode enery one in his tent doze, and 
lobed after Moſes, cyll be was gone into 
the Tabernacle. And whan Moſes entred 
in to the Cabernacle,the cloudy pyler came 
Dorne, and fiode inthe dore of the Taber- 
nacle, and betalted mith Moſes. And all 
the people ſawe the cloudy piler ſtonde in 
the doze of the Tabernacle,and roſe vp,and 
sis A pr enery onc itt bis tent doze. 

md the LORDEfpate vnto Moſes face 
to face, as a man fpeateth onto bis frende. 
And whan he turned agayne tothe hooft, + 
yonge ma Joſua $ fonne of Nun bis miniſ 
eer, departẽed not out of * Cabernacle.2ind 
Moſes fayde vnto the LORDE: Beholde, 
thou faydefé onto me: Szynge F people vp, 
and letteſt menot Enowe, whom thou rile 
fende x me, z yet haſt thou ſa yde: I knowe 
the by name, and thou haſt founte grace is 


my fight. Let me knowe thy waye therfore, 
woberby Imaye be certified, » J fynde gra⸗ 
ce in thyſight: And conſydre yet that chis 
people is thy people. 

He ſayde:tiy preſence ſhal go before the, 
there with wyll J lede the. But be fayde 
vnto bim:f chy prefence go not, then cary 
vs not vp from hence: foz wherby fal it be 
Enorone, $F and chy people bane founde fa 
uoure in thy fight, bucin thou goefé with 
vsicbat 3 zeby people maye bauc ome pree 
mynence before allpeoplethat are vpon the 
faceof the earth. TheL ORDE fayde vnto 
Moſes: J wylldo this alſo that thou haſt 
ſayde for chou haſt foũde graceinmyfight, 
and J Enowe the by name, 

de fayde: Ob leemethé fe thy glory. And 
Be ſa yde: J wyl cauſe allmy good go oucr be 
fore thy face,and wyl let the name of $ LOR 
DE be called vpon before the. And hewe 
mercy, towbom J ſhewe mercy: and baue 
compaffion, on whom J bane compaffion. 
ind be. ore moꝛouer Chou mayeft not ſẽ 
my face,* foz there ſhall noma lyue, ſeyrh 
me. And ¥ LORDE ſayde fartbermoze:bebol- Fe 
de,there 16 a place by me, there fale chow 
ſtsde vpon the rocFe. From whanmy glory 
goeth forth. wil put ina clyfte of Proc 
Fe,zmy bande [hal holde fiyllvpS the cyil I 
be pafied by. ind whan Yrate awayemy- 
ne Banve from the,thou [Hale ſe my bacFpar 
tes,butmy farce [hal not be fene. 

Che XXXL. Chapter. 
Vd che LORDE fayde vnto Moſes: 
Sew the two tables of ſtonelike as > 
fieſt were, that Ima ye weyte in them 
the wordes, p werein the firſt cables, whidy 
thou brabeſt: andbe ready inthe: imoznynge, 
that thou mayefEcome vp early vnto mont 
Sinai,and ſtonde me vpon the toppe of the 
mount. And let no man come vp with ebe, 
that there beno man fenethozow out all + 
mountiand let nether ſhepe ner oxen fede be- 
fesse the Mere b 
nd Moſes hewed two tables of fEone, 
lite as the firft were, zarofe carly in ie 
nynge,z wente vp vnto mount Sinat,as $ 
LORDEcOmaunded bim,z rote F two tables 
of ſtone in bis bade. Thẽ camethe LORDE 
Domne ita cloude. And there be fiepte onto 
bim,z called vps $name of $LORDE. And 
seban $ LORDE paffed by befoze bis face,be 
eryed:LORDE. LORDE,Gobd,mercifullz graci 
ous,z longe ſufferinge, and of greate mercy 
andtructh , thoutbattcpeft mercy in ſtoa⸗ 
re foretboufandes, and forgeueſt wicFednies, 
trefpace and fynne (before whem there is ay 
54 


a 
De 


an 
Dei 


Che xxxiiij. Chap. Fo. xxxviij. 


u. 10. 


Pial.es.c . 


droza 
ats 


Tere.z3.¢ 


1d 30.6 


fats 


etxoard 
Neat, 7.8 
3 Rema 


du. 25.8 


¢€ 
vexous.c The feaft of fivetebzed Pal 
andsb gen dates 


¥Ex.320.b 


asbssa_ wéth daye ſhalt thou reſt both from plowin · 


Lhe ij. bobe of Moſes. 


0 no man innocent). thon that viſit eſt the wie 
Deu 7b kedneſfe of che fathers vpon y chüdren and 


chilvecs children, onto the thirde and fourch 

Seneracion. 

BH _ And Moſes bowed him elf downe vnto 
the earth, and worſhiped bim,and faide:LOR 
DE, yf 3 haue founde grace in thy fight,che 
let che LOR DE gowith vs (foritisanbard 
necked people ) chat thou mayeft haue mer- 
cy vpon oure wickedneſſes and fynnes ,and 
fet vs be thyne inberitaunce. 

And be fayde : Bebolde, J mabe a coue · 
naunt befozeall y people,z wil do wonders, 
ſoch as baue noc bene done in all londes,and 
amonge all people.2ind all people amdge 
whom cthou arc, [hal fe } worke of $LORDE, 
foracerryble chinge[balicbe, * J wyldorw 
che. Kepe that J commannde ỹ chis aye. 
Beboloe, J wyl cajt our before the: F Amo 
rites, Cananites, Hethites, pherefites, Heuy 
tes and Jebuſites.· Dewarre,that thouma- 
Eeno coñenaunt with the indwellers of the 
lande § chou commeft in to,leftthcy be cau 
feof yrnyneinche myd deſt of the:bur their 
alters ſhalt chou ouerchzowe,z breake dow- 
ne cher goddcs, and rote out their groaues: 
for thou ſhalt worſhipe no other gov. Gor F 
LORDEis cailed gelous, becanfe bets age 
fons God sleft(yf thou mate anyagrement 
with che indwellers of the londe, and whan 
they go a whozinge after their goddes, and 
0 facrifice onto their goddes)ebey «call >, 
and thou cate of their frevifice and lefetbou 

tate of their doughters unto thy formes to 
wyues, and thefame go a whainge after 
their goddes , zmake thy ſonnes go a who- 
ringe a ſter their goddes alfo. 

Thon fhalemate ¥ no govdes of metall. 
icthou Pepe. Se 
[hale chou cate vnleuẽded bred, lite 
as J cOmaunded che in the tyme of the mo⸗ 
neth Abib: for in che moneth Abib chow wert 
tefEontof Lgipte.. Wl firſt breaketh che 
Macrix is myne,foch as haibe male amsge 
> catell, $ breaketh the Matrix. whet her te 
be ore or hepe. But che firft of chyne Affe 
Mait thou byc one & a ſhepe: yf thou rede⸗ 
me te not, then beeake bis necke. Ail the firſt 
bome of thy children ſhalt chou redeme, 

And fe that no man appeare before me 
emptye. 

+ Sipe dayes ſhalt thou labs ,vpon ? (e- 


eandreapynge. Che feaft of wekes [hale 
ton Eepe with the firftlinges of the whea- 
tebarneft: andthe feaſt of yngader ynge at 
F yeares ende. Thꝛyſe in a yeare yal all yr 
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men children appeare before the Souernou · 
re,euen the ORDE and Govdof Iſrael. 
Whan I ſhal caſt out the Heit hen be ſore 
the, zenlarge y borders, there ſhal no man 
deſyre thy lsde: for fo moch as thou goeft » 
thꝛe cymes int che yeare,co appeare defore 
LORDEtby God. Thon fhale not offer che 
bloude of my ſacrifice wb lenéded bred. And 
the offerynge of the Lafterfeaft ſhal notre 
wayne over nighe vntill che morn ynge. The 
firfilinges of > firft frutes of chy lode [hale 
thou brynge into che houſe of the LORDE 
thy God. Chon fhalence feith aã kydd why 
le it is yecin bis mothers mylke. 
AndebeLOR DEfaivde vnto Moſes:wꝛ y 
te thcfe wordes, for becauſe of theſe wordes 
haue J made a couenaunt with the z with 
Iſrac. And be was there with the LORDE 
fourtyedayes and fourtyenightes , and ate 
no bred, and dranke no water. And · he wro⸗ 
temcbe tables the wordes of the couenaũt, 
enenten verfes. 
Clow wha Moſes came downe fro moũt 
Sinai,be had che two tables of wytneſſe in 
bis bande,z wyft not Hebe flzynne of bis fa 
ce fhyned, becaufe be bad talked with bint. 
And whã Aaron ⁊ all che hildzé of Iſtael 
fawe $ the fizynne of bis face fyyncd, they 
were a frayed to comenye him. THEN TFofes 
called thems. Andthey returned onto bins. 
both Aaron z all the chefeſt of the cOgrer a 
cion. And be cated xb them. Afterwarde ct 
me allebe children of Fftaelunto bins. And 
be cSmaunded thé, all Athe LORDE bad fay 
de onto bim vponchemonn: Sinai. Ytor 
awhanbe bad made an ende of taltynge b 
thé," be put a conerynge vpẽ bis face. And 
whan be wẽte in befeze FLORDEte talc tb 
bim, be tote $ conerynge off call be wẽte out 
agayne. And whan be came forth z pate ch 
the childeẽ of Iſrael what was cõmauuded 
bim, the thc childzé of Iſtael ſawe bis face, 
bow F the fleynne of bis face fyyned :fobe 
tthe couerynge vps bis face agayne,tyll 
e roente in aga yne to talke with bint. 
TheXxxv. Chapter. 
Lio Moſes rathered all che cõgrega 
cion of ? cildzé of Iſrael together, 
and fayde vnto chem:Cbis is it, Febe 
LORDE bath commaunded youtodo:Gire 
dayes [hall ye worke, but the feuenth daye 
fhall ye kepe boly:a Sabbath of the LOR- 
LES reff. YObe fo ever deeth eny worke ther- 
in, ſhail dye.me fal kyndle no fyre pon the 
Sabbath daye in all youre Owellynges. 
And Moſes fayde vnto ¥ whole congre- 
gacion of the children of Iſtael: Chisisit, 
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that the LOR DE bath commannded:Gene 
from amonge you Heue offerynges onto * 
LORDE, ſothat encry one br ynge the LOR- 
DES Hence offerynge with « fre bere: golve, 
fyluer , bzaffe, yalowe ſylke, fcarler, purple, 
whyte fylte,and goares bayze,reed flzynnes 
of rammies, doo jlzynnes,and Fyzretre,oyle 
for the lampes, and ſpyces foz the anoyntin 
ge oyle and for ſwete incenfe. Onix fiones, 
and ſtones to be fer in $ ouerbody coce,and 
for ebe bieftlappe. 

And who fois wyſe of bert amonge you, 
lec him come,z mate what the LORDEbath 
commaunded:namely, the Habitacion with 
the tent z couerynge therof,cherynges, bor⸗ 
des, barres, pilers z ſokettes: The Arke wh 
the ſtaues therof, the Mercyſeate zthe vay 
lert he cable with bis ftaues z all bis —7 
rell:z the ſhewbꝛeð: The cãdüſticke of light 
and bis epparell,and bis lampes,z the oyle 
for the lightes : Chealtare of incenfe with 
bis ſtaues: The anoyncynge oyle and ſpy⸗ 
ces for incenfe: Che hangynge before * Ca 
bernacle doze: Tbe alter of burntofferynges 
with bis braſen gredyzon, ſtaues andall bis 
apparell: The lauer with bis fore: The ban- 
ginges of the courte, withthe pilersand fo 
kettes cherof, z the bang ynge of the courte 
doze: Thenales of the habitacionandof > 
courte with their coardes: The mynifiringe 
——— forthe ſeruyce inthe Holy, ¥ bo 

ly veftimentes of Aaron che preſt xb che vel 
timentes of bis fonnes for > preftes office. 

Then wenteall che congregacion of che 
childꝛẽ of Iſrael out fro Moſes. z enery one 
biougbe the gift of bis bere: zall thacthey 
wolde of fre will, thefame brought they Foz 
an Heuẽe offerynge onto the LORDE fez > 
wore of the Cabernacle of witneffe, z for 
all the feruycecherof;z forthe boly veftiniz- 
tes. Soth men z wemen chat were of a wyl 
lynge bert, brought bzacelettcs , earynges, 
eynges z gyrdels, and all mancr Jewels of 
golde: Euery mar alſo brought golde for 
Waue offerynges vnto the LORDE, 

2nd who ſo ever foiide by bim yalow ſyl 
ke, ſcarlet, purple,whyte fyle,goates bayze, 
reed fIzynnes of rames , and Doo flzymes, 
brought it. 2nd who fo ener bone vp ſyluer 
zbraffe,bionghe it for * Dene offerynae wn 
to the LORDE.2nd who foencr founde Fyr 
retre by him, brought it forall maner of wor 
Ee of the Govs fernyce. And foc wemenas 
sere wyfeberted, fpanne with rheir hades, 
and brought their fponne worke of yalow 
fylte, Carlee, purple, and whytefylte. And 
{och wemen as bad bye vnderſtondinge ip 
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wyßdome ſpanne goates bayze. 

As foz ¥ pzynces,they bzought Onix ſto D 
nes,and fet ſtones, for F ouerbody coate,and 
forthe bzeftlappe, and ſpyces, and oyle for * 
lightes, and foz the anoyntinge oyle, and 
for ſwete incenfé. Thus the chũdren of Br 
rael brought fre wyllynge offerynges, borb 
man and wemé, foz all maner of worke, that 
the LORDEbad commaunded by Moles, 
to be made. 

And Moſes ſaide vnto the childzé of FF 
rael: Beholde, FL ORDEbath called by na- 
me Bezaleel F ſonne of Oz, ſonne of ur 
Of the trybe of Juda, zbath fylled bun wb 
the ſprete of God, that bemaye banc wyf- 
dome, onterjFondinge,z Enowlege for all ma 
ner of worte, to worke connyngly in golde, 
fyluer z biaffe, to graue precious fiones zto 
fet chem, to carne in wodd, to mate all ma- 
ner of connynge workes, and bath gene in- 
ſtruccion in bis bert, both him and Abaliab 
the fonmeof Ahiſamach of ¥ trybe of Dar. 
Theſe hath he fylled w wyßdome of bere, 
tomate all maner of rwo2ke,to carue,to bro- 
der, ko worke with nedle worke, with yalow 
fylte, ſcarlet, purple and whyte fylte, and 
with weenyngeto mate all maner of worke, 
Gnd to deuyſe connynge workes, 

Che XXXVI. Chapter. 
Henwroughe BesaleclzAbhaliabz A 
zi ' all the wyfe berced men, vnto whom 

aw the L ORDE bad genen wyßdome ⁊ 
vnderſtondinge to Enowe, bow they ſhulde 
mate allimaner worke for the fernyce of the 
Sanctuary,acozvinge vnto all pebe LORDE 
conmmannded. 2nd Moſes called for Besar 
leel ⁊ Ahaliab, z all the wyfe herted men, vit 
to whom the L ORDEbad geuen wyßdome 
inebeir hertes namely, all och as wyllingly 
offred them felues there, z cametolaboure 
inthe worke. Andtheyreceaucd of Moſes 
allebe Seue offer ynges, that the children of 
Iſtael had bzoughe for the worte of the fer 
nyce of the Sanctuary,that it might be ma 
de:z enery morninge brought chey cheir wil 

linge offerynges vnto him. 

Shen came allthe wyſe men F wronghe 
intheworke of the Ganctuary,every one frs 
bis worke that be made, zfaybe vnto Mo⸗ 
fes: Che people bzyngeth co moch, moze thé 
neve is foz the woke of this feruice, which 
theL ORDE bath cõmaunded to make. Thẽ 
commanded ATofes, that it fhulde be pro⸗ 
clamed thorow ont the hooſt: LAo man bryn 
Semore co the Heue offerynge of the Gane 
tuary. Chen werethe people forbydden to 
beynge:foz there was ſtuff ynough foz all 
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maner of worke,that was to be made and to 


Soall wyſe herted men amonge the * 


Exo sea wrought in y worte of the Sabicacion, ma 


de tenñ curtaynes of whyte twyned ſylke, ya 
Tow ſylke. fearlet, purple, with Cherubyns 

Of broverd worke. Che légrh of one cuttay 

ne was eight and twentye cubites, andthe 

bredth foure cubites, z were all of one mea- 
fare: ⁊ he coupled the curta ynes fyue fyue 
together one to the other. 

C And made yalow loupes a longe by * ed 
ge of euery curtayne, where they ſhulde be 
coupledcogecber:fifticloupes vᷣpõ euer y car 
tayne, wherby one might be coupled to ano 
ther. And made fifeie buctons of golde,and 
with che buttons be coupled the curcaynes 
together one tothe ober, thacit might be 
one conerynge. 

And he mate xj. curta ynes of goates Hay 
re ( for the cence ouer che babicacion)of thir⸗ 
tie cubytes longe, ⁊ foure cubyces beode, all 
of one mseafure, z coupled fyne together by 
them felues,and fire by chem flues, z made 
fifticlonupes alongeby > edge of enery car 
tayne, robherby they might be coupled toge 
ther,zmadefiftie bucrons of brafje ;to cou- 
ple y tenc together withall. And made ouer 
tent a conerynge of recd firynnes of ram 
* and ouer that a coucrynge of Doo 

yisites. 

D Andmate ſtondinge bordes forthe a- 

bitacion, of Gyzreere, eucry oneten cubytes 

Tonge, and a cubyte anda balf bode, z treo 

fete vnto euery one, wherby one might be 

Loyned co another:chat on che fourlyyoerbe 

te ſtode twent ye of the fame bordes: and 

made fonrtye ſyluer ſokettes there onder, vit 

‘Der emery horde two ſotettes for bis two fe- 

te. In like maner for the otber fyde of the 

Habitacion towarde the north , be made 

twentycbordes allo with fourcye ſy luer fo- 

Eettes, onder cuery borde two ſokettes : But 

behynde the Habicacion vpon the weft fyde, 

he made fire bordes, and ewo orber forrbe 
comers of the Habiracion bebynvde , that 
either of them both might be toyned with 
bis corner borde from onder vp, andabo- 

ne vponthe heade to cometogetber with a 

clampe: ſo that there were eight bordes, and 

firtene ſoleites of fyluer, onder enery one 
two fotectes. 

4 And he madre barres of Fyrre ere, fyue 
forthe bodes vpon the one ſyde of the a 
bitacion, and fyue vponthe other ſyde, and 
Fyne bebynde rowarde che weft: and made 
tbe barres to [pute thozow thc bordes, from 
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the oneende tothe ober, and enerlaydethe 
bodes with golde But their rynges made 
beof golve for che barres, and oucrlayve * 
barres with golde. 

2nd made Cherubyns vpon the bangyn- 
Se with bꝛoderð woke, of yalorw fylte,fcar 
let, purple,z whyte troyned ſylte. And ma- 
de forthe fame, foure pilersof Fyrretre, and 
ouerlayed them with golde, andebcir knop⸗ 
pesof golde, and café foure ſobettes of fyl- 
ber for chem. 

And made an hanginge it the Taberna- 
cle doze, of yalow ſylke, (carter, purple, and 
whyte twyned ſylke, of nedle woͤrke. and fy 
ue pilers therto with their knoppes (z oner- 
layedeheirtnoppesand whopes with gol- 
dedand fyue ſokettes of braffetbereco. 

TbheXXXxVvil. Chapter. 
Sf Lio Desaleel made the Arke of Fyrre A 


tre,tywo cubites anda half lsge a cu Bross. 


byte anda half brode, anda cubyte 
a half bye,and onerlayed it with fyne golde 
within and without, and made a crorone of” 
golde vnto it rounde aboute, and café for 
tc foure rynges of golde to the foure coz- 
ners of it,opon encry ſyde two. Bnd made 
ſtaves of Fyrre tre, and ouerlayed thé with 
golde, and put chem inthe rynges a ones 
by ſydes of the Arke, co bearcit wit hall. 
And he made * tiercyfeace of pure gol 
de two cubytes and a balf longe,and a cubs 
teand a balf brode, zmavetwo Cherubyns 
Of fyne beaten golde vpon thetwo endes of 
the Mercyſeate: One ‘ub vpon the one 
ende, andthe other Cherub vponthe other 
endezandthe Chernbyns ſpꝛe dde out theit 
wynges aboue an bye, and covered Mer⸗ 
eyfeate ther with :and their faces ſtode one 
ouer agaynft the other, andloted vnto the 
Mercyſeate. 
And he made y table,of Fyre tre two cu B 


bytes longe, a cubyte brode, anda cubyte T Exo 


a balf bye, and ouerlayed it with fyne gol- 
de,andmabdetberto a crowneof goide ronn 
de aboute, andmade vnto it an whoope of 
an bande bredth bye,and made a crovone of 

olde rounde abontethe whoope. And for ie 
Be caft foure golderynges,z pur them inthe 
foure comers bythe ferebarde bythe whoo 
pe that the fiance might betherin,to beare 
the table mithall:zmadethe fiaues of Fyr⸗ 
retre,and oucrlaycd thé with golde to bea- 
rethe fiaues withall. And the vefftls vpon 
che table made be alſo of fyne golderthe diſ⸗ 
hes. fpones, flat peces and pottes, to pours 
in and ont witball. 

And he made the candilſticke of fyne bea C 
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ten golde, where vpon was thefhaferd bak 
ches, cuppes, knoppes ⁊ floures. Sire braun 
ches proͤceaded out of ¥ fydes therof, vpon 
either ſyde thre beaches: vps euery biatidy 
were chre cuppes lite allmodes,  Enoppes 
and floures. Vpon the candilſticke felf were 
foure cuppes with Enoppes and floures, vn 
ber euery two braũches 4 bnoppe The knop 
pee ⁊ braunches therof procesded out of it, 
and were all one pece of Fyne beaten golde. 
And he made che feuen lainpes with their 
ſnoffers z oucquenchers of pute golde. OF 
an hãdreth weight of goldemade beit,and 
allcbeappwreil cherof. 

Se maͤde alfo the aleare of incenfe,oF Fye 
retre, a cubyrelonge and brede, eauen frure 
ſquared, ent croe cr oytes bye with the hor · 
nes of it, and ouerlayed it with Fyne gelde, 
the toppe and the ſydes of it rounde a’ 
andche homes therof, and made a cromne 
vnto i¢ rounde aboute of pure golde, Ttwo 

‘olde rynges onder the crowneon both the 
Tydes,co put che Eanes therin, and to beare 
tcwithall: bur theftanes made be of Fyrre 
tre, and ouerlayed chan with goide. 

And bemade the holy anoyneinge syle, 
ztbe incenfe of purefpyces,after > craftof 
the Aporecary. 

The XXXVI. Chapter. 
Ig 1d ebealeare of burncoffrynges ma 
A debeof Fyrre tre, fyue cubyteslogez 
bꝛode eauen foure ſqquared, ẽ thie cubi 
tes hye. And made foure horneo, whic) pzo- 
eeaded ont of the foure comerstherof, and 
ouerlaied it with braſſe. And be made all ma 
mer of veſſels fo: the altare, cauldrons, ſho⸗ 
nels, bafens,flefyotes,and colepamies all of 
braſſe. And vnto the altarebe made a braſen 
greð yron Of net worke rounde aboute, from 
wnder vp vnto the myddeſt of thealtare, z 
caft foure rynges inthe foure comers of the 
braſen gredyzon, forthe ſtaues: which be ma 
de of Fyrre tre, and oucrlayed them wb braſ⸗ 
fe, and put them in the rynges bythe ſydes 
Of the aleare, co beare it withall, and made 
it holowe with bozdes. 

And be made the Laner of bzaffe, zbis 
fore alſo of braſſe vpon the place of ¥ hooff, 
that laye beforerbe doze of the Tabernacle 
of wytneffe. 

And he made the courte on ſouth fydez 
hangynges an hundreth cubytes longẽe, of 
scbytetwyned fylte, with the twẽt ye pilers 
therof, and twentye fotettes of aft: : but 
the knoppes and whopes of ſyluer. inte 
maner vpon the north ſyde an Hundzeth cu- 
bytes with twentye pilers, and twent ye ſo⸗ 
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kettes of braſſe, but their Enoppes z whoo- 
pes of [yluer. Dpon che weſt fydefiftie cuby 
tes with ten pilers and tẽ fotecces, buetheir 
Enoppes and whoopes of fyluer. Oponebe 
alt [yde fifcie cubyres. Giftene cubytes v- 
pon either ſy de of che courte doze, wb thre pi- 
lersandcbze jofettes : Go that all the ban- 
ginges of the courte were of whytetwyned 
fylée, and che ſokettes of the pilers were of 
braffe, Ttheir Enoppes and whoopes of fyl- 
ner:cbeir beabdes were ouerla yed wo fyluer,z 
all the pilers of che courte were whooped a- 
boure witb fyluer. 

And the hangyngein F courte gatema- C 
debe w nedle worke,of yalowe fylée,fearler, 
purple,z whyte twyned fylte,crwentyecuby- 
tes longe, z fyue cubytes bye,after the mea- 
fare of the banginges of the conrce : foure 
pilers alſdt herto, z foure ſoͤettes of beaffe, 
and tbeirEnoppes of ſyluer, andebeir bea- 
des oucrlayed,and their whoopes of fylucr. 
And all thẽ nales of the Habitacion and of 
the courteround< abonte, were of braffe. 

This is now the ſumme of the Habitaci 
on of wytneſſe (whic) was counted at the 
cOmaundemét of Moſes to ¥ Gods fernice 
of the Leuites under the hãde of Ithamar 
the ſonne of Baron che preſt) whidy Be3a- 
leel the forme of Ori,che foune of Your of che 
trybe of Juda mave, all as the LORDE cons 
maunded Moſes. And x him Ahaliab y ſon 
neof Ahiſamach of che trybe of Dan,a con 
nynge grauer, to worke nedle worke, wb ya- 
low fylte, fearlee, purple,z wh ytefylte. 

Ali che golve i was wꝛought in all this 
worke of che Sanctuary (which was gener 
tothe Wane offerynge)is nyne z twenty hit 
dreth weight, ſeuen hundreth z thirtie Sy- 


cles,afcer * Sycle of ¥ Sanctuary.*Tbe exozob 


fylucr $ came of che congregacion, was fy- D 
ne ſcore hundreth weightsa chouſande ſeuen 
hundret h. fyuc and ſeuent ye Sycles, after > 
Sycle of the Sanctuaryrſo many heades [> 
many balf Gycles, after the Sycle of the 
Sanctuary,of all that rere nombzed frons 
twent ye yeare olde and aboue, euen fire hun 
dreththeuſande, thre thoufande, fyuebun- 
dreth and fiftye. 

Of che fyuc feore hundreth weight of Hl 
ner, were café the ſolettes of the Gancena- 
ty, andthe fotettes of the vayle, an hũdreth 
ſokettes of the fyne (Coxe bundzeth weight, 
an bundzeth weight to euery ſolett. Of the 
thonfande, feuen hundreth and Fyne and ſe⸗ 
uent ye Gycles were made the Enoppes of 
the pilers( and their heades ouctlayed) and 
thar whoopes. es 

BS By 
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As for the Waue offerynge of braſſe, ic 
was ſeuent ye hundreth weight, two thoufan 
de and foure hundreth Sycles: Wherof we 
re made the ſokettes che doze of che Ta⸗ 
bernacle of wytneſſe, and the braſen altare, 
and the braſen gredyron therto, and all che 
veſſels of the altare and the ſokettes of * 
courte rounde aboute,and the ſokettes of * 
courte gate, all ¥ nales of the Habitecion,z 
all ¥ nales of ¥ cource rounde aboute, 

The XXXIX, Chapter, 


rael, as the LORDE cOmaunted Moſes. 

DB And they made the breſtlappe after the 
exafez worke of the ouerbody cote:of gol- 
de, yalowe ſylke ſcarlet purple whyte twy 
ned ſylke ſo chat it was foure ſquare z dub⸗ 
ble, an hande bredth longe and brode, and 
fylled it with foure rowes of ſtones. The firſt 
rowe was: a Sardis, a Topas, and a Sma 


The xxxix. Chap. 

ragde. The fecdde:4 Ruby,a Saphyre, and 
@Dyamondve. The chirde:4 Ligurios, an 
Achat, and an Amatiſt. Che fourch:e Tur- 
cas, an Onir za Yalpis:clofed roundeabou 
te with golde inallthe rowes . And the ſto⸗ 
nes ſtode after thecwolue names of the chil 
dren of Iſtael, grauen by the ftone graner, 
euery onewith bis name, acozdinge tothe 
twolue trybes. 

And opon the bꝛeſtlappe they made wry 
then cheyncs of pure golde, andtwobotes 
of golde, ztwo golderynges, and faſtened 
the tworynges v—pon thetwo edges of the 
biefilappe:and F two wꝛythen cheynes put. 
they in thetwo rynges vpon the corners of 
the breſtiappe. Butthe two endes of J wre- 
then cheynes putthey to thetwo hotes ,z 
faftencd them vpon che cozners of the ouer 
body cote,onecucr agaynſt another. 

2nd chey madre ewo other ryngesof gol C 
de ⁊ faftened them to the otberervo comers. 
of che bieftlappe by the edge of it, that it 
might — vpon che out ſyde of the ouer⸗ 
body cote. And they made yet two ocher gol 
Derynges, which they put beneth vpon the 
two comers of the ouerbody core, one ouer 
agaynft another, where the onerbody co- 
te foyneth cogetber , chat the bieftlappe 
might be feféencd by bis rynges vnto ? ryn 
ges of the ouerbody cote with a yalowela- 
ce, that it might lye clofe vpon > ouerbooy 
cote, andnot belowfen from > cuerbody co 
te,astheLORDEcommannded Moſes. 

nd bemade thetunycle vnto che oner- 
body cote, wꝛought all of yalow fylte,zebe 
bole therof aboue inthe myddeft, za bonde 
foldẽ cogetber rounde aboute the bole, thar 
it ſhuldẽ not rente. And bencth vpon F bens 
mie of it, cheymade pomgranates of yalow 
filée, Carlet,purple, z wbhytetwyned fylte:z 
they madc belles of pure golde, whic they 
put betwirte * pomgranates rounde abow 
te vponthe bemme of the tunycle, a bell za 
pomgranate, a bell z¢ pomgranate rounde 
aboute,to do fernycein,as the LORDEcem 
maunded Moſes. 

ind hey made albes alfo wrought of D 
whyte ſylte for Aaron z his formes,z Fmy- 
ter of whyte ſylke, and the goodly bonettes 
of whyte fylEc, and beeches of twyned why 
celynnen,andche girdle of nedle worke euen 
of whytetwyned ſylke, yalow fylte, ſcarlet, 
and purple, as che LORDE commannded 
Woes. 

Chey made the fore heade plate alſo to * 
holy crowne, of pure golde and wrote therrn 
with grauen woͤrkerche holynes of the LOR 
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DE, and feſtened a yalowe lace theron, to tye 
tc vnto che myter aboue, as the LORDECS 
ma unded Moſes. 

Thus the whole worke of y Habitacion 
of ¥ Tabernacle of wytneſſẽe, was fyniſhed. 
And che dildzé of Iſrael dyd all that che 
LORDE cOmaunded Moſes, zbroughethe 
Habitacion vnto Meſes: the Tabernaciez 
all the — therof, the buttons, bordes, 
barres, pilers, ſokettes,  couerynge of reed 
flzynnes of rammes, the couerynge of doo 
flzynnes,z the vayle, * Arte of wytneſſe vh 
the ftanes cherof,the Mtercyfeate, the table 
zall bis apparell,z che Pyerwbzed,the candil 
ſticke xb che lampes prepared, andall bis ap 
parell,z oyle for the lightes,the golden alee 
re,the anoyncinge oyle z incenfé,the hangin 


IM 
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ge inthe Tabernacle doze, the braſen alcare, 
this braſen gredyren w bis ſtaues. Tall his 
apparell. > Laner wb bis foote, the hang yn· 
ges of * courte tebe pilers z ſokettes cher 
Of. * bang: tn the courte gare xb bis pi- 
lehe ozdynaunce fez thefer- 
nyce of che Habitacion of Tabernacle of 
wytieffe, ¥ myniftringe veſtimẽtes of Ward 
F prefé,co do feruyce i $ Sanctuary, z tbe 
garmétes of bis fonnes, § they might execu 
te $ preftes cffice. Acordinge to allthat > 
LORDE cOinaunded Moſes euẽ fo dyd the 
hildré of Siraclin all ehis fernyce.2ind {10 
fes faweall * worke, vᷣchey dyd it euẽ as * 
LOR DE bad commannded, and be bleſſed 


them. 
The XL. Chapter. 


3 firfé moneth 
(hale thou 
fecop > ta 
\| bicacis of + 
Tabernacle 
of wytneffe, 
=| and flyal put, 


B che Arke of 
wytnes ther 
th, and bau- 


gethe vayle 
before $ Ar 
te.Andchow 
ſhalt binge 
inthe table, 
and garniſh 
it,and bzyn- 
the cã⸗ 
ſcke and 
¢ tbe lant 
pes theron. 
And F gol- 
dé altare of 
isscenfe hale 
thou fee be- 
foxe $ Arte 
of wytneſſẽ. 
zbange vp 
the bangin- 
ge in the do⸗ 
reof the ae 
bitaciõ. But 
the altare of 
burnte fferin 


B 
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s ſhalt thou [et before the dore of the Ha- 
geo Peale of the ————— of Aiea z 
the lauer beewirte che Tabernacle of wyt- 
neffe and che altare, and pur water therin, 
ſet the courte rounde aboute, and bange vp 
thebanginge inthe courte gate. 

And chou ſhalt cateehe anoyneynge oy- 
le, and anoynrethe Habicacion and all chat 


vexosoe is therein,“ and ſhalt confecrateit, and all 


Exo29a 


WEx0.25.¢ 


¥ apparell cherof,cbhat ic mayebe holy. 2nd 
thou ſhalt ano ynte the altare of burncoffe- 
rynges and all bis veſſels, and conſecrate it, 
thee it maye be moſt holy. The lauer alfoz 
Dis fore ſhaͤlt thou anoynte z confecrate. 

Andebou ſhalt brynge Waronz bis for- 
nes vnto the doze of the Cabernacte of wyt 
neſſe, and waſh them with water, z put the 
boly veftimentes vpon Aaron, and anoynte 
bim,and confecrate him, that bemayebemy 
pꝛreſt. And thou fale beynge bis ſonnes alfo, 
@nd put thealbes vpon chem, andanoynte 
them, as thou haſt anoynted ebeir father, > 
theymayce be nry preftes. And this ano yntin 
ge ſhall chey bauc for anencrlaftinge preſt · 
Hoveamonge their pofteritics. » And Mo· 
fesdyd all asthe LORDE cõmaunded him. 

Thus was the Tabernacle ſet vpinthe 
feconde ycare vponche firft daye of the firfé 
moneth. 2ind rban Moſes rearcd it vp, be 
faftened > ſolettes andthe bordes, and bar 
res, and ſet vp the pilers , andfpred out the 
tent oucr the Habitacion, and put the coue · 
rynge of the tent aboue an hye as che LOR 
DEcommannded him. And be toke the w 
neſſe, and layed it in the Arke and put > 
nes inthe Arke, and ſetthe Mercyſeatẽ abo 
ne vpon the Arke, and brought che Are in 
tothe Habitacion, and banged the vayle be 
fore the Arte of wytneffe,as cheL ORDE 
commaunded bim. 

And he ſet the table inthe Tabernacle of 
wytneffe, inthe comer of the Habitacion 
vpon the north ſyde without the vayle, and 
prepared bed theron before ꝰ LORDEvas 
the LORDEcommaunded bin. 

And befer in the candilftike alfo, euen 
ouer agaynft thetable, inthe corner of the 
Habitacion vpon the ſouth ſyde and pur the 
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fampes theron before * LORDE, as the LOR 
DE commaunded him. And che golden alta 
re ſet he in alfe before che vayle, and brent 
ſwete incenfe theron, asthe LORDEcom- 
maunded him. And banged vp the hangyn 
Se inthe Tabernacle doze. As forthe altare 
of burncofferynges , be ſet ic before the dore 
of the Habicacion of ¥ Tabernacle of wyt 
neffe,and offred burncofferynges and meate 
offerynges theron, as the LORDE commaun 
ded bint. 

And the Lauer fee he betwirte the Ta- 
bernacle of wytneſſe and * altare,and put 
water therinto waſh withall . And Moles, 
Aaron and bis fonnes waſhed their hades 
and fete ther at: for they ought to waſh che, 
whan they wente in to the Tabernacle of 
wytneffe, oz whan they wente vnto the alta 
reas theL ORDEcommannded bin. 

And be fet vp the cource rounde aboute 
the Habicacion and the altare, andhanged 
vp > banginge in ¥ courte gate,C bus No 
fes fyniſhed the wholeworke, 

— a his — Tabernacle of 
wytueſſe. andthe glozy of the LOR DE fyl- 
ledebe Habitacion. And Moſes —— 
gointo the Tabernacle of wytneffe whyle 
the doudeabodetheron,andebe glory of > 
LOR DE fyllled che Z,abitacion. 

And whanthe donde remoucd fromthe 
Habicacion then wentethe children of Fr 
sacl forth,as oft as they cote cheir ion rne y. 
Bue yf che dloude remoucd noe, then tote 
notebeycheir iourney,tyll the daie tbat it re 

moued: for in the baye tyme was the 

Of the LOR DE vpon the 
Habitacion,zinebe night 
feafon was fyre 
in¥ fightofall ¥ 
bout of Sita- 
eb in alltheir 
tourneis. 


The ende of ehe ſeconde boke 
Of Moſes called 
Exodus. 


Exoyo.c 


The tij. bole of Moſes. 
She thirde boke 


of Moſes, called 


Leuiticus. 
What this boke conteyneth. 


Chap. ¶.¶ ¶ The ordre and vſe of burntofferyn 
OF foules. 
cpap! i. Of meatofferynges with Fyneflow- 


ree. 

Chap. UL Of decdofferynges , otherwyfe cal- 

Pl co healthorteyngcs pexccoffeynacese coat. 
offerynges.and of the fart. 

Chap. Ut. — The offringe for the finne ofa preſt 
‘of thewhole congregacion,of the ruler ,02 of 
eny other meane man. 

Chap. V- The offerynge forfwearinge,foran 
errotre oz ignozaunice. 

Chap. Vi. OGfoaylie burntofferynges e other 
oblacions: The offerynge of the preft tn the 
Daycof bis anoyntinge. 


Chap. vil. Of ehanfofferynges .Of thefate 
bloude,andof the anoyntinge of the p2eftes. 
Chap. Vil. OF the anoyntinge and confecta- 


tynge of Aaron and of bis fonnes. 

Chap. IX. Bow Aaron and bis fonnes offred 
fo2fynne, o how the fyre of God confunedthe 
burntofferpnge- 

Chap. X. ‘he death of Nadab er Abihu. The 
preftes were forbydden to dzynFewyne, and 
ther porcion of the offerynges appoynted 


them. 
Chap- on Ofcleane and vncleane beaſtes e⸗ 
routes 


Chap. Xt. Of the vnclenneffe of a woman in 
‘ehilde bedd,of bie clenfynge oz purificacion & 
of bir offerynge. 

Chap. XU. DF Leprofy o2 Mezell. 

Chap. Xl. Theclefynge of lepers,andofthete 

nge. 


offerynge. 

Chap. XV. Hfall mance of oncleane flures ot 
yes both of men andwemen. 

Chap. XVI. AarSmight not allwate go into the 
Sanctuary. Of the nwo goates.Of faftinge in 
—— —— — 

Chap. Xvi. offeynges were firft brought to 

o Rive Tabernacle Dore. tToblonde nce desde 
ryonwestobeeaten. 

Chap. XV. The degrees of confinguynite and 
affynite: And whatwemen men ought not to 


tharye. 

Chap. XIX.  Dynerfe and many commaundeme- 
tes and fiatutes. 

Chap. XX. Togene fede vnto Molody,K other 
‘onlanfull thinges are forbydden. 

Chap. XX! Bow cleane and vndefyled the pref 
tes ought to lyue 

Chap. XXIL How the preftes andtherr houfhol- 
des ought to be: ehow the offerynges ought 
tobevjed. 

Chap. XXxill. GF theboly dayes and bye feaftest 
namely.the Sabbath , #after, Whyt fondaye 
Cotherwife calledthe frañ of weFes)the frañ 
of Tabernacles. 

Chap. XXIl. Of the oyle forthelampesand ligh 
res Of the fhewbzed. Punyfyment for curfyrs 
ge andblafpbemy. 

Chap, xxv. Of thẽ reſt of the fenenth yesre,c 


Che fir. Chap. fo. xlij. 


Libertye of the Siftieth yeare ,otherwyfecal- 
led the yeare of Jubylie, the yeare of hornes 
Blowinge,oz the trompet yeare. 

Ap. XXVI. _Sweree loupnge promyfes of God 
fozall focasiwyl Fepebiscommaundemrce? 
Agayne, Uisruclous fore plages arethreare- 
ned vnro them, tbat wyll not harFen to his 
wo2rde. 

Chap XXVU. Gf vowes, andof the freyeare. OF 
redemynge o2 lowfynge out agayne of catell 
0: londe, thata man promyferb, voweth o2 de- 
Dicaterh vnto the LOR DE. 


Che firſt Chapter. 


LiotbeLORDEcal- & 
cxo · as · g 


led Moſes,and ſpake 
vnto him out of * Ta 
bernacle of wytneſſe, 


of pe. 

RE be wyl beynge a burncofferynge of F 
Oren(oz greate catell ebé let huͤn offrea ma- 
le without blemyſh. before } dore of the Ta 
bernacle of royeneffe,to reconcyle bim felf be 
forethe L OR DE,let him laye bis bande v- 

on the heave of the burntofferynge, then 
he be reconcyled,fo $ God flpalbe mer- 
rifuli onto him. 

And be ſhall byll che yonge oxe before ¥ 
LORD Band $ pieftes Aarons fonnes ſhaͤl 
brynge the blonde, and ſprenkle it rounde a. 
boutẽ vpon the altare, that is befozetbe dor 
re of the Tabernacle of wytneffc. And che 
ſuꝛ ynnẽ ſhalbe flayne from of the burntoffe~ 
rynge, andit ſhalbe hewen in peces. And 
thefines of Aaronthe preft ſhal mate a fy 
re vpon the altare, andlaye wod aboue ther 
omand ¥ peces,the beade, andthe fate foal 
theylaye vpon the wood that lyeth vpon > 

ze onthe altare. nt * bowels zlegges 

al be waßſhen with water, andebe preſt 
alburnealltogerber vpon the kltare fore 
burntſacrifice: this ie an offerynge of a five 
tefauoure ontothe LORDE, 
xf be wyl offre a burnefacrifice of che € 
finall catell, chacis, of thelambes or goa · 
tes, then let him offre a male without a blee 
myſh And be ſhau Eyll it before the LORDE, 
euen atthe comer of che altare onthe north 
ſyde before * LOR DE.Andehe preftes Ae 
rons ſonnes ſhal —— his bloude rounde 
aboute vpon ¥ altare, and tt ſhal be hewen 
In peces.2ind the preft ſhall laye chem with 
the heade and the fate, vpon the woddebat 


Leui.c.b 
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fycth vpon the fyze on the altare. But the 
bowels and ¥ legges ſhal be waß ſhen with 
wwater.2nd F preft fal offre ic alicogether, 
and burnett vpon ? alcare for a burntfacri- 
fice. This is an offerynge of a ſwete ſauou· 

re vnto the LORDE. 
D — Buc yf bewiloffres burntſacrifice of ¥ 
foules wnto the LORDE then let bim offre it 
Of cheturcill doues or of * yonge pigeons. 
And che pzeft [hal bzynge tt unto thealeare, 
and weynge che neck of ita finder, that it 
maye be burnt vpon the altare, andlet the 
bloude of ic runne out vpon the fydes of che 
altare,andebe croppe of it with the ferbers 
Jhalbe café vpon the beape of aß ſhes beſy⸗ 
de the alcare torwardethe caft and be fhall 
Denyde che wynges of it but not breabe thẽ 
cleane of. And thus ſhall che preſt burne it 
vpon che altare euen vpon the wodd that 
lyeth vps the fyze, fora burntſacrifice. This 
is an offerynge of @ ſwete ſauoure vnto the 

LORDE. 


. Theil. Chapter. 


a W Hana ſonle wyll offre a meatoffe- 
rynge vntothe LOR DE, chen 
fe ic be of fync floure, and be ſhal pow 


re oyle vponit,and * frankencenſetheron. 
zo brynge ic vnto Aarons ſonnes che pref- 
tes. Chen fhal onc of chem tate bis bande- 
full of che Jame floure,and oyle wich all the 
frankécenfe, aid burne it forerememb:aun 
cz vpon the altare.Cbis is an offeringe of a 


Lenisod fivete fauoure vnto tbe LOR DE. 2s for > 


remmaunc of che meacofferynge, it fhalbe 
Aarons and bis fonnes.Chis Toate > mefé 
boly of che offerynges of theL ORDE. 
Dut yf be wyllbeyngea meacofferynge 
of that which is baten inthe ouen, chenlee 
bimcate fivece cates of wheate, mirte with 
oyle,and vnleuended wafers anoynted with 
oyle. Neuert heles yf chy meatofferynge be 
enytbhinge of that which is fryedinche pan 
ne, then ſhal it be of fyne fivece flouremyrte 
with oyle: And chou ſhalt cut icin peces,z 
Bome oyle theron: (ois ita meatofferynge. 
ut yf chy meatofferinge be ought bzoyled 
onthe gredyzon, then halt thou mate it of 
fone floure with oyle. And the meatofferyn 
ge that thou wilt mate of [och chinges foz 
the LORDE,fhaleebou brynge vnto pꝛeſt 
which ſhal brynge it vnto thealtare, z fhal 
Heue vp the fame meatofferynge fora remẽ 
¶ beaunce,and burne it vpon the altare. This 
is an offeryngc of a ſwete ſauoure vnto the 
LORDE. As for the remnaunt.it ſhal be Ae 
rons and bisfonnes . This ſhall be the moſt 
Doly of the offer ynges of theLORDE, 
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All che meacofferynges that ye wil offre 
vnto the LORDE, fal ye mate wichout lens. 
Sor there fhal no leuẽ noz bony be burnt fot 
an offer ynge vnto che LOR DE. But forthe 
offerynge of che firftlinges ſhal ye offerthé 
vnto the LORDE. NMeuertheles they [hal co- 
ine Baa no alcare fo2 a fivcte fanoure. 

All chy meacofferynges [hale chow * fale. 
And chy meacofferynge ſhal nener be with 
out ¥ fale of the conenannt of thy God: fot 
inalleby offerynges Pale chou offre fale. 

Duc yf thou wile offre a meacofferynge 
Of che firfé frutes onto ¥ LORDE, then [hale 
thou diye that which is grene, bythe fyze,z 
beace it finall, and ſo offre the mearofferyn- 

e of chy firſt frutes And chou halt puc oy 
le vpon it, andlaye frankẽ cenſe theron,fo is 
ita meatofferynge.2ind chen hall che preſt 
beate it, and burne of theoyle with all the 
frankẽcenſe foz aremembzaunce. This is ast 
offerynge mito the LORDE, 
Thell. Chapter. 
& Veyfbis offeryuge bea deedofferin 
B ge of greate catell(whether it be oxe 
92 core) then ſhal be offte ſoch as is 
witbout blemyſh befozethe L ORDE,z fal 
laiebis bande vpon the heade of it,and kyll 
ic he fore the dove of the Tabernacle of wyt 
neſſe. And the preftes Aarons fornes, ſhall 
ſprentle the bloude rounde aboute vpon the 
alcare,and ſhal offre of deadoffer ynge vrs 
tocbeLORDE:namely, all the fat t hat is 
within, and the two kybneyes with the fac 
that is theron vpon the loynes,and the nett 
on the leuer vpõ the kydne yes alſo. And the 
rons ſonnes [bal burneic vpon the altare foe 
a burntoffer ynge, euen vpon the wod that 
lyeth on che fyre. This is ancfferynge of a 
ſtwete ſausure vntotbeL ORDE. 

RF bis deadofferynge be of ſmall catell, 
whether it be male o2 female,it Prat bewith 
out blemiſhr xf it be alambe, then fbailbe 
beynge it before the LORDE, z flpallaye bis 
bande vpon the beade of it,and fleye it befo 
rethe Cabernacleof wytneſſe. And Aarons 
fonnes ſhal fj — his bloude rounde abou 
te vpon the altare, and ſo offre of the dead⸗ 
offerynge vnto the LOR DE: namely, the fat 
of tt, allthe rompe with the bace, and the 
fat chat conercth the bowels, with all $ fat 
that is within, and the two Eyoneys with 
the fat thatis theron vpon the loynes,zthe 
nett ontheleucr vpon che kydneys alſo. And 
the preft [hal burneit vponthe altare, for * 
meate of the offerynge onto }LORDE. 

But yf bis offeringe be a goate, and brin 
Seth ie before the LORDE, be ſhal laye his 


Dd 
matt. Ab 
Morcs.¢ 
Col.4.a 


a 


p=) 


Levit.7.¢ 


Leuit.o.b 


Lenias.c 


s 


C 


Bxo.29.b 
Nu.ig.a 


The ti. bofe of LDofes. 
bande vpon the heade of it, and kyll it befo⸗ 
retbe Cabernacte of wytneſſe. And Aarons 
fonnes (hal ſpꝛẽkle the blonde roundeabou- 
te vps chealtare,z ſhal offer cherof a ſacrifi 
ce vnto the LOR DEmantely,the fat 9 cone 
seth the bowels, and all the fac fis within, 
the two kydneys withthe fat that is theron 
vpon cheloynes, z the net on the leuer vpon 
the kydne ys. And the preſt ſhal burne it vpõ 
thealtare, for the meate of the ſacrifice to a 
ſwete ſausure. 

All che fatt is the LORDES. Let this be 
a perpetualilawe amonge yo pofterities int 
all youre dwellynges , that ye cateno fate, 


, *Herblonde, 


Thellll. Chapter. 
Lid the L OR DE [pate vnto Moſes 
fayve: Speatevntothe cdild:é of If 
rael, and faye: Whan a foule fynnech 
thorow ignorauncein any commanndemer 
of the LORDE, which be ong he not to do: As 
namely,yf a preft which is anoynted,fyrne, 
that be mate the people do amyffe, be ſhali 
brynge for > fynne chat be bath done, ayon 
ge bůllocke withour blem yſh onto the LOR 
DE foz a fynofferynge. And che bullocke ſhal 
be bzyngeto the doze of the Cabernacieof 
wytneſſẽ be fore the LORDE,zlaiebis bave 
vpõ bis beade,z Eyll bim before } LORDE. 
ND ? pref His anoynted, [hal cate of bis 
blonde ,z bryngeit in to the Tabernacle of 
wytneffe. And be fballoyppe bis fynger in 
tocbe bloube,z ſprentle cher with ſcuẽ t ymes 
before the LOR DE, towardethe vayleof > 
Holy. And be fhal pue of che fame blonde 
vpon the homes of the aitare of incenfe, p 
ſtondeth before } LORDE inthe Cabernacle 
of wytneffe: z all the blonde of the bullocke 
fhal be pourevpon che bocomeof tbe altare 
Of burntoffecinges, ſtondeth artbeentrin 
geinof ¥ Cabernacle of wytneffe. And all 
the fat of che fynoffer ynge ſhal be Heue vp: 
namely, the fat § couerech che bowels, z all 
the fat pis within, y two tyoneys with che 
face chat is theron vpon che loynes,and the 
net onche leuer vpon the Eyoneys alfo (lite 
as be Heneth it from the ore inche deavoffe 
rynge) and [ball burne ic vpon the altare of 
buentofferynges. But che jlzynne of the bul 
locke, and all the flefh, with che heade zleg 
ges,z the bowels and the donge, fal be ca- 
ry allcoge ber onc of che hooft,in toa cleane 
place. where ? aßſhes are poured ont,z foal 
burrcit vpon wodd with fyze. 
Oban: the whole cõgregacion of Iſrael 
Fonnech the2o-v ignoratice,z the deve bebyd 
from their eyes, fo Hrbey do ought age ynſt 


Che tj. Chap. Fo. xliij. 
eny of che cõmaundementes of che LORDE, 
which they ſhulde not do, z come a fterwar- 
decocbe Enowlege of che ſynne that they ba 
ue done,they fal bringe a yonge builoue for 
a fynofferynge,and fec bint Lefoze F Dore of 
F Tabernacle of wyt neſſe. And che Llvers 
of the congregacion ſhali layecheir handes 
vpon bis heade before the LORDE,zEyIF 
bullocFe before the LOR DE.And F preſt D 
is anoynted ſhal beyngeof ¥ bullocFes blow 
de in to the Cabernacleof wytneffe, dyp· 
pe ther in with bis fynger,and ſprenkle ther 
with fenentymes beforetbe L OR DE, euẽ be 
foretbe vayle of che Soly. And fall put of 
the blonde vpon the hornes of thealcare, y 
ſtondeth before the LORDE inthe Taberna 
cle of wytneffe:z all * other bloͤuude ſhal be 
poure vpõ thẽ botomẽ of F altare of burnt- 
offerynges, ſtondeth before che doze of * 
Tabernacle of wytneffe. Bue all bis face 

Ibe Heue vp, zburne ic vps che altare: 

aldo witb this bullocFe,as be dyd with y 
bullocFe of the ſynofferinge: Thus the preſt 
fhal mate an attonement for chem, zit Pratt 
be forgeuen them. ind the builocke fall be 
brynge without the hooſt and burne him, as 
he brent > firſt bullocke. This ſhalbe ſynof 
ferynge of the congregacion. 

Whan a prynce fynnech,z doth agaynfé 
the cOmaunbvement of the LORDE bis God, 
Phe oughe norco do,z offendeth ignoraunt 
ly, z commeth coche tnowleae of bis ſynne 
Pbebath done, be Mal bainge fir Lis efferin 

fear be goate witbout blemyfhy, zlaye bis 
Bande vps the goates heave, zflaye him in 
Pplacewhere # burncofferinges are flayne 
before } LORDE.Lbé ſhal F preft tate of * 
bloude of > ſy Ynofferinge x bis fynger, and 
put it vpon the altare of burntoffirynges,z 
poure the ocber bloude vpon the boceme of 
the aleare of burntofferynges . But allche 
fat of it ſhal beburne vps ebe alcare, lite as 
the fat of tbe Dealeboferynge. 2nd ſo che 

ſhai make an attonement for bis fynne, 
andit [bal be forgeuen him. 

Wha a foule of ¥ comon people ſynneth $ 
ignozauntly, doinge eny thinge agaynft the 
cSmaundement of the LORDE, ¥ be ought 
noe todo,z fo offendeth,z cSmeth to * krnow 
lege ofebe fynne he hath vone,be ſhal brin 
Se for bis offerynge g fhe goate without ble 
ny fly, for the ſynne Phe hath done,and ſhal 
laye bis bande vpon che heave of the ſynof⸗ 
ferynge, z flaye it inthe place of che burnt- 
offerynges. And the prefi ſhali tate of che 
bloude w bis fynger , z put it vpo the hoz 
nes of F altace of | ———— poure 
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all the blonde vpon the botome of the alta- 
re. But all the ‘eof it fhal berate awaye, 
liteas be taketh awa ye the facof the dead- 
offer ynge, and ſhal burne ic pon che altare 
fora ſwete ſaudure vncotheL ORDE.2ind 
fofhalcbe preſt mate an attonemẽt fo: bins, 
and it ſhal be forgeuen him. 

GS Bure sf be bryngea lambe fora fynoffe- 
rynge,thenlet bins drynge a female without 
blemyſhh, and laye bis bande vpon che bea- 
de of che fynofferynge, z Eyll ic for a ſynoffẽ 
tynge, tn tbe place where che burncofferyn- 
ges arc flayne. And the preſt fal tate of * 
dloude w bis fynger, z put it vpon the bor 
nes of the altare of burncofferynges,z pou- 
teall che blonde vpon the botome of the al- 
tare. Sucall > facccherof ſhall he cake frs 
Ut, lite as he dyd the fac of chelambe of the 
bealtbofferynge,z ſhal burne it vpon > alta 
re for the LORDES ſacrifice. And ſo ¥ preſt 

aL mabe an arconement foztbe ſynne that 
e hath Done, and ic ſhalbe forgeuen bim. 
ẽ Thev. Chapter. 
an a ſouie fynnech, he heare a 
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Of the blonde blede ont vpon the botome of 
thealcare: This is the ſynoſfferynge. As for C 
the other, be ſhal mate it a burncofferyuge, 
after the maner cherof. And thus fhallche 
pꝛeſt mate an acconcment foz bim concer- 
nyngetbhe ſynne chat be bach done,zit fhal- 
be fozgeuen bins. Duc yf be be noc able to 
zynge two turtill Doves oztrwo yonge pi · 
geons,chen let bint bzynge bis offerynge for 
Dis [ynne, a tenth dvealeof an Epha of fyne 
floure for a fynofferynge . But be fhall put 
no oyle theron, ner laye frankẽ cenſe vpon it, 
ſor it is a fynofferynge. And be fhal bzynge 
tt vnto the preft,z Ypꝛeſt [pal tate bishad 
full of ic for @remembzaunce, and burne it 
vpon the altare for an offerynge vnto the 
LOR DE.Tbis is a ſynofferinge. And fo ſhal 
the pꝛeſt mate an acroment foz bim, concere 
nynge bis ſynne that be bath done, z it ſhal · 
be fozgenen bim. 2nd che remnaunt ſhail be 
the prefics, lie ameatofferynge. 
And the LORDE fpate vnto Moſes, ⁊ ſay 
de:NF a ſoule trefpace, fo Heborow ignorae 
ce he offendeth inany thinge is halowed 


Leuĩ 24. Py 
eater: (2 curfynge, and is wytneſſe therofioz 
Aggsb bath fencit, o2 knowne it, ztellecb it nor, be 
vcore is gilvic of a treſpace Or whan + ſoule · teu⸗ 


wnte the LORDE,be ſhal bzyngebis treſpa 
ceofferinge vnto the LORDE, cuena ramme D 
from > flocPe without blemyfh, worth two 

Exo.go.b 
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cheth eny oncleancebige,wherber it be ¥ ca 
rion of an vncleane beefé,oz cateil,oz wore, 
Twas not awarre of it,be is vncleane, Gnd 
hath offended.®: whan he toucheth an vn · 
clean: men(robat vnclenneſſe ſo euer a man 
is defyled wit hall)ye was noc awarre of it 
afcerwarde cOmethto ? knowlege therof 
fame bath offended.®2 whan a ſoule frreg- 
reth,fo $he pronounceth & bis mouthto do 
euell o2 go0d (what fo ener it be that man 
pronounceth wb an ootbyz was not awarre 
of it, zafterwarde cõmeth tothetnowlege 
therofibe bach offended in onc of theſe. 

BD § Llowwhan it ois, Fhe bach offended in 
onc of thefe,z is enfourmedtherof, what be 
bach fynned, be ſhaͤl bainge onto } LORDE 
for bistrefpace of this bis ſynne p7 be bath 
Ddone,« female fromthe flocPe,cither a yee 

or a fhe goate for a fynofferynge:fo ſhal the 

prefé mate an attonement foz bint concer- 
nynge bis ſynne. · But yf be be noc able to 
brynge a ſhepe, chen let him beynge unto > 

LORDE for bis offence that be bach done, 

two curtill Doves or two yonge pigcons:one 

fora fynofferynge,the otber for a burntoffe 
ryntte, and brynge them to the preſt: Which 
fhall mate the firft a fynofferyngeand fyrſt 
wringe the neck of it. ſo that he plucke it noe 
cleaue of, and ſprenkle with the bloude vps 
the ſydes of the altare, and let the reſydue 


Sycles of fylucr,*afeer the Gycle of the 
Sanctuary, fo: a trefpace offerynge:andlo 
te what he bath offendedin che halowed 
thinge, be hall make refticucion,z gene rhe 
fifth parcemoze therto. And be fal delyuer 
it vnto + prefé which fhall mate an accones 
ment for him wbcheramme of che erefpace 
Offeringe,z it fhalbe forgeuen him. 

Whan a foule ſynneth, anð doth oughe 
gga ynſt eny cSmaundement of theL ORD E, 
Phe ſhulde nor do,zis in fourmed therof, be 
bath trefpafed,z is giltie of the fynne. And 
he fhall bzynge fromehe floctea ramme wb} 
out blemyſhechat is worth a treſpa ceofferin 
ge)vnto che preſt, which ſhal mate an atto⸗ 
nement for bim concernynge his ignoraun⸗ 
ce which be dyd, and was noe awarre, and it 
Phalbe forgeuen him. Chis is thetrefpace- 
offerynge, becauſe he trefpaced agaynft che 

DE 


And F LORDEtaltedwith Moſes, and E 
ſa yde: Whan a foule fynncth,z trefpaceth a- 
gaynſt the LORDE, fotharbe denyeth vnto 
bis neghboure that which be gaue him to te 

1,02 that was put onder bis bande, oz tbat 
ie bach violently taken awaye, o: gotten 
wnrighcconfly,o: fe unde that was loft, ano 
denyeth it with a falfe coth , what fo ence 
it be , wherin & man ſynneth agaynſt bis 
neghboure . Now whan ic commeth [e 
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Khe tif. bofe of Moſes. 
to paſſe, that be ſynneth after this maner,z 
erefpaccth, be hhai reftoze agayne thar he to 
Ecvtolently avwaye , 02 gat rzongeoufly , o2 
that was genen bimto kepe, or chat be barb 
founde,o2 what fo ener it he aboute which 
be bath ſworne falfely,be ſhal reſtore itagat 
ne wbole allrogether,and geue the fifth par 
te moze therto, evento bim that ic belon- 
ged unto, thejame daye that he geueth bis 
trefpace offerynge. But foz bis trefpace be 
ſhail beynge foz the LOR D E(enen vnto 
thepzeft) aramme from the floce without 
blemyfb , chat is worth a trefpace offeryn- 
ge. Chen [hall che preft mate an atcone- 
ment for bim befozethe LORDE,anvallebat 
be bath fynned in, ſhalbe fozgeuen him. 

The Vi. Chaprer. 

Wf Cid theL OR DE [pate unto Miofes, 
Ey) and fayde: Commaunde Aaron and 

bis fonnes,and faye:Cbis is thelawe 
of the burntofferynge. Che burntofferyn- 
ge fall burne vpon the aleare all night vn⸗ 
tyll che momynge. Buc the fyze of the alea- 
re onely fal burne theron. And > preft foal 
put onbis lynen elbe, and bis lyuen breches 
»pon bis flefb,and fhaltate vp the aßſhee 
thac the fyze of the burntofferynge vpon 
the altare hath made, and fall poure them 
beſyde the altare. Then ſhail be put of bis 
rayment,and pus on other rayment,and ca- 
ry out che aßſhes withoucthe hooſt, in to a 
cieane place. 

The fyꝛe vpon the altare ſhal burne, and 
neuer go out. The preſt ſhal k yndle wod ther 
on euer y mornynge, and dreſſe the burntoffe 
rynge vpon it, and burne the fat of the deed 
offerynges cheron. The fyre ſhall euer burne 
vpon the aleare,and neuer go out. 

ind this is che lawe of the meatoffer yn 
ge, which Aarons fonnes fall offrebefore 
the LORDE vponthealtare. One of them 
(Hall Heue his handfull of Fyne floure of * 
meatofferynge, and of che oyle, and all the 
feantencenfe chatlyeth vpon the meatoffe- 
rynge, and ſhail burne it vpon the aleare foz 
& ſtwete fanoure ¢ remembraunce onto the 
LORDE.%s for the remnaune , Aaron and 
bis fonnes [hal cate it, and vnleuended ſhal 
chey eate it inthe boly place, namely, in che 
courte of che Cabernacle of witneffe. With 
fené ſhal they not bake their porcion, which 
"FZ bane geuen them of my offerynges. It 
fhalbe vnto them moft boly, as the fynoffe- 
xynge and trefpace offerynge. All the males 
amonge the cildzen of Aaron ſhail eate of 
it. Let this be a perpetuall awe for youre 
poſterities in the ſacrifices of the LORDE, 
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No man Phall couch it, ercepte he be confe- 
crated. 

2nd the LOR DEfpate vnto Moſes, and C 
fayde: This ſhalbe che offerynge of Aaron 
and of bis ſonnes, whidy they fall offre 
vnto the LOR DE inthe date of their anoyn 
tinge. Chetench parce of an Epha of Fyne 
floure for a meatofferynge daylic, the one 
Dalf parte incbe momynge, the ocber half 
parte at euen. “nthe panne with oyle fall. 
chou matcit,and brynge it fryed, andin per 
— thou offer it for the ſwete ſaudu⸗ 
re of the LORDE, 2nd the preſt which a- 
monge bis fonnes ſhalbe anoynted in bis 
ſteade, fhall do this. Chis is a perpernall 
dewtye onto the LOR DE. It ſhal be burne 
altogether: foz all the meatofferynges of 
the preft ſhalbe confirmed with the fyze,and 
not beeaten. 

2nd $ LORDE calted with Moſes, and 
ſayde: Gpeate vnto Aaron and bis fonnes, 
and faye:Tbis is the lawe of the fynofferyn- 
ge In che place where thou flayeft > bunre 
Offerynge, ſhalt chou flaye the fynofferynge 

fo before the L ORDE. Chis is moftboly. 
* The pꝛeſt that offereth the fynofferynge, 
ſhai eate it in the boly place, inthe courte 
of $ Tabernacle of wytneffe. No man ſhal 
touch ¥ flefh therofrercepte be be halowed. 
ind yf eny garment be ſprenkled with che 
blonde of it,it ſhalbe waſhe in the boly pla- 
ce. And the earthẽ pot thar it is fooven itr, 
[halbe bzoten. But yf it bee braſen pot it 
[halbe [coured,and réfed with water. Al $ 
males amouge the — eate therof, 
for it is moſt holy. Notwithſtondinge all > 
yne ffer ynge whofe bioude is brought into 
the Cabernacle of wytneſſe to make an at · 
toͤnement ſhall not be eaten, but burnt with 
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A Vd this isthe lawe of the trefpace- 
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offer ynge, and it ſhal be moſt holy. In 

the place wherethe —— — s 
flayne, all the treſpaceoffer ynge be flayne 
alf,z there ſhall of bis blonde be fprentled 
rounde aboute vpon thealtare. And sll bis 
fat ſhalbe offered: therompe andthe fat > 
coucreth the bowels, the two Eyoneys with 
the fat ? is theron vponthe loynes, and the 
net on the lever vpon che kydne ys alfo. And 
the preſt [hal burne it vpon the altare foram 
offerynge onto the LOR DE.Tbisisa treſpa 
ce offer ynge. 

All the males amonge the pꝛeſtes ſhal ea 
te it in the holy place for it is moſt holy:euen 
asthe ſynoffer ynge, ſo ſhall the trefpace of⸗ 
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ferynge be alfo, they fall both haue one 
laweand it [hal be the preſtes that reconcy 
lech ther . Lote which preft offerech eny 
mans burntofforynge,tbe fleynne of the ſa⸗ 
me burncofftynge that be bath offered, ſhal 
be bis. And cuery meacofferynge that is be 
Een in the ouen, roftcd vpon the gredyron. or 
fryedin the panne ſhal bethe preftes poffe- 
seth ic, And enerymeatofferynge y is myn⸗ 
Sled with oyle,oz drye ſhal belonge vnto all 
Aaron fonnes, vnto one as well as another. 

B = Anvebisis ? lawe of che healehofferin 


Phalus.a ge, chatis offered vntotbelL OR DERE 


they wyll offre a facrifice of thankcfgeuyn- 
gfe, chen ſhal chey offre vnleuẽded cates mẽ · 
gled with oyle, and ſwete wafers firated 
duer with oyle,and fryed cates of fyne flow 
remengled with oyle. This offerynge alfo 
Phallehey biynge vpon a cate of leuended 
bred, tothe thantofferynge of bis bealth- 
Offerynge: and of chem all be ſhall offre one 
for an Zyeucofferynge vntotheL OR DE. 
And it Phalbe ube preftes, chat fpzentlerly 
the bloude of the healthoffer ynge. And the 
fieſh of theebantofferynge in bis healt hof 
ferynges, fhalbecaten the fame daye that 
it is aired, and there ſhall nocbinge be left 
ouer vnt yll che momynge. 

And whecher it be a vowe or a frewyl- 
Offerynge, «ic ſhalbe eaten the fame daye 
that icis offced:yf ought be left oucr vn- 
tyll che moanynge, yet maye it be eaten. But 
ofc whatremayneth wnto ¥ thirdcdaye of 
che flefly that is offted, it fhalbe brent with 
the fyze. 2ind yf eny man vpon the tbirde 
daic cate of y offied flefly of bis healthoffe 
rynge, he ſhail not be accepted that offred 
ic. Necher fall ic be rekened vnto bins, 
but it ſhalbe refufed. And loke which ſou⸗ 
Ie cateth therof, the fameis giltic of a myſ 
debe. 

C Andebe flefly that toucheth eny wnclea- 
nethinge,flyal noc be eaten, but burnt with 
che fyre · But who fo encris cleane of body, 
ſhal eate of the flefly: and the ſoule that ea, 
ceth of ? fieſh of ¥ healchoffer ynge which 
belongeth vnto the LORDE,bis vñclennes 
be vpon him, aud be ſhalbe roved out from 
amonge bis people. 

And whan a ſoule toucheth eny vnrclea- 
ne thinge, whether tt bean vncleane mart, 
catell, or eny other abbominacion thatis, 
and eateth of the flefl of the burntofferyn- 
ge, that belongeth vnto the LORDE, the 
fame flpalbe rorcd out from amonge bis 
people. 

And the LORDEtal€eth with Moſes, 
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and fayde: Speate onto the childꝛen of Iſ 
rael,z [aye:me [hall cateno fat of ortn,lam- 
bes, and goates : nevertbeleffe the far of ic 
chat dyeth alone, and of fod) asis torne of 
wylde beaftes , that mayc ye occupye to all 
maner of vfes,but ye ſhall not eate it. 

For who ſo ener eateth the fat of * beeſt 
that is geuert onte the L ORDE for an offẽ · 
rynge, the fante ſoule ſhalbe roted our from 
bis people. Moꝛouer.* ye yall eate no blow 


De, nether of catell, ner of foules, where 
fe ener yz dwell. What ſoule eateth eny blow p 


de, the fame [ball be roved onc from bis 
people. 

ndtheL ORD Etalted with Moſes. 
and ſa yde: Speake vnto the children of Sr 
rael,and ſaye: Who ſo wyll offre bis beaith- 
offerynge onto thel ORDE, the fante ſhall 
alfd bzynge with all, that belongeth vnto * 
bealebofferynge for cheL OR DE. But he 
[hall brynge it with bis hande for che offe- 
rynge of the LORDE: namely the fat vpon 
the breft Pall be brynge, with che breſt, to 
be a Waueofferynge beforcthcL ORD E. 
And che pꝛeſt hall burne che fac vpon che 
— and che breſt ſhalbe Aarons and bis 

ſonnes. 

And the right ſhulder ſhal chey geue vis 
to the preft for + gift of their healthofferyn 

es. And loke which of Aarons ſonnes of- 

eth the blonde of the bealthofferynges, 
and the fac, chefamefball baue che right 
Phulver for bis parce. * Gorthe Wauebꝛreſt 
and the Heueſhulder bane Fj caten of che 
children of Iſtael, and of heir healt hoffe · 
rynges and bane geuen chem onto Aaron 
the prefé and onto bis fonnes fora perpes 
tuall dewt ye. 

This isthe anoyntinge of Aaron anv 
of bis fonnes, of theofferynges of the LOR, 
D in the daye wha Moſes pꝛeſented them 
tobe preſtes vntotheL ORDE, whattyme 
astbheLORD E commannded (inthe daye 
whan be anoynted them) to be geucn theim 
of the childzen of Iſrael for a perpetual 
dewtye, and wnto all cheir pofterities . And 
this is che lawe of the burntoffirynge, of 
the meatofferynge,of the fynofferynge, of 
tbe erefpace offerynge,of the offerynge of 
conſecracion, and of che bealebofferynges, 
which the LO R D Ecommaundcd Moſes 
vpon mount Sinai,in che Daye whan be ga- 
uebim in commandement vnto the children 
Of Bfrael, co offre theit offerynges vnto ¥ 
LORDE in the wylderneffe of Sinai. 
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a LlocheL ORDE [pate wnto Moſes, ⁊ 
ſayde: Take Aaron and bis ſonnes ch 
bim,z their veſtimentes the anoyn- 


Exo.a9.a tinge oyle, · and a builocke fora fynofferyn- 


Se, two rammes, anda maunde with vnle⸗ 
nended bred, and call tbe whole congrega- 
cion together, before the doze of the Caber- 
nacle of wytneffe. Moſes dyd as the LOR- 
DE commaunded him, and gathered the con 
gregacton cogerber unto tbe dore of $ Ta 
bernacle of wytneſſe, and fayde onto them: 
This is it,charthe LOR DEbath commaun 
Ded todo. 

And hetoke Aaron and bis formes, and 
waßſhed them with water, and put the al- 
be vᷣpö bim, and girde him with che girdell, 
and put vpon bimcebe yalowe cunycle , and 

ut the oucrbody cote vpon bim, and girde 
bin vpon the ouerbody cote, z put the breſt 
lappetheron, andin > breftlappe light and 
perfectneffe: And ſet chemyter vpon bis bea 
De. 2nd vpon che mycer even aboue bis fore 
heade, put he a place of golde on theboly 
crowne: as ¥ LOR DE cOmaunded Moſes. 

And Moſẽs toe the « anoyntinge oyle, z 
anoynted the Habitacion,and alltbac was 

therin,and confecrated it,and [pzentled ther 

with ſeuẽ cymes vpon che alcare, and anoyn 
ted the altare wich all bis veffels , the lauer 
with bis fore, that it might be confecrated: 

x Gnd poured theanoyntinge oyle vpon Aa· 

rons beade, and anoynted bim, phe might 

be confecrated. 

C Andbhebrought Aarons fonnes, and put 
albes vpon them, and girde chem with the 
girdle,and pnt bonertes vpon their heades, 
as the LOR DE commannded bim. 

And he caufed bringe a bullocke fora ſyn 
offrynge. And Aaron with bis ſonnes layed 
their handes vpon bis beade, and then was 
be flayne, And Moſes cote of the blouve,z 


Khe viij. 
put it vpon the homes of the altare rounde 
aboute with bis fynger, and purified the al- 
tare,and poured the blonde vpon the boto⸗ 
me of the altare, and confecrated it, that be 
might reconcyle tt. And coke allebe fac vps 
the bowels, the nett vpon the leuer, andtbe 
two Eyoneys with tbe fac cheron, and bur- 
ned it vpon the altare. But chs bullocFe w 
bis flzynne, flefb,z vonge,burned be with fy 
re without the booft,.as the LORDE com- 
maunded bin. 

And be brought a ramme for a burncoffe 
rynge. And Aaron wb bis fonnes layed cheir 
bandes vpon bis beade,z chen was be flay- 
ne.And Moſes [pzentled of ¥ blonde vpon 
the aleare rounde aboute, herwed the ranme 
in peces, and burnt che beade, the peces, 
and the fate. 2nd waßſhed che bowels and 
thelegacs with water,and fo burnt * who 
le ramme vps che altare. This was a brunt 
Oofferynge for a fivete fauoure, even a facrifi- 
cevntotheL ORDE,* asthe LORDEcom- 
maunded him. 

Hebroughe alſo the other ramme of che 
offer ynge of the conſecracion· And Aaron 
with bis formes layed their hãdes vpon bis 
Deade, and chen was it layne. And Moſes 
cote of bis blonde, and put it vpon the typ- 
eg of Aaronsrighteare,and vpon thechons 

eof bis right bande, and vpon the greate 
too of bis right fore. 

And be broughe Aarons fonnes, and put 
of the bloude vpon the cyppe of the righe 
care of them, and vpon thombes of cheir 
righte bandes, and vponthe greate cocs of 
their righte fere, and poured the refyoue of 
che blonde vpen the altare rounde aboute. 
And be tokethe facandtherompe, andall 
the fac vponthe bowels , andthe nett vpon 
ehelener,thetwo bydneys with the fatther- 
on, andthe righte ſhulder. And out of the 
maunde of vnlenended bred before the LOR 
DE, betote an vnleuẽded cake, and a cate of 
oyled bed, and a wafer,and layed chemvps 
the fat,and vpon the right [yulder, and pac 
allt ogether vpon the banves of Aaron and 
of bis formes, and wanedit fora Waneoffe 
rynge before the LOR DE, 

And after warde toke be all aga yne from 
their hondes, and burned them on the alta⸗ 
re,euen vpon the burntofferinge:fo: itis an 
Offerynge of confecracion for a fivete fanow 
re euen & facrifice vnto ¥ LOR DE.AndiHIo 
fes tote the bref, and waned it a Warrcoffe 
rynge befoze the LOR DE of the ramme of 
the offeryngeof confecracion:the fame ras 
Moſes parte,as the LORDE commauntcd 
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Moſes. And Moſes coke of F anoyntinge 
-oyle, z of the bloude vpon the altare,z fpzen 
Eled it vpon Aaron z bis veftimentes, vpon 
bis founce z vpon chetr veftimentes , and fo 
cõſecrated Aaron z bis veſtimentes, bis fon 
nes and cheir veftimentes with bins. 

G _ Anvbefayde vnto Aaron z bis formes: 

Seech F flefly before the doze of the Taber- 

sacle of wytneffe, Tthere eate it, zebebred 

in ? maunde of the cSfecracion offeringes, 
as it 18 cẽmauided me,z fayde: Aaron z bis 
ſonnes ſhall eate it. As for $ which remay- 
neth of che fleſh z bred, ye yal bůrne it with 
fyze . And iss ſeuẽ dayes fall ye noe departe 
from y doze of che Tabernacle of wytneſſe 
vnt yliche daye, § the dayes of yo confecta 
cion offerynges be at an ende: foz ſeuẽ dayes 
muſt yo bandes be confecrated, as itis co- 
me to paffecbis daye:C beLORDE bath co 
maun ded to do it, that ye might bereconcy 
ted. And ye fal cary befozecbe Tabernacle 
of wytneſſe daye and night fenen dayes lon 
ge, ⁊ ſhal Eepe ¥ watch of ¥LORDE, chat 
ye dye nor, forthus am cOmaunded.2ind 
Aaron with bis ſonnes dyd allcbat } LOR 
DE commaunded by Moſes. 
ThelX. Chapter. 
If Old vponche eight daye Moſes cal- 

Sf led Aaron and bis fonnes, and the El 

ders in Iſtael, and fayde vnto Baron: 

Take vnto che a yonge calfe for a ſynofferin 

ge, and a ramme fo: ã burntofferynge both 

wit hout blemyſh, and bzynge than before 
theL ORDE, and ſpeake onto the children of 

Iſrael, and faye: Cate an be goate for a ſyn· 

Offer yn ge:and a calf, and a ſhepe both of a 

yeare olde,and witbout plansfb fore burnt 

Offerynge and an ore and aramme fo: an 

healt hofferynge, chat wemayc offre before 

the LORDE:and a meatofferynge myngled 
with oyle. Forto daye fpaltheL ORDEap- 
peate vnto you. 

BArnd they toke what Moſes commaun⸗ 
ded before ¥ doze of the Tabernacle of wyt 
neſſe, andthe whole cogregacion came nye, 
and ſtode beforethe LOR DE. Then fayde 
Mo ſes: This isit, which theL ORDE Cm 
maunded that ye ſhuide do, and chen ſhall 
the glory of * LORDE appeare vnto you. 
And Moͤſes ſa yde vnto Aaron: Go vnto F 


a 


— 5— altare, and * offre thy ſynofferynge and thy 
andz. 


burntofferynge, and mate an attonemẽt for 
the and for the people. Then offre the peo- 
ples offerynge, and reconcylecbem allo, as 
thel. ORDEbath commannded. 

And Aaron wente onto the altare, and 
flere 3 calfe for bis fynofferynge, z bis on 
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nes brought the bleude onto him. And he 
dypte his fynger in the bloude, and put it v · 
pon the hoines of the altare, and pourcd > 
bloude vpon ¥ bocomeof the altare. As for 
the fat and the tybneys z the net vponthe 
leuer of the fynofferynge,be burnt the vpon 
thealcare, as the LORDE cOmaunded o 
fes. The fleſh alfoand che hyve burnt be vh 
fyre without the hooſt. 

Afcerwarde be fleweche burntofferinge, C 
and Aarons formes brought the blonde vᷣn 
to bim,z be fpzentled it rounde aboute vpon 
the altare. Andebey brought him che burnt 
Offerynge in peces,z the beade: z be burnt it 
vponche altare. And be waſhed the bowels 
andthe legges,and burnt them abene vpon 
the burntofferynge on the alcare. 

Then broughe be che offerynge of the 
people , and toke the goate, that ſynoffer yn⸗ 
ge of the people, and ſlewe it, and niade a 
fynofferynge therof, as of che fyrſt. And 
brought che burncofferynge,and d yd as the 
lawe is: and brought the meatofferynge, 
and toke bis handfull,and burnt it vᷣpon che 
alt are, beſydethe burncefferinge of the mor 


nynge. 

— flewe he the oxe andthe ram 
me for che heaithofferynge of the people. 
2nd bis fonnes bioughe bim the bloude, 
which be fprentled vponthe aleare round|e 
aboure. Sut the fat of che ore zof the rams 
me,therompe, andebe far that couereth che 
bowels, z the Eyoneyes,z the net vpon the le 
uer, all ſoch fat laied they vponthe breſt and 
burnt the fac vpon the altare. But the breſt 
and the right ſhulder waued Aaron fore 
WOaucofferynge beforethe LOR DE, asthe 
LOR DE commannded Moſes. 

And Aaron lifevp bis have oner the peo- 
ple, and bleffed chem, and came dorne from 
the woꝛke of the fynofferynge, burntofferyn 

e, and bealcbofferynge. And Moſes anv 
ron rwente in to the Tabernacle of wyt- 
neffe . And whan they came ont agayne, 
they bleſſed the people. Chen appeared the 
glozy of che LOR DE wntoall the people 
S02 there came*a fyrefromthelL ORD E, 
and vpontbealtare it confirmed che burnt- 
offerynge and the fat. Whan all che people 
fawe thar,they reioyſed, and fell vpon their 

aces. 


faces. 
The X. Chapter. 
A d ſonnes of Nadab and A 


D 


Abihu toke ether of thẽ bis cenfoure, 
put fyze therin,z layed incenſe vpon 
it,and broughe ſtraunge fyre befozeebe LOR 
DE, which be commaũdeð them not · Then 
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svente there outa fyze from ¥ LORDE, and 
confumedcbem,fo that they Dyed before che 
LORDE. Then ſayde Moſes vnto Aaron: 
Thisis it,thac che LORDE fayde: J wil be 
ſanctifie vps chem that come nye me, and 
before allthe people wil J be glozified. 2nd 
Aaron helde bis peace. 

Mo ſes called Miſael and Elzaphan the 
ſonnes of Vſiel Aarons vncle, and ſayde on- 
cotbem: So to, and cary youre brethren out 
of the Sanctuary, without the hooſt. And 
they wente, and caried them forth in their 
albes without the booft,as Moſes ſayde. 

Then ayde Wisfes vnto Aaron zto bis 
fonnes Sleaſar and Ithamar: · Me ſhall noe 
vncouer youre headẽs, ner rente yeẽ clothes, 
that ye dye noc, and che wꝛath come vi 
the whole congregacion : Let youre brethzé 
of the whole boule of Iſtael bewepe this 
C burnynge, which the LORDE bath vone.As 
for you, ye ſhall noe go out from the doze of 
the Tabernacle of wytneffe, leſt ye Dyezfor 
the anoyncinge oyle ofthe LOR DEisvpon 
you. 2d they dyd as Moſes ſayde. 

The LORDE {pate vnto Aaron, z fayde: 
Thou zeby ſonnes wh ebe fhal drynke nowy 
ue ner ſtronge drynke, whan ye goin tothe 
Cabernacle of wyeneſſe:t hat ye dye not. Let 
this be ¢ perpetual lawe onto all yo pofte- 
rities: p ye maye bane Enowlegero oifoe J 
what is holy and vnholy, what is cleanez 
vncleane: T that yemaye teach the children 
of Iſrael all chelawes, which the LORDE 
hach ſpoten vnto you by Moſes. 

D> ind Moſes fayde vnto AWaron,and vnto 

leafar and Ithamar bis fonnes that we 
re left: Tabe che remnaunt of the meatoffe- 
rynge in the ſacrifices of * LORDE,and eate 
it without leuen beſyde chealtare, for it is 
moſt holy, euen tn che holy place ſhal yeea- 
te it. For it is thy dut ye and thy ſonnes du · 
tye inthe ſacrifices of theL OR DE:forthus 
em J commannded . Bute che Wauebreſt 
and the Heueſhulder ſhalt chon cate, and 
thy ſonnes and thy doughters with the in 
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a cleane place. Go2 this dut ye is geuen vnto 
the and chy chũdren inthe deedoff er ynges 
Of che childzen of Iſrael. Gor the Heueſhuni 
Der and the Wancbzefé to the offerynges of 
the fat, ſhalbe brought in, that they nmaye be 
waued for a Waueoff eringe befozecbe LOR, 
DE. Ther fore is it thine and thy childens 
for a perpetuall dut ye, as che ORDE com- 
— —— * 

And ſes fou for tl oate of the 
fynofferynge, and founbe it fetes . pak 24 
wasangricat leafar and Ithamar > fon 
nes of Baron,whic were lefcalyne,and fay 
de: Wher fore haue ye mot eaten che fynoffe- 
rynge in the holy place? foꝛ it is boly,z 
be bath geuen it you,tbat yemight beare 
fynne of the cSgregacion, to mate agremét 
for them before the LORDE. Beholde, the 
bloude of it came not in to che Sanctuary: 
Re ſhulde haue eaten it in the Sanctuary, 
as Jwas commaunded. 

Aaron fayde vnto Moſes:Beholde, this 
daye bane chey offred their fynofferynge z 
their burntofferynge before } LORDE. 2nd 
icis haunfedme i this maner. And ſhul 
de J eate of the ſynofferynge to daye, z be 
mery before the LARBe? Whan Mofes ber- 
de that, he was content. 

Thexi. Chapter, 
Ie Ltd FLORDEtalted wb Moſes ⁊ Aa- AW 
Of ron zfayde: Speake onto ð childrẽ of 
Iſtael. and ſaye: Theſe ave the beeſtes Deo. 42 
which ye ſhal eate ams ge all beeſtes vps Ate 
earth: What ſo ener bach boffe,z denydecly 
icinco two clawes, z cheweth cud amonge 
the beeftes,that fal yeeate. But lobe whac 
cheweth cudz bath boffe,z denydeth it not, 
asthe Camell, che fame is wncleane wnto 
you, ye ſhal not eate te. Che Conyes chewe 
cud, but they denydenotthe boffe in to two 
clawes,ther fore are they oncleane vnto you. 
The Hare cheweth cudalfo, buedenyderh 
not > boffe in to tiro clawes,therfore is be 
oncleane vnto you. Andthe Swynedeny- B 
deth $ hoffe into two clawes,bue che weth 
not tbe cud, therfozcis it oncleane vnto you. 
Of che fleſh of thefe ſhall ye nor eate, ner 
touch their carcafes, fortbey are vncleane 
vnto you. 

Thefé fall ye cate of allthat are in the 
raters: What [o ener bath fynnes and fee 
les inthe waters, fees z ryners that ſhai ye 
eate. But what ſo euer bach not fynnes and 
feales in the fees and ryners, amonge all & 
moue inthe waters, z of allchatlyuc in the 
waters , it ſhalbe an ebbominacion onto 
you, ſo that ye eate not of we fleſh, ant 
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tbat ye abhorre their carcafes . Fo: allebat 
haue not fynnes,z (eales inthe waters, ſhall 
ye abhorre. 

And theſe ſhal ye abhorre amonge > fou 
les,fotbat ye cate them not: Che Aegie, the 
Soſhauke the Cormoꝛauncte, the Vulenr, F 
Byce,and all bis kynde, and all Rauens wᷣ 
their kynde: the Eſtrich.? Nighterow, the 
Cocow, the Sparow hauke with bis Eynde, 
thelitle Oule,the Srorke,the greate Oule, ¥ 
Dae,the pellycane,che Swanne,the pye, 
the deron, ¥ Jaye with bis kynde the Lap 
wynge,and * Swalowe. And what ſo ener 
crepeth amonge the foules, and gocth vpon 
foure fete, ſhalbe an abbominacis onto you. 
Met theſe fhal yeeate of che foules tbat cre- 
peand go vpon foure fere: euen thoͤſe that 
haue no Enycs aboue vpon * legges,tobop 
pe withall vpon carth. Of chefemaye ye ea 
te, as thereis the 2irbe with bis Eynde, and 
che Selaam with bis kynde, zehe Hargol 
with bis kynde, ztbe Hagab w bis kynde. 
uc what ſo euer els bach foure fereamon- 
gethe foules, tc ſhalbe an abbominacion vn 
£0 you,and ye ſhai cate it for vᷣncleane. Who 
focuer coucheth che carcafe of ſoch, ſhall be 
vncleane vntill * euen:and who ſo ener bea 
reththe carcaſẽ of eny of thefe, hall waſh 
bis clothes, and ſhalbe vncieane vntyll the 
euen. 

Ther foꝛe euery beeſt chat hath hoffe and 
deuydeth it not in to cwo clawes,z cheweth 
not cud, ſhalbe vncleane vnto you . Who fo 
ener toucheth ſoch, ſhalbe vncleane. And 
what ſo euer goeth vpon handes amonge ¥ 
beeftes that go vpon foure fete, ſhalbe vn- 
cleane vnto you . Who ſo ener touchet h the 
carcaſes of thé,fbalbe vncleane vnt yll euen. 
And be F beareth their carcaſe, ſhall waſh 
bis clothes, and be vᷣncleane vnt yllt he ent: 
For ſoch are vncleane vnto you. 

Theſe ſhalbe vncleane vnto you alfo, a 
monge the beeftes that crepe vpon earth: * 
Wefell,che Mouſe, the Tode,euery one with 
his kynde, the Hedgebouge, the Stellio the 
Lacerte, the Snale, and the Moule, theſe 
are vncleane vnto you amonge all chat cre⸗ 
pe. Who fo euer toucheth the decd carcaſe 
Of chẽ ſhalbe oncleane oneyllehe euen. And 
what ſo ener eny ſoch decd carcaſe falleth v⸗ 
pon, it ſhalbe oncleanc, what fo euer veſſell 
Of wodd it be, or rayment, oz ſlꝛynne, or bag- 
ge. 2nd euery veffell chat eny thinge is occu 
pyed withall, ſhalbe put in the water,andis 
vucleane vntyll the enen,andthen ſhal it be 
cleane. All maner of earthen veffell that eny 
ſoch carcafe fallech in to, ſhal all be vnclea⸗ 
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nethat therin is,z ye ſhal breake it. Wl mea 
te which is eatẽ that eny ſoch water com- 
meth in to,is vncleane: z all maner of dryn⸗ 
ke that is drontẽ in all maner of foc veffell, 
is vncleane. And what ſo ener eny fody car- 
cafe falleth vpõ, it ſhalbe vncleanẽ, wherber 
it be ouen o2 Eertell, fo ſhal it be bok, for ic 
is vncleane, and fhalbe vncleane vnto you: 
Neuert heles the fountaynes, welles,z pour 
des of water are cleane. ut who fo cucr 
toucheth their carcafés,is vncleane. 

Andebough che vecd carcafeofenyfoh | 
fellvpon che fede char is forone, yet ts it clea 
ne. Duc whan there is water poured vpon 
thefede,and afecrwarde enyſoch deed carca 
fe falleth cheron,chen [hall it be oncleane vn 
to you. 

Whan a beef— dyeth chat yemaye cate, 
he that toucheth the deed carcafe cherof, is 
vncieane vnt yll euen. Who fo eateth of eny 
ſoch carcaſe, [yall waſh bis clothes, and be 
vncleane wntyll cheenen. Litewyfeberbac 
beareth ery fod) carcafe, fhal wafh bis clo · 
thes,and be vncleane vnt yll the euen. 

What ſo euer crepeth vpon earth, fhall 
be an abbominacton vnto you, and ſhall not 
be caten.2ind what fo eucr crepeth vpon > 
bely, oz all chat goeth vpon foure oz mo fe- 
te,amdge all chat crepeth vpon earth ſhall 
yenot cate, for it fhalbe an abbominacion 
vnto you. Make not youre foules abhomina 
ble,and defyle you not in them,to ſta yne you 
re felues: foz Jam theLORDE youre Gov. 
Therfozre fhal ye fanctifie youre felues, that 
ye mayebe boly,foz J am holy. And ye fhal 
not defyle youre felues on eny maner of cre- 
pynge beeff, that crepeth vpon carth:foz J 
am the L OR DE, which brought you out of 
thelonde of Egiptechat J might be youre 
God:ztherfoze fal ye be holy, foz FJ amboly. 

This is the lawe ouer ? beeſtes and fou 
les, zall maner of foules of crepynge beef> 
tes inthe waters, and all maner of foules + 
crepe vpon earthrthat ye maie Enowe to dif> 
cerne what is vncleane z cleane, and what 
maner of beeftes areto be caten,and which 
are not to beeaten. 

Tbe XI. Chapter. 
W¢ CioeheLORDEtalted with Moles, A 
9 andfayde: Speate onto che children 
® of Iſtael, and faye: Whan a woman 
bath conceaued, and beareth a manchiloe, 
fe fhalbe vncleane feuen dayes, folongeas 


e ſuffreth bir difeafe,sandin * eight daye Gencsre 


[hal $ flefly of bis fozeflzynne be cut awaie. 
And fle ſhal bybe at home thre and thirtie 
da yes in ¥ blondeof bit purifienge: ſhẽ ſhal 
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rouch no holy thinge, ner come in to ¥ Sãc 
tuary,cyll cbe daies of bir purifienge be out. 
Duc yf fhe deare a maydechilve,the ſhal ſhe 
be vncleane two wees , fo longe as [pe fuf- 
frech bir diſeaſe and fireand thre [coz daies 
ſhaũ fhe byde at home inthe bloude of bir 
purijienge. 

And whan the dayes of bir purifienge 
are vite, for the ſonne o2 forthe doughter fhe 
Mal brynge a lambe of onc yeare olde fore 
burntoffer ynge, and @ yonge pigeon or a tur 
till doue for a fynofferynge co the doze of * 
Tabernacle of wycneffe onto y preſt which 
ſhal offie ic before the LORDE, and mate 
Gis attonemẽt for ber,andfo ſhal ſhe be clen- 
fev from bir bloudyffue. This is the lawe 
foz ber thac bearetha manchilde or ma yde 
childe. 

Buc yf ſhe be not able to beinge a fhepe, 
then let bir cate two turtill doues, cz two 
yonge pigeons , the one for a burneefferyn- 
ge, the other fora fynofferynge, then ſhall 
the preſt make an attonement for ber,fo that 
fhe ſhal be cleane. 


The XUL. Chapter. 


ig Lib #LORDE fpate onto Moſes z 
x Aarou,z ſa yde: Whan chereryferh vp 
eny chinge it the filzynne of a mans 
fleſh. whether te bea feabbe o2 a gliſtr ynge 
wbyce (as theugh there wolve be a leproſy 
in $ ßkynne of bis flefy be ſhal be bioughe 
vnco Aaron the prcfé,ozco one of bis ſonnes 
amonge ¥ pꝛeſtes. And whan the prefé ſeyth 
the plage vppon the pEymeofebeflefb,eoac 
the Bava areturned ce whyte, and it feme 
deper in that place chen the orber fitynne of 
bis flefly, chen is it ſurelya leproſy, therfore 
ſhal the pieſt loke vpon bim, and indge bins 
— * * 
But whan there is eny whyte eit 
the fEynne of bis flefly, and yer pelted de 
per chen che orber ßkynne of the fleſh, and 
the bayzes be not turned to whyte thé ſhal 
the preft ſhut him vp feuen dayes, and on > 
ſeuenth dayeloe vpon bim:yf the plage fe- 
te vito bimas afore, z bath freceo deper 
inebe ßkynne, then fhallebe prefé ſhut bins 
wp yet ſeuen da yes mo. And whan be loketh 
on bim agayne vpon the ſeuent h daye and 
fyndeth, chat che plage be darkiſh and bath 
frett no deper in che BE ynne,thé ſhal be wd- 
gebim cleanc, foricis but a ft yzfe, andbe 
ſhal waſh bis clothes. z then is ke cleane. 
Duc whan the ſcabbe freeteth farcber in 
chef (afecr that beis ſene of the preſt. 
and indged eleane) and be be now ſenc of 
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the pꝛeſt a gayne: whan the pꝛeſt feyt thẽ 
che jcabbe hath frece farther. pugs Teach 
be ee indge bim wndeane, for itisfureya 
leproly- 

Whana plageof leprofy is vps am. 
be fhalbe brought die the ——— 
feyth and fyndech, that chere is whyte ry⸗ 
ſen vp inthe ßkynne, and che hayre turned 
vnto whyte, and there be rawe fieſh in the 
ſore, thẽ is it ſurely an olde leproſy in > fey 
ne of bis flefly, therfore ſhal che pref wdge 
bin vncleane, and not ſhut bim vp, for beis 
vncleane allready. 

But whan che leprofy breaketh our in 
the fEynne, and coucreth the whole fEynne, 
from che beade vnto thefore, all chat the 
prefé can fe, So whan che preft loketh vpon 
it, and fyndeth, that > leprofy hath coucred 
all che flefly, be flpalindge bim cleane, for ſo 
moch as it is turned all i to whyte vpon 
— — 

ot witbſtõdinge yf there be rawe flefly 
therein the daye whan be is loked eed fel 
is be uncleane. 2nd whan the preft feyth > 
rare flefly,be ſhall ind ge him oncleane, for 
Beis vncleane z itis ſurely a leproſye. But 
yf tbe rawe fleſh chaunge a ew and be 
turned in to whyte, then —X he come vnto 
the preſt. And whan the preſt loketh vpon 
him, and fyndeth, that the plage is turned 
towbyte, be ſhail iudge him cleane, for he is 
cleane. 

Oban there is a byle in the ßkynne of 
eny mans fleſh. and bealeth agayne,and af- 
ter warde in the ſame place there aryfe vp c- 
ny whyte thinge,oz a glifterynge whyte font 
whatreedifly, be flhalbe fene of the preſt. So 
whan the pꝛreſt. ſe yeth, that it appearech to 
be lower chen the other fitynne,andthebay 
returned to whyte chen ſhall be iudge bin 
vncleane, for itis farely a plage of leprofye 
broken out of thebyle. Bue yf che preſt fe 
and fynde, thacche bayzes arenot rwhyte, 
aud it not lover then the ocber fEynne, and 
is dark yſh, be ſhal ſhut bim vp fenen dayes. 
Rf ithach freee farcher in che FE ynne, then 
fhalbeindere bim vncleane, for it ts firely & 
plage of leprofye. Bue yf che glyfterynge 
whbyte abyde fEyll,and freate no fartber, thé 
is it but a pzynteof the byle, and the preſt 
ſhal iudge bin cleanc. 

Wan che ftynne of eny mans flefly is 
bure wich fyre and the pzynte of che — 
ge be reedyſh oz whycte, andthe preſt lobeth 
vpon bins, and fyndeth the bayze turned 
to whyte vpon the mart of the burnynge, 
zit apeare deper then che other PE ynne, thé 
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is there ſurely a leproſy bꝛokẽ out of * pꝛryn 
te of ¥ burnyngertherfore ſhal ¥ pꝛeſt indge 
hĩ vncle ane, for it is a plage of lepꝛoſ ye. Buůt 
yf che preſt (cand fynde, that > hayre vpon 
the pryntẽ of the burninge is not turned on 
towbyte,z is no lower then the other flzyn- 
ne, and is darkiſh all>, be ſhall [hut bim vp 
ſeuen dayes. 

And vpon the ſeuenth daye be fhall loke 
vpon bim : yf it bath freet fareber in ¥ ſir yn 
ne,then ſhal be tndge him wncleane, for it ĩs 
a lep2ofy. Buc yf ic ſtsde ſtyll vps che mark 
of che burnynge, and freee no fartber inthe 
flzynne,and is darkyfh, chen is ita ſore in * 
mart of che burnynge,z che preft ſhal iudge 
bim cleane, for itis but che pzynte of the bur 
nynge. 

Whan a man o2 womsan is ſlꝛyruye vpon 
the beade o2 beerd, and the pieft ſeyth the 
mare, and fyndech that it appeareth deper 
then che other flzynne, andthe bayzebetbe 
te goldẽ and thynne, then ſhal he iudge bins 
wnicleane : foz it is a fleyzfe of lepzofy of the 
heade oz of the beerde. But yf che pif ſe 
thac > ſleyrfe apeare no deper che the ſie yn 
ne,and that the hayre is nocof a pale colow 
ve,be fall ſhůt him vp ſeuẽ dayes. And vpẽ 
the ſeuenth daye whan be loketh, and fyn- 
beth, that the fleyzfe bath frett no farther, 
and there be no golden hayre there, and that 
the flzyzfe appeare no deper then the other 
fizyrme,then let hum be ſhaͤuen: bdut forbat be 

aue not of the [cabbe, and the preft hall 

ut bim vp yet feuen dayes moͤo. And vpon 
the ſeuẽth daye whe be loteth, and fyndeth 
that the flzyzfe bath frett no farther inebe 
flzynne, anð that it apeareth no deper then 
the other fleynite, chen ſhall the preft indge 
bim cleane. 2nd be walh bis clethes, 
for beis cleane.But yf the feabbe freate far 
ther inche flzynne (after he ts iudged cle 
ne)and the preſt loketh, and fyndeth that > 
feabbe bath frett farcher in the flzynnethen 
{hal be fetenomorc for golden bayzes,forbe 
is oncleane . Neuertheleſſe yf be fe that the 
ſcabbe ſtondeth ftyll, zehat pale bayzes are 
there ryſen vp,then is $ fcabbe bole, and be 
is cleane,therfoze ſhall > preft iudge bimto 
be cleane, 

Wha thereis eny gliſteringe whyte vps 
> ficynne of the fleſh of a man or woman, 
and che preft ſeyth there that the glifteryn- 
ge whyte vanyfbeth: chen is it but a whyte 
ſcabbe ryſen vp in $ flzynne,z beis cleane. 

Wyhan the bayzes fall out of che heade of 
a man 024 woman, fo tbat be is balde the ſa 
me is cleane. Rf they fall out of bis fore bea 
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Se,thenis be fore heade balde z cleane. Buc 
yf there bea whyre reediſh ſore in the balde 
heade, or balde foze heave, then is there a le⸗ 
proſy ryfen vp inche balde heave ozbalve fo 
rebeadertberfore ſhal ¥ preſt loke vpon hin. 
And whan be fyndeth che whyte recd yſty fo 
reryfen vp inbis balde heave or balde fore 
beade,chen fal ? flrynne of che flefl> beas 
lepozous, ther fore is be a leporous man and 
wncleane. Und the preſt ſhall iudge him vn⸗ 
cleane,becanfé of y fame fore vpõ bis heade. 

Who fonowis lepozous,bis clothes ſhal S 
berent,and the heade bare,zthelippes mof- 
fled, and ſhall in eny wyſe be called vnciea- 
ne. 2nd as lenge asthe foreis vpon him, be 
ſhal be vncleane, divell alone, and bane bis 
dwellinge without che hooſt. 

Wyhan the plage of lepzofy is in a cloth. 
whether it be wollen or lynnen,inthe warpe 
$2 weft, wherber it be lynnen o2 wollen, or in 
@ fizynne,oz ineny maner thynge that is ma 
de of fizynne. And whan F plagets pale oz 
recdiflp inthe cloth or fleynnc, either in the 
warpe oz weft, o2 in eny maner thinge that 
is made of ſiꝛ ynne the ſame is ſurely the ple 
ge of leprofy, cherfoze ſhall the preſt loͤbe v- 

on it. And whan be feych the —* ge he ſhal 

hut it vp ſeuen dayes. And vpon the ſeuẽth 
daye whan be ſeyth that ¥ plage bath frett 
farther inthe cloth, inthe warpe or weft. in 
a ſie ynne or in eny meaner thingẽ that is ma 
de of flzynne, then is it a fretinge plage of 
lepzofye,andis on cleane.2ind che cloth ſhai 
beburnt,cither warpe o2 weft, whether itbe 
wollen or ynné,oz eny thynge mave of ſie yn 
ne, wherinis enyſoch py tae Soritisapla- 
ge of lep2ofy, and ſhal be burne wb fyze. 

But yf the preft fe that che plage bath 5 
frete no farther in > cloth, either inebe war 
peorweft, o2 eny thinge made of flzynne, 
then ſhal be cemmaunde to waſh the thin- 
gethat the plageis in, and ſhall flpneic vp 
other fewer Dayes. 2nd whan the preſt eye 
(after that the place is wafflyen)y the pla- 
Seis not chained before bis eyes,and bath 
frett no farther al, yet is it pncleane,z ſhal 
be burnt x fyzc: for itis oe fretẽ inwarde. 
and hath ma de ſit yrfes. Neuertheles whan 
the pꝛeſt feyth that the prynte is vanyſhed 
after the waſhinge of it,chen ſhall be rence 
it out of theclotbe, and of che flzynne, oue 
of the warpe o2 weft. But yf icappeare eny 
moze inthe clothe (either inthe warpe, o2 in 
the weft) or eny maner thingẽ madecf fleyrs 
ne, then ts it a waringe plage:end with frre 
ſhal it be burne chat eny ſoch plage isin. As 
forthe cloth, eit her warpe or weft, or eny ma 
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ner thynge made of flzynnethat is waßſhẽ. 
and the plage be departed front it, ic [halbe 
rwaßſhen once agayne,z chen ts it cleane.~ 

This is thelawe quer the plage of lepro 
fy in clothes, whether chey be wollen ozlyn- 
nẽ (ecberin che warpe oz in cthe weft) and in 
eny maner of chinge made of flzmic, to iud ⸗ 
ge chem cleane or vncleane. 

The XRuu. Chapter. 


a Clothe LORDE ſpate vnto Moſes, 


Mar.t.d 
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and fayde: This is the lawe ouer Fle- 
per,whan be |lpalbe clenfed.- He fipall 
come vnto > preſt, and che pzeft ſhal go enc 


andiz-b of che hooſt, and loke howthe plage of le- 


profycis healed vponche leper. And be ſhal 
commande bim chat is co be clenſed tota- 
ke two lyuinge byrdes, which are cleane,and 
Ceder wodd, and purple woll, and yfope: 
and ſhall commande the one byzde to be 
rylled in an carthen veſſeil oucr [pzynginge 
water, And he ſhall take che lyuynge byrde 
wit h che Ceder wodd, the purple well, and 
ylope, anddyppecbem tn che bloude of che 
{laine byrde vpon the fpzingynge water,and 
ſprenkleit feuen cymes vpon him that muſt 
be clenfed from ¥ lepzofy. 26nd fo clenfebim, 
any lec the lynynge byide flye ac libert ye in 
tothe felde, 

Buc be chacis clenfeb, ſhal wafly his cle- 
thes, and flpaucof allbis bayze, andbarbe 
him elf with water, fo is he cleane. Afrer- 
warde let him go incothe hooſt, yee ſhall be 
tarye without bis tent ſeuen dayes. And v- 

onche ferenth daye ſhal he ſhaue of all ? 

ayre vpon bis heade, vpdbis beerde, vpon 
bis browes ſo that ail che hayre be ſhauen 
of, and be ſhall waſh bis clothes and bathe 
Dis fleflpin water,thenis he cleane. 

And vpð che eight vaye ſhal he rake two 
lambes witboug blemyjl, anda ſhepe of & 
yearc olde without blemyſh, and thie cently 
deales of fyne floure for a meatefferynge, 
myngled wich oyle,z a Logg of oyle. THE 
pall the preſt prefence him that is clenſtd 
and theſe chinges before the LORDE, before 
the dove of the Cabernacle of wytneffe,and 
ſhal take y ouclambe, and effte it foz treſpa 
ce offerynge, with che Logg of oyle, T ſhall 
waue t hem, before * LORDE,andafterwar 
de ſlaye the lambe, where the fynofferynge 
end burncofferynge sre flayne, namely, in 
ebcholy place. For as che fynofferynge, fo is 
the creſpace offerynge che prefies alfo, for 
it is moſt boly. 

And the preſt ſhall take of the bloude of 
che treſpace offerynge, and put it vpon the 
typpe of ¥ right care of bins chat is cléfed, 
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and vpon the thombe of bis right ham 
aud vpon the greate too of bis right fyre. 
A feerwarde Pall be cake of the oyleouc of 
the Logg, and poure it in to bis arvne defe 
hande, and dyppe bis right fynger in the oy 
le chat is in bis left bande, and fpzenFle the 
oyle with bis fynger ſeuen tynies before the 
LORDE. As forthe remnaunt of the oyle 
inbis banve, be fall put ic vpon che typpe 
of therightearc of hum that is clenfed,and 
vpon the thembe of bis right banve,z vpon 
the greate roo of bis right fore, enc aboue 
vpon the blouve of chetrefpace offerynge. 
But t he remnaunt of che oylein bis hanvde, 
[hall be poure vpon ehe heave of bim that 
is clenfed, and mate an atconensent for him 
before the O R D E. And befall mate che 
fynofferynge, and reconcyle bimthatis cie⸗ 
fed, becauſe of bis vnclenneſſe. And after- 
warde fhallbe fleye the burntoffer ynge and 
hal offre it vpon the aleare with the meatof 
ferynge, and make an attonement for bim,z 
than is be cleane. 

But yf bebe poore, and getteth not fo 
moch with bis bande, then ler bimtate one 
lambe foz a tre|paceofferyngeto wane it, to 
make en attonement for bim, and a tenth 
deale of Fyne floure myngled with oyle for 
ameatefferynge,and a Logg of oyle,z two 
turtyll Dones , or two yonge pigeons whidy 
beis able to get with bis banve, let the one 
bea fynofferynge, che other a burntofftryn⸗ 
gerand let hüm bzynge them vpon the eight 
Daye of bis clenſynge vnto che preſt before 
the dove of the Tabernacle of wytneſſẽ befo 
rethe LORDE, 

Chen hall che pꝛeſt tate che lambe for 
the fynofferynge,and the Logg of oyle,and 
hall waue them all before the L OR DE, 
and fley the lambe of the treſpace offeryn- 
Serandcake of $ bloude of the fame trefpe 
ccofferynge, and put it vpon the typpe of 
the righte care of bim that is clenfed, and 
vponthe thombe of bis right bande, and 
vponthe greate too of bis righte fote, and 
poure of the oylein to bis arene lefte ban- 
de,and with bis right fynger fpzentlerbeoy 
le that is in bis left hande ſeuen cymes befo- 
retbeLORDE. 

As for the remnaunt of che oyle in bis 
bande, be ſhal put it vpon the typpe of the 
righteare of bim that is clenfed, and vpor 
the thombe of bis right bande, z vpon the 
Greate coo of bis right fore,euen aboue vps 
¥ blonde of ¥ erefpaceofferynge. Che orber 
oylein bis have hal be poure vps heade 
of bins > is clenfed, co mate an atronemens 


> 


@e 


wap — 
The iij. bofe of Moſes. 
for him be fore the OR DE. And afterwarde 
of the one of the turtill doues oz yonge pi- 
geons ( acordinge as bis andes are able to 
gerbe ſhal make a fynofferynge,of F ober 
& barntofferynge, with che meatofferynge: 
and fo Plpal the preſt make an att onemẽt for 
bim chatis clenfed before the LORDE, 
Lerthis be the lawe for the leper, whidy 
is not able with bis bande to get,chat below 
Seth vnto bis clenfynge. 
Qind the L OR DE [pate vnto Moſes and 
Aaron, and fayde: Vhan yeare come into 
the lande of Canaan, which J gene you to 
poffeffe: and yf there happen a plage of le· 
2ofy in any houſe of youre poffeffion , chert 
foat he chat owcch the boule, comeand tell 
the preft,and faye: Wietbynke therets as it 
avere & plage of lepreſy inmy boule. Then 
Phal che prefEcommaundeto rydde all thyn 
geout of the boule oz ewer the pref go in to 
fe ¥ plage, leſt ali that is nthe boule be ma 
de vncleane.Afrerwarde ſhali F preſt goin, 
to fetbeplage. 

Low whan he loketh, and fyndeth, p the 
rebe holowe ftrates yalowe o2 reedifh inthe 
walles of che houfe, zebey ſeme to be lower 
then the wall befybde,chen [hall be go out ae 
the doze of the bone, and hut vp the boule 
foz fenendayes . And vpon the feuenth daye 
whan be commeth, and feyth that the pla- 
ge bath fretten farther in che walles of the 
boufe,che ſhall be commanndeto bꝛeabe out 
the ſtones wherin the plage is, T to caſt thẽ 
ina foule place without the cite, Tthe houſe 
to be ſcraped within rounde aboute,and the 
duſt His ſcraped ofico be poured wit hout F 
cite in an wncleane place, zto tate other fte- 
nes,and put them inthe place of the otber, 
andtotate otber playfter, and playfter the 


Joule. 

2 Whanthe plage ther commeth agayne, 
and breateeh forth in che boufe, and Febe 
ſtones are broẽ our, the playfter (craped of, 
and the boufe playfterd of. Chenewebe feat 
the preft goimand whan be feyth that the 
plage bach fretten farcher in the houſe then 
is therefurely a fretinge lepzofyin the bou- 
[e,and itis vncleane:therfore ſhalthe boufe 
be broken downe, both the ſtones, and F tym 
ber andall che duſt of the boufé,and ſhal be 
catied out of thecite in to an vncleane pla- 
ce. And who fo goeth into the honfe, whyle 
itis [but vp, ts oncleane vntyli ¥ euen. And 
be Plyerb therin,oz eateth cherin, fal waſh 
bis clocbes. 

But yf che pꝛeſt ſe (wha be gocth imebae 
this plage bath frett no farther in the hou· 
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fe, after that the houſe is new playfterd, thé 
fralbinte ie to be cleane, for ebe plage is 
ealed. 2nd co @ fynofferinge for the boule, 
He ſhal take two byzdes,Ceder WDD, Z pur~ 
ple woll, and yfope, and flayecbe one byrde 
In anerchen vefjell vpon ſprynginge water, 
and flrall tate the Ceder swodd, the purple 
woll,che yfope,and che lyninge byrde dyp 
pethemin tbe bloude of the flayite byrde v⸗ 
ntbe fprynainge water, and fprentle the 
Donte with all ſeuẽ cymes: and fo ſhal be pu 
rifiethe houſe with che blonde of the byzde, 
with the ſpringinge water, with chelyninge 
byrde with the Ceder wodd, with the ype, 
endwith the purple woll. And che lyn ynge 
byzde ſhall be let flye at libertye out of the 
torne into the felde, zmake an attonement 
forthe boufe,and eben is it cleane. 

This isthelawe over all mancr plage of 
leprofyez fltyzfe, ouer y leproſye of cloches 
and of houſes, ouer fores,fcabbes,and gliſte 
rynge whyte, chat it maye be knowne whan 
eny thine is vncleane or cleane. This id * 
laive of leproly. 

Tbe Xv. Chapter. 

Ig Clorhe LORDEtalted with Moſes 

Sf and Aaron, and fayde:Speate tothe 

chilozen of Ffracland fare vnto him: 
Whanamanbatha runn ynge yſſue from 
out of bis fleſth, * ſame is vncleane: but the 
is be vncleane by the reaſon of chis yffue, 
whanbis fleſh is fretten of ¥ yffueoz woun 
de. Luery bev where on be lyeth,z what lo 
ener befytteth vpon ſhalbe oncleane, 

And he that condyeh bis bed fall wally 
bis cloches,and bathe bim felf with water, 
and be wncleane vnt yli the euen. 

And he F ſytteth where be fat, ſhal waſh 
bis clothes,and bathe bim elf with wacer, 
and be oncleane vntyll the euẽ. Who ſo cone 
cheth bis fleſh. ſhall waſh bis dothes,zba- 
the bim lf with water, and be oncleane wie 
tyll che euen. Whan be fpytteth vpon bina 
thatis cleane,¥ fame ſhal wafh bis clothes. 
and bathe bim elf sith water, z be oncles- 

ne vntyll che euen. 

And. che ſaddell and what ſo euer hery- 
deth vps, ſhalbe vncleane.2ind whofocner 
coucherh eny thinge that barbbene vnder 
him, ſhalbe vncleane vnt yil che even. And 
who fo bearcth eny foch, fhall wafh bis clo⸗ 
thes, and bathe bim felf with water,and be 
vncleane vnt yll the cues. 2ind whom fo euer 
betoucheth, and waſheth noe bis handes 
firff,che fame ſhal waſh bis clothes,and ba 
the bimfelf with warer,and be wn cleane wit 
tyll che cuen.* Whan be toucheth an erthen 
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‘veffell, it foal be broken: but the treen veffell 
Phal be renſed w water. And whã beis clee 
ne of bis yffuc, be ſhal nombre vi. dayes,af 
ter phe is made cleane,z wally bis clothes, 
z bathe bim ſelf x fpzynginge water,cheis 
be cleane. And vpon the eight daye [yal be 
takcerwo curtill doues o2 cro yonge pigeds, 
and brynge them before che LORDE before 
the doze of the Tabernacle of wytneffe,and 
geue them vncoche pref. And che preſt ſhal 
mate of the one a ſynofferinge, of the other 
a burntofferynge, and matean attenement 
for bum befoze the LORD E, as concernynge 
bis yffue. 
€ Whanamans fede veparteth from bint 
in flepe, the fame [hal bache all bis flefh x 
water, and be oncleane vnt yll che euen And 
all clot hes, and enery ſle ymie that ts ſtained 
with [och fede, ſhall be waſh wich water,z 
be uncleane vnt yil the euen. A woman, by 
whom ſoch one lyeth , ſhall bathe bir ſelf w 
water, and be vncleane vnt yll che euen. 
Whan a woman bath the bloude yſſue 
of bir flefh, fhe ſhalbe puta parte vij-dates 
Into a fundzie place. Who fo euer toucheth 
er ſhal be vncleane vnt yll che euẽ And all 
that ſhe lyeth vpon (as longe as ſhe is put 
aparte) ſhalbe vncleane. And that ſhe lye 
tech vps, ſhalbe vncleane. And who jd euer 
toucheth bir bed, ſhal waſh bis clotbes,and 
bathe bim felf with water, and be vncleane 
wneyll che euen. And whofe ener coucheth 
eny maner thinge chat ſhe bach fytten vps, 
{hal waſh bis clothes, and batbe bim felf 
with water, and be vncleane vnt yll the euẽ. 
D And yf a man lye with her ( whyle ſhe is 


Leui.is.c puta parte) be ſhalbe vncleane ſenen dayes, 


and che bed chat belaye vpon, ſhalbe vn⸗ 
cleane. 

Bue whan a woman bath bir bleude yf- 
ſue alonge ſeaſon, not onely at the tyme of 
bir nacurall courſe, but alfo out of the tyme 
of bir naturall courfe,then ſhall ſhe be vn⸗ 
cleane ſo longe as ſhe hath the yfjue: ent as 
fheis at theryme whan ſhe is put aparte, 
fe fhall fhe be vncleane bere alfo. What fo 
ener ſhe lyeth vpon allthe tyme of bir yffue, 
fhalbeas bir bed, whan ſhe is put aparte. 
And all chat ſhe ſytteth vpon, flpalbe vn⸗ 
cleane,as is bir uncleneffe, whan ſhe is put 
aparte. Who fo euer toucheth eny of them, 
foal be wn cleane,and ſhal wafly bis clothes, 
and bathe bim ſelf with water , zbewnclea- 
ne vnt yll che even. 

E Bucyf fle be cleane of bir yſſue thẽ foal 
fle nombre ſeuen dayes , afterwarde fhall 
fhe be cleanesand vpon the eight daye fall 


Che xpvi. Chap. Fo. xlix. 
fhetate two turtill doues, or two yonge pi- 
eons, and beynge chem vnto the peftbefo- 
re the doze of the Tabernacle of wytneſfẽ· 
And che pꝛeſt ſhall mate of che ones fynof- 
ferynge, of che orber a burntofferynge, and 
mafean attonement for ber befoze rhe LOR 
D noe concernyngethe yffue of bi vnclen- 
neffe. 

Thus ſhal ye ſe that the hildzé of Iſtael 
Eepecbem felues from their vnclẽneſſẽ that 
they dye noc in their wnclenneffe,whan they 
defyle my habitacion, which is amdge you. 

This is the lawe ouer bim that bath a 
runnynge foze, z bim whofe fede departeth 
from him in flepe,focbat beis vncleane cher 
Of: And ouer her chat bath bir blonde yſſue, 
and who ſo euer bath 4 runnynge fore, whe- 
therit bemanoz woman, andwbhanaman 
lyeth with ber that is oncleane. 

Che Xvi. Chapter. 
ve Livthe LORDE [pate vnto Moſes A 
Sf (after chat Aarons two ſonnes we- 
— 


re deed. whan they offered be fore the Leu· i0. 


LORDEXſayde: Speake vnto Aaron thᷣy 
brother, phe go not at all tymes into > yn- 
nermer Sanctuary, wit hin the vale before 
the Mercyfeate, which is vpon the Arke, F 


Dedye noc: * for J wyll appeare in a cloude exo.4o.e 
vpon > MWbercyfeate.But berewithall fal +Rewv 


be goin, euen with « yonge bulloce for afyn 
Offerynge, and with a ramme for a burncof> 
fermge, and ſhal pucon the boly lynnen al- 

2 and bane lynnen bzeches vpon bis flefly, 
and gyrde bins with ¢ lynnẽ girdell,and ba- 
ue the lynnen myter vpon bis heade. 

Forchele are ¥ holy garmentes. ⁊ he ſhal B 
bathe bis flefl with water,z put chem on:z 
of che cOgregacion of thechildzé of Aſtaeĩ 
be ſhal take trvo be goates for a fynofferyn- 
§e,anderamme for a bumtofferynge. 

2nd Aaron ſhal brynge the bullocke bis 


owne fynofferynge,*and mate an attone⸗ Helw.b 


mẽt for bimfelf and bis boufe:andafterwar 
de ſhall be takethe two goares and pꝛeſent 
them before the L ORDE,euen before the do⸗ 
reof the Tabernacle of witneffe, and ſhall 
caf lottes over the two goates:the lot of 
the one goate forthe L ORDE, and the other 
forthe fre goate. And the goatethat } LOR 
DES lot fell vpon, ſhal be offre for a fynoffe 
rynge.Dut the goate,thattbe fre goates loc 
fell vpon, ſhal be pzefentalyne befoze LOR 
DE, tomate an attonement for bim, and to 
let the fre goate go meo * wyldernes. And 
fo foal be bzyngethe buliocke of bis fynoffe 
rynge,and make an atonement fo2 bimand 
bis houſholde, and fhaléyllbim. 
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nd he ſhall take a confor full of coales 
from the alcare chat ſtonderh before che 

LOR DE, and bis handfull of dcatenincen- 

fe, and baynge chem in within ? vayle,and 

put the incenſe vpon the fyze befoze F LOR 

DE,thatthe cloude of the incenſe maye co- 

ner the Mercyſeate, whic) is vpon the wit~ 

neffz ,chatbe dye noc. 2nd be fhall cate of 
the bloude of the bullocFe, and fpzentle it 
with bis fynger towarde the Mercyſeate 
onthe forcfyde. Seuen tymes ſhall be fpzen- 
rie of the bloude thus with bis fynger befo 
rethe Mercyſeate. ThE ſhalhe kyll che goa 
te whichis che peoples fynofferynge,z bzyn- 
gein of bis blonde withintbevayle, zflyall 
do with bis bloude,as be dyd with the blou- 
be of che bullocte, and ſprenble therwith al- 
fo onthe forefyde towarde the Mercyſtate. 
aid ſo ſhal bereconcyle the Gactuary front 
the vuclenneffe of the dildsé of Iſtacl and 

D fro their treſpaces in all cheir fynnes. Thus 
hal he do vnto the Tabernacle of wytneſ 
fe, which is the habitacion with them ams ⸗ 
ge their vnclenneſſes. 

No man ſhalbe in the Tabernacle of wit 
neſſe, whan be goeth in to matean attone- 
ment in che Sãctuary, vnt yll be go out: and 
fo ſhall he mute an att onement ſor him ſelf 
and bis houſe, and forthe whole congrega- 
cion of Iſtaei. And wha be Ursa forth vn- 
to thealtare chat ſtondech befozrethe LOR- 
DE, be ſhal reconcyleit,and fhaltate of > 
bullockes bloude, and of the goatcs blonde, 
z putit vpon the homes of thealcareroun- 
de gboute. 2nd wich bis fynger fhal be ſprẽ 
Elc of che bloude theron ſeuen tymes,and ba 
Towe it, and confecrate it fromebe vnclen- 
neffe of the childzen of Iſtael. 

4 «= ANd whan he hath made an ende of re- 
concylinge the Sanctuary, andebe Caber- 
nacleof witneſſe, and che altare, be ſhal brin 
gethelynynge goate. 

ThE ſhal Aaron laic both his haves v 
} heave of him, z confeffe ouer him all * 
myfidedes of childeẽ of Iſrael, zallsheir 
trefpaces intheir fynnes,z flyal laye thé vpS 
$F heade of the goate,z by fomeman Fisac 
Hande,flpal he let him runne in to the wilder 
nes: $tbe goate maye fo beare all heir myf- 
dedes vponbiminto > wylderneſſe, and be 
ſhal leaue bim in the wylderneffe. 

And Aaron flyal goin coche Tabernacle 
of witneffe, and put of tbe Lynnen clothes, 
which be put on whs be wenteinto ¥ Sãc 
tuary,and ſhal leaue them there, and bathe 
bis flefly with wacer in ehe holy place, and 
Put on bis arene rayment. 
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And he ſhal go forth,and make his burnt F 
offeringe, and che burntofferinge of the peo 
ple, and mate an attonement both for him 
felf and foe the people, and burne the fat of 
the fynofferynge vponthealsare. But he ¥ 
cated out the fre goate, [yal waſh bis clo- 
thes, and bathe bim felf with wates,z then 
come into thebooft. 

The bullocke of thefynofferynge,and > 
goate of the fynofferynge(mwboje bloude 
was brought in to the Ganctnary tomate 
an attonemẽt)ſhalbe caried out of ? booft, 
zbuent with fyze, both their flzynnes, flefly, 
and donge. Bnd be that burnech chem, fal 
walh bis clothes, and bathe him felf with 
wacer,and chen comein te the hooſt. 

is ſhalbe a perpecualllawe vnto G 


you:D ponebe tench daye of the ſeuenth mo Leuias.¢ 


nech foal yebumble youre foules and dono 
svozke, whether it be one of youre felues, oz 
a ſtraunger amonge you. For in this da ye is 

oure atronemẽt made, that yemaye be clen 
fe from all youre fynnes before the LORDEs 
therfore ſhali icbea fre Sabbath wnto you, 
and ye ſhai humble youre foules. Lec chis be 
a perpetual lawe. 

But ebe preſt that is ano ynted, andwho 
ſe hande was fylledto be preſt in bis fathere 
ſteade fal matcebis attonement. and ſhal 
pue on the lpmen clothes, nanrely the holy 
beſtimẽtes, fo hal be recõcyle theboly Sãs 
tuary, and the Tabernacle of wytneſſe and 
thealtare,and > preſtes, and all che people 


Of the congregacton.” This ſhal bea perpe Bxosat 
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cuaũ lawe vnto you,ebat ye reconcyle ꝰ chil 
—— from all cheir ſynnes once a 
veare. And Moͤſes dyd, as the LORDE cons 
maunded bint. 
The XVI.Chapter. 

Lib F LORDEcalted with MTofes,z A 

fayde: Speate vnto Aaron z bis fon- 

nes,z to all > childrẽ of Ffracl, z faye 
vnto them: This is it that } LORDEbsth 
commannded : What fo ener he be of > bow 
feof Iſtael. bylleth an oreo2 labe,o2 goa · 
te inthe booft, oz out of the hoeſt and bryn · 
geth it not be fore the dore of the Taberna- 
cle of wytneſſẽ t hat it maye be brought vn· 
totheL OR DE for an offerynge before the 
Habitacionof  LORDE, the fame ſhal be 
giltie of blonde,as chonah be bad ſhed blow 
De, and foch a man flpalbe rored out froma 
monge bis people. 

Eherfoꝛe ſhall the childeen of Track B 
brynge their efferynges ( chat ebey wyil 
offic vpon the wyde filde) befezethe L O R- 
DE, enembeforethe doze of the Tabernacle 
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Of witneffé,wnco the preft,z there offretheir 
bealcbofferynges vnto the LORDE.2And the 
preſt foal fpzentle the blonde vpon the alta 
re of che LORD Ebeforethe doze of the Ta 
bernacle of wytneſſe, and burne the fat for 
@ fivete ſauoure vnto the LOR DE:and they 

[hall offic heir offerynges nomoze vnto de- 

uels, with whomtbey go a whorynge. This 

ſhal be a perpetuall iawe vnto them amon 
ge their pofterities. 

CCTher foꝛe ſhaltthou ſaie vnto thẽ: What 
man ſo euer be be of the houſe of Iſrael, oz 
a ſtraunger alfothatis amonge you, which 
offereth a burncofjerynge oz eny other offe- 
rynge,and bringeth it not be fore the doze of 
the Cabernacle of wytneffeto offre it vnto 
the L ORDE,be ſhal be roted ont fromamd 
ge bis people. 

And what man fo ener it beceither of the 
houſe of Iſrael, or a ſtraunger amonge you) 
that eateth eny maner of bloude, aga ynſt 
bim wyll J fee my face, and wil rote bins out 
from amonge bis people: forthe foule of * 
bodyis inthe blonde, and J haue geuen it 
you forthe aleare,that youre foules maye be 
reconcyled ther with: Forthe bloude that 
ts in the ſoule mateth attonement. Ther fe- 
re haue J fayde vnto thechild:en of Iſtael: 
No ſoule amonge you fhalleate blonde, no 
ner eny ſtraunger that dwelleth amonge 

on. 

* And what man ſo ener it be amonge you 

whether bebe of the houſe of Ffrael, oͤr a 

firaunger amdge you)tbat at the buntynge 

taketh a beeft o2 foule which maye be eaten, 

be fall poure out the bloude of the fame, z 

couer it with earth: foz all fleſh lyuech in 

the bloude. 

And FJ haue fayde vnto the childzen of 
Iſrael : Me fall cate che blonde of no body: 
forthelife of all fleſh is in bis bloude. Who 
focuser eateth tt, halbe roced d out. And what 
ſo euer ſoule eateth that which dyed alone, 
or /? was tome of wylde beeſtes ( whether 
be beone of youre felues 02 4 firaunger) che 
fame [hal wafh bis clotbes, and bathe bim- 
felf with water, and be vncleane vntyll che 
euen, and then is be cleane. But yf be waſh 
not his clothes,noz bathe bim ſeif then foal 
be beate bis fynne. 

The XVI. Chapter. 

4 Vd the LORDE talfed wb Moſes ⁊ ſai 
de: Speabe vnto the childeẽ of Iſrael. 
zfaye vnto them: J ametbeL ORDE 

goure God, Ne fhallnocdoafeer $ woꝛkes 
of thelanve of Egipte,wherin ye dwelt:ne- 
ther after che doynges of the landeof Ca- 
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Che xviij. Chap. Fo. l. 
Haan, into the which J will bryn ge you. ye 
ſhal not waite after heir cuftomes, but af⸗ 
ter my lawes ſhall yedo, zmy ſtatutes ſhall 
ye Eepe,that ye maye walke therin: for ant 
the LORDE youre God. Therfoꝛe ſhal ye Ee- 
pe my ſtatutes and my lares.* For the mart 
that docbcbe fame, ſhaͤl live therin, for ans 
the LORDE. 

No mã ſhal come at his nertetinfrwema, 
to vncouer bir pzenycic:foz J am y LORDE. 

Thou fhale noe vncouer F pꝛeuytie of ¥ 
father zof ¥ mother.Je is thy mocher, ther 
fore (ale thou not vncouer bir pꝛeuytie. 

Shou ſhalt not vncouer ¥ pzenyticof y peu.ss.d 
fathers wife, foz itis y facbers pꝛeuytie. and.s7.¢ 

Thou fhale not vncouer the prenytic of oot. n.a 
thy fifter, which is che doughter of y farher 
or of y mother, whether ſhe be borne at ho- 
me oꝛ witbouc. 

Thor ſhalt not vncouer the preuytie of peu a⸗.e 
thy formes doughter, oz of thy doughters sReus.d 
doughter, fo: itis chine awne preuytie. 

Thor fale noe vᷣncouer F preuytie of BW 
fathers wines doughter, which is borne vn⸗ 
to bim,and is thy fiffer. 

Thou ſhalt noc vncouer the pꝛeuytie of 
thy fathers fifter, for it is thy farbersnerte 
kynß woman. 

bon ſhalt not vncouer the preuytie of Leui.so.€ 
thy mot hers ſiſter, for itis y mothers nerce 
kynß woman. 

Thou ſhalt noe vncouer the pzenytie of 
thy fatbers brother,to tate bis wife, fo2 ſhe 
is thine awnte. 

Thou ſhalt not vncouer F preuytie of y Cen.s0.d 
doughter in lawe, for ſhe is y ſonnes wife, Oeu. a/.e 
therfore ſhaltthou not vncouer bir pꝛeuitie. 

Thou ſhalt noe vncouer the pꝛeuytie of Leui. 
thy brothers wife, for it is thy bothers pre- Mar. 
uytie. 

Thou ſhalt not vncouer the preuytie of 
thy wife and of bir doughter alſo, nether 
flale chou tate bir ſonnes doughter or bir 
Doughters doughter,to vncouer their preuy 
ties, for they are bir nerte kynßwomen. 2nd 
itis wicFedneffe. 

Thou fale nce tate awife and hir ſiſter C 
ois o,c vncouer bir prenytic, whyle ſhe is yet Gen. 39.0 
alyue. 

Thou ſhalt not go vito awomantovn- Lreassd 
couer bir preuytie folongeas ſhe bath bir E=eanb 
difeafe in bir vnclenneffe. 

Thou ſhalt notlye with thy — — 
wit fe ee medlewich ber, for to de fyle thy ſelf 
withall. 

Thou ſhalt noe gene of thy ſede alſoto be rey.ao, 
burn nto n oloch ieſt chou ‘enbaleroe te 
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name of thy God, fo: Jam the LORDE. 
Romrd Thou (halt not lye with mank ynde as 
Leu.· ao · with womant ynde, foz is abbominacion. 
peu.a⸗. e ¶ Thou ſhalt lye wich no maner of beeft,to 
defyle y ſelf cherwith. And no woman ſhal 
haue to dowa beeſt for it is abhominacion. 
D — efhaldefyle youre ſelues in none of the 
ſe thinges. Foz y Heithen(whom Fj wil café 
ouc before you) bane feayned chem flues in 
all chefé,andthe londeis defyled there tho- 
row. And their wickedneſſe wyl J vyſet vpS 
them, ſo that the londe [hal fpue out the in · 
dwellers therof. Ther fore kepe yemy ſtatu· 


tes and lawes, and do not one of thefe abho 
minacions, nether one of youre arwne ſelues 
net che firaunger amonge you( foz all ſoch 
abbominacions haue > people of this love 
Done which were before you,z bane defyled 
thclande)ebat the lande [pue not you out al 
ſo whan ye haue defyled it, asic ſpewed out 
the Heythẽ, that were there be fore you. Foz 
who focuer commytte thefe abbominacids, 
the fame foules ſhalbe roted out from amon 
tge their people. Ther fore kepe yemy ſtatu⸗ 
tes,that ye do not after ꝰ abheminabie cuſ⸗ 
tomcs , which were before you, that ye be 
not defylcd cherwith: For Jam the LORDE 
youre God. 
The XIX. Chapter. 

a i¢ Lid ehcL ORDE talted with Moſes, 
9) and fayde: Speaketothe whole con- 
gregacion of the childzert of Iſtael 
Levi.n.g and faye vnto theirs We fall be holy, for I 
ancs0-¢ amboly, euen the LORDE youre God.Ene 
HPEUE ry one feare bis father and his mother. Re- 
pemy boly dayes:foz FJ amebe LORDE you 
re God. Ne ſhal not turne youre felucs vnto 
Sools,z yc ſhal make you no goddes of me- 

tall: for amtheLORDE youre God. 

DB And whan ye wyll offre healebofferyn- 

ges vntotbeL OR DE,then ſhal ye offre tebe, 
Leuitz.b that be mayebe mercifull vnto you, and 
ye foal cate them the fame daye chat ye of⸗ 
fre chem,and on the mozow : what ſo eucr is 
left onchetbirde daye, ſhalbe burnt with fy 
re. But yf eny man cate eherof vpon the 
-thirde daye,tben is be vnholy, and ſhall noe 
be accepted, and the fanie cater ſhal beare 
bis fynne, becaufe be bath vnhaiswed the 
Sanctuary of cheL OR DE:and ſoch a feule 
ſhalbe roted out fromamonge bis people. 

C Whan ehoureapeféebylonve,thou fhale 
Leviss.d not reape Domne the veremof borders of it 
Peus4d rounde aboute, ner gacher ital cleane vp. 

Euen ſo likewyſe thou ſhalt not plucFe thy 
vynyarde cleancal/o,ner gether vp the gra⸗ 
pes that are fallen downe, but ſhait leaue 


The riz. Chap. 


them for ¥ poore and firanngers: for Tj am 
the LORDE youre God. 

Re foal not fteale,netber lye,ner deale fal- 
fely one with another. 

Re ſhal not ſweare falfelyby my name, z Exo.20.b 
fo to wnbalowe thename of chy God: for Marts 4 
YametbeLORDE. 

Chou fhale do y neghboure no wronge, Deut. aa b 
ner robbe bim.* The wortmas laboure ſihhai Tob-4-< 
not byde withthe vnt yll che mornynge. 

Thou ſhalt noc curſe the deaf. Chow D 
ſhalt put no ſtomblynge blocke before ¥ blin Deu ar.· e 
de, but ſhalt feare thy God: for J am che 
LORDE, 

Me ſhall not deale wꝛongeonſly in indg-, 
ment, necber ſhal yeaccepte the perſonne of 
the poorc, ner honourethe parfomne of the 
greate, butthou fhaltindgetby neghboure 
righteonfly. 

Chow ſhalt let no preuy accuſer go amõge 
¥ people. Nether ſhalt thou ſtonde agaynſt 
y neghbours bloude: for J am } LORDE. 

Thou ſhalt not hate thy brother in thine 
bere,» but ſhalt tell y neghbourc bis faute, 
thacthou bearenot fynne for bis fate. 

Thor ſhalt not auenge chy felf, ner beare 
encll will aga ynſt che childrẽ of thy people. 

* Thou flhalelouethy neghboure,asthy E 
felf:fo: Jam the LORDE. eMat. 23.5 

My ſtatutes ſhal yetepe, thatrhon* let 
not ¥ catcll gendre with beeftes of another 
Eynde : nether fowe thy felde with myngled 
fede. Andlet no garment comevponthe, F 
ismirte with wollen and lynnen. 

Whan a man lyeth with a woman, and 
bath co do with ber, which is a bonde wo⸗ 
man, and bath benemedled witball of ano- 
ther man, but not lowſed out,ner bath optay 
ned fredome, it ſhalbe punyſhed, but they 
{yet notfuffredeath, becaufe (lhe was not free 

art be ſhal beynge for bis trefpace wnto * 
LOR DEeuen befoze the dore of the Taber- 
nacle of wytneffea ramme for a trefpace of 
ferynge: andthe preſt flhalmate an artonc- 
ment for bim with che trefpace offerynge be 
fore theL ORDE, concernynge the fynne 
that be bath donc:*foflpall Gedbe merct- Hebtod 
full onto bim , as concernynge bis fynne 
which be bath done. 

What cymeas yeare come inte the lon- 
des and plance all mancr trecs wherof men ~* 
cate, ye ſhall circumciſe tbe foreſle ynne of 
tbe fame with their frutes: thre yeares ſhal 
ye holde them for vncir cumcyſed, fo that ye 
eatetbem net: but in the fourth yeare flpall 
alicbeir frutes be holy and pzayfed onto * 
LORDE. In the fifth yeare ſhall ye cate ebe 
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frutes, and gather them in: fo: Jan $ LOR 
DEyonre Gov. 
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rote out from amonge their people. 
Rf enyfoulecurne him to > ſoyt hſayers 


Ixo.· aa. c 


eui.is.c 
Deut.a7.a 


Leviz.e Re ſhal eate nocbinge w bloude. Re ſhall and erpounders of roFens,fo that he goeth 
Deuieb not regarde ¥ foules cryenge,nerchofeout ¶ a whorynge after them, wyl fer my face a- 
Dayes. gaynft the fanse foule, and wyl rote bim out: 
Leviara ¶ Re ſhal ſhaue no crownes vps yourebes from amonge bis people. Ganctifie youre Leuits.a 
kze.44¢ de, nether ſhalt thou clyppe thy beerde clea —_felues ther fore,z be boly: for J am boly euen ny ine 
ne off. youre God And Eepe ye my ſtatutes, and do ‘OF 
Re ſhal rente out no markes in yourebo- them: for Jam FL RDthat ſanctifieth 
dyfor eny that is decdner makelettres vp> you. 
vyou: for J am the LORDE, Who ſo euer curſeth bis father or his mo B 
Thou ſhalt noc holde thy doughter to ther, ſhail dye the death:bis bisude be vpon exo. 21.6 
whordome,thatthelonve fall not co whor · ¶ im, becanfe be hath cůrſed bis father or — 
dome, and ware full of wickedneſſe. mother. — 
G _Acpemy holy da yes, and ſtonde in awe Se that breabeth wedlocke with eny mãs peu. 23.6 
of my Sanctuaryrfor JamebeLORDE. wife, hal dye the death( both the aduoute- 
aRegasb _ *Refhalnocturney¢ ſeluss to y Goyth rerand > eduontereffeybecaufe be bath bro 


fayers, andarenorbingeatthe erpounders 
of tokts, that ye be nor defyled by chem; for 
Yam etheL OR DE youre God. 

Thou fhale ryfe vp before a graye heave, 
and ſhalt generenerence onto the aged. For 
thon ſhalt feare God: foz J am ¥ LORDE. 

Whan chere dwellech ã firaunger amor 
ge youtn youre londe, ye ſhall noe vere bint, 
he (hal divell with you, even as one that is 
at bome amonge you, z chou ſhalt love bins 
as ¥ felfi for ye youre felucs allo were ſtraun 
gers in the lande of Egipte. 3 am the LOR 
DE youre God. 

Reflal nocdveale weSgeoufly in indgmet, 
with meteyarde, with weight, with meafis- 
re: BWerue balaunce, a trueweight, a crue 
pba, a true Hin ſhalbe amẽ ge you. Gor JI 
em theL ORDE youre Gov, which brow: 
you out ofthe londe of Egipte, that ye ſhul 
de kepe z do all my ſtatutes and lawes : foz 
Bam theLORDE. 

The Xx. Chapter. 

% Vd the L ORDE talted with Moſes, 
of and faide:Tell che dildzen of Iſrael: 

+ Who fo ener be be amonge the chil- 
dren of Iſrael. (02 eny fEraunger that dwel · 
leth in Iſtael) which geucth of bis fede vn⸗ 
tottolocd,the fame [all dye the deathrthe 
people of the Lande ſhal fEone bins,z J wyll 
jet my face agaynſt that man, and wll rote 
him out from amoge bis people, becauſe be 
bath geuen of bis fede vnto Moloch. and de 
fyled my Sanctuary, z vnhalowed my boly 
name. And though the people of the londe 
loke thozow the fyngers vpon chat man, 
whid bath geuen of bis fede vnro Moloch, 
fotbarthey put bim noe to death, yet wyl I 
fecmy faceagaynféthe fame man,zagaynfe 
bis gencracton : And bim, and all that go & 
sebozynge with him after Moloch, wyll J 


Ben wedlocke with bis neghbours wife. 

Rf eny man lye with bis fathers wife, fo 
$ be vncouer bis fathers prenyte, they ſhal 
both dyethe death: their blonde be vpo thé, 

Rf eny man lye wh bis doughter in lawe, 
they [hall dye both of them, fozthey haue 
wꝛought abbominacion : their blonde be v⸗ 
pon them. 

Rf enyman lye with che mankynde, as 
sith womantynde, they bane wrought ab- 
bominacion, z [hal both dye the death:theit 
bloude be vpon chem. 

Rf eny man tateawyfe, and bir mother 
there ,the fame bath wrought wickedness 
Be ſhalbe burne with fyze,and fo fal they al 
fo,that there beng wickednes amoge you. 

Rf enyman lye with « beeft,he ſhall dye 
the death, and the beeft ſhal be flayne. 

Rfa womanmedie with a beef€, fo p fhe 
haue todo wb it,thon ſhalt put her to death, 
and the beeſt alfo, they ſhall dye the death: 
their bloudebe vpon them. 

Rfeny man tate bis ſiſter, bis fathers 
doughter, oz bis mothers doughter,and fe 
bir prenyce,and fhe agayne fe bis fecretes, it 
is a wicked thinge. They fhalbe roted out 
Inthe fighe of their people. For he bath vn- 
—— bis ſiſters preuyte, be ſhal beare bis 

ynne. 

Rf man lye with a woman in the tyme 
of hit ſick neſſe, and vncouer bir fecretes, z 
open vp bir founteyne, and fhe vncouer the 
fountayne of bir bionde they ſhali both be 
roted out from amonge their people. 

Thou ſhalt noc vncouer the prenytic of 
thy mothers fifter,and of thy ſat hers fifter: 
for ſoch onebath vncouereð bis nerte kynſ⸗ 
woman, and they ſhal beare their ſynne. 

Rfeny man lye with bis vncles wyfe, the 
Tame bath oncoucred the preuyrie of bis vn 
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ele:they pal beare their fynne,witbout chil · 
‘dren foal they dye. 

= Uf eny man take bis brothers wyfe, ** 
is an vncleane thinge : they ſhalbe without 
children, becauſe be bath vncouered bis bro⸗ 
thers ſecretes. 

So kepe now all myſtatutes z my lawes, 
zdothem, Hebe love whither J brynge you 
to dwell therin ſpewe you not out. 2nd wal 
ke not ye in ¥ ſtatutes of the Heithen, which 
I ſhal caſt out before you* Fo: all ſoch chin 
Ses baue they donc, z 7 haue abhoꝛred thẽ. 

But F faye vnto you: Re fhall poffeffe 
their londe. For J wyll gene you to enberi- 
tance @ lode, that florocth with mylte and 
bony . J amtheL OR DE youre God, which 
baueeparated you from ebe nactons, that 
ye alfo ſhulde ſeparate the cleane beeftes fr 
the vncleane, andebe vncleane foules from 
the cleane: znot to defyle youre ſoules vpon 
beeſtes, vpon foules z vponall that crepeth 
on the grounde: whidy J bane ſeparated vñ 
to you, that they ſhulde be wncleane.Cherfo 
re ſhall yebe holy vnto me:for J che LOR- 
D Eambely, which banc feparated you frõẽ 
thenacions,that yc ſhulde be myne. 

Rf man oz woman be a foythfayer oz 
an expounbder of tokens , the fame ſhall dye 
thedeach:they flpalbe toned, their blonde be 
vpon them. 

The xx. Chapter. 

Ltd the LORDEfayde vnto Moſes: 

Speake to ¥ preſtes ¥ fonnes of Aa-⸗ 

ron,z faye onto ther preft ſhal defy 
le him ſelf vpé no foule of bis people,but v- 
ponbis nercetynne p belongeth vnto him: 
aS vpon his mother, vps bis father, vps bis 
fonne, vps bis doughter, vpon bis bzotber,z 
vpon bis fifter, whic) is yet a virgin, z bath 
bene no mans wife( which belongeth vnto 
Dim)vpon ber maie he defyle himfelf. Moro 
ner be ſhal net defyle him felf vps eny ruler 
tn bis people,to wnbalowe bim jelf. 

* de fhallmate no crowne alfo vpon bis 
heave, ner ſhaue of bis beerd, nether ſhall 
they cut out eny martes ĩ their fleflye. Chey 


ſhaibe bely vnto their God, and nor vn- 


halowe > name of their God: foztbey offre 
the facrifice of the LORDE, the bzed of their 
God, cher fore ſhal they ke boly. 

They ſhal take no whore, ner one that is 
defyled, oz $ ts put awaye from bir hußban 
de, for beis holy vnto bis Goo:eberfore flyal 
be fanctifie him felf, for be effteth the bied of 
thy God.He ſhal be boly vnto the, fez Fant 
Holy, euen che LORDE chat fenctifieth you. 

Rf a preſtes doug hter fall co wbounge, 


Lhe xxij. Chap. 
He fhalbe burnt with fyze, for ut pied ſha⸗ 


med bir father. He that ts bye preſt an ovnge 
bis brethren, vpõ whofe headeche anoyntin 
geoyle is poured, and bis bande fylled(p be 
might be arayed with the veftimentes: 

not wncouer bis heave, ner cut bis clothes,z 


foal come at no deed, +z ſhal defyle him ſelf Luc.s.£ 


nether vpon father ner mother. Se fall noc 
gooutof the SGanctuary,that be vnhalorve 
notthe Sanctuary of bis God. For F crow 
neof the anoyntinge oyle of bis God is v- 
pon him, for JamtbeLORDE, 

A virgin fhal hecateto wife, but no we- 
done, ner deuorſed, ner defyled, nex whore, 
but a virgin of bis arene —— berate 
towife, phe wnbalowe not bis fede amonge 
bis people. Foz FJ am ¥ LORDE, which fanc- 
tifie bin. 


nd y LORDE talked wh Miofes,z ſayde⸗ 
Speake vnto Aaron,z faic: 2f therc bea ble 
myſh vpð eny of y ſede in yo genevacions, 
the fame ſhal not preaffe co off e the bied of 
bis God:+ For who focuer bathe blemyſh 
vpon bim, flhal noc come nere,wherber bebe 
blynde lame, with an euell fauoureð nofé, c 
eny myßſhappen membre, or § hath a bro⸗ 
Een fore o2 bande,oz is crote backed, or bach 
eny blemyfl in ehe eye, or is gleyd, 02 is flzyz 
vye $2 feanlde,o2 bath bis ftones broken. 
Who fo cuer now of che ſede of Aaron F D 
prefE bach eny blemyfly vps bim, ſhal not co 
menycto offre ¥ factificeof the LORDE. Soe 
be bath a deformyte. Ther ſore ſhall be not 
caffe onto rhe bred of bis God,to offre it. 
otwithſtondinge be flyaleate of the bred 
of bis God, both of the holy ⁊ of * moſt bo 
ly: but be fhal noe go into F vayle,ner come 
nyetbealcare (foz * moch as be bath a ble- 
myflp vpd bim) he wnbealowenct my Gace 
— ams } LORDE $ fanctifieth the. 
2nd Moſeẽs fpake this vnto Aaron zto bis 
fonnes,and to all che children of Tfracl. 
The Xxil. Chapter. 
2¢ LTd the LORDE talted with Moſes, 
Sf fayve: S peaFe vnto Aaron, z bis fon- 
nes, they abfteyne from $ balowed 
thinges of the childeẽ of Iſtael, which they 
hauẽ balowed vntome,z $ they wnbalowe 
notmy bely name:foz Fj am ¥ LORDE. Saie 
now onto them z their poficrities : Whole 
ener be be of yo fede, § commeth nye vᷣnto 
the boly chinges, which the childrẽ of Gfrack 
balowe vnto the LORDE, z fo defyleth him 
felf vpon the fame, bis ſoule ſhal periflyc bee 
fore my face:for J amtbeLORDE, 
Who fo ener of che fede of Aaron is a le⸗ 
Per, or bath a runnynge yflue, ſhall noe cate 
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of the holy ehinges,tyll be be clenfed. YObo 
ſo toucheth eny vncleane chinge, oz whoſe ſe 
de departeth from him by night, oz who ſo 
toucheth eny worme chat is vncleane vnto 
bim,ora mz Fis vncleane vnto him, ẽ what 
foeucr defylech bi, loke what fouletoucherh 
eny ſoch, ts uncleane vntyll the euen, z ſhail 
noceate of the boly thinges, buc Pall firfé 
bath bis flefh with water. And whã ¥ Son 
ste is Gone downe, and be cleane , chenmaye 
be eatetherof, for it is bis foove. Lote what 
Dyech alonc,oz ts rent of wylde beeſtes, ſhall 
be noteate, py bebenot vncleane theron: for 
Jam ¥ LORDE.Therfore ſhal they kepe my 
fawe, Pebeyladenot ſynne vponthem,z dye 
therin, whan they vnbalowe chem felues in 
te, Gor Jam ? LORDE, Phalowe them. 

BS = Aftraunger ſhal noc eate ofthe holy chit 
ges,ner ant houſholde geft of the preftcs,ner 
anbyzed feruatic. But yf F preſt bye a foule 
for bis money, fame maye eace cherof. 2nd 
loke whois bome in bis houſe, mayecate of 
bis bred alfo. Neuertheles yf che preſtes 
Doughecr be a fEraungers wrfe, ſhe ſhal noe 
eate of the Heucofferinges of bolynes. But 
yYf fhe be a wedowe, or deuorced, oz haue no 
fede,z commeth agayne to bir fathers houſe 
as a fore ( whan ſhe was yet a maydenin bir 
fatbers bonfé )then ſhall ſhe eate of bir fa- 
thers beep, But no ſtraũger flpaleate rherof- 

Whofoels eateth of the halved ebyn- 
Ses, vnwyttingly. ſhal puc > fifeh parce che 
re vnto, and gencit vnto the preft with the 
Halowed thinge,that they vnhalowe not F 
dalowed chinges of the children of Iſtael. 
which they Heue vp vncotheL OR DE, lefé 
theylave them felues with myfdoinge and 
tre{ pace, whã they eate their balowed thyn 
ges, foz J am $LORDE which halowe thé. 
C And SLOPRDEcaltedw Moſes, ⁊ faide: 
i Speake vnto Aaron ⁊ his fonnes,zto all * 
Devessc childré of Iſtael: · What fo ener Iſraelite or 
andi7a Graunger in Iſtael wyll do bis offerynge, 
vebetber it becheir vowe. 02 of fre wyl that 
they wyll offie a burncofferynge unto the 
LOR DE, to reconcyle them felues, it flpalbe 
amale,and wit hout blemyſh.of the oxen, or 
lambes or goates. · What fo euer bath eny 
biemiſh ſhal cheynot offre, for they ſiyal fyn 
de no fauoure therwith. 
nd who fe wyl offre an healthofferinge 
vnt o the L OR DEto feparate out a vore,oz 
of fre wyl, oren 02 ſhepe, it ſhalbe without 
biem yſhe Fit maye be accepted. It fal ba- 
ue no deformite. Nf it be Llynde,o2 bzoFE, oz 
wounded, or haue a wen,o2 flzyzvye,oz feab- 
bed, they final offre none foc vnto the LOR 


Malab 


Khe xxiij. Chap. Ao. li. 
D Kner putian offerynge of erty ſoch vps the 
altare of the LOR DE. 

norco: fhepe Hath myßſhappẽ ment 

bres, or no rompe, mayeſt then offre of a fre 
wyll: but to a vowe it maye not be accepted, 
Chen fhale offre alfo vnto che LORDEno- 
thinge p is binfed, o2 broFen,oz rent, or cutt 
ont,z ye flyat do no ſoch in youre londe. Mor 
ouer ye fall offre no bred vnto youre God 
of a firaungers bande : for it 8 marred of 
bim,and be bach a deformite, therfore ſhal it 
not be acce pted foz you. 

And the LORDE [pate vnto LiFofes, z fay D 
de: Whã an ore, or labe, o2 goate is brought 
forth, ic ſhal be feuen dayes with the dame, 
and vpon the eight dayez thera fter it maie 
be offered vnto che LORDE, thẽ is it ac 
ted. Whether it be ore or lambẽ, it ſhall not 
beflayne with bis yongein one da ye. 

Dut whã ye wil offre a chatoffringe vn 
tothe LORDE fit maye be accepted, ye [hat 
cate it the fame daye, z Bepe nothinge ouer 
vnt yll che moznynge: for 3 am the LORD E. 

Ther fore Eepenow my commaund<ementes, 
and do them: foz J am the LORDE, $ye vn 
balowe not my boly name, z that FJ maye 
be balowed amonge the childzen of Iſtael. 
For Jam hethat halowe you,ené ¥ LORDE, 
which broughe you ont of * lode of Egipec, 
HJmight be yor God:Euen FZ ¥LORDE. 
The XX. Chapter. 

Lid the LORDE talted with NTofes,z A 
Of fayde:Speate vnto ? chilvren of GE 

ral, and faye onto tbheny Theſe ave * 
feaſtes of the LORDE, whic ye final call bo 
lydayes. Sire dayes [nit chou wore, but Exo.21.b 
che ſeuenth date is the reſt of che Sabbath, 
and ſhalbẽ called boly. We fhal dono worke 
therin, for itis the Sabbath of the LORDE, 
where fo ener yc Dwell. 

Theſe are the feaftes of the LORDE, Fare 
called holy which ye fhal call youre feafics: 

+ Apon F fourtenedaye of FfirfEmonceh at Exo.r.c 
euent,ts the LORDES after.2ind vpon > fif Ne22-¢ 
tense daye of the famemoncth is the feaft of "4" 
vnleuẽded bred of the LORDE.T ben fall ye 

cate vnlenended bied ſeuen dayes. 

The firft date ſhalbe called holy amonge B 
you, ye ſhal dono worke of bSdace therin, z Nu-2.€ 
feuẽ dates ſhal ye offre vnto $LORDE.The 
fentth daie ſhalbe called Holy litewife, wher 
in ye ſhal 90 no worke of bondane alfo. 

2nd ¥ LORDE talked x Moſes ⁊ ſayde: 
Speaketo thechildzé of Fftael,z faye vnto 
them:+ Whan ye comeinto the lande $F 
{hall gene you, andreape Downe youre bat- 
weft, ye (hal brynge a ſhefe of che firft frutes 
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of youre harueſt onto the pꝛeſt thẽ fall the 
Phefe be waueð before the LORDE, that ye 


The xxiij. Chap, 


faydex Vponthe tench daye in this ſenenth Leuiswg 
moneth is the Daye of reconcylinge, which Nv +7 % 
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ina ye be accepted: but this yal the preſt do 

thenerte daye afterche Sabbath.2ind ? ſa 

me daie that ye fhefe is waned,fhal ye offre 

@burncofferinge onto che LOR DEof alam 

be which is without blemyſh and of one yew 

re olde, xb the meatofferynge, two tenth dex 
les of fyne floure mengled with oyle, for an 
offerynge of a fivete fauoure onto the LOR- 

DE:z thedzyntofferynge alſo, euẽ che fourth 

parte of an Hin of wyne. 
€ “And ye ſhaii eate nether bred, nor cakes, 
ner furmentye (of new come) tyll che fame 
daye chat ye beynge an offerynge vnto you- 
re Gov. This fhalbe a lawe vnto youre pof- 
terities, where ſo euer ye dwell. 

Then fal ye nombre(from the nexte daye 

afcerthe Sabbath, whan ye brought ¥ Wa 
nefhefe)feuen whole wetes, ontyll the nerte 
daie after ¥ ſeuẽch wete,namely,fiftiedaies, 
fhal ye nombue, and offre new meatofferyn- 
ges vnto the LOR DE.And out of all youre 
Dwwellinges ſhal ye offre,namely,two Waue 
loaues of two tenth deales of Fyne flourele 
uẽ ded and baten forthe first fruces vnto * 
LORDE, 2nd with youre bied ye ſhal beynt- 
ge ſeuen lambes of one yeare olde without 
blemyfh,and a yonge bullocke and two ram 
mes: this ſhalbe the LORDES burntoffer yn 
ge, meatofferynge, and drynkoffrynge. This 
is a ſacrifice of a ſwete ſauoure vnto the 
LORDE, 
D _— Wiorouer ye fal offre an be goate for 
fynofferynge, and two lambes of a yeare ol- 
de for an bealebofferynge.2ind > preft hal 
waue it vpon the bzed of the firſt frutes be- 
forecheL OR DE with the twolambes: And 
they ſhalbe boly vnto the L OR DE, and ſhal 
bethe preftes. And this daye ſhal ye procla- 
me, for it [halbe called boly amonge you:no 
fernyle work ſhal ye do therin. A perpetnall 
lawe fhall icbeamongey¢ pofterities, whe 
re ſo euer ye dwell. 

Whan yereape downe ? harueſt of you 


che felde, ner gather vp all, but ſhal leaue it 
for the poore and ſtraungers. Fj amtbeLOR 
DE youre God. 
2nd F LOR DEegléed with Moſes, and 
{ayde:Speate vnto che hildzen of Iſrael 
fayex« Vpon che firſt daye of the feuenth mo 
neth fal ye baue the boly reff of the remem 
braunce of blowinge , wherin ye ſhal do no 
feruyle woke, and ye hal offte facrifice vn⸗ 
tothe LORDE. 
E  AndebeL OR DE fpake vnto Moſes, ano 


albe an boly conuocacion > you.me ſhal 
umble youre foules cherin , and offre onto 
the LORDE, and ſhaldo no fernyle worte in 
this daye: for itis the daye of attonement, 
that ye maye be reconcyled before the LOR- 
DE youre God. Foz what foule [> ever hum 
bleth noc him (elf vpon this daye, the fame 
Phalbe roted out from amonge bis people. 
And wbat foule fo euer doch eny woꝛke this 
Daye, the fame wil J defEroye from amonge 
bis people :therfoze fall ye do no worke. 
This ſhalbe a perpetuall lawe vnto youre 
poſterities, where jd ener ye dwell, It is the 
reſt of youre Sabbath, that ye maye bum- 
ble youre ſoules. Vpon the nyenth daye of F 
moneth at euen, ſhal ye kepẽ this holy da ye 
from the euen forth vntyll theeuẽ agayne. 

And the LORDE taiked with Moſes, F 
ſayde: Vponthe fiftene daye of the ſeuenth 
moͤneth, is the feaſt of Tabernacles ſeuen + 
dayes vᷣnto the L ORDE.Cbe firſt daye ſhal 
bean holy cõuocacion:no ſeruyle worke hal 
yedo cherin. Seven dayes ſhai ye offre vnto 
the LORDE. The eight da ye ſhalbe an holy 
conuocacion vnto you alfo,and ye ſhal offre 
vnto the LORDE: fozitis the daye of gathe- 
78 together: VNo feruyle worke hall ye do 
therin. 

Theſe are the holy daies of the LORDE, 
which ye [hall pꝛoelame and holde for boly 
conuocacions , that yemaye offre onto the 
LORDE burncofferynges, meatofferynges, 
drynEofferynges and ocber offerynges, ence 
ry one acordinge to bis Saye,befyde } Gab 
bathes of * ° — youre giftes, and 
vowes, and frewyloffer ynges, that ye offre 
wntotheLORDE. — saa 

So vpon the fiftene daye of che feuenth S 
moneth, whan ye haue brought in che incre 
feof the londe, ye ſhall kepe theL ORDES 
feaft ſeuen dayes Tonge. Tbe firfEdaye foal- 
be kepte holy dayc, andebe eight daye fhal- 
betepte boly daye alſo · And vpon the ſirſt 
daie ye ſhaltake of * goodly frutefirll erees, 
braundyes of palmetrees, zbowes of thie⸗ 

Ee trees, and Wyllies of the broke, and feue 
dayes [hal ye bemery before } LORDE you 
reGod:and thus [yal ye kepe the feaſt onto 
theLORDE fenen dayes inthe yeare. This 
ſhalbe ¢ perpetual laweamonge youre po 
terities, chat they Eepeboly dayethusin * 
feuenth moneth. Geuendayes [hal ye dwell 
in bot hes. Who ſo euer is an Iſtaelite borne, 
Hal dwell int botihes, that they which come 
after you,maye knowe how that I made F, 


A 


Exo.27-d 


Khe ti. bole of Moſes. 
children of Iſrael to dwell in boebes , what 
brꝛrought chem ont of the (sve of Egipte. 
Sj aus che L ORDE youre God. 2nd Mofes 
tolde che childzenof Iſrael theſe holy daies 
of the LORDE. 

The Xxill. Chapter. 
I¢ VUd the LORDE {pate vnto Moſes. 
9 zfayde:Comaunde che children of Iſ 
el, chat they bzynge pure oyle oiyñe 
besten for lighres, thacic mays be allroaye 
put inthe lampes, without before tbe vayle 
Of wytneſſe in the Tabernacle of wytneſſe. 
And Aaron Phall dzeffe te allwaye at euen 
in } mornynge befoze the LORDE. Let this 
be a perpecnall lawe vnto youre poſterities. 
Tbe lãpes ſhal he dꝛeſſe vpon the pure cart 
dilſticke before the LOR DE perpetually. 
B = - Andebou ſhalt take fyne flonre, and ba- 

Bxo2s¢ tbe twolue cates therofitwo tẽth deales ſhal 
enery cate bane, Tthou ſhalt laye them fire 
on a rowe vps the pure tablebefore theLOR 
DE. And vpon the fame ſhalt choulaye pu- 
ve frantencenje, chat it maye be bred of re- 
memb:aunce for an offerynge vento FL OR- 
DEuery Sabbath fhalbe p:epare thé be- 
fore the LOR DEallwayc,and receaue them 
of the children of Iſt ael fozan euerlaſtin⸗ 

aRe.an.a ge couenaunt. · And they ſhalbe Aarons ⁊ 
Gd bis ſonnes, which [hal eate them in the 
boly place. For this is bis meft holy of the 
offerynges of cheL OR DE fora perpetuall 
dewt ye. 

CAnd there wente out an Iſraelitiſh wo- 
mans ſonne, which was the childe of amar 
of Egipte(amoncre the childꝛen of Iſtael) 
and ſtroue in ¥ hooͤſt with a man of Iſrael. 

Exo20.b »znamedtbename of Godblafpbemonfly, 
zcurfed. Then breught they b:v; vnto Mo⸗ 
fes . His mothers name was Selemith, the 
dougbter of Dibzi, of che crybe of Dar. 
* And chey put him in prefers, cyll they were 

in fourmed by themouch of the LOR DE. 


Nu.iz.d 


LOR DEjpate vnto Moſes and 
ſavde: age him chat curſed, our of the 
Hooft, and let all thẽ chat herde ir, layetheur 


wwe 

Khe rev. Chap. Ao. liij. 
handes vpon bis heave, and let the whole 
congregacion ſtone bim. And faye onto the 
dhild2é of Iraen. Who ſo ener blafpbemeth 
bis God, fhatl beare bis fynne : and be chat 
Dlafpbemech che name of the L OR DE, fhal 
dye the death. Che whole congregacis ſhal 
ſtone bim. 2s che firaunger, fo fal be of che 
houſholde be alfo. nfbe blafpheme the na- 
me he ſhal dye. 

He that flayeth a man, ſhall dye $ death. 
but be chat flayerh a beet, ſhall paye for it. 
Soule foz foule. And he that maͤ ymeth bis 
neghboure, it ſhall be Done vnto him, ence 
as be bath done: brobe for broke. eye for eye, 
tothe for tothe: euen as he hath maymed a 
a man ſo ſhal it be done vnto bimagayne, ſo 
that. who fo flayech a beeſt. ſhall paye for itr 
But he that ſlayeth a man, ſhal ðye. Chere 
ſhal be one maner oflarce amonge yeut,co > 
ſtraunger asco one of youre felues: for ans 
the LORDE youre Gov. 

Moſes colde the children of Hfracl. And 
they brought bim that bad curfed, eut of * 
hooſt and fioned bun. Thus dyd the childrẽ 
Of Iſtael as the LORDE cOmaunded Moſes. 


The Xxv. Chapter. 
| Cio tbe LORDE ealted with Moſes 


D 


Exo.at.b 
De 


p.4 

vpon mount Sinai, and fayde: Spea- 

Ee co the dyildzen of Iſtael, and faye 
vnto them: Whan ye comeinco the lonve, 
FJ fal gene you, thelonde flalreft vnto che 
LORDE, [0 chat chou fore chy felde fire yea- 
res, and ſire yeares cut y vynes, aud garber 
in che fruces.5ut in the feuenth yeare che lS 
de fhalbaue bis Sabbath of reft fora Sab- 
bath onto che LORDE,wherin chou yale noe 
Ree ty five ner cut thy vynes. 

ofc what groweth of ic ſelf aſter th 

harueſt, thou ſhalt not reape it. — ore 
pes that gromwe without chylaboure, [hale 
thou noc gather, for ſo moch as itisthe yea 
reofthe londes reſt: But the reft of che lon⸗ 
de flpale chou tepe for this intent, that thou 
ma yeſt cate therof thy ſeruaunte, thy may- 
de thy hyrelmge,thy geſt, thy ſtraũ ger with 
the,tby catell , and the beeſtes int hy londe. 
Allebe increaſe ſhal be meate. 

And thon ſhalt nombre ſeuen of theſe yea 
xe Sabbathes,that ſeuen yeares maye terol 
De ſeuen tymes. and ſo the tyme of the ſruen 
yeare Sabbathes mate nyne and fourtye 
yeares . Then fhale thou let che blaft ef the 
borne gothorow ell youre londe, vponthe 
tenth daye of the ſeuenth monech, enenin * 
Daye of attonement. And ye fal hale we che 
fiſtieth yeare, and ſhall call ita fee yeare in > 


Bxo. a⸗ · b 
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The ti. bole of AMoſes. 


Tonde, for all them char dwell therin: ſor itis 


Eze.45.¢ the yearc of Jubilye. «Cher ſhall euery one 


amonge you ccme agayne tovis poſſeſſion 
and to bis Eynred:for the fiftiech yeareis * 

yeare of Jubil ye. Me ſhal noc fore ner reape 

it that groweth oftt ſelf ner gather the gra- 

pes, that growe wit hout laboure. For che 

yeare of Jubilye [pall be holy amonge you. 
Dut loke what the felve beareth, chat ſhall 

ye eate. This isthe yeare of Jubil ye, wherin 

ye ſhal comeagainecuery man to bis orone. 

C  Lrtow whan thou ſelleſt ought onto thy 

neghboure,oz byeſt eny thinge of bim, there 

ſhal none of you oppreffe bis brother: but a- 

cordinge to the nombre of the yeare of Jubi 
Tye * thou bye it of him: and acordinge 

tothe nombrꝛe of the yeares of increaſe ſhall 
be ſell it unto che. Acordinge co che multitu · 

de ofthe yeares ſhalt thou rayſe che pryce 
and acordynge to the feroneffe of che yeares 

fhale chou myniſh che pryce:foz be ſhall fell 

tc vnto the acordinge tothe nombre of che 
increafe. Therforclerno man defraude bis 
negbboure,buc feare y God. For J amthe 
LORDE youre Gov. Wher fore do afcer my 
ſtatutes, and kepe my lawes, fo $ yedotbhem 
that ye maye dwell fa fe in the londe. For the 
londe ſhal gene you bir frute, ſo that yc ſhal 
bane ynough to eate, and dwell ſa fe therin. 
nd yf ye wolde ſaye: What ſhall we ea, 

te in the ſeuenth yeare,inas moch as we ſhal 
not fowe,ner gather in oure increaſe: J wyll 
fendemy bleffynge vpon you in thefirre yea- 

re that it ſhai brynge fou: frute for thre yea 

D re:fotbat ye fost fowe in $ eight yeare,and 
eate ofthe olve frute vnt yll the nyenth yea- 

re, that ye maye eate ofthe olde tyll new fru 
tes come agayne. Therfore ſhall ye not fell 


Plal.sza_ the londe for euer,* ſor the lsðdde is myne. And 


ye are ſtraungers and indwellers before me. 
And inall yourelande fall ye gene the lon- 
de to lowfe. 


The xxv. Chap, 


Se that fellech a dwellinge houſe within E 
the walles of che cite, bach an whole yeare 
tefpyte to lorvſẽ it out aga yne: chat [pall be 
the cyme,roberin be mayeredeme it. But yf 
De redeme it not afozethe whole yeare be out 
then fal be that bought tt, and bis ſucceſ⸗ 
fours Eepe it for ever, andit ſhall not go ont 
lowfe in che yeare of Gubylic . Neuertheles 
yf it be anboufein a vyllage that bath no 
wall aboute it, it ſhall be councedlite vᷣnto 
the felde ofthe coiscre,and maye be redemed 
am ſhal go ont fre in the yeare of Jubilye. 

The cities ofthe Lenites,and the houſes 
inthe cities chat their poffeffion is in, maye 
allvoaye beredemed. YWObo (d purchaceth 
ought ofthe Leuites, ſhal ieaue it in the yea 
re ðf Jubilye whecher it be houſe or cite chat 
be bath bad in poffeffion. Fo: the houſes in 
the cities of che Leuites are their poffeffion 
amongetbe children of Iſrael. Bucche fel- 
de before cheir cities fal not be folve, for it 
ts cheir arone fez ener. 

Oban thy biorher wareth poore,and fal F 
leth in deca ye befyocthe,thou ſhalt receaue 
him as a ſtraunger, or geft, chat he maye ly⸗ 
ue by ther and thou ſhaittake no· vſury of 


feare thy God, that thy brother mayelyue 
beſydes che. Foz thou ſhalt not lende bim y 
money vpon vſury, ner delyuer him chy mee 
te vpon vauntage. For Jam the LORE ye 
Gov, whic haue brought you out ofthe lõ⸗ 
de of Egipte, to geue youtbelanvde of Ce- 
naan,andto be youre God. 

Oban eby brorher wareth poore beſyde 
the, and ſelleth himſelf vnto the, thon fhale 
not holde him as above mãrbut asan hyred 
ſeruaunte and as a ſoiourner ſhall be be c 
the,andferuethe vntyll > yeareof Jubilye. 
Then Phalbe departe lowe from the, z bis 
hildrẽ with bim, ⁊ ſhal rerurne to bis awne 
Einred,and to bis fathers poſſeſſ on: fez they 


Exo.22.¢ 
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bim,ner moze then thou baft gené,but flpale EX5 188 


Exo ata 
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tereageb 


Nu.s6.c Whan eby brother wareth poore,and ſel· aremy feruauntes, whem % biought out of 
—— leth > bis poſſe ſſon and his nexte kynßmã the londe of Egipte. Therfore ſhai they noe 


commethtob:m, 9 bemayeredemeit:then befolde like bond men Andehon ſhaie not 


hall beredeme that bis brother ſolde. But 
whan aman bath none to redeme it, and cã 
get ſo moch with bis bande as to redeme o- 
ne parte, then ſhallit be rekened hew many 
yeares it bath bene ſolde, andthe remnamne 
[bal be reſtored vnto bim to whom be ſolde 
tc, ¥ he maie come agayne to bis poffeffion. 
Dut yfbis bande can noe gee fo mod), asco 
baue one parte agayne,the fhal icp he ſolde 
be féyll in the haude of the bycr vntyll $ yea 
re of Jubilye: In F fame ſhal it go out, and 
returne to bis oroner agayne. 


raigne ouer them wit h crucleie, but fhale fee 
rethy God. But yfebou wylt haue bode fer- 
uauntes and maydens, then ſhalt bye them 
ofthe Heit hen that are rounde aboute your 
ofthe chutren of the ſoiourners and firaun- 
gers amonge you, and of their gencracions 
with you, and that are bomen youre londe, 
the fame fhal ye haue foz bonde fervatires, z 
fhal poffeffe chem,z youre children after you 
for ancuerlaftingc p< ffeffien.theje ſhal be yd 


bondmen. But ouer youre brethrenthe chile eReg ad 


dren of Iſtael, there ſhall none of you raigne 


Dasa 


Deut. a· a 


Che iij. bok of Moſes. 
ouer another with crueltie. 

Whan « ftraunger o2 ſoiourner wareth 
syche bythe, and chy brother waxeth poore 
befye him ⁊ felleciy him fel? vnto > fFraun- 
Ger oz foiourncr by che,oz co eny of bis Eyn- 
ne , eben flpall be haue right (after chat be is 
foldejco be redemed aga yne. And eny of bis 
bꝛretoꝛenma ye lowe bim out: o2 bis uncle oz 
bis uncles forne, or eny other Eynfiman of 
bis kynred: Gr yf bis arone bande getteth fo 
mod, be hal lowe him felf one, and ſhal re- 
Een with bim that bought bim, from > yea- 
re that be folve bim elf, vnt yll che yeare of 
ubilye. And ? money fhal be counted acoz 
dinge to the nombre of the yeares that he 
wes folde, and bis wages of the whole ty⸗ 
me ſhalbe reFened withall. 

Of chere be yee many yeares vnto ? yea- 

re of Jubilye, then fhal be (acordinge to the 
ſame ) gene the moze for bis delyueraunce. 
therafcer as beis folde. wf there remayne 
but ferw yeares vnto the yeare of Jubilye 
then hall be gene agayne therafter for bis 
redempcion. And bis wages from yeare to 
genre Fiat be refenwithall, andebou ſhalt 
notlee the ocber raigne cruelly over bim in 
¥ ſight. But yf be bye not bim felf dut af⸗ 
ter this maner, then ſhal be goout fre in the 
yearc of Yubilye, and bis childꝛẽ with bim: 
for the cbildzé of Iſrael are my feruauntes, 
which Fbane brought out of the londe of 
Egipte. Jam the LORDE youre Gov. 

*Me Mall make you no Fools ner ymage, 
and ye ſhal reare you vp no piler, ner fee vp. 
eny mark fEouc in youre londe, to bowe youre 
feluestherto. For I am the LORDE youre 
God. Kepemy Sabbathes, and ſtonde in 
awe of my Sanctuary. J amthe LORDEF. 

The xxvi. Chapter. 
F ye wyll walte novwiunmy ſtatutes, 
and Ecpe my commaundementes and 
pe dothems,thé wyl J geue yourayne it 
Que ſeaſon, and > londe ſhal geue hir increa 
ſẽe and the trees of > felde ſhal beynge forth 
ebeir frute. And the threßſhinge cyme ſhail 
reache vnto the wyne harueſt, and thery- 
ste harueſt ſhal reache vnto the ſowynge ty⸗ 
me. And ye ſhall eate ye bred in plenteouſ 
nes,and ſhal dwell fafe in youre londe. J wil 
gene peace is youre londe, ſo that ye fhall 
ſiepe, and no man fhall mate you afrayed. 
J rwyl ryd euell beeſtes ont of youre londe, 
andebere ſhall no fiverde go thorow youre 
Tonde. 
Me ſhal hace youre enemies, zehey ſhal 


fofassc fall into $ ſwerde before you.s Fyue of you 


Efaso.c 


foal chace an hundreth: and an hundreth of 


amdge you, which 


Khe xxvi. Chap. Ao. liüj. 


you [hal chaee ten thouſande. Goz youre ene 
mies [ball fall inco che fiverde before you. 

And "5 wyl turne me vnto you, and wyl caw 
fe you co growe and increafe,and wyl fer vp 

my couenanuc mith you. And ye fbaleate of 
the olde ſtoare and ſhall let go the olde for 

plenteouſneſſe ofthe new .+7 rill haue my 

dwellynge amenge you, and my foule hall 
not refuſe you. And J wyll waike amonge 
you, and wyl be youre God, and ye ſhalbe my 

people. So: 7 amtheLOR DE youre Gov, 

which brought you out ofthelonde of E⸗ 
gipte, thac ye ſhulde not be cheir bondmen, 

And J baue brokẽ che cepter of youre yocke. 

and caufed you to go vp right. 

Dut yf ye wil noc harkens vnto me,ner do 
all theſe commsaundementes,and wyl deſpy 
femy ſtatutes, and yf youre foules refuſe my 
Lawes, ỹp ye wyll not do all my commaunde- 
mentes,z ſhal lee my couenaunt ſtonde, then 
wyll J dothis agayne vnto you. J wyl vy- 
ſet you ſhortly with ſwellynges and fencers, 
which [hal defiroye e yes z conſume awaie 
¥ bere.Ne ſhai fowe yourcfeve in vayne, and 
youre enemies [hal eate it vp. 

ind F wyl jet my face agaynſt you, and C 
ye ſhal be flayne before youre enemies. 2nd 
they that bate you, fhalbauc dominion oucr 


6 


And ye [hall flyc, whã no man chafech you, P0308 


Bue yf ye wyll not herEen vnto me for all 
this, chen wyl J mate it yee fenen cymes mo 
re, to punyfly you for youre ſynnes, that J 
maye breaFe pryde —5 firengeb, anid 
wylmake yourebeauenlyte yzon, and youre 
earch as braffe:and youretranaile and labs 
ſhal be buc lojé, fo that youre londe fall not 

eue bir increafe, and the trees inthe londe 
hat not brynge forth their frute. 

ef ye walke yet agaynſt me, and wyll 

not harken vnto me, then wyl J make it yeo 
ſeuen tymes more, to punyfh you becanfe of 
youre [yrnes:z wyl fende wylde beefics ame D 
alrobbe you,and deſtroie 
oure catelland mate you fewer, dnd youre 
bye waye ſhal become waiſt. 

Bue yf ye wyl not yetberefonrmed bere 
witball, and wyll walke contrary vnto me, 
then wyl J walte contrary vnto you alfo, z 
wyll punyfh you yet ſeuen cymes for youre 
ſynnes. And J wyl brynge vpon you a fwers 
de of vengeaunce, which [hall auenge my 
Teſtament. And though ye gather you toe 
gether in to youre cities, yet wyll FJ fende 
the peftilence amonge you, and wyll delyuer 
youintothebandes of youre enemies. Gor 
5 wil deftroye youre prouyfion of bred, fo * 
ten wemen ſhall bate youre bred. in one o⸗ 
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nen, and youre bied fal bedelynered out by 
weight. And whan yeeate, ye ſhail net ba- 
uc ynough. 

Rf ye wyl noe yet forall this harken vnto 
me ⁊ wyl walfe contrary yncome,then wyll 
J alſo walte cõtrary onto you in wath full 
diſpieaſure, and wyll punyſh you feuenfolde 
becaufe of youre fynnes, «(do that ye fhalea- 
te the fleſh of youre ſonnes and doughters. 
And J wyl defFroye youre bye altares, and 
rote out youre ymages, and wyll caft you- 
re bodies vpon che bodies of youre Tools, 
and my foule [hall abhorre you . And youre 
cities wyll J mate waiſt, and brynge youre 
churches to naught, and wyll not ſmell you- 
Ye fivete odoures. 

Thus wyll Jmake the londe defolace, fo 
tbat youre cnemics ſhail dwell therin, and 
mate it waiſt: but you will J feater amonge 
the Heythen, and drawe ontthefiverdeafter 
you, /d that youre londe ſhal be waiſt, æ you- 
ve cities deſolate. 
$ = Then fhallche lonrereioyfe inbir Gab- 

bat bes, as longe as tc lyeth wayſt, and ye be 
inthe enemies londe. pec chen ſhal the londe 
Eepe boly daye,and reioyfe ut bir reſt, as lon 
geas it liet wayfé,becanfe it conde not reſt 
in youre Sabbathes, whan ye dwelt therin. 

SnD as for chem that remayne of you, J 
wyll make them faynte barced in the londe 
of thetr enemies, fo that « fhatynge leaf 
[hall chace them. And they Hall flye from 
it as though a ſwerde perſecuted them , and 
Phal fall noman folowyntie vpon them. And 
they ſhall fall onc vpon another (as it were 
before the fiverde )andnoman yet chacynge 
them. 2nd ye fhall noc be fo bolde, asco 
withſtonde youre enemies, and fal perifhe 
amonge the Heithen, and the londe of youre 
enemies [hal eate you vp. 

And they that are left of you , yall pyne 
aweye it their myfdede, euen in the ene- 
mies londe, and in the myß dedes oftheir fa- 
thers fall ebey confisme awaye. Then fall 
they knowlege their myfidedes,and the myß 
dedes of their fathers inthe trefpace, wher 
swith they baue trefpaced agaynftme, and 
walked contrary vnto me. Cher fore wyll F 
alſo walte contrary vnto thé,and wyll bryn 
ge them in to the enemies loͤnde. 

SThen ſhaltheir vncircum cyſed herte be 
camed.2ind then ſhall they ende their myß⸗ 


E 
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with Jacob, and vponmy covenaunt with 
¶Iſaacgand vpon ny couenaunt with Abra⸗ 
bam, and wyl thynke vpon che (Sve. As for 
the londe, whan ic ſhalbe left of chem,it foal 
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reioyfe in bir Sabbathes, enenthen, whan 
itlyeth waift,and they tylle it not. And they 
ſhall mate acconcment for their myßdedes. 
becauſe they deſpyſed my lawes, z their ſou⸗ 
les refuſeð my ſtatutes. oꝛouer J haue not 
fo refufed them, that they ſhulde be inthe 
enemies londe: nether haue fo vtterly abs 
bozzed them, thar Tj wolde drynge them to 
naught, and breatemy couenaunt wb them: 
for Jam $ LORDEtheir God. And for their 
fate J wyl remẽbꝛe * my firſt couenaũt whã 
Jbꝛrought them out of F londe of Egipte in 
che ſight ofche Heythen, $F might be their 
God.sEuen FY the LORDE. 

Theſe are che oxdinaunces, fiatutcs and 
lawes, whic) * LORDE made betwirte bim 
andthe childzen of Iſrael vpon mount St- 
nai,by che bande of Noſes. 

TheXXVil. Chapter. 

Clothe LORDEcal€ed with Moſes, 

fayde:Speateto > childzen of Iſtael. 

zfayeonto them: xfenyman make a 
fpeciall vowe vnto $LORDE,fo § be pꝛyſe a 
foule,then ſhal this be the valuacion : A mã 
oftwent ye yeare olde wnto the thre ſcore yer 
re, fale chon fet at fifticfyluer Gyelesafeer 
the Sycle ofthe Sanctuary: but a woman 
acchircie Sycies. Rfit be fyne yearc olde vr 
to twent ye yeare , thou fale fer tt at trven- 
tye Sycles, whanitisa manchilve : but & 
woman atten Sycles. Nf itbeamoneth 
olde onto fine yeare, thon ſhalt fee itat fy- 
ne Sycles of fylucr, whan it is a mãchilde: 
but a woman atthe Syluer Sycles .yfbe 
be thze ſcore yeare olde and aboue, thé fale 
thon fec bim at fifteneSicles whã itis ame 
a womã at cé Sicles. fhe be to poore foto 
be fet, thé lee him prefent himſelf to $ prcft,z 
> preft [hal value him. euert heles be al 
value bim,acordinge as * bade ofhim that 
wored,is able to get. Bue yf it be a becft $ 
maye be offred vnto $ LORDE, all yᷣ is offred 
vntd FLORDE of ſoch, is holyrit ſhal not be 
altered ner chaunged, a good for a bad, or a 
bad for a good. Xf eny man chaunge it, one 
beeſt for anotber,then ſhal they both be ho⸗ 
Ty onto * LORDE. Dut yf > beeſt be vncleane 
which maye not be offred vnto $ LORDE,thé 
Hal it be fer,before > preft,and > preft ſhal 
valueit, whether tt be good o2 bad, zit fhal 
ſtonde at the preftcs valuynge. But yf eny 
man wil bye it out, be al gene the fifth par 
te moze,to that it was ſet at. 

Whan eny mã fanctificth bis houſe vnto 
the LORDE fo: *ð Sanctuary,the pꝛeſt ſhall 
value it whether it be good or bad. And as 
the preſt valucth it, ſo al it ſtonde. Sut yf 
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be $ fanctified ic, wylredemeit, be ſhal ge- 
ue ? fifth parce of hiuer therco, abone thac 
it was fet at:So fal it be bis. 
C Rf enymanbalowe a pece of [Sde of his 
berecage ontotheL ORDE, it fhalbe fer acoz 
Dingeto Pit beareth. pf ic bearean omer 
of barlye, it ſhalbe valued at fifeye Sycles 
of fyluer. Suc yf bebalowe bis londeimme 
diatly from the yeare of Jubilye forth, chert 
a it be ſet acordinge to value therof Yf 
e haue halowed it after the yeare of Judi 
lye then ſhal the preft rete it,acozdingeto Y 
yeares y remayne vnto ? yeare of Tubilye, 
therafter ſhal be fet it the lower. 

But yf be ſanctified che londe, wil re de 
me it agayne,then ſhal be geue the fifth par 
te of fyluer therto, aboue that it was fet at: 
So fhal it be his. Rf be wil noc lowſe it out, 
but jẽlleth it vnto another, then ſhal berede 
me tt nomoze: bre the fame londe whan it 
goeth out frein * yeareof Gubilye, fhalbe 
boly unto theL ORDE,as a dedicated felde, 
and ſhalbe che preftes inberitaunce. 

RF eny man balowe vnto the LORDE& 
felde, which be bath bought,andis not his 
tnberitaunce,chen ſhal ¥ preft reken it, what 
itis worth onto the yeare of Gubilye,z the 
fame daye ſhall be geucthe pryce chat itis 
Et at, vñnto the LORDE fore! Sanctuary. 
Sut in ¥ yeare of Gubilye it fal returne vn 
tobim chat bongbe it, X it maye be bis inbe 
rit aunce in the londe. All maner of pzyfinge 
fhalbe made acordinge to che Sycle of che 
Sãctuary. One Sycle maketh ry.Geras. 

The firſt borne amonge ¥ catell ( which 
belongeth vutotbeL OR D d)ſhali no mast 
Sanccifie vnto the ORDE, wheeber it be 
ore or ſhepe, fortis the LORDES aũ ready. 
Dut yf chere be eny oncleane chinge vpon 
the beeff, che ſhal it be lowfed out therafter 
as it is worth, and che fifth parte flpalbe ge 
ten moze therto. f he wil noe redeme it,the 
let it be folde,as it is worth. 

There ſhall no dedicated thinge be olde 
ner bougbe out, p eny man dedicateth onto 
F LORDE, Of all $ is bis good, whether it 

-be mé, catell 2 lsde. For euery dedicated tht 
gets moſt holy unto ¥ LORDE. Chere ſhal 
no Dedicated chite of ms be bought out,but 
¶Hal dye the death. All chetythes in the lon 
de,both of the fede of the londe, z of fru⸗ 
tes of the trees,grethe LORDES,z ſhaĩ be bo 
Ty vnto the L ORDE, But yf eny man wil re 
deme bistitbes, be ſhall geue the fifth par- 
temozetberto . And allebe tithes of orenz 
fhepe,z tbat gocth under therod , the fame 
te an bely tythe vnto the LORDE. It ſhall 


eb 
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not beared whether icbe good or bad, ne- 
ther ſhall it be chaunged. But yf enyman 
chaunge it then both it z that it was chaun 
ged witball,flhal be boly,z not redemed, 

Thefeare che cSmaundementes,robidy y 
LORDE gaue Moſes in charge vnto chilozé 
Of Iſtael vpon mount Sinai. 

The ende of che chirde boke of Moſes, 

called LTeuiticus. 


She fourth Gofe 


of Moſes, called Numerus. 


What this bote conteynech. 
Chap. 1. 


Chap. UL The office of Aeut, v of the fonnes 
‘of Aaron. 
Chap. MU. The office of the ſonnes of Rahath, 


'Gerfon and erart 

Chap. V- What monceofpeople were dryuen 
‘out of the hooft. Tie lewe of Geloufy of the 
man towardethe wife. 

Chap. Vi. Thelawe andor 
'gethe LTasarees o2 abftey 
of the Sfraclires 

Chap. Vil.” The offervngesof the eaptaynes at 
thevedicactd of thesltare,aficr thatthe Ta · 
bernaclewasfervp. : 

Chap. VU. Of the candilſticke offerynges, purt - 


jaune concent 
rs The blefynge 


Chap. X. The vfeofthe fylucr trompetres ,o 
bow the dildacn of Fferel braewp, cndrote 
thet tourney with Robab Mofes brorhee it 


lowe. 

Chap. Xt. Thepcople areweery and enpeerct 
by thewaye, murmuragaynit Mofts ref re 
ficfh ano ebborre the Manne The LORD: ge 
ueth them efrer there luft,but puntſherh then 


—* 

Chap. XL. ¢ Hiiviam and Aeron drudge agaynſt 
meſes NTteiamés finytren with Lepzety. 

Chap. Xt. “The fpyes thatwere fentim tothe law 
De of Canaan, comengayne,snd put the peo- 
pleinfeare. . 

Chap. xii, Thepeoplesre onpacient.wepe,and 
murmur agaynft tTofes,Fofuec Calebacne 
thelondea good worde S coforte them. The 
LOR DE 1s cugrte,c punyfireth the people. 

Chap. XV. Of dynerfe offerynges and howhe 
was punyfhev,that gathered ſrctes vponthe 
Sabbath . The people are commanded toma 
Fe gaxdes of remembaaunce vpon their gar- 
mentes , to thinFe ypon the commeaundemen- 
tes of the LORDE. 

Chap. Xvi Ofthe vproure and infurreccton of 
Corah, Dathan and Abyzam,e their punyfiy- 
brent .Chepeoplemurmur Sovrrene sour 
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de and fenenbundzeth dye in the plage. 
Soap. XVI. By the floaflinge faff of Aeron, 

‘tris declaved ,thet the trybe of Leut andre 

prefthove of Aarons dofen of Sov. 


Soap. XV. The offices mynifiracton of Aa- 
row, of thepzcjtes & Lenites, & therr dewtye- 
yop XIX. | Of therced cowe chat was brent, 


‘andbow the {p2yntlinge waterwas made of 

theapfiyes of b 

XX. MhteiamDdyeth at Caves. Thepeo 
plecbydewith Noſes and Asron for faute of 
water ,the LOR DE geuetbitthem ont of the 
bard ftonys rose. tofes defy2eth theFynge 
of dom,to let them go rhorow his londe An- 
ron dyeth vpon mount soz 

XXL. Thebaetaill berwene Iſrael and 


Chap. XXXU. Ruben, Gad, and rhebhalf trybe 
of 2anaffebaue thetr inheritaiiceapoynted 
them on this fyde of Jordan. 

Chap. XXXUL The routneys of thedyilozen of 3f 
raclare nombzed. Thepeopleare commaun- 
Ded (When they come intothclondeof Ca · 
naan)to deftroyeall vrrerly. 

Chap. XXXuil. The dewydinge of thelonde of Ca 
naan with the bowers therof · and what they 
be that deuyde tt. 

Chap. XXXV. The porcton of rhe Leuites. Fre- 
Dome fo? focyas commytte laughter vnawa 
res. Dyuerfe flaugbters. 

Chap. Xxxvi. einberiradceoftherribe mate 
not be mirte nos haunged. 


The firf— Chapter. 
the Tabernacle of wit 
neſſe, the firft da ye of 


LORDE ſpate 
— vnto Moſes in 
Ne El derneffe of Sinai, i 
the fecdde moneth in 

cthe feconve yeare, wht 
they were gone out of 


Exo.io.· b the lãde of Egipte,and ſayde: Tate ſum 
pura me of che whole congregacion of the chil- 


dien of Iſtael, after their kynredes ztbeix 


The fir. Chap. 


fathers boufes, with the nombre of the na⸗ 
mes, all that aremales,beade by heade, frs 
twentye yeare and aboue, as many a6 are 
able to go forth in to ¥ warrein Iſraͤel. And 
ye fbal nombre chem acordinge to theit are 
myes thon ond Aaron, and of encry erybe 
ye fal cate visto you one captayneouer bis 
farbers houſc. 

Thef— are the names of the captaynes 
that fhal ftonde with you. Of Ruben, Eli⸗ 
ur che fonne of Sedenr. Of Simeon, Se 
lumiel the forme of Suri Sadat. Of Juda, 
Clabaffon che fonne of Aminadab. Of Wie 
char, Clacbancel che fonne of Zuar. Of Sa- 
bulon, Eliab che fonne of elon. Amonge 
the children of Joſeph: Of Lpbhzaim,Eli- 
fama > fonncof Amibud.Of Manaffe,Ga 
meliel the fonne of Pedasur. Of Ben Ja⸗ 
min,Abidam ? fonne of Gedconi.Of Dan, 
Ahicferthefonne of Ammi Sadai. Of A> 
fer, pagiel the fonne of Och:am.Of Gad, 
Eliaſaph > fonne of Deguel. Of Nephtha 
UW, Ahira che fonne of tEnan. 

Theſe are chearoncient men of the con · B 
gregacion, the captaynes amonge the try⸗ 
bes of their fathers, whic were heades and 
prynces in Iſrael 

And Moſes ⁊ Aaron coke them (liteas 
theyarethere named by nanie and gathe- 
redthe whole cSgregacion together alfo, > 
firfEdaye of the fecdde moneth, and reFencd 
thé after their byrth, acordinge totheir kyn⸗ 
reds and fathers houſes by their names, frs 
twẽt ye yeare and aboue, heade by heade as 
the LORDE commaunded Moſes, and nom 
bred them int the wyldernes of Sinai. 

Thechildꝛen of Ruben Iſtaels firſt fon- 
ne, theirEynreds z generactons after their 
fatbers houſes, in > nombze of their names 
heade by beade,all § weremales, fiom twen 
tye yearez aboue, and were able co go forth 
tocbe warre, werenombred to the trybeof” 
Ruben, fireand fourtye thouſande, and fy- 
ue hundꝛeth. 

The Hildzen of Simeon their Eynredsz C 
generacions after their fathers bonfes ut 
the nombze of thenames heade by beade, 
all that were males from trvẽt ye yeare and 
aboue, and were ableto go forth co tbe ware 
re, were nombzed tothe trybeof Gynieon, 
nyne and fiftye thouſande and thie bun 
dreth. 

The children of Sad their kynreds and 
generacions after their fathers henfes in ¥ 
nombre of the names, frem twent ye yeare 
and abene, all that were able to go forth to 
the warre, were nombre to the tryde of Gab, 
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fyue and fonrtye ehoufanve, fire hundreth 
and fiftie. 

The Hildzen of Juda theirEynreds and 
generacions after their fathers boufes in * 
nombze of che names, from troentye yeare 
and aboue, all that were able ro go forth co 
the warre, were nombied tocherrybe of Ju 
Da, foure and ſeuent ye rhoufande,z fire hun 
drech. 

D Che children of Iſachar their kynreds ⁊ 
generacions, after their fathers houſes in > 
nombze of the names from twent ye yeare 
aboue, alltbat were able to go forth to the 
warre, were nombzed to y trybe of Iſachar 
foure and fifcye thoufande and foure bun- 
dreth. 

The children of Zabulon their kynreds 
and generacions after their fathers houſes 
in the nombre of che names from twent ye 
yeare z aboue, all that were able to go forth 
tothe warre, were nombred co the trybe of 
Zabulon, ſeuen and fift ye thouſande and fou 
re hundret h. 

Doſepho childꝛen of Ephraim, their kyn · 
reds ⁊ generacions after cheir fathers hou⸗ 
(es in nombre of the names, frem twẽt ye 
yeare z aboue, all Prvere able to go forth to 
> warre, were nõbred to thetrybe of Ephra 
im, fourcye thoufanve z fyue bundieth. 

€ The childzen of Manaſſe their Eynreds z 
Seneracions,afeer their farbers honfesin > 
nombre of the names from twent ye yearez 
aboue, all ? were able to go forth to the war 
fe, were nombzedto the erybe of Manaſſe, 
two ⁊ thirtie thouſande z two bundieth. 

The childzé of Sen Jamin their kynreds 
and generacions,after their facbers boufes, 
inthe nombre of che names from tivent ye 
yeare z aboue,all chat were able to go forth 
toche warre, were nombred tothe trybe of 
Ben Famin, fyuc and thirtie thoufande and 
foure bundieth. 

The childzex of Dan their Eynreds and 
generacions after their fatbers bonfes, in 
thenombze of the names, from twent ye ye 
res and aboue,all that were able to go forth 
tothe warre, were nombzed tothe trybe of 
Dan,two and thꝛe ſcoꝛe choufande, and fe- 
uen bundieth, 

SF  Thedhiloren of Affer their Eynreds z ge- 
neracions, after their fathers houſes in the 
nombre of the names, from tavent ye yeare z 
aboue,all $ were able to go forth co * war- 
¥e, were nombꝛed co the trybe of Affer, one 
z fourt ye thouſande and fyue bundzeth. 

Tbe childre of Clephebali, their Eynreds 
and Sencracions after their fathers houſes 
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inthe nombze of the names, from twent ye 
yeare z aboue, all that were ableto go forch 
wnto therwarre, were nombred to the srybe 
of Utephebali,chzeand fiftie choufande ano 
foure hundreth. 

Theſe are they whom Moſes and Aaron 
nombzed with > twolue prynces of Iſrael 
wherof cucry one was ouer ¥ houſe of their 
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facbers.* And the ſumme of the children of oer 


Iſtael after their farbers boufes, from twen 
tye yeare and aboue (what ſo ener was able 
to go forth to the warre in Iſrael) was fire 
C.chonfande,thze chonfande, fyue C.z fiftie. 
BSut the Leuites after che trybe of cheir fa- 
thers, were noc nombred amonge them. 
2nd the LORDE fpate vnto Mofes,and S 
ſaide: The erybe of Leui ſhalt thou not nom 
bre, ner cake che ſumme of them amonge > 
children of Iſtael: but ſhalt appo ynte them 
tothe Habitacion of wytnefje,and co all > 
apparel cherof, andcoall chat belongerh 


thereto.» 2nd they fhall bearethe Caberna- sparig.d 


clezall che oxdinauncetherof.andfhal way 
tevponit, and ſhal pitch their centes roun- 
de aboute it. And whhanmen fhal go ontheir 
tourney,che Leuites ſhal tate dorene * Ta- 
bernacle. And whan the *8* pitch their tẽ 
tes,they ſhal ſet vpthe Tabernacie And yf 
a ſtraͤunger preaffe nye vnto it, he ſhail dye. 
The chidꝛen of Iſraẽl ſhal pitch cheir cen- 
tes,enery one in bis aronearmye, and by the 
baner of his awne companye. But the Le⸗ 
nites ſhail pitch rounde aboute the Caber- 
nacle of wytneffe,that chere comeno wrath 
vpon ¥ congregacion of the children of Sf- 
rael :tberfoze {bat the Leuites waytevpon 
the Habitacion of wytueffe. And the chil- 
dren of Iſr ael dyd all, as theL OR DEcom 
mannded Moſes. 
Theil. Chapter. 
I¢ Cod ¥ LORDE [pate vnto Moſes and A 

Sf Aaron,z fayde: The childzé of Iſtael 

fhal pitch rounde aboute ¥ Taberna- 
cleof wytneffé,enery one onder bis banner z 
totens, after their fathers houſes. 

On the Eaſt ſyde fen Jude pitch with 
bis banner z hooſt, their captayne Nahafẽ 
ſon che fonne of Aminadab. And bie armie 
Inthe fimme,fourez fenentie chouſande and 
fire bundzeth. Nexte onto bim fhal the try⸗ 
be of Sfachar pitdy,their captayne Natha· 
neel the fonne of Suar: and bis armyeinthe 
famme, foure and fiftyetbonfande and foure 
bundzeth. Chetrybe of Sabulon alſo their 
captayne Eliab che fonne of Helon:bis ar⸗ 
mie in the fimme,feuen and fiftie choufanve 
and foure hundreth. Ee 

ij 
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of Sedeur:z 
bis armie in 
tbe ſumme, 
fire ⁊ fourtie 
thoujande,z | 
Fyne C. Nex 
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choufande,and thre hundꝛeth. Che trybe of 
Gav alfo,their capta yne Eliafaph > fonne 
of Deguel:z his armye in che fumme,fyne z 
fourtye thoufandc, fire bundieth z fiftie. So 
that alltbey which belongeto the hooft of 
Ruben, be it the ſumme, an hundrech, one 
fiftiechoufande, foure hũdreth and fiftye,be- 
Jonginge to their armye. And chey fall be 
ebefeconde in the tourney. 

C After chae fhall the Tabernacle of wyt- 
neſſe go w the hoeſt of the Leuites euẽ in * 
myddes aimdge the booftcs:zas they lye ĩn 
their tentes,fo [hal they ao forth alfo, euery 
one tn bis place vnder bis baner. 

On the Weſt ſyde fhall lye ¥ pauylions 
baner of Ephrauůn w their hooſt: their cap- 


tayne ſhalbe Eliſama ſonne of Amihud, and 


bis armye in the famme, fourtye thouſande 
and fyne bundzeth. Nexrte onto bim ſhal > 
trybe of Manaſſe pitdy, their captayne Ga 
maliel the fonneof pedasur: bis armye in 
the fimme,two and thirtietboufandez two 
hũdreth. Che trybe of Ben Jamin alſo, their 
captayne Abidan the fonnc of Gedconi:bis 
armye in the fimme, fyneand thirtie thou⸗ 
fandez foure hundreth· So Fall they whidy 
belongeto the booft of Ephzain, beinebe 
fumme, an hundreth thouſa nde, eight thou⸗ 
fande,z an hũdrethbelonginge to bis armie. 
And they fhal be the thirde in the tourney. 
On the Noꝛth ſyde ſhal lye $ panylions 
zbaner of Dan with their hooſt: their cap⸗ 
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tayne Abiefer * fonne of Ammi Sadai his 
arntye in the ſumme, two and firtye thoufan 
De and ſeuẽ bundzeth. Nexte vnto bim fal 
the trybeof Aſſer picche:their captayne pa 
gicl ¥ fonne of Ochran, bis army in che ſum 
me, one and fourtie choufande,and fyne bun 
dueth . The trybe of Nephthali alfo, heir 
captayne Abire the fonne of Enan: bis ar- 
mye in tbe jismme, thre z fifeye chovfandez 
foure hũdreth. So Pall chey which belonge 


to che booft of Dan,be in che ſumme, an hũ 
dreth thouſande, feuenz fiftie thouſande. 
fire hundreth. And they ſhalbe che laſt in the 
ionrney with their baners. 

This ts the ſumme of the children of Fe 
rael, after their facbers boufes and armyes 
with their booftes: euen fire hundret h chow 
fanve,z thre chonjanve,fyne hũdreth z fiftre. 
But F Lenites were noe nombeedin F fim 
meamonge the childzé of Iſrael. as ¥ LOR 
DE cOmaunded Moſes. And ¥ dildzé of Gf 
tael dyd all as the LORDE cSmannded Mo⸗ 
ſes. And fo they pitched vnder their baners, 
zx tote their iourney, enery oneinbis Eynred, 
acordingeto the houfé of cheir fathers. 

The ill, Chapter. 
é Heſe are the generacions of Aaronz 
3 ' Moſes, whan ? LORDEfpate vnto 
woſes at ? ſame tyme vpon mount 
Sinai. And theſe are * names of the ſonnes 
of Aron. The firſtborne, Nadab:rthen Abi- 
bu, Eleaſar ⁊ Ithamar. Theſe are * names 
of the ſonnes of Aaron. which were ano yn 
redco be preſtes. z their handes fylled for > 
preftbove.25uc Nadab æ Abihu dyed before 
¥ LORDE, whã they offred ſtraũge fyre befo⸗ 
re $ LORDE,In $ wilderneſſẽ of Ginai,z bad 
no ſonnes. But Eleofar and Febamar erect 
ted $ preſtes officerd their facher Aaron. 
2nd the LORDE [pate vnto Niofes, z fay 
de: Bringe hither che trybe of Leui, and fee 
them before Aaron che pref, Pebey maye fer 
ue &b bim,zwayce vpon bim z vps the who 
le congregacion before ¥ Tabernacle of wit 
neſſe, and erecute the feruyce of the babice- 
cion, and kepe all che apparel! of the Taber 
nacleof wytneffé, and wayte vpon the chil- 
dren of Iſtael, to myniſtre inthe fernyce of 
the babitacton. 

And chou fhale geue * Lenites vnto Aa 
ron and bis fonnes fo: a gift, vnto every one 
bis arone, from amonge the childzen of FF 
rael. 2s for Aaron z bis ſonnes, chou fale 
appoynte chem co wayte on their preftes of- 
fice. HF another preaffe therto,be ſhal dye. 

And che L ORDEfpake vnto Moſes, and 
fade Bebolde, J haue cake che Lenices FS 


The tH. Chap. Fo. (wij. 
amongethe childrẽ of Fftael,foz all the firſt 
borne chat open the Wiatric amonge the 
childzen of Itael. ſo chat the Lenites fhalbe 
mryne.* Foz the firſtborne are mryne, fence > 
eymecbat J ſmote all che firft borne in Flan 
deof Egipre, wha F fanctified onto me all 
the firſt dorne in Iſtãel from mẽ vnto catell, 
that they ſhulde be myne. Ithe LOR DE, 

And theL RDEſpare vnto Moſes in 
the wylderneſſe of Sinai,and fayde : Rom⸗ 
biethe childzen of Lent after ebeir facbers 
Doufes and kynreds, all chat are males of @ 
moneth olde and aboue. 

So Moſes nombeed chem acozdinge co 
the worde of theL OR DE, as bebadcom- 
maunded. And theſe were the children of Le 
ui with their names: Gerſon Kahath e⸗ 
rari. The names of che childzen of Gerſon 
in their Eynreds, were: Libni and Gemei. 

The childzé of Kahath incheirEynreds 
were, Amram, Jesehar, Hebron and Vfiel. 

The childꝛen of Merari in cheir Eynreds, 
were Maheli and Muſi. Theſẽ are the fyn- 
teds of Levi aftertbeir fathers houſes. 

Thefé are y Eynreds of Gerfon:The Lib D 
nites and Gemeites, the ſumme was forn- 
de in nombre, ſeuen thouſande and fyue hun 
dreth, of allebat were males of amonech of 
Ddeandaboue. And the famefynreds of the 
Gerfonites [hal pitche bebinde the Habita- 
cton on the weft | yde:L et Eliafaph the fon- 
ne of Lael be cheir ruler. And the y hal wat 
te vponthe Tabernacle of wytneffe, of che 
babicacion,and of checent, and conerynges 
therofiand ebe bangynge in the dore of che 
Tabernacle of wyenie >the bangynge a⸗ 
boute the courte,z the bangynge in ð cour- 
tedore, which(courte)goeth aboute the habi 
tacion and the altare, andthe cordes of it, 

z allebat belongech to the feruyce therof. 

Theſe are the kynreds of Rabath: The 
Amramites, che Yescbarites, che Hebroni⸗ 
tes,and Vſielites all that were males of a 
moneth olde zabouc, in nombre eight thon- 
fande andfire bundicth, waytinge vpon the 
Tabernacle of the Ganctuary,z fhal pitdy 
onthe ſouth ſyde of $ Habitacion:Let Eh 
fapban the forme of Vſiel be their ruler And E 
they ſhal kepe the Arke, the table,the candil 
ſticke, the altare and all the veffels of the 
Sanctuary, todo fernyce in,and the vayle, 
and all that belongeth to the ſeruice therof, 
Dut ehechefe of all the rulers of the Lem- 
tes, ſhalbe Eleafar the fonne of Äron the 
preft, oucr chem thatare apoynted to kepe 
the watch of che Sanctuary. 

Theſe are F kynreds of —— Wie 

aj 
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elites and Muſites, whith were is nombre 
fixe choufande and two hũdreth, all thar we 
remales of a moneth olve and aboue: Let 
Zuriel F ſonne of Wbibail be eheir ruler,and 
they [hall pitche vpon che north ſyde of the 
Sabitacion. And heir office ſhalbe to kepe 
the bordes, and barres, and pilers, and ſo⸗ 
rettes of the Habitacion, and all rhe appa- 
rell cherof andtbat feructh cherco: > pilers 
alfo aboure $ courte, with che ſolettes, and 
nales, and codes. 

Bur befoꝛe the Habitacion and before * 

Tabernacle onthe Eaſt ſyde ſhal Moſes ⁊ 

Aaron ⁊ his ſonnes pytche. chat they maye 

wayte vpon the Sanctuary, Zchẽe children 

A Pfrael ae eny other preaffe therto, be 
al oye. 

All the Lenices in the fame, whom Mo 
ſes and Aaron nombred after their kynreds. 
acordinge to the worde of the LOR DE, all 
that weremales,of a moneth oldcandabo- 
ue, were two and tiwentye thouſande. 

And ¥LORDE ſaide vnto Moſes: tom 
bꝛe all the firſt borne, that are males amon- 
gethe children of Iſtael, of amonech olde 
and abone, andtake che nonibre of chair na- 

Numsb mes. And > Leuites ſhalt thou cakc ont vis 
anse-b tomecheLORDE forall > firfEbozne of * 
childrẽ of filed zebecacell of the Leuites 
fez all ebe firft borne amonge the catell of > 
childꝛen of Iſrael. And Moſes nom bred all 
the firft bome amõgethe childrẽ of Iſrael. 
S as the LORDE cemmaunded him. And in 
the nombre of the names of allthe firft bor · 
ne, that were males of a moneth oldez abo 
ue,in their ſumme, there were ſoũde two and 
tmentye choufande, two hundreth, and thre 
and fenentye, 
And che LORDE [pate wnto HFofes,z fay- 
de: Cake the Zenites for all > firſt borne a⸗ 
monge the childeẽ of Zfracl,zebe cacell of F 
Leuites fortheir catell, the Ceuites maye 
Leui.a⸗a be myne the LORDE s.But the redempcion 
money of the two hundreth thie ⁊ ſeuent ye 
ỹ vemayne of che firfé borne of the children 
of Iſrael, aboue the nombie of the Lenites, 
fale chou cate, eucn fyue Sycles of euery 
deade, after the Sycle of the Sanctuary 
Bxo.so.h Aone Gycleis worth twent ye Geras ) ztbe 
pisised mpney xema ynet h oner their ndbze , ſhalt 
Exeasb chou geue vnto Baron and bis ſonnes. 
Then coke Moſes F redempcion money 
(that remayned oner aboue the nombre of 
the Lenices) from ¥ firft boane ef che childze 
Of Iſtael, euen a thoufande, chze bundzeth, 
and fyue and thre fcore Sycles,aficr *¶ Sy 
de of the Sanctuary, z gaueit vnto Aaron 


Lhe tj. Chap. 
and bis formes , acordinge to tHe worde of 
the LORDE, ae the LORDE consinaunve? 


Moſos. 

Thellll. Chapter. 
LiocbeLORDE [pate vnto Moſes ⁊ A 
Aaron, ⁊ ſayde: Cate F ſumme of the 

childzé of Kahath from amonge the 

childzé of Leui,after their kynreds z fathers 

bonfes « fromebirtic yeare and aboue vntill 1Par. 24 
fiftye yeare, all charare mete forthe warre, 

that they maye dothe woke inthe Taber 

nacle of toitneffe. This ſhal be che office of 

the hildzen of Rabathin the Cabernace 

Of wytneſſe, which is moſt holy. 

Whan che hooft bꝛeaketh vp, Aaronand 
bis ſonnes fall goin, and rake Downe the 
vayle, and concer the Arte of wytneſſe ther 
with, and laye the couerynge of d00 flzyn- 
Nes vponit, and ſprede a webole yaloweclo- 
theaboue theron,and put bis ſtaues therin. 
And vpon the ſhewe cable they ſhal ſprede 
@ yalowe clothe alfo,and fectheronthe dif- 
fhes, ſpones, flatpeces and pottes to poure 
out and in, anð the daylie bred ſhal lye vpon 
it, and they ſhali ſprede a purple clothe cher 
ouer, and couer it with a couer ynge of doo 
fizynnes,and put the ſtaues of it therin. 

And they ſhal cake a yalorwe clothe, and 
couer the cavilftictecflinbe cherwith and 
bis lampes, with bis ſnoffers and outquen- 
chers, and all che oyle veffels chat belonge 
tothe fernyce, and abonte allthis ſhal they 
puta couerynge of Deo fizynnes, and putis 
> 


pon francs. 

So ſhal they ſprede a yalowe cloche oucr B 
the golden altare alfo, and couer the fame 
swith a couer yn ge of doo flzynncs, and put 
it vpon ftanes. All the veffels that they oc- 
cupyein the Sanctuary, ſhal the ytake and 
puta yalowe clothe ther ouer,z couer them 
ivith & couerynge of Doo fleynnes , and put 
them vponftaues. They ſhal fivepe the aſ⸗ 
ſhes alfo from the alcare, and ſprede a clocbe 
Of (Carlet ouer it, and fee all bis veffels ther 
on, tharebey eceupye vponit: colepames, 
fleflyotes, flpouels, bafens, with all the appa 
rell of the altare, and they ſhal ſprede a co · 
neryngeof 909 fizynnes theron, and put bie 
ſtaues therto. 

Clow whan Aaron and bis fonnes bane 
Sone this,and bane conered the Sanctuary 
zall che omamiétes rberof, whan the hooſt 
breateth vp then ſhalthe childien of Ka⸗ 
bath co in, chatchey maye beare te, and the 
Sanctnary flallthcy not touche. leſt tbey 
dye. This is che charge of the childꝛẽ of Ka 
hath in the Tabernacle of wytneſſe. 
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C _ And Eleafar che fonne of Aaron ¥ preff, 
fal haue the office, to prepare the oyle for 
tbe light, and ebe [pyces foz theincenfé,and 
the dayliemeatofferynge, and ebeanoyntin 
ge oyle, to order the whole habit acion. z all 
ebac cherin is,in the Sanctuary and the o2- 
namentes therof. 

nd the LORDE fpate vnto Moſes and 
Aaron,z feyde: Ne flyal noe deſtro ye the cry- 
be of the kynred of che Kahathites amoge 
the Lenites, but chis [hal ye do with them, 
¥ theymayelyuez nocdye, yf they couche 
the moͤſt boly. Aaron and bis ſonnes [hal go 
tn, and appoynte emery one vnto bis office 
zcharge .Buechey ſhal not go in, preſump · 
tuonflycoloke vps * Sanccuary, leſt they 
die. And $ LORDE [pate vnto Moſes and 
Aaron ⁊ ſayde: Take che ſumme of the dil- 
dren of Gerforalfo, after their fathers bow 
ſe kynred, from chirt ye yearcz aboue, vn⸗ 
ryl fiſtye yeare, zappoynte them all ỹ are 
mete forthe warre, to baue an office in the 
Tabernacle of wytneſſe. 

This Phalbe the office of che kynred of 
the Gerfonitcs,cxé co fernez to beare. They 
ſhal beare che curtaynes of the habitacion 
and of the Tabernacle of wytneſſe and bis 
coucrynge and the coueringe of doo flzyn- 
nes.thatis aboue rheron, and the banginge 
inthe doze of the Tabernacle of wytneſſe, 
and the banginge aboute the courte, whidy 
goeth aboute the habitacion and the altare, 
and cheir cordes, and all che inſtrumentes p 
ſerue for thẽ, and all that belongeth co eheir 
oAcupienge. Acordinge vnto the worde of 
Aaron and of bis ſonnes, yal allebe office 
of the childzen of Gerſon be donc, what fo 
ener they [hall beare and occupye. And ye 
fhalfe,chac they wayte vpon all ebeir dyar- 
ge. This fhal be > office of $ Finrev of F chil 
Dit of * Gerfonites in } Cabernacle of wit 
nes. And chetr waytinge ſhal be onder * hã 
de of Ithamar, the ſonne of Aarõ che pꝛeſt. 

The childꝛen of Merari after their kyn⸗ 
red and fathers houſe, ſhalt thou appoynte 
alſo, from thirtie yeare and aboue, vñto fiftie 
yeare, aH that aremete ſor the warre, ỹ they 

maye bane an office in the Tabernacle of 
wyrneſſe. But vpon this charge ſhall they 
wayte acordinge to alltheir officein * Ta⸗ 
bernacle of witnefje,cbat they beare the bor 
‘des of the Habitacion, and thebarres, and 
pilers , and ſobettes: che pilers of the cour- 
tealforounde aboute, and che ſolettes and 
wales and cordes, with all cheir apparel, 
acordynge to all their fernyce. And vnto 
every one fall ye appoynre bis poicion 


Che uy. Chap. Ao. (vie, 
of charge to waite vpon the apparell. Ser 
tbis be the office ofthe Eynred of the chil- 
dren of Merari, all that they [hall de in che 
Cabernacle of wytne ſſe vnder che bande OF 
Debamar che forme of Aaron che preſt. 

And Moſes and Aaron with che C&P, 


taynes ofthe congregacion, nombied ebe F 


childzen of ¥ Kahathites, acordinge to ther 
Eynreds and houſes oftheir fathers, from 
thirtie yeareand aboue, vntyll fyfcye, all 
that were mece for the warre, ro banc off y- 
ceinthe Cabernacte of wytneffe. And che 
fumme was,cwo thonfanve, fexen hundrech 
and fyftie. This is che ſumme of thet ynred 
of che Aabachites which all had ſeruyce in 
the Cabernacle of wieneffe whom Mofes 
and Agron mombxd, acord yn gẽ to che wor 
De of the LORDE by tiFofes. 

Che childzen of Gerjon were nombieval 
foin theirEynreds and fathers boufes front 
chirtie yeare and aboue vncyll fyftic, all chat 
were mete for the warre, to bancofficein > 
Tabernacle of witneffe, and chefimme was 
two thoufande, fyre bundzetl and chircie. 
This is F fimmeofehe binreð of che dijo: 
of Gerfon, which all had co bo inthe Taber 
nacle of roytneffe, whom Moſes and Aaron 
nombied,acordinge to $ worde of $ LORDE. 

The children of Merari were nombzed «i 


if 
fo acowdinge to their kynreds and fachers o 


boufes, from chircie yeareand aboue vntyll 

fyfcye, all chat were mete for the warre, co 

baue officetnthe Tabernacle of ritneffe, z 

the ſumme was thee thoufande , and two 
bundzeth. This is che ſumme of the byured 

of the childrẽ of Merari. whom Moſes and 

Aaron nombeed, acordinge to the worde of 
theL ORDE by !fofes. 

The firme of all the Lenites, whom 
Moſes and Aaron with the captaynes of 
Iſtael colde,after their finreds and fathers 
houſes, from thyrtie yeare and aboue wneyll 
Fyfeye, all chat wente into doenery one bis 
office, and to beare the burthen in } Taber 
nacle of wytneffi,was eight thouſande fyue 
bundzech and foure (core, which were nome 
bred acordingeto the worde of the LORDE 
by Moſes. euery onctobis officez charge, 
as the LORDE commaunded MNoſes. 

The V.Chapter. 


Vd F LORDE {pate vnto Moſee, ane A 


Of fayde:Commanndetbe children of If⸗ 

rael. pebey put out ofthe hoeſt · all * 

lepers,and all that bane yſſues, and that are 

defyled vpon the deed, bob men and wemẽ 

Hail chey putt out of che booji, that chey 

defyle not cheir centes , wherin Fj orveil, 
ay 
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amonge them. And children of Iſtael dyd 
ſo and put them ont of tbe booft, as * LOR 
DE bad ſa yde vnto Moſes. 

And che LORDEtalked with Moſes, and 
fayde: Speabe onto the children of Iſrael z 
faye vnto cthem: Whan a mano: woman 
doch a fynne to eny body,and offendeth cher 
with agaynſt the LORDE, then bath ebac 
feule @ trefpace vpon it. «2nd they [hall 
Enovolege their fynne, thatthey haue done, 
and fhall mate amendes for their crefpace, 
even with the whole ſumme, and put > fifth 
parte moze cherco, and geue it vnto bim, a- 
aynf— whomebey hauctrefpaced. But yf 
there be noman co mate che amendes vnto 
forthe offence p be bath trefpaced agaynft 
bim, chen ſhal chereconcylynge bemade vn 
to the L ORDE for the piefé, befydes the 
ramme ofthe attonemẽt, wherwith be fal 
be reconcyled. 

DB . Litewyfe all the Heueofferynges of all 
that the chiloren of Iſrael balowe onto the 
LORDE, and offre vnto the pꝛeſt, yall be 
his. And who  baloweth enythinge it ſhal 
Le his. And who fo geueth the preſt eny chin 
ge,tt ſhal be his alſo. 

And che LORDE talked with Moſes, and 
ſa yde: Speake tothe childꝛen of Iſtael and 
faye onto them: YWban eny mars wife goth 
afyde,cnd trefpaceth agaynft bim,z eny ma 
Tye with ber flefhlyc, andebe hinge be yee 
byd from bis eyes, and is noe come tolight 
that fhe is defiled,and be can brynge no wit 
neſſe aga ynſt ber( for fhe was not takẽ ther 
in) and the ſprete of gelouſye kyndleth bins, 
Pehat hẽ is gelous duer his wife: whether 
ſhe be vncleane or not vncleane. then fal be 
brynge ber vnto che preſt, and bryngẽ att of- 
ferynge fez her, enen the centh parte of an 
pba of barlye mecte,and ſhaͤl peure no oy 
le cheron, nev put frankenfence vpon it: for it 
isan offerynge of gcloufy, and an offeringe 
of remembraunce, that rememsbzetb ſynne. 

Then ſhall che prefEbrynge ber , and ſett 
ber before the LORDE, andtate of the boly 
water in an carchen veffell,and put of $ duſt 

- thatis on the flocze of the babitacien, into 
the water. And he ſhal fer the wife be fere F 
LORDE, and vncouer bir beade, and the offe 
ringe of remembzaunce whichis an offerin⸗ 
ge of gclonfy hall be laye vpon bir banves. 
And che pzfé [hal haue ibis bande bytter 
curſinge water,and [hal coniure che wife, z 
faye vñto ber: Ning man haue lyé with the, 
and thou baft nce conc aſyde from thy buf 
bande,to defyleeby felf, then fall nee thefe 
bytter curfinge waters bucte che. But yf 


The vi. Chap, 

thou baft gone aſyde from thy hußbande, ſo 
that thou art defyled, and fome other man 
bath lyen with the beſyde thy bufibande, 
then hall the preſt coniure the wife with 
this curfé, and [hal faye vnto her: The LOR- 
DEfect the toacurfe and a conizracion a- 
mongetby people, fo that the LORDE mate 
thy thye rocce,and thy wombe co berſt. So 
go this curfed water in to thy body, that y 
swombe berſt, and ty thye rotte. And the wi 
fe ſhal faye: Amen Amen. 

So the piefé fall weyte this curſe in D 
byll, and waſh ic ont with the water, and 
hall gene the wife of the bytter curfinge 
Waters to drynke. And whe ehe curſinge wa 
ter is qoneinber, ſo $ itis bytter wnto ber 
then [hal the preft tate che geloufy offeryn- 

Se out of che wynes bande, and wane it foz 
& wicatofferynge before the LOR DE,and of 
fre it vpon the altare : namely,be fhall cate 
anbanbdfull of che meacofferynge foz bir re. 
mibaunce,z burne it vpõ chealtare, z then 
‘cue thewife the water to drinke. And whe 
fre bath droͤnken the water , yf flye be defy- 
ledand bauetrefpaced agaynyt bir bufiban- 
de,chen ſhal che curfinge water gointo ber, 
and befo bytter, that hir wombe [hal berff, 
and birtbye Phallrotre, and che wife ſhal be 
@ curfeamenge bir people, But yf che fame 
wife be not defyled, but is cleane, then ſhall 
= 8 her no barme,fo that ſhe mayẽ be with 
ilde. 
This is the lawe of gelouſy, whan a wy- 
fe goeth afyde from bir bufbante, and is de 
fyled: Gr whan > ſprete of geiouſy kyndleth 
aman,fothatbeis gelous duer bis wyfe, > 
be beynge ber befozethe LORDE,andebat $ 
pete all b ber acozdinge vnto this lawe. 
nd > man ſhalbe gueleffeof the ſynne, but 
the wife flyall beare bir myßdede. 
The vi.Chapter. 
Ig Vibthe LOR DEealtcd with Moſes, A 
Of and fayoe: Speate vnto the children 
of Iſrael and faye vnto them: Whan 
a man o2 wWoman ſeparateth them ſelues, to 
vowe a vowe of abſtinencẽ vnto the LGR- 
DE, be ſhal abſte yne from wyne and ſtrsge 
drynke Vyneger of wynez of ſtronge dryn- 
Ec ſhal be not dzynke, ner thatis preffed out 
of grapes:be hall neehereate freſh ner diye 
grapes, ſo lon ge as bis abftitience endureth. 
Moꝛouer be fhall eatenothinge thatis ma 
de of the vyne tre, fremthe wyne cornels wie 
tothe hulle. 
As longe as the vowe of bis abſt ynence 
endureth , there ſhall no raſdute come vpon 
bis heade, tyll che tyme be out which he ab- 
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ſte yneth wnto the L OR DE, fo: he is boly. 

nv be fall lee che heer of bis heate 

Grorwe, and ftonde bare openly. All the ryme 

ouer he abjteyneth vnto che LORDE fal 

be gotono deed. Nether fal he de fyle bint 
felf ac ¥ death of bis facher,of bis mot her 

Of bis brother,oz of brs ſiſter. For che abſti⸗ 

nence of bis God is vpon bis heads, and ¥ 

whole tyme of bis abſtinence ſhall be be ho⸗ 

Ty onto the LORDE, 

DS — And yf ic chaunce eny man to dye foden- 

Ly befoze bint , chen fal * heade of bis ab- 

ynence be defyled.Cherfezre ſhal be» fhane 
bis heade in che daye of bis clenfynge, that 
is vpon the ſeuenth daye: and vpon ¥ eight 
daye fhall he beynge two curtill doves, oz 

S19 yonge pigeons, vnto the preſt before 

dor of the Tabernacle of wytneſſe. And 

the preft fhali mate the one a fynofferynge, 
and the orber a burncofferynge, and mate 
an attonement for bit, becaufe be defyled 

Dim elf vpon ¥ deed, andfo [hal be balowe 

bis heave the fame daye, chat he maye bol- 

De one the tyme of his abſtinence vnto the 

LORDE, and be ſhall beynge a lambe of & 

a yeare olde for a trefpaccofferynge. But > 

daies afore ſhal be but loft, becaufe bis abſti 

nence wasdefyled. 

C TC§hisisthelawe of the abſte yner. ban 
the cyme of bis abſtinence is out, be ſhal be 
brought before the doze of the Tabernacle 
of wycneffe. 2nd be ſhal brynge bis offerin 
ge vnto the LOR DE, ener ait belambeof a 
scare olde without blemyfly for a burnt offe⸗ 
Tinge, z@ ſhe lambe of a yeare olde without 
blemyfly for a ſynoffer ynge and a ranme ch 
out blemifh for anbealebofferynge,z a maũ 
‘de xb vnleuended cates of fyne floure myn- 
gled with oyle, and fivete wafers ano ynted 
rich oyle,z cheir mearofferinges z drynbof⸗ 
ferynges. 

And che pꝛeſt ſhall beynge it before che 
LOR DE, and fhal mate bis fynofferynge 
and bis burntofferynge, and > ramme ſhal 
He mate an bealebefferynge vnto che L OR- 
DE, with f maunde of che vnlenended bred. 
dis meatofferynge and drink offeringe ſhal 
bemate alfo. And he Mall ſhaue the hea de 
of the abſte yners abftinence before the do⸗ 
seof the Tabernacle of wytneſſẽ and ſhall 
take the heade beer of bis abftinence, and 
caft it vpon che fyre that is onder $ health- 
offerynge. 

And che fodder ſhulder of the ramme 
fhallbe cate, and on vnleuended cake out 
of the maunde, and a ſwete wafer, andlaye 
them vpon the handes of the abſteyner: 
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(after that be bath ſhauen of bis abftinen- 
ce.) And be ſhal Wane them be fore the LOR- 
DE. This is holy for che preff with the Wa- 
uebreft,and Heue ſhulder. After that, maye 
the abfteyner drynke wyne. This is thelawe 
of the abjte yner which voweth bis offerin- 
ge vntothe LORDE foz bis abftynence, befy- 
Des that, which bis bande can get. Ashe 
bach vowed, ſo fall be do acordinge to the 
Iarwe of bis abftinence. 

And the LORDE talked with Moſes, and 
fayde:Speate vnto Aaron and bis fonncs, 
and faye: Thus fal ye faye vnto the childꝛẽ 
of Dirael, whan ye bleſſe them. 

+ Tbe LORDE bleffe che, and kepe the. 

The L ORDEmaee bis face to ſhyne vpð 
the, and bemercifull onto the, 

She LORDE life vp bis countenaunce 
vpon the, and gene the peace, 

S§orebey [hal put my name vps the chil- 
dien of Iſraei, that J meaye bleffechen. 


The vil.Chapter. 
Of Lo whan Noſes had ſet vp the Ha- 


bitacton and anoyntcd it, and jane 

fyed it with all che apparell thero 
and bad anoynted and balowed che altare 
alſo with all bis veffels, Then offred the 
captaynes of Iſraei which were the rulers 
in cher facbers boufes. 

Forthey were che captaynes amonge > 
Eynreds ,'and ſtode oner thé that were nom- 
bred. And they broughe their offerynges be 
fore the L ORDE fire conered charetres, and 
erolue ores, for euery two captaynes a cha 
rett, andan ore forenery one, and brought 
thems before the habitacton. 

nd the LORDE fayde vnto Moſes: Ta- 
Beit of chem, that it maye ſerue for che my- 
niftcacion of che Tabernacle of rwytneffe, 
and geucit unto the Leuites, vnto cucry o⸗ 
ne acordinge to bis office.Chen rote Miofes 
the charettes and oxen, and ganc them vn⸗ 
cothe Lenites. 

Two charettesand foure oren gaue he 
wnto } children of Gerfonacordinttc do their 
officerand foure charettes andeightoren ga 
ue be wntothe children of Merari acordinge 
totheir office, onder che bande of Yebamar 
the ſonne of Aaron the pieſt. 

But wntoche children of Kahath he ga- 
ne nothynge, becanfé * they bad an boly 
Office vpon them, and muſt beare ypStbeir 
ſhulders. And the captaines offred corbede 
Dicacion of the altare, inthe daye whanit 
was anoynced, and offred their giftes befo- 
ret he altare. 
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And F LORDE fayde vnto Moſes:Let ene 
Ty captayne bzynge bis offerynge vpon bis 
Daye co che Dedicacion of the aleare. 

On che firſt daye, Nahaſſon the forme of 
Annnadad,ofche trybe of Jude, offred bis 
gifce. And bis gifte was a fylucr charger, 
worth an bundzech and thyrtie Sydes: A 
fylucr boule, worth ſeuent ye Sycles (after 
the Sycle ofthe Sanctuary) both full of fy⸗ 
ne flouremyngled with oyle for ameatoffe- 
ringe : Anda golven (pone, worth ten Sy⸗ 
cles of golde, fill of incenſe: A bullocPe frons 
amonge che greate catell, a ramme, a lambe 
of yeare olde for a burntofferynge, an be 
goace for a fynofferynge: And foͤr an healch 
offerynge two oer, fynerammes, fyue be 
goates, and fyue lambes of a yeare olde. 
Chis is the gifte of Nahaſſon che forme of 
Aminadab. 

On the ſeconde daye offred Nathaneel 
thefonne ofSuar, the captayne of Iſachar 
dis gifte wase ſyluer charger, worth an 
hundreth and chircie Sycles: 2 fyluer bou- 
le worth ſeueut ye Gycles( after the Sycle 
ofthe Sanctuary ) both full of fyne floure 
myngled with oile for a nieatofferinge: And 
@ golden (pone, worth ten Sycles of golve, 
full ofincenfe : A bulloce from amongethe 

eate catell a rame,alambe of a yeare olde 
g: a burncofferynge, anbe goate fora fyn- 
offerynge : And fo2 an healthofferynge tiro 
oren, fyne rammes, fyue be goates, and fyue 
fambes ofa yeare oide. This is the gifte of 
Nat haneel the fonne ofSuar. 

Gn the thirde daye the captayne of the 
children ofSabulon, Eliab che ſonne of He- 
lon. dis gifte was a fyluer charger, worth 
an hundꝛeth and thirtie Sycles : A ſyluer 
boule, worth feuentye Sycles(after the Sy 
cle of the Sanctuary) both full of Fyne flou- 
remyngled with oyle fora meatofferynge: 
And a golden fpone, worth ten Sycles of 
golde, fill of incenſe: A bulloce from amon 
Ge the greate catell, aramme, a lambe ofa 
yeareolde fez a burntofferynge, an be goa- 
te for a fynofferynge: And for an bealtboffe 
binge two oren, fyuerammes, fine be goates, 
Gnd fiue lambes of yeare olde. This isthe 
gifte of Eliab the fonne of Helon. 

On che fourth daye, the caprayne ofthe 
hildzen of Ruben, Elizur che fonne of Se⸗ 
deur. dis gifte was a ſyluer charger, worth 
a@nbunbdzcth and ebirtie Sycles: A ſyluer 
boule, worth ſeuent ye Sycles (after the Sy- 
cle ofthe Sanctuary) both full of fyne flon- 
re myngled with oyle fora meatofferynges 
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Anda goldz (porte, worth ten Sycles sf gol 
de, fullofincenfe : A bullocFe from amonge 
the greace catell,¢ ramme, a lambe ofa ycar 
reolde for a burncofferinge, abe goate for 
a ſynoffer ynge: And for an bealtbofferyn- 
ge two oxen, fyue rammes, fyuc be goates, 
fyue lambes of a yeare olde. Chis is che gif- 
te of Elizur the fonne of Sedenr. 

On che fifth daye the captayne of F chil 
dren of Simeon, Selumiel the fonne of Suri 
Sadat. His gifte was a fyluer darger, 
worth an hundꝛeih and thirtie Sycles:2 fil 
uer boule, worth ſeuent ye Sycles (after che 
Sycle ofthe Sanctuary ) boch full of fyne 
floure myngled with oyle for a mearofferin 
Ge: And 4 goldé fponc, worth ten Sycles of 
golde, full ofince[é: A bullocPe from amSge 
the greate catell,aramme,alambe ofa yeare 
olve for a burncefferinge,z anbe goate for & 
ſynoffer ynge: And for an bealeboffirynge 
two ore, fyue rammes, fyue be goates, and fi 
ue lambes ofa yeare olde. This is the gifte 
of Selumiel che ſonne of Suri Gadai. 

Ou the ſixte daye, the captayne of F chit 
dren Of Gad, Eliafapb the ane of Deguel. 
dis gifte was a filuer charger, worth an bit 
dreth z thirtie Sicles:A fylucr boule, worth 
fenentye Sycles (after the Sycle of * Gane 
tuary) both full of fine floure myngled with 
oyle for a meatofferynge : And a golden [po 
ne, worth ten Sycles of golde, full ofincen- 
ſe:A bullocte from amonge > greate catell, 
aramme,@ lambeofa yeare olde for a burnt 
offeringe, an be goate for a fynnofferynge: 
ind foranbealeh offerynge two oxen, fyue 
rammes, fyne be goates,and fynelambes of 
ayeareolde. Thisis che gifec of Eliafaph 
she ſonne of Dequel. 

On the fenenth daye the captayne of the 
chilozen of Ephzaim, Llifama, the ſonne of 
Amibud. His gifte was a fyluer charger, 
worth an hundꝛet h andtbirtieSyces: 2 
fyluer boule, worth ſeuent ye Gycles(after > 
Gycle ofthe Sanctuary both full of Fyne 
flonremyngled with oyle for a meatofferyrs 
ge: And a goldé fpone, worth ten Sycles of 
golve, full of incenfe: A bullode fromamon 
getbe greate carell,a rame, a lambe ofa yea 
re olde for a burncofferynge,an be goate for 
@ fynoffer ynge: And fo2 an bealthofferynge 
swoore, fyue rammes, fyue he goates,and 
fyue lambes of g yeare olde. Cbisis F gifte 
of: ccs the f onne of Amibud. 

On the eight daye, the caytayneofthe 
children o Manaſſe, Gamaliel * ofebe 
of pedasur. His gifte was a ſylner char⸗ 
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ger, worth an bundzeth and thirtie Sycles: 
2 fyluer boule, worth feuentye Sycles(after 
the Sycleof $ Gancenary)both fullof fy 
ne floure myngled vd oyle for a meatoff eryn 
ge: And a goldé fpone, worth cen Gyctes of 
golde, full of incefe. 2 bullocke from amsge 
the greate catell, a ramme, «Lambe of a yer 
re olde for a burncofferynge, an he goate for 
a ſynoffer ynge And for an bealcbofferynge 
cwo oxen, Fyne rammes, fyne be goates, z fy- 
uelambes of a yeare olde. This is the gifte 
Of Gamalicl che ſonne of Pedazur. 

Ou the nyenth deye,the caprayne of the 
children of Ben Jamin, Abidan che fonne 
of Gedeoni. His gifte was a ſyluer charger, 
worth an hundreth and thirtie Sycles: A 
ſyluer boule, worth ſeuentye Sycles (after 
the Sycle of the Sanctuary both full of fy 
ne floure myngled with oyle for a meatoffe- 
rynge: 2nd a golden fpone, worth sen Sy- 
cles of golde, full of urctfé:2 bullocPe from 
amonge the greate catell, aramme,alambe 
of a yeare olde for a burncofferynge : And 
fo: au healebofferynge two oren, fyueram- 
nites, fyuebe goates, and fyue lambes of a 
yeareolde. This isthe giftcef Abidan the 
fonneof Gedconi. 

Onche tenth daye the captayne of the 
children of Dan, Abiefer che fonneof Ammi 
Sadai. His gifteroas afiluer charger, worth 
an bunbdzeth zthirtie Sycles: A fyluer bou- 
Te, worth fenentie Sycles(after the Sycle of 
the Sictuaryyborb full of Fyne floure myn- 
gled with oyle for ameacofferynge: Ande 
golden (pone, worth ten Sycles of golve, 
full of incenſe: A buliocke from amongetbe 
greate catell, a ranme, alambe of a yeare 
olve fora burntofferynge, an be goate fore 
ſynoffer ynge: And foz an healebofferynge 
two orert, fyue rammes, fyne be goates,z fy 
uelambes of a yeare olde. This isthe gifte 
of Ahieſer che founc of Ammi Sadai. 

Oncheelenenth daye,checaptayneof * 
childzé of Affer, Pagiel the ſonne of Oda: 
dis gifte was a fyluer charger, worth an 
bundecth and thirtie Sycles : A fyluer bou⸗ 
le, worth fenentie Sycles(afrer the Sycle of 
the Sãctuaryboth fullof fyne floure myn- 
gled with oyle for a meatofferynge : And a 
goldert fpone, worth ten Sycles of golde, 
fall of incẽſe: A bullocke fromthe qreateca- 
tell, ¢ ramme, alambe of a yeare olde fore 
burntofferynge , an be geate for a fynoffe- 
rynge: And for an bealebofferynge two ore, 
fyue rammes, fyue be goates, and fyue lam⸗ 
bes of a yeare olde. This is the gifte of pa- 
giclthe fonneof Ochran. 
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On the twolfte daye, the captayne of the 
children of Nephtali Ahira the fonne of E> 
nan. dis gifte ras a [yluct charger, roth 
anbunvieth andebircie Sycles: 20 fyluer 
boule, worth ſeuent ye Sycles (after the Sy⸗ 
cle ofthe Sanceuary)both full of fyne flou- 
re myngled with oyle foz a mearofferynge: 
And a golden fpone, worth cen Gycles of 
golde, full of urcenfe: A bullocke front amon 
getbe greace catell, gramme, alambe of a 
yenre olve [or a burncofferinge, an be goate 
for a ſynnofferinge: And foz ant health offe- 
ringe two ores, Fyne ranunes, ſyue be goa- 
tes,and fyuc lambes of a yeare olde. This is 
the gifte of Ahira the fonne of Enan. 

This is ? vedicacion ofthe altare. what J 
tyme as it was anoynted, onto the which * 
capcaynes of Iſrael offered thefe twolue j5t 
uer chargers, twolue fylucr boules, twolue 
fpones of golde: euery charger conteynynge 
an biidieth and thirtie Sycles of fyluer, and 
euery boule ſeuent ye Sycles.So chat * ſum 
me of allcbe fylucr inthe veffels, was tive 
thoufande and foure bundzcth Sycles(afcer 
the Sycle ofthe Ganceuary). And the twol 
we fpones of golve full of incenſe contcy- 
ned encry one ten Sycles,afcer the Sycle of 
the Sanccuary: So that the ſumme of the 
golde in the fponcs , was an hundreth and 
erventye Sycles. 

The ſumme of the catell for the burncof- 
feringes, was tweluchullecFes,twolue rams 
mes, twolne lãbes of a yeare olde with their 
ineatofferinges : And twolue be goares for 
fynnofferinges.And che fimmme ofthe cacell 
for the bealchofferinges,was ſoure and ewe 
tye oren,chze [cozerammies, and thre (core be 
goates,thre (core lãbes of a yeare olde, This 
is thededicacion of the altare, after that it 
WAS anoynted. 

And whan Moſes wente in to the Taber 
nacle of wytnes, p hemightbecommoned 
witball, be herde the voyce (peat ynge vnto 
bim firs of che Mercy feate, which was vps 
the Arke of witnes betwirxte the two Chere 
bins, feom chence was be cõmoned witball. 

The Vill.Chaprer. 

Vd theLORDE cal€ev with Miofes,z 
fayde: Speake to Aaron, z faye onto 
him: Whan thou ſetteſt vp $ lapes, 
thon ſhalt ſet thẽ ſo that they maye all ene 
geue light abone vps ? candilſticke. And As 
ron dyd ſo ⁊ fer * lampes vps candilſticke. 
as $LORDE cõmaunded Moſes. The woꝛke 
of ? cãdilſticke was of beatẽ golde, both * 

afc z flourestherofiAcordyngeto $ vifis 
that the LORDE bad ſhewed Moſes, euen ſo 


}, 
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made he che candelſticke. 

And the LORDE|pate vnto Moſes, and 
ſayde: Take the Leuites frõ amonge che dil 
dren of Iſrael, clenſe them. But thus ſhalt 
thou do with chem, that thou ma yeſt clenſe 
ebem. Thou ſhalt ſprenkle purifienge water 
vpon them, and lect g rafure go ouer their 
whole body, and wafbe their clothes, and 
then are they cleane. Chen ſhall chey cate a 
yonge bullocfe,and bis meacofferynge of fy 
ne floure myngled with oyle. 2nd anocber 
youge bullocFe ſhalt thou cate foz a fynof- 

ſeringe. 
F nb thou ſhalt brynge the Lenites befo- 
rethe Tabernacle of wyeneffe, and gather 
together the whole congregacien of chil ⸗ 
dren of Ffrael, and brynge the Lenytes befo 
rethe LORDE. And the children of Iſrael 
hall laye their handes vpon the Leuites. 
And Aaron [hal wane F Ceuites before the 
LORDE forthe children of Iſtael that t hey 
maye myniſtre in the feruyce of the LORDE. 

Andche ———— their handes 
vpon the heedes ic bullockes, and the o⸗ 
ne ſhalbe made a fynnofferynge, the other a 
burntofferinge vnto the LORDE, to mate 
an atronement forthe Lenites. And thou 
fale fee the Lenites before Aaron and bis 
fonnes, and waue them before the LOR DE, 
and fofhale then feparate them from > chil 
dren of Iſrael that chey maye be myne. ThE 
Phallebey ge in, that they maye do fernyce 
tn the Tabernacle of witneffe. Thus fhale 
thon clenfethé,z wane them:foz they aremy 
gifte ofthe children of Iſrael, vand J haue 
taten chem vnto me for all that opencth the 
Matrix, namely for che fuſt bone of all the 
children of Iſtael. 

C _SForenery firfEbome amonge the children 


Exo..a Of Iſrael is myne, both ofmen and of catell, 
Luca.d fens the tyme chat I ſmote all the firſt borne 


in the lande of Egipte, and ſanctifſed them 
vnto myfelf, and koke the Leuites ſor ali the 
firſt borne amonge the childzé of Iſrael, and 
gaue them for a gifte vnto Ward and his for 
nes frem amonge the children of Iſrael. $ 
‘they ſhulde do the ſeruyce ofthe children of 
Iſrael in the Tabernacle of witneſſe, toma, 
Ec attouemẽt fez the childien of Iſrael, that 
there be noe a place amonge the children of 
hkacl. yfebey wyll comenye * Sanctuary. 
And Moſes with Aaron and the whole 
congregaciõ ofthe childzé of Firacl, dyd wb 
the Lenites all asthe LORDE bad ce mmaũ ⸗ 
ded Mhofes .2And chey purified the Leuites, 
and waß ſhed cher clorhes. And Aaron we 
web them before che LORDE, and made atto- 
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ment for them,that they might be cleane. 

Afcer that wente cheyin, co do their offi- D 
cein the Cabernacteof witneffe before Aa- 
ron and bis ſonnes: as the LORDE commaũ · 
ded Moſes concernyngetrhe Lenites, euen ſo 
dyd they with them. 

And the LORDE ſpake vnto Moſes ⁊ ſay⸗ 
de: This is it that belongeth vnto che Leni- 


tes? From fyue and twent ye yeare andabo- Num 


ue ſhal they goin to the office ofthe Taber 
nacle of witneffe. But frõ fyftie yeare forth, 
they [hal ceaffe from the waitinge of the ſer⸗ 
nyce therof, and ſhall myniſter nomore, but 
Bal appoynte their brethren to waite and to 
jerue in the Tabernacle of wytneffe: but the 
office ſhal not they execute. Thus ſhalt thou 
do with che Lenites in their ſeruyces, that e· 
uery one maye wayte vpon bis awne charge. 
ThelX.Chaprer. 
'¢ CindtheL ORDE [pate vnto Moſes A 

Sf inthe wilderneſſe of Sinat, in > firfé 

moncth ofcbe feconde yearethatthey 
were Departed ont of chelande of Egipte,z 


fayde: Let the dyiloien of Iſtael kepe after exo..a 

inbis ſeaſon, euen vponthe ſourtene daye of Levi 2.2 
Nom.s36.¢ 

Dew.1s.a 


this moueth at cuen, in bis ſeaſon ſhall they 
repe it. acord ynge to all the ſtatutes zlawes 
therof. And Moͤſes ſpabe to * childzé of Iſ⸗ 
sael,¥ they ſhulde kepeSaſter. Andthey kep 
after vps che fourtene daye ofthe ſirſt mo 
neth at euen in the wildernes of Sinai. Acoz 
dinge to all that the LORDEcõmaunded Mo 
ſes cuen fodydche childꝛen of Iſtael. 

Then were there certayne men defyled of 
a deed man, ſo that they coulde not kepe La 
fier vpon chat daye theſe came before Mo⸗ 
ſes and Aaron the fame daye,andfayde vir 
to bim : Weare defiled of a decd mF s wher 
fore ſhulde we be defpyfed,that we muſt not 
bringe oure giftes in bis ſtaſonamonge the 
childꝛen of Iſtael? Moſes ſa yde vnto them: 
Stonde feyll, J wil heare what the LORDE 
commaundetb you, 

nd the LORDE ſpake vnto Moſes, and 
ſayde Speate onto the childꝛen of Iſrael, B 
ſaie: Whã eny man is deſyled ofa deed coar 


ſe er is gone farre from yon ouer the felde, or =P a0.⸗ 


ts amonge yourc kynßfolkes, yet ſhall be ke⸗ 
pe Eaſter, but in the — — 9* * 

fourtene daye at euen, andthey ſhal eate it 
with vnleuended bred and forvre ſarwſe and 
hall leaue none of it vnt yll the momyn- 
Ge,*ner breake eny bone therof, and fhal ke⸗ 


Dut he that is cleane, and not gone ine 
tourney,and is negligent to Eepe the L after, 
the fame foule ſhal beroved ont fromamẽge 


Peitacordingeto all $ manerof F Laffer. rons. 
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bis people: becaufebe brought not bis gifte 
cotbe LORDE in bis feafon, be fal beare bis 
ſynne. And whan cheredwellech a firaunger 
amonge you, be fal kepe Eaſter alſo onto 
ebeLORDE, ⁊ ſhal holde it acordinge to > 
ordinaunce and iawe of * Eafter.Chis ſta 
tute ſhal be vnto you alike, to the ſtraͤunger 
as to him that is borne in the londe. 
CAnd F ſame daye ythe Habitacion was 


— ſet vp, a cloude coucredit vps the Taberna 
3-RE-8. 


cle of witneffe, z ac euen there was a fymilt- 
tude of fyre vpon che Habitacion vntill the 
mornynge. So came it co paffe allwaye, * 
the cloude couered it by Daye, z tbe fymilien- 
deof fyre by nighe. And whan che cloude 
was také vp from the Habitacion thenthe 
children of Iſrael wente on their isurney. 
And loke in what place che cioude above, 
therethe childrẽ of Iſtael pitched their test 
tes. Acordinge to che worde of the LORDE 
toke the childzen of Iſtael cheir ionrney,and 
acordinge to bis worde pitded chey their 
tentes. Solonge asthe Jouve above 9} 

the Habitacion, chey laye ſtyll. And whan 
the cloudetaricd many dayes vpon the Ha 
bitacion, the child:é of Iſrael wayted vpon 
the LORDE, z wente not on theit tourney. 
D And whan it chaunced chac che cloude 
above vpd ¥ Habitacion eny [pace of dayes, 
chen pitched they acordinge tothe worde of 
cheLORDE,zafterthe worde of the LOR- 
DEwence they oncbeir tourney. Whan the 
clonde was chere from the eucnynge ontyll 
che mornynge. and ſo was taken vp,then we 
te chey on their ionrneyrand wheeberit was: 
takẽ vp by daye or by nighe,chey tourneyed. 
Bue whan it taried vpon the habitacion 
two Dayes , or a moneth, or a lenge feafon, 
then laye the children of Iſrael, and iour · 
neyed not: and ſo whan it was taben wp, 
they wente outheir tourney. For acordinge 


tothe mouth of che LORDE they {aye,and 
after the mouth oftheL OR D Etheyionr- 
neycd, fo p they Eepte the LOR DES watch, 
acordinge tothe worde of theL OR DEby 
Moſes. 
The X. Chapter. 

4 LidtheL ORDE fpate vnto Moſes, 
and ſayde: Mate the two trompettes 
of beaten fylucr,thar chou mayeft vfé 

chem, to call che cScregacion togetber,and 
whan the booft [hal bieate vp. Whan they 
blewe with both, then ſhall the whole con- 
gregacion gather them felues together vn⸗ 
tothe before the doze of the Tabernacle of 
witneffe . YOban they blowe but with one, 
thencthe captaynes, therulers euer the thou 


Fhe x. Chap. Ao. lxi. 


fandes in Iſrael ſhal gather them felucsto 
gether unto the. POban ye trompe then ſhal 
che booftes that lye on the aft fyve, biea- 
ke vp · And whan ye crompe the ſeconde ty⸗ 
me, the hooſtes that lye on thẽ South ſyde, 
fhal breabe vp. Sor ye ſhall trompe, whan 
they [hal cate cheir iourneys.* But whan * 
congregacion ts to be gatberedrogetber, ye 
hal blowe,and not trompe. This blowinge 
xb the trompertes ſhal tbe fonnes of Aaron 
the preft do, And ic [hall be yF lawe foz euer 
amonge youre pofterities, 

Oban ye goto a battayll in youre londe 
aga ynſt youre enemies F vere you, ye fail 
trompe with the trompettes , char ye maye 
beremembied before the LORDE yo God, 
and delynered from youre enemies. 

Like wyfe whan ye aremery, andin you- 
re feafEdayes, z in youre new Monethes, ye 

I blowe with therrompectes over youre 

rntſacrifices z healtbofferinges, it maie 

bea remembzaunce vnto you before youre 
Gor. Jam the LORDE youre God. 

Vpon che twent ye dvaye in the feconde 
monech of the feconde yeare, arofe the clou- 
de from che babicacion of witneſſe. And the 
childzé of — wente on their tourney out 
Of che wylderneffe of Sinai, and the cloude 
abode in the wylderneffe of Paran, Girft bia 
Ee vp (acordingeco the worde of rhe LOR- 
DE by Moſes.) Namely, che baner of the 
Hooft of Juda wente forch firfE wich cheir 
armies,and ouer cheir booft was Nahaſſon 
ehefonne of Aminadab. And ouer che hoofé 
of the trybe of che childzen of Iſachar was 
Nathaneel the fonne of Suar. And ouer the 
hooſt of che erybe of che childzen of Sabu- 
Tou was Eliab the fonne of Elon. And the 
babitacion wastaten done, andthe chil⸗ 
dren of Gerſon and Merari barethe habita 
cion. 

After that wente the baner of the hooſt 
Of Ruben with their armies, and oucr their 
Hooft was Llisur the ſonne of Sedeur And 
oer the hooſt of the trybe of the children of 
Simeon was Selumiel the fonne of Surt 
Sadai. And Eliaſaph the fonneof Deguel 
ouer the booft of che erybe of thechilozen of 
Gad. Then wente the Kahat hites forwar- 
de alfo, andbarcthe Sanctuary,and cauſed 
} babitacion be ſet vp agaynféthey came, 

After chat wente the baner of the hooſt 
Of the childzen of Ephraim with eheir ar- 
mies,and ouer their hooft was Eliſama the 
fonne of Amibud . And Gamaliel che fonne 
of Pedazur ouer the booft of che trybe of 
the children of Manaſſe · And Acwan the 


Judie. 


Namaz.¢ 
Deutna 


Noma 


Nom. qt 


C 


» 
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fonne of Gedconi ouer the hooſt of the try- 
be of the children of Ben Yamin. 

After chat wente the baner of the hooſt 
Of the children of Dan with cher WArmyes, 
(and ſo were all che hooſtes vp)and Abiefer 
the fonne of Ammi Gadai was ouer their 
booft.2ind pagiel > ſonne of Ochran. over 
the hooſt of chetrybe of che childien of A> 
fer. And Ahira che fonne of Enan oner che 
Hooft of che trybe of the childꝛen of Neph⸗ 
chali. Thus che childs of Iſrael wete forch 
swith heir armyes. 

And Moſts fpake vnto bis brother in 
lawe, Hobab che fonne of Raguel of Ma. 
di an: We go onto the place,of the whid) * 
LOR DE faybde:7f wil geuc it you:Comenorw 
swith vs therfore, and we wil do $ beft with 
the forthe. OR DEbath pzomyfed good vn 
to Tfrael. Buc he anfivered:3 wil noe go c 
you, but wil go into myne aronelonde vnto 
My Eynred. hefayde: Ob nay, leaue vs not: 
for chou knoweſt where is beft for vs to pyt- 
che in che wylderneſſe, and thon ſhalt bẽ ou- 
re eye. And yf chon goeft with vs loke what 
good the L OR D E doth vnto ve, the fame 


The Manna was lite Coꝛiãder fede, and 


B 


to loke vpon, like Devellion. And the people sxodusl 


ranne bere and there gathered it,z groun- 
de it in Milles, and beate it in mozters,and 
bakcd tt in panes, and made cakes of it,and 
ft bad a caiftlite an oyle cake. And whan F 
Dew fell vpon the tẽtes inthe night, Nan 
na fellebersvich. 

Now whan Moſes herde the peoplewe 
peamdge cheir Eynreds, cueryoncin bis tet 
Dore, thenthe wath of theLORDE waged 
exceadinge whore. And ic greued Moſes al 
ſo · And Mofes ſa yde vnto che LORDE: Why 


wil wedo onto the. Socheydeparted from vereſt chou thy ferucunce 7 ind why fynde C 
ehemoune ofthe LORDE thre dayes iour- not y fazourein Pfiabe, Febou lay ¥ bor 
ney,z the 2trEeoftheLORDESconenaunt bers of all this people vpõ mez Haͤue che 
woenec before them thofe thie dayesiourney, eSceanedall this people, o: begoren Chem, 
to fhewe thé where they ſhulde reff. And *3 that chon ſhuldeſt faye unto me : Cary then 
cloudeof the LORDE was ouer them in the inehinearmes(asa nurſe beareth a dyilde) 
Sayetyme, whan they wẽte out of >eéees. onto thelonde, that thou haſt fiwome onto 
And whan the Arke wente forth, Moſes cheir fathers? Where fal 3 get fleſh, to ge- 
Pal 67a fayderx AryfeL ORDE, letchineenemiesbe neal this peopleEbhey wepe before me,and 
[catered,and let them that bate, theflyebef> ſayer Oene vs flefly,chatwe mayceate.jam 
rethe. Andiwhan itrefted, befayde:Come notableco beareallebis people alone, fez it 
agayne © LORDE vntothe multitude of the is to beny forme. 2nd yf thew wyle deale 
choufanves of Iſtael. thus b me:® Eyll me then, yf J haue foun- 
The Xi. Chapter. de fanoure in thy fight, that I ſe not my 
AW Ag Lt wha y people wared vupaciee, wwrechedneffe. 
Fxo1s.a te difpleafed fore $ cares of $LORDE. And the LORDE [aide vnto Moſes: Ga D 
Deut. 9.4 2nd whan the L OR DE berde it, bis ‘whtome* ſeuent ys men amongetbesEL escet 


wrath wared whote,zebe fyre Of } LORDE 
burnt amsge them. ſoð Pit cofismed the vere- 
woſt of ¶ booſt. Thẽ cryed the people unto 
Moſes. 2nd Mofes prayed wnto the LOR- 
DE.So ¥ fyze quenched. 2nd the place was 
called Tabera, becauſe the fyre of the LOR- 
DE burnt amonge eben. 
Then the comon force of people p was ay 
mSgecbem, fell a luſtinge and ſat wepte rd 
thechildzen of Iſtael, and ſa yde: Who wyll 


dere of Iſtael whoms thou tnowefé they 
arethe Elvers in > peopleand officers ouer 
them, and brynge them before che Taberna 
cle of witneffe, and fer them chere with ther 
then wil J comedowne, andtalte withthe 
enenchere, z tate of thy ſprete that is vpom 
the, and puttic vpon them, tharthey maye 
bearethe burthen of the people with the, & 
ten beare not all alone. 

2nd onto ? peoplethon ſhalt faye: Sãc 


Seue vs fleflycocaterWe remembze the filly, 
the we ate in Egipte fornanabe, zCucume 
bers,vitelouns,letes,onyons,z garieke But 
now is oure ſoule dryed arwaye, oure eyes fe 
notbinge chen che Wanna. 


tifye yF felues acaynfé comozow, § yemaye Levisee 
eateflefly : foz youre wepynge ts coine in to Tolus.b 
theeares of the LORDE,yetbatfaye:XOho “Rea 
foal gene vs flefly co eate 7 for we were well 

at caſe in Egipte. Cher fore ſhal the LORDE gxoueh 


he ttij. boke of Moſes. 
gene you flefly to eate, tot one Daye,not two, 
not fyue, not cen, not twent ye dayes Longe, 
but a monech longe, tyll it go out at youre 
nofes,andeyll ye lothe it:euen becauſe ye ha⸗ 
ue tefufed the LORDE, which is amonge you, 
and bane wepte before bim,z fayde: Wber- 
fore wente we out of Egipte? 

And Moſes fayde : Sire hundreth thou⸗ 
btn ‘ fande fore men are there of the people amd 
andgs.a Sewbom Fam, and thou ſayeſt: J wyll ge- 

ue you fleſh to eate amonech loge. Sbaltbe 
fhepe and oxen be flayneto be ynough foz 
thenz®: ſhal allebe fiflyes of the fee be ga- 
chered togecher ,o befufficient fo: them? 
The L ORD Efayde vnto Moſes: . Is the 
LORDES hande ſhortened then? Buc now 
[hale thou fe whecher my wordes [hall be 
fulfilled in de de, oꝛ no? 

And Moſes wẽte out and tolde the peo- 
ple $ worde of rhe LORDX., and gathered 
the feuentye men amonge the Eldeſt of the 
people,z fee chem rounde aboute the Taber- 
nacle. Then came the LORDE downe in a 
clonde,z (pate unto bim,z cote of the ſpꝛete 
} was vpon bim,z put it vpon the ſeuentie 
Elders. And whan the fprete refted vpon 
them, they propbhecied,and ceaffednot. 

§  Burinche hoof—chereremayned yet two 
men,of whom the one was called Elvan, 
other Medad, z the ſprete reſted vpõ them. 
For they were weytten vp alfo, z yet were 
they not gone out unto the Cabernacle,and 
they prophecied in che hoeſt. Chen ran ebe- 
reelad,z tolde Mofes , ⁊ ſa yde Eldad and 
Medad prophecie inthe hooſt. Cher anſwe 
red Joſua ſonne of Nun Moſes ſernaun 
te( whom be had choſen) and ſaybe: My lor 
de Moſes, for byddethem. But Moſes fayde 

foel2£ wnto bim:2tre chou gelous for my fate?*wol 
d.Cor.ia . a De Goo, y all the peopleof } LORDEconl 
depropbecie,andebat * LORDE wolde ge 
ue them bis ſprete So Moſes and the LL 
ders of Iſtael gat chem tothe hooſt. 
G  Tbetwenteourehe wynde from FLOR 
Exous-¢ DE, z caufed quayles to come from the fee,z 
featred thé oner the hooſt, bere a dayes ionr 
ney, there a dayes iourney roundeaboute ¥ 
hooſt trvo cubytes bye aboue ? earth Then 
the people ſtode vp aͤll that daye andall * 
night,and all che nexte daye, and gathered 
quayles:and be that gathered the leeſt, ga· 
thered ten Homers, They Eylled chem ronn 
‘De abourethe hooft. 

But whyle y fleſh was yet betwene their 
tethe, z ozencr it was vp, the wrath of the 
LORDE warxed whote amonge the people, 
RCorie.8 vand ſlewe them with an erceadinge greare 


Nuana 


Efa.so.a 
and s5.a 


Phal.g7.e 


The rij. Chap. Bo. (rij. 


ſlaughter. Ther fore isthe fame place called 

the granes of lufé, becaufetbe voluptuous 

people were buried there. rom the luftgra- 

ues coke the people their iourney onto Haze Num3i.c 

roth, and above at Hazeroth. 

The xX. Chapter. 
¶ Ltd Miriam z Aaron (pateagaynf— A 
Sy Moſes becauſe of bis wife che t1I0- — 
rian· which bebadtaten, becanfebe *=*°-* 
bad cake a Morian to wife, and they ſa yder 

Doth the L ORDE fpeate onely thozow M49 

Tes ¥ Speatech be noc alfo by vs 7 Andebe 

LORDE berdeit.+ But Mojes was avery Eccli-gsa 

meteman, aboue all men vpon earth. And 

baiftely ſpake theL ORDE wnto Moſes and 

£0 Aaron, and to Miriam: Go out ye thre vir 

bo F Tabernacle of wytneſſẽ. And chey wen 

re out all thre. 

Then came the LORDE douvne inthe clow Pralse.b 
dy piler, z fEodeinthe doze of the Taberna- 
cle, z called Aaron Miriam/ zeheyborh 
wẽte ont. And be fayde : Heare my wordes: 

Qf eny man be & prophet of che LORDE, vn 

to bins wil J flperwemy fel fin a vifion,o2 wil 

ſpeake onto bim in a dreame, Bue not fo vb 

my fernaunt Moſes, which is faithfullin Hebs.a 

all my houſe. Mouth to mouth fpeate J ctxone 

vnto bim,z be feyth the LORDE in bis le — 

On Noe thorow darke wordes or licFneffes: 

Woberfore were ye not afrayed then to ſpea⸗ 

ke aga ynſt my ſeruaunt Moſes? 

nD ? wrath of the LORDE waxed who B 

te duer them, z be turned bimawaye,and > 

clonde alf> departed from the Tabernacle. 

And beboloe, then was Mirlam becomele- 2,ra.26.0 
O1S, as it were ſnowe. And Aaroneurned 
int nto Miriam, and farce that flye was 

Teporous,and fayde vnto Moſes: Oh my loz 
de, put not the ſynne vpen vs, whtdy we ba- 
ue —E committed and ſynned that fhe 
benotas one chat commeth deed out of bis 
mothers wombe:Jt bath eaten vp balf bit 
fief} allready. 

Dut Moſes cried vnto the LORDE, z fay- 
de: Oh Goo, beale her. he LORDE fayde via 
to Moſes:Rf bir father bad fpytte inbir fa 
ce, ſhulde ſhe not be afbatmed ſeuen dayes? 
* Leber be ſhut out of ¥ hooft ſeuẽ dayes, 
after Hlet ber be receaned agayne. So Nit⸗ 
riam was [hut out of the boot ſeuẽ dayes, 
ztbe people wenteno farther, tyll Miriam. 
was receaucd againe. A departed 
thepeople from Dazeroth, and pitdyed in > 
wilderneſſe of pee 

be XML Chapter. 
Ltd the LORDE fpate vnto Moſes⁊ 
[ayde: Sende forth men e ſpye out > peut.n.a 
ij 


Leu.iz.ia 


Num. a· 
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landeof Canaan(which J wil gene vnto y 
children of Iſraehof euery trybe of their fa 
bbhers a mañ, and letthem all be ſoch as are 
captaynes amonge theim. Moſes ſent thẽ out 
of che wildernes of paran,acozdinge tothe 
worde of the LOR DE, foch as were all bea- 
des amonge the children of Iſrael, andtbhe- 
fearecbeir names: 

Sanmeache ſonne of Sacur, of the trybe 
of Ruben. Saphat the ſonne of Hori of che 
trybe of Simeon, Caleb > fonne of Jephu 
ne of the trybe of Inda. Igeal thefonne of 
Joſeph. of theerybe of Gfachar. Hefea che 
fonneof Nun of Ferybe of Eph:aim. pal 
tithe fonne of Raphu of thetrybe of Ben 
Jamin. Gadiel che forme of Sodi,of Fery 
be of Zabulon. Gaddithefonne of Sufi, of 
the trybe of Joſeph of Manaſſe. Ammiei 
the Sine of Gemalli, of the trybe of Dan. 
Sethur > ſonne of Michael of the trybe of 
Aſſer. RNahebi che forme of Oaphfi, of che 
trybe of Nephtaͤli Guel che forme of Ma⸗ 
chi, of che trybe of Gad. Thefearethena- 
mes of che mien, whom Moſẽs ſent forth to 
fpye oucthelanve. As for Hofea the fonne of 
Lian, Moſes called bim Joſua. 

Lilow whan Moſes ene the forth co fpye 
out the lande of Canaan,be fayde vnto thẽr 
Go vp ſouthwarde, and get you vptorbe 
mountaynes , and loke vpon the londe how 
it is: and the people that dwell therin, whe- 
ther they be ſtronge or weake , ferweo: ma- 
hy:and what maner oflande it iotbatebey 
orwell int, whether it be good or bad: ⁊ what 
maner of cities they be that they dweil iit, 
whether they be fenced with walles, oz not? 
and what maner of lande itis, whether ic 
be fatt or leane, and whetbertbere be trees. 
therin, or not. Beof a good corage and brin 
Se of the frutes of chelonde. Jewas euen 
aboutetbetyme,that grapes are firſt r 

They wente vp, ⁊ ſpyed thelanve, from 
Frwildernes of Zin vnt yll Rebob.gs mẽ go 

vito Hemath . They wente vp alfo cowar- 
de che fouth, and came unto Hebron, where 
Abiman wes, and Sefai and Thalmai, che 
children of Enak(Hebson was buylded fe- 
uen yeare before Zoan in Egipte.) 

And they came coche ryuer of Efcoland 
there they cut done a ciufter of grapes, 
4nd canfed tivo to beare it vpon a fEaffe, 
pomgranates alfo and fygges. The place 
ts called the ryuer of Lfcol, becanfé ofthe 
clufter of grapes, whid the children of Tf 
reel cut downeẽ there. 

And robanchey had fpyed ont be lanve, 
they turned bake againce fer fourtye daies 


Gnd wente,and came to Moſes and Aaron. 
zeotbe whole congregacion of ? children 
Of Iſtael in to Fwylderncffe of Paran, euẽ 
wnto Cades,and brought chem worde agay 
ne, and to che whole congregacion, borwit 
ſtode, and lee chem ſe the foes of thelanve, 
and colde them, and fayde: We came into 
Plande,whicher ye ſent vs, where it flower! 
with mylke and bony, andebis is the frnte 
therof: fanynge that ftronge people drvell 
therin,and che cities areerceadinge fironge 
and greate. And we fawe che Paves of 
Ena there alfo. The Amalechites dwell 
in the ſouth countre, the Hethires, and Je- 
bafites and Amozives dwell vpon the mourns 
taynes, but che Cananites dwell by the fee, 
and aboute Jordaue. 

How beit Caleb ſtylled * people that was D 
agaynſt Moſes, and ſayde vnto them: Let 
vs Jo vp and conquere the lande, for we are 
able to onercome it. But the men that wen- 
te vp with him, ſa yde: We are not able to go 
vp agaynſt chat people, for they are to ſtron 

e for vs. And ofthe lande that they had 
ſearched, they brought vp an euell reporte 
amongethe childrẽ of Iſtael, and ſaide: The 
lãde we bane gone thorow to ſpye out, 
eateth vp the indwellers therof: and all che 
people that we fawe therin,aremen of grea 
te re. We farve giauntes there alfo, yee 
iauntes as the children of Enack: andwe 
fined inourefighte as * grefhoppers, and 
ſo dyd we in their fighte. 
Tbe XM. Chapter. 
Hen the whole cégregacion cote on, 2 
and crycd , andthe people wepre ỹ 
Ge? night. 2nd allebe childz of Iſtael 
murmured agaynft Moſes and Aaron, and 
the whole congregacion fayde vnto them: 
Ob chat we had dyedin the lande of Egip 
te, ortbat we mighe dye yet in chis wylder- 
neffe. Wher fore bzyngeth the LORDE ws in 
totbis lanvde chat onre wyues ſhulde fall 
thorow the fiverde, and ener children be a 
pꝛaye ? Ts it nor better, that we goagayne 
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into Egipte ? Andebey fayde oneto ano- 
ther: Oet vs mates captayne, and gointo 
Egipte agayne. 

Dur Moſes z Aaron fell vps cheir faces 
before $ whole cSgregacion of the multitu 
de of the dildsé of Gfracl* And Gola F 
fonne of Ltun,z Caleb F fonne of Jeptunñne 
(which alſo bad fpyed out che lande) rence 
ebeir clothes, ſpake to the whole cSgrega- 
cion of the childzen of Iſrael The londe F 
we haue waltedthozow to ſpye it out, is 
very good lande. RF theL OR DE haue luſt 
wnto vs,be ſhal brynge vs into the ſame lon 
De,z gene it vs, which is a lã de chat floweth 
with myltez bony. But in anye wyfé rebell 
not yeagaynftthe LORDE, z+ fearenot * 
people of thislande, for we wil eace thé vp 
as bed. Their defence is departed frõ chem, 
* — ORDE ts & vs, be not ye afra yed 
of them. 

And all the people, bad ſtone them wb ſto⸗ 
nes.T ben appeared che glory of the LORDE 
in the Cabernacle of witneſſe vnto all the 
childzen of Iſtrael zeheL ORDE fayde vn- 
Moſes: Hoͤw longe ſhal this people blaſphe 
me me And howo longe wilit be or they — 
ue me, for all tbe tobẽs that J bane ſhewed 
amonge thems J wil ſmyte them with pefti 
lence z deftroye thé,z wil mate of thea grea 
ter zmightier people then this is. 

But Moſes fayde vnto $ LORDE: Then 
fbal ¥ Egipcians beare it(for weby power 
haſt chou broughe thie people from amdge 
theo fal icberolve the inbabiters of this 
lande allo, which bane berde, § thov LOR 
DE art amonge this people, thou art ſene 
from face to face,z thattby cĩoude ſtondeth 
ouer them, and that thou goeſt before them 
inthe cloudy piler on the daye tyme, and int 
the fyrie piler onthe night feafon.xf thon 
ſhuldeſt now ſlaye this people as one man, 
then the Heythen that baue berdefo good 
repozte of the, ſhulde faye: The LORDEwas 
not able to brynge the people into the lon · 
de, that be froare vnto chem, eherforebath 
be flayne them in che wyldernes. 

Soletche power of che LORDE mow be 
Greate, acovdinge as thou haſt fpoten and 
fayde: TheL ORDE ts of longe fufferaunce 
and of greate mercy, and fozgeueth ſynne 
and treſpace, and leaueth no maninnocent, 
z vyfiterh the myßdede of the fathers vpon 
the children tn to the thirdeand fourth gene 
racion. O be gracious now vnto the fynne 
of this people acordinge to thy areate mer 
cy, lite as thou baft forborne chis people al- 
fo, ener from Egipte vnto this place. 2nd 
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theLORDEfayde: J bane forgeuẽ it, as thou 
haſt ſaide. But as truly as J lyue, all * worl 
De ſhal be full of my glozy. Foz of all *¶ men 
thar baue ſene my glozy z my tokens, which 
dyd in Egipte and inche wilderneffe,and 
Cempted me new ten tymes, z bane not ber- 
kened vnto my voyce, chere ſhall nor one fe 
the londe that Tj fivare vnto their fathers: 
nether hal eny of themtbat baue blajpbe- 
med me,fé it.* Due my feruatic Caleb, becau 
ſe there is anot her manerfpzete with bim, z 
becauſe be bath folowed ne, him wil F bryn 
ge in to che lande, which be bach gone tho- 
row,z bis fede ſhal conquereit,and * Ama⸗ 
lechites alſo and the Cananites, that dwell 
in the lowe countrees. Tomorowturne you, 
and ger youre che wylderneſſe, in the waye 
towarde the reed fee. 

And } LORDE [pate wnto Moſes z Aa- 
ron, zfayde:dow loge ſhal this euell mulei- 
tude murmur 35 — me? For J haue herde 
the marmuringe of the chũdrẽ of Iſtael » 
they haue murmured agaynft me. Cell chem 
therfore: As erulyeas J lyve(fayerh LOR 
DE) wil do vnto you, euen as ye bane ſpo⸗ 
Een in myne eares: Noure carcales Phallye in 
tbis wilderneffe. And all ye chat* were nom 
bred fromewentye yeare aud aboue, which 
Havemurmuredagaynft me, fhall noc come 
Incocbelande(cScernynge the whidy 5 life 
vp my badve, * J wolve lee you dwell eherin) 
faueCaleb $ fonne of Jephune, and Joſua 
the ſonne of Nun. 

Roure children, of whom ye ſayde: They 
ſhalbe a fpoyle, them wyll J bzynge in,fo $ 
they ſhai Enowe chelanve, which yebauere 
fafed. But ye with youre carcafes fhalllye 
in this wilderneſſe and yo childzen ſhal wan 
Der inthis wilderneſſe fourt ye yeares, z bea⸗ 
re yð whordome, tyll yoe carcaſes be waif- 
ted in thẽ wilderneſſe, acordinge tothe nom- 
bie of ? fourt ye da yes wherin ye ſpyed ont 
thelonde.* Adaye fora ycare, rs fourt ye 
yeares ye ſhall beare youre myß dede chat 
ye maye Enowe what it is, whan J with 
drawe my hande. Euen J theLOR DEbaue 
faydeit,z wil do it in dede vnto all this euell 
congregacion, that haue life vp them ſelues 
aga ynſt me: In chis wilderneſſe Phalthey be 

confumed, and there ſhal they dye, 

So there dyed and were plaged before 
the LORDE all theme, whom Moͤſes fentto 
ſpye ont chelave,z came agayne, andmabde 
the whole cSgregacion comurmur agaynſt 
it, becauſe they brought uP a myßreporte of 
thelande,thatit was eueli. Bur Ioſua the 
ſonne of Nun, and Caleb > Brite of Jephu 
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ne were left alyne, of cthe men that wente to 
ſpye out the lande. And Moſes (pate chefe 
wordes vnto allthe children of Iſtael. Thẽ 
tote the people greate ſorowe. 


§ Anovcheyarofecarlyin * mornynge, and 


Deut.n.t 


wente vptothe toppe of *¶ mounta yne and 
ſayde: Lo, bere are we, and will go vpto che 
place, wherof theLO R DE bach fayde: for 
ree haue fynned. But Moſes (ayde: wherfo- 
re go ye on this maner beyonde F worde of 
the LORDE? Jt ſhall not pzofpere with you: 

o not vp( for ¥ LORDEis nor amõge you) 
a be not flayne before yo enemies. For the 
Amaledices and Cananites are there befo 
re you,z ye fal fall chozow > fiverde,becan 
fe ye baue curned yo ſelues fromthe LORDE, 
and the LORDE ſhal not be with you. 

Buc chey were blynded to go vp coche 
toppe of the mountaine: neuercheles the Ar 
Ee cf the LORDES couenauntz Moſes ca- 
me not out of the boofte. Chen came dow- 
ne } Amalechites z Cananices which dwelt 
vpon that mountayne, asd ſmotẽ them and 
hewed them,cuen onto Horma. 


ing a * 


a LhoebeLORDEcalted with Moſes 
Of and fayde:Speakeco the chüdrẽ of Hf 
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reel,z faye onto thens:YOban yc come 
in tothe lande of youre dwellinge, which J 
al gene you, and woil Do fscripee vuto the 
OR DE, wherber it be a burntofferynge, oꝛ 
Gn offrynge for a fpeciall vowe, 02 a frewyll 
offer ynge or youre feaft offerynges, that ye 
maye make a ſwete ſauoure vnto the LORDE, 
Of oren or of Hepe. 
de Froil offre now bis gifce vnto $ LOR 
DE fbal beynge for the meacofferinge a tẽth 
deale of fyne floure myngled with oyle of 
the fourth parce of an din, and wyne fo: * 
dzynkofferynge the fourth parce of an Sin 
alſorto che burncofferinge, o2 eny other offe- 
singe, whan a lambe is offred. Dut whe che 
re is a ramme offced , chon [hale mate rhe 
meatofferynge two téch deales of fyne flou 
remyngled roith oyle, of the chirde parce of 
an Hin and > chirde parte of an Sin of wy 
ne alfo for a dzyntofferinge:this ſhalt chon 
Offre for  fivete faucet wnto the L ORDE. 


S Duc yf chou wilt offrean ore fora burnt 


Offeryage,oz for a ſpeciall vowe fferynge, 
9: for an bealcbofferinge vnto che LOR DE, 
thon ſhalt beynge cotheore,cbemeatoffryrs 
ge.euen thre tenth deales of fyne floure mitt 
gled with balf an Hin of oyle Thalf an At 
Of wyne foz a drynkoffrynge. T bist: 
feryintte of a fivete fancure onto che 
Thus ſhalt chou do with an ore, with a rans 
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wie,with a lambe, and with a goate. Acor⸗ 
vingeas che nembie of the offerynges is, 
eherafter ſhall the nombre of the meatoffe- 
synges and dzynEofferynges be allo. 

e that is one of youre felues, fall do 
this,chat be maye offre a facrifice of a frve- 
tefanoure vnto the LORDE. And yf there 
dwell a firaunger with you, or is amoge your 
retynffoltes, and wi do an offeryaige vnto 
the L OR DE fora fwete fauoure, the fame 
ſhal do as ye do. Let there be one ſtatute fox 
the whole cõgregacion, both vnto you and 
to che ſtraungers. A perpetuall ſtatute ſhal 
it be vnto youre — ebattheftraus- 
ger be euẽ as ye ꝛe F LORDE. Onelawe, 
Gnd one ordinaunce ſhalbe unto you and to 
the ſtraunger that divellet hwith you. 

And the LORDE talked with Moſes, z 
fayde:S peateco the childeem of Iſtael and 
faye vnto them: Whan ye came inte che lan 
de in 0 } which J fhal brynge you, forbat 
yeeate the bed of che [onve, ye ſhal heue vp 
an Heueoffer ynge vnto theL OR DE, nanie- 
ly, acate of the firfilinges of youre dowe 
hall ye gene for an Yocucofferynige asthe 
deueofferynge of the barne, exe fo fal ye 
geue the ——— Of youre don e alſo vnto 
theL ORDE, for an Heueofferyn ge amonge 
youre poftcrities. 

And whan ye thorow ignorauince oner fe 
eny of thefecommaundementes , which che 
LOR DE bath (poten by Moſe ⸗ and all $ 
the LORDE bath commamnd«> you by Mo 
fes(fromebe daye thatthe LOR DEbegan- 
neto commmaunde for yorre poſterities and 
the cõgregacion do oug bt ignozauntly , che 

the whole congressacion offre a youge 
niloce fromamongi: the greate catcll toe 
burntofferynge, for a Prvete ſauoure vnto the 
LORD pean 4 bis meate fferynge and drynk 
offerynge as them ineris, andan hegoate 
foz a fynofferynge. And fo ſhal the preft ma 
Eeanactonement forthe whole congrega- 
cion of the childre n of Iſt ael, and it fhalbe 
forgenen chem: fez it is an ignozaunce · And 
they ſhal brynge theſe their giftes for an of 
ferynge vnto the LOR DE andebeir fynoffe 
tynge before the L ORDE for theit ignoraun 
ce,and it ſhalbe forgeuen the whole congre 
gacion of the childrẽ of Iſtael, zthefiraus 
ger alf $ dwellet h amonge you, for fo moch 
as all the peopleis in ſoch ignoraunce. 

RF one foule ſynne thorew ignoraunce, 
the fame ſhal brynge a fhe geate of a yeare 
olde fora Fynefferynge. And che pieft hall 
mate an attonement for fochanignorannt 
ſoule with the fynofferinge for the ignoraun 
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ce before the L ORDE, that hemaye recon- 
eyle bim,and it [hal be fozgenen bins.2ind ic 
ſhal be one lawe,(chat ye ſhal do foz F igno⸗ 
raunce)botb onto bim chac is bone amonge 
thechildren of Iſtael, andto che ftraunger 
thacdiwellech amonge you. 

Bue yf a foule do oughe preſumptuouſ⸗ 
ly, whetber be be one of youre felues or a 
firaunger,be bath deſpyſod the L ORDE: > 
ſame fonle ſhalbe roced out from amõge bis 
people: becanfe be bath deſpyſed the worde 
of the LOR DE and hath left bis commaun 
Dement wndone : chat foule ſhall vecerly pe- 
riſhe, bis ſynne ſhaͤlbe vpon him. 


Now whyle che childꝛen of Iſrael were 
in the wylderneſſe, they foundẽ a man ga- 
therynge ſtickes vpon the Sabbath daye. 
And they chat founde him gather ynge ſtic 
kes, brought him vnto Moſes and Aaron, 


leu aa · AND before the whole congregacion. · And 
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ebey put him in prejon, for it was noe decla⸗ 
red what ſhulde be done onto bim. The 
LORDE ſayde vnto Moſes: Theman fall 
Dye the deach,che whole congregacion flyal 
ſtone him without che hooft. Chen the who 
le cOgregacton brought bim out of y hooſt. 
and ſtoned him that be dyed, as ) LORDE 
commaunded Moſes. 
And * LORDEfayde vnto Moſes: Spea 

ke to the childzé of Iſrael, ⁊ faye vnto thẽ. * 

theymake them gardesvpen ? quarters of 
their garmentes amonge all yo pofferities, 
anv put yalowe rybandes vpon the gardes 
in F quarters. And>F gardes ſhal ferne you, 

vye maye loke vpon thé, and rememb:e all 
the cSmanndementes of theLORDE,zd0 

them: that ye order nor youre felucs after * 

meanynge of youre awne bert,ner go awho 
ryngeafter youre awne eyes. Therfore ſhal 

ye remembre and do all my commeaundemen 
bes, and be boly vnto youre God. J am the 
LORDE youre God, which brought you out 

of the lande of £gipte,to bey God. Euen 

Ithe LORDE youre Gov. 

Che xvi. Chapter, 


Khe xvi. Chap. Ao. lxiiij. 
A Vd Coꝛah the ſonne of Jezehar the A 
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with Dathan and Abiram che foune 
of Eli ab, and On the fonne of Peleth, > fon 
nes of Rubs, ſt ode vp agaynft Moles, with 
certa yne men amongetbe childzé of Iſraei. 
two hundreth ⁊ fyftie captaynes of the con 
gregacion, councelers ,z famous men. And 
they gathered chem felucs agaynſt Moſes z 
ard z fayde onco them: Re make to mod & 
d00,* forall che congregacionis bely cuery 
one, and che LORDE Is amonge them: Why 
lifte ye youre felucs vp then aboue the cone 
gregacion of the LORDEY 
When Moſes herde F, be fell vps bis fa 
¢e,7 [aide onto Corah,z to all bis companys 
Temozow fal F LORDE flewe who is bie,z 
who ts holy to come vnto hum. Whõ ſo euer 
be chofeth, > fame ſhal come vnto him. This 
do:Cake F cenſors thou Corah zal} cõpa⸗ 
Hye, ⁊ do fyre therin,z put incenſe theron to 
mozorw before the LORDE : then whem ſo e⸗ 
werthe LORDE choferh,tbe fame ſhal be holy. 
Memake to moc a doo, ye dildzen of Leui. 
And Moſes fayde mto Corah: Heare ye B 
childrẽ of Leni, Js it not ynongh vnto yous, 
+P > God of Iſtael bach ſe parated you fis 
Fmultitnde of Iſtael. ¥ ye ſhulde come nye 
him to do the fernyce of the dwellyngo pla- 
ceofthe LOR DEand ſtonde before she pos 
ple comynifter vnto them? de bach cauſed 
the andalleby bꝛethren the dildié of Lent 
with the,to come nye onto bim: and now ye 
ſeke the preſthode aiſo. Thon and all thy co- 
pany conſpyre a gaynſt the LIORDE. What io 
Aaron that ye ſhulde murmur againſt bine 
And Moſes ſentto call Dathã XAbirã > 
ſonnes of Eliab.Buc chey ſarde: We wil noe 
comevp, Is it to litle ¥ chou baft broughe 
vs out of > lande of Egipte (fF florocth wb 
mylke z bony)co kyli vsin *¶ wilderneffe:bue 
thou muſt raigne ouer vs alſo ow goodly 
swell haſt thou bioughe vs into a lendetbas 
flowech w& milte and bony,z geuẽ vs feldes 
and vyniardes in poffeffion 7 Wiletbou pue 
out theſe mens eyes? We will not come wpe 
Then was Moſes very wroth, z faide vit 
€o } LORDE:Caurne not vᷣnto their meatof⸗ 
feringes. J haue noẽ tate ſo moch as an Affe 
ft5 chẽ. nẽther bane J hurte eny ofthẽ. And 
Moles fayde vnto Coꝛah: Tomoͤrow be thon 
Zall ỹ companye before * LORDE, thou, and 
they Aaron. And cate euery one bis cenfer, 
Gnd put incenſe therin, and come befozeche 
LORD E, encry ene with bis cenfer( charts 
two hundreth and fiftye cenfers )and both 
thou and Aaron take either bis confer. 
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And euery one toe bis cenfer,and put fy⸗ 
re therin, and layed incenſe theren, and ca 
mebefoze the dore ofthe Tabernacle of wit 
nes, and Moſes and Aaron alfo.2ind Corah 
gat hered ? whole congregaci6 agaynft thẽ 
befoze che doze of the Cabernacle of witnes. 

Dut} glory ofthe LORDE appeared befo 
re F whole congregacion.UAnd ? LORDE [pa 
Ee vnto Moſes z Aaron,z fayde: Separate 
youre felues frõ this congregacis, $j maye 
Phozly confimme them. And they fell vpon 
their faces, z fayde:® God,thou God of the 
ſpꝛetes of all flefh, yfoneman baue fynned, 
wile thon cherfore be wroth ouer the who- 
fe congregacion? And the LORDE (pate vnto 
LMhofes,z |aive: Speake to che congregacis, 
and faye:Come vp from > dwellyngeofCo 
reab,and Dathan and Abiram. 

D And Moſes ſtode vp, z wente vnto Da- 
than z Abiram, zebe Elders of Ffrael fo- 
lowed bim, zbe fpateto > cOaregacid,z fai- 
de:Departe frd $ tentes of chefe ongodly me 
⁊ touche nothinge F isthers, v ye periflhe 
notin eny of their ſimes. And che y gat them 
vp from the dwellynge of Corah Sathan. 
Abiram. But Dacban and Abirs came out, 
and fEode in the doze of their tentes, with 
their wynes,andfonnes andchildzen. 

And Moſes fayde:Hereby ſhal ye Enowe 
thatthe LORDE bath feneme, todo all ebefe 
wortes, and that J haue not done cham of 
myne arone bert. mf ebefe men dye the comon 
death of all men,ozbe vyficed as all men are 
nyfited, then hath not the LORDE ſent me. 
Dut yfthe LORDEmate anew thinge, and 
theearth openbir mouth,and ſwalorve them 
with allebat chey baue,fo $ they go dorwne 
quycFe into bell, che fhal ye tnowe, chat the 
femen bane blafpbemed the LORDE. 


2 And wh he had ſpokẽ out all theſe wor 
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earth opened bir wourh,z fivalowed thé, cv 
their boufes ,zallthe mé p were vb Cozab, 
zallebeir ſubſtaũce, and they wente downe 
quycke in co che bell, with all tbat chey hav. 


The xvi. Chap. 

And the earth clofed vps them, ſthey 
periſhed from amonge > congrega cid. And 
all Iſtaei $ were aboute ché, fled at > crye 
of thẽ, for chey fayde: Chat $ earch fivalowe 
not vs alſo. Morouer the fyre came ont fro 
the LORDE,and conſumed tbe two hundret h 
and fyftyemen,that offred the incenſe. 

2nd che LORDE [pate vnto Moſes, ⁊ fay 
de:Speake to Eleaſar > ſonne of Aaron > 
preft, § he take vp > cenſers out of *¶ burnin 
Se,zfeater > fyre bere zebere( For the cen- 
fers of theſt fynners are balowed thozow 
their fonles)¥ they maye be beaté in to thin / 
ne plates,z faftened vpon ? altare. For they 
are offred before * LORDE , z halowed: and 
they fhalbe a toben vnto $ childzé of Iſrael. 

And Lleafar che pꝛeſt toke F bzafen cen- 
fers which they F were burnt, bad offred, z 
bee thẽ co plates,to faften the vpon F altare 
for a remẽbraunce vnto F dildien of Iſrael 
$ no ſtraunger (and he that is not of > ſede 
of Aaron) come nye to offre incenſe before 
theLORDE, Fit bappé not vᷣnto bimas vnto 
Corah and bis companye,acordyngeas the 
LORDE fayde vnto bim by Moſes. 

On che nerte morow murmured > whole 
congregacion of ? childzé of Iſtaeĩ againſt 
Moſes z Aars,z faide:me haue flayne * peo 
ple of $}LORDE. 2ind whan the cSgregacid 
was gathered agaynft Moſes z Wars, they 
turned thé cowarde } Cabernacleofwitnes 
And beboloe,ché F cloude conered F Taber 
nacle,z >} glozy of } LORDEappeared. And 
Moſes z Aard wete in before ¥ Tabernacle 
of witnes. And y LORDE [pate vnto Moſes 
⁊ ſayde: Get you out of this cogregacion, 3 
sail fozely confisme the. And chey fell vpon 
their faces. And Moſes fayve vnto Aarons 
Sakethe céferz put fyre cherin frõ of eheal- 
tare,z layeinctfetberon,z go fooneto the cd 
gregacion,z make an attonement for then. 
Jor the wrath is gone out from the LORDE, 
Gud the plage is begdne ansonge the people. 

And Aarondyd as Moſes fayde, zrantc 
in the myddeſt amonge } congregacis.2ind 
beboloe, > plage was begone. And be burnt 
incéfe zmade an attonemit for the people, 
+2 fEobde betwene the deed z ebe lyuynge,and 
the plage ceaffed. But there were fourtene 
thoufande,and feué hundreth deed in the ple 
ge, befydes them that dyed aboute the buſy 
neffe of Corah. And Aaron came agayne vie 
to Moſes before thedoze ofthe Caberna- 
cle of witneſſe And the plage ceaffed. 

i Che Xvil.Chaprer. 
Liv} LORDE fpate vnto Moſes ⁊ fay 
desSpeate coche children of Iſtael,? 
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take of thẽ twolue ſtaues, of enery captay- 
ne of bis facbers benfe one, and wryte every 
mans name vpon bis ſtaffe. Sut Barons ns 
me [hale thou wryce vpenthe ftaffe of Le- 
wi. For cucry beade of their fathers boufe 
Hal haue a ſtaffe. And laye ché inthe Taber 
nacle of witneffe, before rhe witneffe where 
I teſtifie onto you . And lofe whons F fall 
chole, bis fEaffe fal flozifhe, $ J maycftyl- 
leche grudginges of che childzen pf Iſrael, 
which chey grudge agaynſt you. 

And Moſes fpate vntothe childs of IF 
racl,zalltbeir capraynes gare bim twolũe 
ſtaues, euery captayne a ſtaffe a fter * houſe 
of cheir fathers. And Aarons ſtaffe was a- 
monge their ſtaues alſo. And Moſes layed 
the ſtaues before the L ORDE in the Taber 
nacie of witneſſe. 

On ehe morow Wha Moſes wẽte in to * 
Tabernacleof witneffe, be foũde F + Aards 
rodde of the bonfé of Teui floriſhed, and 
brought forth bloffoms,z bare allmondes. 
And Noſes brought forth all F ſtaues frõ 
} LORDE befozeall $ childzé of Iſtael that 
ebcy might fe rt. Anð they toke eucry ma bis 

Tbe LORDE fayde vnto Moſes: (feaffe. 
Bunge Wards firife againe befozetbe wyt 
neffe, Pit maye be Fepte for a tokẽ tothe chil 
dren of rckellion, that their murmuringes: 
maye ceaffe frome leſt they dye. 

LHTofes dydas y LORDE cõmaunded him. 
And childꝛẽ of Iſt ael fayde vnto Moͤſes: 
Deboloe,we cõſunie awaie, we are deſtroied, 
— 2000 ſo cõmeth nye > dwellynge 
placeof PLORDE,bedycth.Shal we thé ve 
terly cOfumeawaicy The XVII. Chap · 

ig Lidthe LORDEfayde vnto Aaron: 
SH x hou ztby founes,z thy fathers bow 

fe bebefhyal beare the myßdede of F 

Sãctuaryre thou zeby formes bebe fhall 
beare the myßdede of yo preftbode.. But 
thy brethren of the trybe of Lent y father, 
Phal come nye the,zbe toyned wncocbe,chac 
ebey mayemyniftre onto * But thou Tthy 
fonnes w the ſhal myniftre before * Taber- 
nacle of witneffe.2ind they [hal wa yte vpõ 
¥fernycez vpony feruyce of the whole Ta- 
bernacle. Sut nye onto the vefjels of $ Sãc 
enaryz to the altare, [ball they not come, ? 
both theyz ye dye not: borwbeit they [hal be 
io yneð vnto the, to wayte vps the myniſtra 
cion inthe Tabernacle of witneffe, in allebe 
fernice of the Tabernacle.2indthere ſhal no 
ſtraunger come nye vnto you. 

Ther fore wayte now vpon the ſeruyce of 
the Ganctnary,and vpon the ſeruyce ofthe 
altare, that there come no more wrath vpon 
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the children of Iſtael. For lo J bane take ys 
brethaẽ the Lemces fro amonge che children 
of Iſrael.to be youre gifte,foz a prefence vn⸗ 
to ¥ LORDE,to do > feruycein > Cabernacle 
of witnes. As for ? and ¥ fonnes wich che, 
ye [bal waite vpon youre preſtes office tha⸗ 
yemayeminifirein all maner bufyncs of the 
alcare, and within the vayle: for y6 preſtes 
Office geue J vnto you for a giftc to do fere 
nyce. RXfa fraunger comenye, be fall dye. 

And che LORDE fayde vnto Aaron:bebol- 
de, FJ haue genenthe my Heueoffer ynges: 
And allcbacthe children of Iſrael baiowe, 
baue J geuen vnto the, and to thy ſonnes 
fora perpetualldewrye. Chis hale thou ha 
ueofthe moftboly chinges that they offer. 
All chetr giftes with all cheir meacofferin, 
ges,and wich all eheir fynofferynges,and w 
allebeir treſpace offorynges, that they geue 
me, the fame ſhal be moft boly onto che and 


¥fonnes. In che moft holy Food Phalcchow 


2 


eate it. All chat are males Leave theroft 
Sori ſhal be holy vnto the. 
The Hence offerynge of cheir giftesinall € 


the Waneofferynges of the childzes of If 
reel, baue J geuen vnto the alfo, and. oft 
fonnes and to thy dongbters for « perpe- 
tuall ocrotye. Who fo is cleancineby boule, 
ſhal eate cherof. AWlehe fat oftheoyleund 
all ? fac ofthe wyne and come of their firfé 
linges,thacebey geue ontothe LORDE,baue 
FB geuen vnto F. Che firſt fruces of all chat 
18 in their londe, which they bringe vnto the 
LORDE ſhal be thine Who ſo ever is cleane 
in thine boule, fhal eare therof 
All dedicate chinges in Freel ſhal be thi 
ne. Bl chat breaket the Matrix amonge all 
fleſh which they brynge onto the LOR DE, 
whether it be man or beef, ſhalbe thine Bue 
fo, that chou cauſe the firſtborne ofmã tobe 
redemed, and shar thon caufe the firft bone 
of oncleanebeeftesto be redemed alfoT bey 
[ redeme it whan it is a moneth olde,and 
all gene it lowſe for money, euen for fyue 
Syeles, afterthe Sycle of the Sanctuary, 
«which Sycle is worth ewentye Geras.) 
But che firſt fruces of an ore, ozlambe, 
92 goate [hale thon not cauſe to beredemed 
foztheyareboly. Their blonde fhaltebom 
fpzentle vpon the altare, and their far fale 
thou burne fozan offerynge of a {rece ſa⸗ 
noure onto ¥ LORDE. Their flefh fhalbethi 
ne,liteas $ Wauebreſt and ? right ſhulder 
is thine alfo. All the Heueofferinges thar > 
childrẽ of Iſrael balowe vnto * LORDE,ba- 
ue J geuen vnto the Ttothy ſonnes Tto chy 
doughters with the for a perpetuall dewtie. 
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This ſhalbe a faleed couenaũt for ener befo 
re } LORDE, vnto the and eby fede with the. 

And the LORDE ſayde vnto Ward: Chow 
hale inberet nocbingein cheirlonvde,ner ba 
ue eny porcid amonge them: for J am vỹ poz 
cion,and thine enberitaunce amoge the chil · 
dren of Iſtael. Vnto che childꝛen of Levi ba 
ue J genen all the ticheo in Iſrael co istberi- 
taunce, fo: > ſeruyce which they Do vnto me 
inthe Cabernacle of witneſſe, chat from be 
ce forth the children of Iſtael come noc nye 
the Cabernacle of witnes, toladerbem fel- 
ues with fynne, and to dye: But the Leuites 
ſhal do the fernyce in che Tabernacle of wit 
nes,z yal beare their fynne, for a perpstuall 
lawe amonge youre pofterities. * And they 
ſhall inheret none inberitaunce amonge the 
dchildzen of Wracl. Foz > tithes of the childeẽ 
Of Hirael, which chey Heue ono ¥ LORDE,be 
ue Igeuen vnco che Teuites for an berera- 
ge.€! 2¢ haue J fayde vnto thems, char 
they ſhail inberet no inbertcamice amonge 
the chüdren of Iſrael. 

And LOkDe taited wb Moſes ⁊ ſaide: 
Speabe torhe Leuites, z faye vnto chem: 
We ye cakeof childrẽ of Wirael F tithes, 
F Thane genen you of ché foz yd inberitas- 
ce,yeflyal cate an Heueofferiuge of thefame 
wntotbeLORDE,enen the tench of che cithe. 
And che fame yor Hencofferynge ſhall ye re- 
ken, as though yc gaue come out of the bar- 
ne,and fullneffe out of thew ynepzeffe. 

Thus fhal ye genc an Heue ynge vn · 
to the LORDE of all yo tithes, which ye take 
Ofthe childzen of Hitacl, p ye mate geue the 
fame Seneofferynge of ¥ LORDE, vnto Bars 
> preft. Andall H ye geue of F tythes,z ha- 
Tore vntd $ LORDE fora gifte, > fame fall 
be bis of the bef. And fayetbou vnto 3 
Oban ye thus Heue vp F fat sherof, it ſhal 
be rekened onto the Leuttes as the increace 
of the barne,and as the increace of che wine 
preffe.2ind yemaye cate tt inall places, yez 
5 childzen: for it is youre rewarde for you- 
re fernyce inthe Tabernacle of witneſſe:and 
ye ſhal not lade ſynne vpon youth the fame, 

~ whanye Heue the fat therof and vnhalowe 
not the halowed thinges ofthe childꝛen of 

Hiael,and ye ſhal not dye. 

Tbe XX.Chapter. 
% Sf Lothe LORDE fpate vnto Moſes z 


D 


Aard zfayde: This cuſtome fall be a 
lawe, which the LORDE bath cẽõmaun 
ded,z(ayde: Speake vnto F childzen of FF 
rael, chey biynge vnto F arecd cow with 
out ſpot wherin isno blemyfh, z vpon who 
there came ncuer yock and ye [yal gene ber 
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vnto Eleafar che preft,* which ſhall beynge tebsb 


ber without the hooſte, and caufe ber tobe 
flayne there befoze bins. 

And Elealar F prefE yal cate of bir blow 
de With bis fynger, and ſpꝛenckle it feuency- 
met firaight comarbveche doze ofthe Caber- 
nacle of witneffe, and cauſe thẽ cow to be 
burnt befoze him, both bir BEynne and bir 
fleſh, and bir blonde alfo with bir donge. 
And she pꝛeſt hal cate Ceder wodd and yſo 
pe, and purple woll, and caft it vps the com 
as ſhe burneth,z be [yal waͤſhe bis cloches, 
and bathe bis body with water, and thẽ go 
in tothe booft, and be vncleane vnt yll $ ene. 

And be chat burnt ber, ſhal waſh bis clo 
thes alfo with water, andbathcbis body in 
awater,z be vncleane vnt yll F euen. And one 
Fis cieane, ſhal gather vp che · aßſhes of > 
cow,and poure them without the hooſt in a 
cleane place, chat they maye be kepte there, 
for fpzentlinge rater to the congregacion 
of che childꝛẽ of Iſrael, for it is g ſynofferin⸗ 
ge. And he that garbered vpthe aßſhes of 
the cow, [ball wafh bis clothes , and be vn⸗ 
cleane ontyll cheenen. This fhalbea perpe- 
tuall lawe vnto > childzen of Iſtael, anð to 
the firanngers thar dwell amionge you. 

DObo fo now toucheth a deed maz, ſhal be 
wncleane fenen dayes: the fame fall purific 
bimfelf herewith, on the thirde daye andon 
the feuenth daie,and then ſhall be be cleane. 
And yfhepuryfye not hime f on the thirde 
daye, z oͤn che fenenth daye, thé fall be noe 
be cleane. Dut whã eny ma toudheth a decd 

forme, and wil not purifie bimfelf, be defy 
eee che dwellynge of rhe LORDE, and the fe 
me foule ſhal be rored ont of Iſtael becanfe 
the fprentlinge water is not fpzentled vpon 
him: and he is vncleane, as longe as belet- 
reth not himſelfbe pourged therof. 

This ĩs the iawe. Whan ams dyeth in * 
tente, who (> ener goeth in to the tente, and 
all } is in the tente, [hal be vncieane ſeuẽ dai 
es. And cnery open veffeltbat bath no lydd 
mo2couerynge,is oncleane, And who focucr 
toucheth one is flayne wb the fiverdc vpon 
> felde,oz eny other decd, or a deed mans bo 
ne or & grane, F famcis vncleane [ent da yes. 

So now forthe vncleane perfonne, they 
hal cate of > aß ſhes of chis burnt fynoffe- 
ringe,z pnt fpringinge water theron into a 
veffell, and a cleane man ſhall tabe · yfope,z 
dyppe it in the water, and fprentle it vpon 
thetente,and vpon all the veſſels. and gil the 
ſoͤules that are therin. Tike wyſe alſo vpon 
bims, $ bathroudyed a deed mans bone, 92 a 
flayneperfonne,oz a Seed body, or a grave. 
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2nd be tbat is cleane, [hal fpzentle vpon 
the uncleane, y thirde daye,z the ſeuẽth daie. 
z purifye him on ſeuẽth daye. And be ſhai 
wafbe bis clothes, z bathe bim felf  wa- 
ter,and fo at enen be falte cleane. 

D DButbhefis vncleane,and wil not purifye 
bim (elf, > famefoule ſhal be rored ont of ¥ 
cOgregacton. For be bath defyled che Ganc 
tuary of the LORDE,zis not fpzétled ᷣ ind 
Blinge water, therfore is he vncleane. And 
this fhalbe a perpetuall lawe vnto thé. And 
be Hfpeentled wb the (pzctlinge water, fall 
waſh bis clothes alfe. 2nd who fd euerton 
cheth che pret linge water,fhal be vn cleane 

Leviaz.d vntill the encn.* 2nd what ſo ever be tou- 
cheth, ſhalbe vncleane: loke what ſoule be 
toucheth,fhalbe on cleane vntill the euen. 


The XX. Chapter. 
a Cid the childzé of Ffrael came w the 
whole cSgregacion into the wilder- 
Mogsd neſſe of Btn in the firſt monech, «z the 


Deut. people abode at Cades. 2nd there dyed Mi 
riam,z was buried there. 2nd the congrega 
cion bad no water,z they gathered chem fel 
ues cogetber agaynft Moſes z Aaron, zthe 
people chode with Moſes, z fayde: Wolde 
God we bad perifhed,* whan oure beethze 
periſhed before the LOR DE. Wher fore haue 
ye brought the congregacion of the LORDE 
in to this wilderneffe, * we fhulde dye bere 
with oure catell 7 And wherfozre baue ye 
brought vs ouc of Egipte inco chis place, 
where men cat noc ſowe, where are nether 
fygges, ner vynes,ner pomegranates, zwhe- 
recbere is no water to Diynsey 

And Moſes z Aaron wẽte frõ the congre 
gacion vnto ? dore of * Tabernacle of wit 
neffe , z fell vpon their faces. And the glory 
of the LORDE appeared vnto them And the 
LORDEfpate vnto Moſes, and ſayde: Ta 
® Fethe fEaffe,z gather the cSaregacion coge 

ther,thon z thy bzocber Waron,z ſpeabe vn⸗ 
tothe rocFe before their eyes , zit ſhall gene 
bis water. And thus fhale thou pronyde thé 
water out of the rocke z geue the congrega 
cion dzyn€e,and their cateil alfo. 

ThE tobe Moſes che fEaffebcfore FLOR 
DE, as be commannded bim,z Mefes z Aa 
ron gathered the congregacion together be 
fore the rocke, z fayde vnto thé: Seare ye re- 
hbellions:Sbal we prouyde you water out of 
this rocFe 7 ind Moſes lift vp bis bande,z 
ſmote FrocPer che ſta ffe two tymes. Then 
came} water out abũdantly. ſo prbe cõ 
gacion dranke, and t heir catch ali 

But the LORDE ſayde vnto 
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mẽ before ỹ childrẽ of Iſtael. ye foal not brin 
getbis congregacion into the ionde that I 
fhal geue thẽ. This is * water of ſtrife whe 
rethe childien of Iſrael ſtroue the LORDE 
and be was fanccified vpon them. 

And Moſes fenemeffaungers frõ Cades 
vnto ỹ? kynge of * Edomites: This worde 
fendeth che y+ bꝛot her Iſrael. Thou knoweft 
all * cranayle that happened vnto vs, bow 
that oure fat hers wente downe into Egip⸗ 
te, Thow we haue dwelt in Egipte a longe 
tyme,z bor che Egipcians dealte eucll wich 
vs ⁊ fatbers.And we cryed wnt ) LORDE 
which berde oure voyce,and ſent bis angell, 
z bath brougbe vs ont of Egipce: And ber 
Holde,we are at Cades in are withourthe 
borders of ylonde.* ® let vs gotbozorw thy 
londe we wyl nor gotborow $ feldes ner vy 
nyardes,ner drynke the rater out of tbe fort 
taynes. We wyl ao che bye ſtrete and tur⸗ 
ne net her co Fright hande ner co ð iefte tyll 
we be come paſt > borders ofthy countre. 

Buc the Ldomite anfwered him: Thou 
Hal not go by me oꝛ J wyl come agaynft + 
rwith > werde. The childzen of Fracl ſaide 
vnto bim:We wil go > coms bye waye, z yf 
wed? oure catell dzynte ofthy rater, we wil 
Paye for it:we wil do norbinge, but paffetbo 
row on fore onely. But be fayde: Chow hale 
not gorborow. Andthe Loomites came out 
aga inſt them with amightie peoplez a firs 
ge bande.Thus > Evomires deniedro grat 
te Iſtael paffage thorow the borders of che 
lande. And Iſtrael curnedawaye fromt hem. 

And chẽ childꝛen of Iſrael brake vp frs 
Cades,and camewith the whole congrega- 
cion oneo mount Hor. And theL OR DE ipa 
ke vnto Moſes z Aaronat mount Hor har- 
de vpon the coaftes of ? lande of *¶ Edomi 
tes,z fayde: Let Aard be gathered wnto bis 
people:foz be hal not come into > lande $ 
‘bane geuen vᷣnto ? children of Iſrael be⸗ 
canfe ye rere difhobedient wntomy mouth 
atthe water of firife.Cate Aaronand Lles 
farand bis ſonne and brynge chem vp onto, 
wount 4o2,and firype Aaron out of bis vef” 
timentes,and put thẽ vpon leafar bis for 
neand there ſhall Aaron be gathered(onto 
bis people)and dye. 

Then dyd Mojes as the LORDE cõmaun 
ded him, and they wente vp vnto Moune 
Sor in F ſight ofthe whole congregacion. 
nd Moſes rote Aarons clothes , Tput thẽ 
vpon Eleaſar his ſonne. And Aaron dyed 
there, etzen aboue vponthe mount. And Ulo 
fes Eleaſar came downe from the mount. 
And whan the whole congregacion jawe 
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that Aaron was awaye, they mourned for 
bimcbircie daies thorow outtbhe whole hou 
ſe of Iſtael. 
The X. Chapter. 
* Of Lilo whan Arad the Eynge ofthe Ce 


nantes (which dwelt torvarde the 
‘outh)berdc,that Iſrael camein by * 

waie p the fpyes had founde out,be fought 
agaynft Iſtaei, and cote fome of chem pze- 
foners. Then vowed Ffrael a vowe wnto * 
LORDE, and fayde:Rftbou wyle geue this 
people onder my hande, J wyll veterly deſ⸗ 
troyecbeir cities. UndebeL ORDEberbde ⸗ 
voyce of Iſrael, and delyuered them the Ca- 
nanites, and they veterly deſtroyed them wb 
Iudic.t.d pe cities alfo. ind be called the place 

orm. 

Then departedthey fro mount Hor on F 
waye towarde the reed ee, that theymight 
goabouterbe lande of che Ldomites. ‘ano 
the foules of the people faynted by the waite 
Kiemue and they (pate agaynft Gov and agaynfé 

Moſes:Wher fore baft thou broughe vs out 
ofthe lande of Egipte,to flaye vs inthe wil 
derneſſe! For bere ts nether bred ner. water, 

and onre fonle lotheth ebis lighte meate. 
Than ſent the LORDE ffie ferpentes a- 
monge the people, whidy bote the peple, fo 
that there dyed moch people in Hfrael. THE 
came they vnto Moſes, and fayde: We bane 
— ſynned becauſe we bane fpoten attaynſt the 
oRDE and agaynſt che · Praxe thon vnes 
ad.ac theLORDEthathetake awaye the ſerpentes 
from vs. And Moſes prayed for the people. 


Deut.z.a 


Then ſayde the LORDE wnto Moſes: Ma 
tethe a beafenferpente, and ſet it vp forato 

Een. Who ſo ever ts bytten,and loFeth v; 
iohgb tt fhallyue. Then made Meſes a ſerpent of 
+ Reas.a beaffe,and ſet it vp for a toben: and whan a 
ſerpent bad bytten eny man, he behelde the 

braſen ferpente,and recouered. 

And the childrꝛen of Iſrael departed, and 
pitched in Oboth. And from Gborh they 
iwente on, and pitched in Igim by Abavina 


Num.ss.¢ 
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fn the wylderneffe oner agaynft Moab, on 
the Eaſtſyde. From thence deparcedebey,z 
pitched by cheryner of Gared. From then⸗ 
ce departed they, and pitched on this fyde 
Arnon, whid) is in the wylderneffe,and cons 
meth out ofthe coaftes oft he Amorites. Gor 
Arnon is the border betwirte Moab and F 
Amoztes . Wher foꝛe it is [poten inthebo- € 
Ee of the warres of the LORDE: And go 
svith violence both on the ryuer of Arnon,z 
on the founteyne of the riuer, which boweth 
Dorwnewardeto Orwell at Ar, z leaneth cher- 
on,to be the borer of Moab. 

And from chence they came tothe well. 
This is the well , wherof the LORDE fpate 
vnto Moſes: gather che people cogerber, J 
wil geue chem water. hen ſange Iſtaeĩ this 
fonge,and they fange one after another ouer 
the well : This is the well, chat the prynces 
dygged:the nobles amongethe people haue 
Digged tc thorow ? teacher and their ſtaues. 

And from this wildernes they wente vn 
to Mathana,z from Mathana vnto Naha 
liel,and from Nahalielto Bamoth,and frõ 
Samoth vnto che valley chat lieth in > fel 
De of Moab at the toppe of pifga, and tur- 
neth rowarde the wylderneſſe. 

And Iſtael fene meffaungers wnto Sibs 
thetynge of the Amozrites,z canfedtofaye 
vnto bim: £eeme go thozow y lande,we wyl 
not turne into > feldes ner into the vynyar 
des: nether will we dzynke the water ofthe 
woelles, > bye ftrere wil we go,till we be paſt 
thebordersof thy countre, 

Howbeit Sibon wolve not gene the chil- D 
dren of Iſtael licence to gothorowtbe coat 
tes of bis londe, but gathered all bis people 
together, and wente out agaynft Iſtael in 
thewylderneffe. And whan be cam̃e to Ja⸗ 
beza,be fonght agaynft Iſrael. Neuerche· 
leſſe Iſrael ſmote him with the edge of the 
ſwerde, and be pte bis lande from Ar⸗ 
non vnto Fal and wnto the children of 
Ammon.” For theborders ofthe children of 
Ammon were ſtröẽge. So Ffrael tote all the- 
fe cities, and dwelt in allthe cities of } Amo 
rites, namely at Heßbon, and inthe townes 
belonginge therto. For Hefbonebe cite was 
Sibons the Bynge of the Amozites, and be 
bad fougbten before with the Eynge ofthe 
Moabites and conquered all bis londe frem 
him vnt yll Arnon. 

Wher foꝛe it is fayde in the prouerbe: Co⸗ 
me onto Heßbon let vs buylde and prepare 
¥ citeof Sihon. Gozthere is a fyre gone ont 
of Sefbon, anda flamme frem the cite of 
Sibon, which bath confumed Ar of F Atos 
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bites,and the citifens of ¥ toppe of Arnon. 

Wo vnco the Moabthoͤu people of Camos 
E arc undone. His formes are putts flighte,z 
bis vougbrers brought capt yue onto Gt- 
bon cheb ynge of the Amorices. Their glo- 
ty is comeco naught from Heßbon vnto Di 
bon: waiftedare they onto Nopha, whidy 
teacheth unto Mediba. Thus dwelt Iſtael 
in the lande of che Amonites. 

2nd Moſes fent ont ſpyes vnto Fabefar, 
tebey tole the corones belongyngecbereo,z 
sOquered the Amorites F were cherin. And 
they turned, z wente vp the waye towarde 
Balan. Chen Og che kynge of Baſan wẽte 
oucagaynft chem & all bis people, co fight 
in Edrei. And F LORDE fayde vnto Moſes: 
Scare bim noc, for J bane geuen bim & bis 
landez people in torhy bande, ztbou ſhalt 
do with him, as chou vyddeft with Sihon 
the Eynge of che Amorites, which dwelt ac 
Heß bon. And chey ſmote him, z bis fonnes,z 
all bis people( fo p there remayned none) Zz 
cSquered the londe. Afterwarde wẽte ¥ dil 
d:en Of Iſtael, z pitchedin ¥ felde of Moab 
beyonde Jordane by Jericho. 

The XX. Chaprer. 

x4 Lio whan Balac F fonne of Ziphor 

fae all that Iſrael bad Sone vnto 

the Amozites, and chat che Moabi⸗ 
tes were fore afrayed of the people( } was 
fo greate) and that che Moabites ſtode in 
feare of the childzen of Sftael, be fayde vn- 
to > Elvers of che Madianites: Now ſhal 
this heape licke vp all chatis abouce vs euẽ 
as an ore lieth vp the graffe in che felde. 

(And Balac F fonne of Siphoz was Eynge 

of che Moabites at thactyme. ) 

And be ſent out meffaungers vnto . Ba· 
laam che ſonne of Beor,which was an inter 
preter, (Che fame dwelt by che water of the 
lande of ¥ childzen of bis peopleyebartbey 
ſhulde call bins, and be canfedeo ſa ye vnto 
him: Bebolde,tbere ts come out of Lgipte, 
& people, which couereth y face of ¥ earth, 
and lyeth oner agaynft me. Come nowther · 
fore, andcurfemechis people, fortbey are 
to mightie for me,yf peraducnture F might 
be able cofinyce chemt,and to dzyne them out 
of thelande. Foz J wore, that whom thou 
—— ts bieſſed:and whom thou curſeſt 

ets curſed. 

B 4 And the Elders of the Moabites wente 
onwith $ Elders of the Madianites, and 
had thẽe rewarde of ¥ foyth fayenge in their 
bandes,and they came vnto Salaam, zeol- 
de hiss the wordes of Balaac. And be faide 
wnto che:Cary bere all night,z J will brin · 


Lhe xxij. Chap. Bo. levi. 


e you worde aga yne, enenastbeLORDE 
{hal faye vnto me. So ? prynces of Moa 
bites abode with Balaam. 

And God came vnto Balaam, ⁊ ſayder 
What men arechefe, which are with ¥ 7a 
laam fayde onto God: Dalac F fonne of 3 
phor the kynge of the Moabites bach (ens 
vnto me: Beboloe, there is a people come 
out of Egipte,and conereth the face of the 
earth, come nor therfore, z curfemetbé, yf 
peraduẽture 3 maye beableto figbre wich 
them,zto dryne thé our, Sut God ſayde vie 
to Balaam : Go noe with ehem, z curfe noe 
that people, for they are blefjed. 

Chenrofe Balaam vpinche mornynge, C 
‘zfayde vnto che prynces of Balac:Gee you 
nto yourelonde, for the LORDE wyll noe 
ſuffer me to go with you. 

nd the prynces of ¥ Moabites gat the 
vp, came to ¢,z ſaide: Salaam refuſeth 
to come ch vs. Then ſent Balac yet a grea- 
ter cõpany of pzynces,z more honorable thẽ 
they. Whan cameto Dalaam,theycol- 
Debim:Balac ) ſonne of Siphoz fendech * 
this worde : Ob re fuſe noe co come vnto me, 
foz J wyll promoce the vnto bye bonoure, z 
wil Do what fo ener thou fayeft vnto me. Co 
me Jpꝛaye che,curfe me chis people, 

Salaam anfwered,z ſayde vnto ¥ ſeruaũ 


tes of Balac:*RF Balac wolde Feue me Nuage 


bis hoͤuſe full of fyluer z goloe, yet couloe J 
not go beyonde F worde of the LORDEmy 
God,to do litle o2 greate. Neuertheles tary 
ye berethis night, $73 maye were, what tbe 
LORDE wil fayemore vncome . Then came 
GovroDalaam by nighe,z [aide vᷣnto bims 
tet ae Saleh 
then,and go but what faye 
vnto the, chat fale thondo. 


Then roſe Balaam vp in cthe morn Zz 
fadled bis 2 ffe,z toente'd webe ynece oF * » 
Moabites. But the weath of Godwared 
whote becauſe he wẽete. 2nd che angell of > 
LORDE ſtode in the waye,co withſtoͤde him. 
Sut he rode vps bis fie, zewo: ehaaeees 


urn · azz. 
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wb him. And > Affe ſawe * angell of * LOR 
DE ſtoͤdinge in F waye, z bis fiverde dra wen 
inbis bade. And F Affe curwed a [poe out of 
wa ye, ⁊ wẽte in co che felve. Bur Salaans 
finote ber, } fhe huldẽ go inthe waye. 

Then ſtode the angell of the LORDE in > 
pathe by the vynyardes , where there were 
walles on both the ſydes. And when F Affe 
farce che angeil of che LORDE, ſhe wꝛenſhed 
vnto che wall, zebeuft Balaams fore vnto 
ebe wall. And be ſmote ber agayne. CHE we 
teche angell of the LOR DE farcher,zftove 
in a narow place, where there was no waye 
to turne, netber cocherighte have ner co 
lefce. And whan che Affe fare the angell of 
theL ORDE, fhe fell Downe onder Balaam. 
Then was Balaams wrach furions,z fino- 
te che Affe with « ſtaffe. 

Then opencd che LORDE the mouth of ¥ 
Afie,and fe fayde onto Balaam: What ba 
ne J done vᷣnrothe, chat thou baft ſmytten 
ine now thie tymes? Balaam ſa yde vnto > 
Affe:Decaufe chou haſt mocked me · Ob ¥ 
I bad a fiverde now in my bande, J wolde 
Byll che. The Affe fayde vnto Bolaam: Am 
not J chine Affe, which chou haſt ryoven v- 
pon in y tyme vnto this dayes Was Feuer 
ivonte to do ſo vnto the? He ja yde: Ao. 

Then oj dthe LORDE the eyes of Da 
laam/ p he ſawe > angell of the LORDE ftow 
dinge in waye a drawẽ fiverde in bis hã 
de.Andbe ae bim felfe, z bowed dow 
ne & bis face. And che angell of the LORDE 
fayde onto bim: Wherforẽ haſt thou ſmyttẽ 
thine Aſſe now thre tymes? Deholve, Jans 
come out to reſiſte > for v waye is frowar- 
de ⁊ cõtrary vnto me. And y Affe ſaixe me,z 
auoyded frome thre rymesioz els yf he had 
notcurncd aſyde fro me, J bad flayne the, z 
faued che Aſſe alyue. 

Then fayde Balaam onro F angellof > 
LORDE:Y bauefynned, for J — not, chat 
thon ſtodeſt in the waye aga ynjt me. And 
now yf icdifpleafe > , Jroilturne agayne. 
The angellof $LORDE faide vnto him:Go 
with theme: bucehou ſhalt ſpeale nothinge 
els, chen J ſhal ſa ye vnto $.SoBalaam 
wentẽe forth xb the princes of Balac. Whan 
Balac herde FBalaam came,be wente ont 
co mece him (in tbe cite of the ritoabites F 
lieth on che coafte of Arnon, which is on F 
vrtemoſt border) z fayde vnto bim: Dyd noc 
I ſende for $ cocalltbe 7 Wher fore cameſt 
ebounocches vatome 7 Chine fEchou $F 
arn not ableto promere ? unto bond 7Sa- 
Ida anfivered bim: 0,7) am come vito * 
Bue ow can faye eny thingecls, che F 


Lhe xriij. Chap. 
God putteth inmy mouths v J muſt peas 

Dalaam wente with —a ee 
they came vnto the cite onthe veremoft bos 
‘der of bis lande. And Balac flewe oxen and 
ſhepe and fent for Salaam, and forthe pryn 
ces that were with bins. 

The XXill. Chapeer. 

Nd in the mornynge Salac tole Ba a 
of laam, and they wẽte vp vo the bye pla 

ceof Daal, chat from chécebemight 
fe once the vttemoſt parce of ¥ people. And 
Salaam ſa yde onto Dalac:Buyloe me here 
feucn altares,and pronyde me bere ſeuen bul 
locPes,and ſeuẽ rainmes. Balac dyd as Ba- 
laam fayde. And both Dalacand Balaam 
Offred,on enery altare a bullocke Ta ramme. 
And Salaam fayde vnto Balac: Stonde 
thou by ¥ burncofferynge, J wil go,yf bap 
ply che LOR DE wil mete me,z calle, * J 
maye cell che, what fo ener he ſheweth mee 
ind be werite bis waye,as be fayde. 

And } LORDEmect Balaam. And Ba 
laam faive onto him: Seuen altares haue 
pene: and offred on euery alcare a bi 

—— apie put ¥ woe 
dein Balaams mouth, andfayde:Goagay 
ne vnto Balac, * ſa ye on this wife. Anð 
whan became agdyne onto bim, beholde, he 
ſtode by bis burntoffirynge, with all $ pay 
ces of the Moabites. 

Chencotebe vp bis parable,zfayse:Ba DW 
facthe bynge o} the Moabites bath cauſed 
to fecmeone of Syiia from the moũtaynes 
towarde rhe Eaff,(z ſa yde: Come, curſe me 
Jacob: come,Sefye me Iſtael. How Pall 
cure, whom Gov curfeth not? How fhal 
defye whom $ LORDE defyerh noes Foz fro 
3 reppe of } fEonye rockes 3 febim, z from 
the billes J bebolde him. Ide, } people 
fhalowell by the felues,z ſhai noc beretency 
amodge the deithé. Who can tell the duſt 
Jacob, z tbe nombre of the fourth parce o 
Iſrael Miy foule die ¥ death of ¥ righteous, 
Gnd my ende beas theenvde of thefe. 

Thẽ ſaide Balac vuro Balaam: What € 
doeſt thou vnto me: J cauſed to fee $ fozto 
curfe myne enemies, z beholde, thou bleſſeſt 


thi. He anfivered z faide:* Muſt J not kepe Nuok 


zfpeate $ , whidy the LORDE puttetbinto 
tne mouths Balac faide vntobim:Come w 
me yet unto another place, frd whence thou 
ma yeſt ſe F vecemoft parte of them,z not fe 
them all.and curſe me them there, 

And be coke him op co a fre place, ené viz 
to the toppe of pila, z buyloed feuen alta- 
res, cud efjered on encry altare a bullocFe 
Zaramme.And be ſayde vnto Balac:Sten 
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de fo by thy burntoffrynge, wh yle J go you 
der. And the LORDEmett Baleam,z put 
the worde in bis mouth,z fayde: Go agayne 
vnto Balac,z faye onthis wyſe. And whan 
he cameto bim agayne,bebolde,be fiode by 
bis burncofferynge with che pzynces of the 
Moabites. And Balac fayvde vnto him: 
What hath the LORDEfayver 
And betoke vp his parable,zfayde: Ry- 
fevp Balacz beare,marke myceftimony 
thinc cares thou ſonne of Ziphor. · Godis 
not a man pbe [huldelye,ner a mans childe 
peny thinge ſhuide repente him. Shulde be 
faye and nord07 Shulde be fpeate not ma 
Ee it goody Bebolde, Jam brought hither 
to bleffe , J bleffe, z cannot go backe there 
fro.T hereis no weer yneffe fene in Jacob,ne 
ther enylaboure in Iſtrael. The LORDE bis 
Godis vb him,z che Eynges crompet ts ams 
getht.God bath brought thẽ ouc of Egip 
te,bis firégth is as of an Vnicorne. Forthe 
re is noð Sorcerye in Jacob, zno Soyth fay 
er in Iſrael. Whan the tyme cOmeth,it foal 
be aide onto Jacob, zto Iſtael. what God 
doth. Beboloe, che people fhallryfevpasa 
Lyoneffe, z hene vp him elf asa Lyon. He 
[hal not lye Downe, cyll be eate of the pray, 
and drynke the blonde of the flayne. 
Then ſayde Balac vnto Balaam: Chow 
[pee nether curfe bint ner bleſſe him. Sa⸗ 
aam anfivercd,z ſa yde vnto Balac: Haue 
not tolde che: All y che LORDE fpeateth, 
muſt J do? Balac ſaide vnto him: Oh come, 
J wil brynge ? to another place, yf itmaye 
happly pleaſe God, p chou mayeſt curfe thẽ 
there. And be brought him vp tothe toppe 
of mount peor, p boweth cowardethe wyl- 
verneffe. And Dalaam fayde vnto Balac: 
Buylde me herefiuen altares, and prouyde 
me ſeuen bullockes and feuen rammes . Ba- 
lac dyd as Balaam fayde, and offeredon 
enery altare a bullocfe vnd a ramme, 
The xxullll. Chapter. 
Ow whan Dalaam ſawe fF it plea⸗ 
M ſedthe ORD that he ſhulde bleffe 
So Iſrael.he wente not(as be dyd befo- 
rete ſeke witches , but fet bis face ſtraight 
towarde the wylderneffe, lifte vp bis eyes, 
and farce Ffiael, « bow they laye acordinge 
to their trybes, and the ſprete of God came 
vpon bim, and betote vp bis parable, and 
ſayde Thus fayeth Balaam the fonne of 
Beor: Thus fayeth che man whofe eyes are 
opened: Thus fayeth he whidy beareth the 
wordes of God, which farvethe vifion of * 
Allmightie:which fell downe, andbis eyes 
were opened. 


How goodly are thy tẽtes © Jacob, and 
thy babitacions © Iſtael: Eueñ asthe bro 
de valleys, asthe gardens bythe waters ſy 
de as ? tentes which theL OR DEbath pla 
ted,z as the Ceder trees vpon F water. The 
water ſhal flowe out of bis botec, and bis 
fede ſhaibe à greace water. dist yngefhal B 
bebyer then Agag, zbisEyngoome haibe 
exalted. God bach beoughte bi out of Egip nus.d 
te,bis ſtrength is as of an vnicorne He fet 
cate vp the Heithen bis enemies, and gryn- 
de theit bones to poulder, and ſhute thorow 
chemwith bis arowes. + He haͤh layed bins Ce. 49. b 
Domne as a Lyonand asa Zyoneffe. YObo 
yyll rayfe bins vps Bleſſed be be, F bleffech 
the:and curfed, that curſeth the. 

ThE was Balac furiousi wrath againfé 
Baleam, z —* bis hãdes cogerber, zfay- 
dewnto bim: Fhauecalledtbe, $ chon fhul- 
deft curfe myne enemies, and bebolve,thow 
Daft bleſſed thé now ehretymes : z now get 
thebéceto ¥ place. Jeboughte FYwolve 

pre — — — LORDE 
epte e from that worſhipe. 

Salaam anſwered him: Tolde ibe Seby Cc 
meffaungers(robomebon ſendedſt vnto me) 
zfayder RF Balac wolde gene mebis how nuss.e 
(e-fall of fyluer and golde, yee conloe 7 not 
go beyonde theworde ofthe LOR DE tod9 
either euell or good aftermyne awne bert: 
butwbat ¥ LORDE fpeateth, chacmuft 3 
Age: alſo. And * —— fo mod ae 

go co my people, cometherfore, Jwyll 

erve the what this people ſhal do let 
Pesple after this tyme, 

no betoke vp bis parable, and fayber 
Thus Gyeth Salaam the ſonne of Beort Nurg.a 
Thus jayeth ? man whoſe eyes are opened: 
Thus ſa yeth he which heareth che wordes 
of Gov, z Hhach che knowlege of hyeſt 
euẽ he $fawe F vifis of > Allmigbrie,z fell 
Downe, zbiseyes were opened: jal febim, 
bot not now: fal beholde bim, but not nie 
at bave.Chere Hala ſtarre come out of Ja Matt.s.a 
—— all come vp out of Fftael, 
and (hal finyte > rulers of the Wioabites, aResa 
and onercome all the childzen of Seth. 

Edom ſhalbe bis poffeffion, andSeir D 
Halbe his enemies poffeffis, buc Iſt ael ſhal «Re2.e 
do manfully. Out of Jacob ſhal come he F 
bath dominion, and ſhall deſtroye the rem- 
naunt of the cities. 

And whã be fawe F Amalechites, he to⸗ 

Ec vp bis parable,z fayde: Amales the fitfE exo.t.€ 
amoge the Heithé, but at > lafttbou hale pRessa 
periſhe veterly. And whan be fawethe Re- 
nites, betoke vp bis parable, z ſa yde: Strõ⸗ 
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ge is ¥ dwellinge, and on a rode haſt thou 
put thy neſt, neuertheles thou ſhalt be a bur 
ningẽ onto Kain, tyll Aſſur cate ¥ preſoner. 
nd he toke vp bis parableagayne, ſay 
der: Alas who ſhal lyue whã God doth ebis? 
nd ſhippẽs out of Citim ſhall fubdue AE 
ſur and Eber. Hebim ſelf aiſo ſhal periſhe 
vtterly. And Balaam gat him vp, and de- 
Parced,and came againe onto bis place,and 
Salac wence bis wa ye alld. 
be XV. Chapter. 
A d Iſrael dwelt in Sittim, and the 
Numiss.c people beganne co commytce whordo 
me with the doughrers of the Moa⸗ 
bites, whid calledthe people onto the ſacri 
fice of their goddes. And the peopleateand 
Phaluos.d woꝛſhipped cheir goddes,* and Iſtael fub- 
load d mytted him felf onto Baal peor. Chen ebe 
wach of cheLORDE wared whote vpon 
Iſrael, and be fayde vnto Moſes: Tate all 
the rulersof the prople,and bangetbem vp 
wntocheLORDE agaynft ¥ Gonne,thatebe 
terryble wrath of tho LOR DEmayekeeur 
ned awaye from Iſrael. And Moſes fayde 
vnto the iudges of Iſtael: Euery man flaye 
bis captayne, that haue ſubmytted chem. oi 
nes onto Baal peor 
SB Anvbeboloe, one ofthe childꝛẽ of Iſrael 
Deutas.¢ wwẽte in againſt bis brechré,z ioyned bun ſelf 
to a Miadianitifly womã in F fighte of No 
ſes zof the whole cõgregacion of childꝛẽ 
Of Bfrael, which weped before the dore of * 
Cabernacle of wytneſſe. Whan Phineas > 
uMmacac fonne of Eleafar the forme of Aaron ¥ prefE 
farce $, be rofe vp out of the congregacion, 
Ttoke a fwerdeinbis bande ,z wente after 
the man of Iſtaei inco che whore bonfe,z 
chruſt ché chozow , borh the man of Ifrael 
andcbe woman, euẽ thorsw the bely of ber. 
Thess ceaffed che plage fromebe childien of 
1Corsoa Bitacl, and there were (layne in the plage 
foure and twentye thoujande. 

C€ And FLORDE/pate vnto Moſes ⁊ ſaide: 
accli.as-€ pbivere the forme of Eleafar the forme of 
aMacal Aaron ¥ prefE, bath turned my wrath awaie 

fromthe childrẽ of Iſrael chozow bis gelow 
Ty for my fate amonge chem, § Fj ſhulde noc 
<Sfume che childzé of Iſrael in my geloufy. 
Wherfoze ſaye:beholdẽe J gene him my~co- 
uenaunt of peace, and be fhal baucit,z bis 
{ede after bim, euẽ the couenaunt of ancuer 
laftinge preftbode, becanfe be was gelous 
forbis Gods fate, and made anattonement 
forthe childꝛen of Iſtael. 

The man of Iſrael chat was flayne with 
the Madrtanitiſh reman, was called Sim 
rithe forme of Salu,e captayne of the bou- 
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fe ofthe father of the Simeonites. The Ma 
diantcifly woman alforbatwas flayne, was 
called Cofbi, ¥ doughter of Sur, which was 
@ ruler of the people of aEynred amonge 
the Madianites. 

2nd the LORDE [pate wnto Moſes, z fay 
de:Dere the Madianites, z finyretbem, for Numan 
they baue vered you with their wyles,wher- 
bythey baue bigyled you thozow Peor, and 
thozor their fifter Copbi che doughter of a 
caprayne of ¥ Madianites, which was flay 
nets the daye of the plage, for Peors fate, 
and the plage came after. 

Che XXVI. Chapter. 

Lid whan the gilt ye blonde was ſhed, 2 

the LORDE fayde unto Moſes z vn⸗ 

co Eleafar ¥ fonne of Aaron ¥ preft: 
Tabe the ſumme of the whole Sgregacion Exos0.b 
Of the chidrẽ of Iſrael from twent ye yeare Numa 
zaboue,after their fathers houſes, all y are 
able co go forth co the warre in Iſrael. And 
Moſes z Eleafar the preft fpate vnto them 
(in the felde of the Moͤabites beſyde Iorda · 
ne ouer againft Jericho)namely vnto all thẽ 
thacweretwentye yeare olde aboue as ths 
LORDE cõmaunded Moſes. And theſe are ¥ 
childrẽ of Iſrael chat came out of E si te. 

Ruben’¥ ſir ſt boꝛne ſonne of WraclCbhe Gengo.b 
coioiez of Ruben were, Hanoch:of whom 'Pare2 
cometh F¥ynred of the Hanochites.palluz 
of whom cometh che kynred of che pallui- 
tes. Defton: of whom cometh che Eynred of 
the Heſronites. Carmizof whom cometh > 
Eynred of che Carmices .Chefe are the kyn · 
reds of the Rubenites . And the nombze of 
thé wae, chre z fourt ye thouſande. ſeuen burs 
dret h thittye. Sut the cildꝛẽ of pallu we 
re, Eliab. And the children of Eliab were 
Clemucl, and Dathan and Abiram. 

This is Dathan ⁊ Abirã thoſe famous B 

men in the congregacion, which ſtode vp a⸗ Numm ic⸗ 
gaynſt Moſes and Aaron in the Spany of 
Corab,whanehey roſe vp agaynſt the LOR 
DE,ztheearch opened bir mouth, and ſwa⸗ 
Towed thé  Cozah, whe the cSpany dyed, 
what tymeas the fyre conſumeð two bun- 
dreth z fiftyemen,z they became atokẽ. Sut 
the hildzenof Cozab dyed noe, 

The Hildzé of Simeon in cheir Eynreds cPary.e 
weere, Nemuel: of whõ cõmeth che kynred of 

>} Ciemuclites. Jamin:of whom cometh F 

Eynred of * Jaminites. Jachin:of whõ cõ⸗ 
meth the Eynred of the Jachinites. Sera:of 
whem cometh $ Eynred of che Garabites. 
Saul:of whem cemmeth the tynred of che 
Saulites. Thee are the Eynreds of the Si- 
meonites, two z xx. M. two bundeeth. 
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The hildz of Gad in their kynreds were 
Zephon: of whom cometh FEynred of F Se 
pbonites. Haggiiof whom cõmeth the kyn 
tedof * Haggires.Sum:of whom cometh 
PEynred of F Sunites. Aſeni:of whom cons 
meth > kynted of the Aſenites. Eri: of whd 
cSmeth the Eynred of che Erinites. Arod:of 
whom cOmerh the kynred of che Arodites. 
Arielzof whom cõometh F Eynred of F Aric 
lites. Theſe are the childzen of Gad,in their 
nombze fourtye chonfande and fyue C. 

C  Thechildzen of Juda Er T Onan, whid> 


Gen.s3.a both dyed in the lãde of Canaan.But ? chil 


dren of Jude in cheir Eynreds, were, Sela: of 
whoni cometh the Eynred of che Selanites. 
Pbares:of whom cometh che kynred of che 
Pbarefites.Serab:of whom cometh > kyn 
red of ¥ Serabites. Che childzé of Phares, 
were Hefron:of whom commethebe kynred 
Of the Heftonites. Hamul: of whom cdmeth 
the Eynred of che Hamulites. Chefe are the 
Eynreds of Juda, in their nomb:ze, firean® 
fenencye choufande and fyue hundreth. 

Thechilozen of Iſachar in cheir kynreds 
svere, Chola: of whom commech cheEynred 
ofthe Tholaites. Phuua: of whom cometh 
F Eynved of che Phuuaites. Jaſubrof whs 
eommeth the kynred of the Jafabites. Sim 
romof whom cõmeth che tynred of Sin 
ronites . Theſe are the Eynreds of Sfachar, 
in nombre, foure and thre [core choufande, z 
thre bundzech. 

The hildien of Zabulon intheir kynreds 
rere, Sered, of whom cometh the kynred 
of ? Seredites. Llon:of whom cometh > 
Eynred of ? Elonites. Jabelel:of whom cS 
meth che Eynred of the Gabelelites. Theſe 
are ¥ Eynreds of Sabulon,tn their nõbre, thre 
ſcore thouſande, and fyne hundꝛeth. 

The childꝛen of Joſeph in their tynrede 
were, Manaſſes z Ephraim. The dildzé of 
Manaſſe were, Machir:of whom commeth 
che fynred of the Machirites. And Machit 
begat Gilead:of whom cõmeth ? kynred of 
> Gileadites.And theſe ave $ Hilde of Gt 
lead, Hieſer:of whom cOmeth che Eynred of 
~ HHieferites.Helech:ofrohom cometh ? kyn 

ted of the Helechites. Afriel:of whom com- 
meth the Eynred of the Afrielites. Siché:of 
wobom cometh the tynred of $ Sichemites. 
Simida:of whõ cometh F kynred of * Si 
midites. Hepher:of whom cSineth F Eynred 
of * Hepherites. And delaphead was ? for 
ne of Hepher, z had no fonnes, but dough- 
ters,rbofenames were: Mahela, Noa, oe 
gla, Milca and Thyrza. Theſe are the kyn · 
reds of Manaſſe, in their nombre, ero and 


D 
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fiftye thouſande and fenen bundzeth. 

Che child of Ephꝛaim incheir kynreds 
svere, Suthelab:of whom cometh > kynred 
of the Suthelahites. Decheriof whom cõ· 
nieth > Eynred of the Decherices.Chabanz 
of whom cOmeth the kynred of the Chaba 
nites. Che childzé of Suthelah were, Eran: 
of whom̃ cSmerh > Eynred of Eranites. 
Theſe are F Eynrcds of the chide of Ephra 
im, in their nembre, tavo and thirtie thouſan 
de and fyue hundreth. Theſe are the hue 
of Joſeph ws their kynreds. 

Che childs of Ben Jamin in their kyn · E 
reds nore, Selaro f whom cometh F kynred 
of the Belaices.AGlel:of whom comech F 
Eynred of the Aß belites. Ahram: of whom 
cometh theEynred of che Ahiranuces. Su⸗ 
pbam: of whem cometh che bynred of che 
Suphamites. Huphamro frohe in commeth 
the kynred of the Huphamites. And thechil 
drẽ of Bela were, Ard Naemanr of rhom 
commeththe kynred of che Aroites z Nae · 
manices. Theſe arerbe childꝛen of Ben Ja 
min inebeit kynreds, in nombre, fyue z foure 
tye thouſande andfire bundiech. 

The childꝛẽ of Dass int their Eynreds were, 
Subam: of whom cometh che childrẽ of * 
Suhamites. Theſe are * kynreds of Danin 
their generacions ,ztbey were all together 
in nombre, foure and rhre ſcore choujande ⁊ 
foure bundierh. 

The Hildzé of Aſſer in their Eynreds we⸗ 
re, Jemna: of whom cOmetb rhe bynred of 
the Jemnites. Jeſui:of whom commeth che 
Eynved of the Jeſuites. Beia: of vhom co- 
meth the Eynred of the Bryites. And chil 
bid of Bria, were Heber:of whom ceemmeth 
che bynred of the Hebrites.Melchielof whd 
commeth the Eynred of che Melchielites. 
Andehe doughter of Affer was called Sa⸗ 
rab. Theſe are the kynrebs of the children of 
Wfet,in their nombze, ehzeand fift ye thou⸗ 
ſande and fourebundieth. 

Che hildzé of Nephrali in their kynrede 9 
were, Jaheʒiel: of whom cSmeth the kynred 
of che Jaheielites Guni:ofwbom cometh 
FEpnred of F Gunites. Jeʒer:of whom co 
meth $ Eynred of che Feserites. Sillem:of 
whd cometh $ kynred of ¥ Sillemites. The 
ſe are > kynreds of thechild:é of Nephtaͤlt 
in their generacions, in their nombre, fyue 
fourtyethoufandeand foure hundꝛeth. 

This is thefimme of the dilorenof I- 


reel :fice bunbdzeth choufande, etboufanve accliuets 


ſeuen bundzeth and thirt ye. 
And FLORDE fpate vnto Moſes, z fay 
be; Vnto theſe ſhalt thon venyde peeve 
mii 
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enbericaunce,acordinge tothe nombre of * 

Numas£ names. Comany {hale chou geue the moze 

Tolud enherit aunce, and to fer che leffe, vnto ene- 

ry one ſhall be geuẽ acozdinge co their nom · 

beeryet ſhall the lonve be deuydeð by lott. 

Acordinge to ¥ names of the trybes of their 

fathers ſhal they enheret it:foz after the lot 

Phale chou dexydecheir enheritaunce, both 
betwirte many and fewe. 

And chis is the fumme of the Leuites in 

their kynreds. Gerfon:of whom cometh the 

Eynred of the Gerfonites. B abach: of whd 

cometh the kynred of the Rabarbites. Me 

rartiof whom cOmeth F Eynred of * Mera 

rites. Theſe are ? Eynreds of Leui,the Eyn- 

redof * Libnites, Ftynredof * Pebzoni- 


tes, } Eynred of che Mahelites, > Eynred of 


the Muſites, the Eynred of the Cozabites. 
G  RBabachbegac Amram. AndAmrams 
Exod.c.c wife was called Jochebed a doughter of Le 
ui, ivhich was boane him in Egipte:2And on 
to Amram fhe bare Aaronz Moles, z Mi· 
riam their fifter. 2nd vnto Baron were bor- 
Leviton ne Nadab · Abihu. Lleafarz Febamar.te 
Nomes a for Nadab ⁊ Abibs, theydyed, whan they 
offred firaunge fyze before FLOR DE.And 
Num4s.£ the ſumme of thé was thre zewentyecbou- 
fande,all males frõ fyue menethes zaboue. 
For theywere noc nombred amdgethe dil- 
deẽ of Iſael. for there was no enberitaunce 
geuen thé amonge che children of Iſrael. 
This is $fummeof childꝛẽ of Ffrael, 
who MH Fofes z Lleafar che preft nomb:ed in 
the felve of the Moabites befyde Joxdane 
ouer agaynft Jericho: Amongewbom there 
was not one Of the ſumme of ehofecildzen 
Nums£ Of Hfrael «whom Moles z Aaron the preſt 
nombzed inebe —— of Sinat. Gor ? 
Nuz.c LORDE fayde onto thé,* $ebey ſhuide dycin 


the wildcrneffe. And chere was not one of 


thems lefte,faue Caleb che forme of Jephune 

and Joſua the fonne of Hun. Fee 

Che XXVI. Chapter. 

ws Lid che doughters of · Zelaphead F 
Nu.ze.d fonne of Hepber F fonne of Gilead, 
the fonne of Machir the fonne of Wianaffe, 
amonge the Eynreds of Manaſſẽ the ſonne 
Joſeph (whofe names were, Mabcla, Loa, 
Hayle, Miilea,z Thirse)came z ſtode befo 
re Wiofés z Lleafar the preft,z before the ru 
lers z the whole congregacton, enen before 
the doe of ¥ Tabernacle of ritneffe,z fay 
de: Oure father is deed in the wilderneffe, z 
was notin tbe company of them F rofe vp 
agaynft $ LORDEin the cõgregacion of Co 
rab:but dyed in bis awnẽ ſynne and bad no 
(ines. Wher fore ſhulde + fathers name pe 


Nu.30.2 
lofaz.a 


Nusa 
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riſhet hen amonge bis tynred,though beba 
ueno jonney Gene vs a poſſeſſion aiſð amon 
ge oure fathers brethren. 

Uiofes broughte their cauſe before FLOR B 
DE. And the LRDẽ ſayde vnto him: The 
doughters of Zelaphead haue ſporẽ righte. 

Thou ſhalt geue che a poffeffionte inheret 
amongetheir fathers bietbzen,z fale turne 
their farbers enbericannce vnto them. And 
faye vnto the childzé of Iſtael: Whan a ms 
dyeth ⁊ bath no fonne, yc ſhall turne bis en~ 
bevitaunce vnts bis doughter. Xf be hauc 
no doughter, ye ſhal geueit onto bis bieth:é. 
Rf be bane no brecbzen, ye ſhal geue it onto 
bis fathers brethren. xf be haue no fat hers 
bretbié, ye ſhal gene it onto bis nexte bynß · 
folke which beloge vnto him in bis Eynred, 
Pebey mayepoffefie it. Chis Pyalbe an ovdy- 
naunce ande@ perpetualllawe vnto the chil 
— Iſrael asthe LORDE cõmaunded 
ſes. 

ind the LORDE fayde vnto Moſes: Gee C 
the vp into this mount Abarim, zbebolde deut.nk 
theldve,rbich J ſhal geue unto the childrẽ 1-4-3408 
Of Dhrael. And whan chou haſt ſene it thou 
hale be gathered vnto } peoplesas Aaron Nusod 
¥y brother was gacbered: for ye were diſho⸗ 
bevdient onto my worde in che wylderneſſe of 
Din .in >} ſtrife of the cSgresaacion, whan ye 
fhulve bane fanctified me, chozowche wa- 
ter before chem. This isthe water of firyfe ex0.17.6 
at Cades inehewylderneffe of Zin. Nu ·ro · b 

And Moſes fpate vnto the LORDEzfay- 
derO lee the LORDE God of the ſpretes of all 
fleſh fec a mã onerthe congregacion,whid> 
maye goin z out before them, z co leave the 
out zin, $ the congregacion of the LORDE 
benotas the without a fbepberde. 

AndeheLORDEfayde vnto Moſes: Ta · D 
ke vnto the Jofuache ſonne of Nun which wMac.af 
is a man ĩn whom is the ſprete and put thi · 
ne handes vpon bim,z 6 before Elea· 
far che preſt. and be ſore thẽ whole congrega 
cion,and gene him a charge in their fighte,z 
bentyfye bim with thy bewty, thatthe who 
Te congregacion of the childzen of Iſrael 
ma ye be obediée onto him. And be flpaljion- 
debefore Eleafar the preſt, which ſhail axe 
councell for bim after the maner of the* ligh 
te, beforeehe LO RDE. At the mouth of him 
ſhall both he and alltbe childzen of Track 
with him, andebe whole congregacionge 
in and out. 

Moſes dyd asthe LORDE cOmaunded 
bim,z coke Joſua, and fee him before Sira⸗ 
farthe preſt, and befoze all the conavega- 
sion ,and «layed bis handes vpon bum, and 
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gaue bins a charge,as the LORDEſayde vn 
£9 1 Tofes. 

The XXVII. Chapter. 

d the LORDE fpate vnto Moſes, z 
fayde:Comannde ychildꝛẽ of Iſrael, 
faye vnto che: The offerynge of my 
bred which is my offerynge of the fivere fa- 
uoure, ſhai ye Fepe in bis Onc feafor, ¢ 
maie offre vuto ine. And faye vnto thé: Che 
fe are the offerynges chat ye ſhal offre vnto 
the LORDE:Lambes of a ycare olde which 
are without blemyſh, enery daye two fore 
daylic burncofferynge: the onclambe inthe 
momynge, the ober at euen. And t herto a 
tenth deale of an Epha of fyne floure fora 
ineatofferynge, myngled with beatẽ oyle of 
the fourth parte of an din, this is a daylic 
burncofferynge, which ye offred vpon moat 
Sinat, ſor a freete fanonre of a facrifice vn⸗ 
to the LOR DE; Andehedzyntofferinge of 
the fame, > fourth parce of andincoalam 
be, and this ſhalbe poured in the Ganctna- 
vy fora gifte onto the LORDE. The ot her lam 
be ſhalt chou prepare atent(lite as themeat 
offerynge in the mozynge)yz the dzynEoffe- 
tinge therof, for a ſacrifice of a ſwete fanou- 
re vnto the LORDE, 

On the Sabbath daye, two lambes of a 
yeare olde without blemyfh,z two tẽth oes 
les of fyne flonre myngled with oyle,zthe 
drynk offerynge therof. Chis is the burncof- 
foreach eens: Sabbath, beſyde the day- 

ieburncofferynge, x bis drynko fferinge. 

And on che firf— daye of youre monethes 
ye fal offre burntofferynge vnto FLOR 
DE:two yonge bullockes,a ramme,fewélams 
bes of a yeare olde without blemyſh, and 
allwaye thhre tenth deales of fyne fionre for 
a meatofferynge myngled with oyle vnto 
every bullocke:wo tenth deales of fyne flow 
re for ameatofferynge myngled with oyle 
wntotberamme: anda tenth deale of fyne 
floure for a meatofferyngemyngled with oy 
le vnto everylambe. Chis is che burncoffe- 
rynge of a fivete ſauoure, a facrifice unto * 
LORDE. 

C And eheir orynkofferynges ſhalbe, half 
Gn Hinof wyne vnto every bullocFe,the thir 
de parteof an dinto the ramme, > fourth 
Pere Of an Hin to enerylambe.Cbis is the 
urntofferynge of enery moneth in the yea- 
re. There fhalbe offered an be goate alſo 
foz a fynefferynge vᷣnto the LOR DE,to 
the daylie burncofferynge with bis dzynE- 
offerynge. 
oa And on che fourtene daye of the firſt mo 
* nech isthe Eaſter vnto the LORDE,andon 
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the fyfcene daye of the fame meneth is the 
feaft.Scué dayes fal vnleuended bid be cg 
ten. Cbe firſt Daye ſhalbe an boly conuoca⸗ 
cion: VNo jeruile woate fal ye do cherin,and 
ye fbaloffre « burncofferynge onto the LOR 
DeE:two yonge bulloctes, one ramme,feuen lã 
bes of a yeare olde without bleiyſth, with 
their meatofferynge:tbie tenth deales of fy 
ne floure myngled with oileco either builoe 
Ec, and tworenth deales coche ramme, and 
one tenth deale cocuery lambe amenge the 
ſeuen lambes. And an be goace for a fynoffe 
ruige, co mae an acconcment for you. 2ind 
theje ſhal ye offre inche moznynge, bejyoes 
the burncofferynge, which is ¢ Dayle burnt 


Lewis 


offerynge. After chis maner fhal ye offre + D 


bred enery Daye ſeuen Dayes longe for an of7 
feringe of a ſwete fauoure vnto the LORDE, 
to che daylie burncofferynge, and dzyntoffe 
rynge alſo. And the fenenth vaye yal be cal 
led an boly connecacion with youso ferny- 
fe worke ſhal yedo cherin. 

And the daye of che fyrſt frntes (wha ye 
Offre the meacofferynge of the moneth vnto 
} LORDEin youre wekes) hal be an boly cd 
nocacion alſo: Mo worte of bondage fal ye 
do cherin. And ye ſhal offre a burncofferyn- 
ge for a ſwete fanoure onto the LORDE: two 


youge bulloctes,a ramme,fenenlambes of @ Leui. 2h 


yeare olde, with cheir meatoffer ynges: the 
tenth deales of fyne flonremyngled with oy 
lero euery bullocte, two tenth deales to thẽ 
ramme, and one tent deale to euery lambe of 
the ſeuen lambes. And an he goate to make 
an attonement for you. This [hal ye do, befy 
des * daylie burncofferynge with bis meat 
offerynge and bis dzyntofferin ge. · Withour 


blemyſh ſhal they be all. 
The XXX.Chapter. 
bac) 
f neth ſhal be with youan boly cõuoca⸗ 
cion. No fernyle worke fal ye do ther 


in, foz itis the daye of youre trompet blowin 
Se. And ye [hal offre a burncofferinge for a 
ſwete fauoure onto the LOR DE: 4 yonge bul 
locte,a ramme, ſeuen lambes of a yeare olve 
without —— their meatofferinges: 
thre tenth deales of fyne floure myngled v 
oyle to the bullocke two tenth deales to ? rã 
me, and one tenth deale vnto euery lambe of 
$ feness lãbes. An be goate alfo for a fynoffe 
ringe,co make an etroncment for you, befide 
PF burncofferinge of Fmoneth z bis meatof 
feringe,z beſyde F daylie burnt offer ynge > 
bis meatofferynge T with their dank efferin 
Ses,qcordinge co the maner of che fez a five 
m iiij 


e fynſt daye ofthe ſeuenth mo- % 
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te ſauo. This is a ſacrifice vnto the LORDE. 
The tenth daye of this ſeuenth moneth 
ſhalbe an boly conuocacion & you alfo,and 
ye ſhal humble youre fonles, and do no feruy 
le work e cherin, but offre a burncofferynge 
vnto she LORDE fora fivete ſauoure: 4 you: 
ge bullocke, a ramme ſeuen lambes ofa yeare 
olde without blemiſh,  cheir meatofferin- 
ges:thre tench deales of fine floure myngled 
with oyle tothe bullocke, tiwo centh deales 
co therame,zone tenth deale to enery one of 
tbe feuen lambes. 2nd an be goate fora ſyn 
Offeringe , befydetbe fynofferinge of the at- 
Conemét, and > daylic burntofferige w bis 
meatofferinge,and wh bis drynEofferinge. 
Thefiftench ovaye ofthe feueml moneth 
hal be anboly cSuocacion xb you,no feruyle 
worte [hal ye docherin, and ſeuẽ dayes ſhal 
ye kepe a feaft unto che LORDE. 2nd ye fal 
OffretheL OR DE aburntofferinge fora fa- 
ctifice of a ſwete fanoure vnto the LOR DE: 
thirtene yonge bulloctes, two rames, four- 
sene lãbes of a yeare olde without —— 
w& cheir meatofferynges: thre tenth deaies 
C Of Fyne floure myngled wich oyle to euery o- 
neofthe thirtenẽ bulloces , two tenth dea- 
les to ether of the two ranmes, z one tench 
dealeto enery onc ofthe fourtenclambes : z 
anbe goate for a fyno| ge, befyde F day 
lye burncofferynge with bis mearofferynge 
and bis dz Pofirynge, 

On the feconde daye,twolne yonge bullo 
ckes, two rammes, fourtene lambes of a yea 
re olde without blemyſh vb ebeir meatoffe- 
ges and drinkofferynges tothe bullockes to 
theranmes and to che lambes in * nombre 
of them acordinge to the maner. Andanbe 
goate fora ſynoͤfferinge, beſyde the dayiie 
burncofferinge with bis meatofferingeaͤnd 
with bis dzynFofferynge. 

On chechirde daye eleuen bullockes, two 
rammes, fourtene lambes of a yeare olde ch 
ont blemiſh, with cheir meatofferinges,and 
drynkofferinges tothe bullockes, to che ram 
mes and tothe lambes in cheir nombre acor · 
dinge to the maner. Andanbe goate fore 
ſynofferynge, beſyde the daylye bůrntofferin 
ge with bis meatofferynge and his drynk / 
offerynge. 

> On che fourth daye, ten bullockes, two 
rimes, fourtene lambes of a yeare olde with 
out blemyſh, with their meatofferyngesand 
drynkoffer ynges to the bullockes tothe rã⸗ 
mes, and to the lambes in their nombre acor 
dynge to the maner. And an be goate for a 
Hynofferynge, beſyde che daylie burntofferin· 
Se & bis meatofferinge, z bie drynkofferin⸗ 
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Ge. On the fifth daye, nyne bullockes, two rã 
mes, fourtenclambes ofa yeare olde wit hout 
blem yſh with their meatofferynges z drink 
offerynges tothe bullockes, co ¶ rammes = 
to the lambes in cheir nombze acozdynge to 
the maner.2ind an be goate fore ſynofferin 
ge, beſyde ? daylie burnrofferynge with bis 
meacefferyngeand bis dzynEofferynge. 

On che firte da ye, eight bullotes, cro re 
mes, fourtene labes of a yeare olde witbone 
blemyſh with their meatoffer ynges z drynk 
offeringes to che bulloces,cothe rammes, 
co thelambes in their nombze acozdinge co 
she maner.Andan be goate fora ſynofferin 
ge befide the daylic burnteffiringe with bis 
meatofferynge and bis dzyntcfferynge. 

Oncbe ferench daye,fenen bullockes, two 
rammes, fourtenclambes of a yeave olde xb 
ont blemyfly, with eheirmearofferinges and 
drynkofferinges tothe bulloctes, cotberam 
mes,and to che lambes in their nombre acoz 
dynge co the maner. Andanbe goate for a 
fynofferynge,befyde che daylie burncofferin 
ge with bis meatofferynge and bis Orynk- 


offerynge. 

Oncheeight vayc fhal ye gather the peo 
plerogether, No feruyle worte fall ye do 
eberin. And ye fhall offre a burncofferynge 
for a facrifice of & fwete fauoure vnto LOR 
DE. bullocte,a ramme,fené lambes of a yee 
re olde without blemyfl, wich their meatof- 
ferynges and dzyntofferynges to > bullocke 
tocberamme, and tocbelambes in their nd 
bre acordinge to the maner. And an be goate 
fe: a fynofferinge, befyde the daylie burntof= 

‘erynge with bis meatofferyngez bis drin 
offerynge. 

Thefechinges [hal ye do vnto * LORDE 
in youre feaſtes beſyde that ye voweand ge 
we ofa frewyll for buriscofferinges, meatof- 
ferynges, dzyntofferynges and bealthoffe- 
ringes.2ind Moſes tolde che childzen of Iſ⸗ 
reel all chat the LORDE commaunded bia. 

Sbhexxx.Chapter. 

If LTO Moſes fpate vnto che rulers sh 
the trybes of the chilozen of Iſrael. 
and faive:Tbis is itthattheLORDE 

bath commadded:nfenyman mates vowe 
vnto the LOR DE,02 fiveare an ooth,forbat 
He binde bis fonle,be ſhal not beeate bis wor 
de, but do all that is proceaded ont of bis 
mouth. 

Rf «damfell mate a vowe onto * LOR- 
DE, and bynde birfelf, whyle fhe is in bie 
fathers boufe, and onmaricd, and bir vowe 
92 bonde that [be maketh oner bir foule, 
commeth to bir fathers cares,z be holde his 
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ce therto, thé all bir vowes z bondes * 
ie ees —— ſe ae witball oner bir for 
lc,{lyal foe in effecte. Sut yf bir farber for 
byd ber > fame dayetbat be heareth it, thẽ 
fal no vowener bonde chat fhe bach boun⸗ 
debit felf withall over bir foule, be of vay- 
le. And ehe LORDE ſhalbe mercifill vnto 
ber, for ſo moch as bir father forbad ber. 

Ri fhe haue an hußbande, z hath avowe 
vponber,cz yf ſhe haue letten go ont of bir 
lippes a bove ouer bir foule, z bir hußbande 
beare tt,z bolveth bis peacetherat,the fame 
daye that be beareth it,chen bir vowez ben 
be wherwith ſhe hath boũde bir fel fouer bir 
ſoule ſhal ſtonde in effecte. But yf bir buf- 
bande forbyd ber the fame dayethat be bea 
reth it thẽ is the vore lowſe ỹ fle bath vps 
hir ⁊ the bonde alſo that ſhe hath letten go 
out of bir lippes ouer hir ſoule, andthe LOR 
DE flyalbe gracious vnto ber. 

The vowe of a wyddowe, Tof ber Fis 
deuorced. all § flye byndech bir ſeif withall 
ouer bit foule,flpal ftonde in effecte vps ber. 

Uf te vowe in hir hußbãdes honfe,oz bis 
de bir felf xb an ooch ouer bit foule,z bir buf 
bande beare tc,z — peacetberto,and 
fo2 byddeth it not,ché ſhal all } fame vorwe, 
tall $ fhe bach boũde bir felf xb all over bir 
ſoule ſtsðde ĩ effecte. Buc yf hir hußbãde dif 
anulie it, * famedaye he hearech it thẽ is 
it of no value / is proceaded out of bir lip- 
pes, which ſhehath vowed o2 boũde oner bir 
Joule: for bir hußbãde hath mave tt lowſẽ 
the LORDE flalbe gracious vnto ber. And 
allvowes z oothes Pbyndeco humble # ſou 
le,mate bir bupbave fEablifly orbreabe chus: 
Uf be bolvebis peace therto frs one date cro 
another, then ſtabliſheth be allbirvowesz 
bondes, } (he bath vpon ber,becanfe be bel- 
be bis peace, the fame daye herde chẽ. 
But yf be diſanulle thẽ after Phe hath ber 
de chẽ, chen ſhal be rate awaie bir mißdede. 

Theſe are che ſtatutes ỹyche LORVE cõ- 
maunded Moſes betwene a man z bis wife, 
Zbetwene the father z bis doughter, whyle 

fhe is yee a Damfell in bir facbers boule. 

W The XXX. Chapter. 

Sf Lido the L ORDE fpate vnco HTofes,z 
 fayde: Auenge thechildeẽ of Iſrael of 
oe — thou hie — 
e gathered vnto y people. Thẽ ſpake Mo 
fes onto the people, £ fasoe : —— re forme 
men amonge you co the warre agaynſt the 
Madia nites they maye avenge ¥ LORDE 
vpon the Madianites) out of every trybe a 
thouſande, p out of euery trybe of Iſrael ye 
maye ſende ſome to the battayll · And from 
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amonge the thonfandes of Iſtael they coke 
one thoufanve ou of every trĩbe, euen trwolue 
thoufande pzepared vnto thebattayll. And 
Moſes fent chem with Phineas che fonne 
of Eleafar che preſt in toche bacttayll, and 
the boly veffels and ) trompettes to blowe 
in his bande. 

And they fought agaynſt ?* Madianites 
as ? LoRD᷑ cẽmaunded 114 ofes,z flew all * 
males, Tthe kynge of the Madianites flew 
they alfo amonge che otber that were flaine 
namely, Eui, ReEem Zur, Yur and Reba, the 
fynctynges ofebe Nadianites. And they S 
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de. And F children of Iſrael coke che wemen 
ofthe Madianices prefoners,z their dyilozé: 
ail cheir catell, all cheir fubftaunce, and all 
their goodes fpoiled they, and all cheir cities 
of heir dwellynges z caftels burnt they v 
fyre And they rote all } fpoyles,zall § they 
coulde catche men z catell, and brought thé 
vnto Moſes z ro Eleaſar the pꝛeſt. gnð to 
congregacion of the children of Iſrael (na, 
mely } pzefoners,andcbe catell were take, 
and che good that was fpoyled in coche 
Hooft in che felde of the abites , which 
iyeth befyde Jordane quer againſt Jericho. 

And Moſes and Lleafar che prefé and all 
the captaines of * congregracion,* wẽte out 
ofthe hooſt to mere che. ind Moſes was an 
gricat the officers of the hooſt, whic) were 
captaynes ouer thonfandes and hůdreds, * 
caine from the batcayll,and fayde vnto the: 
Haue yefaucd all  wemen alyney Beholde. 
* bane noethey(chozow Balaams bufynes) 
turned awaye > childzé of Iſrael co ſynne a- 
gaynſt che LORDE vps peo:, z their came a 
plage onerthe whole cogregactonof #LOR 
DE: tow therfore flaic all che males amdge 
> hildzé,zFyll all > wemen haue knowne 
men ⁊ lyen & them. But all the wemen hit 
dren $ bane Enoreneno mẽ nerlien xb eben, 
Eepethofealyne for youre felues. Andlooge 
ye witbourthe booft,,. all ? baueflayneany 
man,oztondyed the flayne, that onthe thir- 
Deandfenenth daie yemate purifie yé felues 
and thofe whem ye bane tater prefoners. 
And allthe dothes,and all ſtuffe chat is ma 
de ofßkynnes, and all maner furres, and all 
veſſels of wod ſhal ye purifie. 

And Eleaſar che preft ſa yde vnto Fcap D 
taynes of the hooſt. wente out to the bat · 
tayll:· This is the ſtatute of the lawe, which 
the LORDEcSmaunded Moſes:Golde, ſiluer 
braffe, yron tynne and leed, and all that ſuf⸗ 
freth the fyre, ſhall ye cauſe to go thozow 

fyre, and clenfe it, chat it maye be 
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Purified with ? fprencFlynge water. As for 
all fody as ſuffret h not the fyze,ye yal cauſe 
it to gothorow F water, and fal wafbe 
dlorbes vpor che feuenth daye.and the ſhall 
yebe cleane. After that fall ye come in to 
che hooſte. 

And the LORDE fpate vnto Moſes, and 
Deuse-b fayde: Cake the fismme of che fpoyle of tho- 
Lame a > ſe rhat are taten, both of wemen andofca- 
cnace.e Cell,chou anv Eleafar the preft, andthe che- 

fe fathers of che congregacion,and gene > 
balfe vnto choͤſe that cobe the warre vpon 
them, and wente out to the battayll, and > 
other halfe to the congregacion.2ind ofthe 
mien of warre that wente ont to > battayil. 
thou ſhalt bene vnto the LOR DEone foule 
Of fyue hundꝛeth, both ofthe wemen, oren, 
Affes andfhepe: Oftheir halfe parce fhale 
thou tateit, and geue it onto Eleafar the 
pꝛeſt foran encofferynge vntothe LOR- 
DE.Dut ofthe dilozen of Iſtaels balfe par 
te, chou ſhalt take onebeade of fyfcie, both 
of tbe wemen,oren, Afles and fhcpe,and of 

the catell, and ſhalt gene them vnto the 
Leuites, that wayce vponthe babicacis of 
the LORDE. 

And Moſes and Lleafar the pref dyd as 
the LOR DEcommaunded fiiofes. Andebhe 
ſpoyle and pzaye which F men of warre bad 

yled, was firebundreth thouſande and fy 

weand fenentye thouſande fhepe,two and fe 
nentye thouſandẽ oren, one z * ſcore thou 
fande Aſſes: and che wemen had bnorone 
no men ner lyen ch them, werẽe two and thir 
tie thouſande ſoules 

8* And the halfe parte which belonged on- 
to them that wente to che warre, was innd- 
bre thre hundreth choufande, and ſeuen and 
thirtie theuſande. and fynue hundreth ſheper 
ofche which che LORDE bad fire bundzeth, 
z fyucandfenentyc Phepe.Fremfireand tyir 
tietboufanve oren:wherofithe LORDEbad 
emo z kuentye. Item thirtietboufande z fy- 
ue bundzeth A fjes : wherofthe LORDE bad 
one ztbze feore. Feemfirtene thouſande ſou · 
les ofwwemen: wherof the LORDE had two 
thirtie. And Moſes gaue this heucoffer yn ge 
ofthe LORDE vnto Eieafar the pzeft, as the 
LORDE commaunded bins, 

e As forthe other halfe which Moſes de- 
Ryded vnto the childzen of Iſtael fro F mer 
of warre(namely ? balfe that fell to the con- 
Stegacion) it was alſo thee hundzeth thou · 
fande, and fenen and thyrtie thoufande,z Fy- 
webunbdzeth [hepe, fire and ehirtiethoufan- 
de orent, chyzciechoufande z Fyne hundieth 
Aſſes, and fircene thoufande wemen foules. 
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Andoftbishalfe ofche childꝛẽ of Ffrael eo 
Be Moſes one of encry fyftie, both of the car 
tell z of che wemen, aͤnd gaue them wnto > 
Leuites,that waited vpon the habitaciõ of 
the LORDE,as $ LORDE cõmaũded Moſes. 

And ehe captaynes ouer Feboufandes of 
the hooſt namely they that were ouer thou 
andes and euerbandzeds, came forth onto 
Whofes,and fayde onto himꝛ Thyſeruauntes 
Hauctaten > fumme of }men of warre,ehat 
were wnder oure bande,and therelacked noe 
one: therfoze beynge we a prefent vnto the 
LORDE, what enery one bath ſoũde of ero 
els of golbe,cheynes, beacelettes, rynges,eae 
singes, and taches, that oure foulesmaye be 
reconcyled before the LORDE.. 

And Moſes and Eleaſar > prefE coke of 
them > golde of all maner oznamentes , 2ind 
all che golde of the Henceofferynge chat 
they Hencd wntothe LORDE, was firtene 
thoufande and ſeuen bundzeth and fyftye 
Sycles, ofthe capraynes oncr thoufandes 
and bimdzeds. For loke what euery one bad 
fpoyled, chat was bis awne. And Moſes ch 
Eleatacche pꝛeſt coke che golde of the cap- 
taynes ouer thoͤuſan des and hundreds, and 
broughte it in coche Tabernacle of witneſſe 
for aremembraunce ofthe children of Iſrael 
before the LORDE. 

Fhe XXXILChapter. 
Fw He Hildzen of Rubens and ehecdhil- A 
* duenof Sad had anerceadinge gree 
cemultitude of catell , andfawe the 
londe of Jaeſer and Gilead it was a mete 
ce for catell, and came z {pate nto Mo 
jes andco Eleaſar the preſt, and to the cap- 
taynes oftbecongregacion: The londe of 
Acroth, Dibon, Jaclar, Ctimra, Hephs,L lea 
le, Seban, Nebo. z Deon, whidy the LORDE 
finote before * congregacion of Iſrael, is a 
mete londe for catell, andeby feruauntes ba 
ue many catell.2ind they fayde morouer: RF 
we baue founde fauoure befozethe, thẽ gene 
thy fernauntes chis londe in poffeffion, and 
we wyl not Yo ouer Jordane. 

Moles fayde wnrocbem: Moure brethren 
ſhall goco the warre,and wyll ye tary here? 
Ober foreturne ye > hertes ofthe children 
Of Iſrael, chat they ſhulde not go ouer into 
thelonde that the LORDE ſhall gene themz 
* Thus dyd youre fatbersalfo, whan FJ fent B 
them out from Cades Bernea, to ſpye out F Numwd 
Tonde.2ind whan they were come vpto $ ry 
wer of Efcol, and fare > londe, they turned 
the berces ofthe dildzenof Iſrael ſo p they 
wolde not into thelondewbid) * LORDE 
wolde bane geuen them. 


Nused cyme, z fware, z fayde: Thefe men 
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And the LORDE wes woth at ehe fame 
are co⸗ 
me out of Egipte, from trvẽt ye yeare olde z 
aboue, ſhall not fe the lande which J fivare 
vnto Abrabans, Iſaac and Jacob, becaufe 
they bane not wholy folorwed merſaue Caleb 

? ſonne of Jephune F Benifice, Joſua > 

ſonne of Cun: for they haue wholy folorwed 

} LORDE.Go the LORDE was wꝛoth vb Fr 

sacl, z let ché wander inthe wilderneffe four 

tye yeares,tyllall * generacion ¥ bad done 
euell beforethe LORDE, was conſumed. 

C€ Andbeholde, ye are ryfen vp in youre fa- 

thers ſteade, to increaſe the nombre of ſynfull 

men, ⁊ to augmente yet che wrath ⁊ indigna 
cion of che L ORDE agaynft Iſtael. Gor yf 

eturne you backe from foloroinge bins , be 
fat yet leaue them moze inthe wildernes,z 
ſo fhal yedeftroye allebis people. 

Then ſtepte chey cobim,z fayde:we wyll 
but buylde ie foldes bere fozoure flpcpez 
catell,z cities for & dyildzen: As for ovrefel- 
tes, we will go ready armed before the chil · 
dren of Iſrael, tyll we haue broughte them 
wnco cheirplace:®ure childzé ſhal rema yne 
in che fenced cities, becauſe of > indwellers 
of the londe. We will noccurne home agay- 
ne, cyll che children of Iſtael banc taken eue 
ry one bis inberitaunce in peffeffion:for we 
wyll not inberet with chem beyonde Forda- 
ne; for Sinberitannce [hal fall onto vs vpon 
this ſyde Jordane Eaſt warde. 

Moſes fayde vnto chem: * Ff ye wil do 
this, that ye wil barneffe youre felues to the 
rwarrebeforetbe LOR DE, then go ouer Jor 
Dane befozethe LOR DE, who fo ever is bar- 
neffed amonge you, tyll be haue dryuen out 
bis enemies befeze bis face, and vntyll che 
londe be ſubdued before che LORDE, then 
hal yereturne, z be vn gilt ye before rhe LOR 
DE, and before Hfrael,z fo ſhal ye haue this 
Tonde Ss poticiiign before the LORDE. Dut 
of ye will not do fo, bebolde,ye ſhal offende 
a@gaynfécbeL ORDE,and be ſure that youre 

Fyne ſhal fynde you out. Buylde cities now 

eberfoze for youre children, and ſhepefoldes 

and ſtalles for youre fhepe and catell, and 
do as ye bane fpofen. 

GC Thechilorze of Gad, Tthe Hild of Ra 
ben ſayde vnto Moſes: Thy feruauntes ſhal 
do as my lorde bath cõmaunded. Oure chil- 
dren, wyues, fish ſtaunce ⁊ all oẽ catell,fhalbe 
i ? cities of Gilcad. Dut we y ſeruauntes 
will go all barneffed for che warre vnto bat · 
taill before $ LORDE,as my lorde bath faide, 

ThE Moſes cSmaunded sEleafar prefé 

⁊Joſua the fonne of Nun, z the chefe far 
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thers of che tribes of the children of Ffrael, 
Gud [aide vᷣnto chem: the childzen of Ged 
zthe children of Buber go ouerYordane DS 
you, all prepared co fighe before the LORDE,z 
whan chelondeis fubdited vnto you,thé ge- 
ue them the lonve of Gilead us poffeffis. But 
yfthey go not ouer with youn harnes, then 
fhal chey inberet x you it ? lsde of Canad. 

The childzen of Gad and che children of 
Rubé anfwered, z ſayde: As * LORDE hath 
[poten vnto y ſeruauntes, ſo wyll we do: we 
wil go harneſſed before the LORDE tn to ð lã 
de of Canaan, and poſſeſſe oure enheritaun⸗ 
ce on this ſyde Jordane. 


—X 


So Moſes gaue vnto $ children of Gad F 


and to the childꝛen of Ruben, and tothe bal- 
fe trybe of Manaſſe the ſonne of IJoſeph. > 
Eyngoomeof Sihon kynge of the Amorites 
andthe Eyngdome of Og the kynge of Ba⸗ 
fan,chelonde with che cities therof in all + 
coaftes of ꝰ countre roundeabonte. The F 
children of Gad buylded Dibon, Atarot h A⸗ 
roer, Atroch. Sopban, Gaefer,z Jegabeha. 
Deehnimra,z Detharan, ſtronge fenced ci 
ties,z [pepe foldes. Che cildzen of Ruben 
buylded Heßbõ, Eleale Airiathaim, Nebo. 
Daal Meon ⁊ curncd names, z Sibamas 
Z gau⸗ names vnto } cities which they buyl 
ded. And F children of Machir the ſenne of 
Manaſſe wente in to Gilead,z conqneredit, 
and droue out the Amorites were therin. 
Chen Moſes gaue Gilead vnto Machir > 
ſonne of Atanaffe,z be dwelt therin Jair + 
fonne of Manaſſe wente and conquered the 
vyllagies cherof, and called them Hauoch 
Jair. Nobah roente,and cSquered Kenat h. 
with checorones belonginge cherto,and cal 
ledit LLobab,after bis arone name. 
CbheXxXiLChapter. 
¢ Hefeare F ionrneys ofthe childrẽ of 
¶Iſael which wite ont of Flande of 
Egipte acoꝛdinge to their armies,by 
Moſes ⁊ Aars. And Moſes wrote their gor 
ge out as they iourne yed, a fter * xcẽ maunde· 
ment of * LORDE.2ndthefe(namely)are the 
yourneyes oft heir outg dinge.⸗They depar· 
ted firs Raemſes vpon F fiftene da ye ofthe 
firfE moneth (euen the mozow after the Lae 
ter xhorow an bye hande, ſo that alit he E⸗ 
gipcians ſawe. and buriedthen their firſtbor 
ne, whom cheL ORDE bad flayneamonge 
them: foz the LORDE executed indgment al- 
fo vpontheir goodes. When they were de⸗ 
parted fiom KRaemſes, they pitched in Gua 
coth. And frs Sucoth eheydeparred.z pice 
ched their centes tn Ethã, which lycth in F 
edge of ¥ wildernes. $1 Etham they de par 
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Fxo.14.8 ted, and above inthe valley of Hiroth( which 
lyeth cowarde Baal Sephon ) z pitched over 
agaynſt Migdol. From Hyroth they Vepar- 

Exo.1g.¢ bed, wenteInchorow F middes of the ſee in 

to F wyldernes,and wente thre dayes your- 

ney inthe wildernes of Echam, z picched in 

Wiarab. From Marah they veparted, and 

came vvnto Elim, where there were twolue 

welles of water, and ſeuent ye palme trees, Z 

and there they pitched · From Elim they de 

parted, and picdysd by the reed fee. From F 

reed (ee they departed, and pitched in the wil 

derneffe of Six. From the wildernes of Sit 
chey departed, and pitched in Dapbhta . Frõ 

Dapbee they departed,and pitcheð in Aus. 

§rom Alus chey departed, and pitched in 

Vaphidim, where people had no water 

to drynke. From Raͤphidim they departed 

and pitched in che mildernes of Sinai. 
§rom Sinai they and pitched 

Numb atthe Lufigraues. Ftothe Luftgranes they 

Numing Oeparted, and pitchedin Daszeroch.* From 

tiu. iz · ¶ Haͤzeroth they departed, z pitched in Rith- 

ma. Stom Rithina they departed, and pit- 
ched is Rimon pares. From Rimon pares 
they departed, and pitdedin Libna. From 

Libna they departed, and pitched in Riffs. 

Ers Riſſa they veparced,z pitched in Rebe 

Latha. Frõ Tcbelachaches Departed, z pit- 

ched in moũt Sapher. From mout —— 

chey departed,z pitted in Harada. Grd a 

rada hey departed , pitched in MTatebe- 

loth. Grom heloth chey departed,z pit 
ched in Tahath. Grom Tabach they depar- 
ted, and pitched in Tharab. From Tharah 
they departed, and pitched in Mitka. Grons 

Mitta they departed. and pitched in Haſmo 

na. From Haſmona they departed, and pit- 

ched in Moſſeroth. 

Srom Moſſeroth they departed,and pit 
ched in Bne Jaekon. Grom: Bne Jaekon 
they departed, and pitched in Horgadgad. 
Srom Horgadgad chey deparced, z pitched 
in Jathbatha. From J tha cheydepar 
ted, and pitched in Abrona. Grom ÄAbroͤna 
they departed, and pitched in Ezeon gaber. 
From Ezcon gaber they dveparced, and pit- 
ched in } wildernes of Sin, whichis Caves. 


Bxousd 


Exo.16.a 


Exoura 


Exo4pa 


Deutuob 


Husoa "Grom Cades they departed, and picched 
—— at mount Hor, on the border of the londe of 


oom. Then Aaron the preſt wente vp vñ 
to mount Hor (acordynge to the commann- 
dement ofthe LORD Ejanbd died there in the 
fourt yeth yeare, after che children of FF 
rael Departed ont of the londe of Egipte, ts 
the firſt daie sf che fiftemoneth, wha be was 
an hundreth and thre and twent ye yeare ol- 


Fhe xxxiij. Chap. 


de. And Arad the kynge of the Cananices, 
which dwelt in the fouth countre of Canaã 
herde the childꝛen of Iſrael came. 

And from mount Hoẽ they de D, and ge 
pitchedin Salmona, Grom Salmona chey der 
parted,and pitched in phimon . From Phi- 
mon they deparced,sand pitdyed in Oboch· rm. anf 
From Oboth they departed, and pitched in 
Igim by Abarim vponthe border of che ls- 
de of F Moabites. From Igim chey depar 
ted, and pitched in Sibon Gad. From Dibs 
Gad they departed, and pitched in Almon 
Diblacbama. Frõ Almon Diblaghame they 
de parted and pitchedin the mounta ynes of 
Abarim ouer aga ynſt Mebo. From che mow 
taynes of Abarini they departed, and pit- 
ched in ? felde of the Moabites beſyde Joe⸗ 
dane ouer agaynft Jericho. Frs Beth haãieſ⸗ 
moth onto che playne of Sicim laye they in ins; 
the felde of the Moabites. 

And the LORDE fpate unto Moſes inthe F 
felve oft he Moabites, by Jordane oner a- 

Saynft Jericho , and fayde : Speake co che 

chilozen of Iſtael and faie vnto them: Whã 

yeare come ouer Jordane in the lande of Ca Deut7.0 
naan, ye ſhai deyne out all che inbabiters be totuue-b 
fore youre face,and plucke Yowneall cbeir pi 
— a Liner ad of — — 

troye all their» bye places 3 that ye maye ſo 

cate che londe in poffeffion and dwell eberin 53.22 

Foꝛ J baue gené youehe londe coenioye it. taves bui 

And the londe fhall ye denyde ont by lore de> vpon 
amonge youre Eynreds. Onto thofe that are 
many, [ball ye Denydethe moze: And vnto 
them that are ferve,flpall ye deuyde the leffe. 

Euen as the lott fallech chere vnto enery o- 
ne ſo ſhal he bane it acordinge to the trybes 
oftheir fathers. 

But yf ye wyll noe dryue ont the inhabi⸗ 
ters of ? lande before yd face chen they whõ quai ses. 
ye ſuffre to remayne, ſhali become thornes i 
youre eyes and dartes in youre fydes, z fall 
‘vere youin the londe where ye dwell. Chen 
soil it cometo paſſe that J fhal do vnto you 
even as I thought todo onto them. 

The XXxULChapter, 

Vind theL ORDE [pate vnto Moſes. o¢ 

and fayde:Commannde the chiloze of 

Iſtael. and faye vnto them: Whan ye 
eomeinto the londe of Canaan, the londe p 
falleth to youreinberitaunce, hhall bane bie 
borders inthe londe of Canaan. The South 
quarter [hall beg ynne at the wylderneſſe of 
Bin by Edom, focbat youre South quarter 
be from the edge ofthe Gale fee, which lyeth 
towarde the Southmand that > fame quar- 
ter fer a compaffe from the South vp to A⸗ 


Dentz.e 
fofusg.a 


The iiij. boke of Ldofce. 


erabim,z go thoro ro Zimma: z that bis out 
goinge be fromthe Gouth vnto Cades Bar 
nea,7 reache vnto Hazor Adar, and go tho⸗ 
row Azmona, and ſtretch out from Azmona 
onto the ryuer of Egipte, and that the ex- 
de therof be atthe greate ſee. 

But che Weft quarter ſhal be this:name 
lythe greate fee,let p be youre border towar 
dethe Weft. 

BEche Noꝛth quarter fhalbe this:Ne ſhall 
compaffe from the greate ſee vnto mounts 
or. And fromount Hor ye ſhall compaſſe 
eylla man come onto Hemath, that che ous 
goynge therof be the coaft of Sedada, and 
chat che border of thefame go out unto St 

bron, and that the goynge our of itbeat 
rk nan.Leechis be youre North quar 
ter. 

nd youre Eaſt quarter fall ye cSpaffe 
from Haͤzor Euan ies — » zlectbe 
coafte godorone from Gephanand Rible 
onthe aft ſyde of Bin. Thẽ let it go dor 
ne, zreade vnto the ſyde of the feeof Chi · 
nereth Eaſt warde,and comedorneby Yor 
dane, fo F the goynge out of it be the Sale 
fee. Lee this be youre londe with the borders 
therof rounde abonte. 

C And Moſes commaunded the children 
Of Iſrael. and fayde: Thisis youre londe 
chat ye ſhal deuyde out amonge you by lott, 
which the LORDE bath commaundedro 
geue vnto the nyne trybes, and cotbebalfe 


Numssf trybe.* Foz the erybe of the childien of Bu 


ben after their facbers boule, and the erybe 

of the children of Gad acordinge to their f= 

thers boufe, andebe balf trybe of Manaſſe 
haue receaned cheir pozcion. Thus the two 
trybes andthe balfeerybe bane their enbert 
taunce allready,on chis ſyde Jordane, ouer 
agaynſt Jericho, Saſtwarde 

Anð theL OR DE [pate vnto Moſes and 
ſayde:Theſe are ) names of the men, which 

Phaldenyde the londe amonge you. Eleafar 

the preft,and Joſua the fonne of Nun. And 

the captayne of eucry trybe ſhal ye take, to 
deuyde the londe. 

D — Andchefe are the names of che men: Ca⸗ 
leb the fonne of Jephune ofebetrybe of Ju 
da. Semuelthe fonne of Ammibun of the 
trybe of Simeon.£Elidad $ forme of Ciflon 
of thetrybe of Ben Jamin Bui che ſonne 
Of Fagli of chetrybe of che childꝛẽ of Dam 
Hamuel che fonne of Ephod, of theerybe 
of the childzen of Manaſſẽ amonge the chil 
dzen of Joſeph. Kemuelthe forme of Siph 
than,of che trybe of the hildzen of Ephra· 
im, €lizaphanthe (ome of Parnach,of the 


Khe xxxv. Chap. eo. lxxiij. 


trybe of thechildzé of Zabulon. Palthiel che 
fonne of fan, of thetrybe of che childzé of 
Wachar.Abibud che fone of Selomi, of Y 
trybe ofthe children of Affer. pedabel che 
fonneof Ammiubnd, of che erybe of che dit 
den of Nephtali. Chefe are chey whom F 
LORDEcommaunded, that they ſhulde de 
uydethe inheritaunce vnto the chiidren of 
Iſraei in che londe of Canaan. 
The XXXV. Chapter. 

Ltoche LORDE fpate vnto Moſes in A 

the feide of the Moabites by Jorda⸗ 

ne ouer agaynft Jericho. ⁊ ſa yde: Com 
maunde the chũdrẽ of Iſraei that they geue 
vnto ? Teuites of cheinberitatice of their 
Poffeffion, cities co drvellin.Chefasburbes al 
fe aboute the cities ſhal ye geue vnto the Le 
nites, that they maye dwell inthe cities, and 
in the fuburbes co haue their catell and fub- 
ſtaunce , and all their beeſtes. 

The ſuburbes which ye gene vnto * Le⸗ 
nites, ſhal reache frõ che wall of $ cite out · 
warde,g M. cubites rounde abouce. Thus 

fhal meafure without the cice on $ Eaſt 

fyde,trwo thoufande cubites: zon * South 
fyde,cwo thouſande cubites:z on * Weft ſy 
de,c1wo thouſande cubites:z on * North fy 
de two thouſande cubites, fo Hehe cite be in 
the mydbdes.T bis ſhal be their ſuburbes. 

And amdge che cities which ye ſhal ge⸗ 
ue onto the Zenices, ye [hall geue the fire fre 
cities that be whidy comicteth a flaugbrer, 
mate flye thither. Beſydes the fame ye (hal, 
geue thé yet tro z fourcie cities: ſo Pall ¥ ci 
ties which ye geue onto ¥ Lenites, be eight 
⁊ fourtye xb theit ſuburbes. And of + fame 
ye ſhal geue the more, from thẽ haue moch 
in bof en amonge the childzen of Sfraelz 
zebeleffe from them , that bane litle in pof- 
feffion. Luery one (acordinge to bis enberi- 
tauncetbatis denyded vnto bim)fhall gene 
Of bis cities unto the Leuites. 

And the LORDE calted vb Moſes z ſaide: 
Speake co che childzé of Ffrael,z faye onto 
thẽ: Whan ye come ouer Jordane into ¥ lon 


B 


fie cities, * who fo cẽmytteth ſſaughter vn⸗ 
Grvarres, maye fiye thither. And fod> fie ci- 
ties ſhalbe among you becanfe of the auen 
ger of bloude that be which bath commyt 
ted flaughter,dyenot, tyll be ftonde in iudg 
ment befozetbe congregacion. And of thefe 
cities which ye pean gene, there ſhalbe fire 
fre cities. Thre ſhal ye gene on this fide Jor 
dane and thre in the londe of Canaan, 
Theſe are chefire fre cities,borh for ¥ hil C 
drẽ of Iſrael z for the firaungers,z foz ſoch 
n 


ioſu.ana 


lolu. 20.4 


u Exo.21.b 
de of Canaan, ye hall choſe out cities tobe Deutisa 


Exo. at-b 


The tiij. boke of Moſes. 


as dwell amdge you, who fo ener bath flat 
ne eny foule vnawarres,maye flyecbicber. 
de ſmyteth eny man w an yron weaps, 
Fbedye,the ſame is a murthurer,z fal dye 
the death. wf be caſt at bi wb a ftone(wber 
with enyman ma ye be flayne) p be dyether 
Of, chen is be a mureburer,and ſhal dye the 
veath. rf be ſmyte him wan bantwcapon 
of wodd(awberwith eny man maie be flayne) 
tbhacbe dye then is hea murtburer, and {hal 
dye the death. Theanenger of blonde flyal 
bringe ? murchurer to Death. Whan be fyn 
deth bim,be ſhal flaye bim. xf he chruſt ac 
bim of bate,oz café ought at bun with laien 
Be of wayte, o2 finyce bim of envyc bis 
bande, chathedye, then ſhai he that hath 
flayne him dye the death: fo: he is a martha 
rer, The auenger of blonde ſhal brynge bins 
to death, as ſoone as be fyndeth him. 
D Buc yf he thruſt him by chaunce not of 


Devipa civye, orburle ought at him wit hout eny 


layenge of wayte, oͤꝛ caſt at him with a ſto⸗ 

neQuberof amanmayedye, ⁊ ſawe it not ſd 
PHhedye,z is not his ennemie nether thought 
him eny euell, thé ſhalthe cSgregacionind- 

Gebetwene him hath csmytted > flangh 
ter,and the auenger of blonbde,in ſoch catia: 
And che cSgregacion fhal delyner che deed 
flayer from the bande of ¥ auenger of blow 

96,7 ſhal lee him come agayne tothe fre ci · 

te,whitber be was fled:zebere ſhalĩ be aby- 
Devnto F death of che bye preſt whic) was 
anoynted with > bely oyle. Bue yf the deed 
fleyer go ontof the borders of bis fre cite, 
that be was fled vnto, and the auenger of 
blonde fynde bim without > borders of bis 
fre cite,and kyll bim, be ſhai not be gryleye of 
bloude. Foz be flpulve bane bydden in bis fre 
cite vnt gll * death of the bye preſt ⁊ after > 
bye pzeftes death co come agayne vntot! 
londe of bis enbericaunce. This fhalbe a 
tuce of thelawe vnto you amõge youre por 
teritice in all youre dwellin ges. 


The xxxvi. Chap. 


that ye dwell in wherin J dwell alfo. For J 
amthe LORDE, which dwell amõge chũ 
dren of Iſrael. 
TbheXXXvVL Chapter. 

Lid F chefe fathers of the kynred of A 

the chiſdrẽ of Gilead > fonncof Ma 

chir(which wasthe ſonne of Manaſſe 
of the kynred of che chũdien of Joſephca⸗ 
me forth, and [pate before Moſes, and befo- 
re the captaynes amonge the che fe fathers 
of: 2 of Iſrael and faide:Syz, the 


LORDEbath> commiannded, that ye ſhul⸗ Nusc.é 


de geue the londe bylort vnto che childrẽ of 
Iſtael to inheret. And chou my lorde haſt 


ẽommaunded thoro w the LORDE,rbarthe Nusya 


enheritaunce of oẽ brother Selapbead ſhul⸗ 
de be geuẽ vnto bis doughters Leow yf eny B 
men out of the erybes of Iſtael tate cham 
to wynes,then ſhal oure fatbers enheritaun 
cebcleffe:andas moch as they haue, ſhal co 
me to ? enheritaunce of chẽ trybe that they 
come wnto. Thus flyal che lore of oure inhe· 
ritannce be myniſhed. So whan the yeare 
of Jubilycconmmeth vnto the dilozé of Iſ 
rael, then ſhal theit enheritaunce cometo * 
enheritaunce of the trybe, where they are. 
Thus fhal oure fathers enberitauncebemy 
niſhed as moc ae they baue. 

Whfes harged che cpiloze Of AIraellacor C 
dinge to the commanndement of the LOR- 
Fetepo bare aroerignes ebwisictoaey 

vit is is it t dat 
OLD E — —— the doughters of 


Zelaphead, andfayeth:sLerebemmaryas Tob. 
seylive beff,onely chat they mary in ) kyn ant ne 


redof the trybe of theit father, that the en- 
beritaunce of che childꝛen of Iſrael fall not 
fiS oneerybeto another. For euery one amon 
ge the chüdren of Iſtael ſhall cleue to the en 
hericaunce of the trybe of bis father: Teue · 
ry doughter that poſſeſſeth eny enbentaun- 
ceamonge the trybes of the childzen of Ff- 
rael, ſhal bemaryed onto one of the Bynred 


E The deed ſlayer ſhal be flayne at ¥ mouth 
Deuss.b Of witneſſes. · Onc witneſſe flyalnoc anfiwe 
anstis< ye ouer a fouleto death. And ye ſhal receaue 


Of che erybe of bir father: } enery one amor reul. 35.2 
ge the children of Iſrael maye enioye bis fa- tere.s2.b 
thers enberitaunce,andthatcbeenbericaun Rusheb 


nohe attonement ouer the foule of the deed- 
flayer (for bets giltye of death )but be ſhal 
dyc the death. And ye flyal rece aue noneatto 
nement of bim, which is fled co the fre cite, 
$ be ſhulde come agayne to dwell in ebelon 
De,tyll che bye pꝛeſt dye. And defylence ye ¥ 
Tonde wherin ye dwell. For who ſo is giltye 
of bloude, def yleth the londe:andebelonde 
can not bereconcyled frem the blonde that 
is fheoeberin > butonely thozow the blonde 
of bimebac fhed ic, Defylenoe ye the londe 


ce fall nce from one trybe to another: but D 
that enery onemaye cleucto bis arencenbe 
ritaunce amonge the trybes of the childzen 
of Iſtael 
As the LORDE cõmaunded Moſes, euẽ ſo 

byd F doughters of y Zela phead. Mahela. 
Thirsa, Hag la. Milca z Noa ⁊ were maricd 
vnto their fathers brot hers ſonnes, of ¥ kyn 
red of the children of Manaſſe the ſonne of 

lofeph. Getherr enheritaũce remayned in 


the tr ybe ef thetynred of theit farher. 


Khe ttij. boke of Moſes. 


Thefe arethe commaundemétes zlawes, 
whic) } LORDEcommaunded by Moſes 
vnto the childrẽ of Iſrael inthe feldeofebe 
Moabites by Gordane ouer agaynſt Fe 
Biche. 


The ende of the fourth bote of Mo⸗ 
fes,called Numerus. 


She fyfth boke 


of Moſes, called 


Denteronomion. 


What this boke conte yneth. 
Chap. 1. 


Chap. V.  Berehearferh the commaundemen- 
£e8 of God onto them agayne,e eroateth them 
earneftly to Fepe them. 

Chap. Vi. Se tellethrhemofthe ſtatutes Koz 
Dittaiices of God,eroztinge them to Eepe them, 
and to teadve their dildzen the fame. 

Cabp. Vi. TCheyare commaunded( whan they 
comein theldve of Canaan) tomate no frend- 
forpener ro Fepe company with the people ther 
Of but veterly to rote themout, and nottobe 
afcayed of them. 

Chap. Vill. Peerozteth them, norto forget the 
commanndementes of God , but to remembre 
what fingulerFindnes God beth foewedrthem, 
© frommhat troubles hehath'delywercd them. 
And geueth the londe that they aretogo vnto. 
# good reporte. 

Chap. iX. ¶ Ze warneth them that they aferybe 
not the goodnes that God hath Done for them, 
tothetr awne power:fo2 yf he had fered thent 
efter their awne deferuinge ,bebad deftroyed 
them enerydyone. 

Chap. X. — Heproceadeth forth in tellinge them 
their wickednes, & how they departed fromBe 

Chap. Xt. Confyderinge themultirude (roth. 
Of the benefires of God that they had receaued 
end thepleafauntlonde that they were to receæ 
ue, be erorterh themagaine to kepe Gods com 
mmaundementes. 

Chap. Xi. Jedeferybeth vnto them againcthe 
fratutes & ordinances of the LO R DE. 

Chap. XI. Zow men flalnowe falfe prophetes 
and how they ought ro be punr ihed · 


Ko. levity. 

Chap. XM. For fo moch as they area cleane peo- 
Pleof God, they ete commaunded ro avoyde 
the cuftomes of the Seythen, asin fhanynge 
their beades,ineatinge certayne mestes,7c. 

Chap. xv. Of thefeventhyeare(wherofrbow 
readeft alfo in the XXV.dhapter of thetbirdebo 
Fe of Mofes) © how the poore folfes gndbonde 
menoughte to be intrested. 

Chap. XV. The feafte of Lafter , Whyrfon- 
Daye and of tabernacles. 


Chap. xvi. Cerrayne fiatutes. The office of 
Eynges andiudges. 
Chap. XVil. The porcton of the Leuites Of the 


prophete that is promifed vnro the people,and 
‘how the falfepropheres mayebe Fnowne. 

Chap. XIX. OF the frecities for the decdflay- 
ers . ow many witneffes aretobegccepred in 
& matter, anddow the falfe oughce robe pu- 
Bifed- 

Chap. Xx. 


other conimanndementes. 

Chap. XXUM. Of deuorcement of the fredome of 
bim that ts new maried, with other commaun- 
Dementes concernynge lone towarde a mans 


negbboure. 

. XXV. | Bow the tudge ought to punyfhe, 
@ how one bzother ſhuide rayfe vp federoano- 
ther Ofrrueweightes and meafurcs ,anddefe 
troyenge of 2imaleck. 

Chap. Xxvi. Of the first frutes andtythces,how 
they are to bebtoughte with prayfeandtbantes 
nynge nto Gov. 

Chap. XXVI. Of the ſtones to be fet vp beyonde 
ordane, andthe commampdementes of God 
Tobewrytren theron. OF thebleffinge andcue 
finge vpon the rwo mountaynes. 

Chap. XXVIU. Swereand gracious promyfes for 
allfody as loue the commaundementes of God 
todo them. Agayne, Maruelous fore and fear 
full pleges,thzeatened onto alll thé that regax- 
Denot Gods worde. 

Chap. Xxx. The couenaunt is renewedin tbe 
londe of 2170Rb . 1ofes putterh them inmynde 
of thelonynge benefites of God,that rbey mae 
beftedfajt inthe LOR DE. 

ip. XXX. Of themerciful kyndneſſe of Gov, 
¥fmenwil berFen onto bis voyce,and converte 
frd their awneeneltwayes .O Fhis forepunyfh- 
ment.yfthey wil nor obeye. 

Chap. XXXI. Fofurts gen vnto the people, to 
betheircaptayne in Moſes fieade a prophecte 
that they wyl fozfaFe thewaye of God. S be pu 
nyfhed therfore. 

Chap. Xxx. The fonge of Moſes. which goeth 
vp totbemount, & feyth the londe of pzomeffes 

oe ———— — — 

. XXX. Aſwete bleſſinge wherwith Moſes 
‘Bienes — beforebis Death. * 

Chap. ione goeth vp to the mount whe 
re bedyeth. The hildzen of Ffesel mate lamers 
sacton for bins 


oy 


Numard 


p~) 


Geneas.d 
andiz.b 


Exod.1.¢ 


The v, bok of Moſes. 


The firſt Chapter. 
=a defe are the wordes 
o| that Moſes (pate wn 
coall Iſrael onthe o- 
ther fyde Zordane in 
the wil derneſſe, in the 
playne felde towar · 
de the reed fee, betwe 
ne paran, Thopbel, 
Laban, Hazeroth, and — daies 
iourney from Horeb, by the waye of mount 
Seir onto Cades Berne. And it fortuned 
the firft daye of the eleuenth moneth in the 
fortieth yeare, that Moſes ſpake vnto ? chil 
dren Of Iſrael acordinge vnto all as X LOR 
DE commaunded bim, * after be bad fimys- 
ten Sibon > Bynge of the Amorices which 
dwelt at Hefboniand Og thet ynge of Ba 
fan,chac dwelt at Aſtaroch, and at Edrei. 


Fo | 


Onthe other ſyde Jordane in > lande of 
the Moabites, beganne Moſes to declare 
thislawe, and ſa yde: TheL ORDEG God 
fpate vnto vs vpon mount Hozeb,zfaydes 
Me have benelSge ynough vpen this moun 
Layne, turne you , z departc ce, that ye 
maye come tothe mountaynes of the Amo 
rites, and toall their neghbours in > feldes, 
vpon mountaynes,and in the valleys tomar 
dethe South and towarde che fee ſyde of 
the lande of Canaan :andto mount Ziba- 
nus euen onto the greate water Euphrates. 
Beholde. J bane delynered you the londe go 
in, and take it in poſſeſſion, which the LOR- 
DE ſware unto y6 fathers, Abiabam, Iſaac 
and Jacob, that be wolde gene it wnto che, 
and their ede after eben. 

Then [aide J vnto you at che fame tyme: 
Jam not ableto beare youmy felf alone, for 
theLORDE youre God bath increafed you, 
ſo that this daye ye areas ſtarres of bea 
hen in muleityde.(CheL OR DEGovof ys 
fathers mate yor yet many theufande ty- 
mes mo, ⁊ bleffc you, as be bath promyfed 
you.)orw can J alone beare ſoche cSbzaun- 


Khe firfe Chap. 


oe, zcharge,z firyfeamoge yeu pzonydebe 
remen of wyßdome ⁊ onderfiondinge, fod 
as are Enorone amonge youre trybes, thé wil 
J ferce be heades onto you. 

Then anfivered yeme, and ſayde: It ise 
good thinge, that thou faycfE chou rwiltdo. 
Thentote FJ F heades of youre trybes, wy 
feand famous mé, and fet chem ouer you to 
be beades,ouer thoufandes,oucr bundicds, 
ouer fiftye and over ten: and officers amon · 
Ge youretrybes. 

And FZ harged yonre iudges at * fame 


tyme,z ſã yde:Geare youre bicthzé,z + iudge tohe.e 


righteouſiy becrcene encry man and bis bzo 
ther, and the firannger. ye ſhall knowe no C 
perſonne in iudgment, but fipall heare the 
finall as well as the greate, and beafrayed 
of no man: forthe Judgmentis Gods. But 


Pf eny canfe be to harde for you, lec it be Deus7.b 
broughee onto me, Ime ge heare it . Thus Exod 


commaunded J you ar che ſametyme, ail vᷣ 
ye ſhulde deo. 

‘ben departed we from Horeb, and wale 
Bedehorow che whole wylderneſſe which is 
Greate and terrybleas ye bane fence) bythe 
wayeto } mountaynes of che Amozrites, as 
theL ORDE onre God commanded vs, and 
came vnto Cades Bernea. Then ſayde ore 
to you:Meare cemeco F mountaynes of P 
Amozites, which the LORDE ¢ God fal ge 
we vs. Beholde, cherethe loude before the, 
which the LORDE thy God bath gené onto 
the:Go vp,z conqiercit,a3 $ LORDEGod 


of thy fathers barb fayre onto che:*feare Deusod 


not,and be not diſcora ged. 
Then came ye all once me,andfayve:Lee D 


ws fende men before vs, to fpye vs out the Nums 


londe, and to brynge vs worde agayne, by 
what waye we ſhal go vp and co what ci · 
ties we ſhal come. That pleafed me well and 
Jrotcewolue men from amonge you,of ene 
rytrybe one. Which whan they were depar 
ted, and wente vp to bye countre, and ca- 
me to the ryner 2fcol, they fpyed it cut, 


and tote of the frutcof londe with thẽ, nuus.e 


and biongbte it dorovne vnto vs,and bough 
te vs worde agayne and [ayde: It is a good 
Tonde,thatrheL ORD E cure God bath ge- 
wen vs, 

But ye wolde not go vp, andweredifhoe 
bedient vito the meuth of the LORDE you 
re God, and murmured in ycure tentes, and 
ſayde: Secauſe the LOR LL hateth vs ther⸗ 
foretath be breughte vs out of rhelende 
of Egipte, to delyner vs inte the bandes o 
the Amorites.to defiroye ve. Whuther fal 
we govp 7Oure brethren have diſcoraged 
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oure bertes , ſaide: The people is greaterz 
of byer ſtature ché we, } cities are greate,z 
walled euen vp to beanen. Morouer we ba- 
nefene there the dildzen of Enakim. 

E Buc fayde vnto you: Feare not,andbe 
not a frayed of chem:fozcbe LORDE youre 
Gor goeth before you, and fall fighte foz 
you, life as be vealte with you in Egipte be 
fore youreeyes, and inthe wylderneffe: whe 
retbou ſaweſt, that theL ORDEthyGod 
barethe(enenasa man beareth bis fonne) 
thorow out alltbe wayethat ye baue wal- 
fed, cyll ye cametotbis place. And yer for 
all chis ye baue noc belencd onthe LORDE 
youre God, which wente before you, to fear- 
che you onta place, where ye ſhulde pitch 
youre tentes : by night inthe fyze (to ſhewe 
youthe waye, wherin ye ſhulde go)z on the 
DBayetyme inthe cloude, 

Whanthe ORDE herve $ voyce of yd 
wordes, be was wroth, and ſwore, and faide: 
Therefhall none of chis euell generacion fe 
that good londe, which Fj fare to gene vn⸗ 
vo youre fathers, ercepte Caleb the foundof 
Tephune, be ſhal (eit. And vnto bimwyl I 
geuethe londe that be bath croddé vpon, z 
tobis childien, becanfe be bath perfectly fo 
lowedtbeLORDE, 

TheLORDE was angrye wb me alfo for 


Nuzo.b youre fates, and fayde: Chon alfo fale noe 
076-342 edinebitber.Dut Joſua > fonneof Nun. 


which ftondech befoze the, be ſhal go in thi · 
ther: Corage bint, foz be hhal dewyde the en · 
beritaunce out onto Iſraei. And youre chil- 
D2, of whõ ye ſa yde they ſhulde be a praye, 
and youre fonnes which this daie vnderſton 
de nether goodner bad, they ſhal go inthi- 
ther, vnto chem wil J geneic, andebey [hall 
enioye it. But as for you,turne you,and rate 
youre tourney tothe wylverneffe,cuen the 
wayetothe reed fee. 

Then anfivered ye, z fayde vnto me: We 
haue ſynned agaynſt } LORDE,wewil go 
vp, and fighte,acozdingeto all chatthe LOR 
DEbach commaunded vs. Now whar ye 
bad prepared yo felues,enery one in bis har · 
neffe, z were at the poynte co go vp tothe 
wiountaynes, ¥ LORDE ſayde vnto me:S pee 
Be unto chem, $ they gonot vp, z that they 
Fighte not (for J am not amdge you tbat ye 
be not ſm ytten before youre enemies. Whan 
Itolde you this, ye wolde noe heare,z were 
Difhobedient vnto che worde of the LORDE, 
Gnd were preſumptuous, and wentevp to * 
mountaines.Chen the Amorites that dwelt 
vpon the mofitayues,came out againft you, 
and chaccd you, 45 Bces do, and ſmote you 


The ij. Chap. Fo. lxxv. 


at Seir, euen onto Horma. Now whan ye 
came againe, and wepte before theL ORDE, 
be wolde not beare youre voyce and encly- 
ned not bis eares wnto you. *So ye above 
in Caves a longe ſeaſon. 
The ll. Chapter. 

ow} Henturned we vs,and toke oure iour 

ney co tbe wilderneffe,enen the waye 
to the reedfee (asthe LORDE faybe 
vnto me)and compaffed mount Geir alonge 
feafon.2ind ¥ LORDE faide vnto me:Nebane 
cSpaffcd chis mounta ynenore [ge ynough, 
turne you Northawarðde. and commaũde the 
people, and faye:me fal go tbo2ow $ coaf> 
tes of youre brethren the childzen of fan, 
which dwell at Geir: z they ſhal be afrayes 
Of you. Sut take diligence bedeco youre fel- 
ues,chat ye prouote chem not:fo2 I wyl noe 
geue you one fore bredth of heir londe.« Foz 


mount Seir bane J genen co the chilozen of Mal 


£faucopofiefie. Re hhal bye meate of then 
fozmoneye, that yemaye cate. And water 
Phal ye bye of them for money,chac ye maye 
DrynFe. Foz the LOR DEtby God hath ble 
ſed the in all the wortes of thy bonves. He 
bath confideredeby iourneyes chorow this 
Greate wylderneffe: and this fort ye yeares 
bach theL ORDE thy God bene with ebe,fo 
that thou baft wanted nothinge. 

Now whan we were departed from ¢ 
brethren the children of Eſau, chat dwelt 
vpon mount Geir, bythe waye of the felde 
from Elath ⁊ Escon gaber, weturned vs,z 
wente by thewaye of the wylderneffe of * 
Moabites . Chen ſayde the O RB Evnto 
mer* Chon ſhalt not vere che Moabites, 
ner prouoke thẽ vnto battayll, for J wil not 
geue the of their londe co poffeffe. Foz Ar 
haue J geuen vnto che childien of Tot in 
poſſeſſion. · The Emims dwelt there before 
tyme, which werea greate ſtronge people. 
hye of ſtature, asthe Enakims: and were 
taten for giauntes, like as * Enakime.2ind 
Moabites called them Emime.« The Ho 
rites al dwelt in Seir afore tyme,z $ chil- 
‘dren of Eſau droue chem out, and deftroyed 
them before them, z dwelt in their fieadesli- 
Ee as Iſtael dyd in ? lõde of bis poffeffion, 
thatthe LORDE gaue them. 

Get you vp now, z go ouer the ryner Sa⸗ 
red. And we wente over. The tyme chat we 
were goinge fis Cades Barnea, tyll we ca⸗ 
me ouer the ryuer Sared, was eight ⁊ thir⸗ 
tye yeares: tyll all the men of warre were 
wayfted out of the booft,*asthe LORDE 
ſware onto them. The bande of the LORDE 
alſo was aga ynſt them co vefiroye che ong 
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of thehooff,cyllthey were confirmed. 
And whan all che men of warre were cS- 
famed, ſo ? they were deed amonge the peo- 
le,the LORDE [pate vntome, and fayder 
oye daie [hale thou gothorow the coaft of 
Moabites by Ar,z Malt come nye vnto * 


ludic.E children of Ammon, whom chor ſhalt not 


vere ner prouoke. For 7 wyll not geue che of 
cheldve of che chũdrẽ of Ammonco poffef- 
ſe for J bane geus it vnto the childrẽ of Tot 
in poffeffion. It was takẽ for a lsde of giaun 
tes alfo,z giaunces dwelt therin afozetyme. 
And > — — Samſumims, 
which was 2 people that was greate,many, 
—* of hye ———— the Enatime, * 
D Andchefe LORO deftroyedbefore he, 
andlet chem poffeffe che fame, ſothat they 


Gen.so.d dwelt incbeir freabde. * Lite as be dyd with 


the childꝛẽ of Eſan which dwell vpd monnt 
Scir, whan he deſtroyed che Horites before 
them:andlec chem pe ſſeſſe the fame, fo chat 
they baue dwelt in their ſteade onto this 
Daye. And the Caphthorims came out of 
Capheher,and deftroyed F Anims(F owelt 
at Hazarim euen onto Gaze) z there dwelt 
they in their ſtea de. 

Ger you vp now, and departe, and go o⸗ 
wer the ryuer Arnon. Beboloe, J have gene 
Sibon ¥ Eynge of the Amozices ac Hefibow 
inco thy bande:goto and conquere,and pro 
note him vnto battayll. This daye yl 
begynne, forbat all nacide vnder all the bea 
uen, [hal fearez deeve $ : In fomoc whã 
they beare of the,cbey fal tremble and qua 
tc for thy commynge. 

E Then ſent J meffaungers from wylder 


Nomare neffe of the Eaſt vnto Sihon the kyngge at 
deu. 20b Heßbon + wb —— —— 


{aye vnto bim: Jwil go but thorow y lsde 
Jil go alonge by che bye waye. J wilne- 
cher turne co the viggpee babe ver to $lefte. 
Thou ſhalt fell memeate fozmoney, chat J 
maye care: 2 water [hale chou fell me for mo 
ney,that J maye drinke Onelylerme gotho 
row by fote, as che children of Eſau which 
dwell at Seir) dyd vnto me:and the Moabi 
tes thar dwell ac Ar: vnt yll J be come ouer 
Jordane, in to che londe which the LO RDE 
dure God ſhal gene vnto vs. 

But Sihon che kynge at Heßbon wolde 
not let vs go by him: forthe LORDE y God 
herdened bis mynde, z made bis bercrough 
that be mighte delyner bim in to thy haves, 
as it is come to paffetbis daye. 

And * LORDE fayde vnto me:Beholde. 
J baue begonne to delyner Sihon with bis 
londe before thergo to and cSquere, and poſ 


Lhe i. Chap. 
feffe bis lsde. And Sihõ came ont w all his 
people to fightagaynft vs at Jabs. Bue 
the L ORDE oure God delynered bim in to 
oure bandes, fo that we ſmote him with bie 
childzen and all bis people. 

Then coke we all bis cities atthe ſame ty 
me, and deffroyed vererly all che cities, men, 
wemen, and childzen, and let none remaynes 
faue che catell, which we caught to oure fel- 
nes, z the fpoyle of the cities that we wane 
ne from Arocr, which lyeth vpon the ryuer 
fede of Arnon, and frem the cice on che ry- 
uez onco Gilead. There was no cite that 
couldede fende it ſelfe from vs :the LORDE 
oure God delynered vs all before vs, * Bue 
vnto the londe of che children of Ammon 
thon cameſt not, ner co all char was onthe 
wyner Jabok,ner to * cities vps F mountai 
nes,ner vnto what ſo euerthe LOR DE oure 
God forbad vs. 

Thelll. Chapter. 
Cidweturnedvs,z wente vp Fweie 
vnto Bafan. And Og ¥ EyngeofBa 
ſan, came out ch all bis people to fight 

agaynſt vs at Edrei. Burthe LRRD ey 
De unto me: Be noc afrayed of bim, ſor ba 
ue delynered bim zall bis people % bislon- 
de in to thy bande: zebou fale do wb bim, 
a8 thon dyddeſt b Sihon kynge of } Amo 
rites, which dwelt at Heßbon. Thus ¥LOR- 
DE onre God delyuered Og kynge of Ba 
fanin to cure handes alfo with all bis peo- 
ple: ſo that we ſmote bim, tyll chere was no · 
thinge left cucr vnto him. 

Then wanne we at the ſame tyme all bia 
cities, z there was not one citetbat wetoke 
—— — thee eee cities, eee who 

e region of Argobinel ngdome of Oey 
at Bafan. Allebefe cities were ftrdge, wit h 
byewalles, gates, and barres, beſyde many 
other vnwalled townes. 

And we vecerly deſtroyed chem, as we 
dyd with Sibon ehetynge at Hefibon.» Bll 
the cities deffroyed we vtterly,and the men, 
wemen,and childzen. But allebe catelland 
fpoyleof che cities caughte we for ourefel- 
Bes. 

Thus coke we atthe fame tyme the londe 
out of the honde of the two Eynges of the 
Ammonites beyonde Jordane, from the ryuer 
of Arnon vnto mount Hermon (which the 
Sidons call Sirion, but the Amorites cal§ 
tt Senir)all the cities vpon the playne, and 
all Gilead, and all Bafan vnto Salcha and 
duet, the cities of the kyngdome of Og 
at Balan. For oneiy Og eheEynge of Bae 
ſan remayned ouer of the giauntes , Bebol- 
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be, bis yzon bed is here at Rabath amonge 
tbe dyildzen of Ammon, nyne cubites longe, 
and foure cubites brove, after the cubice of 
a man. 


he iiij. Chap. Wo. lxxvi. 


But the LORDE wasangriewith mefor E 
youre ſakes, and wolde not beare me, but fay Deu.s.€ 
De vnto me: Be content, jpeate nomore cg W146! 
tne ofthis marcer. Get the vptothe toppe nuszc 


This londe conquered we at the ſame ty⸗ 
mie, from Aroer chat lyeth on F ryuer of Ar 
non. And onco the Rubenites and Gaddi- 
tes J gane balfe mount Gilead with the cf 
ties therofibut ) remnaunt of Gilead,z all 
Balan che Eyngdomeof Og , gaue FJ onto 
the balfe crybe of Manaſſe. Che whole re- 
gion of Argob with all Bafan was called 
the giauntẽes londe. 

Bair the fonne of Manaſſẽe tote all the 
region of Argob onto che conftes of Geffis 
tiand Maachati, and Baſan called be Ha⸗ 
noth Fair afcer bis arene name, onto this 
Daye: Bur vnto Machir J gave Gilead. 
And vnto the Rubenites End Gadvdites J 
gaue one parte of Gilead vnto the ryuer of 
Arnoncat che mydves of che ryuer is F bez- 
ber)and vnto the ryuer Jabok, which isthe 


ofmsunt Piſga, and lifte vp thinecyes to⸗ 
warde the weſt, and towarde the norch, and 
towarde the fouch,and towarde ? eaſt: and 
beholde it with chine eies, forthou ſhalt noe 
Go ouer this Jordane. And geue Joſua his 
charge,and corage him, and boldebim, for be. 
[hal go ouer Jordane be fore the people, and 
Hal deuyde vᷣnto them the lonve, that thou 
Pale fe.» And ſo wẽ abodeinche valley ouce 
aga ynſt che houſe of peor. 
ThelliLChaprer, 


jf Fld now berken Iſrael vnto the ordi · A 
naũces and lawes, whic) Feeach yeu 
chat ye do them, ? yemayelyuc, and 

come in ⁊ take poſſeſſion of che londe which 
the LORDE God of ys fathers geneth onto 
you.+ Re [hal put nothinge vnto che worde 


border of che dildzen of Ammon: the felde rwhid) J conmannde you, meeher do onghce —— 
alſe ———— isthe coafte)from chere from, that ye maye kepe — 
Cinereth oneo the ſee in the felde, namely, * dementes of che LORBE youre God, which 
Sale fee onder mount piſga. Eaſt warde. J commaunde you. Qoure eyes haue fene 

Nu sad And Jcommaunded youatthefamety svbatthe LORDE bathdone ch Baal peor: 
me and fayde: The LORDE youre God bath all chemcbac walked after Baal Peor hath Namara 
genen you this londe to cate poffeffion of it, theLORDEthy God deſtroied fromamonge — 
Go youre waye forth therfore harneſſed be yeu. But yecbaccleve onto the LOR DE ys i 
fore youre bꝛechren thechildzen of ſtael, all God,areall sliuechis daye. Beholde I bane 

D yerbacbe mete for the warre.As for youre taughte you o:dinaiices andlawes,foch as 

soynes,and childzen and catell (for Jénowe thelLORDEmy God commaundedme, that 
chat ye haue moch catell lectbemremayne ye ſhulde do euẽ ſo in che londe, in to > which 
in youre cities, which Jhaue geuen you, vᷣn ye ſhal come,co poſſeſſe ic. 
tylebe LORDE youre God baue broughte Bepe them now cher fore and do themr 
yo brꝛethren to reft alfoas wellas you, chat forcbhat is youre wyßdome and vnderſton / Pralusts 
they alfomaye tate poffeffion of the londe. dinge in the ſight of all nacions. which wha 
whid) } LORDE youre God ſhal geue thẽ they haue herdeall chefe ordinaunces, fall 
beyonde Jordane: andcben [hal yecurneg- faye: Orobura wyfe and vnderſtondinge 
gayne to youre arone poffeffion, whid) Fhe folte is this vand bow excellent a peopie? 
we geuen you. Sorwhereis chere ſo excellent a nacion,chat 

Chay. And J warned Joſua at the ſame tyme, bath goddes fd nyc him, as the LORDE 
and fayde:T bine eyes hauefeneallebacche oureGodis nye vnto vs,« as oft as we call phargae 


LORDE youre God bach done vnto ehefe 
two ktynges: ent fo ſhaͤl the LORDEDO alo 
wntoall  Eyngdemes whither chou goeſt. 
§earethem nor, forebeL OR DE youre God 
Phalfighte for you. 

And befoughre the LORDEacthefame 
tyme,z [ayde:@ LORDE LORDE,tbou baft be 
gonne to Pheive ¥ feruaunte thy greatneffe 
and thy mightic have. For where is there a 
God in heauenz earth, that can do after F 
workes and after thy powers O let me go 
fe ¥ good londe beyonde Jordane, p goodly 
bye conntre,and Libanus. 


vpon him? And whercis ebere fd excellent a 
nacion, that bath ſo rig hteous ordinaunces 
and lawes,as allthis lawe which Fj laye be 
fore you this daye. 

Take hereto chy ſelfe now, and kepe well B 
thy foule that chou ſorget not the thinges 
which thine eyes haue ſene, andthat they de 
parte not out of thy bert all che dayes 9 
chylife. And thon ſhalt teach them thy chil⸗ 
dren and thy childers children, the daye whe 
thou ftoveft before che LORDEthy Goo 
by mount Horeb, whan the LORDE ſay⸗ 
de vnto merGather nie the people cogethers 
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that J maye mate them heare my werdes, 

whic they fal lerne chat chey maye feare 
a me alltbe dayes of their life vpon earth, z 
that they alfomaye teach their children. 

And ye came nye,z ſtode vnder F mount. 
But the mount burnt euen vnto the myddes 
of heauen, and there was darkneffẽ cloudes, 
and myſt. And ? LORDE fpate vnto you out 
of the myddes of the fyze. The voyceof bis 
wordes ye berde, nenertheleffe ye farve no y- 
mage,but berdeche voyce onely. And he de 
clared vnto you bis couenaunt, which be cS 
maunded you todo, namely , the ten verfes, 
and wrote chem vpon tro cables of ſtone. 
And the LORDE commmaũded meat the 
ſame time, to teach you ordinaunces zlawes 
thac ye might do therafter in the londe, in 
tothe which ye go to poſſe ſſe it. 
C Kepe well youre ſoules therfore, for ye fa- 
we no maner of ymage, inthe Daye wha the 
LORDE {pate wiito you out ofthe fyze vpon 
mount *ozeb,* chat ye deftroyenot youre fel 
ues, and make youeny ymage, that is like a 
man,o2 woman, or beeſt vpoñ earch. or fethe- 
ted foule onder che heauen, o2 worme vpon 


p tvegromnde,oz fyßſhe in the water vnder F 


—5*— earch: ? chou lifte not vp thine eyes towar· 
ĩobnne De heauen and ſe the Sonne and the Moone 
⁊ the ſtarres, andthe whole hooſt ofheauẽ 
and be diſceaued, and worſh ppe, and ſerue 
Gensb | chem:«rwbidy the LORDE 9 God hach ma 
Manse deco ferueall nacids vnder $ whole beaué. 
But you hath the LORDE tatcn, and 
pine § broughte you outofthe gzon fomace,name 
ants? ty,out of Egipteebat ye ſhuide be ehe peo- 
ple of bis enberitaunce,as itis cometo paf- 
ſe this daye. Andthe LORDE was angrie 
Nuarc with me for youre (ates , ſo that be fivare, 
aaa * Iſhulde not go ouer Jordane ner come 
in tothat good londe, which the LORDE 
thy God ſhall geuethe to enhericaunce. As 
Deusg.a for me, «J muſt dye inebis londe, and ſhal 
not goouer Jordane: But ye [hal go over, 
and ſhall baue that good [Sdein poffeffion. 
D Take hede aoe vnto youre felues, 
that ye forget not the connenaunt of the 
LORDE youre God, and that ye make no 
Exoz0.a ymages of eny maner of fafbion vas the 
LORDEtby ree bath —— §oz 
theLORDE thy Godisaconfumynge fyre 

Mebnd nd @ gelous God. — 
Mf whan ye haue begotten children, and 
childers children, and haue dwelt i the lon ⸗ 
Deursd Ye marre youre ſelues.· Tmabke you yma⸗ 
Iereis.b ges Of eny maner of faßhion,and do euell in 
— the ſighte of ¥ LORDE youre God, to pro⸗ 
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noFebim: * Fj call heauen and earth to recoe 
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de oner you this daie that ye ſhall ſhortly pe 
rife fed chelonde,in to *ð which ye go ouer 
Jordane to poffeffe it. e foal nor Drrell Lon- 
ge — vtterly be deſtroyed. And 
3 LORDE ſhai (cater you amonge ? nacions 
and ye ſhali be left a (mall people amõge > 
Heythen, whyther theL ORDEfHalbzynge 
you. Chere ſhal ye ſerue goddes, which are F 
workes ofmens bandes, even wodd ⁊ ſtone, 
which nether ſe ner heare,ner eate ner finell. 

Dut yf chow ſeke the LORDE ¥ God there 
thou ſhait findebim, yee yft hou fete bim x 
thy robole bere and with all y foule. ban 
thou ſhalt be ſtrately cronbled,z wha all the 
fecbinges ſhal come vpõ the in Flatter Day 
es, then [hate thou turne agayneto $LOR- 
DEthy God,and be obedient wnto his voice. 
Sor FLORDE vᷣ Godisa mercifull Gov, be 
Phal noc forfate the, ner deftroye the : nether 
hall be forget the conenaunt with thy fa- 
thers, which befivare vnto them. 

Sor ape after che tymes paft, which have 
bene befozc the, fens the daie $ Good created 
man vpon earth, from one ende of the heauẽ 
vnto the other, whether there was ener eny 
ſoch greate thinge done, or eny [och like ber- 
de,tbat a people bath berde F voyce of God 
fpeateout ofebe fyre (as thou haſt herde) 
ger liued Or whether God aſſaied to go ⁊ ta 
Ec onto him a people out of $ myddes of a 
nacton, thorow tentacions thorsw tokens, 
thorow wonders, thorow warre,z thozow & 
mightie bande, zthozow a ſtretcheð cut ar⸗ 
me, and thorow greate vifiss,acordiiige vn 
toallas theL ORDE yenre God bath done 
with you in Egipte before thine eyes, 


Shon haf ſene it $ cheumightefttnewe F 


that the LORDEis Govd,and that there is no 
ne otber bnt be oncly.« Ont of heaven made 
he the to beare bis voyce that he might nur 
toure therand vpon carth be ſhewed the bis 
greate feare,z out of * fyzethou herdeſt bis 
wordes: · becanfé be loned } fathers,z chofe 
their fede after the. And be brongbe $ out wb 
bis pzefencethorow bis mightie power ont 
of Egiptc,co dryne out (before the) nacions 
terand mighter then thor, and to brin- 

ge? in. F hemighe gene the their lSveto en- 
beritaunce, asitis cometo paſſe this daye. 
Therfore ſhalt thou tnowe this daye,z 
turnẽ it into thine berte, · that theL ORDE 
is God aboue in heauen, and beneth vpon 
earth,and that there is no mo. Kepe bis or⸗ 
naunces therforeand commanndementes, 
whidy J commannde the this date, thé fhat 
it go well the andeby childzen after the, 
ſochat thy life ſhal longe endure in > lonve, 
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which ebeL OR D Ethe God gencth thethy 
life longe. 

Then feparated Moſes thre cities beyon 
de Jordane, cowarde the Gonneryfinge, ¥ 


b- be might flye thither, whic bad flayne bis 


Aaand 


Gx0.19.0 


Beu4.e 


B 
Beus4.a 
Nadia 


negbboure enawarres,z bated bim norafo 
retyme, phe might flye in to one of cheſe ci 
bies,z Lyne. Bezer in * wildernes in the play 
ne countre amonge the Rubenites, Ba⸗ 
moch in Gilead amõge * Gadvdites,z Go- 
lan in Balan amonge che Manaſſites. 

This ts the lawe whic) Mofes layed be- 
fore the children of Ffracl:tbefe are the teſti 
Monies, ordinannces,z lawes, Moſes ſpa 
ke vnto che dildzen of Iſtael (after chey ne 
te departed out of Egipte)beyonde Forde 
nein the valley oner agaynft the boufe of 
Peor, in Flonde of Sion Eynge of F Amori 
tes which dwelt at Heß bon.· whom Moſes 
athe childrẽ of Iſtael ſmote after they were 
Departed out of Egipte, conquered bis 14 
de, zebelonde of Og Eynge of Dafan, avo 
kynges of the Amorites whedy were beyon 
De Jordane towarde the Sonne ryſinge ſes 
Aroer(which lyet h vpon ¥ ryuer ſyde of Ae 
non) ontomonne Sion, which io ——— 
all ¥ playne felde beyonde Jordane eaſtwar 
de vntoche ſee is y plaine felve onder mount 
piſga. Thev. ee 
1 LID Moſes cailed all Iſrael, zfayde 

vnto thẽ: Heare Hfrael che ordinaun · 

ces ⁊ lawes which I ſpeabe in yo" ca- 
res this dayeslerne thems, kepe chẽ ſo that 
ve dotherafter.· The LORDk oure God ma⸗ 
de a couenauntrwith vs at Horeb: he made 
nottbis couenaunt with gure facbers, but 
with vs,that are beretbis daie, and lyue eue 
ry one. He talked with vs face to face ont of 
the fyze vpd che mount. I ſtode at che fame 
tyme betwirtetheL ORDE and you,that J 
mighteflperve you the worde of the LORDE. 
§o2 ye were afrayed of the fyze,zwentenoe 
wp tothe mount, and be jayde: 

Jam the LORDEthy God, whic haue 
bronght the out ofthe londe of Egipte, out 
of the boufe of bondage. Chou hait bane 
none otber godvesin my ſighte.· Thou fale 
mate theno grauen ymage of eny maner of 
lickneſſe of the chinges § are aboue in bea- 
wen, z beneth vpon carth,z inthe water vn⸗ 
der the earth . Chow fale noc hone’ then, 
ner fernethé. Foz: Jj FLORDE y God am a 
gelous God, vyficinge the fynne of the fa- 
thers vpõ the children, onto thetbirde and 
fourth generacion,ofebe p hate me:z ſhewe 
mercye vpon many thovfandes ¥ loue me, 
Gnd kepe my commanndementes. 
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, Chon ſhalt not tabe F name of * LORDE 
¥ God in vayne: « foz FLORLE ſhalnot bol 
debim vn giltie, p taketh bis name in vame, 

Bepe} Sabbath daye,chac chon ſancti⸗ 
fycit,as the LORDEtby God bath comma 
ded che. Sire daies ſhalt thou laboure, and 
do all thy morte, but vpon the feuenth days 
It is che Gabbach ofthe LOR DEtby Goo: 
No maner worke ſhait chou do init, thou, 
and thy fonne,and chy doughter, and chy fer. 
uaunt and thy mayde, and thine ore, and 
thine Aſſe, and all chy catell, and che ſtraun 
ger which is within thy gates, that chy fer- 
uaunt and thy ma yde maye reſt as well as 
thou. For thou foalcremébie,chaceborrby- 
ſelf alſo waft a ſeruaunte inthe londe of E⸗ 
gipte, and how that the LORDEthy God 
drought che out fromebence with a miab- 
tye bande,and a ſtretched out arme. Therfo⸗ 
rebath the LORDE $ Gov commaunded > 
to Eepe tbe Sabbath daye. 

onoure thy father and thy mother, as 
the LORDEthy God bach commanded the 
that chou mayeftlyue longe vps earth, and 
that it maye go well with the inchelonde, 
which che LORDE thy Good ſhall geue the. 

* —— not kyll. 

Thou ſhalt not beeate wedlocke. 

Thou fhale nor ſteale. 
Thon ſhalt beare no falſe witnes againſt 
thy neghboure. 

— ſHalt noes luſt after y¶ neghbours 
wyfe. 

Thou ſhalt not luſt after thy neghbours 
bonfe, londe, ſeruaunt, mayde, ore, Affe, o2 
what ſo euer he bach. 

Theſe are the wordes that the LORDE 
ſpate to all youre congregacion, vpon the 
mount out of che fyze of the clonde and dark 
neff with a greate voyce, and added nothin 
getherto. ¶ And be wrote them vpon two 
tables of ffone, and delyncred thé vnto me. 

But whan ye herde rhe voyce ent ofthe 
darknes, and fawe the mount burne x fyze, 
yecame vntome all yerulers amonge youre 
trybes,and ye ure Elders and fayde: Bebol- 
de the LORDE oure God bath ſhewed vs bis 
glory z bis greatnes, and we baue berde bis 
voyce ont of ? fyre This daye haue we fene, 
that Good maieralte with aman, and be yer 
lyue. And now wher fore ſhulde we dye,that D 
this fire ſhulde cẽſume vs? f we ſhulde hea 
re the voyce of the LORDE oure God eny mo 
re, we ſhulde dye. Foz whatis ali fleſhe. that 
it ſhuide be abie do heare * voyce of thye ly, 
uynge God ſpeakynge out of > fyre, as sce 
bane done, and yet lyue Go choy and beare 
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all } theL OR DE onre God fayeth,andtell 
us. Ql p che LORDE ſa yeth vnto the,that 
will we beare and do. Whan the LORDE ber- 
dethe voyce of ys wordes which ye fpate 
vnto me he fayde onto me: J baueberde > 
voyce ofthe wordes of this people, which 
they baue [poker unto >. It is all goodrbat 
they bane ſpoken. But who fhal geue them 
foc anberte, $ they maye feare me, zEepe 
all my cOmaundementes as longe as they ly 
ne, * tt maye go well with chem and wich 
thew childrẽ for ener 7 Go z faye vnto them: 
Ger youinte ys rentes agayne. Bue chow 
fhale ſtonde bere before me,thac J maye tell 
theallebe conmaundementes, and ovina 
ces and lawes which thou ſhalt teach them 
} they maye do therafter in the lsve, whidy 
J fhal geue chẽ to poffeffe. Cate hede now 
therfore that yedo,as the L ORDE ye Goo 
bath commaunded you,» and curne not afy- 
de nether to > right bande ner co thelefie: 
butwalte in all * wayes which the LORDE 
youre God bath conmmaunded you, that ye 
maielyne,and that it maie go well with you, 
andy ve mayelyne Iongein * londexbicy 
ye [yall banc in poffeffion. 
The Vi.Chapter. 
Sree Hele ave che commaundementes,ord¢ 
Yr naunces 7 lawes which $LORDE ye 
Sod hath cSmannded, F ye ſhulde 
lernẽe them Tdo chem, in the londe whyther 
ye goto poſſeſſe it, ¶ chat thou mayeſt feare 
the LORDE y God ⁊ kepe all bis ordinatces 
Zcommaundementes, whic J commannde 
the, thou and y childzen,and /I chilbers dil 
den all * dayes of: yore life that ye mayely 
neldge. Chou halt beare(@ Ftacl)z cate 
hede ẽ thon docberafter, § irmaye go well 
sith F, rebar chouma yefe mnlciplye great 
ly,as } LORDE God of y fathers bach pro⸗ 
myfed thealonde $ flowech  myltez bo- 


B® ny-heare O Fftael,ehe LORDE oure God is 
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one LORDEonely. Andthou ſhalt loue the 
LORDE thy God & all thy bare, with all + 
foule,z with all thy mig hte · And thefe woz 
des, which J commaũde the this daie ſhait 
thou take to bert, z [hale whet them vpony 
childzen, and ſhalt calte ofthem, wha thor 
ſytteſt in thyne houfe, z whan thou walteft 
bythe waie:whan thou lyeft downe,z whe 
thou ryfeft vp .Andtbhon ſhalt bynde them 
fora ſigne vpon ebine bande, and they [hall 
be a token ofremébrannce before thine eyes, 
and thon [hale weyte them vponthe poftes 
of thine boufe,and vpon eby gates. 

Liow whan FLORDE y Gov fhal bin 
ge the in to Flonve wherof be ſware onto / 


The vi. Chap. 


fathers Abraham, Iſaac, ⁊ Jacob,and ſhal 
geue the greate z goodly cities, which thou 

daſt noc buylded:and houſes full ofall goo⸗ 

des, which chou haſt not filled: z dig ged wel 

kes which thou haſt not digged: and vynyar 

des and olyne trees, whichthou haſt noc ple 

ted,fo p chou eateſt and art full:chen bewar 

re thatthou fozges not the LO RBE, which 
brought the out ofthe londe of Egipte, frõ 
the houſe of bondage: but thou ſhalt feare 
the LORDEtby God, and him onely flpale 
thon ſerue and ſireare by bis name. · And ye 
Phal not folowe the orber goddes of the na- 
sions which are aboute you( forthe LORDE 
thy Godis a gelous God inthe myddeſt of 
the )that the weath of the LORDEthyGod 
ware not whore quer the, and deſtroye the 
fromthe earth. 

Re ſhal noccempte * LORDE youre Gov, 
#48 ye tempted bins at Maſſa: bur Fepethe 
commaundementes ofthe LORDEyé Good, 
and bis witneffes,z bis ordinaunces, whidy 
be bath commannded che, that thoumayefé 
Dothacwhich is right z good in Ffighte of 
tbheLORDE, $ thou — pꝛoſpere and > 
thon mare go inz conqueretbat goodlon- 
de, whichthe LORDE ſware wnto ¥ fathers, 
that be maye dace out all cbine evemies be- 
fore the, as the LORDEbath fayde. 

Clow whan thy fone axeth chetoda 
or tomorow and ſa yech: What meane thcfe 
witneſſes, ordinaunces and iawes, that the 
LORDE oure God bath comaunded yous 
Then fale thon faye vnto chy fone: We 
were Pharaos bondmen in Egipte,andebe 
LORDE brought vs out of Egipte with a 
mightie hanve, andthe LORDEDID greatez 
euell tokens z wonders in Egipte vpõ pha⸗ 
rao and all bis houſe before oure eyes, and 
brought vs from thence to binge vs in and 
togenevs > londe that be fivare unto cure 
facbers. And therfore bath the LORDE com 
maunded vs to do acordinge vnto alll thefe 
ordinaunces,that we might feare the LOR- 
DE oure God, that we might profpereall the 
da yes of oure life, as it is cometo paffe this 
daye. And it ſhall be righteouſnes vnto ve 
be fore the LORDE oure God, yf we kepe and 
doall theſe commaundementes as he hath 
commannded vs. 

Tbhevi.Chapter. 

2 Yan FLORDE ¥ God bringeth ehe 
into ? londe whereinto chou fale 
come to poffefic it, roteth out ma 

nacions beforetbe:tbe Hethites, Girgofices 
Amorites, Cananites, Pberefites, Henices, 
and Jebuſites, ſeuẽ nacions which are greae 
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terand mightier thentbhon:.and whantbe 
LORDEcby Gov-velyuereth thẽ before F, 
that thou mayeſt finyre them, thon flpale ve 
terly deſtroye them, ſo that thou make no co 
uenaunt with them,noz fhewetbem fauen⸗ 
re, and ſhalt make nomariagcs with them: 
Re fhall noe gene youre doughters vnto 
ebeirfounes , nertate cheir doughters vnto 
youre fonnes.* Gorebey will mate youre for 
Hes departe frome, co férue firaunge ged- 
des e then ſhall the wrath of cheL OR DE 
— rwbote vpon you , and deſtroye you 
fhortly. 

Buc chus fhal ye do with ehems: Me fal 
ouerchzowe their aicares, breale downe their 
pilers, cut downe their groues,z buene their 
ymages with Fyre. For thou arcan bely peo- 
ple vnto che LORDE thy Good.» The bach 
the LORDE thy God choſen chat chon ſhul · 
deſt be bis arene peculier people, frem amon 
ge all nacions that are vpen thecarth. 

Je was noe becauſe of the multitnde of 
youaboncall nacions that $} LORDEbad 
Luft vnto you and chofe you.( For ye were the 
leeft amonge all nacions) but tecaufe belo- 
ned you, and chat he mig hte bepe che goth, 
which be fivare onto youre fathers , be 
brongbte you ont with a mightie bade, and 
delyuered you frd the houſe of bondage, out 
of thebandeof pharao tynge of Egipte. 

Thor ſhalt vᷣnderſtonde now eherfore, 
that the L0 RDEthy Godisa mighticand 
true God, which kepeth couenaunt and mer 
cy vnto them that lone bim,and kepe bis cõ · 
niaunde; mentes, euen thorow ont acboufan- 
de generacions: And rewardeth them that 
bate him, before his face, that he maye def- 
eroye them: and wyli not be longe in tarien · 
ge to rewarde chem(be fore bis face)t hat ha 
te him. Kepe now therfore the commaunde- 
mentes, AND ordinaunces and lawes, which 
Icommaunde the this daye, that thou do 
ẽherafter. 

And yf ye ſhall heare theſe lawes and te 
pe them, and do thera fter,chen ſhal thel OR 
DE thy God alſo kepe che couenaunt and 
mercy with the, which be fivare unto thy 
fathers: and ſhal love the,bleffetbe,and mol 
tiplyetherbe ſhal bleffe che fruce of y wom 
be, and the frnce of thy londe,thy come, wy- 
neandoyle,the fruce of chy kyne, and the 
frute of chy flyepe, in the londe that be five 
tevnto } fathers co genethe. Dleffed ſhalt 
thou be abouc all nacions, there ſhal no vn- 
frucefull perſonne beinthe,ner amongetby 
cacell. Che LORDE ſhall put from che all 
maner of dyſeaſe, and ſhal bzynge vpon the 
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none of $ euell fineffes of Egipre, «which txop@ 


thou haſt fenc, buc ſhall puc chem vpon all 
thoſe that bare tbe. 

Thou ſhalt brynge to naught all the na gy 
cions, which che LORDEtby God ſhai dely- 
uer che. Thine eye ſhall noc ſpare them, and 
theit goddes ſhalt chow not ferue, for chat 
haibẽ chy deeae Nfebou ſhale faye inchy- 
ne bere: Theſe nacids are mo then I bow c& 
‘J dzyue chem outs Feare them not Remens- 
brembat the LORDE thy God did vnto Pha 
rao and to all che Egipcians, thorow grea- 
te tentacions (which thou haſt ſene with chi 
ne eyes) thorow tokens and woders. thororo 
a mightie hande and a ſtretched ont arme, 
wherwith the LORDEtbhy Gov brought the 
out. Euen fo ſhall che LOR DE thy Goddo 
vnco all $ nacions of whõ thou arcafrayed. 

The LORDEY God alfo fal ſende hornet · 
tes amonge them,ontyll they thacremayne 
and byde chem ſelues fromebe,be deftroyed. 
Be not thou afrayed of ehens: for che LOR- 
DEthy Godisin the myddes of the euen che 
mighticand fearfull God. He (enen the LOR- 
DE thy God) fhallroce ont thenacions befo 
rethe by litle and litle. Chou canfé not confit 
me them at onetime, thebecftes of che fel 
Deincreafé not vpontbe, TheLOR DEcby 
Sod ſhail delyuer chem beforerhe,and fall 
finite chem witha greate flangbeer,tyll they 
be deftroyed. And be ſhai delyucr their byn ⸗ 
ges in to thine hãde, and thou ſhalt deftroic 
their names from vnder hẽeauen. There ſhal 
noman mate the reſiſtaunce before the, on- 
tyil thou bane deftroyed then. 

The ymages oftheir goddes fale chow 
burne with fyre, z ſhalt noc defyze the ſyluer 
or golde that is on chem · or co cake it vnto 
the,thac chon ſnare not thy ſelftherin: for it 
is abhominacion vnto the LORDE ¥ Gov. 
Therfore ſhalt thou noe beyngeche abbomi 
nactoninco thine houſe, } choibe noe dam- 
ned as itis, but ſhalt vtterly defye it, and ab 
horre it, for it is damned. 

The vill.Chapter. 

Li the commaundementes which J A 

commaunde } this daye, ſhal ye ke 

fo ? ye do therafter, chat yemaye ly- 
ue and mulciplye, and come in,and take pof> 
feffion of the lande, which * LORDE fivare vn 
to youre fathers:and thynte vpon all } wate 
thozow the which she LORDE thy Good bath 
led che chis fort ye yeares inthe wylderneſſe 
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or no · He chaſtened che, and let the burger, 


Deu. 20.8 
Tofu.s.a 


Exoas.d 
and s3.a 
lof.ag.c 


Exo.33.d 


Tofrostta 


Ddeut. ¢ 


alolza 
aMais€ 


Lhe v. boke of LDofes. 


Exoisd nd fedche with Manna ( which thou and 
— -b rhy fathers Enewe not tomate the rnowe. 

ga that«manlyneth nor by bied onely, but by 
allchat proceadeth out of the mouth of the 
LORDE. Thy clothes arenoc wared ol- 
De vpon the, and chy fere are nor fivollé this 
fort ye yeare. 

Vnderſtonde therfoꝛe in thine bere, that 
as a man nurtoureth bis forme,enen fo bath 
the LORDEthy Goð nurtured the. Kepe 
therfore the cosmmaundementes ofthe LOR 
DEtby Good, chat chou walke in bis wayes, 
and fearebim. For the LORDEtby God, 
beyngeth che in to & good londe: A londe 
where in are ryuers of water, fountaynes 
and ſpryoges, which flowe by the billes and 
valleys: londe wherinis wheate,barlye, vi 
nes, fygge trees,and pomgranates: A londe 
soberin growe Olyne crees and bonye: A 
fonde wherethou ſhalt not eate bred in ſcar 
cenes, and where thon [hale lacke nothinge: 
AlSve where F fEones are yron,wherethow 
fhale dygge biaffé our of billes:« That whe 
thou haſt eaten and art fylled , chou mayeſt 
praife the LORDEthy God, for that good lon 
de, which be bath geuen the. 

C Beware now eherfore, chat chou forges 
not the LORDE thy Goo, that chou woldeſt 
notEepe bis commanndementes,and bis o27 
dinaunces, and lawes, whic Fj commaunde 
the this dayert hat (whan thou haſt caren z 
art fylled,and haſt buylded goodly houſes, 
dwelleſt therin, and whan thy beeftes and 
iy e 4nd fyluer, and golde, and all $ thon 

aff, increaferh chine bere ryſe not then and 
Deut.s-¢ thon forget the LORDE thy God (whidy 
rrouaea bronght the out ofthe londe ofEgipte, fro 
> boufe of bondage, and led $ chorowrbis 
Greate z terrible wyldernes , where were fer 
pastes that [pouted fyre, and Scorpions , z 
dronth, and where there was no water, and 
brought the water out ofthe bard flynte 
and fed che in the wylderneffe with Manna 
wherof y fathers tnewenor,that be might 
chaften the,and pzouc the xo do she good af 

w erwarde and leſt chou faye in thine bert: 

akeg.a.b ¶My power and che mighte ofmyne arone 
bande bath doneme all chis good: Sut that 
thoutbynte vpon the LORDE thy God. Foz 
itis HE, which geucth the power to erercy- 
fe ſtrength, that be maye per fourme the coue 
naunt, which be fivare vnto thy farbers, as 
itis cometo paffe this Daye. 

But yfebou fhale forget the LORDEthy 
pean 4-d God, sand folowe other godbdes, and ſerue 

them,and worſhipe thé, J teftifye over you 
this daye,chat ye [hal vtterly periſhe. Euen 
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Che tx. Chap, 
as the Heythen whom F LORDE deſtro 
befoze youre: facese [pall ye peri yrk 
cauſe ye are mot obedient vnto she voyce of 
the LORDE youre God. 
The ix. Chapter. 
BY EareO Ffrael, Chis daie ſhalt thou A 
SY Go quer Jordane,that thoů imaieſt co 
me in to conquere the nacions, which 

Gre greater and mightier chen thou, greace 
cities, walled vp vnto beanen, a greate pco- 
pleandofanbye ftature, namely the childrẽ 
ofEnatim, whom chou baft knowne, and 
of whom thou baft berde faye: Who is able 
£0 ftonde agaynft che chüdien of Enatiny 
Therfore [Hale thou Enowe this daye, chat 
the LORDEy Godgoeth beforethe, ,a cd 
fumynge fyre. He ſhãl deftroyeebe,and fall 
fabdue chem before che, and ſhai driue them 
out,z [portly ſhall be brynge thẽ to nanghe, 
as the LORDE bath promyjédebe. 

Clow whan the LORDE thy God bath s-Reso.e 
erpelled them out before che, faye nor chow 
thẽ in thine bert : Che LORDE bath brought 
me into sake poffeffion of this lande fozmy 
ne awne righte ouſnes ſake, where as } LOR- 
DE yerdrynerh out the oeithen before the,be 
cauſe oftheir ongodlynes. 

Sorthou comm̃eſt not in to cate theirlon 
det poffeffion, for chine awne righte ouſnes 
fate, and becauſe ofthy right hert: but the 
LORDE dayueth ont theſe Heythen, for 
their arwne vngodlyneſſe (ate, and that be 
meye per fourme the worde. which the LOR- 
DE bath ſworne onto » fatbers, Abraham, 
aac, and Jacob. 

Vnderſtonde now therfore, thatthe LOR 
DE ¥ God geuech not thethis lonve topof> 
ſeſſe it for chine arone righte duſnes fate. Foz 
thouart a ſtyffnecked people. 

Remembze and forget not how chou diſ⸗ 
pleafedeftthe LOR DE thy God in she wil- 
derneſſe. Sence F daye thaͤtthou departedſt 
out of the londe of Egipte, cyll ye came wn- 
to this place, bane ye bene diſhobedient wn- 
tothe LORDE. 

Sorin Horeb yeangredthe LORDE, fo 
that of wꝛath be wolde bane deftroyed you, 
whan was gone upto } mount, co recea 
ue the tables of ftone, namely the tables of 
the conenannt · which the LORDE made wo 
you, and J above fort ye dayes z fortyenigh 
tes vpon the mount, and ate no bred, z dran 
eno water:andetbe LORDE ganeme} two 
tables of ſtone, weytten with the fynger of 
God, andin them was acordinge to all the 
wordes, which the LORDE ſa yde vnto you v- Exot 
pon the mount ont of the frre, us the daye 20424 


Numus¢ 
Deuta-e 


Deut.40 


Leuso.d 


8 


Ex0.53.0 


Deut.s.@ 


Exo.33.b 


Bxoys.d 


Beu.10.b 


gro.73.€ 


A&, 7.£ 


Khe v. bofe of Moſcs. 


Of the gatheringe together. 
Fee after che fort ye dayes and fortye 


axoda.a nightes, ¥ LORDE gaueme F two tables 


of ſtone namely ? cables of the couenaunt, 
and ſayde onto mezvp,z gee F Downe quyck 
ly from bence, for thy people whom thou 
broughteſt out of Egipte, haue marred che 
felues, they arefoone gone out of the waye, 
which J commanndedebem, and haue ma⸗ 
de them a molten ymage. 

And the LOR DE fade vnto me: J ſe this 
people,that it is a ſt yffnecked people:let me 
alone, that J maye deſtroye them, and put 
ouccbeir name from onder heauẽ. I wyl ma 
Be of thea people mightier and greater ché 
thisis. 

And as J turnedme, zwente downe frõ 
ebe mount which brent wb fyze,z bad two 
tables of the couenaune in both my hades, 
Floted,z bebolve, ye had ſynned agaynft ¥ 
LORDE yo" God,fo Hye had made yeu a mol- 
ten calfe,z were foone turned outof Fwaie 
which theL O R D Ebad commannded you, 
Then tore J the two tables, caſt them out 
of both my bandes, z brabe chẽ before you- 
reeyes,z J fell befozethe LORDE *(euen as 
av the firft cyme) fortye dayes z fort ye nigh- 
tes,z nether are bred, ner drãke water,becaw 
feof all youre fynnes which ye bad fynned, 
whan ye dyd fod) enellin chefighte of che 
LORDE, to pzouote bim vnto wrath. For J 
was afrayed of the mach andindignacion, 
wheririth the LORDE was angrie you, 
euen to bane deftroyed you. And the LORDE 
berde meac char tyme alſo. 

Moꝛrouer the LORDE was very angrie h 
Aaron, chat he wolde hauedeftroycd bins, 
but J madeincerceffion for Aaron alfo ac > 
fame tyme. 2s foz youre fynne(namely, the 
calfe that ye bad made IJ coke it,and burne 
it with the fyre, and finore it a ſunder. gryn 
de it in peces, euen vnto duſt, and caſt the 
duſt in to the broke that deſeended from che 
mount. 

Me difpleafeotheL ORDEalfo,tat Tabe 
¥4,xandac Maſſa. and at the luſt graues, 
and whã be ſent you from Caves Barnea 
and fayde: Govp, and conquere the londe 
which J bane geuen you. And ye were difo 
bedient onto rhe mouth ofthe LORDE you 
te God, and belewed noc on him, and berke- 


obediét vnro rhe LORDE, as longe as J ba 
ue knowne you. 

E The fell J before FLORDE fortye daies 
and fortye nightes, which Jlaye there. Foz 
 LORDE fayde, be wolde deſtroye you. Bue 


ned not onto bis voyce:* for ye bane bene dif” 


The x. Chap. Ao. lxxix. 


I made interceſſion onto the LORDE, and 
jayde:® LORDE LORDE,befiroye noc ¥ peo 
ple and thine enbericaunce, which thou tho 
row thy greate perwer haſt delyucred,and 
broughte out of Egipte with a mightie ba 
Se. Remembee chy fervauntes Abzabam, 
Dirac and Facob. Lote not vpon the finb- 
burneffe,and vn godlyneffe and ſynnẽ of this 
people(chat the londe wherouc chou bafé 
broughte vs, faye nor: The LORDE was noe 
able co binge them in torbelande, chat be 
promyfed them and becaufe be bared them, 
therjeze bach be broughte chem our, co def= 
troye thé in che wylderneffe:) For chey ave 
thy people z thine enberitaunce, which thon 
bajt bronghre ont vb chy greate power, and 
with thy ſtretched out arme. 
Chex. Chaprer. 
If T thefamecymefayde che LORDE vn 
A tome: Hew Ferwo tables of ſtone lite 
vnto the firff,and come vp vnto mein 
torbemount,and make $ an Arke of wed, 
and in the tables wyll weyte the wordes, 
that were in che firft, «which chou brateft, 
and theu beg laye them inche Arke. So I 
made an Arke of Syzretre, and beredewo 
cables of ftone(lite as che firſt sure) z wen 
te vp intocbemount, and > two tables we 
re in my bande, 

Then wore hein > tables(acoxdinge as 
the firft wr ytinge was)the ten verfis, whid> 
theL ORDE [pate vnto you ont of the fyze 
vpon the mountayne, at thetyme Of the ga 
eheringe together. And the LORDE gane thé 
vnto me. And Iturned me, z wente dorone 
from chemounc, andlaycd the tables in the 
Arke which F had made, chacebey mighte 
bethere,as the LORDE commaunbded ne. 

And che childꝛẽ of Iſtael deparced front 
Berochz Bue Yackan vneoMofera (there 
Adyed Aaron,zcherewas he buried:7 Flea 

ar bis ſonne became preft in bis ſtea de Grd 
thence they departed from Gadgad. From 
Gadgadto Yathbath, a londe of ryners of 
water. At the fame feafon theLORDE fepa- 
rated one the trybe of Leui,to beare the Ar 
feof the LORDES conenaunt, and to ſtonde 
before che LORDE,to mynifter onto him and 
to prayfebis nome vntd this da ye. Therfo⸗ 
re ſhal thẽ Lenites haue no poreton ner en- 
heritaunce with their brethren: for the L OR 
Dis ctheir enheritaunce, asthe LORDE tby 
Godbath promyſed them, 

BueFearied vps the monnt(liteas afo⸗ 
reenen fort ye dayes and fort ye nightes aud 
the LORDE herde me at thhat bymẽ alo, and 
wolde noe deſtroye the. Bur be fayve vnco 
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wie: Op,z get the forth, F thou ma yeff go be 
fore cbe people,  theymaye comein,and cS 
were the lSde,rwbich Fy fivare vnto their fa- 
thers to geuetbem. 
Flow Fftacl, what requyzethethe LORDE 
Deut.s.a chy God of the,buc ) thou feare the L OR- 
folt.22.8 DE chy God, andthatthou waltein allbis 
wa yes loue him, ẽ ferue the LORDE 7 God 
with all thy bere,z with ali thy ſoule: and * 
thou Eepetbe cOmaundementes of *ꝰ LOR- 
DE, ⁊ his ordinaunces, which J cSmaunde 
ehechisdaye, $ chou mayeft profpere ? Be- 
Phalasa bolde,the heauen z the beauen of all heauẽs 
tere 27-8 and the earth, and all p is cbherin,is LOR 
epeu.4f DES ¥ God.* Meth bath be had a pleafure 
vnto y facbers,coloue thẽ:and bath choſen 
ebeir fede after ché,szamely you, aboue all na 
cions as itis come to paſſe this daye. 
DCircumcyſe ther fore foreßt yine of yd 
Deu.so.b hert,zbe nomore ſtyffnecked. Gor the LOR- 
DEy¢ Godis Good of all govdes,z LORDE 
ouer alllordes,a greate God, mightiez terry 
ble, whidy regardeth no perfonne, zcaterh 
no giftes , and doeth righte vnto the facher- 
leffe and wedowe, and loueth che firaunger, 
Exodas.c to geue him fode z rayment. Cher fore fal 
ye Toue a ftratiger,for ye youre felues alfowe 
re ſtraungers in thelondeof Egipte. 

Thou ſhalt feare the LOR DEthy Gov, 
him onely (hale chou ferue, vnto bim fale 
natth.sd chou clene +z fiveare by bis name. eis thy 

piayſe ⁊ y God, which bath done for > che 

{é greate zterryble chinges, } chineeyes ba 

Gen.gcd Be fene. Thy fathers witedowneinto Egip 

te wb feuencye foules,but now bath } LOR- 

Geness.a DEthy Godmave che*as > ſtarres of hes 

Deutass veninmulcicude, ye 
ThexL '. 

Ah Ger Herfore palcchou loueeheLORDEY 

3 God,z Eepe bis cOmaundeméces,his 
ordinaunces, bis lawee,z bis precep 

tesall life lsge. And vn derſtõde chis daye, 
that which youre dildzé Enowe noc: Which 
haue noc ſene the nurconre of the LORDE 
yo God,z bis greatneffe, z bis mightie ban 
de,z bis ſtretched out arme,z bis totens and 
actes which be dyd amonge the Egipciãs. 
vnto Pharao the Eynge of Lgipte, zeo all 
bis londe,z whac be dyd to che power of > 
Egipeians, z vnto their horſes zcharettes, 
whan be broughtethe waters of che reed fee 
vps them as they folowed after you, z how 
} LORDE bath broughte them to naught 
vnto shis Daye: z what he dyd vnto you in 
the wilverneffe,oneyll ye came onto ebis ple 
ise certrobatbedyd vnto Dathan and Abiram 
rb she childzen of Eliab the ſonne of Ruben, 


Deut. 6.¢ 


Exons E 


The xt. Chap. 


Bow the earth opened bir mouth and ſwa⸗ 

forwed ebent Dt their houſholdes z céces 
allebeir good thacthey bad in che myddes 
amongeall Iſrael. 

For youre eyes banc ene the greate wor 
bes of f LORDE, which be bach done. Ther 
fore pal ye kepe allche commanndementes 
which J conmannde you this daye, that ye 
maye be fironge co come in, and to conquere 
the londe, whither ye gore poffeffe it, zebat 
yemayelyue longe in chelonde, which the 
LORDE ſware onto youre fathers, to geue 
vntothem andco their ſede euẽ a londe that 
floweth with mylte and bony: Foz the lon · 
de whicher chou commeſt in, to poffeffe it, is 
not as the londe of Egipte. whence ye came 
out, where thon ſowedeſt thy ede, and wa- 
terdeft it at thy fore as a garden of berbes: 
butit bach piles and valleys, which drynke 
water of therayne of heauen, alonde that 
the LORDEthy God careth for Andebe 
eyes of the LORDEthy God are allwaye 
therin fromebe beg ynnynge of the yeare vn 
tothe envde, 

RF ye ſhal herken therfore onto my come 
mauudementes, whid J commaunde you 
this daye, j yeloue the LORDE youre God, 
and ſerue bim, with all youre bercand with 
all youre foule · chen wyl Tj geuerayne onto 
youre [Sde in Due feafon,eatly and late, chat 
thoumayeft gacber in chy come, thy wyne 
and thineoyle: and Javyll gene grafic vpon 
He — thy catell, chat yemaye eate 

led. 


ut bewarre, $ youre bert be not difcea- 
ned,chat ye go aſyde, z ferucother govdeo, Z 
worfhipe them, and chen the mzach of the 
LORDE ware whore vps you, and be ſhut 
vp the heauẽ, that there come no rayne, and 
che earth geue not bi increafe , z ye periſhe 
Phoatly from the good lve, which the LOR 
DEbath geuen you. 

ut vp ther fozetbefe my wordes in you- 
rebertesand in yourefoules , and bynde thẽ 
for afigne vpon youre handes, pᷣthe y maye 
be acoken of remembzaunce before yo eycos 
and teady them youre children, ſo that thou 
taltecberof, whan chou ſytteſt in thine bow 
ſe or walteft by the waye: whan thou lyeſt 
Dorone, and whancthouryfefEop : and weyte 
them vpon the poftes of thine houſe, and v · 
poneby gates, that thou and thy children 
maye lyuelonge in the londe, whic the LOR 
DE fware wnto thy fathers to genetbem, as 
longe asthe dayes of beanen endure vpon 
earth. 
Kor yf ye ſhal kepe all chefe commaunde 
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mentes whidy FJ commaunde you,fotbat ye 
Dotberafter,cbat yelouetheL OR DE youre 
God, and walke in all bis wayes , and clene 
vnto bim, then fhallthe LOR DE dayne out 
allebefé nacions before you, forbat ye fall 
<Squere greater and mightier nactons then 
ye youre [eines are. 

All che places that the foles of youre fete 
treade vpon,fhalbe yours, from the wylder- 
nes, and fromount Libanus , and fromthe 
water Euphrates vnto > vttemoſt fee ſhal 
youre —— be. Noman ſhal be able to w⸗ 
ſtonde you. THe LORDE youre God flyal lec 
the feare and drede of you come vponall > 
londes wherin ye go, lite as be bath promy 
—— laye befo bis daye th 

ebolde, J laye before you this daye the 
bleſſynge and — +The bleffynge, yf 
ye be obedient vnto she commaundementes 
of the LOR DE youre God, whidy I com- 
maunde you this daye. The curfe, yf ye wyl 
not be obedient to the commaundementes 
of cheL OR DE youre God, but turne one of 
the waye,whidy I cSmaunde you this daye, 
forbat ye walteafter orber govdes, whom 
yeEnowe nor. 

Whan } LORDE God hath brongh 
te the in to che londe, whither chon commefé 
in co poffeffe it,*chen ſhalt thow geue the 
bleffynge vpon mount Grifim, and the curfe 
vponmounc bal, which are beyonde Jor⸗ 
Dane the waye towarde the goinge downe 
of che Sonne, in cheldve of the Cananites, 
which dwell in > playne feide ouer agaynſt 
Gilgal, befyoe the Obe grouc of More. Sor 
ge [bal go — that ye maye come 
Inco take poſſeſſſon of thelonve , which the 
LORDE youre God bath geuen you, to cor 
quere it, and to drell therin. Lake hede no w 
therfore, chat yedo acordinge vnto all the 
oadinaunces and lawes, which Fj laye before 
youtbis daye. 

Che Xil. Chapter. 

Heſe are the ordinances andlawes 

which ye frat kepe chat ye do theraf 

ter inthelonde, which theL ORDE 
God of chy fathers bath geuen the to por 
ſeſſe, as longe as ye lyue vpon carth.«Def- 
troyeall the places, wherin y Heithen(whs 
ye [hal conquere) bane ſerued their goddes, 
whet her it be vps bye mountaynes, vps bil 
les , ozamonge grenctrecs. And onerthzowe 
their altares,and bieate downe their pilers, 
and burne their groves with fyze, and bewe 
downe the ymages of their goddes,z bzyn- 
gethenames of themto naught out of the 
fame place. Re ſhal not do ſo vnto the LOR- 


Che xij. Chap.€o. lxxx. 


DE youre God:but the places which * LoR:Raẽ ↄa 


a.Parz.s 


DE youre God ſhal choſe out of all yo try⸗ 
bes (chat bemaye let bis name dweli there) 
[hal ye fete, and cometbitber, and chitber 
{hal ye bzynge yonre burnefacrifices, z you- 
reotber offerynges, and youre tithes and 
the Aeucofferynges of youre bandes, and 
youre vowes,and youre frewyll offerynges, 
and the firftbome of youre oxen and fhepe: 
and chere ſhall ye eatẽ beforetheL OR DE 
youre God, and reioyfe oner all that yeand 
youre houſes bane gené with youre bandes, 

becaufethe LORDEthy Gov barb bleffeo 
the.* Re ſhall do none of thechinges, $ we 
do bere this Daye, eueryman what femeth 
him good in bis arvne eyes. Gor ye are noc 

yet come to reft,ner to ¥ enberitaiice which 

theLORDEthy Gov fhal genecbe. 

Bu: ye hal go over Jordane, and dwell 
inthelonvde § the LORDE youre Good fhall 
Ddenydeout onto you, zbe [Hal geue you reſt 
frem all youre enemies rounde abouce, and 
ye foal dwell ſafe Flow whantheL ORDE 
thy Sov bath choſen a place,to mate bis na 
imc Diveil there, ye ſhali brynge thither all 
‘BJ bave commaunded you,namely,yo burne 
facrifices, youre other efferynges, yourety- 
thes, the Heucofferynges of youre bandes, 
zal! youre fre vores , which ye fall vowe 
vnto ¥ LORDE:andebere ſhal yecate, and 
retoyfe beforeebeL OR D Eyonre God, ye 
and youre fonnes, and youre doughters, 
and youre ſeruauntes, and youre maydes, 
andche Leuites that are within youre ga 
tes,» for they haue no pozcionner inheritaũ 
cewith you. 

Take hede vnto chy felfe,chatebou offer 
not chy burncofferynges in what fo ener pla 
ce chou ſe yſt: but incbe place which * LOR 
DE fhall bane choſen in one of thy crybes, 
there ſhalt chou offer thy turncofferynges, 
and do allthat J commanunde ehe. Hloerb - 
fEondinge chow mayefé Eyll and eate flefl> 
within all thy gates, after alltbe defyze of 
thyfonle, acordynge to the blefiynge of tbe 
LORDE thy God, which he hath gene the: 
* both thecleane and vncleane maye eate it, 
&5 of the Roo and berte, onely the blonde 
ſhalt chou noc eate,but poure ttout as we 
ter vpon the earth. 

Dut withineby cates mayefFebou not ea 
te of the tytbes of thy cozme, of chy wyne,z 
of thy oyle,ner of $ firft borne of thine oxen 
and of thy ſhepe. or of eny of thy vowes 
which thou hajt vewed,o2 of thy frewylof⸗ 
feringes, or Heueofferinges of | thy handes: 
but beſore the LORDEthy Goo ſhalt thou 
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eatethem, inthe place which the LOR DE 
thy God chofeeh, chou zrby fonne, andeby 
doughter, thy ſeruaunt, chy mayde, andthe 
Leucecharis within ¥ gates,zcbou ſhalt 
Yeiovfe before $ LORDEthy Goo, onerall ¥ 


Eceli.z.d thou putteſt thine bande vito» 2nd bewar 


re,chat chon forfate nor the Lenite, aslon- 
geas chou lyneft vpon the earth. 

Dut whanthe LORD Ethy God ſhal en 
large thy bordes of thylonde( as be bath 
promyfed the and thou ſaye: wil eate flefly 
C for fo moch as thy foule longeth to eate 
fle) then eate fleſh acgzdingeto all the de⸗ 
Tye of chy ſoule But yf the place that che 
LORDEtby God bath dofen (co let his na- 
me be chere)be farre from che, then Eyll of > 
oren and of chy ſhepe, which the LORDE 
bath geuen the, as be bath commaunded 
the, and eate it within thy gates acordinge 


Devtas.c €O all F deſyre of thy foule.Eucn asa Roo 


02 Hert is caten,maicft chou eate it: bot h the 
cleanc and vncleane maie cate itindifferenc 


The xiij. Chap. 

All chat J commaunde you, ſhal ye Fepe, 
thac ye do therafter.+ we hal put nothinge 
therco,nertate ought there from. 

The Xill. Chapter. 

LY F there ryſe vp a + prophet ozrdzeamer A 
D a wonder, and that tolen oz wonder 
which be [pate of, cometo paffe, andebers 
faye: Lee vs go after other goddes ( whom 
thou Enoweft not)andlet vs ſerue chẽ: Thou 
[hale noe berten vnto the worves of fod a 
propber oz dꝛeamer. 

Sor # LORDE youre God proveth you, 
£0 were wherber ye lone him with all youre 
bere,z with all youre ſoule. Foz ye hall wal- 
feafeertheL O R DE youre God,and feare 
bin, and kepe bis commanndementes, Z ber 
Een onto bis voyce, and ſerue bim, and cleue 
vnto bin.+ As for that prophet oz dreamer, 
be fhaldye : becauſe he bath ſpolen to curne 
you awaye from the LORD Eyoure God. 
Crobid broughte you out of the londe of 


Dew.4.a 
Tofa.s.b 


amonge you, and gene the atoben or Matz.b 


Deur 8.3 


Tere.26.¢ 
and ss-¢ 


pReige ty.» Onely bewarre, that thou eate not the Egipte, anddelyuered you from the houſẽ 
bloude: forthe bloude isthe life. Therfore of bondage) to thruſt che out of chewaye, 
be ficfh,bue  wbicythe LORDE thy God commaunded 


alt chounoceate thelife d cl 
alt poure it out like water vpontheearth, thetowaltein, and fo ſhalt thou put awaie 
Ichou mayeſt proſpere, and y chũdꝛen af- the eu⸗ell fremthe. 
ter che, whan thou baftbone chat which is RF chy borer, the ſonne of thy mother, p=) 
rightein che ſig hte of the LORDE. ortbine erone fore, oz thy dongbter, ozthe Zachue 
D But whan thou halowef— oughte that wyfeinthy bofowe, oz thy frende which is —— 
Derg isthine, oz mabeſt a vowe, thoufhaltrate vntothe as chine owne ſouie entyfetbefe- ~~ 


andisc it, and bzynge it vnto the place,chacche cretly, and faye: Ret vs go and ferne ot her 
LORDE bath dhofen, anddotby burncoffe ¶ goddes ( whe m thou knoweſt not. ner yet thy 
rynges wich che flefly and bloude vpon che father which are amonge the nacions rout 
aleareof theL ORDEthy God. The blou- de aboute you, wherber they benye onto the 
de of thine offryngefhaleehon poure vpon or farre fromsthe, from the one endeoftbe 
thealtare of theL ORDE thy God, and ea- earch vnto the otber:confente not onto bint, 
tethe flefly. Catebede,andbeare allchefe and berténot onto bim.Cbinecye alſo ſhal veutizt 
woides, which Fj commanndethe, Fiemaye mot pytiebim,and chon ſhalt haue no com- 
go well with theandeby children after ¥ for fiton vpon bim, ner Eepe bim fecrete, but 
euer, whan thou baft done probich is righ- Poste canfe bimeo be flayne:tbine bade ſhal 
tcandacceptableinthefighteoftheLOR- be firfwponbim, to cauſe bimto be flayne, 
DEtby Gov. andeben the handes of all che people. He 

vewstb | WhantbeLORDEPGodbathrotedout ſhalbe fionedto death, becaufe be wentea- 

Tofussc che deithenbeforc the, whither thou com- boute tothruſt theawayefromtbe LORDE 


meſt into conquere them, z whan thou haſt 
Squered chens,z dwelt in cheit londe,bewar 
retben, ptbou fall nor inthe ſnare after thé, 
sobanthey are deftroyed before the : z tbat 
thon arenotafter their goddes, z ſa ye: Euẽ 
asthefenacions baneferuedtheir goddes. 


peutasb ſo wil J do alfo.x Thou fale not do ſo vnto 
Terr.19.a 
Elnora 


the LORDE eby God. Foz all that is abbomt 
nacion vntothe LORDE,7 that be bateth, ¥ 
fame bane they done vnto their goddes. Foz 
eheybane burnt euen their founes and their 
doughters with fyze vnte their goddes. 


thy God, which broughte the out of the lon 


de of Egipte from the boule of bovage:* F Deuryd 


all Sfiacl maye beare,and feare bim,and do 
nomoze fod) eueil amonge you. 

MF chou heareſt in eny cite whic) * LOR 
DEthy God bath geuẽ the to dwell in, that 
itis fayde: There are certaynemen,the chil · 
dren of Belial, gone out from amonge you, 
and bane difceaned cheinbabiters of cheir 
cite,and ſa yderlet vs go,and ſerue ober god 


des whom ye Enorwe not.« Then fale chow peusz.t 


ſeke mate fearch,and enquere diligently. 


€ 


Dour. 7.¢ 
Tota.y.a 
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Levi. to.b 
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Khe v. bofe of Moſes. 


nd yf ic be founde of atrneth, that it is 
fo in dede, ¥ ſoch abbominacionis rz0ngb- 
teamonge you,then ſhalt chou ſmyte the in- 
Dwellers of the fame cite and cheir cacell, 
sich the edge of the fiverde , and damne 
the cite with all that is therin: and all the 
ſpoyle cherof fhale chou gather cogetber 


Inche myddes of che ſtretes of it, and bur- 
ne with fyre, both che cite and all the fpoy- 
letberoftogetber vnto che LORDE y God, 
thacic mayelye vpon abeape for euer, and 
neucr be buylded eny more. + 2nd let nothin 
ge of the damned chinge cleue vnto chy ban 
de,cbactheL OR D Emaye be turned front 
the indignacion of bis wrath, and graunte 
che mercy, and bane compaffion onthe,and 
mutlciplye the (as be bach frome vnto thy 
facbers) becanje thou haß bertened onto > 
voyce of the LOR DE thy God, to tepe all 
bis commaundementes, which FJ commaun 
de che this daye,fo chacchou doeft the chin · 
ge which is righte inthe fighte of the LOR 
DEtbhy Gov. 
The Xi. Chapter. 

E ave che dpildzen of the LORDE you 

re God, Cut noc youre felues therfore. 

zmate you no baldneſſe betwene yor: 
re eyes quer eny deed. For chou arctan boly 
people vnto the LORDE thy God.* Anð the 
LORDE bath choſen cheto be bis awne pecu 
lier people, from amõge all thenacions that 
are vpon che earth. 

Thon fale eate no abhominacion. Theſe 
are the beeſtes which ye ſhal eate:Oren ſhe⸗ 
pe, Soates, Hert Roo. Bugle, wylde goate, 
Vnicoꝛne, Oꝛigen, and Camelion. And ene- 
ry beeſt chat deuydeth bis clawe,z cheweth 
cudd,fhal ye eate. Neuertheles theft fal ye 
not edte of them that cewe cudd,anddeny 
de not the hoffe into two clawes : The Ca- 
mell, che bayze,z che conye, for though they 
chewe cudd, yet deuyde they noc the hoffe, 
therfore fal they be oncleane vnto yon. The 
fivyne,though be deu yde the hoffe, yet herw 
eth be not cudd, be fall be vncleane vnto 
yourye ſhall not eate of the flef of thé, and 
their deed carcafés [hal yenoc couche. 

This ts it that ye flyall eate of all that is 
inebe waters: Allthat hath fynnes and ſca 
les, ſhall ye eate. Sut what ſo ener hath no 
fynnes ner ſcales, that ſhal ye not eate, for it 
ts vncleane vnto you. 

Eate of all cleane foules. But theſe are 
they,wherof ye ſhal not eate: The Aegle, > 
Soſhauke, the Couoraunte, the Frion, the 
Wuleur,che Byte with bis tynde,z all Ra- 
wens in their kynde the Eſtriche, the Night 


Khe xiiij. Chap. Fo. lxxxi. 


croze,the Cocow,the Sparow banke with 
bis Eynde, the litle Oule,che greate Oule, * 
Bade , che Sycture,the Swanne, t he pel- 
licane, the Pye, che Storke, the Heron, che 
Jaye wb bis kynde the Bapwynge, * Swa· 
forve:2And all foules ¥ crepe, hal be vnciea⸗ 
ne vnto you, and ye ſhal not cate chem, 

me hall eate of nothinge dyech alone: 
thou mayeft geue tc vnto ſtraunger with 
in } gate,that be eate it,oz (ell ittoafirann- 
ger. For thou art an boly people vnto LOR 
DEthy God.· Chon ſhalt noc ſeeth a kydd, Exodas.c 
whyle it yet ſucketh bis mother. ands4.¢ 

Thou ſhalt feparace out che tythe all the 
increaſe of thy fede, pᷣ cõmeth out of y felde Exo.sg¢ 
euery yeare: ⁊ ſhalt eate it before ꝰ GRDE 
vx Gorin F place which He choſeth, ? his Efacsc 
name maye Dwell there)namely of ? rythes 
of chy coine of thy wyne,of thy oyle, zebe 
firfé bout of chincoren,and of eby fbepe, F 
thoumayeft lerneto fearethe LORDEthy 
God all chy lifelonge. 

» But yf the waye be to moch fo: * and C 
the place, whic) * LORDEthy Goð hath deut.n.e 
chofen to fer bis name there, beto farre from Baucuc 
pee thou canſt not cary it that SLORDE 
thy Sod bath blefjed che withall, Then ge 
ue tt forzmoney,z cake ? money inthyne bam 
de, and go wnto the place which the LORDE 
thy Godbath choles, and geue the money 
fozall char chy foule deſyret h whether it be 
oré,fhepe,wyne.ftronge vzynte,oz for what 
focuer chy foule defyzeth, and cate there befo 
rethe LOR DEthy Gop, and bemery, thou 
and thine houſhoͤlde, and Lente thacis 
wit hin thy gates. Chow [hale not forfate 
bim, i be bach no pozcion no: inheritaun 
ce withthe. 

In the thirde yeare lt thon brynge 
forth all the tithes of — —— "tbe 
fame yeare, and halt laye it witbin ey ga- 
tes. Thẽ [hal che Teuite( which hath no poe 
ctonner enberitaunce with the)and > firaun 
Ser, and the farberleffe, and the wedowe, 
which are within thy gates,come andeate, 
and fyll them felues thas the LOR DEthy 
God maye bleffe che inall che workes of y 
banives which thou doeſt. 

The Xv. Chapter. 
SY Ache ſeuẽth yeare ſhalt thou mabe 


Leui.i.e 


Deu. as.c 


— 
Leui.ss.@ 


XRxo as · c 
Efase.b 


& Gre yeave. This is ¥ maner of ehe 
gre yeare.* Who ſo ener ledeth ough 
tewith bis hande vnto bis neghbonre, al 
not requyre it of bis negbbonre 92 bis bꝛo⸗ 
ther: foritis called the Fre yeare vnto the 
LORDE.Of 4 ftraiiger mayest chou requy- 
re it: but vnto him that is thy brocher ſhait 
o i 


The v. bok of Moſes. 


Ecthi.g.a Chou remytte it.* There hall be nd begger 
amdge you: forthe LORDE fhal bleffe > in 
the lode whidy the LORDE 7 God ſhal gene 

Fto inberitaunce tocate itin poffeffion, one 
ly $ chou herkẽ vnto the voyce of the LOR- 
DE ¥ Gov, z kepe all chefe Smaundemices 
whidy J cõmaunde thecbis vaye,thacthow 
maieft docherafter.GortheL ORDE FY God 
al bleffe the,as be bath promyfed the. Thẽ 
ait choulende onto manynactons,z [hale 
borowẽ of noman. Chor ſhalt raigne cnet 
many nactons, znoman fal reigne ouer *. 
+ YWban oneof thy biethrẽ is waxed poo 
rein eny cite witbin thy londe, which * LOR 

DE ¥ God fhal gene > , thou ſhalt not har 
den thine bere, ner withdzawe chine bande 
from chy pooze brother:but ſhalt open thine 
Bande vnto bins, and lende him, acordinge 
as * hath * — f 

ewarre, that there’ ——— 

BSelial in thine here, that thou woldeſt faye: 
The ſeuenth yeare, the yeare of Fredome is 
at honde. Foz yf thou loteft not frẽdly vpõ 
thy poore brother, and geueſt bim nothinge 
then ſhall be crye over the unto the LORDE, 
and it flpall be fynne vnto ebe t+ Bue chow 
fhale gene bins, and let it not grene thine 
bere that chor geueft him. Go: becanfé of tt, 

fall che L O RD Ethy Good bleffe thein all 

thy workes, and inallebat chon putteſt thi 

Mat.se.a ne bande vnto. The londe hal nener be with 

out poore, ther fore commannde Febeand 

faye, that thon open chine bande vnto thy 

— which is neady and poore in thy 
onde. 

Mf chy brocher an Hebrue o2 Sebrueſſe be 
ee foide wncoche,be ſhal ferue the fire yeare, in 
terse e she feuenth yeare flaleeboulee him go Gre. 

And whã chow deliveresi him fre,thon ſhalt 
not let him go from the emptye,but ſhalt ge 
us bim of thy fhepe,of thy come,andof > 
wyne, ſo chat thou geue bim of that, which 
the LORDEtby God bath bleſſe d the with 
all. And remembre thac thou aljd waft a fer- 
uaunte in the love of Egipte, and how that 
the LOR DE thy God del yuered che, therfo 
re commannde Fj the this thinge co daye. 

C DBueyf be faye vntothe: J wyll not go 

Bxona out awaye fromcebe, for Iloue $ andebine 

boufe( info moch as bets well at eaſe with 
the )thentatea bott yn, and bore bimtbo- 
row bis egre tothe doze, and let him be thy 
ſeruaunt for eucr. And with thy mayde flale 
thon do likewyſe. And lee it noe ſeme gre- 
Bsns vnto the,to [ct bim go fre fromebe( for 
Be bath ferucd che fire Fares as a tubble 
Hyzed ſeruaunt) chen [pall che LORDEthy 


Exo.s8.b 


atohs.¢ 


Row.b 


Exo. 21.8 
Leui. 


The xvi. Chap, 


God bleffe chein all that chon doeſt. 
Allebe borne that comeof chine oxen Exodis.a 
and fiepe, * are males ſhalt thou balosve Feula7.4 
wnto the LOR DEthy Gov.Choufhalenos Nm⸗. 
lowe with the fuſtborne of thine oxc; and 
foetence clyppe the firſt borne of chy ſheper: 
Before the LORDE thy God ſhalt thou eats 
théenery yeare, inthe placecbattbeL OR 
DE chofech, chou and chine houſholde. 

+ Due yf it haue a veformyte,fochacitic 
lame or blynde, or bath eny other euell ble- 
myfly, thou [bale noc offte it vnto * LORDE 
thy Goo, but hale eae it within chine aw⸗ 
ne gates whether thou be vncleane 02 clea 


Deu.n.a.¢ 
14-b.16.3, 


¥Lew.22.¢ 
Deutira 


Dewus.b 
neuen asthe Roo and Hert. Onely fe that 
thou cate noc of the bloude therof, bus pow- 
reit out as water vpon the grounve, 
be XVI. Chapter. 

DBferueche moneth Abib, Frbowof> A 

fre after onto the LORDE ¥ Bod: Exod.ina 

fozinthemoneth AbibtheLORDE ™ 
thy God bꝛoughte . out ofgipte by nigh 
te. And forthe Lafter onto $ LORDEthy 
Gov, thon ſhalt offre oren zfhepein >*pla a 
cewbic) } LORDE fal Hofe,} bisname '4-b56 
mayedrwell chere. Thou fale eateno lenen 
ded bred in F feaf—. Seuen dayes ſhalt thou 
eate the vnleuended bred of thy tribulacion: 
Foꝛ with ſoroufull haiſt cameſt thou out of 
che londe of Egipte, that thou — remẽ 
bie the daye of thy departinge outof lon 
de of Egipte, all y lifelonge. In ſeuẽ dayes 
ſhal there no lengded bred be fene wit hin all 
thy coaftes:z of the flefly chatis offred > 

daye at ewen,there ſhal nothingẽe be Ief- 

teoner night vnt yl the mornynge. 

Chou mayeſt not offre Eafter wb ineny 
Of thy gates, whidy theLORDE thy God 
bath genenthe:but* inthe place which che s.Par an 
LORDEtby God bath choſen, thathis ne 
memaye dwell there, there poate thonofire B 
this Laffer, atenen whan the Sonne is go- 
ne Domne, euen in thefamefeafonthattbow 
cameft ont of Egipterand chou flyale digh- 
te it, and eate it in —* place that che LORDE 
thy God bath choſen, and then turne the on 
the mozowe,z gobeme intotbytente. Sire 
Dayes ſhalt thou cate vnlenended bred, and 
ontbe fencnth daye ts the gathering coge- 
ther of tbeL ORDEthy God. Thou ſhalt 
do no worke therin. 

Seuen wekes ſhalt thon nembze vnto ¥, Exoasb 
and begynne to nombre whan the fycclebe- Leu. az · 
gynnech in the corne, and thou ſhalt kepe 
thee Feaſt of wekes vnto the LORDE thy adiaa 
God, chacebou gene a frewyllofferyngre of 
thinebanve, acordingeasthe LORDE thy 


eRes.i 


Exo. b 


Deut. 24-€ 
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God bath bleffed the, and ſhalt teio yſe befo 
re the LOR DEthy God, thon and thy ſon⸗ 
ne, thy doughter, thy fernaunt, chy mayde, 
and the Lenite chat is within thy gates, * 
fitaunger,che farberleffe, andthe wedows, 
that are amonge you,in the place which > 
LORDE thy God bath choſen, chat bis na · 
memaye drwell there. 2nd remembre, pebow 
waft a feruaunte in Egipte, ſo chac thou Ee 
peand do theſe ord ynaunces. 

The fraſt of Tabermacles ſhalt thou ke · 
pe ſcuen dayes, whan chou haſt gathered us 
the frutes of thy barne zof thy wyne pref- 
fe, and chou hale reioyſe in thy feaftchow 
and eby fonne,tby doughecr, thy feruannce, 
eby maybde,the Lenite,the firaunger,tbe fa- 
therleffz,and che wedore that aremithin ¥ 
Gates." Seuen dayes ſhalt thou tepe ¥ feofé 
wnso the L ORDE thy God, inthe place that 
bebath chofen. FortheL OR DEthy God 
fhal bleffe che in all chy frutes and in allebe 
— of thine hãdes. Cher fore ſhalt thou 

e glad. 

Ebee tymes inthe yeare ſhal all thy ma- 
les appeare before theL ORDEthy Govtin 
the place that be ſhall choſe) namely,inthe 
feaft of vnieuendeð bed, inthe fraft of we- 
£es,andinehe fraſt of Tabernacles. ſhal 
not appeare ci ie before the LORDE,but 
euery one after the gifte of bis bande, acoz- 
dingeto che bleffinge thatthe LORDEthy 
Gedbach geuenthe. 

The Xvi. Chapter. 

Wogesz officers ſhalt thou orde yne 

withinall y gates, which * LOKDE 
AM, thy God geuẽeth che amsge thycry- 
bes, $ they maye iudgethe people with righ 
teous indgment. Thon ſhalt noc wreſt che 
lawe. Thou ſhalt Enowe no perſonne alfo, 
nex cake giftes. Gor * giftes blynde tbe eyes 
Of } wyle,z peruerte righteous canfes.20 
Ee what righteis, p ſhalt chou folowe, that 
eboumayeftlyne z poffeffe thelonde, which 
the LOR DEthy God ſhal genctbe. 

Thou ſhalt planteno grove of what fo 
ener trees it be ) nye vnto the altare of the 
LOR D Ethy God, which rhoumateft the. 
Thon ſhalt ferthe vp no piler,rwhidy FLOR 
DE $ God hateth.» Thor ſhalt offre onto 
the LORDEthy Godno oreo: flepe, that 
bath « blemifly oz eny euell fauourcdneffe on 
it: for that ts abbominacion vnto the LOR- 
DEtby Goo. —* 

Rf there be founde amonge yeun ( within 
eny Of chy gates whichthe LORDE} God 
ſhaͤl gene Ya man oz weman,that worketh 


wickedneſſe in * ſighte of che LORDEthy 


Khe xvij. Chap. Bo. lxxxij. 
Gov, ſo that be tranſgreſſeth bis couenaũte 
and goetb,and ſerueth other goddes, z wor · 
Poippech them.· whether it be Gone or Mo 
ne, ozeny ofthe hooſtẽ of heauen, which J 
bane nor commaunded,anditistoldecbe,z 
thou heareſt of it Then ſhalt chon mate di- 
ligent ſearch cherfore. And yf chon fyndeſt 
that itis fo of acrueth,chat foch abboming 
clon is wꝛoughte in Iſtael, chen fhale thou 
brynge fozch the fame man oz * fame womã 
(xebidh baue done foch euell vnto thy gates 
and ſhait ftone chem to death. At the mouth 
of tiwo or thre witneſſes ſhal be dye, that is 
wort hy of death. At the mouch of one wit · 
nes hal he not dye. The handes of the wit · 
neſſes ſhal be the firſt to kyll him, anð thẽ > 
handes of all the people chat thou ma yeſt 
put awaye the euell from the. 

Ria matter be to harde forthe in ind- c 
gmẽt betwirte blonde and blonde, betwirte 
plee and plee, betwirte firote and ſtrobe, and 
yfcberebematters of ſtryfe witbin thy ga- 
ces + then ſhalt thour yſe and go vp unto > 
place tbat * LORDEthy God bath choſen: 
and [hale come to the preftesthe Lenites, 2 
to the iudge which at that tyme, and 
Mhalcare.Chey ſhai ſhewe thebowro iudge, 
and chou [haltdo therafter,as they faye vp 
to the,in } place whidy the LORDE bath do 
fen:and chou fhalecate hede that thou do a- 
cordinge vnto all $ they teach the. Acor⸗ 
din ge coche lawe y theyceach the, z after 
che iudgment that cheycell * ſhalt thou do 
ſo that thou curne not afyde from > fante, 
nether co therighte hande nerco che lefte. 

And yf eny man deale prefumptuonfly,[o 
that be bertenech noe wnto the pꝛreſt ( which 
ſtondeth to do fernyce wnto the LORDE thy 
God}or to the Judge, the fame fhal dye ranð 
thou ſhalt put awa ye che euell from Ffrcel, 
thatall > people mayebeare,and feare,and 
Lenomoze ——— 

Whanchou are come in to * londe which 
the LORDE thy God ſhal genethe, Ttakeſt 
icin poffeffton,and dwelleſt therin, and ſhait 
ſaier· J wil fer a kinge over me, as all the ne 
cions haue aboute me,thẽ ſhalt thou fer him 
to be Eynge onerthe, whom the LORDE thy 
Godfhalchofe- 

One of thy brethꝛen ſhalt chon ſett to be 
kynge ouer the. Thoͤu ma yeſt not fet a ſtraũ 
gc ouer the, which is not thy brother Gnely 

t bins not banemany horſes, $ be bzynge 
not} people againe in to Egipte thozow F 
multitude of horſes, fo2 as modyas } LORDE 
bath ſayde onto you, that from bence for 
ve ſhulde coms nomoze rhis . Mee 
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Re. n a He ſhall nor bane many wynes alſo, that 
his bere be not turned awaã ye · Nether fhal 


be gatber him ſyluer and golde to moch. 
Soe whan beis fet vpon che feate of bis 
Bingdome,be [hal cate of the preftes che Le 
wites this feconde lawe, and caufe ic be 
wrytten in a bote, and that [hall be haue by 
tofrab him, and he [hall rede therinall the dayes 
of bis life,chat be maye lerue to feare }LOR 
DE bis God, to kepe all the wordes of this 
lawe,all chefe oxdinatices,fo rhat be do ther- 
after. efhall noc lifte vp bis berte aboue 
bis bret hren, and ſhall noc eurne afyde from 
the commaundement,necherto che right hã 
dener coche lefte, that be maye proldge bis 
pep inte Eyngdome, be and bis children 
in Iſtael. 
The XVILChapter. 
sw He pieftes, the Teuites, all the trybe 
8 of Leni ſhal bane no parte ner enhe 
ritannce wb qIſrael. The offerynges 
of } LORDE z bis enheritaunce hal they ea 
te. Therfore ſhal they haue no inberitarnce 
amongetheir brethren becauſe the LORDEIs 
their enheritaũce, as be bach ſaide vnto thé 
This ſhalbe pieſtes dutye of the people,z 
of che chat offre, whether tt be ore o2 ſhepe 
forbat chey gene onto the preff che ſhuider 
and boch the cheles. and the bieff. And the 
firſt frutes of thy corne, of thy wyne and of 
thyoyle,and the firſt of thy ſhepe ſheringe. 
now · b Eorche LORDE thy God bach choſen bins 
andw.a outef all thy trybes, to ſtonde and mynyf⸗ 
erin the name of the LORDE,be and bis for 
nes all the dayes of their life. 
Ra Teuite come out of eny ofeby gates 
or out of eny place ofall Iſrael, wherebcis 
& GefE, and cometh with all che deſyre of bis 
foule(onto the place which the LORDEbath 
choſem) co mymifEcr in che name of theL OR- 
DE bis Gob, lite as all bis brethren $ Lent 
tee, which ſtonde there before the LORDE,thé 
hat be bane lite porcion of meate with the 
otber:befydes that which be bath of the fol 
De good of bis fathers. 
Whan chou commeft into * londe which 
Lessa the LORDEthy Good ſhal geue $ thou fhale 
andsed  o¢ lerne to do } abbominacions of cbefe na 
cions,that there be not founde amonge you, 
1a ¥ maketh bis fonne or doughter go thozow 
7-2 the fyze,o2@ pzropbecier , 02a dyofer out of 
dayes, or that regardeth che foules cryenge, 
ora witd), or a conturer, o2 foythfayer, or 
an expounder of cokens,oz § axeth eny thin- 
ge ofthe decd. 
For who fo euer doth ſoch, is abbomina- 
sion wntotbe LORDE:anbd becanfe of fod) ab 


a 
< 


ta bagee 
bzeag.d 


Che xix. Chap, 
bominacions doth the LORDE $ God Szyne 
thé ouc before the. But shou [hale be perfec 
tewithtbeLORDE ¥ God. Fot theſe naciẽs 
sebom chon fale conquere, whom the LOR- 
DE thy Gov bath geuenche, bertence che 
hofers ont of dayes,and to che foytbfayers: 
but ſo ſhalt not thou do vnto the LORDE 
thy Goo. 

2tprophet,lite vnto me, PhallebeLORDE ©, 4 
thy God raiſe the vp euen out ofthe, fromt tras e 
gmonge thy brethren, · vnto bim ſhal ye ber + Mataiz.e 
Ez, acoxdinge as thou defyzedeft before the 
LORDE thy God in Houeb,in the vaye of > 
gacheringe togetber)z faydeftsLet me bea- 
re the voyce of the LORDE my God nomo- 
se, and fe nomore this greate fyre, that J 
Oye not. 2nd} LORDE faide onto me: They 
bane well ſpolen. J wil rayfechem vp a pro 
pbet from amonge their bietbzenlite vnto 
the,and wyl put y wordes in his mouth,z 
he ſhal fpcate vnto chem all that / — 
maunde bim.* And who fo ener wyl noc ber 
Een vnto my wordcs, which be ſhai fpeate in 
my name, of bim wil J requyze it, 

Buc yf @ prophete pzefiune to fpeate 
ought in myname,wbidy I haue not coma 
ded bimcofpeate:and be that ſpeabeth in > 
name of otber goddes, > fame propbete ſhal 
dye. But yf chon faye in chine hert: How can 
JEnowe what wordethe LOR DEbath noe 
ſpoken? Euen whan the prophete fpeateth 
inthe name of }LORDE, and the thinge fo 
loweth not,and commeth not to paffe, > fa- 
me is the worde, ¥ the LORDE bach not fpo- 
Ez. The prophet bath [poke ic prefumeuonl> 
fy,ther fore be noc afrayed of bin. 

The Xix.Chapter. 


SS Han F LORDE thy God fhall haue 
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a 
roted out F nacids,rwbofe londe > 
LORDE thy God ſhal gene the, ſo * 
thou haſt conquered chem, and dwelleft in 
their cities and boufes, «tbou ſhait appoynt- 
te the out thre cities in chemyddes of the ld 
de ¥ che LORDEthy God ſhal gene } to pof= 
feffe.C bow ſhalt prepare the waye,and par 
tethe coaftes of $ londe (whic) } LORDE 
thy God fhal dewyde out vnto eheinto thre 
partes, that whoſdeuer bath commytted a 
flangbrer,maye flie thither. And this ſhaibe 
the canfe,chat whoſoeuer hath committed a 
ſlaughter maye flye thyther, and lyue. 

Rf eny man ſmyte bis neghboure vn⸗ 
awarres, and bath noc bared bim intyme 
Ppaffed( as whan a man goeth vñnto the wod 
with bis neghboure co ber downe tymber, 
and he turneth bis banve & the are tobewe 
downe the wod, and the yzon flyppeth from 
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thebeluc, and bytteth bis neghboure, that 
be dyctb) the ſanie ſhal flye into one of the⸗ 
Je cities, chat bemayelyne, left che auenger 
of blonde folowe after the decdfleyer, wby- 
le bis bercis whote,and ouertake bint, why 
leche waye is ſo farre,and flaye bim, where 
as yee no canfe of death is inbi,foz ſo moch 
as be hated him noc in tyme paffed. Cherfo- 
recommaunde Ithe, that thou appoynte 
out thre cities. 

And whanthe LORDE vy God enlargeth 
thy borders, as be bath ſwoꝛne vnto thy fa- 
thers, z geueth che all che love which be pro 
myſed chy fatbers to gene (fo that thou kepe 
ali thefe cOmaundementes, and do y Icom 
maunde the this daye, p chouleuctheLOR 
DEthy God, and waite in bis wayes all ỹ? 
Life lonceyebé ſhalt thon adde yet thie cities 
vntotheſe chee, chacinnocent bloude be noe 
ſhed inchy londeCwhid) che LORDE 4 God 
geneththeco enberitaunce)and fd blonde co 
me vponthe. 

+ Sut yfeny man beare hace agaynſt his 
neghbenre,and layeth waite for bim,and ry 
fech agaynft hun, and ſmyteth bim chacbe 
Dye, and flyeth in to one of theſe cities, then 
flail che Elders of che fame cite fende thi- 
ther,and caufe bim co be fetched from then- 
ce, and delyner him in to the handes of the 
aucnger of bloude, that be maye dye:tbine 

eye ſhal not pitie bim, and che gilcye blonde 
[hale chon put awaye frd Iſtael, that chou 
mayeft profpere. 

Thou fhale noe remoue thy neqhbours 
marc, whid they of olde tyme bane fet in 
thine enberitaunce, chat thou enbereceft in 
thelonde,whid theL OR DEthy Govbath 
genen che to poſſeſſe it. 

One witneffe flyal noe fEonde vp alone a- 
gaynſt a man, ouer eny trefpace oz fynne, 
what maner of ſynne ſo euer it be, paman 
cando, but in che mouth of two or thre wit 
neſſes ſhal euery matter be ſtabliſhed. 

+ Dut yf an vnrighteous wytne ſſe ſtonde 
vp agaynſt eny mart, co teſtifye eny trefpa- 
ce vpon bins, chen ſhall both the men chat 
firyuetogecber, fionde befozetheL ORDE, 
before the preſtes and Gudges , which flpalt 
beac the ſame tyme. · And che indges ſhall 
mate diligent inquificion : z yf the witneffe 
be founde falfé, and bath geuẽ falferoieneffe 
agaynft bis brot her, chen flpall ye Do vnto 
bim, cuen as be thoughte todo vente bis bro 
ther: that thou maye ſt put awa ye the euell 
from che « that other maye beareand feare, 
and take nomore vpon them co do [och wie- 
ked poyntes amonge you. Chine eye ſhall 
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not pitie him. Soule fo: foule,eye for eye. to Exod.at.¢ 
the foz coche, bande for bande, fore for fore. Leviaed 
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Thexx.Chaprer. 
SS Dan chou goeſt out to baccayll a 2 


gaynft chine enenues, and feyfE bor Deur7d 
ſes and charectes of che peoplemo 
recben thou,benot afrayed of chem: for che 
LORDEtby God which brought > ouc of 
thelonde of Egipte,is with the. Mow whe 
yeare come nye vnco the battayll, the preſt 
{bal fieppe fortb,z ſpeake co che peopleand 
faye vnto thẽ: Aeare Iſracl: Ne go this daye 
in to the batta yll aga ynſt youre enemies, let 
not yo? bert faynte. Feare not, be noc afray⸗ 
ed, ner a drede of them. For the LORDE your 
re God goeth with you,co fygbte fez youa⸗ 
gaynft youreenemies , y hemaye ſaue you, 
Andthecapraynes [hal ſpeake to $ peo- 
ple,and faye: YObo fo bath buylocd a new 
houſe, and bath noc dedicate it, lec bim go, 
and byde in bis houſe, that he dye norin * 
battayll, and another dedicate it. · Who ſo 
bath planted a vynyarde , and bath nor yet 
made it coment, lett him go, and byde at hor 
me,that be dye notin the battayll, and ano- 
ther mate it comen. · Who ſo hath fpoufed 
@ wyfe,and bach nor yeebzoughe ber home, 
let bim go, and bydeat heme, h bedie noe 
in the battayll, z anocber brynge ber home. 
And the captaines fhal ſpeake further on B 
to che people,and ſayer · Se that fearet h and ludicz.a 
bath a fa ynte bere, lect him go, and byde at 
bome, thacbe mate not bis brethrens here 
faince alfo,lite as bis hert is. And whan che 
captaynes baue made an endeof ſpeabinge 
vnto the people » they fall fee che rulers of 
the hooft before the people inthe fore fronte. 

Whan thou commeft nye vnto a cite co Num.arc 
fight againſt it,chou ſhalt offre them peace Peres 
Rf chey anfwerethe peaceabiy, and open vie 
toche,then ſhal all $ people $ is founde ther 
in,be tributaries vnto the, and ſerue $. Buc 
yf chey wyl noc deale peaceably x the, and 
wyll warre wich the, then befege ic: and 
whanthe LORDEthy God delyuereth it in 
totby bande, chon ſhalt ſmyte all the males 
that aretherin, with the edge of che fiverde: 
fauethe remen and the chũdren. ·As for the lofu.s.a 
catell, and all that is in the cite,and all che andu. e 
fpoyle, chou [bale cate chem wntotby felfe, 
and cate the jpoyle of chine enemies, wbid> 
the LORDEthy God bath genenthe. Thus 
ſhalt thou do vnto alltbe cities that are ve 
ry farre from che,and are not of the cities of 
theſe nacions. 

Dutinche cities oft heſe nacions, which C 
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Deut-st.2 the LORDEthy God fall gene the to enheri- 
lofu-<-¢  eaiice, tho [halt leaue notbinge alyne that 
tud.a.b 
aDeutz.a mely + the Hethites, Amorites, Cananites, 


bath breth,buc ſhalt vtterly defiroyethé,ne 


Pberefites, Heuites ⁊ Jebuſites, as the LOR 
DEtbhy God bath conſmaunded the, * they 
teache you not to do all $ abbominacions, 
which they do vnto their goddes, zfoyeto 
ſynne aga ynſt the LORDE youre God. 
Wyhan chou muſt lye a longe ſeaſon befo- 
keg cite againſt 3 which chou makeſt war 


retotatcit,thou [bale not deftroye > crees 
theroftbatchou woldeſt bere chem downe 
xb the are, for thou mayeſt eate cherof: and 
therfore ſhalt chou not herotbem dorone. Foz 
itis but wodd vpon che felde, and no man, 
and can not come z be bullworkes agaynft 
the. Sucthetrecs which thou Encrweft § me 
eave not of,tbofe [hale chou deftroye, andro 
te out, and make bullworkes therof aga ynſt 
the cite that warreth with che, tyil thou be 
ue ouercome it. 

The X. Chapter. 

a 2 dan therets one {layne founde in > 
londe whic) } LORDE ¥ God fhall 
gene > to poſſeſſe it, zlyech in fel 

de, Zitis notEnowne who bath flaine bim, 
then ſhal thy Elders z indges go forth,and 
meet from theflayne onto che cities that lye 
rounde aboure. Lote which citeis thencrre, 
¥ Elders ofthe fame fhaleatea ySge cowe, 
whid) bath not bene laboured , ner bath 
drawẽ in che yore, z they ſhal brynge ber in 
toa valley, whereas is nether earinge noz 
Ioreiiigs.and ſtrike of bir beade cherein the 
valley. 

Chen fhal the pꝛeſtes childꝛen of Leui 
come fozth.(* Foz the LORDEthy God bach 
chofen them, to ſerue bim,and to prayſt bis 
namezand at their mouth hal al! plees and 
ſtrypes be tryed.) And all che Elders of the 
fame cite ſhall come forth vnto the flayne, z 

D wall chetr andes over F yongecowe, who 

febeave ts ſtricken of in the valley, and fhal 
anſwere and ſaie: Oure haves haue not [hed 
this blonde,nether baue oure eyes feneit.Be 
mercifull (@® LORDE) onto thy people of > 


fonz.c rael, whd chou haſt velynered,*laye no in- 


nocent blonde wnto thy people of Iſtaels 
charge : chen ſhall they be reconcyled front 
theblonde. Thus ſhalt thou put awaye the 
innocent blonde from the, inthat thou doeſt 
the thinge whis is righteinthefighte of * 
LORDE. 

Wh; thou goeſt forth to warre againfE 
thine encmies,z the LORDE thy God delyue- 
xeth them in to thine handes , fo that chow 
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carieſt aroaye their pzefoners,and ſeiſt amd- 
getbe captyues a beroryfull woman ,z bafé 
& deſyre onto ber orate berco thy wife,cbe 
biynge ber home to thine houfe, andlecber 
Phaue bis heade, and pare bir nayles, ano 
putof bir clothes that fhe was taten picio- 
nerin,andlet ber ficin ebine boufe,anomeur 
ne for bir father and mother a moneth lenge 
after that lye with ber, andmary ber, and 
let er be thy wife But yf thou haue nc fa- 
uoure onto ber, then ſhalt thon let ber go 
sobitber fhe wyll, and szocto fell ber, ner co 
mate cheueſaunce of ber, becaufe thou haſt 
difhonoured ber. 

Rf man haue two wynes, one that be 
fouech,and onethat be hateth. and they ber 
re ham childzen, borb the beloucd and the ba 
ted, ſo that che firftboznebe birs that is ha- 
ted, andthe tyme commeth that be dealer 
out the inbericaunce vnto bis childzen, thei 
ran he not mate the forme of > beloued firjz 
bome befoxethe firſtborne fonne of the ba- 
ted, but be ſhall knowe the forme of the ha- 
ted foz ? firft forme, fo that be geuebim dub 
ble of all chat is at hande: forthe fameis > 
beg ymmynge of bis firength, zebe firth yz 
righte is bis. 


*Rfenyman haue a ſtubborne and diſho · D 


bedient forme, which herkeneth not vnto the 
voyce of bis father, and mother, and whan 
they teach him nurtoure, wyll not folowe 
them , eben [ball bis father and mother ta⸗ 
fe bim,and bzyngebimto $ Livers cftbeir 
cite, and to the gate of the fame place, and 
faye onto the Elders of the cite: This oure 
fonne is fEobburne and difhobrdiét,and ber- 
Fenech not wntooure voyce, andisaryoter 
and a diontarbde.Chen fhatall the men of * 

fame cite fEone him to death:and thus fale 
thou put awaye the euell firs the,thacall 37 
raelmaye beareand feare. 

Rf @ man haue commytted ¢ fynne $ is 
woꝛt hy of death. and is putto death,forbat 
he is hanged on tre,then [hal not bis bodyre 
mayne all night on tre, but thew ſhalt burye 
Dimebe fame dayc( «Foz curfédis heof Goo 
shavis hanged)that thou defyle not thy lon 
de, whichthe LORDEthy God geucth the to 
enberitaunce, 

§ thou fetby brothers ore oz fbepe, 
go affraie, thou ſhalt not withozawe 
thé againe onco yỹ brother. Bue yf $ bother 
benot nye onto the,z chon Enoweft him not. 


The XX. Chapter. 
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they maye be wb the,tyll $ brother axe after 
chem,z chen delyner bim thé agayne. In li⸗ 
Ee maner ſhalt thou do with bis Affe © bis 
rayment,z with enery loft chinge of ¥ bro- 
cher, which be bach loft,z chou baft founde 
texchou mayeft not withdzawe thy felfe. 

RF chow ſe chy brothers ore o2 Affe fallen 
Downe by che waye, thon ſhalt not wdrawe 
eby ſelfe from bins, but fale belpe bim vp. 

A woman [hall noe weere probich per- 
tayneth toa man, nether ſhal a man put on 
womans raymẽt. For who ſo euer doth fod), 
1s abbominacton onto JLORDE ¥ God. 

Rf thou chaunce vpon a byrdes neft by F 
waye it a tre, or on the grounbde, with yonge 
or withegges, and the dame ſyttinge vpon 
the yonge or vpon the egges, chon ſhalt not 
tate che dame with the yonge, but ſhalt let 
che dame flye,and take the yonge,tharcbow 
mayeft prof pere and lyue longe. 

Wbhanchou buyloeft a nero boule, mate 
a battelment aboute chy rofe char thou la- 
de not bloude vpon thine houſe, yf eny man 
fall therof. 

yeu frale not fowe thy vynyarde with 
Ddyuerfe ſedes, that thou balowe not(co the 
fulloffer ynge the fede which thon haſt fore 
ne, with the increaſe of the vynyarde. 

Thou fale noe plowe with anoreand 
an Affe cogetber ac one tyme. 

Thou fhale not weerea garmét, Fis mix 
te with wollen and lynnencogetber. 

*Tbou [hale mate garves vponche fou- 
te quarters of chy garment, wherwith chon 
couereſt chy felfe. 

Uf aman tate a wife,and hate her whan 
be bath lyen with ber , and layecb eny ſha⸗ 
mefull thinge unto bir charge,and bryngeth 
»p an euell name vponber,and ſa yeth: I to- 
kethis wife,z whan J cameto ber, J founve 
ber noc a mayde. Then ſhall the facber and 
mother of che damſell take ber, and beynge 
forh the tokens of che damſels virginite 
beforethe Elders of che cite, euen ontotbe 
gate. And ¥ damfels father [yal frie vnto ¥ 


_Elvers : J gauetbis man my dougbeer to 


woyfe. Now baceth be ber,and layeth a ſha 
mefull thingeto bir charge, and fayeth: J 
founde not thy doughter a mayde. 2nd lo, 
thefe ave therofens of my doughters virgt 
nice. And chey fhal fprede out the clothe be- 
fore the Elders of the cite. So ſhal the EL 
ders of the citecate chat man, and daftice 
bim, and put a pennaunce vpon bim of an 
bundzerh Sycles of fyluer, and geuc the fa- 
mento the father of che damfell, becauſe 
be bath brougte vp an euell nameof a may- 


Che xriij. 
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dein Iſrael and he fall bane ber to wyfe,fo 
F be maye noc forſake ber all bis life longe. 
Dut yfic be of a trueth tharche damfell is 
not foundes virgin, thé fal lye be broughe 
forth vnto the dore of bir facbers boufe,and 


theme ofthe cite fhalftone berto death, be Devas 


canfe foe bath weought foly in Iſrael, and 
played che whozein bir fathers houſe. And 
fo ſhalt chou put awa ye the evell from che. 


RF a man be founde lienge with a woma Hulse 


that bath a maricd hußbande, they ſhal d 
both the man,z the womã chat be hs lite 
witball. And fo fale chou put awaye euell 
from Iſtael. 

Rf a mayde be handfeſted to eny man, 2. 
@nocber man getrech ber in the cite, zlyeth 
with ber, ye ſhal brynge them both out vnts 
the gate of che cite and ſtone them both, > 
they dye. The damſell becauſe ſhe cryed not. 
beynge inthe cite. The man becauſe he bath 
brought bis neghbours wife to ſhame. Anð 
thon ſhait put arva ye the euell from the. 

Buc yfaman gee an handfeſted damſell 
vpon the filde, and cate ber, andlye wb ber, 
thenthe manchat laye with ber, fal dye alo 
ne, and vnto the damfell chon fhaledo nor 
thinge: ffi bath done no fynne worthy 
of death. It isliteas yfa man rofe againfE 
bis neghboure,and flewe bim,cuen fois this 
alfo. For he founde her in the felde,and the 
bandfefted damſell cryed, andtbherewas no 
man co belpe ber. 


z2faman fynde a mayde that is not hãd Exoasc 


feſted, and take her, and lye with ber, and be 
founde then hal be —2 with ber, geue 
bir facber fyfere Sycles of fyluer, and [hall 
baue ber co wyfe , becanfe be hath fhamed 
her:he maye not forfate ber all bis life lsge. 


Nomã tatebis fathers wife, ner vn · reve 
deunee 


couer bis fathers couer ynge. 
The XxULChaprer. 
Sere ſhal none that bach bis fiones A 


broken o: $ is gelded, come in to the Elasca 


so 

ay cOgregacion of the LOR DE. Chere 
Phalno who2es childe alfo come into the cõ · 
gregacion of * LORDE,nonotefter $ tenth 
generaciõ, but ſhal neuer come in to > cOgre 
gaciõ of } LORDE.*T heAnunonites ⁊ Moa 
bites ſhal not come into * cõgregaciõ of 

LORDE,no not after > tenth generacion, bůt 
ſhall neuer come in, becaufé they met you 
not & bred z water in > waye,whe ye came 


out of Egipte. · And befides j they hired a ⸗ Numsea 


gaynſt you Balak > fonne of Beo: 
preter out of Meſopot amia.to curfe >. Bue 
FLORDE 7 God wolde not heare Dalaam, 


2Eid. ua 


Lhe v. bok of Doles, 


and turned the curfe to a bleſſynge unto the: 
becauferbe LORDE vᷣ God loued the. Chow 
hale wyſh him nether proſperite ner healtz 
alleby life longe for ener. Chou ſhalt not ab 
Genssc horre an Edomite:· for be is chy brother. 
An Egipcian [hale chou not abbone, for 
thou wafta ſtraunger in bis lonve. The chil 
zen whom they beget inthe thirde genera- 
cion, [hal come in co che congregacion of > 
LORDE. 
* DOE thou goeſt out to fighte agaynft 
thine enemies,tepe the fromall wick edneſſẽ. 
Rf there be enyman amonge you which 
ts oncleane, ſo cbac eny thinge is chaunced 
to bim by nighte, the fame hal go out of > 
Hooft vnt yll bebaue barbed bimfelfe with 
seater before euen: and whan the Sonne is 
gone downe,be ſhall come into che hooft 
aga yne. 
And wit hout che hooſt thou ſhalt haue 
lace to reſorte unto foz neceſſyte, z thou 
ate bane a ſhouell wonder the g yrdle: and 
whan chou wilt ſet > downe witchout, thou 
ſhalt dygge therwith: and whan thou haſt 
done thinẽ eafement, chon ſhalt couer chat 
which is departed fromebe. Gor the LORDE 
thy God waltech in chine hoofte,co delyuer 
the, and to gene chine enemies before the. 
Therfore fall chy hoofte be holy, that he fe 
nd vncleane thinge in the, and fo curne him · 
ſelfe from che. 
€ Thou fhale noe delyuer vnto his mafter 
the fernaunt,wbich is efcaped f25 bim wnto 
the. He ſhall dwell with che in the piace that 
he choſeth within eny of thy gates, for bis 
wealch,and chon ſhalt not veze bins. 
Rumash — There flpal beno whore amonge F dough 
—— ters of Iſtael nether whorekeper amonge 
the ſonnes of Iſrael. · Thou ſhait not bringe 
¥ hyre —— ner the price ofa dogg 
in ko the houſe of the LORDE ¥ God for eny 
maner of vowe:for they both are abhomina 
cion vnto the LORDEthy Goo. 
ete. — Choufhaleoccupyeno vſury vnto $ bro 
akfdsa ther, netber with money, ner with fode, ner 
with eny maner chinge that vfurymaye be 
vſed witball. (Ontos firafiger chou maieſt 
Tende vps vfisry,but noe unto thy brother) > 
the LORDE chy Gov maye bleffethe inall > 
thou tabeſt in have, inthe lode whither thon 
commiefé in to poffeffe it. 

Whanchou makeft a vorwe vnto $ LOR- 
sn2e* DE ¥ God,to [halt not be flacFeto perfour- 
Baruc.sve me it:for the LORDE thy God fhalrequyze it 
Atsa ofthe, and it hal be ſynne vnto che. Rfthou 

leaue vowinge, then 1s it no fynne vnto the. 
But that whic is proceaded out of $ lyp- 


3Co.10.8 
Ephe.6.b 


he xxiiij. Chap. 
pes ſhalt thon kepe, and bo thereafter, acor⸗ 
Dingeas thou haſt vowed vnto rhe LORDE 
ofa Rewer which thou haſt [poten wb thy 
month. 

Whanthon goeft into thy neghtours v 
niarde, thou papas cate oftbe grapes ee 
dinge tocby deſyre, tyll thou baue ynough. 
Duc chon fhalc put none in co thy veffell. 

¶ Whan cheu goeſt in thy neghbours coz 
nefelve, thon mayeſt plucfe theeares rit 
thine bande, but with a fycclemayeft chou 
mot reape therin. 

The Xxilll. Chaprer. 4 

2 Hana man tateth a wife, and ma feresa 

rieth ber,and fe findecbno fauon mals. 

rein bis eyes becauſe of eny vnclen Macto.a 

neffe,ché fal be wzyte a byll of deuorcemet. 244 
@nd gene it berin bir hãde and fende ber cue 
ofbis boule. RF whan ſhe is gone ouc of 
bis boule, ſhe g0, and be another mans wy- 
fe.and che fame feconde man bate ber alfo, z 
woryte a byll of Deuozcement, and geue it ber 
in bir banbde,and ſende ber out of bis boule: 
Oꝛ yfthe fame feconde man dye, which tote 
ber es wife then bit firſt huß bande that put 
bit awaie, maie not cate bir againctote bis 
wife, info moc as fhe is defyled, fortbac is 
abbominacion befoze che LORDE:tbhat chow 
mate not the londe to fynne, whid) the LOR 

DEchy God bach genenche toenberitaiice, Deut ao a 

Whan a man bath newly taten a wyfe, 
be ſhall not go awarre fare, weve Bell e 
be charged witball. de ſhal be fre in his bow 

fe one yearelonge , that be maye bemery wb s 
bis wife which be Lach taten. 
Thou ſhalt no tate $ net hermoſt and v; 
OfEmylfEone to pledge, for be bat fer 
Ee lyuynge co pledge. 

Rfeny man be foundethat ſtealeth one o 
bis brethren, from amonge che childeẽ of Hf- 
rael,and fetter bim to pledge,o: ſelleth him 
fod) athefe Phaldye,thatebou maieſt pura 
waye the eneil from che. 

Bepethe from the plage of leprofie,ehat Peutsr ¢ 
thou + obferue diligently and do acczdynge Mt ® 
vnto all that the preſtes the Leuites tead 
the,as J haue commanndedebem, § ſhai ye 
obferne and do cherafter. Remembze what 
the LORDE thy God dyd onto Miriam* numwe 
bythe waye, whan ye were come out of E> 

pte. 
i Dofebon lendeſt x? brother eny dete, chow 
Phale not goinco bis houſẽ, and take a pled- 
ge, but hale ſtonde without: and be,to whõ 
thou lendeſt. [palbrynge out his pledge on- € 
tothe. But yf it be a poore body, chou fale 
not ĩye dorne to ſlepe, with bis pledge, but 


Marie 
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fhale delyuer bim bis pledge agayne, whan 
the Sonne goeth dewne, that be mayeflepe 
inbis awnerayment,and bleffecbe, fo ſhall 
the fame berefened vntothe for righreouf- 
nes befoze the LORDE thy God. 

Thon [hale noe withdrawe the byze of ¥ 
nedye and poore amonge thy brecbzen, or 
ſtraunger that is in thy londe, oz withinthy 
gates, but ſhalt geue bim bis byze che fame 
Daye, thar the Sonne gonot downe theron, 
fozfo moch as be is nedye, and bis life fuftey 
ned therwithrthat be call noc vpenthe LOR 
DE aga ynſt the and it be ſynne vnto che, 

The fathers fhal not dye for che children. 
ner the dyildzé forthe fathers, but euery one 
ſhal dye for bis arene fynne. 

+ Thon fhale noe wieſt che righte of the 
firaunger and ofcbe fatberleffe. And ¥ we · 
D dowes rayment ſhalt thou noceakeco pled⸗ 
ge: For thou ſhait remembre that thou waſt 
@ ſeruaunte in Egipte, and bow that ? LOR 
DE chy Goddelynered the from thencẽe, ther 
fore commannde J the ro do this. 

Whan chou haãſt reaped downe thine har 
ueſt inche felde, and haſt forgotten a ſhefe 
inthe felde, thou ſhalt noͤt curneagayne to 
fetch it, butic [yal be for theftrannger, > fr 
therleffeand che wedowe, that the LORDE 
thy God maye bleffe che in all cheworkes of 
thy bandes. 

Whan chou haſt plucked thine Olynetre 
es,thou fale noc plucfe them vp cleane af- 
termwarderit fhal be for the firaunger, the fe 
therleſſe and che wedowe, Whan thou haſt 
gathered thy vynyarde, then fhale not ga- 
ther it vp cleane afterwardezit ſhalbe forthe 
firaunger, che fatherleffe andthe wedowe. 
And chou fhaleremembzc,that chou waft a 
ſeruaunt in thelonde of Egipre:cherfoze cõ 
maunde I the to do chis. 

The XXxV.Chapter. 
2 dan chere is a ſtryfe betwene men, 
they ſhalbe brought before Flawe 
AW andindged:and the iudges fall iu 
ſtifye the righteous, and condemne the vn⸗ 
godly. And yf tbe vngodly haue deſerued 
- firypes,the indge ſhall commaunde totake 
bimdowne, and they [hall beate him before 
bim,acoxdynge to the meafure and nombze 
of bis treſpace. Whan they bane geuẽ him 
fortye firypes, they fall beate him nomoze, 
left (yf ebere be mo férypes genen bun) bebe 
bearentomody, and thy brother be horrible 
befoze thine eyes. 
1Cor.9b Thon ſhalt not mofell the mouth of che 
1 Timas© ove chat creadeth ont the cozne. 
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Whan brethren dwell together and one Kut. 4b 
of chem dye without childzen,tbhen ſhall not 
Swifeofthedcedtateafiraunge man with daat aa. h 
out but bir Eynfinan ſhal go in vnto ber,and bue · aer d 
tate her to wyferand the firft ſonne that fhe 
beareth, ſhal be ſet vp afterthe name ofbis 
brother which is deed, that bis name be noe 
put out of Iſrael. 

Dut yf che man wyl not take his bynſwo B 
man,then ſhal bis kinẽ woman go vp vnder 
the gate to the Elders, and faye: My kynſ 
manre fuſet hto — name vnto his bro 
ther in Iſtael, and wyl not marye me. Then 
ſhal thẽ Elders of the cite call him, and co⸗ 
men with him. Xf be ſtonde then and ſaye: J 
wyl not take ber, chen fhal bis kynß weman 
ſteppe fozth vnto bim before the Elders, 
and lowſe a fue frõ bis fete, and ſpyt in bis 
face,and ſhai anſirete, and ſaye: Thus ſhal 
it be done vnto euery man,that wyl nor buil 
de his brothers houſe. And his name ſhalbe 
calied in Iſrael thevnſhodð houſe. 

Mf two men ſtryue together, and the wy- 
fe ofonerenne to, to delyuer hir hußbande 
from che bande of bim that ſnrytet him, z 
put forth bir bande, anð tabe bim by thefe- 
cretes,then ſhalt chou cut of bir bande,and 
thine eye ſhai not pitic ber. 

Thou [hale noc hauein v bagg two ma 
ner of weightes,agreate anda jimall. Cte. € 
ther ſhalt choubauein thyne boule dyuerfe Lev. 
meafires a greate and a ſinali. Thou fale s 
bauce perfecce and inft weighte, anda per- 
Kage and tuft meaſure, that thy life maye be 

onge in thelonde, which the LORDE ¥ God 
fhal genethe. For who ſo euer doch fody(yee 
ail theythat do euell jare abbominacton vn · 
tothe LGRDEthy God.» Remẽbre what the 
Amalechites did vnto the by the waye, wha 
yerwere departed out of Egipte, how they 
bucled with the by the waye,and ſmote thy 
Hynmoft, euen allebat were feble, which car 
me after the whan thon waft weerye and 
fainte,and they feared not God. Ltow whã 
the LORDEthy God biyngeth the, to reſt frö 
all thine enemies rounve aboute inthe londe 
which the LORDEthy God geuet hthe for in 
beritaunce to poſſe ſſe, then ſholt chou png 
out tbe remembrannce of the Amalechttes 
from vnder beauen. Forget not this. 


The XXvi.Chapter. 
YER Han thow commeſt into che londe % 
thatthe LORDEtbhy God fhal gene 
theto inbericaunce, and entoyeft it, 
Gnd dweileſt therin, chou fale cate of all 
P 
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imaner. firſt frutes of the londe, that come 
out of chy grounde, which the LORDEtby 
God geneth chez ſhalt put them ina meant 
de, and go vnto the place whidy the LORDE 
thy God ſhal choſe ( y bisname maye dwell 
there) and thou [hale come vnto the prefé 
which ſhalbẽ atthat tyme, and faye vnto 
bim: 3 knowlege this daye onto the LORDE 
thy God, that J ant come in to the londe, 
which $ LORDEfiware onto oure fathers to 
Seuevs.And che preft [hal take the maunde 
out of chine bande, and fet it dorone before 
thealtare of the LORDEthy Gov. 

Then fhale chou anfivere and faye before 
the LORDE thy God:T he Syrians wolde ba 
nedeftroyed my fatber,x rbidy wẽte downe 
into Egipte,and was a ſtraũ ger there with 
a finall fol€e,and became cherea nacid grea 
te,mightie z full of people. + But the Lgip- 
cigs intreated vs encll, and cronbled vs,and 
layed an barde bondage vps vs. Then cried 
we vnto ¥ LORDE, the God of oure fathers. 
And the LOR DE herve oure cryenge,andlo 
cd on onre aduerfice,laboure,and oppzeffis, 
7 bꝛoug ht vs out of Egipte with ¢ migh 
tie hande,and a ſtretched out arme,andwith 
greate terzybleneffe thorow tokens and wõ· 
ders, and hath bioughte vs vnto this place 
and bath genenvschis londe, chat floweth 
with mylke and bony. Therfore bzynge F 
now the firft frutes of thelonde, which the 
LORDE bath genen vs.And thou ſhalt leaue 
them befozethe L ORDEthy God, and geue 
thankes before the LOR DEchy God, and 
reioyſe over all che good, that the LORDE vᷣ 
God bath genen the, and thyne honfe: thon 
— Lenice, and che ſtraunger that is 
with the. 

Whan thou haſt bioughe together all > 
tythes of chine increaſe in che chirde yeare, 
which is a yeareof cithes,chou [hale gene it 
vnto the Lenite,to the firaunger, tothe fa- 
therleffe,and to the wedowe,that they mate 
eate wit hin y gates, and befilled. And thou 
Halt ſa ye before the LORDEthy God: · I ba 
ue broughte that halowed is out of myhou 
fe, and haue geuen it unto the Lenyte, the 
firaunger,the fatberlefje,and che wedowe. 
acordingre co alleby commanndement which 
thou baft cOmaunded me. J haue not tranf 
greſſed chy commaundementes, ner forgot · 
tenthent. J haue not eaten therof in my be- 
ayneffe , ner taken awaye therof in vnclen · 
neſſe. J banc not geuẽ therof vnto the deed. 
‘FJ baue bene obedient vnto the voyce of che 
LORDE my God, and bane done all as be 


Khe xxvij. Chapter. 
bath commaunded me, * Lote downe from 
thy boly babitacion, from beanen,and bleffe 
thy people of Iſtael. and $ londe that thou 
baft geen vs,as thou ſwareſt onto onre far 
— a londe that floweth with mylke and 
ony. 

Se the daye whantheLORDEthy God 
commanded the, to do acovdynge vᷣnto all 
theft oxdinaiices and lawes, that thou ſhul · 
deſt kepe them and dotherafter with all chy 
hert and with all thy foule.* Che fame daye 
maydefEcbona promyffe vnto the LORDE, 
thatbhe fbuldebe chy God, and ¥ chou wol 
deſt walke in all bis wayes, and Eepe bis o2- 
dynaunces,bis commanndementes, and bis 
lawes,and to herken onto bis voyce. + And 
the LORDEpzomyfed the vps the famedaye, 
thatchou ſhuldeſt be bis avone peculier peo- 

le, like as be bath fayve vntothe( ſo p chow 
epe all bis commaundementes )and that be 
woͤlde matethebye in pra yſe name and be- 
noureaboue all nacions which be bath ma⸗ 
de · I choumayeft be anboly people onto * 
LORDE thy God,asbe bath jayve vnto the. 
— — 

Ld Moſes with ¥ Elders of Iſtael, 
commaunded the people,z fayde:Bre- 

pe allebe commaundementes which 

J commande you this daye. And what ti 
Ime as ye go over Zordane, into the londe ¥ 
> LORDEthy God ſhal geueche,thou [hale 
fer vp greace fEones,and playfter chem with 
playfter, and wzyte vpon them all the wor · 
Des of this larve:(whan thou art come ouer) 
cthou ma yeſt comeinto the londe which⸗ 
eLORDXchy God ſhall geue che, g londe 
floweth with mille and bony,as } LOR- 
DE God of thy fathers bach prom yſed the. 

Clow whan ye go ouer Jordanc, ye ſhall 
fet vp thefe ftones(roberof J Smaunde you 
this daye) vpon mount ball, and playjier 
them with playfter :+ and there [yale chow 
buylve vnto the LORDE thy Godanaltare 
of ſtone whervpon thou fhalclifte no yzon. 
* Of whole ſtones hale chou builde this al 
tare wnto the LOR DEthy God, and offre 
burncofferinges theron wnto the LORDE thy 
God:andthou ſhalt offre bealehofferinges, 
G@ndeate there, and reioyfe before the LOR- 
DE thy God:and vpon the ſtones thou ſhalt 
wryteall the wordes of this lawe manyfeft- 
ly and well. 

And Moſes with che pꝛeſtes and Leuites 
fpate onto all Iſrael , and fayde: Take he 
de and heare GIſrael: Chis da ye arechou 
become the people of the LORDE thy God, 
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that thou mayeft be obedient vnto the voy- 
cc of theL ORDEthy God, and do acordin 
ge onto all bis commaundementes and ordi 
naunces, which J cõmaunde the this daye. 

* And Moles charged the people the fa- 
me daye, and fayde: Theſe [hal fionde vpor 
mount Grifim co bleſſe the people, whan ye 
are gone ouer Fordane:Gimeon, Leni, Fu- 
da, Slachar, Joſe ph, and Ben Yamin. Bnd 
thefe fal fionde vpon mount Eball to cur- 
&:Ruben,Gad, Aſſer Zabulon. Dan Neph 
tali. And the Leuites [hal beg ynne and faye 
vnto eueryman of Iſrael, wb aloude voyce: 

Curfed be he, that maketh eny carued 


Deut. 11d 
lofus.g 


Fs7-8 Foolloz molten ymage( anabbominacion 
of theLORDE,« worke ofthe handes of ¥ 
ctaftejman)and putteth it in a ſecrete place. 
ie all the people ſhal anfivere and faye, 

ment. 
C = * Cyrfed be he, chat curfeth bis father 

Exoanb oe mother. And all cbe people fall faye, 

men. 

Deutssc ¶ Curſed be he, F remoueth bis neghbours 
mart.ind all che people fal faye, Amen. 

Leuia⸗ · = Curfedbebe, Ase mareth a blynde man 

o out of bis waye. And allebe people ſhal 
—S— 

Deuagc ¶ Curſed be he that wreſteth righte of > 
ſtraunger, of the fatherleffe,z wedorwe.2ind 
all the people fal faye, Amen. 

Levi..a Curſẽd be be, that lyeth with bis fathers 

pinde-b. wo fe,co onconer bis fachers couer ynge And 


all che people ſhal faye, Amen. 

Curjev be be, F lyeth wb enymaner beef. 
And all the people fhal faye, Amen. 

« Curfed be be, plyech 28 bio fifter, which 
isthe doughter of bis father or of bis mo- 
cher. And all che people fhal faye, Amen. 

Curfed bebe, i lyet h wich bis mother in 
lawe. And all che people fhal faye, Amen. 

Curſed be he that flayeth bis neghboure 
fecreely. And all che people ſhal faye, Amen. 

* Curfedbebe, that receaneth giftes to 
flaye the foule of innocent blonde. And all 
the people ſhal faye, Amen. 

Curfed be he that cont ynueth not in all ¥ 
woꝛdes of this lawe, to do them. And all * 
people ſhal faye, Amen. 

The xXxvVIll. Chapter. 
Ld yf thon ſhalt berten vnto F voy 
ceof the LOR DE thy God, to obfer- 
ue and doall bis commaundementes 
which FJ cSmannde F this daye, then ſhall 
the LOR DEthy God fet $ an bycaboue all 
nacions vps earth, and all theſe bleffynges 
ſhal come vponthe, and ouertate the, becan 
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Che xxviij. Chap. Fo. lxxxvi. 
ſe thou haſt bene obedient vnto the voyce of 
the LORDE thy God. Dleffed ſhalt cthou 
be in che towne, and bleſſed in the felde. Sleſ 
{ed ſhalbe the fruce of thy bod gthe frute of 
tby grounde, and the frute of eby catell,and 
the fruce of thine oxen, andthe fruce of thy 
flepe. Dleffed flyal be 5 baBeect, z chy ſtoa 
re.Dleffed fale chou be wha thon goefé in, 
and bleſſed whanthou goeſt out. · And chi · ¶ Deu. ao.a 
ne enemies that ryfe vpagaynſt the ſhal * 
LORDE canfé to be ſm ytten befozetby face, 
They ſhal come out agaynſt che one waye, 
flye before the feuen wayes. 

The LORDE ſhal commaunde the bleſſyn 
geto be with ? in chy cellers,andin all chat 
hau takeft in bande, and ſhal bleffecbe in ¥ 
londethatehe LOR DE thy Godbath geué 
the. The L ORDE ſhalſet the vp to bean bo 
ly people onto bimfelfe( as be bath ſworne 
wntothe)yf thou kepe the commaundemen- 
tes of the LORDEthy God: ſo that all naci- 
ons vpon earth ſhal fe, chat thon arc called 
after the name of the LORDE: z they ſhal he 
afra yed of you. 2nd } LORDE flhalmate > 

lenteous in goodes, inthe fruce of ¥ wom⸗ 
be, in the frute of thy catell,z in the frute of 
thy grounde, inthe londetbartheLORDE 
fare unto thy fatbers,to geue rhe. 

And theL ORDE ſhal open unto * bis s 
good treaſure, euen the beanen,to gene ray⸗ Deuen.b 
ne onto thy londein due feafon, and to proſ 
pere all the worbes of thine handes. · And Dew.ts.a 
thou ſhalt lede vnto many naciõs, but thon 
{hale bozowe of noman. 2nd $LORDE flab 
feccbe before, and noe bebynbde:z chon flyale 
beabouconely, and not bencthe, yf thou be 
obedient onto the commaundementes of * 

LORDE thy God, which J commaunde the 
this Daye to kepe and to dothens:z yf thon 
+ bowenot afyde from enyof thefe wordes, nevis. 
which commannde $ this dayeeitherto andiz.c 
therighte hande o2 to thelefte, ᷣ hou wol- 
deſt walke after orber goddes to ferne then. 

Dut yf chon wylt noe herten vnto the rewseb 
voyce of theL ORDEthy God, totepeand 
to do all bis commanndementes and ordi- 
naunces, whic) J commaunde $ this daic, 

«then ſhall allebefé curſes comẽ vpon the, sar.b 
and ouertate the. Curfed ſhalt thou bein Dans.s 
thetornne,and cured in > felde:curfed ſhal 

thy baftet be,andeby fEoare.Curfed fall be 

the frute of thy body, che frute of ehylon- 

de, the frute of thine oren, andthe frute of 

thy flepe . Curfed ſhaltthou be whan thon 
goefEin,and cured wha thon goeft out. The 
LORDE ſhal fende in to the, conſinninge and 
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complayninge , and curfynge , in all chat 
thou takeſt in hande to do, tyll bebauc deſ⸗ 
troyedcbe z ſhortly bioughte to the naugh- 
te,becanft of chy wicked inuencions, in that 
thou haſt forſaͤken me. 

The LORDE hall make che peſt ylence to 
byde longe with the, tyll be bane confumed 
the ouc of thelonde, inco the whid chon 
commeſt to poffeffe it. heL ORD Efvall 
ſmyte the with fivellynge, ferers,beate, bur- 
nynge, venome, drouth,and paleneffe,z fhall 
perfecute the , tyll be bauc deffroyed che. 
» Thy heanen,that is onertby heave, ſhalbe 
of biaffe,and the earth wnder the, of yron. 
Thel OR DE fhall gene thy londe duſt foz 
rayne, and — from beauen vpon the,vis 
eyll chow be bioughte to naught. The LOR- 
DE [hall canfe che be ſmytten befozetbine e- 
nemyes . Thou [hale come our one waye a- 
gaynſt chens, andfeucn wayes ſhalt thou 
flyc before chem, and ſhalt be ſcatered ams · 
geall the kyng domes vᷣpon earth. Thy car- 
cafe ſhalbe meate vnto all manẽr foules of 
the ayze, and to all the beeſtes vpoͤn earth, 
and there ſhalbe no man to fraye thema- 


waye. 

The LORD ſhal ſmyte the wich > boe- 
ches of Egipte, with the Emoꝛodes, with 
fealle,and maungyneffe, chat chou ſhalt not 
bebealed therof.> CheL ORDE fhalll finyte 
the with madnefic, blyndneffe and daſynge 
of bert. Andebou fhale grope at the noone 
baye,as > blynde groper te darEneffe, and 

alt noe profperein thy waye. And thow 

le ſuffre vyolence and wronge all thy li- 
felonge,znoman ſhal belpe ¥.* Chou fale 
fponfe a wife, but another ſhal lye with ber. 
* Thou flale buylde an bonfe, but anorber 
ſhail dwell in. Chou ſhalt plante a vyn 
yarde, but ſhalt not make it coment. 

Thine ore ſhalbe ſlayne before thine eyes, 
but thou ſhalt noe eate therof. Thine affe 
Halbe violently caten awaye euen before ? 
face )and ſhal not be reſtored y againe. Thy 
ſhepe ſhalbe geuen vnto thine enemics, and 
no man ſhal helpe the. Thy ſonnes andeby 
dongbrers ſhalbe geuen vᷣnto another na- 
cion, and thine eyes ſhal ſe it, and daſe vpon 
them all che dayelonge,and thy bande ſhal 
mot be able to delyner them . The fruteof y 
londe andall yỹ laͤboure, ſhall a nacton cate, 
which thou knoweſt noe: and thou ſhalt but 
onely be hethat ſhalbe oppiefiedand faffre 
xw20nge, all the dayes of thy life. And thou 
Halt be cleane beſyde thy felfe for ebefighte, 
whic chine eyes flpalfe. 


The xxviij. Chap. 


The LORD ſhal finyte the with a myf- 
heuons botch in ¥ Ences zlegges, focbat 
thou canft not be healed, even oom the jole 
of chy fore onto the crowne of thy heave. 

The LORDE 
Se (which chou haſt ſet ouer the) onto ana- + 
cion,robomt thou knoweſt not,netber thy fa- 1 
thers: and there ſhalt thou ferue ober god⸗ 
des,euen wodd andftone: andebow hale go 
to waiſt and become a bywoide,z a laughin 
ge ſtocke amõge all nacions, whither } LOR 
DE bath caryed the. 


Thou ſhait cary ont moch ſede in to > fel Miche 


de,and fale gatber buclitle in: for the greſ⸗ 
boppers ſhal deſtroye it. Thow ſhalt plan- 
te vynyardes anddieffe cb, but chou ſhalt 
netber drynke of the wyne,ner gatherof > 

a pow ¥ woes ſhal confimmeit.C how 

bale haue Olyuetrecs in all y coaftcs, but 
ſhalt not be anoynced with che oyle: for thy 
ne Oline trees ſhalbe rored out. Thon flpale 
get ſonnes and dougbters,and yee not bane 
them: forebey ſhal be caried awaye captine. 
All chy crees and frutes of thy londe ſhall 
be marred with blaftinge. 

The firaunger chat is wich y, ſhhal clym 
me vp ouer che, and be — aboue thes 
bueehon.fipate come dorne alowe, and lye 
ener beneth. He ſhal lende onto the, but thou 
ſhalt nor lende bint. He ſhalbe befoze, but 
thou ſhalt be bebynde. 

Andallebefe curfes flpall come vpon the, E 
and folowe the, and onertate ¥ ,tyll chou be 
beffroyed, becanfetbou bertenefé not onto 
} voyce of the LORDE vqᷓ God,to kepe bis 
commanundemites and ordinaunces , whidy 
be bach commaunded the. Ther fore ſhal the 
re becokens and wonders vpenche, z vposd 
thy fede for euer, becanfe thou baft ndt ſer⸗ 
ued } LORDEthy God with a ioyfull and 
goodbert, whan thou haddeſt abundaunce 
of allebinges. 2nd badd ſhalt thou fere 
we thine enemye, which the LORDE ſhal ſen⸗ 
de vponebe,in banger and thyrſt. in naked⸗ 
neſſe and neadẽ of allebinge:z he ſhal puta 
yocke of yron vpon thy necke, vntyli be haue 
broughte the to naughte. 


Thel ORDE ſhal bꝛynge a nacion vpon leresec 
the from farre, euen from che ende of ? worl Bare 


de,48 @ flyenge Aegiera people, whofe fpea- 
chethou canft not vnderftondc,an harde fa- 
uoured people. which regarde not the per- 
fonne of the olve, ner haue compaffion on 
the yonge. Andthey ſhal eate vp frute of 
eby catell, Tthe frute of thy londe, tyll they 
haue deſtroyed the, and ſhall leaue the no⸗ 


Hal brynge the and thy kyn Deus. 4 
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thinge in cozne,wyne,oyle,inthe frute of F 
orenand ſhepe, vnt yll they bane broughte 
the to naughte: and ſhal laye ſege vntõ the 
x in all chy gates, tyll they caſt downethy 
bye and ſtronge walles,roberin thou truſteſt 
tho2ow out alleby londe. And thou fhale be 
befeged within alleby portes, thororv out all 
thylonde whic) theL ORDEthy Godbath 
geuen the. 

+ Thon fhale cate the frute of thine aw· 
nebody, the flefly of thy formes and of thy 
dongbters, which the LOR DE ¢ Godbath 
geuẽ che, in chat ſtraytneſſe and fege, wher 
with chine enemye ſhaͤll befegecbe:forbacic 
fhal greue the man ¥ afore bath lyned ten- 
Derly andin voluptuouſnes amonge you,to 
loke vpon bis bzorber and vponbis wife § 
lyech mt bis bofome, and on the fonnethatis 
left over of bis fonnes , leſt he ſhulde gene e- 
ny of chem of the flefly of bis children that 
Hecateth, in as moch as there is nothinge 
left bim in that ſtraytneſſe and fege, wher- 
with thine enem ye ſhal befege > within all 
thy gates. And the woman chat afore bath 
lyued focenderly and voluptuoufly amonge 
you, that fhe durfte not fer che foleof bir 
te vpon the grounde for tendernes and vo- 
Inptuoufites, [hal be grened tolete vpon hir 
hußbande that lieth in bir bofome, and on 
bit fonne,and on bir doughter:euen becanfe 
of bir doughters which fhe bach noriſhed 
betwirte bit leg ges in bir lappe,and becan- 
ſe of bir fonnes chat fle bath borne: Foz fhe 
ſhall cate them fecretly for very fearceneffe 
of all thinges, inthe firayeneffe and fege, 
wherwith thine enemye ſhal befege * with 
intby gates. 

af ghou wilt not be diligent to do all the 
wordes of this lawe which are wrytten in 
this bote , chat thou ma yeſt feare this glo- 
rious and fearfull name, enentheL OR DE 
thy God, chen ſhalthe LORDE entreate ⸗ 
wonderon/ly, with plages vpon ? and chy 
fede, yee with greate and continuall plages, 
with enell and contynuall ſickneſſes, and 
fhalbzynge vps Fall ? ficFneffes of Egip 


“te(wherof thou waft afrayed)and they ſhal 


clene onto the. Therto all maner ſickneſſes 
and all maner plages , which are not wzyt- 
ten inthe bote of chislawe, flpaltheLOR- 
DEthy God caufeco come vpon the, vntyll 
be haue deſtroyed the. And there ſhal be left 
bute fewe people of you,* which afore we- 
re as che ſtarres of beaver in multitude: be 
caufe thon haſt not bertened vnto the voy- 
ce of the LOR DEthy Gov. 


The xxix. Chap.ro, lxxxvij. 


And as * LORD reioyſed ouer youafo iere. e 


re, to Do you Food, and to multiplye you, eüẽ 
fe ſloall be reioylé ouer you, to deſtro ye you, 
andcobzynge you to naughte, and ye flyal- 
be wayfted frein of thelonde, whither ti 
goeſt now to poffeffe it. Fortihe LORDE ſhal 
ſcater the amonge all nacions, fromthe one 
ende of the worlde vnto another, and cbere 
Halt thou ferne other goddes, whom thow 
knoweſt noc, nex yer eby fathers, even wood 
and ſtone. 

And amonge thoſe fame nacions ſhalt 
thou haue no qnyctneffe,netber flpal the ſole 
of ¥ fore banceny rejt:foz the LORDEfhal 
geue the there a fearfull bere, and daſynge 
of eyes, anda croubled ſoule, jo that thy life 
ſhal hãge before the: Night and daye ſhalt 
thon feare, and ſhalt haue no truſt in thy li⸗ 
fe . In the morn ynge chou ſhalt faye: Who 


fhall gene me che euenynge 72nd at euen 
fhale chon ſa ye: Who ſhal geue me the moz- 
bere, which flpalmatecbe afrayed sand for 
thefighte of thine eyes which chou ſhalt fe, 
neinto Egipte by ſhippe fulles, enentho- 
row the waye whereof J fayde vnto cher 
befolde vnto youre enemics for bende fer- 
uauntes and bonde maidens, and there ſhal 
The Xxx. Chapter. 
Caw Defeare ¥ wordes of che couenaunt, A 
ay festomate v the ehildzen of “ifiael 
inthe londe of the HToabites,. befyee $ co- 
reb. And Moſes called all Iſtaei, and fayde 
vntothem: Ye banefene allebat the LORDE 
te, onto Pharao witb all bis feruatites, and 
all bis londe, the greate tentacions which 
tokẽs and wonders. And yet vnto this daye 
bath noc eheL OR D Egenen you an bert 
beare. 

He hath canfeo yor co walle fortye year 
wared olde vpon you, nether is thy tue 
wared olde oneby fote.Me haue caten no 
£e,that ye mighte Enowe,that beis $} LOR 
DE youre God, 
hon the kynge of Heßbon anð Og 

Pp 


nynge ? Foz the very greate feare of chine 
nd the LORDE ſhal brynge che agay⸗ 
2 Thon hale ſe it nomorẽ: andebere ſhal ye 
beno man to bye you. 
whichthe LORDE cémaunded Mo 
uenauntrbich he made with them in Ho⸗ 
dyd before youre eyes in the londe of Egip⸗ 
thine eyes haue fine, that they were greate 
that wnderftondeth,eyes tbat fe,zearesthac 
res in the wylderneſſe. Roure clothes are not 
bred, and dronken no wyne. ner ſtronge dryn 
And whan ye came vnto this place, Siĩ · B 


EXO. 14.6 


du.ane 
Exc · io ·a 


Deu.s0.b 
lerezid 


Devga 


* Eynge du · uu.d.e 
iij 


Tofing.d 


Gen.iz.a 


teres. 
Soph.s.c 
oDeu.ia·a 


The v. boke of Moſes. 


of Baſan, came ont agaynſt vs vnto bae- 
2 gayll,and we ſmote them, and rote their lon 
de, and gaueittoenberitaunce unto F Ru 
benites and Gadvites, and to the balfecry- 
be of the Manaſſites. · Kepe now therfore 
the wordes of this conenaunt,and do ther- 
after, chat yemaye bane vnderſtondinge in 
all that yeto. 

meffondechisdaye all beforetheLORDE 
youre Gov, the che fe rulers of youre trybes, 

oure Elders , youre officers , enery man in 
J ieacl youre ildzen, youre wyues, > firaun 
Fers that are in chine booft,. from the hewer 
Of * wodd vnto F dꝛaͤwer of y waterr that 
thou ſhuldeſt enter into the couenaunt of 
theL ORD E thy God, and in to the ooth 
which the LORDE thy God materh with 
thechis daye,thar be mighte (er the vp this 
daye to be a people vᷣnto bimfelf.and chat he 
mughte be thy God, as be bath fayde vnto 
the, and as be ſware unto » fathers, Abra 
bam, Iſaac and Jacob. 

Foꝛ I mabe noẽ this couenannt and this 
oth with you onely, but both with you F 
are bere this daye,and ſtonde with vs before 
the LOR DEoure God, andalfo with them 
C chat are not bere with vs this Daye. For ye 
Enowe bow we have dwelt inebe londe of 
Egipre,and bow we came thozow the myd 
des of che Heythen, whom ye paffed by,and 
fawe their abbominacions and their Jools, 
wodd and tone, fylucr and golve, whid) we- 
re with them: Left there be amõge you man 
92 woman or an houſholde, or a erybe,whidy 
turneth awaye his hert this daye from the 
LORBE oure God, to goandto ſerue * goo 
bes of theſe nacions: and leſt there be amon 
ge you fome rote, that beareth gallz worms 
wwobd zo chat though be beare the wordes 
of this curſe, be blefje bim felfe yet in bis 
bert,and faye:+ Cufhy,ic ſhal not be ſo euell. 
Jwil walte after che · meanynge of myne 
Sone bert, chattbe dronken maye periſhe 
with the thyrſtie. 

Then fhall noe theL ORDE bemercifull 
ante bim, bur bis wath and geloufy ſhall 
finoke oner foch a man, andall che curfes 
bat are wrytten in this bote, fall lighte 
vpon bim:and the LORDE ſhal put out his 
name from onder beanen, and [hall fepara- 
te bim onto enell out of allthe trybes of Gf 
reel, acozdinge vnto ail the curfes of the co- 
— that is waycren inthe boke of this 

lawe. 
D _ Sethe poſterities of youre childrẽ which 
fhal ryfe »p after you, and the firaungers 


Che rev. Chap, 


that come out of farre conntrees, ſhall ſaye 
Gwban they fe che plages of this londe,and 
the difeafes wherwith che LORDE bath 
finyteen ic )ebat be barb brent vp all their 
londe with bzymftone and fale,fo it can 
not beforone, ner is frutefull, nether gro- 
weth there eny graffe cherin,« Lite as So- 
dom, Gomez, Adama and Zeboim are ouer 
thromne, which the LOR DE ouerthiewe in 
his wrath and anger. 

Then fall all nacions faye :* Wherfore 
bath che LOR DE donechus vnto this lon · 
der What greace wꝛothfull diſpleaſure to 
this ? Then ſhalt it be ſa yde: Euen becanfe 
they haue forxfaten the couenaunt of * LOR 
DEGod of their ig spb which be mabe 


with chem whan be broughte thein out of? 
thelonde of gipte)and chey wite,and fer~ 
ued orber goddes and worſhipped thé, euen 


ſoch goͤddes as they tnewenor, and whom 
be bad mot dewyded vnto them. Ther fore 
the wrath of the LORDE wared whore ouer 
thislonde,cobzynge vponitall che curſes 
that are weytten inthis bole And che LOR- 
DTthꝛuſt them out of their londe xb greate 
wꝛath, indignacionz diſpleaſoure z bath 
caft them inco anorber londe, as it is come 
to paffe this daye. 
heſe are the · fecretes of the LORDE on- 
re God, which are opened onto vs and oure 
children fo2 ever, § we ſlyulde do all the woe 
bes of this lawe. 
The XXX. Chapter. 
Ow whan all chis commeth v; 
the, wherber it be che bleffinge o2 ¥ 


a 


curfe wbidy J bauelayedbeforeche, s.Reve 
andchou goeſt in tochine hert, be ynge amẽ o-Patz6 


ge the Heithen, whither the LORDE thy 
GodbathebinfE the, and thou turneſt vnt⸗ 
theLORDE ¥ God, ſo that chou herkeneſt 
vnto bis voyce, thouandtby chũdren with 
all  bertand wich all eby joule, inallebac 


FJ commaunde the this daye,« then ſhal the tere ao · ⸗ 


LORDEthy God turne thy captinyce, and 
bane compaffion vponthe, and ſhal gather 
thy congregacion agayne from amonge all 
the nacions, whither the LORDE thy Gow 
bath featered che. 

And theugh chou wereſt thruſt out vnto 
the vttemoſt partes of the heauen, yet ſhall 
the LORDEtby God gather the from then 
ee,and from thẽce ſhal be fetch the,and ſhal 
brynge the inrothelonde,rbich thy fathers 
bane poffeffed, and thou ſhalt enio ye it, and 
be ſhaͤldo the good, and multiplye the abo⸗ 
ue thy fathers. 
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B +AndebeLORDEchy Godfhall cir cum 
Dentio.d cyſe chine here,and the bert of ehy ſede that 
shou mayeftlouethe LORDE } Godwith 
alleby bere and with all y foule, chacrbow 
mayeſt lyue . Bue all chefe curfes fall che 
LORD Ethy God laye vpon thine enemyes, 
and vpon them that hate the and perſecu · 
tethe. But chou ſhalt curne,and berten on- 
tothe voyceof theL OR DE, tovoallbis 
commaundementes , which J commaunde 
the this daye. AndebeL OR D Ethy God 
Phalmate the plenceous in all the workes of 
chine haves, in the frute of chy body, in thẽ 
fruce of chy catell, inebhe fruce of thy londe 
to good. 

* Gorthe L OR DE fhall turne, to reioy- 
ſe ouer the to good, as he reioyſed ouer chy 
facbers, fotbarebou berten vnto the voyce 
of che LORDEthy God (tokepe bis com- 
Maundementes and oxdinaunces, which are 
wryteen inthe boke of chis lawe) and turne 
vnto the LORDE thy God with alleby bese 
and with all cby ſouie. 

+ Sorthe commaundement which J cons 
maunde ¥ this daye,is not co wo! Ui for 
the, ner co farre,ner yet in heauen, that thou 
neadeſt to faye: Who wil go up for vs in to 
heauen, and brynge it unto vs,that we maie 
heare it and do it? Nether is it beyonde tbe 
ſẽe, that thou neadeſt to ſaye: Who wyll go 
ouer the ſee for vs, and fetch it vs, that we 
maye beareit,and do it? Forthe worde is ve 
ry nye onto the, euẽ incby mouth and in thi 
ne bert,that thou doit. 

Behoide, J haue layed before you this 
daye, life and good, death and euell. Foz Icð 
maunde the this daye, co loue the LORDE 
thy God,andco walte inbis wayes, and to 
repe bis commaundementes , ordinaunces, 
and lawes that chou mayefé lye and mul- 
eplye,and that che LOR DEthy God maye 
pel we in the londe, whither chon goeſt co 

offeffe it. 
" Dut yf chon turneſt awaye thine hert, fo 
that thou wile nor beare, but fall awaye, to 
worflyipe otber goðddes and to ferue thems, J 
certifye you this daye, that ye ſhal periflye, 
not lyue longe in the londe whitbertpow 
goeſt ouer Jordane to poſſeſſe it. 

+ Jeake heauen and earth this daye to re 
corde ouer you: J haue layed before you life 
and death, bleffinge and curfinge,cbatthou 
mayefé choſe life,and chat thou and chy fede 
mayelyue, ỹ yemayelouetheL ORDE you- 
re God, and herken vnto bis voyce,and cle· 
ne vnto bim:( For beisebylifeandthyloge 


ferez3.€ 


C 
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The xxxi. Chap. Fo. lxxxviij. 
wbid) theL ORDE fe father⸗ 
Abzabaws, Iſaac anv jacob, co sae them. 

Ld Moſes wente, ⁊ ſp = 
des to all Iſt ael and —— = 
tye yeare olde, J cannomoze go out and int 
the LORDE alſo bath ſa yde vntome:*Thow nacod 
DEthy Godbimfelfe fall go before the o- 
ner Jordane:and AE bimfelfe fal deſtroye 
conquere them: and 
before the.+as ioe Pe ————— Nu.a7d 
to Sibonand Og thet ynges of the Amozi> 
tesand ontocbeir lode, which bedeftroyeo, Num.snd 
befoze you, ye fal do vnto chem acordynge⸗ shee 
vnto all che commaunvementes which 3 
¥¢ feare not and be noc afrayed ofebems, For 
theL OR DE thy God bimfelfe fal go with srs 
And Moſes called Fofua, and fayoe vn- 
to bim before all —— — bel 
londe, which the LORDE 
onto their facbersco geue them and thou 
the LORDE honſei ⸗ b ij 
even DE fal peeled fare ha nov faye 


age that thou ma yeſt drvell in che londe, 
ThexxxL.Cheprer. 

A Jam chis daye an hundreth and ewe 
hale not go ouer this Jordane. The L OR- 
thefenacions beforethe, chat thou mayeſt 
the LORDE ſhal do vnto chem,as be dyd vn 

¶Now whan the LORDE fal delluer the £De4-7-9 
bane commannded you. Be manly and fire B 
the, . and [hal noc faylethe, ner forfate: the. Hebuza 
de, for chon fhale beynge this le in to tofu. 
the Bach fivome ong. 24 
Phale parce ic amonge chem by lore. Bue 
le che, ner forſake che: Seare noc, and be noe 


afta * 

And Moſes mote this lawe, and dvely> 
uered it unco che preffesebechilozen of Le- 
ni(+whidy barethe Arke of che covenaune Nammng 
ofa LORDE)andonto all che Elders of 

ſrael. 

And he commaunded them, and ſayde: C 
= Ae che ende of ſeuen yeares, in the tyme eccha a 
of the Gre yeare,inthe Ratt of Tabernacles 
whan all Iſtael cometo appeare before che 
LOR DEthy God, in che place that be fall 
chofe,chou ſhalt cauſe this lawe to be pro 
med before all Iſtaei intheir eares, namely, 
before the congregacion oftbe people, both. 
of men, wemen,childien,and chy firaungers 
which are within thy gates: that theymaye 
beare and lerme to feare the LORDE theit 
God, and be diligent to doall che wordes 
of this lawe: and chat their childzen alfo 
whic Enowe nothings, maye beare ane 

Pp ug 
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lerne to feare che LORDE yo God, all youre 

lyne dayes which ye lyue in thelonde, whi- 

ther ye go ouer Jordane co pofleffe it. 
WD And che LORDE ſayde vnto Moſes: Be- 
holde thy cymeis come that thou muff die, 
call Joſua, and ſtonde in che Tabernacle 
of wieneffe,that 3 maye gene bim a charge. 

oſes wente with Joſua, and ſtode inthe 
Sabernacle of witneffe. Andthe LORDEap 
peared inthe Cabernacleina cloudy pyler 
xand the fame cloudy pyler ſtode in the do / 
ve of the Cabernacle. 

nd the LORDE faybe vnto Moſes: Be- 
bolde,thou ſhalt flepe with y fathers, and 
tbis people wyll ryſe vp, and go a whorin · 
b geafter firaunge goddes ofthe londe in to 
UREESD che whichthey come, «and wyli foxfateme, 
and breate the couenaunt which J banema 
de xb chem. 2nd chen fall my weath ware 
Shote agaynfttbem, at the ſame tyme, 3 
fhal forſate ché,and hyde my face frochens, 
thac they maye be conſumed. · And fo whan 
mod) aducrfite z trouble commeth vps thé, 
they ſhal ſaye: Is noc all this euell come v- 

1S me,becanle God is not with mez Bue 

jal bydemy face atthe fame tyme becan| 
of allthe euell that they baucdone, in that 
they haue turned onto orber goddes. 
EVWryte now therfoꝛe this fonge,z teach it 
the dildzen of Tfrael, and put it in their 
mouth, that this « fongemaye be a witneffe 
vnto me amonge the children of Iſrael. Foz 

wil brynge chem in to the londe which J 

ware vnto their fathers that floweth with 
mylfcand hony. · And whan they eate, and 
ave full and face, they ſhal turne vnto other 
goddes, and ſerue chem, and blaſpheme me, 
and breake my couenannt. 

And ſo whan moch myſche fe and tribu⸗ 
lacion is come vpon them, this ſonge ſhall 
anſwere before them for a witneffe. It [ball 
not be ſorgotten out of the mouth of their 
fede: for J Enowe cheir ymaginacion, that 
they goabonte encnnow, before J beynge 
* in to the londe, which F ſware vnto 

ert. 

§ Sowtofes wrote ehis fonge atthe fame 
tyme, and taughte it the children of Iſrael. 
— And the LOR DE gaue Joſua the ſonne of 
tadage Ybune charge, and fayde:«Be ſtronge and 
eReg.z.a bolde, for thou ſhalt brynge the children of 
¶Iſrael in to the londe, which I ſware vnto 
khem, and J wil be with the. 

Clow whan Moſes bad wrytten out all 

the wordes of this lawe in a bote, be com- 
maunded che Leuites (which bare che Arke 


Bross. bj 


terea.d 


Beur.s3.8 


Deut.s.c 


Lhe xxxij. Chap, 


ofthe LORDES couenaunt)and fayde: Cate 
the boke of this lawe,and laye it by the ſyde 
ofthe Arte ofthe couenaunt ofthe LORDE 
youre God,that it maye be there a wytneſſe 
agaynft the: for J Enowe thy fiubburneffe 
andtby barbenceF. Bebolde, whyle Jam ERC 
yet alyue  yourbisdaye,ye bane bene difo 

bedient onto che LORDE: bow mod) meze 

after my death? 

Gather now wnto meall the Elders of 
youre trybes, and youre officers, xz Imaye G 
fpeate thefe wordes in their eares,sand tate 
heauen and earth to recorde agaynftcbent. 
Sor Jam ſure that aftermy death ye ſhall 
Marre youre felucs, and turne aſyde our of 
the waye, which J haue ceommaunded your 
and ſo ſhall myffozcune happen onto you ber 
after, becauſe ye haue done euell in the ſighte 
of the LO RDEin prouob ynge him thorow 
the workes of youre handes. 

So Moſes [pate oucthe wordes of this 
ſonge euen to the ende, inthe eares of all the 
congregacion of Iſrael. 

The XXxIl.Chapter. 
H Errken ẽ O ye heauens) J wyll ſpeabe: x 


Deut ».d 
ands: 4d 


and ler the earth heare the woides of 
my mouth. 
tI by Doctrynedroppe as doththe reine, 
and my (peach flowe as 0¢ thebe dew. 
Euen as the rayne vps nebe graffe, ano 
as thedzoppes vpon the berbe, 
Foꝛ J wyl call vpon che name ofthe LOR 
DE, gene yetbe glozy onto oureGod. 
*Perfecte are the workes of che Stone, 
forall bis wayes are rig hteous. Geu.1.8 
God is eruc,and no vickednes is there in kee · a. 
bim,rightecus and inft is be. 
The frowarde andeuerthrearte genera⸗ 
cion bath marredebem [elves to him warde 
andarenot bis children, becaufe of their de- 


formyte. 
Thanteſt thou the LORDEY God ſo, thou 
fooliſh and vnwyſẽ peoples 
Js not hethy farber and thy LORPE?. 
Hath be not made the, and prepared they Miia 
Remiembee the dayes that are pafk, conſi 
bie the yeares ofthe generacions afozety- 


me. 

Are thy fatbher,be fhall fyewethe :thine 
elders,chey ſhal oie fm 

Whyan the moft Hy gheft deuyded F nar — 
cions and ſeatred the dildzen of men. — 

Then fet he the borders ofthe nacions B 
ca to the nombre of the childzen of 

ſrael 
3 oor the LORDES parte is bis folte, Peut.a⸗ 


Efara 
Micha 


aE lass 


Exovtg.a 


Pralio.b 


Deus. 


pſal. ioz. 


Rom.tec 
lete· h · 
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‘Jacob is the meetlyne of bis enheritaunce. 
He founde bins in the wylderneſſe. euen in 
the drye deferte where he roared. 
Heled him aboute, and gaue him wnder- 
ſtondinge: He kepte him as theaple of bis 


ee 
= As an AWegle ſtereth vp bir neſt, and flo- 
terech ouer bir yonge: Euen ſo ſtretched be 
out bis fecbers, and coke him · and bare bins 
on bis wynges. 

Thel ORDE onely was his gyde, z the- 
re was no firaunge God with bins. 

He caried bim ouer ¥ beigth of the earth, 
and fed bim with che increafe of the felde. 

He cauſed bim ſucke hony out of theroc- 
fe, and oyle out of the harde ſtone. 

Butter of che Fyne, anv mylke of the ſhe 
pe, with ebe fat of che lambes,and rammes 
of the ſonnes of Baſan, and hegoates with 
the fat of che tydneys, and robcatc: And 
gauc him dzynte of che very bloude of gra- 


es. 
+ And whan he was fat and bad ynough, 
be waxed wanton. 

eis far, and chike, and ſmothe, zbach 
letren God go,chat made bins, and defpyfed 
therocFe of bis ſaluacion. 

C — Hebath proucted him eo indignacion, 
thorow ftraunge goddes, and thorow abbo 
minacion bath bean, bim. 

They offred vnto felde deuels, z not wn- 
to their Gad. 

Vnto goddes wi they Enewenot, euẽ 
vnto new godves, } camenewly vp, whom 
their farbers honoured not. 

Thy rocethar begat ¥ haſt thou defpy 
[ed:and haſt forgotten God that made the, 

2ind whan che LORDE faweic, be was 
moned onto wrath oner bis ſonnes and bis 
doughters. 

And be ſayde: J wyll hyde my face from 
them. J wyll ſe what their ende fal be : foz 
icis a frowarbde generacion, they are childꝛẽ 
in whom is no fãyth. 

They haue prouoked me init that is not 
Sod chtheir vanites haue they angred nie. 

And J agaynewil prouoke them, by tho 
5 that — peoplesby a ſooliſh nacion wil 

anger them. 

a the fyre ist yndled in my wreath, and 
ſhaĩ burne vnto > nethermoſt bell,and ſhal 
confime the londe with the increafetherof, 
an fer the foundacions of > mountaynes 
on fyre. 

D _ Bwilbeapemyfchenes vps them, J wil 
fpende all myne arowes at then. 


They ſhal pyneawaye chorow bonger,z 
be — ofthe ſeuers, and of bytter fick> 
neſſes. 


Jrwil Ende amongeebem F veche of beef ae 


tes and furious ferpences, 

Wit hout yall che fivearderobbe them,z 
feare in che chambers, both the yonge man 
4nd yonge woman, che ſuck ynge chůdren wo 
the gray beaded man, 

BJ wyll faye:Wbcrearetheyr I fhallma- 
Ee their remembzauncece ceaffe from amone 
gemen. 

Rf the weach of che enemies were noe ga 
thered, left theiẽ encmies ſhuide be prouds,,z 
might ſaie: Gure bande is bye, andr The LOR 
DEbath not donc allebis. 

S it is a people , wherinis no councell, 
and chereisno vnderſtondinge in thenn 

O that they were wyfez vñderſtode this, 
that they wolde coſidꝛe what ſhulde happẽ 
vnto them herafter. 


ow cõmeth it, § one ſhall - 
fande — two ſhal —— uae 
fandeco fiyghte? 


‘Jo it not ſo euen becaule their rocke hath 
folde them, and because the LORDE bath ge 
uent hem ouer? 

Sor ourerodeis not as eheirrode, + of E 
this areoure encmies indges them felues. 


of the feldes of Gomorza: their grapes are 
* grapes of gall, they bane bytter ciuf 

TS. 

Their wyneis the poyfon of Dragons, z 
the furious gall of aboore. — 

Is not this bid with me, and ſealed vp in 
mytreaſures? 

Vengeaunce is myne, and 
dein důe ſeaſon. Their fore 
ebetyincof their deftruccis is at honde and 
oe Sate chat is to come vponthens, ma- 

ech baiftc. 

Sor theL ORDE ſhall indge bis people, 


+ and ſhal baue compaffion on bis fernaun- +-Mar.b 


tes, For be ſhal confidze that their power is 
awais and thatitis gone with them,whidy 
sere ſhut vp andremayned ouer. 

And be Thal faye: · Where are their god⸗ 
dee,theit roe wherin they truſted⸗ 

Of whole facrifices they ate $ fart, and 
drante the wyne of their deyntofferingess 
Zet them ryſe vp and belpe you, and be yous 
re — 33 — 

je nor that am, aI is 
none other God but J. g 


Bxo.g.e 
Their vyneis ofehe vyneofSodem,any "Rees 


wyll rewar · 
IL flybe, for Hebued® 


Teread 


Deut.g£ 


Dean kyll and mate alyue: what J haue wRegab 


Deut.6.b 
and ne 


Nu.30.8 
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vIobie-a finytten,that can J beale:.andthereis noe 


man abletodelyuer oucofmy bande. 

§o27F wil lifte vp my bande to heaven, z 
woyl ſaye: J lyue ener. 

RFD whet F edge of my fiverde, andmy 
bande tate holde of indgment, chen wyll J 
auenge me onmyne enemies, and rewarde 
them tbat bateme. 

J wil make myne arorves dronken with 
blonde, and my fiverde fhaleate fleſh ouer F 
blonde of che flayne, and oucr che captyut- 
te, andin that the enemies beade ſhali be 
diſcouered. 


Romisa ¶ Beioyſe ye Heythen with his people: for 


be wil auengetheblonde of bis feruauntes, 
and wyl avenge bint on bis enemies, z wil be 
mercifull onto tbe londe of bis people. 
2nd Moſes came and fpate all the woz 
‘des of this fongein the eares ofthe people, 
be and Joſua the forme of Nun. Flow wha 
Moſes bad made an ende of fpeatinge all 
thefe wordes vnto all Sftael, be fayde vnto 
SG eher-Tatero bert all wordes, which teſti 
je vnto you this Daye, that ye commaunde 
youre childzen,to obferne anddo alltbe wor · 
des ofthis lawe. Forit is no vaine worde vt 
£0 you, but it is yo life:z this worde ſhal pro 
Tonge yourelife in * londe, whither ye go o- 
—— to conquere it. 
ind } LORDE {pate vnto Moſes F fame 
daie, ⁊ ſa yde: Get the vp to this meunt Aba 
vim, pon mount Lt ebo, which l in ? lon 
de of the Moabites ouer agaynſt Jericho ,z 
bebolvethe londe of Canaan, whidy J fhall 
eue vnto the children of Iſtael in poſſeſſis. 
> dye thou vpon the mount, whan thou 


Nused Ste come vp,and be gathered vnto thy peo- 


ple, «lite as Aaron thy beotber dyed vpon 
inount Hor. and was gathered vnto bis peo 
ple:Becaufe ye treſpaced aga ynſt me amon- 

e the childzen of Iſrael by the» water of 
fee at Caves in the wilderneffe of Zin anð 
fanctified me not amonge the cildzen of Iſ 
rael. For thou ſhalt fe che londe ouer againfE 
the, which J gene wnto } childzen of Iſtael 
but thou fale not come into it. 


The Xxxil.Chapeer. 


xa ¢ His is the bleffynge, wherwith Mo 
rig festheman of God bleffed ? childzé 
Of Iſtael before bis death, and faide: 


Exos.a Tbe LORDE came from Ginai,* and rofe vp 
*ExO199 neo thé from Seir He appeared fro mount 


Paran, and came wh many thoufande fayn- 
tes.Ac bis righte hande is there a lawe of fy 
te for them: © how loued be the peoples All 


Che xxxiij. Chap, 


bis fayntes are inbis banbe, « they ſhall ſet *Luc.10.d 
them ſelues Downe at thy fete, andreceane S*P3# 
Of thy wordes. Moſes commaundcd vs the 
lave, which is the enberitaunce ofthe con- 
gregacion of Jacob. And be was inthe ful 
neffe of thetynge,zbelde > rulers of > peo 
ple cogecber, with the trybes of Iſrael. 
Let Ruben lyue, and not dye and bis peo 
plebe fewe in nombze, 
This is the bleffynge of Juda. And 
be fayde:L ORDEbeare the voyce of Jude, 
and beynge him vnto bis people: £ et bis hã 
des multiplye bim,and lee him be belpcd fro 
bis encmies. 
nd wnto Leni he fayde: Thy perfectnes B 
and ¥ lighte be acoxdinge unto the man of deut mb 
thy mercy,awbs thou haſt tempted ac Maſ· Naa 
{@, whan ye firoue by the water of firyfe. — 
Se that ſa yeth vnto bis father and to bis Maths. 
mother : J fe him noc: and to bis brother, buc·na. 
¶Iknowe him nor :and co bis fonne, J wote 
not of bim,chofe bane obferned thy wezbdes, 
and kepte y couenaunt:they yal teach Ja· 
cob thy iudgmentes, and Iſtael thy lave: 
they ſhal late incenſe be fore thy nofe,z burnt 
offeringes vpon thine altare. LORDE, bleffe 
thou bis power ⁊ acceptethe workes of bis 
handes: ſi yte the loynes ofcbem F ryfe vp 
agaynft bim, z of them that bate bim, that 
theyliftenot vp them felues. 
Andto Ben Yamin be faide:The beloned 
of the LORDE fhalowell in hope on him:All 
the daye longe fhal be wayte vpon bim,and 
[hal dwell betwene bis fhulvers. 
And to Fofeph be fayder His londelieth C 
in the bleffynge of the LORDE, there are tofuis.iy 
noble frutes of beanen, ofthe dew, and of 
thedepe thatlyeth beneth : Chereare noble 
frutes of the increaft of the Sonne, and no- 
blerype fruceslof $monethes:Andof * cop 
of the momntaynes of olde, and of the 
illes allwaye, and ofthe noble frutes of * 
earth,and of the fulneffe therof. The good 
will of bim + that dweilet h inthe buß ſhe co 
me vpon che heade of Jofepb,and. vpon > 
toppe of bis beade that was feparated fis 
amonge bis bretbzen. 
is bewtye is as a firſtborne ore, and 
bis bounces are as ) homes ofan Vnicorne: 
with the fame fhalbe pußſhe the nacions to 
gether, even vnto the endes of the worlde. 
Theſe are the thoufandves of Ephraim, and 
the thouſandes of Manaſſe. 
ind vnto Zabulon be fayde: Reioyſe Za⸗ 
bulon of thy ontgoynge :but reioyfe thou 
Iſachar of thy centes. They fall calithe 


eremas-b 
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people onto > byll,and chere hal they offre 
> offeringes of righreoulises. Gor chey ſhal 
face che abundaunce of the ſee and the trea 
fures byd in the fonde. 

And to Gad be fayde: Bleſſynge haue 
Gav, which maketh roirme. He dwellech as 
a lyon, and ſpoylet h che arme and the coppe 
ofthe heade. And be ſawe bis begynnynge, 
that ? heape of the teachers laye hydd che 
re, and came with the rulers of the people, 
and executed the righreoufiteffe of the LOR- 
DE, and bis iudgment on Iſtael. 

And to Dan be fayde:Dan a youge lyon, 
be Pal flowe from Bafan. 

And ro Nephtali be ſaide: Nephtali yal 
haue abundaunce of pleafire,z halbe full 
of che bleſſynge of theL OR DE: bis poſſeſ 
fion ſhalbe torwardethe weft and foutl.2ind 
to Aſſer be ſa yde: Affer be bleſſed  fonnes, 
accepted be be with bis brethien,and dyppe 
bis ‘hee in oyle. Qon and bzaffe be on chy 
ſhues. Thynẽ age beas thy youth. 

There ts no Godas the Godof the tuft. 
de chat ſytteth vpon heauen, be thy belpe, 
2nd bis glozy is inche cloudes, thacis the 
dwell ynge of God from the beginnynge,and 
vnder che armes of the worlde. And he foal 
dꝛyue out chyne enemye before the,and ſa yer 
Be deflroyed.» And Iſrael ſhail dweli ſafe 
alone. The eye of Jacob ſhaibe vpon Flon- 
‘de wbere come and wines, beanen alfo foal 
droppe with de we. Happye are chou Iſtael 
who is lyke unto the? © chou people art 
ſaued by the LORDE, which is thy belpe,fhyt 
de,and the fiverde of thy glozye. Thyne ene- 
mies ſhal pync awaye,and chou ſhale rreade 
vponthebeight of chem. 

The XXII Chapter. 
A d Moſes wente fromthe felde of F 
Moabites vp onto mount Nebovᷣpẽ 
ctoppe of moũt piſga ouer agaynſt 
Jericho. And the LORDE ſhewed him ail the 
londe of Gilead vnto Dan, and ali Nephta 


The xxxiiij. Chap. Fo. xe. 
i, and ehelonde of Ephraim and Manaſſe. 
and all the londe of Suda, vnto vttemoſt 
fee,and towarde the ſouth and the region of 
the playne of Jerichothe cite of thepalme 
trees euen onto Zoar. And the LORDE fayde 
vnto bin: This is thelonde thac J ſware vn 
to Abrabam, Iſaac and Jacob, and ſayder 
‘FJ wyll geucic unto chy fede. Chou haſt ſe 
ne it with thine eyes,* but thou ſhalt not go 
ouer thither. 

So Moſẽes ¥ ſeruaunt of the LORDE dicd 2 
therein the londeof the Moabites, acordin 
ge vnto the worde of * LORDE. And he bu⸗ 
ried bin tn a valley,in the londe of the Moa 
bices quer agaynft the boufe of peor. And 
noman Eneweof bis graue vnto this da ye. 
And Moſes was an hundzeth and cwent ye 
xeare olde whan he dyed: bis eyes were not 
dymm⸗ and bis deFes were not fallen. And 
the dildzen of Hiael weped for Moſes in > 
felde of the Moabites thirtie daies, andthe 
dayes of che wepynge and mournynge for 
UTofEs were fulfilled. 

And Joſua che fone of Nun was filled c 
with F[prete of wyßdome («for Moſes bad 
layed bis bande vpon bim) andthe children 
of Iſtael herEened vnto bim,and dyd as the 
LORDE commaunded Moſes. And chere aro 
[eno prophee moze in Ffrael, lite vnto Mo⸗ 
fs, whom the LORDE Enewe face to face im 
all tokens and wonders (which the LOR DE 

ſent him co do in F londe of Egipte, vn 

to Pharao, and coall bis ſeruau 
tes, and bislondc) and in 

all chis mightie bass 

de and greate 

vifions 

which Moſes 

dyd in the ſighte of 
all Iſtaei. 


The ende of the fifte boke of Mo⸗ 
be fes, ree Dentero- 
nomion. 


dNu.io · b 


Nuaz.d 


Dhe feconde par- 


ce of che olde Teſtament. 
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Theboteof Heſter. 


Khe v. boke of Moſes. 
The Soke of 
Joſua. 


What this boke conteyneth. 


Cheap. t. After the death of MFofes, God es- 
maiideth Fofisa ro get bun vp, andro go with 
the people ouer Fordane tn ro rhe londe of p20 
mes. 

Chap. u. Two fpyes are fent vnto Jericho. 
and Rabab logeth them. 

Cheap. mt. Fofisa gocth forthwith the people 
vnto Jorvane: The Teintes gre oreynedto 
go beforewith the Arẽe The one parte of For 
Dane ftondeth ftyll, rhe orber rennerh Downe, 
and the people go thozow it drre fod. 

Chap. i. Twolue ftoncs doth Fofira caufero 
be taken ont of Jordane and fetteth themvp 
ar Gilgall fora remembzaunce. 

Cyap VY. _Thetynges beyondeFordane are 
afrayed. The people in Gilgallare cirenmey- 
{ed They caterhePaffeouer and vnieuended 
beep. 


erly deftroyed The trefpacer ts ftoned vnro 


Death. 
Chap Vill. Theciteof Zattswonne.thepeople 
flayne,theFynge tafen alyneand hangen, the 
ette brent. Jofin buyloerh analeare unto the 
LOR DE. be bleffynges and curfes are red. 
Chap. x. The Heythen Eynges prepare thé 


The rer. Chap. 


felues agaynft Iſrael. The Gabsonites fave 
their lyues by crafreandfurrylrie 

Chap. X. The Heythen laye fege to Gabson, 
‘but Joſua helpeth chem, and mwynnerh a grea 
tefelde, commaundeth the Gonne toftonde 
Fr lLbangerh vp fyue Fynges,andraketh the 
cities. 

Chap. XI The Beyrhé Fynges gather the fel- 
Bes together agaynit a frael: bur they are dif- 
comfited,and thetr cities wenne. 

Chap. xi. The names of the Fynges whom 
Zoſus and the Ffrachites flewe, are here re- 
Dearfed,euen oneandthirtye 


Chap. xu. The remna unt of thelonde onthis 
fydeFordane. 

Chap. Xi, The dealinge out of the fonde. 

coep XY. The londe thar fell vnto Gude by 
jort- 

Chap. Xyl. The lorofphzaim. 

Chap. XVI. Thelor and pozcion of anaffe. 


Chap. XVII. NFen are fent out of the feuen ery. 
bes, to confyder che londe,andto Deale it outs 
Theporcion of Ben Famin 

Chap. XIX.  Thepoacion of Simcon, sabulon, 
FhadarAfer,Tephtali and Dan. 

Chap. XX. The partinge out of the frecitfes. 

bap. x: OF the cities and fuburbes of rhe 


ites. 

Chap. XX. Thetworribes andabalfearcfent 
bome agayne, witha barge tobe diligent im 
Fepynge Gods commaundement.Of the alta- 
re ofwitneffe 

Chap. XX. Fofuacalleth the people together 
before bis Seath,@ exoateth them to clene fafé 
— — of seL.0 RDE. se 

Chap. Xxiil. Ze calleth rhe people rogerher ta 
Sidem.and rebearceth tthebenciites of oD 
pntothé The couenaiit with Goodie renewed. 
Zofia Dyeth.and fo dorh Eleafar. 


Beutind 


fofu.s.d 


Devtrn 
eb. 


Deut.s.d 


Deutar.d 


The bofe of Sofita. 


The firf— Chapter. 
Font) Fter the death of ito 
aa L OR DE, fpate the 
We LOR DEvnto Joſua 
A\ (eo mynifter : Ly fer- 
uaunt Moſes is deed, 
this Jordane,chou and ail this people in to 
the londe bac haue geuen the children of 
mw 
fe fee ſhal treade vpon,bauc J geucn onto 
pid fayde onto Moͤſes: From the wyl · 
water Euphrates: all che londe of the He- 
thites vnto che greate ſee towardethe weft, 
able to iwithſtonde > alleby life longe. And 
like as J was with Moſes, ſo wil J be with 
the.Be ſtronge and bolve:foz vnto this peo 
ple ſhalt chou denyde * londe, which J ſwa 
Be ſitrõge cherfore and very bolde, chat 
thou — — and do euer y thynge acor 
commannded the. Turne noc afyve frem it 
nether to the righte bandener ro the lefce, F 
thow goefé. · And let noc the boke of this 
lawe departe onc of thy month, but erercy- 
mayeft kepe and do euery thinge acozdinge 
to itthat ts wꝛyttẽ therin: Chen ſhalt thou 
baue commaunded the to be ſtronge and 
bolde. Feare not,and be not afrayed : for the 
thou goeft. 
Ther commaunded Joſua the officers of 
and charge > people, and faye: Pzepare you 
wytayles,foz ouer thze dayes fal ye go ouer 


es) J les theferuaunc ofcbe 
Yi ſonne of Nunñ ho · 
CESS vp now, andgo oner 
Iſrael. All che places that che oles of you 
Dernefjeand chis Libanus vnto the greate 
[hal be youre bower . There fall noman be 
the alſð. J will noc faylecbenecber forſake 
ve vnto their fathers, to geue it chem. 
dinge to the lawe, tbat Moſes my ſeruaunt 
thou mayeſt deale wyſely whither fo ener 
fetby felfe cherin daie and nighte, that thou 
— thy waies, and deale wyfely.L0, 
LORDEtby God is with * whither ſo euer 
the people, and ſayde: Go thorow the heoſt. 
this Jordane,t hat ye ma ye come in and ta · 


Khe ij. Chap. Ao. ij. 
ke poffeffion of the londe, which the LORDE 
youre God ſhal gene you. 
And to che Rubenices, Saddites andto C 
the halfe crybe of Manaſſe, fayde Joſua: 


Thynke vpon the worde, «chat Moſes the nu.sad 


ſeruaunt of * LORDEfpate vnto you,and 
fayde: The LORDE ye God bath bioughe 
youco refé , and genen you thislonde, Lee 
youre wyues and children and cacell remaye 
nein ¥ londe, that Moſes gane you onchis 
ſyde Yozdane : Bue ye youre felues (as ma- 
ny as be fighcingemen ) fal go forth before 
youre bꝛet hꝛen in barneffe, and belpe them, 
tyliche LORDEbane broughte youre bze- 
thien to reſt alſo ass wellas Jourthat they ab 
femaye tate poff ſſion of the londe, which 
the LORDEy¢ God ſhal gene them: Then 
ſhal ye turne agayne into che londe of you- 
re peffeffion, chat ye mayeentoye it, which 
Moſes the ſeruaunt of the LORDE bath 
geucn you on this ſyde Jordane cowarde ỹ 
Eaſte. And they anfivered Joſua and faydez 
MAll that thou haſt comm̃a unded vs, wyll 
we dorand whither fo ener chou ſendeſt vs, 
we wyl go thither. Lite as we baue obeyed 
Wihofes,fo wyl we be obedient alfo orto chez 
Onely chactheL OR D EebyGodbe with 
> like 25 be was with Moſes. Who ſo euer 
diſobeyeth chy mouth , and berfeneth not 
vnto thy wordes inall that chou baft com- 
maunded ve, ſhal Dye: Onely be thou firon- 
geand boloe, 
Theil. Chapcer. 

Oſua the ſonne o¶ Clan fent out two 
E¶ſyyes preuely from Setim, and fay- 
WSS de ynto chem: Go youre waye, loke 
vpon the lende and Jericho. They wente 
forcb,+ and came into > beufe of an harlot, 
called Rabab, andlaye there. hen wasic 
tolde the Eynge of Jericho: Lo, there are 
men comeinebis nighte from che childzé of 
Bracl, co fpyetbe onde. Chen ſent ihe tyn- 
geof Jericho onto Rabab,faynge:Delynee 
themen forth chat are come vnte che in to 
thy boufe, for they are come to ſpye out the 
whole londe. Plow as for the treomen, the 
woman bad byd them and ſayde: There ca 
Me men in vnto me in dede, but Jknewe noe 
whence they were. And at the ſhuttinge in 
of the gate whan it was darcke, they wente 
ont, fo $ Ican not tell whither they be go⸗ 
ne:folore foone after them, for ye fal 


a 


loners 

tatze them. Buc ſhe had cauſed them to ciym 

me vp vnto the houſe roppe. and hyd them 

vnder the ſtalkes of flare,tbat fhe bad pre- 

pared ber vps the coppe of the houſe How 

bec the men folowed after them in > waye 
aa 


Hebe 
lace ac 


s 


Deu. ag. 2 
Yolus.a 


Exo.14-€ 


Na.snd 


ified 


Lhe boke of Joſua. 


towarde Jordane euen vnto the ferye: and 
whan they chat folowed vpon them were 
gone fortb,the gace was ſhut. 

2nd ozener the men layed them downe 
to flepe, fe wente vp to them vnto the bon- 
fecoppe, and fayde wnto thé: Jknowe that 
the LORDE ſhal delyuer you the londe,* for 
the feare of yonis fallen vpon vs and ailthe 
inbabiters of the londe are diſcoraged at 
youre commynge. For we bane berde, bow 
the LORDE deyed up the water in the reed 
fee before you, whe ye deparced ont of Egip 
ter and what yedyd vnto che cwo kynges 
of che Amozites, Sibon and Og beyonde 
Jordane, how ye rored them out, and def> 
troyed them. And fence we herde cherof, ou⸗ 
xe bert bath fatled vs, nether ischerea good 
ſtomacke moie in enyman, by the reaſon of 
youre commynge. For the LOR DE ye God 
is both ehe God aboue in beans and beneth 
vponearth, 

Sweare tow then vnto me « enenby the 
LORDE(foz ſomoch as J haue dealte mer- 
cffully with you)t hat ye wyl alſo ſhewe mer 
cy vpon my fathers houſe: and gene mea 
true token/ that ye wyl lec my father lyue 
and my mother, my beethzen, and my fifters, 
a@ndallebatebey baue,and delyuer oure ſou⸗ 
feo from death. The men fayde vnto bers RF 
we fhewe nocmercy and faith fulneffe pest 
the, whanthe LORDEgeneth vs thelon- 
be,thenlet oure foule dye for you, ſo farre as 
thor betra yeft not oure deu yee. Chen let fhe 
then dorone thororw the wyndoweby a coar 
be: for bir boule was in the wallof the cite, 
and inthe wall was bit dwellynge. And ſhe 
fayde vnto them : Go youre waye vp tothe 
mounta ynes, left chey mete you that folowe 
vpon you: and byde youre ſelues there thze 
dayes,tyll they be come againe $folowe af 
ter you:and then get you youre wa ye. 

But the wen ſa yde onto her : As for this 
ooth that thou haſt taten of vs, we wyll be 
difcharged of it whan we come into Flon- 
De,ercepte thon Enyttefé inthe wyndowe > 
Tyne of this rofecoloured rope ($ thou haſt 
lettẽ vs Downe with allyz gathereft vnto > 
in to the boufe,thy father,thy morber, } bie 
threnzall eby fatbers bonfe. And loke who 
foener goech out at the doze of thy boufe, 
bis blonde be vpon bis owne heade,and we 

gucleffe. Sut of allebofe are in ¥ bovfe, 
¥f hande be layed vpon the, their blouve 
Halbe vps # heave. And yf thou bewrayefE 
eny of this deuyce of ours,thé wil we be dif, 
charged of the coth Pebou haſt take of vs. 
She ſa yde: Let it be ſo as ye [aye,and ſhe let 


Khe tif. Chap. 


Che go · And they wente eheir waye. 2nd fhe 
Enyt the rofé coloured [yne in the wyndowe. 
Chey wenteon their waye, and cameto 
the mountaynes, and remayned there thie 
dayes,cyll chey chat folowed vpon them we 
re come agayne: fortbey foughte chem tho⸗ 
rorvenery firete, z yet they foundetbem not. 
So theewo men turnedagayne, anddepar- 
ted fromebe mountaynes, and paffed ouer 
(Jordane ) and came to Joſua the fonne of 
Nun, andcolde him euẽer y thinge, as they 
bad founde it,z they fayde vito Joſua: The 
LORDE bath gené vs all the londe in to ou 
re handes, and all theythat dwell in the lon 
de,are fore afra yed of vs. 
Thell. Chapeer. 


— 


Pio Joſua rofe vp early, and they de · A 
parted from Setim, zcame vnto jor 
dane, beand allebe childzen of Sfrael, 
andremayned there all night, afore they wẽ 
te quer. Dut after thre da yes wente the offi- 
cers thororo F Hooft, and commanndced the 
people, and ſa yde: Whan ye ſe the Arte of * 
couenaunt of theL OR DE youre God, and 
the preftes fromamdgethe 2 enites bearin- 
ge it, de parte ye then out of youre place,an® 
folowe after(but fo,cbat there berorome be- 
twene you andit by trvo thouſande cubites, 
T that ye come not nye it) $ ye maye Enowe 
what waye ye ſhuldẽ go: for ye neuer wente 
that waye afore 

And Joſua fayde vnto the eople:Ha · B 
lowe youre ſelues, for tomoro w 


re ye the Arke of F couenafit, and go before 


the people. Then + bare they the Arke, and Nuzb 


wente before the people. Andehe LORDE 

fayde vnto Joſta: This daye wyl I begyn⸗ 

ne to mabe che greare in the ſighte of all If 
rael,thatthey maie Enorve, bow thatlite ae 

FJ was with Moſes, foam J with the alfo. 
And commande chon che preſtes that bea⸗ 

setbe Arke, and faye: Whan ye come before 

inthe water of Jozdane,fEonve ſtyll. 


aly LOR — 
DE bringe wonderous thinges to pajſt amẽ Nov 
ge you. And onto the pꝛeſtes he fee ——— 


The boke of Sofia. 


C And Fofisa fayde onto the childꝛen of FF 
reel:Come bitber, z heare the worde of the 
LORDE youre God. He fayde mozouer: By 
this ſhal ye perceane,that chelynynge God 
is amonge you, and thatbe ſhall dzyue out 
befoze you p Cananites, Hethites, Heuites, 

berefites, Girgofites, Amozites and Jebu 
ites. Beholde, the Arke of che couenaunc of 
bim $ bath domynion quer alllondes, ſhall 
go befoze you it Jordane. Cake now therfo- 
retrvoluc men out of ¥ trybes of Firacl,out 
of enery erybe one. 2nd whan the foles of 
the fere of the preftes that beare * Arbe of 
the LORDE the gouernoure of all londes 
are fet in the water of Jordane then hal > 
water of Jordane wichdrare it felfe front 
the water chat floweth from aboue, thatic 
maye ſtonde on a beape. 

D — CTow whan che people departed out of 
cheir centes, to go oner Jordane, zthe preſ⸗ 
tes bare the Arte of the conenaunt before 
the people,and came into Jordane,zdypte 


dren of Ilrael, Febey mayebe a toFen amon 
gfe you. 2nd whan youre children axe their 
farbers bere after,and faye : What do theſe 
ſtones there ? That ye maye then faye vnto 
them, bow that the water of Jordane cla- 


acer ae 
Fhe iti. Chap. Ao. iij. 
ue int finder beforethe Arke of the LORDES 
coucnaunt, whan it wente thozorm Jordane, 
⁊ that theſe ſtones are fer for a perpetuall re 
membzaunce vntothe childzen of Iſtael. 
Then dydthe childzen of Iſtãel as Jo⸗ 
ſua commannded them, and bare twoluẽ ſto 
nes out of the myddes of Jordane (as the 
LORDEbad fayde onto Joſua) acordinge 
to thenombzre of che erybes of the children 
Of Iſt ael and broughte the fame with chem 
incocbe lodginge,andlefte them there. And 
Joſua fee vp twolue fEones in F myddes of 
ordane, where ? fere of che preſtes ſtode. 
thatbare > Are of che couenaunt:andebe 
re they be yet vnto this daye. As for F pꝛeſ⸗ 
tes that bare > Arte, they ſtode in the myd 
des of Jordane, vnt yll all was perfourmed 
thar the LOR DE charged Joſua co faye vn 
to > people + acozdinge as Moſes gaue Jo 
fia int commaundemẽt. The people alfome 
De haiſt and wence ouer.Ctow whan all che 
people was gone ouer,ehe Arke of the LOR 


b 


Some Ther fere beforein the water (as forJorda- DE wenteoner alfo,and the preſtes wente be 
reso: neonallbis banckes it was fullofallma-  forethe people. 
vofthe ner raters + of the londe )tben the water + 2nd the Rubenites,z Gadvites,and yc 
harueſt· that came downe frõ aboue, fioveftratghe balfecrybe of Manaſſe wente barneffed be- Numsae 
vp vpon one beape, very farre fromtbeci-  fozethe childrẽ of Iſt ael, ke as MWtcfes had lotuac 
te of Adom, that lyeth on the ſyde of Zar /  fayde vnto che: Aboutea fort ye chonfande 
than: But the water that rannedowneto menready barneffed tocbe warre, wente be 
thefeecencn tothe falc ſee fell awaye, and de fore the LOR DEto the batrayll, vpon > fel 
creafed. De Of Jericho.· In that daye the LORDE tolusc 
Phil.cs.a Soy peoplewentethorowoueragaynf— made Joſua greate in the ſighte of all FF 
Fericho.Andebe preſtes that bare che Arke rael:and lite as chey feared Moſes fo ſtode 
of the ORDEScouenaunt, fiodedzyein they in awe of him, all bis life longe 
miyddes of Iordane, readye prepared: zall 2indtheLORDE ſa yde vnto Joſua: Com- 
Iſt ael were chorowdrye ſhoð vñnt yll y who maundethe pꝛeſtes which beareche Arke of 
Ie people were all come oner Jordane. witneffe,thacebey come vp out of Jordane. 
The lll. Chaprer. So Joſua cSmaunded che preftes, zfayde: 
A Lid FLORDEfaydevnto Joſua: Ta Come vp out of Iordane · And whan che 
Dew.s7.a Ee you twoluemen,outof eueryerybe ꝛeſtes bare thẽ Arke of the couenaũt of 
one, zcSmaundethem, z ſayer · Take LORDX were come out of Jordane and 
vptwolueftones outof Jordane, fromebe trode with che foles of their fete vponche 
place where the fete of che preftes ftodein deye londe, } water of Jordane came agay 
their araye:z cary chem with you, pyemaie ne in to bis place, and flowed (lite as afore 
Teauethem in * lodginge, where ye ſhal lod tyme)vpon all bis bancFes. 
ge this night. Che Joſua called twolue mẽ Ic was ¥ tenth daye of the firfEmoneth, D> 
which were prepared of thechildren of GF wbanche people came vp out of Jordane:z 
rael, out of euery trybeone,zfayde vnto thẽr they pitched their centes in Gileall vpon > 
Go youre waye oucr before the Aree ofthe ale ſyde of ¥f cite of Fericho.And Fewol 
LORD Eyoure Godinthemydves of Jor. ue ſtones whic they bad taken out of Jor⸗ 
dane,ztakcencry mana ſtone vpon bis [bul  dane,dyd Joſua fer vp at Gilgall,z [aide vit 
der,afterthenombie of thetrybesof $ chil tothechildzen of Iſrael: Whan yourechil- exo.ss.d 


dren are their fathers hera fter,z faie:YObat 

meane thefe ſtones me ſhail tell the, z faye: 

Iſrael wẽte dzye thoꝛow Jordane, what ty· 

meas ꝰ LORDEy¢ God dryed vp > water 

Of Jordane before you, vnt yll ye were oner: 
aa iij 
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lie ao the LORDE yo God dyd in the reed 
fee," which be dryed vp before vs, * we migh 
te go thorowrthat all the people vpon earth 
mighteEnowe the bade of the LCRDt, bow 
mightie itis,cotbe intent chat ye ſhuldẽ all · 
waye fearecbeL ORDE youre God. 
Chev. Chapter. 
7 Ow whan allchetynges of ¥ Amo 
J rites that divele beyonde Jordane 
weſt warde, andall che Eynges of + 
Cananites by che fee ſyde herde,borv $ LOR 
DE bad dzyed vp che water of Jordane be- 
fore the dildzen of Iſtael, cyl they were co 
me ouer *cheir bere fayled chem,necber was 
ebere cny more cora ge in them at ebe preſen · 
ce of the childzen of Sirael. 

At che fame tyme fayde $ LORDEwnto 
Joſua:Mate the Enyues * of fione,z circuns 
ẽyſe the children of Iſrael agayne chefecon 
detyme. Then FJofus mave bim Enyues of 
fone, and circumcyſed the childzé of Track 
vpon the toppe of the foreßk ynnes. And the 
cauſe why — circumcyſed all the males 
of the prople ? were come cutof Egipte is 
this: forall che men of warre dyed in > wil 
berneffe bythe waye,afeer chey weredepar- 
ted oucof Egipter for allt he people that ca 
me forth, were circum cyſed. 

Due allebe people that were borne in > 
wylderneſſe by the waye (after they depar- 
ted one of Egipte) were noe circumcyfed: 
for the childzen of Iſtael walked foztye yea- 
tes inthe wylderneſſe, vnt yll all che people 
of the men of warre that came out of Egip 
te, were conſumed, becauſe they herkened 
not vncothe voyce of the LORDE, hte as 
theL O R D Eftware vᷣnto them, · that chey 
[hulve not fecbe londe which the LORDE 
ſware vnto their 58 t© geue vnto vs, 
enen a londe chat floreth with myltez bo 
nye: their chiidꝛen which were come vp in 
their ſteade. dyd Joſua cir cumcyſe: forthey 
bad che foreßkynñe, and were not circumcy 

waye. 

2nd whan all che people were circumcy · 
fed, they above intheir place, euẽ in ? tẽtes, 
tyli chey were whole. And FLORDE faide 
vnto Joſua: To date bane YF enrned ¥ fhame 
of gipce awaye from you, z che fame pla 
ve was called Gilgall vnto thisda ye. And 
whyle the childzen of Iſtael laye thus at 
Gilgall, chey kepte Lafter + che fourtenth 
Daye of themoneth at ené inthe felde of Ye 
sido. And chey ace of che come of che love 
the feconde daye of the Lafter:namely,wnle 
Hended Fred. z fyzmentye of Fycare,cuz the 


Exod. ſame Daye. And vpon the mozom,the · Man 


Lhe vt. Chap. 


na fayled, whan they ate of che comeof > 

Tonbde, fo chacebe children of Iſrael bad ne- 
moze Manna, but ace of che corne of thelon 
de of Canaan the fame yeare. 

And ic fortuned chat wha Joſua was by D 
Jericho.he lifte vp bis eyes, z was awarre. 
thacchere ſtode a ms agaynft him, and bad 
a nated fiverde in bis bande. And Joſua we 
teto bim, zfayde vnto him: Art t hou onc of 
vso, oro f oure enemies? He fayde: No, but J 


amt · the prynce of the LOR DESbooft,and Dan. is · b 


now am Icome. Chen fell Joſua dorvne to 
the egrth vpon bis face worſhipped bim, 
and ſayde vnto him: What ſa yet h my LOR 
DE vnto bis ſeruaunt? Andebe pzynce ouer 


the LORDES bocft fayde vnto bim: + put vᷣ Bxod.s.a 
ſhues of y fete, for the place — Atto.nd 


ſtondeſt.is holy. And Joſua dyd fo. 
The Vi. Chapter. 
sf S for Jericho, itwas ſhut z kepte be- · A 

Sf caufe of the childzé of Iſrael. ſo that 
no man mighte go cutner in. But che 
LORDEſayde vñnto Joſua:Beholde, J ha⸗ 
we geuen Jericho with F Eyngeand men of 
warrecherofjinco y hande. Letallebemen 
Of warre go once rounde abcate ? cite,and 
doſo fire Dayes. Buc vpon the ſeuent h daye 
let the prefies take the ſeuen trompectes of 
the yeare of Jubilye be fore the Arke, and go 
the dame ſeuenth daye ſeuen tymes aboute 
he cice, and let the preſtes blowetbe trom- 
tes. And whanthe home of che yeare of 
ubilye bloweth and mateth afounde, fo 
that yebearethe erempectes, all the people 
frat mate a greate fycnte,then ſhal tbe wal 
les of the citefall Downe, and > people yal 

fall in, euer y one ſtraig ht before bim. 

Chen Joſua the fonne of Nun called B® 

—— and ſayde vnto thein: Beare yethe 
e Of the couenaunt, and let ſeuen pref> 
tes ca¥ethe ſeuen trompettes of the yearcof 
Beet: before the Arte of theL ORDE. 
ut onto the people be fayde: Get yeu bers 
ce, and go roũde aboute the cite:and lec bina 
thacis harne ſſid, go be fore the Arte of che 
LORDE. Whan Zoſua bad [poten this wn 
tothe people, the feuen preſtes barethe fe- 
nen trompettes of the yeare Jubil ye before 
the Arte of che LORDE, and wentez blero 
thetrompertes, andthe Arke of the LOR- 
DES conenaiit felowed after them: and who 
fo was barneffcd, vente before the preſtes 
that blewe the rrempettes,and the multitu⸗ 
de felewed the Arte. Andallwas fullof > 
noyſe of the trempectes. But Joſua come 
maunded the people,end fayte:me ſhall ma 
Beno ſheute, ner let youre yoyce be herde, ne⸗ 


tebe 
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ther ſhall ye geue one worde out of youre 
mouth, encyll the daye F J faye wnto you: 
Hake a fhoute, chen mate « fhoure. 

So che Arte of che LORDE wente once 
rounde aboute the citc, and cameagynein 
to ? boofte, tremayned cherin : for Joſua 
vſed to ryſe vp early inchemomynge. 2nd 
the preftes barethe Arke of the LORDE: fo 
dyd che feuen preſtes beare the feuen trom- 
petces of che yeare of Zubil ye before Ar 
Be of the LOR DE, and wente and blewe the 
Erompectcs:and who ſo was barneffed, wen 
re be ſore thẽ, but * multitude folowed F Ar 
re of the LORDE.Andall was full of the 
noyſe of the trompettes. 

The ſeconde daye wente they once abou · 
re thecite alſo, and came agayne in to the 
hooſt. Thus dyd they ſire da yes. But vpon 
che ſeuẽt h daye whan che mornynge ſpryn⸗ 
ge aroſe, they gat them vp early, and wente 
afterche ſame maner ſeuentymes aboute 
cice, fo chat vponche faine onc ſeuenth daye 
they wente feuen cymes aboute the cite. 


And at the ſeuẽt h ryme whan che preftes 
blewe the crompecres, Joſua fayde onto the 
people; Mate a ſhoutẽ for } LORDEbach 
delyucred you che cite : Horvobeit this cite,z 
all chat is cherin, fhalbe damned vnto the 
LORDE:*onely the harlot Rahab ſhal ly⸗ 
ne, all that are with her in * bonfe, for fhe 
hyd the meffaungers , whem we ſent forth. 
»Onely bewarre of it that is damned, left ye 
damne youre felues (yf ye cake ought of tt 
which is dammed and make the hooft of GF 
raelto be damned, and brynge it inco myf- 
fortune. But allebe ſyluer and colde, with 
the omamétes of braffe z yron, hhalbe fanc- 
tified vnto the LORDE, thatitmaye come 
eocbeL ORDES treaſure. 

Then made che people a greate ſheute. 
and che preffes blewe the rrompettes ( fez 
whan the people berde the noyfe of che 
crompcttes , they made @ greace ſhoute) 
*and che malles fell, and ebe people clyns- 


he vij. Chap. Ao. iiij. 
med vp in to the cite, every one ſtraight be- 
fore hum Thus they wanne F cite and · deſ⸗ 
troyedall chat was in che cite with che edge 
of che fiverde,both man and woman, yonge 
and olve,ore, fhepe,and Affe. 

Buc Joſua fayde vnto  evomenwhid ES 
bad | pyed cut che londe: Go into che boule 
ofthe barlor,and bringe onc the woman frs 
thence with all that ſhe bath, acord ynge as 
ye haue ſworne vnto her Then F yonge mers 
(the fpyes) wentein,and brought forth Ra 
bab mith bir facber and mot her. brethren. 
andall chat fhe had, and all bir Eynred,and 
caufed ber co dwell without the hocft of Sf- 
rael. As for the cite,chey brent it with fyie,z 
all that was therin:onely che fyluer and gel 
De,and the ornamentes ofbralieand 35 put 
they unto che treaſure inthe houſe of FLOR 
DE: bute Joſua lee «the harlot Rabablyne, 
with bir farbers boufé, andall chat fhe bad: 
z fhe dwelt in Ifrael vnto this daie,becan- 
fe ſhe bad byd che meffaungers wh Joſua 
ſent onto Jericho to fpye. 

Ae the famecyme froare Joſua, and fay- 
bez» Curfed be that man befoze the LORDE, 
which fetcerb vp chis cite of Jericho z buyl 
deth it: Whan be laieth ¥ foundacideherof, 
let it coft him bis firft fonne: And whe be fet 
tech vpthe cates of it,lerit coft him bis y5- 
geft forme. Chus the LORDE wes vith Fo- 
fua,fo chat be was fpoten of in all londes. 
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0 Vex the children of Iſrael 
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> cõmyt A 
Was dam oeut. e 
ned: for Achan the ſonne of Charme fol. 
the fonneof Gabdi the fonneok Seranof > 
trybeof Juda,tobe ſome of it $ was danced, 
Then was the wrath of the LORDE fearce 
quer the childzen of Irael 

_ Plow whan Joſũa ſent out men from Je 
richo nto Hai hich lyeth befyde Bethane 
on F café ſyde of Bethel, be fayde vntorher 
Go vp, and fpye thelonde. And whan they 
bad gone vp, and ſpyed out Hai, they came 
agayne to “Jojits ,andfayde onto bim: Hee 
not all tbe people go up, but vpon atwo or 
thre tboufanve, that they maye go vp and 
ſmyte Hai, leſt all che people weeryetbem fel 
ues. — they are but fewe. 

o there wentevp, ofthe le vpoꝛ 
a the thoͤuſande men,and thes flea before 
the men of Hai, and chey of Hai finore 
vpon + fore and thyrtic men oftbem, and 
chaced them from the porte vnto Sebarim, 
and ſmote them downe the waye. Chen was 
the bere of che people difcozaged, . any 
aa iG 
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became lite water. As for Joſua be rente 
bis clothes, and fell vpon bis face onto the 
earch before the Arke of the LORDE, vntill 
the eueninge, with che Elders of Iſtael, and 
café duſt vpon their heades. 

And Yolira fayde: OHLORDELORDE, 
wher fore haſt chou broughte this people o⸗ 
wer Jordane, to delyuer vs into the andes 
ofthe Amorites to deſtroye vs? OD chat we 
bad caried beionde Iordane, as we begane. 
Ob my LORDE, what foal J faye, wbyle Fr 
reel turneth bis backe vpor bis enemies? 
Obs the Cananites heare of this, they ſhal 
compaffe vs rounde aboute, yeeandrote ont 
ourcnames from of theearth. What wylt 
thou do then vnto thy greatenames 

Then ſayde the LORDE onto Joſua: Ses. 
de vp, why lyeſt thou fo vpon chy facer Iſ⸗ 
rael bath offended, and trafgrefjedouer my 
conenaunt,rebich I esmmaundedebe. They 
banc enter allo of the chinge chat was dam 
ned, and bane ſtoͤllen, and dyffembled, and 
layed ic amonge their orramentes. The chil · 
dren of Iſraelare not able co ſtonde be fore 
their aducrfaries , but muſt turne their bac ⸗ 
kes vpon their enemies: for they are acurſed. 
J wyll nomore be with you from hẽce forth 
9f ye put not out the damned from amon- 
ge you. 

Stonde vp, and fanctifiethe people, and 
faye: Sanctifie yo felues agaynſt temorow 
fo2 thus fayerh che LORDE God of jfracl: 
x Thereisa damnedebingeinche® Ffrael, 
therfore canft chou noe ftonde beforechine 
enemies,tyll ye put awaye the dammed from 
amonge you. 2nd yc ſhailr yſe vp early , one 
trybe afcer another: and loke which trybe fo 
ener the LORD Etatcth,the fame [hall co- 
me forth, one Eynred after another: and loke 
whic kynredthe LORD Etaketh, the ſame 
hall come forth, one houſe after another. 
And loke what houfeche LORDE taketh, 
the fame ſhal come forth,one houſholder af- 
ger another. And who ſo ener is foundein * 
curſe, the fame ſhalbe burnt in the fyze with 
all chat be bath:becanfe be bath gone beyon 
dethe couenaunt of the LORDE,and commit 
ted folye in Iſrael. 

Then Fofua gat him vp by tymes in the 
momynge,and bought forth Iſt ael. one try 
be after another, and Ftrybe of Juda was 
eaten. And whanbe had brought forth the 
Eymreds in Juda, ? kinred of che Serabites 
was taken. And whan be had brought forth 
the kynred of the Scrabites, one houſholde 
after another, Sabdi was taken. And whã 
be had brought forth bis houſe, one houſ⸗ 
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holder after another, Achan che fonne of 
Charmi > fonne of Sabdi the fonne of Ser 
rab of chetrybe of Juda, was taten. 

And Fofua fayde vnto Ahan: My forr- 
ne,geue the glozy vnto the LORDEthe God 
of Sfrael, andgene bim che prayſe, and tell 
— thon baft done, anð bide not hinge 

‘ome, 

Then anfivered Achan vnto Folie, and 
fayde:Derely J bane ſynned agaynft > LOR 
DE God of Iſtael thus z thus haue J dene: 
I ſawe amõge y ſpoiles a coſtlySabiloniſh 
Sarment,and ero hũdꝛeth Sycles of ſyluer 
andetunge of golde worth fiftye Sycles is 
woeight, onto the which J had a luſt, and to⸗ 
Ee it:and beheide, it is hyd in the grounde in 
my tente,and che fylner onder it. 

Then Joſua ſent meſſaungers thither, 
which ramne to the tente, and bebolde,ic was 
hyd in bis cence, and the ſiluer vnder it. And 
they torke it onc ofthe rente, and broughte it 
vnto Joſua and to all the childꝛen of Iſrael 
Gnd poured it beforethe LORDE. Then Jo 
ſua and ail Sfracl with bim, coke Ahan che 
fonne of Gerab with the filuer,the garment 
and goldécunge, bis fonnes and dbougbters, 
bis oxen and afjes,and ſhepe, and all that be 
bad bioughrethey in to > valley of Achor. 


And Joſua fayde : Gor ſo moch as thou 
haſt rroubled vs,the LORDE trouble the chis 
da ye. And all Iſtael fEoned him, and burned 
him with fyze with all that be bad. And 
whan they bad ſtoned bim, ehey made oner 
bima greate beape of ftones, whic) remay, 
meth vnto this daye.(Go the LORDEturned 
from the rigorouſnes of bis wrath. ) Ther fo 
reis che fame place called $ valley of Achoz 
vnto this daye. 


The vil.Chapter. 
not,and be not afrayed. Cateallebe 


men of warrewith che, andryfe, and 
get the vp onto Hai.Beboloe, 73 bane geuen 


Sf LTO FLORDE ſaide vnto Joſua: Feare A 


Deutrd 


‘tofu.s.c 


boise 


Gofu.7.a 


Dew.ac.¢ 


Khe bofe of Joſua. 


into thy bande, the Eynge of Hai with bis 
people in bis cite z countre. And chou [bale 
do with Hat and che Eynge of it, eastbor 
dyddeſt wich Jericho and theEyngetherof, 
ſauynge that yc ſhal deale amdge you their 
fpoylez cacell : but ſet thou a · preny watch 
behynde che cite. 

Chen Joſua arofe,and all F men of war 
re, to Fo vp vnto Hat:and ofits chofe chirtie 
thoufandefightinge mcs, and fenctbent out 
by night, and commaunded chem, and fay- 
de:Latke hede, ye ſhal be > preuye watch be 
bynvethe cite, but go not to farre from the 
cite, anð ſe chat ye be redye alltogether. Ae 
for me and all the people that is with me, 
we wyll make vero che cite. And whan they 
come forth agaynft vs (* 48 afore) we wyll 
flye before them, that they maye felowe out 
After vs, tyll we bane prouoted chem fob 
of the cite:for they fal ehinte that we fiye 
® beforechemliteas ac > firft. Andwbyle we 
flye befoze them, ye ſhai gee you vp dut of 
the presy watch, and wynne the cite. Foz * 
LORDE youre God fhal delyuer it in to you- 
re handes. But whan ye bane wonne the ci 
te,fec fyze vpon it, Doinge * acordinge vnto 
the worbde of the LOR DE-Bebolde,F baue 
commaunded you. 

So Joſua ſent them awaye, z they wen- 
te vnto the place of the pꝛeuy watch, and 
layebetwirte Bethel and Hai, on the weft 
fydeof Hat. Bure Joſua above that night 
amõsge the people. And inthemomynge be 
aroſe early, and ſet the people in ozder, and 
wente vp with the Elders of Iſrael before 
the people cowarde Hat:and all che men of 
warre chat were with bim, wente vp, z gat 
them forth, and came quer agaynfé che cite, 
and pitched their centes on che north ſyde 
of at, fo A there was but a valley betwe- 
ne bimand at. 

C He had taken aboute a fyue chonfande 
men, and ſet them inthe bynder watch be- 
ewene Bethel and Hat, on the weſt ſyde of 
the cite, and they ordred the people of che 
wobole booft chat was on the north ſyde of 
the cite, forbac the vttemoſt of che people 
readhed onto the weft ende of the cite. So 
Jofisa wente the fame nighte into chemyd- 
bes of the valley. 

Dut whan che Eynge of Hai farwethat, 
be made baift,and gas him vp early,andebe 
men yond the cite,comete Iſraelto F bat- 
tayll, with all bis people euen righte before 
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feble befozetbem,and fled by the wayeto 
woylderneffe.Cben cried all — —— 2 
cite, thar they ſhulde folome vpon them, 
and they folowed after Joſua and ruffed 
out of the cite, forbat there remayned nos 
one man in Hai and Bethel, which wenes 
not out co folowe vpon Iſrael, and they lef- 
te the cite fiondinge open that they mights 
perfecuce Itacl. 

Thẽ ſayde * LORDE vnto Joſua: Reach 
out che ſpeare that chou haſt ĩn chine ban- 
de, towarde at : for J wyll delyner it into 
thy bande. And whan Joſua reached ous 
the|peare that wasin bis bande, towarde 
¥ cite, ¥ binder watch biake vp out of their 

lace, and ranne(wban be bad firerched out 

is bande)and came in to the cite,and wan- 
ne it and made baiff, z fet fyre vpon ic. Ane 
the men of at curnedebem and loked be- 
hynde them, and the ſmoke of che cite wen- 
te vp cowarde heauen, and they bad no ple 
ce to flue vnto, nether hither ner ehither:and 
the people that fled towarde che wyldernes 
turned aboute,to folowe vpon chem. 

And whan Joſua andall Iſtaei awe, * 
the bynder watd had wonne che cite for > 
finoke of che cite afcended)ebey turned agat 
ne, and ſmote the men of Hat. Andeheyin 
the cite came forth alfoagaynftebem, fo > 
ehey came in the myddes amonge Freel on 
beth che ſydes and they flere them, ſo that 
there was not oneman of them left ouer oz 
efcaped: and chey toke che bynge of Hai aly⸗ 
ne,and broughte him nro Joſua. And whã 
Iſtael bad flayne all the inhabiters of Hat, 
whic) bad folowed vpon chem in che felve 
and in che wilderneffe : and whan they were 
all fallen thorowthecdge of che ſwerde, tyll 
bey were Deffroied, thé turned all Iſtael vn 
to Hai, and finoce it with che edge of F fiver 
de. And of allthem whic fellebat daye fro 
man onto wom, there were twolue thoͤufan 
de, all men of Dat. 

But Joſua withdrue not his hanve(wher 
with be reached ont the fpcare)eyll all the 


inbabiters of Hai were veterly deftroyed,, ſa Num.snd 


uynge the catell and the ſpoyle of F cite,oy Dew 
Iſtaãel parte amonge chem ſelues, acordinge 
vntothe worde of the LORDE which be cõ⸗ 
maunded Joſua. And Joſus burned vp dat 
and made an heape therof for euer which is 
there yet vnto this daye. And thekynge of 
Hai cauſed be to be hanged on a tre vñt yli 
the euen. 


ands 


8. 


the felde: for he wyſt not that chere was a 
preny watch bebynde him onthe backe ſyde 
of the cite. But Joſua and all Iſrael were 


Dut whã the Sonne was gone downe, Deutzo.c © 
be commannded co tate bis body from che oluno⸗ 
Gre, and to caſt it onder the gate of che cite, 
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and made vpon him a greate heape of ſto⸗ 
nes which is there yet vntothis daye. 
G _ Chen buylded Joſua an altare vvnto the 


Deu.27.a LORDE God of Iſrael vpon mount Ebal 
Exo. s0.d 


acordinge as Moſes the ſeruaunt of FLOR 
DE commannded che childꝛen of Iſtael as it 
is wrytten in the bokcofthelawe of Moſes 
euen analeare of whole ftone, whervpon tbe 
re was no yron lifted: and be offred burnt · 
offeringes and healthofferinges, and there 
vpon the ftones be wrote the feconde lawe 

(i leg whid be weore before the hildzé 
9 reel, 

And all Iſrael with their Elders and of- 
ficers and woges,fiode onboth che ſydes of 
the Arte, right oner agaynfé the preftes F 
bare the Arke of the couenaunt of the LOR 
DE,the firaungeras well as one of chem fel- 
wes,the one balfe beſyde mount Geyfim, and 
the ocher balfe beſide mount £bal, as M0 
festhe feruaunt of the LORDE commaunded 
afore, to bleſſe the people of Iſtrael. After- 
warde caufedbe to proclame all the wordes 
Of the lawe of che bleffynge and curfynge, 
as iris wrytten in che boke of the lawe, 
There was not one worde that Moſes coms 
maunded, but Joſua canfed it co be procla, 
med before all the congregacion of Iſrael. 
and before the wemé,and children, and irae 
gers which walted amonge them. 


ThelX.Chapeer. 
a M Ow whan all che kynges that were 


beyonbde Jordane vpon the moun- 

taynes,and inthelowe conntrees, z 
inalltbe hauens ofthe greate ſee, and beſyde 
mount Libanus, herde this(namely, > Sethi 
tes, Amorites. Cananites, Pherefites, Heui- 
tes and Jebuſytes) they gachere d thé ſelues 
together with one acoide.to fighte aga ynſt 
Joſua, and agaynſt Iſt ael. 

But whan the inhabiters of Gibeon ber- 
de, what Joſua bad done with Jericho and 
Sai, theydealte cra ftely, wéte ontheir waic, 
and made ameffage, and tote olde facies v- 
pon their affes, andoloerente wyne botels, 
and olde mended flues vpontheir fece, and 
putonolde and peced garmentes, and all * 
bred of their vytayles was harde and moult 
de, and they wente onto Joſua into * hooſt 
at Gil gall and ſayde onto him, and to euer y 
man in Iſrael: We are come out of a farre 
countre, ther fozemaEe now a couenaunt wb 
vs. Then fayde everyman in Iſtael onto * 
Heuyce:peraduencure chou dwellefE amon- 
ge v8, bow can eben mates couenaunt 
with cher 
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They ſaide vnto Joſua: We are} ſeruaũ BH 
tes. Joſua fayde wnto them: What are ye, 
z robence come yes Chey fayde:CS by ſeruaim 
tes are come out of a very farre conntre-be- 
cauſe of chename ofthe LOR DE thy God: 
for we baue herde the reporte of bim,and all 
that be dyd in Egipte, and all thar he dyd 
vnto che two Eynges of the Amorites beyS 
De Fordane,Sibon che kynge at Heß bõ. and 
Og che tynge of Dafan, which dwelt ac 
— Therfore fayde oure Elders and 
all cheinbabicers of oure countre: Tate fo- 
De with you for youreiourney, and go mete 
them, and faye vnto chem: We are youre 
fernaiices , therfore mate now a bonde with 
vs:This oure bred chat we tote ont of onre 
boufes for onre foode, was new whan we to 
Peg tourney comarde you:but now lo, iris 
bardez monlde. And theſe bottels fylled we 
new,andlo,they are réte. And theſe oure clo 
thes and ſhues are wared olde,by > reafon 
ofthe forelonge ionrney. 

Then thecaptaynes coke their vytayles, C 


and aged noc che month of the LORDE. areg.aa 


And Joſua made peacewith them,and ſet 
vpa couenaunt with them , that they fhul- 
debe faucd alyue, and che rulers ofthe con- 
gregacton fivare vnto them. But thre dayes 
afterthat they bad made s couenaunt with 
them,they berde, chat they were their negh⸗ 
bourse, and drrelcamonge them: For as the 
children of Iſtael wente forth on cheiriour- 
ney they came on the thirde daye onto their 
cities, xbidpare called Gibcon, Capbira, 
Deeroch, and Cirath Fearim, and finove thé 
not, becanfetbat the rulers ofthe congrega 
cisn bad fivome onto them by ebename of 
the LORDEche God of Hfracl. 
But whanallebe congregacionmurmus 
red agaynſt cherulers, all tbe rulers fayde 
vnto the whole congregacion: We bane 
ſworne onto them by theL ORDEthe God 
of Iſtael, therfore maye wenottond them. 
Due this wil we do vnto them: Let them ly 
ue, that there come no wrath vpon vs , be- 
os of the ooth that we bane made vnto 
them. 
And the rulers fayde vnto them: Let D 


thens lye, tbat they maye be bewers of deuas b 


wodd and bearers of water for the whole 
congregacion, as therulers haue fayde vn⸗ 
te them. Then Joſua called them, and com- 
mened with them and ſa yde Wherfore hae 
we ye diſceaued vs, andfayde, that ye were 
farre from vs, where as ye dwell amon 
ge vs? Therforefhall ye be curfed, ſo that 
Of you there noe ceafle feruauntes te 
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hew wodd andto beare water foz the houſe 
of my Goo. 

Chey anjivered Joſua, z fayde: Fe was 
tolvechy ſeruauntes, that the LORDE thy 
God cennnaunded Moſes bis ſeruaunt, that 
be ſhulde geue you the whole lsve,and that 
be olde deſtroye all che inhabiters of the 
Tonde before yourt herfore were we fore a fray 
ed of ourc lyues before you , and chus haue 
we Done. But now lo, we are in thy handes: 
loke what thou thinkeſt good and righte to 
do vnto vs, that do. 

And he dyd euen ſo onto them, and dely⸗ 
uered chem from the childzen of Iſraels b= 
¢ chey ſhuldẽ not ſla ye them̃. So vps 
the ſame daye Joſua made chem hewers of 
wodd and racer bearers forthe congrega · 
cion, and for the altare of che LORBEvn- 
to this daye, in the place that be fall 


chofe. 
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CRP Han Avonifedech the bynge of Fe 
SNS rofalem berde,tbat Joſua had wor 
es ne Hai, and damne dit, and done vit 
to Hai and ? bynge of it like as he dyd vn 
to Jericho and coche kynge therof, +and 
thacebey of Gibeon had made peace with 
Iſt ael, and were come vnder them,chey we- 
vefore afrayed. Fo: Gibeon was a greate ci- 
te like as one of the kynges cities, and gree 
ter then Hai, andall che citeſyns cherof we 
re men of armes. Therfoze fent he vnto Ho- 
bam the b ynge of Hebzon, and co Pirea the 
tynge of Jarmuch, and to Japhia the kyn⸗ 
ge of Lachis, and co Debir che Eynge of 
tEglon,and canjed co faie vnto them: Come 
vp xnto me and belpe me,that we maie ſmy 
te Gibeon, for they haue made peace with 
Joſua and che childꝛen of Iſraei. Then ca⸗ 
methe fyue bynges of the Amorites toge- 
ther,and wente vp,the kynge of Jeruſalem, 
the kynge of chron, * kynge of Jarmuth. 
the kynge of Lachis, thetyngcof Eglon, 
with all char armies , zlayed fege onto Gi- 
beon,and foughte aga ynſt it. 

Howbeit they of Gibeon ſent vnto Jo⸗ 
faa to Gilgall,and cauſed to faye vnto bim: 
Withoiawe nor thine bande from chy fer- 
Bauntes, come vp foone onto vszdelyner and 
belpe vs, for all the Eynges of che ÄAmorites 
that dwell vpon the mounta ynes, are gathe 
red together agaynſt vs. Joſua wente vp 
from Silgall, and all che warryers and all 
the men armes with bim. And the LORDE 
fayde vnto Fofira:* Feare them noc, for J 
haue geuẽ cheminto chy hande.Chere ſhall 
Hot one of them be able ro ſtonde before the. 


Khe x. Chap. Ao. vi. 


So Joſua came ſodenly nthent, forall 
that might wence be vp Frais — ——— 
the LORD Edifcomfyted thé before Iſrael. 
and ſmote them with ¢ greate flangbter ac 
Gibeon:z they chaced chem che waie downe 
to Beth Horon and fincee chem vnto Aſeka 
and Makeda. 

And whan they fled before Iſrael, che 
waye Downe to Bethoron, the LORDE caw 
fed @ greatebayle from beauen to fall vpon 
them, onto Aſeka, ſo chac they vyed:z many 
mo of them dyed of che ha yle then the dhil- 
Dien Of Iſtael flewe with the fiverde. 

Then [pate Joſua vnto the LOR DE(the 
fame daye tharcbeLORDEgaue over the 
Amoꝛites before che dildren of Iſtael) and 
ſayde in che pꝛeſence of Iſtael * Sonne, hol 
de ſtyll at Sibeon, and chou Moone in the 
valley of Aialon. 

Chen che Sonne belde fEyll,and 3 Moo⸗ 
he fEode, vñt yll the people bad anenged thé 
felucs on their enemies. Js not this wryt- 
ten inthe bokc ofthe righẽeous? Thus the 
Sonne ſtode fEyll inthe myddes of heaven, 
and dyfferred to go Downe forthe pace of 
s whole daye after. And there was to Daye 
lite vnto this (nether before ner after whan 
the LOR DE herkened vnto the voyce ofone 
man: for the LORDE fought foz Iſtael. And 
Joſua wente aga yne to Gilgall in co the tẽ 
tes,and all Iſt ael with bint. As for the fyue 
Eynges,they were fled, and bad byd che fel- 
ues in the caue at Makeda. 

Then was it tolde Joſua: We haue for, 
de ehe fyue kynges bydin the cane ac a⸗ 
keda. Isſua fayde: Rolle greate ſtones then 
beforethe bole of the caue,and fee men there 
toEepetbem. 

As foz you,fEonbde not ye ſtyll, but folowe 
after yourc enenties, and fmyte them bebyn- 
de,andlec chem not come in chetr cities , for 
theL ORDE youre God hath delyuered thẽ 
inco youre bande. And whan Joſua and > 
childzen of Iſtael had ended the fore greate 
ſlaughter vpothem,fo p they were drdughe 
to naught. the remnaunt of chem came in to 
the ſtron Be cities. 

So all che people came agayne to the 
hooſt vnto Joſua * Laka a — Pies 
ne man durſt mone bis tunge agaynſt the 
children of Iſtael. Joſua fayde: Open the 
mouth of the caue and brynge the fyue tyn 
ge forh vnto me. They dyd fo,and broughte 
the Eynges vnto bim out of the cane:the kin 
geof jerufalem,cheEynge of Hebrõ, the kyn 
Geof Jarmuch,che Fyn ge of Lachio,cbe kin 
ge of Eglon. 
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Whan thefe fyue kynges were broughte 
forth onto bim, Joſua called enery man of 
Sliacl,and [ayde vnto the rulers of chemen 
Of warre thar wente with bim:Come forth 
and treade vpon the neces of theje cynges 
with youre fere. And they came forth, and 
trode vpontheir neckes with their fete. And 

E Joſua (aide vnto them: Be not afrayed,and 
feare not:be ſtronge and bolde, forthus ſhal 
che LORD do vnco all yo enemies, aga ynſt 
whom ye fighte. 

And Joſua ſmote them afterwarde, and 
ꝑut them̃ to death, and hanged them vpon 
fyue trees. Andchey hanged ſtyli vpon che 

is Che 

Sonne was gone downe, be — —— 

tocate them of from the trees: and they caſt 
themin che cauc,wherinthey bad hyd chem 
felues,z before the bole of the caue theylay- 
ed greate ſtones, whic) are there yet wn 
to this vaye. The fame daye wanne Joſua 
Uiakeda alfo,and finoteit with che edge of 


Deutao.c the fiverde,and che Eynge cherof, and, dam 


ned it, andall che foules that were therin, 
and let noneremayne efcaped sand dyð vnto 
thetynge of Mareda · as he dyd vnto the 
Eynge of Jericho. 

Then Fofua and all Freel wich him dve- 
parted fro MTateda onto £ ybna, z fougbte 
aga ynſt it. And the LORDE gaucit with > 
Eynge therof intothe bande of Iſrael) and 
fimoce it and all che fonles chat were therin, 
with the edge of the fiverde, and let not one 
remaynein tt:and dyd onto the Binge therof 
as bebad done vnto the kynge of Jericho. 

Afrerwarde wente Joſua andall Iſrael 
with bim from 1 ybna onto Lachis,and lay 
ed fege vnto it, anð fought aga ynſt it. 2nd 
the IORDE delyuered Lachis alſo in to the 
bande of Iſrael.ſo that they wanne it vpon 
the ſeconde daye,and finoteit with * edge 
Of che fiverde, andall che foules that were 
tberin,acozdinge toallas he had done vnto 
Lybna. At thẽ ſame tyme Horam ? kynge 
of Sazer wente vp,to helpe Lachis. But Jo 
faa ſmote bim with all bis people,cyllebere 
rema yned not one. 

And Joſua wente with all Iſrael from 
Lachis, onto Eglon,and layed fege vnto tt, 
and fought agaynft ic, and wanne it the ſa⸗ 
medaye, and finote it with the coge of the 
fiverde,and damned allebe foules that were 
therin the fame daye,acozdynge vnto all as 
bebad vone vnto Lachis. 

After that wente Joſua with all Iſrael 
from Eglon vnto Hedron, and fougbte a- 
a ynſt it, and wanne it, and ſmote it with * 


s 
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edge of the ſwerde, and the kynge of it, and 
all che cities therof, and all ebe foules that 
were therin, and let not oneremayne,acoz 
dynge vnto all as he bad done vnto Eglon: 
and damned it, and all the ſoules chat were 
cherin. 

Then turned Joſua agayne withall Iſ⸗ 
rael towarde Debic, and fought aga ynſt it, 
and wanneit, with chetinge of it, andall > 
cities therof, and finote them with the edge 
Of the frverde,and damned all F fouleschat 
rere therin, and let noc one remayne ouer. 
Euen as be bad done vnto Hebrs and Lyb 
ne with their kynges, ſo dyd be ally onto De 
bir,and thetynge therof. 

Thus Joſua ſmote ali thelonde vpon the 
mounta ynes,and cowardethe fouth, and ir 
the lowe countrees,and by che ryuers, with 
all cheir Eynges,and let not one rema@ine ouer 
and damned allthat bad beth,» as che LOR 
DEGod of Iſtael bad commaunded. And 
¶Joſua finoce them from Cades Bernea vn⸗ 
to Gaza,and all chelonde of Soſen vnto Gi 
beon,and toke all chefét ynges with cheir l5- 
deat onecyme: for the LOR DEGod of Iſ⸗ 
rael foughte for Iſtael. And Joſua wente 
agayne withall Iſrael roche centes vnto 


Gilgal. 
Tbe XL. Chapter. 
YRS Han Yabin the Eynge of Aſor ber- 
88 de this he ſent vnto Jabobthe kyn 
fa ge of Madon and coche fynge of 
Samron, and to thetyngeofAcdfaph, and 
tothetynges that dwelt towarde the north 
vpon the mountaynes, and in che playne on 
the ſouthſyde of Cineroch ,and in the lowe 
countrees,and inthe lordſhippes of Dez by 
the ſee fyde:andto che Cananitestowarde > 
eaſt and weft,to $ Amorites, Hethites. be 
refites,and Jebuſites, vpon the mountaynes 
and to the Heuites, vnder mount Hermon in 
the londe of Miſpa. Theſe wẽte out with alt 
their armics,a greate people, as many as > 
ſoͤnde ofthe fee,and erceadinge many horſes 
and charettes. All theſe kinges gathered the 
ſelues, and came, and pitched together by * 
water of Micrams,co fighte with Iſtael. 
And the LORDE fayde vnto Joſua: Feare 
them noc, foz tomore waboute this tyme wil 
‘FJ delyuer them all flayne,befoze the children 
Of Iſtael:thou ſhalt lametheir horſes and 
burne their charettes with fire.+ · And Joſua 
came ſodenly vpon them,and all the men of 
warre with bimbythe water of Mterom,z 
fell vpon them. And the LORDE delyuered 
theminto > handes of Iſtael, and they ſmo 
tẽ them, and chaced them vnto greate SiS 
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and te the warme water ,andto che playne 
of Miſpa towarde > eaſt: and ſmote chem, 
vntyll there remayned not one. 

Then dealte Joͤſua with them as * LOR 
DE bad ſaide vnto bim,zlamed theis bozfes, 
⁊ brent their charettes. And beturned bake 
at the fametyme,z wanne Haſor, T ſmote > 
kynge of it wd the fiverde( fo: Hafoz was afo 
retyme ¥ bead cite of allchejetyngdomes) 
and ſmote all the ſoules chat were therin ch 
the edge of chefiverde, and dammed tt, z lee 
not hinge remayne that bad beth, zdam- 
ned Haſor with fyze. Wli che cities of theſe 
Eyngdomes wane Joſua allo, and ſmoͤte thẽ 
with the edge of the fiverde, and damned 
them, acominge as Moſes the ſeruaunt of 
theLORDE commannded. 

Sowbeit the cities that ſtode vponthe 
billes , dyd nocthe childzen of Iſrael burne 
with fyze : but Hafoz onely dyd Joſua bur- 
ne.* And all the fpoyles of thefé cities and 
the catell,oyd che children of Iſtael deale a- 
mrongethems,but ſmote all che men with the 
evgeof the ſwerde, cylltbey bad deftroyed 
them, and let nothinge remayne that bad 
breth. 2s che LOR DE commannded bis fer 
uaunt Moſes, and as Moſes commaunded 
Joſua, euen fo dyd Joſua ſo chat there was 
ñothinge vndone of all chat the LORDEcõ- 
maunded Moſes. 

So Joſua coke allthis Sve vpon Fmok 
taynes,z all § lyeth cowardethe fouth,z all 
thelondeof Gofen, andebelowe countre,z 
the playne felde, and themouncayne of SF 
rael with the valley therof, fromebe moun- 
tayne that parceth the londe vp towarde 
Seir, onto Baalgad,in che playne of moũt 
Libanus beneth moune Hermon. All their 
Eynges cokebe, andfinore them, and put thẽ 
to death. · Howbeit he warred alonge fea- 
for with chefe Eynges. 

Met was therenot one cite, chat yelded it 
felfe peaceably vntothe childzen of Freel 
“exrcepte the Heuites, whid dwelt at Gibe 
on)but they wanne them all with battayll. 
Andchis was donefoof the LORDE tbat 
their bert was fo hardened, to come againft 
the childzen of Iſtael with battayll. * they 
mighte be dancd,z no fauoure to be fherved 
nto chem,but co be deftroyed,«astheLOR 
DE commannded Moſes. 

Ache fame cyme caine Joſua, androted 
out che Enakims from > mountayne, front 
Hebron, from Debrr, from Anab, from enery 
mountayneof Juda, and from euery mount 
tayne of Iſtael and damncd thé with their 
cities, and leenone of the Enakims remay · 


Khe rij. Chap. Ao, vif. 
nein thelonde of the children of Iſrael, fa- 
ueat Gala, at Gath, at Afod,theresemay 
nedof chen, 

Thus Fofisa conquered all the londe acoꝛ 
dinge vnto all as the LORDE ſayde vnto 
Moſes, ⁊ gaue it vnto Iſraelto enheritaun⸗ 
ce,* vnto enery trybe bis pozcion, and $ lon 
de reſted from warre. 

Chex. Chapter, 


o~ Hefeare FE ynges of chelonve,whd 
* the childeẽ of Iſrael finore,z conque 
red their lSde,beyonde Jordane, eaſt · 
warde, frõ che wacer of Arnon,onco mount 
Hermon,and onto all F playne feldecowar 
de the eaft: * Sibon the Eynge of the Amor 
tes, which dwelt at Hefbor , and bad domi · 
nion from Aroer that liech by rhe water fy- 
De of Arion, and vnto the myddes of Fwa 
terrand ouer balfe Gilead, vnto che water of 
—— which is che border of the childrẽ of 
minon:and ouer the playne felde,ontothe 
fee of Cynneroth eaftrearde, and vnto the 
fee of che playne felde, namely che Gale fee 
tomarde che café,the waye vnto Beth Fefi- 
moth: and from the fouth beneth by thery- 
ners of mount Piſga. 

And the border of Oy the tyngeof Ba 
fan,robich remayned yet of Rapbaim, and 
dwelt at Aſtaroth and Edrei, and had the 
dominion over moũt Hermon,ouer Salcha, 
and oucr all Baſan vnto the border of Gef- 
fariz Maachati, zof balfe Gilead, which 
was the bower of Sibon the bynge at Hef- 
bon. Moſes the ſeruaunt of the LORDE and 
the childrẽ of Iſtael ſmote them.. And Mo 
ſes the ſeruauñt of *ORDB ganeit vnto 
the Rubenites, Saddites and to the halfe 
trybe of Manaſſe in poſſeſſion. 

Theſe are che kynges of the lsde, whom 
Joſua z the childꝛen of Iſtael ſmote on this 
Hde Jordane weftwarde, frs Baalgad vps 
the playne ofmonnt Libanus. vnt o * moũt 
that parteth the londe vp towarde Seir,z 
that Joſua gaue vnto thetrybes of Iſrael 
in poſſe ſſion vnto enery one his Pan what 
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fo ener was in * moũta ynes, valleyes, play 

ne feldes,by che ryuers, in $ wylderneſſes z 

torvarde che fouth, the Hechites, Amorites, 

— Phereſites, Heuites, and Jebu⸗ 
ites. 

C Thekynge of Fericho,the Eynge of Hai, 

which lyeth befyde Berbel, «the Eynge of 

FJerufalem, the kynge of Hebron, the Eynge 

Of Jarmoth, the kynge of Lachis, the Fyn- 

ge of Lglon, che kynge of Gefer, chetynge 

of Debir, che kynge of Geder, cheEynge of 

Hoꝛma the tynge of Arad, > Eynge of Zib 

na,chetynge of Adulla, the kynge of Ma· 

Bebda,thetynge of Bethel.che kynge of Za 

nab , che tynge of Hepher the Eynge of A 

phe, che Eynge of Lafaron, che Eynge of 

Wiadan, che Eyngeof Haloz, chetynge of 

Simron Micron,che Eynge of Achſaph the 

Eynge of Cabenab, the Beane of Megivo, 

the Eynge of Caves, thetynge of Jatneam 

by Carmel, the Eyngein the lordfhippes of 
Dor, thetynge of che Heithen ac Guigall 
thefynge of Thirsa.Thefe are one and thie 
tie kynges. 

The xul. Chapter. 

a Ow whan Joſua was oldeand wel 
ſtricken in age,the LORDEfayde un 
tobim: Thou art olde z well aged, 

and chereremaynech yet moch of the londe 
to conquere, namely all Galile of the pbi- 
liſt ynes, and all Seſſuri, from Sihoꝛ whidy 
floweth before Egipte, vnto the border of 
Ebron, nort hwarde whidyis rekened vnto 
the Cananites: fyne lordes of the Philiſt y · 
nes,namely,the Gafites,ehe Aß dodites the 
Aſcalonites, che Gerbites, the Ekronites z 
the Hauites. But fromebe north it is all * 
onde of the Cananites , and Maara of the 
Sidonians onto Aphek, enen vnto the bo2- 
der of che Amorites. Morouer the londe of 
the Giblices eaſtwarde, from Baalgad vn⸗ 
ber mount Hermon, tyll a mã come vnto ba 
mach. All chey that dwell vpon the mount, 
from Libanus vnto the warine waters, anð 
all the Sidonians. J royl dryue them out be- 
foretbe children of Iſtael: Onel y let them be 
dealte out amonge Iſrael, as J bane com⸗ 
maunded the. 

BDeuyde thou this lode now to enheritaũ 
ce amonge the nyne trybes and > halfe try⸗ 


loſu. i.b be of Manaſſe. · gor the Rubenices z Gad 


dites with > halfe trybe of Manaſſe, haue 
receaucd their enheritaũce which Moſes ga 


Nusad ge thẽ beyonde Jordane Laf—warde,* acor 


dinge as Moſes che fernaunt of the LORDE 
gaue them the fame, from Aroer whic lieth 
wp bythe water ſyde of Arnon, andebe cite 


The rij. Chap. 

in the myddes of the water,z all rhe coaſtes 
of Medba unto Dibon,anvd all the cities of 
Sibon the Eynge of rhe Amozites, which, 
dwelt at Heßboͤn, + vnto the border of the 
children of Ammon: and Gileadand ? bor 
der of Seſſuri and Maachati, and all moũt 
Hermon, and all Baſan vnto Salcha: all * 
Eyngdome of Og at Balan, which dwelt at 
Aſtaroth and ESdꝛei, that remained yer ouer 
of Baphaim. Buc Moſes ſmote chem and 
dzone chem our. 

The hildzen of Ffrael drone moc out the 
Geffurices z Macchathites , but borh Gef> 
far and Maachat dwelt amongethe childrẽ 
of Iſrael onto this daye.* But vñto Ftry- 
be of the Lenices be gaueno enberitannce: 
forthe offeringe of the LORDEGod of Hf 
rael is their enberttaunce, acordinge as be 
bach premyſed chem. 

So Mojes gaue onto the trybeof * dil C 


dren Of Auben after cheirtynreds, forbat Nuss-£ 


their border was Aroer, which lyech vpon 
the water ſyde of Arnon, and the citeinche 
myddes of the fame water, with allthe play 
ne felde vnto Medba: Heßbon, and allebect 
ties therof which lye in che playne felde: Dé 
bon, Samoth Baal, z Bech Baal Meon, 
Jahza. Redemoch, Wicphaath, Biriatha- 
im, Sibama, Zerecha Sabar, vpon mount 
mek, Beth Peorrthe ryucrs by pifya, and 
Beth Fefimoch, and all che cies vponthe 
playne, andall the realme of Sihen kynge 
of the Amorites, whidy dwelt ac Heß bon 
* whom Moſes finote with the pzynces of 
— raeiney en — 
mightie men o} e Sihon, which were 
inbabicers of: thelonde. And Balaam the 
fonne of Beoz che prophecier, dyd the cdhil- 
dren of Iſraelkyll with che fiverde amonge 
the orberthat were flayne: andebe border 
of + Hilozé of Ruben was Jordane. This 
is the enberitaunce of the children of Ru- 
* amonge their kynreds, cities and vyl- 
lages. 

Vnto the trybe of the childꝛen of Gad D 
amonge their kynreds gaue Moſes fothac 
their border was, Jaheſar and allthe cities 
in Gilcad, and the balfe londe of the chil- 
diets of Ammon ; vito Aroer, which lyeth 
before Rabbath: and from Heßbon vnto 
Ramah Mifpez Beromim: anv fro Ma⸗ 
hanaim vnto the border of Debir. Burin 
the valley, Beth Haram, Beth Nimra, Su⸗ 
choth andsapbon( which remayned yet of 
therealme of Sihon kynge of Seßbonanð 
mas by Jordane, onto theedge of the (ee of 
Cyneroch, onthis ſyde Jordane eaſtwarde. 
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This is the inberitaunce of the children of 
Gad in their Eynreds, cities z vyllagyes. 

Vnto che balfe trybeof the chůdren of 
Manaſſe after theirtynreds, gaue Moſes 
fothac cheir border was fro Mtabanains,all 
Dafan, allche tyngvome of Og Eynge of 
Balan, and all che cones of Yair whidy 
lye in Baſan, namely chre feore cities. And 
balfe Gilead, Aftaroch, Ldret, che cities of 
the Eyngdome of Og at Bafan, vnto the 
childzen of Machir che fonne of Manaſfẽ. 
Thisis che halfe pozcion of the dildren of 
Machir after their Eynreds. 

This is it chat Moſes dealte out vpon 
the felde of Moab beyonde Jordane ouer 
aga ynſt Jericho eaſtwarde. Bur wnto * 
trybe of Leni gaue Moſes no enherttaunce: 
forthe LORDE God of Iſrael is their env 
Beritaunce,as bebath — them. 

Tbe XIlll. Chapter. 

A His is it that the children of Iſrael 

* haue enhereted in the londe of Cana- 

Nusqec an,* which Eleafar che preſt and Jo 
fsa the fonne of Nun, andebe chefe of che 
fathers amonge the trybes of che childzen 
Of Iſrael parted ouc amongetbem. + Bue 
byloc dyd they denyde it out amõge them, 
acodinge as the LORDE cõmaunded Mo 
fis to gene unto the nynecrybes and $ bal 
ferfor vnto the two trybes and the balfedyd 
Moßſes gene enheritaunce beyonde Jorda· 


Tofuirb me, But vnto the Lenites he gaue noenbe- 
Gen.gsc ritaunce amonge thenr. * Foz of the childrẽ 


Of Joſeph there were two erybes, Manaſ⸗ 
fesand Ephraim. Ther fore gaue they the 
Leuites no pozcion in the londe, but cities, 
to dwell cherin,and fisburbes for their cateli 


Numss.a and goodes.*Enenas the LORDEcOmaun 


ded Moſes, ſo dyd che hildzé of Iſrael, and 

deuydedthe londe. 

Then came forth che dildzen of Juda co 

Joſua at Gilgall: and Caleb $ fonne of Fe 

hunne the K eniſite ſayde vnto him: Chou 
noweſt what * LORDE *fayde vnto Mo 
festheman of God, concerninge me andthe 
in Cades Bernea. J was fortye yeare olde, 
whan Moſes the fernaunt of theL ORDE 

*fenc me ont from Cades Bernea, to fpye 

out the onde, andj broughte him worde a- 

Sayne,cuen as J had it it my bert. Horbeit 

my brechzencbat wente vp with me, diſcora 

gedthchert of che people:but J folowed F 

LORDEmy God vntothe vrcemoft. 

C Chen ſware Moſes vnto me the fame 
Daye, and fayde: Che londe whervpon thou 
haſt troden with eby fore, ſhaibe chine en- 
heritaunce and chy childrens for ener, becau 


or 
The rv. Chap. Mo. viij. 
ſe thon baft folorred the LORDEmy God 

vnto the vitcinoft. And now baththeLOR 

DE letten me lyne, *acoxdinge as be fayde, 

Deis now fyue and fortie yeare fence FLOR 

LE [pate this onto Mtofes, wha Ifrael wal 

Ecdin che wilderneſſe. And now lo,chis daie 
am J fyue and foure ſcore yeare oldex and 

am yet as ftronge to Daye, a5 J was in that 

Daye whan Moſes fentme ouc: euen as my 

ſtrengeh was then, fois ic now alſo to fisb- 

te, and co go out and in. 

Geue me novo cherfore this mounta yne, D 
wherof the LOR DE [pate in that Sayc,and 
thou herdeſt it the fame daye : for now the 
Enakims dwell heron, andi¢bath greate 
and ftronge cities: yf bapply the LORDE 
wyl be with me, that J maye dzyne thẽ one, 
as be bath fayde. Chen Joſua bleffed bins, 


sand fo gaue Sebron wnto Calebebe fone y.par.y4 
of Jephune. Therfoꝛe was Hebronebees- tofisab 


beritaunce of Caleb the ſonne of Jephune 

the keniſite, onto this daye, becanfe be fo- 

lowed the LOR DE God of Iſtael vnto the 
vetemoft. * But afore cyme was Hebron cal 
led Kiriatharba ẽ greate people were there 
amongethe Enakims. And the love ceaſſed 
from warre, 

— The XV. Chapter. — 

Gym 2 loc of che trybe of the childzen 
‘Juda amonge cheir Eynreds,was ff > 
coafte of Edom by che wylderneffe 

Of Sit, whidy borderth ſouthwarde on the 

edge of che fouch cofitrees, Their fouth bor 

ders were from che vttemoſt ſyde of the fale 
fee,thacis, from the coaft chat goeth ſduth⸗ 
warde, and commeth ont from thẽce towar 

de ? eaſtſyde of Acrabbim,and goeth forth 

thorow Zinna, and yet goeth vp from the 

fouth towarde Cades Bernea, and goech 
thorow Heſron, and goeth vpto Advara,z 
fetcheth a compaſe aboute Carcaa,z goeth 
thorow Aſmona, and commeth forth tocbe 
ryuer of Egipte, ſo that che ſce is che ende 

of F border, Tet this be youre border ſouth 

warde. 

But the café boꝛder is from the ſalt ſee to 

the vttemoſt parte of Jordane. 

The border noꝛthwarde, is frem the fee 
coaſt which is on F edge of Jordane, and 
gocth vp vnto Beth Hagle, and ſtretcheth 
out from the north vnto Betbarabs, and 
commeth vp vnto the ſtone of Bohen the 
fonne of Kubert, and goeth vp vnts Debie 
from > valley of Achor, and from the north 
coaftetbatis cowarbde Gilgall, which i yerh 
cueragaynft Adumim vpiwarde, whichis 
onthe north ſyde of the — coe goer 

s 4 


Nui4.e 


ccl.g6. 


lofisage 


Kes · b 


loſu.14· d 


D 
fudic..b 


Tad. 1c 


E 


Lhe boke of Joſua. 


igente ) water of Enfemes,and commeth 
onc onto the «well of Rogell Then goeth 
it vp tothe valley of che fonncof Hinnam. 
a longe befyde the Tebufite char dwelleth 
from ſouthwarde chat is Jerujalem:and 
commeth vp onto chetoppe of che mount 
which lyeth before che valley of Hinnam 
from che weffwarbde,chat borderth on the ed 
ge of the valley of Raphaim cowarve che 
nob. 

Then commeth it fromthe coppe of the 
fame mount vnto the water well of Neph⸗ 
toab,and commech out vnto the cities of 
mount Epbon, and boweth rowarde Bas 
lacbat is B iriarh Jarim,and fercheth a cõ 
paffe aboute from Baala weftwarde onto 
mount Geir, and goeth bythe north ſyde of 
the moune Jarim ethat is Cheffalon: and cõ 
meth downe co Bechſemes, and goetherho- 
row Thimna, and beeaketh our on the north 
fyde of WAcron,and ſtretcheth forth towarde 
Sicrou,and goeth ouer mount Baala, and 
commeth out vnto Jabueel: ſo that their vt · 
temoſt border is thẽ ſee. 

The weſte border is the greate ſee. This 
is the border of che children of Juda roun · 
de aboute in their kynreds. Caleb che fonne 
of Jephune had bis porcion geuẽ him ams 
ge che childꝛen of Juda (asthe LOR DEcS 
maunded Joſua) namely « Kiriatharba of 
the fatberof nat,chatis Hebron. 

«And Caleb dꝛoue from thence the thꝛe 
ſonnes of Enat,Sejai,Abiman, and Thal⸗ 

mas begotten of nak. And from thẽce be 
wente vp to the mbabiters of Debir. As for 
De bir, was called Biriath Sepher afo- 
re tyme.) And Caleb ſayde: · Who fo finy- 
teth Kiriath Sepher and wynneth tc, J 
wyil geue himmy doughter Achſa co wyfẽ. 
Then Acthnielthe ſonne of Kenas the bro- 
ther of Caleb wanne itrand be gaue him bis 
doughter Achfa ce wife, 

And ic fortuned whan they wente in that 
Poe was counceled of bit houfibande, to are 
& pece of londe of bir father . And fhe fell 
dorwne from the affe . Then ſa yde Caled vn- 
to ber : What aylech the? She ſayde: Gene 
ime @ bleffynge, for thou haſt geuẽ me a fouth 
(and dzyejlonde:geueme welles of water al 
— gauebe ber welles aboue and be· 
neth. 


Thisisebe enbericaunce of the trybe of 
‘Gude amonge their kynreds. And che cities 
of thetrybeof che childzen of ude, from 
one to another by the coaftes of che Edo⸗ 
mites towarde the fouth, werethefe : Cab- 
see], Ever, Fagus, Bina, Dimona, Adada, 


The xvi. Chap. 


Reeves, Hazor Jerbnam, Siph, Telem, Bea 
loc , aze2 Hadatha, Kirioth Hezron thae 
is Haſor: Amã, Sema, Molada. Hazor Gad 
da, Hefinon, Beth palet, Hazer Gual, Beer 
Seba, Diftorbia, Daala, jim, Azem. Eltho 
lad, Chefil, Sarma, Ziklag, Wadmanna, 
San Sana, Lebacth,Subim, Ain, Rind. 
+ Thefe are nyne andewencye cities ⁊ their 
vyllages. 

DBucin the lowe countrees was Lfthaol, 
Jaren, Afne,Saroab, Engannim, Chapua, 
nam, Jarmoch, Aoullam, Gocho, Aleks, 
Saaraim, Adithaim. Gedcra, Siderot him. 
Theſeẽ are fourtene cities z their vyllages. 

Bena Haͤdaſa. Migdal Gad, Dilean, nif F 
Pe, Jart hiel Lachis Basetach, Egls,Cha 
bon, Tachmã, Chichlis, Sedoroth, HethDa- 
gou,Staame,Nakteda. Theſe are firrene ci- 
ties and their ie Sy 

Libna, Leber, Afen, Jephebab , Aſua. 
Nesib. Keila, Achſib, Mareſa. Theſe are ny 
ne cities and their vyllages. · Ekron with 
bir doughters and vyllages. From Ekron 
vnto the ſte, all that reacheth vnto Aſdod 
and the vyllages cherof. Aſded with the 
doughters and vyllagescherof. Gala with 
bir doughters and vyllages vnto the wa- 
ter of Egipre. And che greate fee is bis 
border. 

Bue vpon the mount was Samir, Ja⸗ 
tir, Socho, Danna, AB iriath Sanna, thãt is 
Debir: Anab, Efebemo, Annim, Goes, Ho- 
lon, Gilo. Thefe are clenen cities and cheit 
vyliagies. Maon, Carmel. Sipb, Jut a. Jeſ⸗ 
rael, Jakdeã Sanoah A ain, Sibea, Chime 
na. Thefe are ten cities andebe:r vylla ges. 
Halbul, Beebsur, Gedor, Naarath. Geib 
Anorh, Lieheton. Thee arefire cities and 
their vyllages. Kiriath Baallthat is Ki⸗ 
riath Fearim ) darabba, two cities ⁊ their 
vyllages . And in the wylderncffe was Be⸗ 
tharabe, Middin. Sedjacha, Nibſan, and 
the Gale cite, and Engaddi. Thefeare fire 
citics and their vyllagies « Dut che Jebu⸗ 
fires dwelt ac Ferufalem,andthe childzen of 
Juda conde noe dryue them awaye. So the 
Jebußtes remayne with tbe childzen of Fu 
Ba at Jeruſalem vnto this daye. 

The Xvi. Chapter. 
1¢ Ld the lot fell vnto the children of A 
Ephraim fro Jordane oucr agaynſt 
2 Jericho, vnto the water onthe eaftfy 
de of Fericho, and the wylvderneffe, p goeth 
vp from Jericho thozow the mountayne of 
Dethel and commeth out from Bethel on- 
to Lus, and goeth thozow the coaſt of Ur- 
ciataroth, anv ſtretcheth downe weſtwar · 
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de vnto ? coaſte of Japhletito ? border of 
the lower Bethoron and onto Gafer : and 
the ende therof is bythe greate ſee This the 
childzen of Joſeph Manaſſes Ephraim) 
receaued to enberitaunce. 

The Border of che childzen of Ephraim 
amonge their Eynreds of their enberitaun- 
ce from the eaſt, was Ataroth Adar onto 
the vpper Bethozon, z goeth out weſt war⸗ 
de by Michmet hath that lyech towarde the 
north , there fetcheth it a compaffe cowar- 
de the eaſt ſyde of the cite Thaͤenath Silo, 
and goeth there thozow from the eaſt vnto 
¶Janoha, and commeth downe from Jano⸗ 
ba vnto Ataroch and Naaratha, andbor- 
dreth on Jericho, and goeth ove at Jorda ⸗ 
ne. From Thapuah goeth ic de vn⸗ 
to Daalt ama, anð che ont goinge of itis at 
the ſee. 

This is the enheritaunce of the erybe of 
the children of Ephraim amonge cheir kyn 
reds. And all che borders, cities with their 
vyllages of che childꝛẽ of Ephraim laye fee 
tred amonge che enberitaunce of che chil · 
dzen of Manaſſe. Andchey dove not out 
} Cananites, which dweit at Gafer.So > 
Cananites remayned amdge Ephraim vnto 
this daye,and became tributaries, 


The xvil. Chapter. 


¶ Nd the loc fell ps the trybe of Ma 
A naffe( for he ie Joſephs firſt fonne) 

E and it fell vpon Machir che firft ſonn⸗ 
Of Manaſſe > father of Silead:for be was 
ama of armes, therfore bad be Gilead and 
Baſan. Fe fell alfo vnto che other children 
of Manaffe, namely vnto ? chiloré of Abie 
fer,che childzen of Helet. che children of Aſ. 
riel,che childzen of Sechens, the children of 
Hepher, and che dildzen of Gemida: Thefe 
are che childzé of Manaſſe the fonne of Jo⸗ 
fepb, males, amonge their kynreds. 

But Felaphead che fone of Hepher the 
fonne of Gilead, the fonne of Wiachir, che 
fonne of Manaſſe, had no ſonnes, but dough 
ters, and their names are thefe: Mahala, 
Noa Hagle, Milca, Tirza, andebey ca- 
me before Eleaſar the pzeft, and before Jo⸗ 
ſua the fonne of Stun, and before the rulers, 
and ſa yde: Che LORDE commeannded Mo⸗ 
ſes, co geue vs enheritaunce amonge oure 
brethren. And ſo they bad enheritaunce ge- 
uen them amonge their fathers beetbzen, 
acordinge to the commaundement of the 
LORDE. 

There fell vpon Manaſſe cen meetlynes 
without the londe of Gilead and Bafan, 


Khe rvij. Chap. Bo. tp. 


which lyeth beySde Jordane. Gor ¥ dough 
ters of Manaſſe receaned enheritaunce a 
monge bis fonnes: but the other children of 
Manaſſe had the londe of Gilead. And the 
border of Manaſſe was frd Affer forth vn⸗ 
to Michmethath. that lyeth before Sicens, 
and reacheth vnto the righte ſyde of them 
En Tapuab : forcbe londe of Tapuah 
fellonco Manaſſe, and che borer of Mia- 
naſſe is vnto che childzé of Ephraim. Then 
commeth it Dorene to Nahelkana towar · 
de the ouch ſyde of the ryner cities, whidy 
are Ephraims amonge the cities of Ma⸗ 
naffe. Buc frem the north is che border of 
Wanaffe by che ryner, and goeth forth by 
the fee ſyde, fouth warde vnto Ephraim. 
and to Manaſſe nozchwarde, and che fie 
is bis coafte. 2nd it ſhal border on Afer 
from the north, and on Iſachar from che 
e 


afte. 

So lamBge Iſachar and Affer) Wana: ¢ 
fes bad Beth Seanandrbecownes cherof, 
and Jeblaam and the townes cherof, and 
them of Dorandcheircownes,andcbem of 
En Doꝛ and their cones, zehem of Taa- 
nach and cheir townes, andebem of Ma⸗ 
geddo and their torwnes,and che thir de par 
te of (he cite) Nophet. Andche children of 
Manaſſe conde nor dryue arvaye the inba- 
bicers of chef cities, but the Cananices be- 
Sanne co dwell in the famelonvde. Howbeit 
woban che chilozen of Iſrael were able, they 
made the Cananites cribucaries , and dzone 
them not ont. 

Chen [pate che children of Joſeph vnto 
Joſua, and ſayde: Wherfore bajé thon gene 
te but one porcion and cine meetlyne of en⸗ 
bericaunce, and J am yeta greate people, 
asthe LORDE bath bleffed me folargelyz 
Then fayde Joſua onto chem : For ſo moch 
as thou art 4 greate people, go vp therfore 
into * wodd,and make chy felferon me the 
re in che londe of che —— and Ra · 
phaim, ſeynge moũt Ephraim isto narowe 

rozcbe. 
r Then ſayde the children of Fofeph: We ay 
ſhal not be able to atta yne wntothemonn- 
taynes, for there are yzon dyarettes amonge 
alltbe Cananites, that dwell inthe londe of 
mek , by whom lyeth Beth Sean andthe 
vyllages therof, and Jeſrael in Emet . Jo⸗ 
fia fayde vnto the boule of Fofeph, enento 
Ephraim and Manaffes:C hou are a grea- 
te people, z for fo moch as thou art fo grea- 
te,thoumnft not bane one fot, but the moms 
tayne where $ wod is, ſhal be thinemrote $ 
ont for * ſo Mrallizbeebeouegoinge of thy 
tj 
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porcion, ban chou dryueſt out the Canani 
res, which haue yrõ charettes, z aremightie. 


The XV. Chapter. 


A Vd all the multitude of the children 
of Iſrael gathered chem ſelues toge- 
ther vnto Gilo,andebey fer vp * Ta 

bernacle of witneffe,and chelonde was ſub⸗ 

Oned wnto them. But there were yet ſeuen 

trybes of che childzé of Iſrael, onto whom 

they had noc denyded their enberitaunce. 

And Joſua fayde vnto the children of Fe 

rael: Howlongẽ are ye fo flowe,to go andcd 

quere the Ionde, whic) the LORDEGod of 
youre fathers bath geuen yous Cheſe you 
thre men ont of every trybe, I maye fende 
them, and that they maye ger them vp and 

go thorow she londe, and deferybe it acor · 

dinge tothe enheritaunces therof and come 

‘neo me. 

Denyde the londe in ſeuen parces. Judas 

al remayne vpon bis borders of the ſouth 

fyde,and the boule of Joſeph ſhal remayne 
vpon bis borders of the noith parce: but de 
ferybe ye thelonve in ſcuen | pops bryn 
getbem vnto me. then fal J caft > lor for 
you beforethe LORDE oure God. « Gor the 
Lenites baue no porcion amonge you, bue 
the prefthove of the LORDE is ebeir enbe- 
ritaunce. As for Gad z Ruben and F Salfe 
trybe of Manaſſe. they haue receaucd ebeir 
enberitannce beyonde Jordane eaftwarve, 
which Moſes the fernaunc of the LORDE 
gaue them. 

B J Then chemen gat vp, to go their waye. 
And». han they were aboute to go forte de- 
ferybe che londe, Joſua cemmaunded them, 
ANd fayde: Go youre waye, and waltetho- 
row the londe, and deferybe it, and come 
agayne vnto me, that I maye café $ lot for 
you before the LOR DE at Silo. Gochemen 
Deparced, and wente thorow the londe, and 

jerybeditin fenen partes vpona letter a · 
cordinge to the cictes,and came co Joſua in 
to the booft at Silo. Chen Joſua café che loc 
ouer them at Silo before the LOR DE, and 
there diftribneed the londe amonge the chit. 
bzen of Iſtael, vnto euery one bis parte. 

nd che lot of che trybe of che hildzen 
of Ben Yamin fell acordinge to their kyn⸗ 
reds, and the border of cheir lor wente out 
beewene the children of Inda z che childzen 
Of JZoſeph And their border was on ¥ north 
quarter of Jordane, and gocth vp fromebe 
nesth fyde of Jericho, and commeth vpto 
tbemouncayne weftwarde, and gocth out 
by the wylderneſſe of Bethauen, and goech 


Khe xviij. Chap. 


from thicetowarde Lus, enen by the ſouth 
fyde of Bus (thacis Berbel) and commerh 
Downe vnto Ataroth Adar bythe mounta 
ne which lyeth on ? ſouth ſyde of the lower 
Bethoꝛon. Then boweth it downe, and fete 
cheth a compaffe vnto the fouth weft quar- 
ter from the mount that ĩyeth ouer agaynft 
Dethoroncowarde che ſouth, and goeth ous 
vnto Biriath Daal, is Kiriath Jearim, 
a cite of the children of Juda. Thẽĩs is che 
weſt border. 

But the ſouth borderis from Airiath- C 
Jearim forth, and goeth out towarde the 
reſt. and commeth fort h vᷣnto * water well 
of Nepthoahr and goeth downe bytheed- 
ge of che mount, that lyeth befozerbe val- 
ley of the ſonne of Hinnam: and goeth dow 
nethorow tbe valley of Sinnamon 3 fontP 
ſyde of che Fetufices, and commeth downe 
tothe well of Rogell, and ſtretcheth from 
the northwarde, and commeth out vnto en 
Srmes, and commeth foith to the heapes 
that lye yp towarde Adumim, and comer 
Downe vnto the ſtone of Bohen ehefonne 
of Ruben,and goͤeth a longe befyve F play 
ne felde which lyeth north warbde, and com> 
meth downe vnto F playne felde,and goeth 
befyde Beth Hagia thaclyeth towarde the 
neath and his ende is at the north border of 
the Salt ſee vnto > edge of Jordane ſonth 
warde. CT bis is che ſouch border. 

Bue Jordane ſhal bethe ende of cheeaf— D 
quarter. This isthe enberitaunceof chil 
dren ef Ben Jamin in eheir borders rounde 
abeute,amengetbeir kynreds. 

The eities of che trybe of che dildren of 
Ben Jamin amẽ gerbeir Eynreds are chefer 
33 0, Beth Hagla, Emet Resin, Betha 
raba,demaraim, Bethel Auim, Haphar, Ae 
phra. Ca phar Amonai, Aphni Gaba: theſe 
are twolue cities and their vyllages. 

Sibeon. Rama, Seerorh, Miſpa. Capht 
ra, Moza. Rekem, Feerpecl, Thareala, Ze⸗ 
la, Eleph, and the Jebuſites, that is Jeru · 
falem,Gibeath,B itiach : theſe are fourcene 
cities andebeir vyllages. This is theenbe-~ 
sitannce of the dildzen of Ben Damin in 
their Eynreds. 

The XIX. Chapter. 
Hen fell the feconve locof thetryse A 
of che chüdren of Simeon acordin- 
ge to their tynreds, and cheir enheri 
taunce was amonge the enheritaunce of * 
childzen of Juda. And to their enbericann 
ce they bad Beer Seba, Molada, Sazar 
Sual, Baala, Asem El Tholad, Sethul, 
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arma, Ziklag, Betha Markaboth, Basar 
Suſſa, Bech Lebaoch, and Saruben:ebefe 
are chirtene cities z their vyllages. Ain, Ri 
mon, Ether, Afamebefeare foure cities and 
their vyllages.Andall > vyllages chat lye 
aboute the cities vnto Balath Beer Ra- 
math cowarde che ſouth. Chis is the enheri 
saunce of the crubeof che children of Gi- 
mieon in their Eynreds: for cheenberitaunce 
Of the cild:en of Simeon is vnder the poz 
cion of the children of Juda. Foz fomod as 
the enberitaunce of the children of Juda 
twas to greate fortbent, therfore inbereted 
the hildien of Simeon amongetheir enbe- 
ritaunce. 

The chirde lor fell vpon the childꝛẽ of Za 
bulon afcer their kynreds. And che border of 
their enberitatice ras vnto Sarid,z goeth 
vp weſt warde to Marcala, ⁊ bordreth vpon 
Dabalech, and reacheth vnto the ryuer that 
floweth ouer agaynſt Jakne am: æ turneth 
from Sarid eaſtroarde vnto the border of 
Ciſloth Thabor, and cõmeth out vnto Da- 
brath,andreacheth vp to Japia, and from 
thẽce goeth it weſtwarde thoiow Githa He 
pher, and Itha Kasim, and commeth out 
fowarde Rimon, Hamthoar Hanes, z fee- 
cheth a compaffe aboute from che north vn⸗ 
to Slatbon,z che goynge out of itis in f val 
ley Jephtha LL, Racach; Nahalal, Sim- 
ron, Jedeala,z Bethle hem: Theſe are cwol- 
be cities andcheir vyllages . Chis ts the en- 
heritaũce of the childrẽ of Sabulon incheir 
kynreds: chefe are their cities and vylla- 


jes. 

i The fourth lot fell vps the childeẽ of Iſa 
char after cheir kynreds, ztbeir border was 
Jeſr aela, Cheffulloch, Sunem Hapharaim. 
Sion, Anaharath. Raabith, Kiſion, Abes, 
Bemeth, En Ganim,Enbada, Bech pases, 
Tbordreth vpon Thabez, Sabasima, Beth 
Semes, and $ outgoinge of it wasat Yor 
dane. Theſe are ſirtene cities and their vylla 
ges. This is the enbericaunce of the trybe 
Of che childꝛen of Iſachar in their Eynreds, 
Cities and vyllages. 

~ The fifth loe fell vpon che trybe of che 
hilozen of Affer, efter cher Eynreds . 2nd 
their border was Helkath. Hali Beten, Ad 
ſaph. Alamelech. Amead, Miſeal. and bor- 
derch on Carmel onto che fee, and on Siboz, 
and Libnath, and turneth towarde the eaſt 
vnto Beth Dagon, and bordreth on Zabu⸗ 
fon, and on che valley of Jephtael and 
towarde the north ſyde of. bey EmcE and 
Negiel: z commercl one onto Cabul onthe 
lefte fyve of Ebron, Bebob, Hatton and 
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Cana,onto greate Sidon. And turneth to / C 
warde Rama, onto che ſtronge cite of Fox, 
andcurneth comwarde Hoffa, and goeth ous 
wnco che jee, after ¥ meetlyne rowarde Ach 
fib, Oma, Aphek. Rebob. 

Theſe are two and ewentye cities and 
their vyllages. This isthe enberitaunce of 
the crybe of the chilozen of Aſſer in their kin 
Teds cities and vyllages. 

The ſyrte lot fell vpon the childzen of 
Nephtali in cheirEynreds. And cheir bor⸗ 
der was frõ Heleph lon thorow Saanaim, 
Adai Neteb, FabnesEl vnto Latum, and 
goeth one vnto Jordane, and curneth weſt 
warde to Afnorh Thabor, and cometh one 
fromebence vnto dutot, and bordreth on 
Babulon cowarde che fourth, and on Affer 
cowarde the weft,and on Juda by Jodane 
tomwarbde the eaſt: and bath ftronge cities, 
Sidimser, Hamath Rakach,Chinnarec, Adar 
ma, Rama Hazor Redes, Ldre1, En Hazor, 
Zereon. Migdal Elharẽ. Beth Anath Beeb 
Sames. Theſe are nyentene cities and cheir 
vyllages.T bis is cheenbericaunce of ¥ ery- 
beof the children of Nephtali in their kyn · 
reds, cities aud —— 

The ſeuenth lot fell vpon the trybe of the D 
hildien of Dan after chẽir kynreds. And che 
border of cheir enheritaunce was Zarea, Eſt 
haol. Irſames, Saalabin. Aialon, Jethi a 
lon, Thimnata, Ltron,Elebete, Gibethẽ 
Baalach, jebud, Bnerbarak, Gat KRimon. 
Ube Farton, Raton with che border by Ja 
Pbo,and on che fame goech ehe border of che 
Hilden of Dan out. And the children of Da 
wente vp, and fougbteagaynft Lem, and 
wanneit, and finoce it with the edge of the 
ſwer de, and coke itin poffeffion,z drvelt ther⸗ 
inand« called ic Dan,afeer ¥ name oftheir 
fatber. This is che enbericaince of the try 
beof the children of Dan cheir Eynreds, 
cities,and vyllages. 

And wha F love was all parted ont wich 
the borders cheroficbe hildien of Iſraei ga 
we Fofuache forme of NRun, an enheritaun⸗ 
ceamongetbem,and(acordyngeto the cont 
manndement ofthe LORDE) they gaue bing 
> citecbar berequyzed namely, ot 
Serab,vpon move Epbzaim:ebere buyloed 
he the cire,and dwelt cherin. 

Theſẽ are the enheritaumces whic) Flea 
ſar the preſt and Joſua > ſonne of Lun and 
the chefeft of the fathers amonge $ tribes, 
deuided our by lot vnto the childeẽ of It a 
at Silo before che LORD euen before the do 
reof che Cabernacle of wyenes,and forbey 
ended the dewydinge ont of —— 

ig 


tudaoy. 


imnathz rofnae.€ 
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The xx. Chaprer. 
a Ld the LOR DE fpate wnto Fofua, 
and fayde: Speate to the chiſdren of 
Iſrael: Gene amonge you fre cities, 


Exoatb stoberof J [pate vnto you by Mofes, that a 
Deuris-€ deedfleyer which fleyeth a foule vnawarres 


and wmvitcingly, maye flye thieber, they 
maye be freamoge yor fromebe avenger of 
blonde. 2nd be that flyech co one of thoſe ct 
ties, ſhal ftonde without before che pozce of 
the cite, and fhewe bis cave before the El· 
ders of the cite, chen fall chey tate bim to 
thentin coche cite, and gene bim place to 
dwell with chem. 

BH And yf cheanenger of blonde folowe v- 
pon bimthey [hall nor velyuer the teedflay- 
erin to bis bandes, foz fomed) as be bath 
flayne bis negbboure vnawarres , and was 
not bis enemye afozezbut be ſhall dwell in F 
cite, cyll be ſtonde before che congregacie n 
in indgment, oncyll the bye pzeft dye,zwbidy 
hall be at that tyme. Then ſhall che deed- 
fleyer returne, and go vnto bis awne cite, 
and vnto bis boufé to the cite, frem whence 
be was fled. 

Cc Then appoynted they Redes in Galile 
vpon mount Nepthaii, and Sechem vpon 
mount Ephraim, and Kiriatharba, that is 
Hebron vpon moũt Juda. And beySde Jor- 
dance on the caft ſydẽ of Jericho, they gaue 
Defer in the wildernes vpon the playne out 
ofthe erybe of Ruten, and Ramoch in Gir 
lead ont of thetrybe of Gad, and Golan in 
Baſan out ofche erybe of Mianaffe. 

Thefé were the cities cppoynted for all F 
hildzen of Ffraelgand fe the firaungers 
which dwelt amonge them, that whoſoeuer 
bad flayne a joule vnaͤwarres, mighe flye 
thirber, that be [huldenot be pur to death 
by the avenger of blonde, tyll be bad ſtonde 
before the congregacion. 

Che xxi. Chapters. 


% —wo Hen the chefe ferbers amonge the 
* Teuites came forth vnto Lleafar 
the preſt and to Joſua che fonne of 

Lun, and to * awncient fathers amoge the 
erybes of the childien of frat, and fpate 
vnto them at Silo in the londe of Canaan, 


Num.ss.a GND fayde: * The L ORDE commaunded by 


Moſes that we ſhulde haue cities geucn vs 
to Dwell in,and the fuburbes of the fame for 
oure cacell, Then the children of Iſrael 
gaue of their enberitaunce thefe cities and 
the fuburbes therof, vnto the Lenites, a- 
cordynge to the commaundement of the 
LORDE. 


The xxi. Chap. 

And the lot fell vpon the Eynred of che 
Babachites,andebe childzen of sian the 
prefé amonge the Lenites , bad by the lore 
thyzcene cities of che trybe of Juve, of che 
trybe of Simeon , and of the trybe of Ben 
Jamin. Che other dilozé of Rabath ofthe 
fameEynred, bad by the loc cen cities,of the 
trybe of Ephraim, of thetrybe of Dan,and 
ofthe halfe crybe of Manaſſe. 

Sut the children of Gerfon of the ſame 
Eynred bad bythe lot thyrtene cities, ofthe 
trybe of Sfachar,of che trybe of Affer,of * 
trybe of iepebali, and of thebalfecrybe of 
Wanaſſe ac Dafan. 

The childzen of Merari of cheir kynred 
bavewolue cities , of the trybe of Ruben, 
ofthe erybe of Gad,and of the trybe of Za⸗ 
bulon. So the childꝛen of Iſraei ganeche 
ſe cities and cheir ſuburbes vnto che Leui⸗ 
tes by lott,as the LORDE commaunded by 
Moſes. 

Of che trybe of the childꝛen of Guba, 
and ofthe trybe of thechildzen of Simeon, 
they gane thefe cities ( which they named 
by name) vnco the childzen of Aaron of the 
Eynred of the Babatbices amongeche dil 
den of Leut:foz che firftlor was cheyrs. 

Socbey gaue them Airiatharba, whidy 
was the fathers of Enat, thar is Sebron 
vpon the mount Juda, andthe fubur- 


s 


bes therof rounde aboute.» Sucebe felde of Loe1ed 


the cite andthe vyllagestherof, gaue the 
file Calebthe fonne of Jephune 3: bis por 
effion. 

Thus Fane they onto the children of Aa- © 
ron the preft, tbe fre cite ofthe deed fleyers, 
Hebꝛon and the fuburbes eherof,Libne and 
the fuburbes therof, Jathir and the ſubur⸗ 
bescherof, Efibumea and the fuburbes ther 
of, Holon and the fuburbes therof, Debir 
and che ſuburbes therof, Ain and the ſubur 
bes therof. Juta and the ſuburbes eherof, 
Beth Semes andebe fuburbes therof, euen 
nyne cities of theſe crvotrybes. 

Duc of the trybe of Ben Jamin they ga- 
ue foure cities, Sibeon and ¥ ſuburbes ther- 
of, Gaba,and the fuburbes therof, Anat hot 
andthe ſuburbes therof, Almon and the ſub 
urbes therof:fo that allthe cities of the chil⸗ 
dren of Aaron the preſt were cbirtene with 
their fuburbes, 

The kynreds of the other children of Ka⸗ 
bath the Lenttes, bad by their lott foure cf 
cies, ofthe trybe of Epbzaim,andchey gauc 
thẽ che fre cite of the teedfleiers, Sechẽ and 
the faburbes therof vpon mount Ephraim 
Gafer and che fuburbes cherof, Bibzains 
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anbebe fuburbes eherof, Bethron andthe 
fuburbestberof. 

Of cheerybe of Dan foure cities, Elehe- 
Eeand > ſuburbes therof· Gibrbon and che 
faburbes therof, Aialon anv the ſuburbes 
therof, Gath Rimon and che fuburbes cher 
Of. OF the balfe erybe of Manaſſes two ci- 
ties , Thaenach and the fuburbes cherof, 
Gath Rimon and the fuburbes cherof: fo 


Khe rv. Chap. Fo. ri. 


good that the OR DE bad premyfed mite 
the boufe of Iſrael.it came enery wbyt. 
Tbe XI.Chapter. 

GBR Hen Joſua called ¥ Rubenites and A 

Saddites, and y halfe trybe of Ma 
naſſe, and ſayde vnto them: Me haue 
kepte all,· chat Moſes the ſeruaunt of be jumes€ 
LORDEcommaunded you,and haue herke⸗ deur.» , 
ned vnto my veyceinall $F baue commaũ biwa 


Sen.i⸗.· a 


thacall the cities of che other children of > 
Eynved of Babath,were ten with cbeir ſub 
urbes. 

But vnto the childꝛen of Gerſon amon- 
gethe Eynreds of the Leuites were geuen, 
Of che balfe erybe of Manaſſe two cities, 
the fic cite forthe deedflaycr, Gola in Ba- 
fanand che fuburbes therof, Deafthza,and 
@e fuburbes therof· O fhe trybe of Tfa- 
char foure cities , Kiſien and che ſuburbes 
therof, Dabrach and che fisburbes therof, 
Jarmuch and che fuburbes cherof, Engan- 
Bim andthe fuburbescheref Of the tryde of 


Affer foure cities, Mhfeal, Aboon, Heltah hath commaunded:* That yelouethe LOR- Deut . io c 
and Rebob with the fuburbes therof. OF DE youre God, avd wale in all bis wayes, 4 
thecrybe of Nephtali thre cities, che fre ci · andtepe bis commaundementes , and cieue 
ge Redes (for the deedjleyer)in Galile,Ha- onto bim,and ſerue bim with all youre bere 
moth, Dor, and Barchan with chefisbur- and with all yourefoule. Go Joſua bleſſed 
bes cherof:focbacall che cities of the kyn · them, and lec chem go. And they wente vn · 
red of che Gerſonites were thirtene wb their co their tentes. 
fuburbes. Vnto the balfetrybe of Manaſſe bad 

E Vnto che kynreds of Merari che other ¶ Moſes geuen poffeffion ac Baſan: onto the 
Lenites were geuen, Of thetrybe of 3a-  oeber balfe gaue Joſua amonge their bic+ 
bulon foure cities, Jatneam, Bartha, Dim- ¶ thzen oncbis ſyde Jordane weſtwarde. And 
na and Nahalal ð Fſuburbes cherof.OF whan belecchem go to cheir tentes anid bleſ⸗ 
theerybeof Ruben foure cicies,Beser, Jah ſed chem, be fayde wnto them: Me come home 
3a, Zedemoth and Mephaat with cher agayne with greate good vito youre tétes, 
fuburbes . OF che erybe of Gad foure ci- with excead ynge moch catell ſyiuer, gelde, 
ties, che fre cite forthe deedfleyer, Ramorh braſſe, yron and rayment, diſtribute ther fore peutsob 
InGilead, Wabanaim , Heßbon and Jaeſer che fpoyle of youre enemyes amonge youre Num. 


with their ſuburbes: ſo chat all the cities of 


the Hidren of Merari amonge their kyn · Goche Bubenites, Gaddites, and the "4" 
sedoof Fother Lenites,weretwolue.Thus halfe trybe of Manaſſe returned, and wen- 

allebe cities of the Zenires amenge $ pof> te from the children of Iſrael out of Silo 

feffion of che children of Ffracl, wereciahe  (whidh lyeth in the fonde of Canaanyto go 

and fortye with cheirfuburbes, And theſẽe ei in toche councre of Gilead to the londe of” 

ties were fodealre out, thatenery one bad cheir poſſeſſion, that they mighte poffeffe it, 

cheir ſuburbes rounde aboute,theoneastbe acordynge to the commaundement of the 

other. LORDI by Moſes. 

Thus the LO RD E gaue the childꝛen of And whan they came vnto the heapes c 


Iſrael allchelonde , which he had ſroorne 
dnto their fathers co geue: ⁊ chey coke poſſeſ 
ſion of it,and dwelt therin . And the LORDE 
aue thẽ reſt before all theſe p were aboute 
them · like as be ſware vnto their farbers, z 
none of their enemies ſtode agaynſt thẽ but 
all their enmies delynered be into their ban 
de. And their myſſed nothinge of all che 


ded you. Ne haue noc forjaken youre brethrẽ 
a longe ſeaſon, vnto this daye,and baue way 
ted vpon che commaundement ofthe L OR- 
DE youre God. For ſo mod) now astheLOR 
DE youre God bath broughte youre brethrẽ 
toreft,as be promyjed chen, turne you now, 
and go youre waye co youre tentes in to 
thelonve of youre poſſeſſion, which Moſes 
the ſeruaunt of the LOR D Egaue youbeyd- 
de Jordane. 

Buc cate diligent hede now,that yedoa- 
cordinge to the commuaundement and lawe 
whidy Moſes che feruauntof the LORDE 


brethꝛen. 


by Jordane which lye in the londe of Ca⸗ 
naan, the ſame Rubenites ,Gaddites and 
the halfe trybe of Manaſſes buylded there 
beſyde Jordane,a fayze greate altare. Bue 
whanthe children of Iſtael herde faye: Bee 
hoide, the childzen of Rube, the chilt ren 
ofGad,andtbe halfe trybe of Manaſſe ba 
ue buylded an aitare ouer agaynft che loss 


Tofis ef 


Num.as.a 


Tofu.7.a 


Khe bofe of Joſua. 


de of Canaan vpon the Deapes by Jordane 
on this ſyde the childzen of Hracl, they ga⸗ 
ebered them ſelues together with che whole 
congregacion at Silo,to go vp agaynft thẽ 
wit h an armye. And (in themeane feafon) 
they ſent to them into the londe of Gilead, 
Phineas che ſonne of Eleaſar the preſt, and 
sith him cen chefe prynces amonge the hou 
fee of their fachers,out of euery tribe in Fr 
raclone. And they came tothe children of 
Ruben, tothe children of Gad, and to the 
balfe trybe of Manaſſe in che londe of Gir 
lead, and fayde: 

D — Thus fayerh che whole congregacion of 


ludi.aob the LORDE vnto you: * What trefpaceis 


this, ye baue tre{paced agaynft the God 

of Ditael,thac ye ſhulde turne bacFe from > 

LORDE this daye,co builde you an altare,foz 

to fall aroaye from the LORDEY 

a Hane wenot ynough of che wickedneffe 
Of Peor? from che which weare noc yer clen 
ſed this Daye,and there came a plageamon 
getbe congregacion of the LORDE: and ye 
ture you bacFe this daye from the LORDE, 
and this Dayeare ye fallen awaye from the 
LORDE, that bemaye be wroth to daye or 
comozor at che wholecongregacion of the 
LORDE. 

Rf the londe of youre poffeffion be vn⸗ 
cleane, chen come ouer in co the londe that 
theL ORDE poffeffeth, where the dwellyn- 
ge of the LORDE is, and tafe poffiffions a- 
monge vs,and fall not awaye fromcbe LOR 
DE and from vs, to builde you an alcare with 
ont the altare of the LORDE onre God. Did 
not Ahan the jonne of Gerab erefpace int 
the thinge that was damned, andebe wrath 
came ouer } whole congregacion of Iſrael 
and bewente noe downẽ aldne for bis myf- 
dede? 

E Ther anſwered the childꝛen of Ruber, 
andchechildzen of Gad, andecbe balfetrybe 
of Manaſſẽe, and ſa yde vnto the beades and 
prynces of Iſrael: The mightie God * LOR 
DE, the mightic God the LORDE fnoweth, 
Gnd Iſtael Enoweth alſo, yfebis bea crane 
greſſynge or trefpacynge agaynft the LOR- 
DE, then let tt not helpe vs this daye: Rfrwe 
bane buylded the aleare, becaufe we woide 
turne awayebacke from the LOR DE,to of 
fic burntofferynges o:meatofferinges ther 
on, or to mabe eny deedoffer ynges vpon it, 
then let the LORErequyre it: And yf we 
haue not done it rather for very feare ofthis 
tbinge, and ſayde: To daye or tomozow 
arabes youre childzen [aye nto oure chile 

ens 


Lhe xxij. Chap. 

Wyhat bane ye to do with rhe LORDEthe 
God of Iſtael? The LORDE bach fer Yorda- 
ne for a bozder betwene vs and you ye chil- 
dren of Ruben and Gad, ye haue no por- 
cion inthe L ORDE : By this ſhulde youre 
children mate cure children co turneamaye 
from the feare ofthe LORDE, 

Therfore fayde we: Let vs mate oure F 
chilvzen an altare, noe for ſacrifice, ner foz 


betwene vs and you, andoure poftcrities, 
that we mayeferuethe LOR DE in bis figh 
te with oure burncofferinges , deedofferin- 
ges,and otber offeringes: and ¥ youre dil- 
Dien Co daye 02 tomorow nea de not to faye 
vnto oure children: Me haue no parce inthe 
LORDE. 

And we ſayde:But yf hey ſhulde fpeate 
[> vnto vs, 02 ro oure pofferities to Daye oz 
tomorow, then maye we faye : Beholde the 
fymilitude of > aleare of the LORDE, whid 
oure fathers made, not for facrifyce, ner for 
burntofferynge, but for a wytneffe betwene 
vs and you. 

God forbyove,that we ſhulde fall awaye 
from, the LORDE , to turne backe from 
bim this daye,and co buylde an altare foz ſa 
crifice, for burncofferinge and for eny prefers 
te,witbont altare of the LORDEoure God, 
that ftondech before bis Habitacion. 

Bur whan Phineas che prefE, andthe G 
chefe of the congregacion, the prynces of 
Iſrael whid were with him, herde ehefe 
wordes, thatthe childzen of Ruben, Gad, 
and Manaſſe bad poten, they pleafed then 
well. And Pbincas che fonne of Eleafar the 
preft ſaydẽ vnto the children of Ruby, Gad 
and Manaſſe: Chis vaye we Enowe,that y 
LORDEis amonge vs, inthat ye baue not 
trefpaced agaynft tbe LORDEintbis vede. 
low baue yedelynered the dildren of Hf- 
raclout ofthe hande of the LORDE. 

Then Phineas che fonne of Lleafar the 
preft, andcherulers returned ont of the lon · 
de of Gilead, from the children of Ruben 
and Gad, onto y londe of Canaã tothe dil 
dren of Iſtael, and brought them worde a. 
Sayne of the matter. 

Then were the dildzen of Iſrael well S- 
tente with the thinge. And they pzayfed the 
Gor of Hrael, and faydenomore that the y 
wolde go vp aga ynſt chem with an armye, 
to deſtroye thelondethat the chũdrẽ of Ru 
ber and Gad dwelt in. And ychildrẽ of Rw 
benand Gad called the name of the altare: 
This altare be witneffe betwene ys, that the 
LORDEIs Go 


4 i pate, 
burncofferinge, but that it maye bea coke pou 35% 
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The XXM. Chapter. 
Nd afcer a longe feafon, whanthe 
Sf LORDEbad bꝛoughte Iſtaei to reſt 
from all their enemies rounde aboute: 
and Ioſua was now olde and well ſtricken 
mn agẽe, ho called all Fftael and their Elvers, 
beavdes,iudges,and officers, andfayde vnto 
them: J am oldeand well aged, and ye baue 
feneallebac the LORDE youre God bath 
Sone vnto all chefé nacions in youre figbre. 
Foꝛ the LORDE youre God himſelf bath 
foughte for you. Beholde, J bane parted a- 
monge you ¥ rẽnaunt of the nacions by let, 
wnto enery tryte bis enbericaunce front 
Joꝛdane fob, and all the nactons whons 
J baue rored out onto che greate fee weſt 
war de. 

And the LORDE youre God ſhal thruſt 
them out before you,and dzyue them awa ye 
from you, that ye maye haue their londe in 
Poffeffion, as che LORDE youre God bath 
promyfed you. Be fFrSge nowrberfore, that 
ye maye obſerue and do all that is wrytten 
tebe bote of chelawe of Mofes: * fo chat 
ye turne noe aſyde from it, nether to therigh 
te hande ner to the lefter that ye come noe 
amonge ? remnaunt of theſe naciss, which 
are with you : And ſethat ye mate no men- 
cton ner * ſweare by che names of their god 
des, nether feruechem,ner bowe youre félues. 
vnto them: Bue cleue onto the LORDE you- 
re God, as ye haue done onto this daye:thẽ 
fhal che LORDE diyne awaye greate and 
mightic hacions before you , lite as there 
bach nomsan bene ablete ſtonde before you 
wnto this daye. · One of you fall haces 
thouſande: for the ORDE youre God figh- 
tech for you, acozdinge as be promyfed you. 
Cake diligent hede therfore vnto youre fou- 
les that yelonethe L ORDE youre Gov. 

Sut yf yeturne backe, and cleue vnto tbe 
fe orber nacions, and mate martages with 
them,fo that ye come amdge them,and they 
a@monge you,be ye fire then that the LORDE 
youre God [hall nomoze dryue out all theſe 
nacions before you, *burthey fall be vnto 


“you a hare and net, and prices in youre [y- 


des, and thornes in youre eyes, vnt yll be ba 
ue deftroyed you from the good ldde, which 
the LORDE youre God bath genen you. 
Seholden chisdaye do J go the waye of 
all che worlde, and ye ſhal knowe euen from 
all youre bere and from all youre foule, chat 
there bath not fayled one worde of all the 
good that the LORDE youre God promy- 
fed you. No w like as ali the good is come 
that the LORDL youre God promifed you: 


Khe xxiiij. Chap. Ao. xij. 


euen ſo ſhal the LORDE canfe all euell to co Leatagh 
me vpen you.t yll be haue deſtroied you from 
this goodlonde, which theLORDE youre 
God bath geuen youryf ye tranfgreffe F co 
uenaunt of the LORDE youre God, whidy 
be bach commaundced you. And yf ye go yd 
Taye and feruc other godves , and worflipe 
thé, then ſhall the wrath of the LORDE ware 
whore ouer you, zflpall ſhortly defizoye you 
out of the good londe; $ be bath geuen you. 


Che Xxill.Chapter. 


Oſua gatberedall the trybes of IF A 
rael together vnto Sichein, and cal- 
‘an led the Elders of Iſtaei the heaves, 
Indges and officers.2And wha they were co- 
me before God, be jayde vnto alll the people: 
Thus fayeth the LORDE the God of Iſt aelr 
+S fathers dwelt afore time beydve F wa 
ter, Abrahã T Nahor  Carabcbeir farber 
Tferued ocher govdes.» Chen coke Fj ys fix 
ther Abraham beyondecbhe water, Z canfed 
bim to walke in the londe of Canaan, z mul 
tiplied bis (Pde, and gaue bim Tfaac,and vn 
to Waac J gaue Jacob and £fau,and gaue 
Efaumott Seir to poſſeſſe · As for Jacod,z 
bis childzé,chey wente dorwne in to gipte. 
Then fence J Moſes and Aaron,and pla- 


Genwn.d 


Genaz.a 
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ged Egipte as J hauedoneamonge the. Af B:oi70 
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ter $+ brought JI you and yonre fathers out — 


of Egipte. Andar han ye cameto F fee,and 
the Egipcians folowed vpon youre fatbers 
with charetces and horſe men vnto the reco 
fee, chen cryed hey vnto the LORDE, which 
put a darck neſſe betwene you and the Egip⸗ 
cians, and bꝛoughte the ſee vpon them, and 
onermbelmed them. And youre eyes haue feo 
ne what dydto * Egipcians,z ye dwelt 
in y wilbernes a loge ſeaſon · Anð J bough 
te youin to  londeoftbhe Amozites,whicy Numard 
dwelt beionde Fordane:z wha chey fought 
aga ynſt you, Idelyuered them inco 8 bart 
detbat ye mighte haue their countre in por 
feffion , and J deftroyed them before you. 
* Chen Balac the fonne of Ziphez the Eyn- 
ge ofthe Moabites gat bim vp,and fough 
teagaynft Iſrael: and be fenre and bad call 
Dalaamctbe forme of Beor, to curfe yeu, ne- 
uertheles Jwolde not beare bin, bue J bleſ⸗ 
fed you, and delyuered you out of bis bande, 

2nd whan ye wente over Tordane, and 
came onto Jericho. che citefyns of Jericho 
foughte agaynfé you, the Amozites, Pbere- 
fites, Cananites, Het hites, Girgofites, de- 
nites, z Sebufices:howbeit J delyuercd the 
into youre bande.s 2nd J fent bornettes be 
fore you, which droue chem ont before you,na 
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melythe two kynges of * Amorites: not tho 
tow thy ſwerde, ner thorow thy bowe. And 
‘J haue geuen you a londe wher vpon ye be- 
ſcorwed no laboure, and cities which ye bane 
not buylded that ye might orwell therin and 
that ye might eatẽ of the vynyardes and o- 
lyue trees which ye bane not planted. Seare 
Reg 7.a SHELORDE now therfore, and ferue im per- 
Tob.ig.c fectly and in the trueth, and let go the god⸗ 
des, whom youre fat hers ſerued beyonde che 
water and in Egipte, and ſerue ye * LORDE. 

D , Dut yf ye lite noe co ferue rhe LORDE, thé 
chofe you this vayerobom ye wyll ferne: the 

God whom youre fathers ferucd beionde > 
water, oꝛ * goddes ofthe Amorites, in who 

ſe lsde ye dwell. As forme and my houſe we 

wyll ſerue che L OR DE, Then anſwered the 
people,and ſaide: God forbdde that we ful 

De forſabe the LORDE,z ſerue other godðes. 
Foꝛ the LOR DE oure God brought vs and 

oure farbers out of chelonde of Egipte frẽ 

the boule of bondage,and did foc greate to 

kens before oure eyes, and preſerued vs all > 

waye that we wente, and amonge all chena- 

cions, whom we wrauayled by. Anð the LOR 

DE thenft out before vs all the people of the 
Amozites that dwele inthe londe. Cherfore 

oul we alfo ſeruethe L OR DE, fo be is oure 

9d, 


 _ Fofisafayde vnto che people: Re can noe 
ſerue the LORDE: for be is an holy God,migh 
tie, and. gelous, which fpareth noc youre 
trangreffions and ſynnes. Bue yf ye forſa⸗ 
ke the LORDE, and ſerue a ftraunge god, 
then ſhall the ORDE turne bim, and do 
youenell,and conſume you, after that be 
Hath done you good. The people fayde vnto 
jofua: Not fo, but we ferue the LORDE, 
ben ſayde Joſua vntothe people : Meare 
witneſſes ouer youre ſelues, that ye haue cho 
fen you the LORDE, to ferne him. Andebey 
Sayde:nee. Chen put awaye from youcſa yde 
bebe ſtraunge godves are amonge you, 
andenclyne youre bert vntothe LOR DEthe 
God of Sfrael. And the peoplefayde wnco 
¶Ioſua: We wyll ferne the LORDE cure God, 
4Reas8 And be obedicnt onto bis voyce.+ So Joſua 
made a couenaunt with the people $ fame 
Daye,and lated ſtatutes zlawes before them 
at Sichem. 

SF And Zoſua wroee this acte in the boke of 
#RB7< thelawe of God, androke a greate féone,z 
[ec it vp there under an ote, which wasin * 
Sanctuary of * LORDE,and ſayde vnto all 
the people: Bebolve,this fionc [ball be wie, 

neffe oucr you: Gor it hath berde allche wo2- 

des of the LORDE, which be bark {poten 


Deut.s.b 


lofu.az.d 
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vnto vs,and hall be a witneffe ouer you, 
that ye denye not youre God . So Joſua ler 
the people go euery oneto bis enheritaũ ce. 
nd it forenned after theſe actes For 
fua the fonne of Nun > ſeruaſt of the LOR- ludic að 
DEdyed, whan be was an hundreth and ten 
yeare olde,and was buried in the border · of 
bis enberitaiceat Chimnath Serah, which lofuis.¢d 
lyeth oncbe mount Ephraim, onthe noi fi 
DeofmountGaas. Andcbe children of Ff- 
raelfernedebeLORDE as longe as Joſua⸗· Paa45 
Tyued, and the Elders ( that lyned longe af · 
ter Joſua) which knewe allthe wortes of > 
LORDE, that be bad done vnto Iſrael. The 
bones of Jofeph whic the chũdren of Hi F 
rael bad droughte out of Egipte, buried 
they at Sichem,in che pece of thelonde,* > 
jacob boughte of the children of Hemor F 
father of Sichem foz an hundꝛeth pens, and 
seas che enberitaunce of the childien of 
feph. Eleafar che ſonne of Aaron 
died alſo and they buriedbim ac 
Gibeath , which was phi 
neas bis fonnes,thac 
was genen bim 
vpon 
mount iESphraim. 


Zi de bote 
mene 
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called, 
Dudicum. 
What this boke conteyneth. 


Ap. I. Gudasismade captayne of the peo 
plefiubbucth,the Cananytes, andwynneth Je 
ruſalem Iſtael roteth not our the Cananites 
as God commeaunded them. 

hap. WU. TCheangell of Sod punyſheth them, 
becanfethey cofenre to thetrenemres The dnb 
d2é of Ffrael ferue Baal , for the whic) caufe 
God geueth them ouer in tocapriuyte. 


Chap. Il. GodpunyfoethFfeael, and yet dely · 
sereth them wonderouflp- 
Chap. ill. Debdbors the pzopheriffe with Ba⸗ 


rach oucrcometh Siffare and delyuereth the 
people cf the LORDE. 
Chap. Vv. Thefonge of prayfe whic) Debbore 
‘and Baradjfonge becaufe of the victory. 
Chep- Vi. Fozrthetrfynnes Godgeueth theme 
weEintorbebauves of the Madianites from 


Tofa.s3-8 
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the which Gedeon delyuereth them. 

Chap. Vil. — Bow Gedeon parterh his hooft.e 
Difcomfireth the Hiavianites. 

Chap. Vil. Gedeonpunyfherh thé at Sudory, 
Dyerb,and ts buried. 

Cheap IX. Abimelecy ſeketh the fupertorire, 
flayech bis feuentyebzerhzen, wynneth Side 
andTbebes. 

ap. X. Thole eIairrulethe people.The 
Sfeaelites fynne,andarepunyfhev. 

AP. XL Depthe 1s made ruler of the peo- 
ple,and overcometh Ammonin Malpha- 

Chap XU. — The€phraires rife vp agaimt Sep 
the,and there are flayneof thems two and for- 
tyethoufande. 

Chap. XU. The byrth of Samfon is fhewed 
‘onto bis father and mother by anangell. 

Chap. Xl. Gamfontatetha wifei Cimnath, 
renteth ¢ yonge Lyon inpeces ,and purreth 
fozth ¢ dart fenrence onto bis companyons- 

Chap. XV. Bow Samfonburreth the philifty 
nes with the fores Be flayeth  thoufande me 
with thede¥e bone of anaffe. 

Chap. XV. Samfontaketh both the portes of 
the gate of thectte ypon bis bade, & beareth 
them vp to the mount. Delile thebarlor bays 
geth bimin vorage forbat berellerh her his 
fecreres,and is blynded of bis enemies. 

Chap. XVU. Of Micha andbisymagecc 

Chap. XV. Dan fenderh ourmencofpye the ls- 
De. whith take Midas ymage,e carieawaye 
the preft. 

—* siete Bow fhamefully the Gabconites 
deale with the Leuires wife. 

Bow the fame fynnets punyfhed. 

. She Ben Famites optaynewynes 

in Bfrael ,whs the fraclites had: 

togeue them. 


The firfFChapeer. 


Seer the death of Jo⸗ 
j ſua che chilozen of SF 
rael ared the LORDE, 
and fayde: Who fall 
F go vp ⁊ be F captay⸗ 

EM! ne of warve againft ¥ 
aay Cananite s The LOo K 

= DE fayde: Juda fall 
go vp.* Beholde. J haue delyvered che lon- 
de in to bishanve. Chen ſa yde Juda vnto 
bis brother Simeon: Go vp & mein tomy 
lot. and let vs fighte againft che Cananites, 
then wyl J go agayne with the into y loc: 
So Simeon wente with bim. 

Low whan Juda wente vp the LORDE 
delyucred the Cananites and pherefites it 
to their haves, z they flere tẽ ehe uſande mẽ 
at Beſek⁊ they foũde Adoni Beſet at Be⸗ 
fez foughte agaynſt him, and ſie we the Ca 
nanites and Phereſites. But Adoni Befeé 
fled, and chey folowed after bim: and whan 
they bad ouertaten bim,they cut of the thõ 
bes of bis banves and fere. 

2% Then fayde Adoni Belek: Thre feoreand 
tentynges debe thembes of their haves z 


menor 
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fete cut of, gathered vp the meate Pras lef 


tender my table.+ iow as J haue Done, Lea.34.4 
fe bath Gedrewardedme agayne. Bnd he tiie 


was broughte onto Jeruſalẽ awhere he dyed. 

Dut ychildrẽ of Juda foughte agaynf— 
Jerufalem, and wanẽe it, · and ſmote it with 
the edge of the ſwerde, and fet fyre vpon the 
cite. Then wente the childꝛen of Iſtael dow 
ne,tofighteagaynft ) Cananices, > Dwele 
vpon themcunc,and towarde the ſouth, and 
in the valle ys. · And Juda nente aga ynſt 
che Cananites, which dwelt at Hebron. As 
for Hebron, it was called Kiriatharba afo- 
retyme ) and they ſmote Sefai, z Achiman, 
and Thalmai, 

And from chencebe wente aga ynſt Pin- C 
habiters of Debir( bue Debir was called 
Siriath Sepber aforet yme. And Caleb fay 

2* De Himyceth Kiriath Sepber, z wyn- 
neth it, FJ wyl gov my doughter Achſa 
to wife. Then Athniel che forme of Benas, 
Calebs yongeſt brother wane tc. And be ga- 
ue bimbis doughter Achſa to wife. Andie 
fortuned $ whan they were in ſhe was conn 
celed of bir houfibande, to area pece of low 
de of bir father. And fhe fell from che affe. 
ThE fayde Caleb unto ber: What aylech 7 
She fayde: Gene mea bleffynge, for chow 
haſt geuen mea fourh z dzyc londe, gene me 
alfo a watery londe. Chen gaue be beralon 
dethat was watery a boue and beneth. 

And the hild:é of F Kenyte Moſes bꝛo D 
ther in lawe,wente vp out of the * palme ci 
te, with the childen of Jude into the wyl- 
Derneffe of Juda, thaclycth on $ fouth ſyde 
Of che cite Arad: and wente heir waye, z 
dweit amonge the 
with bis brother Simeon, zebey ſmote the 
Cananives at Sephath, z damned ehem,z 
calledebe name of che cite Horma. · Juda 
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ople. And Jude wente wReas.d 


Noma. 


alfowanne Gale with the borders cherofz *loliusa 


Aſcalon with bir borders, zAccaron with 
the coaſtes therof. And the LOR DE was 
Juve, fo that be conquered the mountay- 
nes : but them that twelt inthe valley coul · 
debe noe conqnere, becaufecbey bad yzon 
charettes.2ind acordinge as Moſes bad fay 
‘de,they gane Hebron wnto Caleb, which dꝛo⸗ 


ue out the thzefonnes of Enak.. Howbeit F tofess.d 
childꝛen of Ben Jamin droue not our ) Je⸗ iolu . i · 


buſites wbid dwelt at Jeruſe lem but ʒe 

buſites dwelt amonge the childꝛen of Ben 

amin ac Ternfalem vnto this daye. 
Litewyje the childꝛen of Joſe ph wite vp E 


alfownto Bechel.zebeL ORDE was whebé. iolu. ic. ⸗ 


And the houſe of Joͤſeph ſpyed our Bethel 
(which a fore cyme was called Lus) and che 
cc 
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watch men ſawe a man goinge out of the ci 
te, and ſaide vnto him: Shewe vs where we 
maye come in to the cite, ~z we wyll ſhewe 
mercy vpon the. And whan be bad ſhewed 
them where they mighte come in to che cite, 
they ſmote > cite wh cheedge of chefiverde: 
but they let che man go zall bis frendes. 

Chen wire the fame man vp inco ¥ coun 
tre of the detbices,z buyldeda cite,and cal 
(edit Lus,z ſo is the nanie of it yet vnto this 
daye. And ianaſſes · drꝛoue nor out Beth 
Ses wb che vyllages therof, ner Chaenab 
wich the vyllages cherof, ner che inbabicers 
of Doz with che vyllages cheroft ner chein- 
biters of Jebleam w che vyllages cherof, 
nerthe inbabiters of Wiagedvo w the vyl 
lages cherof, and $ Cananites beganne to 
dwell in the famelonde. Bue whan Iſtael 
was mightic, be made the Cananites tribu- 
tarics,and drone them not our. 

In lite maner Ephraim droue not out F 
Cananices that dwelt at Gafer,bur the Ca- 
nanites dweit amonge them ac Gafer. 

Zabulon alfodzouc noc out the inhabiters 
of Sitron and Nahalol, but * Cananites 
dwelt amongechem,z were tributaries. 

G  Affer droue not out ¥ inhabiters of Aco, 
zi mnbabiters of Sidon,of Ahelab,ofAd 
fib,of Helba, of Aphit z of Rebob, bur > 
Afferites dwelt amdge the Cananites chat 
dwelt in the lode, foe they drouc thẽ not out. 

VNephtali droue noc one > inbabicers of 

Beth Semes,ner of Beth Anach,buc dweit 

amonge the Cananices which Dwele in the 

Tonde:bowbeit they of Beth Semes and of 

Beth Anach were tribucaries. 

nd che Amorites fubdued the childeẽ of 

Dan vponehe mountaine,and fuffredehens 

Not to come Downe in to the valley. And the 

Amorites beganne to dwell vpSmount He 

res at Aiolonand at Saalbim. Howbeit > 
bande of ? boule of Serepb was tofore foz 
them,and they becanietriburaries. And the 
border of the Amorites was,as ama goech 


wptowarde Acrabim,and from che rocke,z 
from the coppe. 
Theil. Chapter. 

a We there came vp a meffatiger of 
LORDE from Gilgall vnto Bodyim, 
and fayde: J bauecaricd you vp bi- 

ther our of Lgipre, and beoughte you into 
thelonvdethar J ſware unto youre fathers,z 


Deut.7.a faide:* J wyl neuer breake my coucnaunt wb 
andiz.a you, chat ye ſhulde make no couenaunt with 


the indweilers of this londe,but breatedow 
ne their aleares : Neuertheies ye baue noe 
herkened vnto my voyce. Wherfore haue ye 


The ij. Chap. 
done this? Then ſaid e FJ morouer: J wil noe 
dryue them out before you, thaccbey maye 
beg fall vnto you, and their goddes a ſnare. 
And whan ¥ meſſaunger of the LORDE bad 
{poten chefe wordes vnto all che children of 
Iſtael,the people lefte vp their voyce,z wep 
ce and called > name of the place Bodhim, 
and offredcbere vntoche LORDE, 

For whan Joſua had fence awaye F peo 
ple,andcbe dhildzé of Iſrael were gone,cne- 
ry one to bis enberitaiice, for co tate poffel- 
fion of the lonve, - che people ferued the LOR 
DE as longe as Joſua lyued and F Elders, 
which lyned longe after Joſua, and p fawe 
allebe greate wortes of the LORDE, which 
be dyd for Iſrael. 

Clow whan Joſua che foune of Nun,the 
feruaunt of the LORDE, was deed( whan he 
twas an hũdreth and ten yeare olve)tbey bu · 
ried him in > border of bis inberitaunce at 
Timnach Heres vponmenne Ephraim on 
the north fyde of mount Gans. And whan 
allebe fame generacion was gathered vnto 
their fathers, there came vp afcer them ano 
ebcr generacion, bid Enew noreheLOR- 
DE,ner the roorkes that he hab done for Iſ⸗ 
reel. 

Then wroughte che children of Iſrael 
enell befozerbe LOR DE, and ſerued Baalim, 
and foxjote } LOR DE the God of their fa- 
thers(whidy broughte them ouc of che lon- 
de of Egipte) and folowed orber godves z 
the goddes of chenactons that dwelt rouss- 
de aboute them, z worfhipped chem , zdif- 
pleaſed the LOR DE:forebey fozfote }LOR 
DEener moze and moze,and ferued Daal and 
Aſtaroth. 

Then J wrath of the LORDEwared who 
tevpo Iſt ‘zbedclyneredebeines y han 
des of th.,< y fpoyledtbe,chat they mighte 
fpoyle chem, ⁊ joldethẽ in to the handes of 
* enemies roũde aboute, zthey were not 
able to withftonde their enemies eny moze, 
but what waye fo ever they wolde out, F hã 
de ofthe LORDE was agaynft thẽ co their 
burce(enenastheL OR DE fade ant ffeare 
vnto them)and they werefoze oppreſſed. 

Llow whanche LOR DErayfeotbem vp 
iudges, which bel ped them out of the bande 
Of foch as fpoyled thẽ, they folosved not the 
indges nether, but wente a whoringe after 
other goddes,z worfbipped them, and we- 
re ſoone gone out of > waye pebeir fathers 
walked in, to heare che cõmaundementes of 
the LORDE,z dyd not as they dyd. 

But whan $ LORD Erayfed vp iudges 
wnto them, che LORD E was with Findge, 
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and helped them out of the banve of cheir 


Gxod.ad enemies, aslongeasche indgelyned, « Gor 


the LOR DE bad pitie of cheir complaynte, 
which ebey made ouer thoſe F fabdued thé 
and oppreffed them. 

D Deuercheles whan the iudge dyed, they 


dad. bturned backe, and marred all more thẽ their 


fathers, ſo chat they folowed other goddes 
toferne them and co bowe chem ſelues vnto 
chem: thẽey wolde not fall from their purpo- 
ſes, ner from their obſtinate waye. 

Ther fore waxed che wath of the LORDE 
allwaie ſo whore ouer Iſraei, that he ſa yder 
Foꝛr ſo moch as the peoplebanetranfgreffed 
my couenaunt, which Jj commaunded their 
fatbers,z folowe noemy voyce, J wil front 
bence forth dryue out none of the Heythen, 
WHS Fofisa lefee bebynde him, wha he dyed, 
*chatby them maye pzoue Iſtael, whe- 
ther they wil kepe the waye of the LOR DE, 
cowaltecherin,as ir fathers dyd, o2 not. 
Thus the LORDE ſuffred allehefenacions, 
ſo chat in a [hore cyme be droue chem noc 
out, whom be had noc geuen oner in to Jo⸗ 


ſuas bande. Thelll. 1 3 
A Heſe arethe nacions, hom theLOR 
DE fuffred coremayne, p by them be 
mighte proue Iſrael, whid) had no 
wnderftondinge inthe warres of Canaan: 
onely becauſe $ ehetrybes of the childrẽ of 
Iſt ael might Enowez lerneco warre, which 
Gfore had no Enowlege cherof, namely: Che 
Hue lordes of * Philiſt ynes z all che Cana 
nites,z Sidvonians, z the Hethites p dwelt 
spon mount Libanus, fromount Baal der 
mon, vnt yll a man conse onto Hemath. The 
fame remayned, that Iſrael mighte be pzo- 
ucd by them, chat it mighte be knowne whe 
ther they wolde herken to the commaunde- 
mentes of the LOR DE, which be commaun · 
ded their fathers by Moſes. 
Clow whan the children of Iſtael dwelt 


Devt rites, Dberefites, Henites z Jebuſites,· they 
andisa 


delyůered the,namely * Achniel ¥ 
F Benas, Calebs yongeſt berber. 


Khe tit. Chap. Mo. xiiij. 
And che fpzete of the LORDE came vpon 
bim, z be was indgein Iſrael, T wente one 
@ soarre fare.2ind $ LOR DE delyuered Cu· 
fan Rifachaim che Eynge of Syzia in to his 
bade, fo pbis hande was ro ftroge foz him. 
Then was the londe in reft fozrye yeares. 
And Achniel che ſonne of Kenas dyed. 

Bucche Hhildzen of Iſtael dyd yee moze 
euell befozethe LORDE.ChentheL ORDE 
ſtrengthed Eglon the kynge of > Moabi⸗ 
tes agaynft > dildxé of Iſtael becauſe they 
roroughe wicFedneffe befoze * LORDE.2inrd 
be gathered onto bim Aᷣchildꝛẽ of Ammon, 
zebe Amalechites,z wẽte and ſmote Ffrael, 
@nd conquered the * cite of the palme crees. 
And the children of Iſrael ſerued Eglon > 
Eynge of > Moabites eightene yeare. THE 
cried they vnto the LOR DE.2nd the LOR- 
DE rayled ehé vp afanioure, namely Ehud 
the fonne of Gera > fonne of Jemini which 
was a man that mighte do nocbinge with 
bis righte ba 
And whã the childeẽ of Iſtael ſent a pre 
fent by bim vnto Eglon che tynge of che 
Moabites, Lbud mave hi a wo edged 
bagger of a ſpanne longe ⁊ gyrded it onder 
bis garmẽt vps bis righte chye, ⁊ bꝛoughte 
> piefent onto Eglon the kynge of ¶ Moa 
bites. As for Eglon, be was a very fatman. 

2nd whan $e baddelyucred the prefen- C 
te, he let the people go that bad caried the 
pꝛeſent, —3 imſelfe turned backe from 
the Fools at Gilgall, z caufed to ſaye chus 
(onto tbe Eynge:) “J bane a fecrere thinge to 
tell che O kynge. And be commanndedto te 
pefylence, z all chey chat ſtode aboute bins, 
yoence out from bin. 

And Ehud came in vnto him. Hefacina 
fyled Sommer perler, which was for bim fel 
fe alone. And Ehud ſaide: I banefomwbat 
ko ſaye onto the of Sod. Thẽ roſe be vp frs 
bis ſeate Sut Ehud put forth bis lefte ban 
de,ztoke the dagger ‘om bis rightethye,e 
thinfEic in to bis bely,fo Hebe befte wentein 
alſo after the blabve,z the fart cloſed the bee 
te:forbe dine noe dagger out of bis bely, 

⁊ Hlthines departed fs him. Dor Ehud 
gat him out at che backe dore,z put to do 
re after him, and lockte itt. 

Now whan be was gone, bis ſeruauntes 
came in,andfawe thatthe doze of che Som 
mer perler was lockte and they fayderperad 
uenture he is gone to the preuye inthe ſyled 
Sommer perler. 

Bue bas they bad wayred fologeeyll ay 
they were aflamed( foz noman o 
perler doze)ebey toke the ke ye, and opened its 
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Beholde, chen laye theit lorde deed vps the 
earch. As for Ehud, be was gotten awaye, 
whyle they made folonge caricge, z be wen 
te ouer by che Idols, and ranne bis waye vit 
to Seitarb. 

And whan be came in = he blewe F trom 
pet vps mount Ephraim, and the children 
of “fae wente with bim from che mount, 
and be befozerbem,and befaive vnto chem: 
Golowe mic, fo: the L OR DE bath delynered 
che Moabites youre enemies in to yo ban- 
de. And they folowed him, zwanne y ferye 
Of Jordane, goech towarde NToab, z fiuf- 
fred no manco go ouer, andat * ſamet yme 
they ſmote of the Moabites vps a ten thou 
fande men, all nobles and men of armes, (> 
that there efcaped not one. Thus werethe 
Moabites bionghte wnder the hande of the 
chilozen of Iſtael at ebat tyme and che lon- 
de wes in reſt foure ſcore yeares. 

Afterwarde was * Samgar ? forme of 
Anath, which flewe fire hundꝛeth Philiſt y⸗ 
nes with an oxes gadd, and delyuered Iſtael 


alſo. 
The Ill. Chapter. 
Vt the childzen of Iſtael dyd yet mo 
re euell before ¥ LORDE, whan Ebud 
was Deed. 2nd the LOR DE ſolde thé 
into che hande of Jabin the kynge of che 
Cananites, which dwelt at Hazoͤr Dthe dye- 
£ captayne of bis boofte was Siſſera, and 
e dwelt at Darofech of the Heythen. And 
the childꝛẽ of Iſtael cried vntothe LORDE: 
foz be bad nyne hũdreth yron charettes, and 
ſubdued che chüdren of Iſraei by violence 
twentye yeare, 

At F famecyme was Judgeſſe in Iſrael 
the prophetiſſe Debbora,the wyfe of Lapt- 
dorh,and ſhe dwelt onder * palme of Deb- 
boza berwene Rama z Berbel,vpon mont 
Epbraint, and che childzen of Iſtael came 
vp vnto ber to che lawe. Sbe fene forth, · 
called foz Barak che fonne of Whi Noam 
of Redes Nephtali, and fayde vnto bim: 
Hath noe $ LORDEthe Good of Ffrael cd 
maunded the: Go thy waye,and get the vp 
vnto mount Chaboz,z take webecenthou- 
fandemen of the children of Nephtali ⁊ Za 
bulon? Fo: J wil mate Sifferache chefe cap 
tayne of Jabins hooeſt to come to the vnto 
F «water of Cyfon,wich bis charettes and 
with bis mulcioude, and J wylldelyuer him 
into thy bande. Barak fayde onto her: RF 
thou wilt come wb me. J wil gorbut yf thou 
wilt not come with me I wil not go. 

She ſayde: Jwyll go with the:neuerthe⸗ 
leſſe the prayſẽ foal noe be thine inthis ioue 


Lhe iiij. Chap, 

ney that chou goeſt but * LORDEfhyal de> 
lyuer Siſſera in to a womãs hande. So Deb 
boa gat bir vp, and wente with Barak vn⸗ 
to Beves. Chen Barak called Zabulon and 
Nephtali onco Aedes, and wẽte on fore c 
cen choufande mer. 2ind Debboza wente ch 
him alfo. As for Heber che Benyte be was 
Departed from the Benyres from the chil · 
bien of * Bobab Moſes brother in lawe,and 
bad pitched bistent by * Oke of Zaanaim 
beſyde Kedes. 

Then was it tolde Siffera, F Barak the 
une of Ahi L704, was gone vp onto moũt 
Thabor: ⁊ be gathered allbis charettes toe 
gecher, nyne C. yron charettes, ⁊ allebe peor 
ple $ was with him from Haroſeth of the 
Heyché, onto che water Cyſon. Debbora fay 
de vnto Barat: Vp.this is the daie wherin 
the LORDE bath belyuered Siſſera in to y 
hande: for * LORDE thal go forthbefore Y. 
So Barak wente fromount Chaboz,and + 
ten thouſande menafter him. 

But the LORDEdiſcomfited Siſſera ch 
all bis charettes z hooſt ⁊made thẽ aftayed 
of che edge of the ſwerde before Barak , fo 
¥ Siffera leapte of bis carct, z fled on fo- 
te. Neuertheleſſe Barak folowed vpon * 
charettes zthe hooſt vnto Haroſeth of the 
Heytben, zall Siſſeras hooſt fellchorow F 
edge of the fiverde,fo not one efcaped. As 
for Siffera, be fled on fore vnto the tence of 
Jacl, F wife of Heber  RBenive. For therẽ 
toas peace betwene Eynge Jabin at Haſoͤr, 
the houſe of Heber the Kenite. 

Jacl were forrh to mete Siffera, z ſayde 
onto him: Turne in my lorde, turne in co me, 
T be not afra yed. And he cursed in onto ber 
into the tente,z fhe couered him with a “ar 
mẽt. Hefayde onto ber: Jpraye F genemes 
litle water co dzynte, for Jam acby:ft. ThE 
opened ſhe a mylbe pot,z gaue bimeo dryn · 
ke and couered bi. And be ſa yde vnto hers 
Sesde in che tente doze,z yf one come zare, 
is there enyman here? ſa ye Noman. 

Chen Jael che wife of Heber toke a nale D 
of the tente, and an hammer in bir hande, z 
wente in preuely onto bint, z finote the nale 
in thorow the temples of bis beave,fo p be 
fancFeto ? earth. As for bim, be was fallen 
ona flomber,and weery,and [> be dyed. 

Dut wha Barak folowed after Siffera, 
Jacl wente for co mete him, and ſayde onto 
bim:Come hither, J wil ſhewethe the man, 
whom thon ſekeſt. And whan be camein on 
to ber he farve Siffera deeb,z the nale ſtic⸗ 
tinge inbis temples. Chus God breughte 
Downe Jabin che Eynge of the Cananites 
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before the children of Iſrael acebattyme,z 
the bandeof che childzen of Gftsel wenrez 
fabducd Jabin > Eynge of the Cananites, 
tyll shey had roted im our. Chen Debbora 
and Barac the fonne of Abi Noam, fange 
at che fame tyme,and fayde: 

Tbe V. Chapter. 

Ba Ow that ye are cometo reff, ye quye 
temen int Iſrael. prayſe J LORDE, 
amonge focb of the people as be fre 

wyllinge. 
Meare ye Eynges , z herken to ye prynces: 
J rwyl,j wyl fyngetocbeLORDE, even vn 
Eorbe LORDE F God of Iſtael wil J playe. 
ax0.19< xLORDE,whanetbou wenteft out front 
Deut.s.b Geir,z cameft in fromthe felde of Edom, y 
earch quated, the beanen dropped, andebe 
cloudes dropped with water. 

* The billes melved before the LORDE,Si 
nai before the LORDEthe God of Iſrael. 

in the syme of · Sanger che fone of A⸗ 

nach: In che tyme of « Jacl che wayes fay- 
fed: and ebey thac fpulde bane gone in pa- 
thes, waltcd thorow croted wayes. 

There was [carceneffe,chere was fearce- 
neffeof honBbande menin Iſtael, oncyll J 
Debbors came vp, ontyll J came vpamo- 
ther in Iſtael. 

Godbath choſen anew thinge. He hath 
ouercome 9 portesin batta yll: and yet was 
chere ſene nether ſhylde ner ſpeare amonge 
fort ye thouſande in Iſtael. 

Myhert loueth teachers of Iſrael:ye 

$ ave frewyllinge amonge the people, pray 
fetbe LORDE 

Me that ryde vps fayze Aſſes, ye chat ſyt 
inindament and gene fentence,yetbat go by 
the waye,pzayfetbe LORDE. 

Obs ¥ archers cried betwene F Drawers 
of water, chen was it [pote of F rightcouf- 
nes of the LOR DE, of cherighcesufites of 
bis bupbande men in Iſrael: chen ruled the 
peop of theL OR DE vnder the gares. 

Ip Debbora vp, get the vp, gettbevp,z 

td.g.a rehearſe a fonge.+ UrifeDarak,z catch bim 
} catchedtbe,thon fonne of Abinoam. 

Thenbhadebe vefolate che rule with che 
mightie of the people. Che LORDEbad F 
dominion thorow the giauntes. 

* Ont of Ephraim was their rote againfE 
Amalet, and after him Ben Yamin ĩn thy 
people. 

Out of Machir haue teachers ruled, and 
ont of Sabuld are there become gouernours 
thorow the weytinge penne. 

And out of Iſachar chere were prynces 
with Debbora,and Iſachar was as Darae 
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in ¥ valley, fent with bis people on fore: As 
foz Ruben, be ſtode byc in bis arone confay- 
te,and feparaced bim felfe from vs. 

Why abodeſt chou beewirte the bowers, 
rohan theu berdeft the noyſe of tbe floes? 
becanfe Ruben ſtode bye inbis arvne cõſay 
te,and feparated bim felfe from vs. 

Gilead abode beyonde Jordane, and why 
owelc Dan amonge the Phippes ? Aſſer jac 
inthe bauen of che fee,andearicd in bis pes 
ciens. 

But Zabnions people ioperde theit life 
vnto death: Nephtali tip in che toppe ofF 
felde of Merem. 

The bynges came ⁊ foughte, chen fough 
te $ Eynges of the Cananites at Thaanab 
by cherwater of 21egiddo, but ſpoyle of mo 
ney broughte they nor there fre in. 

Grom beane were they fougbré agaynft, 
the fiarres in their couiſes feughte wich 
Siſſera. 

The broke Cyſon ouerwhelmed chem, the 
broke Kedumim, yee che breke Cyjon . My 
feuletreade chou vpon themightie. 

Then made che hore ferearufifhingeto- 
gether, forthe greateviolence of their migh 
tie horſe men, 

Curfeche cite of Meros (fayde > an: 
of the LORDE)curfe che citefyns cherof, be 
cauſe they come notto belpe } LORDE, to 
belpe the ORDEto the giauntes, 

leffyngeamonge wemen have Jael the 
wife of Heber the Kenite:bleſſinge haue fhe 
in the tente amonge the wemen. 

Whan be ared water, ſhe gaue him myl 
ke, broughte forth butter it a lordly diß ſhe. 

Sbhetoke holde of che nale v hir bande, 
zebe ſmyth hammer with hir righte bande, 
and ſmote Siſſera, ent of bis heade ⁊ pear · 
fed and bored chorow bis temples. 

He bowed bim felfe downe at bir fete, be 
felldorone, andlaye there. He fante downe, 
and fell at bir fete: han be bad ſoncke dow 
ne,belaye there deftroyed. 

Mis mother lobed outatthe wyndowe, z 
cried piteoufly thorow the trallace: Why ta 
rieth bis charet ont ſo lsge, that be cõmeth 
not? Wher foꝛe do the wheles of bis charee 
mate folonge tarienge? 

The wyfeſt amdge bis ladies anfivered,z 
fayde vnto ber: Shulde chey noc findez dent 
Ddethefpoyle, onto every mana fay:emayde 
or tivo fora pray,z partye coloured garmẽ · 
tes of nedle worke to Siſſera for a fpoyle, 
partye coloured garmentes of nedle works 
aboute the necke for a pray? 

Thus ell chine enemies muſt periſhe O 
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LORDE:bwt they chat louethe, ſhal be euen 
as the Sonne ryſinge vp in bis mighte. 
And chelonde hav peace fortye yeares. 
The Vi. Chapter. 
A Nd whan che childꝛen of Iſtael dyd 
Sf enell in thefighte of rhe L ORDE, the 
LORDE delynered chem vnder the bar 
be of the Madianites vij.yeares. And whe 
the banve of the Madianites was co migh 
tie ouer the childzen of Iſtael the children of 
Iſtael made chem dyffesin $ mountaynes, 
and canes and holdes, co defende chen fel- 
ucs from ¥ Madianites. And whan Iſtael 
pee enychinge, > Madianites and Ama 
lechites,and the children towarde the ſouth 
came vp vponthem, and pitded their tétes 
agente thems, anddeftroyed the increafe of 
thelonde Downe vnto Gafe, zleenotbinge 
remayne oner of the beeftes in Iſtael necber 
Thepe,neroren, ner affes. Gozthey came vp 
with ebeir catell an tentes, as it yee bene a 
greate multitude of gre} ro(ſo that ne 
cherthey ner cheir Fret Peabee benom- 
bred)and fell in to the londe that they migh 
te deffroye it. Thus was Iſrael erceadinge 
finall befozethe MFadianites. Chen criedebe 
childrenof Iſtael vnto the LORDEF. 

BD Butwhanchey cried vᷣnto the LORDELe 
cauſe of * Madianites, * LORDE ſent thẽ a 
hrophet. which fayde vnto che: Thus faiech 
the LORDE the Good of Iſtael: J caried you 
out of gipte,z broughte you ont of ¥ bow 
feof bondage, zdelynered you fremebe ban 
be of the Egipcians, z from the babe of all 
them that oppreffed you, and J bavethznft 
them ont before you, z gener youtbeir loðe 
and fayde onto you: Jj amtbhe LORDE youre 


4nei7g God.» Gearenot ye the goddes of the Amro 
lere io · rites, in whofe londe * dwell: neuertheles ye 


haue not herkened vnto my voyce. 

And there came an angell of the LORDE, 
zfac him downe vnder an Oteat Aphꝛa 
wyhich belonged vnto Joas che father of ¥ 
Eſtites, and bis ſonnẽ Gedeon was thof- 
Phinge wheate inthe barne, that he mighte 
fiye awaye before the Mtadianites. 

Then appeared vnto him the angell of F 
LORDE, and ſa yde onto him: The lL ORDE 
with } chou mightie giaunte. BucGedcon 
fayde onto bim: Syr, yf the LOR DEbe v 
‘vs, wher fore is all this then bappencd vnto 
vs? And where are all the wonders, which 
oure fathers tolde vs,z fayde: TheL ORDE 
brought vs ontof Egipte? But now bath 
the LORDE forfaten vs, and delyucred vᷣs in 
to the bande of the Madianites. 

SheLORD Ecusned him vnto him ⁊ fay 


The vi. Chap. 


de: Sothy waye in chis thy ſtrength, thou 
ſhalt delyuer Iſtael out of che haͤnde of * 
Madianites. I bane ſent the. Buc he ſayde: 
My LORDE, wherwithall ſhal J delyuer Gf 
racl ? Debolve,my Eynred is che finalleft ts 
Dianaffe,z Jam che leefé in my fathers how 
ſe? The LORDE fayde vnto him: J will be vh 
the, fo chon ſhaͤlt ſmyte che Madianites, 
euen as though they were bur one man. 
Hefayde vnto bim: yf Fbaue ſoũde gra D 
ce in chy ſighte, then make me a token chat 
itis thon, which ſpeakeſt with me: go not 
Grwaye,tyll J come to ? and bryngea meace 
offer ynge tõ fet before che. He ſa yde: J wyll 
tary,tyll thou cẽõmeſt agayne. And Gedeon 
wẽte, and made ready a k ydd, and an ESpha 
of vnleuended floure, and la yed che fleſh in 
a maunde, and put the broth in a por, and 
broughte it forth onto him wonder the Oke, 
and came nye. But the angell of God fayde 


wnto bim: « Cateche fleſh and che vnleuen tua 


ded bred, T ſet it vponthe ſtonye rocke that 
ts here and poure the broththeron. Andhe 
dyd ſo· Then che angell of theL ORDE ſtret 
ched out the ſtaffe that be had in bis bande, 
and with che ende of it be touched the fleſh 


and che vnleuended floure: · and the fyre c&- Gens 
me out of che rocFe, and conſumed che fleſh s. Reise 


andthe vnleuended floure. And the angell of 
theL ORDE vanyſhed out of bis ſighte. 
low wha Geveon fawe that it was an S 


angell of $ LORDE,befayde:® LORDELOR exos:d 
DE, bane Ithus ſene an angell of * LORDE tudas.a 


face to faceyTheLORDEfayde vnto him: 
peace bewith che, feare not, chou ſhalt not 
dye. Thẽ Gedeon buyloedan altarcthere on 
to ¥ LORDE,z called it: Che LORDE of pea- 
ce.The fame ſtondeth yet vntothisdaye at 
Apia, belsgeth vneo the father of * Efrt 

Andin $ famenight fayde F LOR- (tes. 
DE vntobim: Cates fedd bulloce fr5 amd 
ge thy fathers oren,z another bullocte of fe 
wen yeare olde, and breate downe the altare 
of Baall which is chy fathers and cut dow 
ne the groue that ſtondeth by it, and buylde 
thou an altare vnto the LORDE v God abo 
ne vpon the toppe of this rocFe, andmate 
itready,and catethe other bullocke, and of- 
fre a burncefferynge with che wodd of the 
grove that chou baft hewen downe. Chen 
tote Gedeon ten men of bis feruauntcs,and 
dyd as FLORDE fayde vnto bim:burbe was 
afrayed to do this by Daye tyme, forbis fa- 
thers bonfe and che people in $ cite, and ſo 
he dyd it by nighte. 

Now whan the people inthe citerofevp H 
early inthe mornynge, beholde Baals alta⸗ 
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ge was broken, and the groue hewen downe 
by ic, and the ocber bullocfe a burntofferyn- 
ge vpon the alcare chat was buylded, zone 
fayde vnto another : Who bath done thisz 
And whan they foughrez made fearche, it 
was fayde:Gedeon the fonne of Joas bath 
Sone it. Thẽ ſayde che people of F cite vnto 
joas : Brynge forth y fonne, He muſt dye, 
ecaufe be bath broken Baals altare,and 
bewen downe che grove therby. Buc Ioas 
ſayde vnto all chem that ftove by him Wyl 
ye Eryue for Baal? Wil ye delyuer him? He 
ſtryueth for bim, ſhal dye this momynge. 
RF bebe God, lec him auẽ ge him ſelfe. becau 
fe bis altare ts broFen Downe. Grom daye 
forth was be called “Jerubaal , becanfe tt 
was ſayde: Let Baal avenge bim felfe, that 
bis altare is broken Downe. 

Whan ? Madianites now z > Amalechi 
tes, zthe childrẽ torarde the ſouth bad ga- 
thered ché felues cogerber,z were paſſed cho 
row (Jordane )z had pitdyed cheir tentes in 
the valley of Jeſrael, the ſprete of the LOR- 
DEenducd Gedeon,z be cauſed the trompet 
to be blorwne,z calle(che houſe of »Abiefer, 
thacebey ſhulde folowe him: z be fent mef- 
faungers vᷣnto all anaſſe ⁊ caliedthem, * 
they ſhulde folowe him aiſor and be ſent meſ 
faungers likewyſe onto Afferz Zabulon ẽ 
VNephtali, which came vpto mete him. 


And Gedeon ſayde vnto G. fF how 
toile delyner Gftael chozow my bande, as 
thou haſt ſaide thẽ wil J laye a flefe of woll 
inche courte:yf } Dew be onely vpon ? fle- 
fez dzye vponall ebe grounde, then wyll FJ 
perceane,thatthou fale velyuer Iſtaei tho 
row my hande as thou haſt ſa yde. And it ca 
ime foco paſſe. And whan be rofé vpearlyon 
the mozrow,be wage ỹ dew out of the flefe, 
and fylled a dyßſhe full of rater. And Ge- 
deon fayde vnto Sod -Benot wroth at me 
ehac 7 fpeate yet this one tyme. J wyl pro⸗ 
ue yet but once with che flefe, let it be dꝛye 
onely vpon the flefe , and dew vponalltbe 
grounde. And God dyd forbe fame nightes 


Khe vij. Chap. Bo. xvi. 
ſothat it was dzye onely vpon che flefe, and 
Dew vpon allcbe grounde. 

The Vil.Chaprer. 
¢ Hen Jerubaal (that is Gedeon) gat A 


bim op carly, andall che peopleebat tui.c.k 


wes with bim, and pitched cheircen 
tes beſyde che well of Harov,forbat be had 
the booft of the Madianites on che norch fi 
de bebynde che byll of More in the valley. 
But the LORDE fayde vnto Gedeon: The 
people chat be with are to many for mete 
Delyuer Madian inco their hande ĩeſt Iſtael 
booſt chem ſelues agaynft me,and faye: My 
bande bach delyuered me. Cauſe a prodama 
cion now co be made inthe cares of the peo 
ple,and faye:« Hecbat fearech,andis afiay- 
ed,lec bim turne backe, and get bim foone fro 
mount Gilead. Then returneð there of che 
eople abonte a trvo and twenty thouſande 
> chat there was left but tenthouuſande. 
And the LORDE ſayde vnto Gedeon The 29 
people are yet to manyr brynge chem downe 
to the water, chere wyl Fj prone chem for * 
and of whom Fj faye that be ſhai go x the, 
the fame|bal go with the:burofwhs Fj (aie 
that be ſhal noc go with the, ebe fame fall 
not go. And be broughte the people vnto ) 
water. And che LORDE ſa yde vnto Gedcon: 
Whofoeuer licketh of che water with bis tũ 
ge, as a dogg licfeth, make bim ſtonde aſyde 
aud lykewyſe who ſoeuer faileth downe vpð 
bis knees to dꝛynke. Then was che ——— 
of them that bad licked out of the bande to 
chemonth,tbec hundꝛeth men. And the LOR 
DEfayve vnto Gedeon: Thorow the chie bE 
dreth which haue licked, wyl J deiyuer you, 
and geue ouer the Madianites in to thy be 
de: As forthe other people,lec them go euer y 
one vnto his place. 
And they coke vytayles with them for > 
ple, and cheir trompettes: but che other 
Pienclices let be go, enery one unto bis ten⸗ 
te.And be firengebed bimfelfe with che thre 
hundꝛeth men, and the Madianites hooſt 
laye before him beneth in che valley. And the 
fame mgbefayde the LORDE onto bim: Dp, 
and go Domne into the hooſt, fo: J baue ge 
uen chemouer in co thy bande. Bac yf chow 
be afrayedto go Domne, thenlee y ſeruaunt 
Pura go Downe with thevnto che hooſt, F 
chou maieft beare what they ſaie: after that 
fhale chow be bolde, and thy honde fEronge, 
that chou mayeft go Domne in to the hooſt. 
Than wente Gedcon downe with bis fer 
naunt once > vocemoft parte of Fwatchme 
ofarmes were in * hoͤoſt. And $ Madia 
nites and Amalechites ,and all een 
ee ti 
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ofthe forth , bad layed chem felucs beneth 
inthe valley,as 4 multitude of grefhoppers, 
end their Camels were not to be nombzed 
Pe mult itude, euẽ asthe fonde on F fee ſhore 
‘ox whan Gedeon came,bebolde, one col 
be another bic dreame , z fayde:Bebolve, F 
bauc dreamed a dreame: Nie thoughte a ba- 
Pebarlyclofe camerollinge downe to ? Hooft 
of } Madianites: andwhan ic cameo the 
dente, it ſmote it, and ouerchrew it, andtur- 
ned it vpſyde Downe, fo that the tente fell. 
Then anfivered che ocber:C hat is nothinge 
els chen ? ſwerde of Gedeon che forme of Jo 
as Iſraelite: Bodbath gene ouer the Wie 
dianites with all the in to his hande. 
@ Wohan Gedeon herde this dreame toide e 
the inter pꝛetacion of it,be worfbipped,and 
came agaynein to che hooſt of Stack, and 
fayde:p, foz the LORDE bath delynercd > 
hooſt of the Madianices into youre have. 
Ande denyded the thre bundrechmen in 
to thre partes and gauecuery one a trom 
Fe inbis bande, andemptye pytchers and 
mpes therin, and fayde unto chem: Lote 
wncome, and do ye euẽ fo,and beholde wha 
‘J comeco che veremofé parte of the hooff, 
euen as J do ſo do ye alfo. Whan J blowe > 
crompet,and all that are  me,then ſhal ye 
blowe } trõpettes alſo rounde ab oute au the 
Hoof, and jayc: Here the LORDE z Gedeon. 
Thus came Gedcon and the thre hundreth 
ten with bun vnto che vttemoſt parte of > 
hooſt( aboute the t yme whan the mydwatch 
begynnech)and waked vpthe watchmé,and 
blewe with the trompettes, and ſmote afun 
der the pitchers in their bandes. 
3g So all thethre companies blewe with > 
trempettes,and bzake the pitchers. Bucebe 
lampes beldethey in their lefte bande, and 
the crompertes in their righte bade ſo tbat 
they bleroe,and cried: Hereche fiverdeofrbe 
LORDE and Gedcon .Andeucry one ſtode in 
bis Bowe aboute the hoeſt. Thenranne all 
the hooſt. and cried and fled. And whyle the 
thie bundzeth men blewe ehe exe mpettes, > 


-Re.t4.c LORDE bought it fo to paffe, that» ener 
—e mans fiverdein all $ Ped lis — 


nother, and che hooſt fled vnto Betbfieba 
Bereratha,and wntotbe border of the play⸗ 
ne of Mehohab beſyde Tabath. And ) men 
of Iſael of Stephealiof Affer,z of Manaſſe 
cried and folowed vpon the Madianites. 
And Gedeon ſent meffanngers vp vnto 
all mount Ephraim, ſa yenge · Comedowne 
gainſt the Madianites, and ſtoppe the wa 
ter from them vnto BethBara and Jorda· 
he. And then eryed all they chat were of E- 


The viij. Chap. 
2a, And fFo; the water from them 
ee By coe Repree sue mate toke two 
prynces ofthe Madranites Oreb and Zeb, 
and ſlewe Oreb vpon che rode of Oreb, ard 
deb in cheseyncpzeffe of Feb, and folorsed v- 
ponthe Madianites, and broughte the hea 
des of Oreb and Feb, onto Gideon ouer You 
Dane. 
The VALChapter. 
Nd the men of Ephraim fayde vnto % 
him: Wherfore haſt chon vonethis 
vnto vs,that thou haſt not called vs, 
whã thou wenteſt forth to fight aga ynſt + 
Madianites ?and they chode fore with bins. 
But be ſayde onto chem: What haue J do⸗ 
nenow that is life youre acte: Is not the of 
tergadverynge of Ephraim better then the 


whole barucft of Abiefer?God bath delyuc- loco g 


red > pzynces of che Madianites Ozeb and 
Seb in co youre hande,how couldeT oe that 
ye bane done: Whã be bad fayde chis, their 
blaſt was froaged from bin. 

Now whan Gedcon came vnto Jorda⸗ 
ne,beroente ouer with the ehze bunbdzeth mẽ 
that were with bim, andebey rere weery, 
and folowed vpon their hace. And be fayde 
vnto the men of Gucoth: J pzayeyou gene 25 
the people that are with ——— of 
bred(fortbey are weer y) chat J maye folo- 
wevpon Zebea and Salmana thetinges of 
the Madianites. 

But che rulers of Sucoth fayde: Are 
the handes of Sebea and Salmana in chy 
bandes allready,thac we muſt gene bred wit 
tothy men of warre? Gedeon fayde: Well, 
whan the LORDEdelyuereth Zebea and Sal 
mana into my bade, J wyll chreß ſhe youre 
flefh with thornes of the woylbemiefhe and 
with breares. And from thence he wente vp 
vnto penned, and [pate even fo wnto them, 
And the mẽ of penucl gane him lite anfice- 
reasthey of Sucoth. And he ſayde alfoun, 
to the men et pow 2 RF Iceme peaceably 
agayne, J wil breake Dorone this cower. 

2s foz debea and Galmane, they were € 
at Barkar,and their hooſt with them vpon 
a Fyftenctbonfande, which were allebat we- 
relefte of che whole booft ofthe childzen of 
the afte: for there were fallen an hundreth 
and twentye thouſande, that couldedzawe 
the ſwerde. 

And Gedcon wente vp by rhe waye, whe 
rethey dwell inthetentes on the caft ſide of 
Nobah and Yakbeba,z ſmote thebooft, for 
the booft was careleffe, and myſtruſted no- 
ebhinge. And Zebea and Salmane fled, bute 
bc folowed after chem,and cote $ two tyn- 
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ges of the Madianites Zebea and Salma · 
na,and put all cbe booft in feare- 

Clow whan Gedeor y fonneof Joas ca 
meagayne firs the battayli out of F café be 
tote a lad of chemenof Sucoth, zeramy- 
ned bim , whic wrotebim vp thenames of 
therulers of Sucoth, and their Elders, euẽ 
thre [Core and ſeuentene mess, 

D =Andvbecamecoche menof Sucoth,ziay 

de:Behoͤlde, here is Zebea Salmana, cocer 

aynge whõ ye langbed me to ſcorne ſayde: 

rethe handes of Zebea and Salmana in 
thy hãdes all ready that we muft gene bred 
vntothy men which are weery? And be to- 
be the Elders of the cite, and thornes out of 
the wildernes,and breres,and canfed Fmen 
of Sucoth to be tome therwith.· And the 
tower of Penuel brake be Downe, and flewe 
the men of che cite, 

And he faide vnto Zebea and Salmana: 
What maner of mẽ werethey whõ ye flewe 
at Thabor? They fayde: They were euen li · 
tethe,z gocdly men, as yf they bad benea 
kynges childzé.e fayde: Chey were my bie 
thren, euen my mother fonnes : As truly as 
theLORDE lynech, yf ye had lectẽ them ly 
ue. J wolde noe flaye you. 
£ nd be [aide vnto bis firſt borne ſonne Fe 

ther: Sconve vp,z flaye them. Horbeit the 
lad drue not ont bis fiverde, for be was a fray 
ed, for fo moch as be was yet but a lad. Zebea 
zGalmana ſa yde: Stonde thou vp, z flaye 
v8, for as the manis, (och is aiſo bis ſtrẽ gth. 
So Gedcon arofe,and flewe Zebea and Sal 
mana, and tobe the ornamentes that were 
aboute their Camels necPes . 

Then fayde certayne is Iſtael vnto Ge- 
Seon: Bethou lorde quer vs, thou andeby 
fonne, andeby fonnes ſonne, for fo moc as 
thou haſt delyucred vs from > bande of > 
Wladianites.Ctenertheles Gedeon aide vn 
cothem : J wil sot be lorde over you, necber 
fhalmy fonnc be lorde ouer you, but the LOR 
DE ſhalbe lorde ouer you. 

§ Gedconfayde vnto them: One thinge J 
deſyre of you Euery man geue me theearin- 
ge that be bach fpoyled. (Foz in ſo moch as 
F men were Iſmaelites they hadearinges.) 
Chey fayde: Chem wyll we gene the. 2nd 
tbey fpzed out a cloth, and every man caſt 
theearinge theron chat be bad fpoyled. 2nd 
tbe golden earynges which be requyred,bad 
in weight, a thouſande and ſeuen hundreth 
Sycles of golde, beſyde the ſpanges and 
cheynes, and ſcarlet rayment which the kyn · 
ges of che Madianites dyd weere, and be- 
Hde che neckbandes of their Camels. And 
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Giveon made a cote armonre cherof, and 
fet itinbis cite ac Aphra. And all Iſrael 
wente there & whoringe afterit,andit cur 
nedto anoccafion of fallinge unto Sedeon 
and bis boufe. 

Thus were * Madianites brought dow G 
ne before the children of Iſrael, and lifte 
vp their heade nomoꝛe:and the londe was in 
reſt fort ye yeares,as loge as Gedeon lyned. 

And Jerubaal che forme of Ioas wẽte ⁊ 


dwelt in bis houſe And Sedeon Had thre ſto Kenoa 


re ⁊ ten ſonnes, which were come out of bis 
thye:for be bad many wyues. And bis concu 
byne which be had at Siché, bare him a ſon 
ne alfo, whom be called Abimeled). And Gi 
Seon the fonne of Joas dyed in a good age. 
twas buricd at Aphra in F fepulere of hia 
father Joas the father ofche Eſrites. 

Due whan Gedeon was deed, che childreẽ 
Of Iſtael curned bacte, and wente awborin 
ge after Baclim,and made a couenaunt ch 
Daal Berith, F be ſhulde be their God. And 
> hildzé of Iſtael choughte noc on * LOR 
DEtheir God, whic had delyuered them frS 
the bande of cheir enemies rounde abouter 
and they ſhewed not mercy unto the houſẽ 
of Terubaal Gedeon, acordinge to allebe 
goodebat be bad done vnto Ffrael. 

Thelx. Chapter. 
Bimelech the ſonne of Jerubaalwente A 
vnto Sichẽ co his mothers brethren, ⁊ 
ſpake vnto chem, zo all the kynred of 

bis mothers fathers houſe, and fayde: I 
praye you ſpeake inthe eares of allthe men 
at Sichem: What is better es you,tbatcbre 
ſcore and cen men all chüdren of Jeruba 
al ſhulde be lordes over you, or that one man 
fhulve be Lorde over you ? Remembre alſo 
ehac J am youre bone and youre fleſh. 

Then [pate his mothers brerbie all ehe- 
fe wordes for bim, in F cares of all } men ac 
Sichem. Andcheir here enclynedto Abime- 
led), for they thoughte: He is onre brother: 
and gaue bim thre [core and ten ſylueriin⸗ 
ges ont of * houſe of Saal Berith. And wh B 
them Abimelech byred men that were va- 
gabundes and of light condicions,whid fo 
flowed bins. And be cameto bis fatbers bou- 
fe onto Aphra, and flew bis brethren the chil 
dren of Jerubaal, euen thre ſcore men and tẽ 
vpon one ſtone. But Jot ham che yongeſt 
ſonne of Jerubaal remayned oner , for be 
was bydd.2nd all che men of Sichem, any 
allebe houſe of Millo gathered chem feluea 
together, and wente and made UAbime- 
pe Eynge by the Oke chat ſtondeth ac Ge 

m. 
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BS Wbanebis was tolde Forbam,be wente, 
and ſtode vpon thecoppe of mount Gafim, 
and lifce vp bis voyce,cried,and ſa yde: Hea⸗ 
veme ye men of Sichem,tharGodmaye bee 
ve you alſo. The trees wente to anointe a Ein 
de oner them, and fayde vnto che Olywe tre: 
Se thou oure Eynge. But the Olyue cre any 
ſwered them: Shall J go and leaue my fat- 
neffe( which borh God andmen commende 
in me) and goto be puft vp aboue the trees? 
Chen fayde the trees onto che fygge tre: Co 
methou and be kynge ouer vs. Duttbe fyg, 
ge trefayde vito thé: Shal J leaue myfivec 
nes and my good frute,and goto be puft vp 
aboue the treesy Chenfayde checrees vnto 
the vyne:Come chou and be oute kinge. But 
the vynefayde untochem: Shal J leaue my 
ſwete wyne, which retoyferh God and men, 
and go to be puft vp aboue the trces v THE 
fayde all the trees vnto the thorne buffhe: 
Come thou,and be Eynge quer vs. ind che 
ehozne bußſhe ſayde onto the trees: Rf it be 
true, yeanoynte me to beEynge oucr you, 
thé come, and put youre teuſt onder my jha⸗ 
dowe· Nino, then go fyre ont of che cbome 
bufifhe,z cõſume Ceber trees of Zibans. 
C Xf yebaue dvoncright now and iufily, $ 
ye haue made Abimeledyeo be Eynge:and yf 
ye haue done well onto Jerubaal and to bis 
boufe, and haue done vñto bim as be defer- 
ued vnto you. Which(euen my father fough 
te for youre (atcs,and ioperde bis lyfe, co de 
Tyner out of the Madianites bade, euẽ you, 
which areryfen vp this daye age ynſt my fa 
thers boufé,z bane flaine bis chiidiẽ thre feo 
reperfonnes z tert vpon one ſtone anð haue 
made you a Eynge(euen Abimelech chefonne 
Of bis handmade) ouer themen at Sichem, 
for fomoc as bets youre brother. 

RF yebane done righe now and infily vn 
to Jerubaal and bis houſe this vaye, eben 
reioyfeouer Abimeledy and let him reioyfe 
ouer you. NF no, then go fyze out from Abi · 
melech, and cdfume the men of Sichem and 
the boule of Millo: And fyre go out alſo fis 
themenof Sichem, and from the boule of 
Hille, and confirme Abimelech. Anð Jot ha 
(han be had {poten this ont)fied, and gat 
bim ontof che waye, and wente vnto Ber, 
Gnd dwelt cherebecanfe of bis brother Abi- 
melech. 

DNow whan Abimelech had reigned thre 
xeare ouer Sftacl,» Good ſent an enell myn, 
be betwene Abimelech and che men of Gi- 
chen (for the men of Sichem defpyfed Abr- 
teled), and rebearfed the wzenge done to 
the formes of Sernbaal, and their bloude, 
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@nd layed it vpon Abimelech their beorher 
which flewe chem,and vpon the men of Si- 
chem chat firengrbed bis bande cherto,chat 

be mighte flaye bis brethren. 

ind the men of Sichem fee an bynder 
watch vpon the toppes of che mountaynes, 
and fpoyled all chem that walted nye them 
by thewaye, andit was tolde Abimeled. 
Dut there came Gaal che forme of Ebed 
and bis brethren, and entred in to Sichem. 
and the men of Sichem put their truſt in 
him, and wẽte out in co the felde and gathe · 
red cheir vynyardes, and preſſed them, and 
made a daunſe, and wente into their gods 
houſe. and ate and dzanke, and curfed Abi - 
meled. 

And Gaal y fonne of Ebed ſayde: Who E 
is Abimelech? and what is Sichem that we 
Hhulde ſerue humẽ Is he noe che fone of Je- 
rubaal, and bath ſet Sebul bis ſeruaũt oner 


themen of Hemoz the father of Sichem? cen.24.0 


Wherfoze ſhulde we ſerue him:? Wolde God 
the people were vnder my bade, / I mighte 
put downe Abimelech. 

And tt was rolve WAbimeledy: Increace 
thine boofte,and veparte. For Sebul cheche 
fe ruler of the cite, whan be herde the wor 
des of Gaal $ fonne of Ebed, he was work 
fully difpleafed,and fente meffage fecretly co 
Abimelecdy, and cauſed to faye vnto him: 
Beholde, Gaal che fonne of Ebed andhis 
brethren are come to Gichem, andmatethe 
cite to be agaynſt the. 

Ariſe therfoꝛe by nyght thou andthy peo 
ple that is with the, andlaye wayte ſor chẽ 
Inthe felde: andtomozorm whan the Sonne 
aryléch, get the vp foone, and fall vpon the 
cite:and yf beand the people that ts with 
Him come out onto the, che veale with bin, 
as thyne bande fyndeth. 

AWhimelech fEode vp by night, andallehe g 
people that was with bin, and layed wayte 
for: Sichem with foure compantes of men 
of warre. And Gaal ehe fonne of Lbed we 
out and fEodeat the doze of the gate of tha 
cite. Hut Abimelech gat him vp out of che 
binder watch,and che people that was with 
bim. Now whan Gaal fawe the people, be 
fayde vnto Sebul: Beholde, there commetly 
a people downe fromebe toppe of } mounts 
Se bul rive vnto him: Thou feift F hadowe 
ofthe mountaines aschongh they were mẽ. 
Gaal ſpake yet moze and ſayde: Beboloe, 
there commeth a people dowmne from > myð 
des of the lonvde,z one bonde of men cõmeih 
bythewayeto > witch Obe. The ſayde Ge 
bul: Where is now F mourh F fayve: Who 
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Gaal wente forth before the citeſyns of 
Sicdhem,and foughce with Abimelech. Buc 
Abimelech chaceðd bim, fo chat be fled, and 
there fell many flayne euen vnto the gate of 
the cite. And Abimeled) above ac Aroma. 
Buc Sebul droue awaye Gaal and bis bie 
thzen, fo chacebey muſt not rema yne at Si- 
chem . Dpon chemozowe wente the people 
forth ince > felde. LOS chis was colde Abi 
inelech, be coke the people, and parted hens 
into thie boves of men, and wayted for thẽ 
inthe felde. Now whan be fawe F the peo- 
ple were cut of the cite,berofeagaynft che, 
and ſmote them. 


SAlbimelech and > —— of menthat 
er 
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was with bin, fell vpon chem,and fiepte on 
tothe dove of the pose: but the ocher cro 
companies fellyponall chem that were is 
the felde,and flewerhem. Thẽ foughre Abi 
melech agaynft che ciceall > fame daye,and 


wanne it and flere the people that was che 
rein, and brake Downe > cite, and ſowed fale 
theron. 


Oban all the men of the cower of Si- 
chem herde this, they wente in to a fironge 
holde of ? houſe of their God Derith.Suc 
shan Abimeledy herde, that all the men of 
the tower of Sichem bad gatherẽed thẽ ſel · 
ues together, be wente vp vᷣnto mount Zel · 
mon, and all the people that was with bun, 
and cote an are in bis hãde, and hewed do w 
ne a braunch of a ere,and toke it vp, zlayed 
te vpon bis ſhulder, and fayde onto all the 
people that was with bim:* As ye bane ſe · 
neme do make ye haiſt, and do euen ſo as J. 
Then all the people hewed downe euery one 
a braũch, and folowed Abimelechrand they 
layed them co the holde, and ſet fyre vpon 
them agaynſt them and the holde: anð all 
the men of the cower of Sichem dyed tho- 
sow the ſmoke and fyre, vpon acboufande 
men Gnd wemen. 


The x. Chap. Fo. xvii. 


As for Abimelech,be were vnto Thebets, H 
and layed fege vnto it,andwanne it. But in 
the myddes of the cite, there was a fironge 
tower, onto the whic) all che men and wee 
men,and allebe cicefgns of tbe cite fled, and 
fhuccicafcer chem, and clymmed vp co the 
roppeof checower. Then came Abimeledy 
vnto the comer,and ſoughte aga ynſt it, and 
came nye vnto the doze of the torverthat be 


might burneit with fyze. But a woman Rese 


caſt a peceof a mylftone vpon Abimelechs 
beade,and brake bis bane panne. Then A⸗ 
bimeled in allebe haiſt, called che ſeruaunt 
chat bare bis wapen, and ſayde onto bim: 
Drawe out chyfiverde, and kyll me, that it 
be not ſayde of me: A woman bach flayne 
bim. Then bis ſeruaunt thenftbimecbozow, 
and be dycd. Whan che Iſtaelites which we 
re with him, fare, ¶ Abimeledy was deed, 
they gate chem awaye cuery one vnto bis 
awne place. 

Thus God recompenced Abimelec the 
euellthat be bad done vnto bis father, whã 
be flerve bis chre ſcore and cen biet hien: lite 
wyfeallcheenellof chemen of Sichem.dyd 
Godrewardechem vponebeit headerand fo , age 
the. curfe of Jotham ) fonnc of Jerubaal “°™ 
came vpon or —— 

cer. 

Geet Abimeledy bere rofe vp ano- % 

cher ſauioure in Gfrael, Cholaaman 

Of Iſachar, and che ſonne of Pua, the 
ſonne of Dodo. And he dwelt ac Samir vps 
the mount Ephraim and indged Iſrael thre 
and troentye yeare,and Died, and teas buried 
at Samir. 

After him fEove vp one Jait a Gileadite, 
andindged Iſrael two and cwentye yeare, 


and bach cbircie formes,, rydinge vpon thir tuduae 


tie affes foales:and bad thircie cities, who- 
fenames are Hauoth Yair(chacis,che cities 
of Jair) onco this daye, and lye in Gilead. 
And Yair dyed, and was buried at Camon. 
Buc che children of Iſtael wroughe wic W 
kednes in che ſighte of cheL OR DE, and fer- 
ned Saalim and Aftarorh, andebe goddes 
of Sitia,and che goddes of Sidon, and the 
goddes of MToab,and che goddes of $ chil 
dren of Ammon,and the goddes of the phi- 
liſtines and forſoke } LORDE,and ferued him 
nov. Cben was ? wrath of } LORDE fearce 
vpon Iſrael, and be gaue thé ouer vnder the 
bade of: — and of the children 
of Amms. And they vexed and — * 
children of Iſtael eightene yeare longe, all 
the childꝛen of Iſtael that were beyonde Jor 
dane inthe londe of che Moabites, whidy 
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lyeth in Gilead. The Hildien of Ammen al- 
[o wente ouer Yordane,and fougbe aga ynft 
wos , BenYanus, and agaynfé che boule 
Of Ephraim fo that Iſtael was very ſore 
troubled. 

Chen cryed the childꝛen of Iſrael vnto 
the LORDE, and faybe : We bane ſynned a- 
ga ynſt che, for we bane forſaken oure God, z 
ferued Baalim. But che LORDEJayde vnto 
the dyilozé of Iſrael: Did noe che Egipcias, 
the Amorites. the children of Ammon, ¥ Phi 
Iiffines,the Sivonians,che Amalechices and 
Maonites oppreffe you, and J helped you 
out of their bande, whan ye cryed vnto me? 
Met baue ye forſaken me, andferued other 
goddes? Ther fore wyll J helpe you nemore 
«Go youre waye,andcrye vponthe goddes 
whom ye baue chofen, ler chem belpe you in 
thecyme of youre trouble. 

But che childrẽ of Ffracl fayde vnto che 
LORDE:We baue fynncd, do chon vnto vs 
what pleafecb che, onely delyuer vs at this 
tyme. And they put the — goddes frõ 
them,and ſerued the LORDE , And bis ſoule 
bad pytic onthe myſery of Aircel. 

And che childzen of Ammon called eben 
(elves cogetber,and pitdyed in Gilead: Buc 
tbe childien of Iſtael gathered them felucs 
together alfo,and pitched at Miſpa. And > 
people of the chefejt ef Gilead ſa yde amõ ge 
them ſelues: Who fo ener begynnet hto fight 
agaynſt the childzen of Ammon, ſhalbe bea 
de quer all them that dell in Gilead. 


The XLChapter. 
aj 


LphebacaGilcadice was a valeafe 
man of armes , but an harlottes chil- 
J, de. Gilead begat Jephthae. Bue 
woban the wyfe bad borne childzen vnto Gi- 
lead, and the fame wyues dildzé rere ware 
greate, theythinft ouc Jephtae, and fayde 
wnro him: Thou [hale nocbe beirein oure fa 
thers houſe, for thou art anocber womãs fern 
ne. Thẽ fled be from bis brethrẽ, and dwelt 
inthe londe of Cob. And chere refozted vn⸗ 
to bim vagabiides, and wéte out with bim. 
And after a certayne cyme foughte the dul- 
dren of Ammon with Iſrael. 

Low wha che childzé of Ammon fergh 
tethus with Iſtael the Elders wente from 
Gileadeo feedyFephrhac out of the londe of 
Tob,andfayde vnto him:Ceme,and be oure 
captayne, and fight agaynft che children of 
Ammon.Bue Jepht hae fayde vnto the Ei 
bes of Gilead: Are nce ye they chat hate me 
and bane thzufi me out of my fathers hous 
fé,and nore come ye to me whan ye ate in 
trouble? 


D 
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Lhe rt. Chap. 

The Llvers of Gilead fayve:Eherforeco B 
me we now againe vnto the, thactbou may 
eff go with vs, and fighte agaynjt the dy.l- 
den of Ammon, and be cure captayne ouer 
allcbac dwell in Gilead. Jepht hae ſayde 
vntõ the Elders of Gilead: Rf ye ſetch me 
agayne to fightc agaynjt the duldzé of Am 
mion,and the LORDE delyner them befoze me 
[hal chen be youre heade: The Elders of 
Gilead farde onto Jephthae: The LORDE be 
bearer betwene vs,y fwe Do not as thou haſẽ 
fayde. So Jephthae wite withthe Elders 
of Gilead. And the people made bim heade 
andoukeonerchem. And Jephthae ſpale 
all this befoze the LORDE at Miſpa. 

Then fence Jephthae meffaungers to che 
Bynge of che chudren of Animon, and cau- 
ſed to faye vnto him: What haſt thou to do 
with me, thar thon cSmeft vnto me to fighe 
agaynft mylonde 7 The Eynge of che dytidze 
of Amms anfivered Jephebacs mefjaungers 
Decanfe chat Fitact tote awaye my londe 
(whan they departed out of Egipte) from 
Arnon vnto Jabock, and wnto Jordane:ge⸗ 
we it me agayne now therfore peaceably. 

Sue pphebac fent yet mo meffaungers C 
£0 ¥ Eynge of che childꝛen of Ammon, whidy 
fayde once bim: Thus fayeth Fephrbac:, Gf Dev.sa 
racl bath taken no londe, nether from the 
Mouabites ner from the dildzen of Ammon: 
foz when they deparced out of Egipte, Iſ⸗ 
racl walked thorow the wyldernes vᷣnto the 
teed ſee, and came to Cades, and. ſent meſ⸗ 
ſaungers to the kynge ofthe Edomites, and 
yde:Let me gothororv chy londe. But the 
Eynge of * Edomites wolde not heare thé. 
They ſent lykewyſe onto the kynge of the 
Moabites, which wolde not alſs. Thus I 
rael abode in Cades, and cempafed the lode 
ofthe Ldomites and Wioabites ,andcame 
onthe eaſtſyde of thelonde ofthe Nioabites 
and pitched beyonde Arnon, and came not 
wit hin the coafte of the Moabites. For Ar 
non is the border of che Moabites. 

And Iſrael fent meffanngers vnto Sir 
hon the Eynge ofthe Amozites at Heßbon, 
and canfedco faye vnto bim:Let me go tho 
row chy londe vnte my place. Neuettheies 
Sibon wolbe not truft Iſtael co go thorew 
the border of bis lonte, but garhered all bis 
people, and pitched at Jahza, and fou: ghte 
with Iſtael Howbeit the LORDE Godof i= 
rael gaue Giben with all bis peeplein co 
Biracis bãde. ſo that they flewerbem.Thus 
Iſrael conquered all che londeofebe Am ort 
tes thet dwelt in $ fame countre. Andthey 
toke poſſeſſis of all the borders of che Ame 
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rites, from Arnon vnto Fabok,z from F wyl 
Dernefje vnto Jordane Go }LORDE God 
of Bitael droue awaye the Amorites before 
bis people of Iſrael. and wilt thou cõquere 
themzYJs it nocfo,yf thy Gov Camos gave 
the oughte to poffeffe, woldefé chou not poſ⸗ 
ſeſſe it? What jo ener the LOR DEoure God 
bath gent vs before vs to poffeffe, that ſhal 
Be conquere andeate in poffeffion. 

Haft chou better right( thinkeſt thou) hẽ 
+ Balacche ſonne of Ziphor, the kynge of F 
Moabites? Dyd be ener go co lawe o2 figb- 
ce agaynft Iſtaei? Though Iſrael haue 
dweit now vpd @ thre hũdreth yeare in Heſ⸗ 
bon,and in the vylla ges cherof in Aroer and 
in che vyllages cherof, and in allthe cities 
thaclye by Arnon. Why dyd mot ye refeue it 
at the ſame cyme? J haue not offended che, 
Trhou doeſt ine enell co fighte aga ynſt mez 
Tbe LORDE gene fentencecbhis daie betwe 
ne Iſrael and che childien of Ammon. 

Tleuercheles che Eynge of che children of 
Ammon wolde nor heare y wordes of Jeph 
thae, which be fenc onto bim. Chen came F 
ſprete of cheLORDE vpon Jephthae, and 
be wenre thorow Gilead and tianaffe, and 
thorow Miſpa which lieth in Gilead, and 
fro Miſpa that lieth in Gilead, onto > chil · 
— of Ammon. 

no Jephthae vowed & vowe vnto the 
LOR DE, and fayde: * xf chou wile delyuer 
the cdhildzé of Ammonincomy bande,what 
ſo euer comm h out at che doze of my 
houſe in my waye, whan J returne agayne 
peaceably from che childꝛẽ of Ammon, thac 
Jame [halbe the LOR DES, and J wyi offte 
tc for a burtnofferynge. 

So Jephthae wente vpon che children of 
Anmion,to fighte againſt chem. 2nd ¥ LOR 
DE gauethent in to bis bande, and be ſmote 
thé from Aroer cyll thou comefé vnto Min 
nich,euen twenrye cities,aad onto the play- 
ne of * vynyardes a very greate flanghter, 
and thus were che children of Ammon ſub⸗ 
Oued before thechildren of Tfrael. 

Llow whan Fephebac cameto Miſpa 
vnto bis boule, bebolde, bis doughter wen- 
te out to mete him rwith cabzettes and daun 
ces :and fhe was bis onely chilve, z be bad 
els nether jonne ner dougbter.2ind whan be 
ſawe ber,be rene bis clocbes,z ſayde: Alas 
iny doughter, thou mateft my bere ſoroufull. 
and diſcomforteſt mer for Fj haue opened my 
mouth vntothe LORDBand can not call ic 
aga yne. 

She ſayde: My father. yf chou haſt ope- 
hed thy mouth onto theL ORDE, then do 
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vnto meds it is proceaded cut of ymouth, G 
acordinge as the LORDE bath antgedebe 
of thynẽ enemies the childzcn of Ammon, 
And fhe fayde vuto bir father: Do this foz 
me, gene me leueto go Downe vps che moun- 
taynes treo monethes,tbat J maye bewepe 
my virginice with my playfeeres . de ſayder 
Go thy waye . And be ler her go two monee 
thes. Chen wente fie with her playefeeres, 
and bewayled bir mayden heade vpon the 
mountaynes. And after two monet hes fhe 
came agayne onto bir farber. 2nd he dyd 
wnto ber acordingeas be bad vowed. 2nd 
He had neuer benein daunger of eny man. 
ind ic was a cuſtome in Iſrael, that che 
doughbters of Iſtael ſhulde go encry yeare, 
and mourne for che doughter of Jephthae 
the Gileadite, foure dayes inthe yeare. 
The XIL Chapter. 

I¢ Llothey of Ephraim made infirrec- A 
cion,z wente nortbwarde, T ſayde vn⸗ 
to Jephthae:* Wher fore wẽteſt thou 

tothe battayll aga ynſt che children of Ant 
mon,z haſt not called vs,chatwemighte go 
with che 7 We wil burne thy houfe and che 
with fyre. Jephthae fayde unto che: Gand 
my people had a greate matter with F chil- 
‘res of Ammon, and J cried vpon you, but 
ve helped me not out of their handes. Now 
whan Iſawe Febere was no helper. J put 
my foule in my honde, and wente a ga ynſt 
the childꝛen of Ammoen, and the LORDE de- 
lynered chem in to my bande. Wherfore co⸗ 
me ye vp tome,to fig hte aga ynſt me? 

And Jephthae gathered all che men in 
Gilead, z foughte aga ynſt Ephraim. And 
the men in Gilead ſmote Ephraim, becauſe 
they * Me Slleadites areasthey F fle 
awa ye before Ephraim, (and dwell) amdge 
Ephiaim ⁊ Manaſſe. And the Gileaditesto 
Ee ¥ feryeof Jordane from Ephraien Now 
whi one of ¥ fugit yne Ephraites dyd fayes 
Letmegoouer, ¥ men of Gilead fayde: Qe 
chou an tEphraite’yfbe anſ wered:No. they 
bad bim faye: Schiboleth,z be fayde: Sibo- 
leth,z coulde not fpeatcit righte: then they 
tote bint, z flew bimat > ferye of Jordane. 
fe Hebefameeymechere fell of Epiaimewo 
z fort ye M.Jephthae iudged Iſtael fire yea 
res. And Jephthaͤe ¥ Gileadite dyed, was 
buried in one of the cities of Gilead. 

Afeer him iuðged Iſrael one Ebzan of € 
Bethleem, whidy had chirtie Ones and as 
many doughters: and his thirtie doughters 
gauc be forth to mariage, and thirtie deugh 
ters cote be from — for bis fonnes, 
and indged Iſrael ſeuen yeare,and aad 
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was buried at Bethleem. 

A fter him iudged Wesel one Elon a Zabu 
lonite, T be iudged Iſtaelten yeare,z was ba 
ried at Aialon in the londe of Zabulon. 

Afrer him iudged Iſtael one Abdõ a ſon 
ne of Hillel,a pirgacbonite, which bad for 

Tuduo.a tye ſonnes thirtie neuies( · which rode vpõ 
ſeuent ye Aſſes foales) and heindged Iſt ael 
eighte yeare, and dyed, z was buried at pir- 
gatbon in the londe of Ephraim vpon the 
mount of che Amalechites. 

* TbeXill. Chapter. 
a Vd the hildzen of Iſtael wꝛoughte 
tudie.b A moze euell before the LORDE, *zebe 
LORDE gaue them ouer into the ba 
bes of the Philiſt ynes fortye yeares. 

Duecherewasa man at Zarga,of one of 
¥ Eynreds of the Danites, named Wtanoab, 
and bis wife was vn frutefull z bare bim no 
childzen. And the angell of cheLORDEap 
peared vnto > womean,z fayde vnto ber: Be 
holde, thou art baren,z bearefé not:buc thou 
hale conce aue, zbearea fonne. Take bede 
therfore, } chou dzyntenowyne ner ſtronge 
drynke, and v thon eate no vñncleane thinge 

oi thou ſhalt conceaue, and bearea forme, 
uReg.b » vpd whofe heade there ſhal come no rafou- 
re:for > childe [hal be a Nazaree of God,c- 
nen from bis mother wombe, and fall be- 
gynne to delyuer Iſtael out of the bande of 
the pbiliftynes. 

BThen came ? woman and tolde bir buf- 
bande,z ſa yde: Chere came a mã of God vs 
to me,z bis pꝛoporcion was to loke vpon as 
an angell of Gob, very terrible, fo $ Jared 
bim not whence be came,z whither be wol- 
dernet her colde be meb.s name. Buthefay 
de vnto me: bebolde , thon ſhalt conceaue Z 
beare a ſonne: dzynte no wyne ther fore ner 

Matua.d ſtrsge drynte,z eate no vncleane chingee for 
the cdhilde [hal be called a Nazaree of God, 
euen frõ bis mother wombe wnto bis death. 

Then Manoah prayedthe L ORDE,z fay 

de: Oh LORDE let $ man of God whom thou 
baft (ene, cometo ve agayne, he mayeen- 
fourme vs what we fhall do unto the dhilbe 
which fhalbe borne. And God berde the voy 
ce of Nanoah ⁊ the angell of God cameto 
bis wife agayne. But fhe facin F felde,and 
birbupbade 13 anoab was not xb ber. The 
ranne fhe in all che baift, zcolde bir bufbar 
de,z [aide vnto bim:bebolde, $ man bath ap 
Peared vnto me, Fcamc tome to daye. 

CManoah gat buh vp, z wente after bis 
wife, and cameto the man, and fayde onto 
Bim Art thou $ man that fpateto thewo- 

sna 7 He ſayde: Rees And Mianoab ſayde 
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whã ic commeth co paffe that thou baft fay 
de, what [hal becbemaner and woke of > 
childe! angell of the LORDE ſayde on 
to ManoahrHeſhal kepe him from all chat 
FZ tolvethe woman: be ſhal not eate chat 
whid commeth of che vyne, and ſhal drꝛyn 
ke no wynener ſtroͤnge drynke, andeate no 
wncleane thinge:z all that J haue cõmaun⸗ 
ded ber, ſhal be kepe. 
Manoah ſayde onto F angell ofehe LOR 
DE: let vs holde the bere (“J prayethe ) we 
will prepare a kydd forthe. VMeuertheles > 
angell of theL ORDE anfivercd Manoah: 
Thongh thou Eepeft mebere, yet wyll J Toba 
noteate of chy bꝛeð. But yf chou wilt make 
@ burntofferynge vnto the LORDE, thou 
mayeſt offre tt. (Foz Manoah wift not that 
it was an angellof che LORDE.) 2nd Moa · 
nosh fayde vnto the angell of the LORDE: 
What is thy name, thac we mayeprayfe * 
whan tt commeth nowco paſſe, chat thou 
haſt fayde Bue che angell of che l ORDE 
fayde vnto bim: * YOby arefé thou after my Gen⸗ae 
mame,rwbidh is wonderfully Exo.g.¢ 
Then coke Manoah a Eyd and ameatof- D> 
ferynge, zlayed it upd arocFe wntotheLOR 
DE,* which doth ? wonders bim felfe. But pratrrc 
Manoah and bis wife behelde it. And whã andis.a 
the flamme wente ae. from > alcare tower 
de beauen, the angell of the LORDE aſcẽ ded 
vp in the flamme of the aitare. Whan Ma⸗ 
noab z bis wife fasve $ they fell de wne to > 
earth vpS their faces. And cheangell of > 
LORDE appeared nomoze vito Mavoabz 
bis wife. Ché Enewe Manoah,thatit was 
an angell of the LORDE, and be fayde unto 
bis wife: Wemufé dyethe death, becaufe sxos.d 
we baue fene God . Bue bis wife anfiwered tud.ce 
him: Yf the LORDE wolve bane flaine vs,be 
had not receaued che burenofferynge and 
tMeatofferynge of onre handes: nether kad 
be Phewed vs all thefecbingcs, net letten ve 
Beare (och as is now come to paffe. 
And the woman brought forth a fonne, 
and called bis name Gamjon. 2nd the dil- 
de grewe,andthe LORD Ebleffed him. And 
the fpzete of the LORDE begancto be wb bina 
inthe centes of Dan, betwene Zarga and 
Eſthaol. 
Tbe XM. ter, 
Amfor wente done vnto Thim- og 
nath, ztbere be fawea woman amd 
ge thedongbters of * pbiliftynes. 
2ind whan be came vp, he tolde bis father 
⁊ his mother,z ſayde: J bane ſene womans 
amõge the doughters of che Philiſt ynes I 
Pra yẽ you geue me the ſameẽ tð wife. His far 
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ther z bis mother fayde vnto bim: Is there 

not a woman amongethe doughters of x 

brethren, ⁊ in all y people, but thou muſt go 

⁊ take a wife amsge the Philiſt ynes, which 

are vncir cumciſed? 

Samfon ſa yde vnto bis father: Gene me 
this wom, fo: [he pleafeth myne eyes. Bue 
bis father z bis mother Enewenoe Fit came 
of the LORDE, ⁊ that he ſoughte an occaft 
onagaynftche pbilifiynes. Foz the pbilifty 
Hes reigned quer Iſrael at > fame tyme. So 
Sanifon wente do wne with bis father and 
with bis mother vnto Thimnath. 

B _Andwhan ehey came tothe vynyardves 
of Thimnath, tebolve, there came a yonge 
rearingelyon againft bim.2ind the ſprete of 
the LORDE came vpon bim, and berente 
bim in peces, even as a kydd is partede fin 
der,and yet bad he not hinge ac all in bis hã 
de, and be coldeitnot vᷣnts bis father z bis 
mother. 

Clow whan he came downe,be fpake ch 
the woman, and fhe pleaſed Gamfonseyes. 
And after cercayne Dayes be cameagayne, 
to recenueber,z wenteoutof ) waye, that 
be mighte fe $ deed carcas of the lyon: and 
bebolde,in ¥ lyons carcas there was a fivar 
me of beyes, and bony:and be coke of itin 
bis bande,and ate therof by the wayet and 
wiéte vnto bis father and to bis mother,and 
gaue them co eate alſo. But he tolde them 
not, that be bad taken the hony out of che 
lyons carcas. 

And whan his father came downe to the 
woman, Samſon made a feaſt there, asthe 
yonge mer vſed co do. And whan they fawe 
bin, chey gaue bim thirtie companyons to 
be with bim. Samfon fayde vnco them: 3 
wil erpzeffe a Darke fentence vnto you, yf ye 
expounde me, the fame with in theſe ſeuen 
dayes of che feafé, J wyll gene you thirt ye 
— —— chirtie chaunge of raymente. 

ut yf ye can not ex pounde it, then [hall ye 
Seve me thirtic fhertes, zthirtie chaumge of 
rayment. And they fayde vnto him: Shewe 
forth thy ryddle let vs heare it. He fayde vn 
to them Meate wente ont from the deuou⸗ 
ter, and ſweteneſſe from che mightie. And 
inthze ayes they coulde not erpoundethe 
ryddle. 

Vpon the ſeuenth daye they fayde vnto 
Sam ſons wife:perſuade thy hußbãde. that 
he tell vs what the ryddle meaneth,ozels we 
ſhal burne the andthy fathers houſe with fy 
re. Haue ye called vs hither, to brynge vs to 
pouerte? Then wepte Samſons wife before 
bim, and ſayde: Chou art diſpleaſed at me, 


he rv. Chap, Fo. xx. 


and loueſt me not:thou haſt erpreffed a dar · 
ke ſentence vnto the childzen of my people, 
and baft not colde it me. 

Dut be faydevnto ber: Beboloe,« J ha⸗ 
ue not tolde it vnto my fatber and mocber, 
and ſhulde J tell it the? Anð fle wepte befo 
re hum thoſẽ ſeuen dayes, whyie they bad > 
feaſt. Duc on che ſeuẽth da ye be tolde it ber, 
for ſhe was ſo impoztune vpon him. And fhe 
expounded the darke ſentence vnto the chil⸗ 
dren of ber people. Then ſayde the men of 
the cite vntoͤ hun vpon the ſeuenth daye or⸗ 
euer the Sonne wente downe: What is fives 
ter then bony 7 What is firouger then the 
lyon? But be fayde vnto thẽ: Xf ye had not 
plowed v my calfe,ye ſyuide not bane foun 
De out myryddle. Andehefpzete of FLOR 
DE came vpon bim, and be wente downe vn 
to Afcalon, and flewethircie men of them,z 
toketbeir ſpoyles, aud gaue chaunge of ray 
ment nto thé, had expounded the rydole. 
2nd be was ——— ⁊ wente 
vp vnto bis fathers houſe . As for Samſons 
wife, ſhe was geuen vᷣnto one of bis compa- 
nyons, which belonged vnto bint. 

TheXv. Chapter. 

Tfortuncd after certaine dates abou 
te the wheate harueſt tyme, Sam⸗ 
ſon viſited bis wife wb a tydd. And 
wba be thoughte. J wyl goto my wife into 
the chamber,bir facber wolde not let bim in; 
and ſayde: I thoughte thou waft diſpleaſed 
at her, and / ane bee vnto thy frende. But 
fhe bath a yonger ſiſter which ts more beuty 
full eben fhe,ler * fame be thine for her. Thẽ 
fayde Samfon vnto thé: Fj baue once gottẽ 
arighte occafion aga ynſt the Philiſt ynes, J 

wyldo youdifpleafure. 

And Samfon wẽte and catched thre hun 
dreth fores,and cate fyze biandes, and fefte 
ned one tayleto another, and put ener a fyre 
brande betwene two ta yles, and kynled the 
fame with fyre, and let them go amonge the 
— corne, and thus be brent $ ſtou 

es and the ſtondinge come, and > vynyar 
des,and the olynetrees. 

Then faydethe PhilifEynes : Who hath 
Done thisyAndthey fayde:Samfonthe huf 
bande of the Chimnites doughter, becanje 
he toke awaye bis wife from bim,and gane 
bir vnto his frende. Chen wente the Philiſ⸗ 
tynes vp, and beent ber and bir father alſd 
with fyre. 

But Samſon ſayde vnto them: J can ſuf⸗ 
fre you to do this, neuert heles J wyl be auẽ 
ged vpon you my felfe,and then wyl J lea- 
we Of · And be ſmote chem fete vpothe 
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ſhulders zloynes: and wẽte downe,z dwelt 
inche ſtone clyffe ac Etam. ben wente the 
Philiſt ynes vp, and layed fege vnto Gude, 
Zpitched at Lechi. But they of Judea fayve: 
Loarfore are ye come vp againft vs? They 
anfwered : we are come vp to bynde Sam⸗ 
fon, ? wemaye do vnto bin,as be bath do- 
ne vnto vs. 
C Then witechere thee MT. men of Juda 
downe to the ſtone clyffe of Etam, zfayde 
vnto Sam/on : Knoweſt thou not that the 
pbilifiynes raigne ouer vs? Wher fore haſt 
thou done this chen vnto vs ? He ſayde: As 
they dyd vnto me, ſo haue J done vnto che 
agayne. They fayde vnto him: Weare come 
downe to bynde the,z to delyner F in to the 
bade of the pbiliftynes. Gamfon ſayde vn⸗ 
tothé:Chenfivearez promyfe me, ye wyll 
not flaye me. They anfwered bim: We wyll 
not kyli the, we wil but bynde the, ⁊ delyuer 
the in to their bande,z wyl not flaye ꝰ And 
they bounde him with two new coardesz 
carted bim fromcbe ftone.2ind whan be ca- 
mie vnto Lechi,che pbiliftynes ſhouted. and 
tine vnto bim. Dut > fprece of * LORDE ca 
me vpon es » tebe coarves aboute bis ar- 
mes were lite thiedes burnt in the fyze, fo > 
the bondes were lowſed from bis hondes. 
D  Andbe founde chechete boneof a decd 
aſſert hen put befor bis bande, and rote 
it,zflewe@ thoufande mencherwith : And 
Samſon fayde: With an olve affes dete bo 
te, yee ené with che dete boneofan affe ba- 
ne J flayne a choufande men. 2ind whan he 
bad fayde $.be café $ cheke bone our of bis 
bande ,z called the place Ramath Lechi. 
Dut whe be was ſoꝛe a thyrfé,be called vpS 
the LORDE,z ſaide: Soch greate health baft 
thou gent bythe have of eby fernaunt, but 
now muft F oye atbyzft,z fall in to * bande 
Of ¥ vncircicifed, The God openeda gome 
tochein * chetebone,fo § water wéte dut: 
whan be dranke, bis ſprete cameagayne,z 
be was refreßſhed. Ther fore onto this daye 
it is yet called > well of cheke bone of him 
F made interceffion. And be iud ged Iſrael 
in the tyme of che pbiliffynes twẽtye ycare. 
The Xvi. Chapter. 

a Amſon wente vnto Gala, Tthere he 
ſawe an harlot, ⁊ laye with ber. ThE 
was it ſaide vnto the Saſites: Sam 

ſonis come hither. And they compaſed bins 
aboute, z cauſed to laye wayte for him preue 
ly,z watched allebe nighte in the gate of * 
cite, z all that nighte they helde them fryll, 
⁊ fayde:Abyde, tomorow whan itis lighce, 
Re wyll flaye bins. But Samſon lays onto 


The xvi. Chap. 


mydnighte, then rofebe at mydnighte,z tor 
Ec holde on both F fyde poztes of F gare of 
thecite, & both che poftes, ⁊ lifte them ous 
with the barres, zlayed chem vpon bis ſhul 
ders,z barethem vp ro ? toppe of *æ¶ moum 
ouer agaynft Hebron. 

Afeer this be fellinco the lonc of a wo- 
man by $ broke of Soret, whofe name was 
Dalila, vuto whom the prynces of the Phili 
ſtynes came vp, and fayde vnto ber: Perſua 
de bins, and loke wherin be bath [och greate 
fFrégeb,z bore we maye ouercome bi, we 
mighte bynde bim z fabdue bins, fo wyll we 
geneche every mana M. anð an C. ſyluerlin 
ges . And Dalila fayde vnto Samfon: J 
pra ye the tell me, wberinchy greate firéqgeb 
ts, z how thou mighteft be boundeto be jib- 
ducd. Gamfon fayde vnto ber: wf FJ were 
bounde with ſeuẽ roapes of freſh fenores, 
which are nor yer dzyed vp, I ſhulde be wes 
te, andas anocher man. Thẽ the prynces of 
the philiftynes broughte vp vnto ber ſeuen 
new roapes, which were noe yer Dzyed vp. 
And fhe bounde bim therwith. But there 
was wayte layed for bim beſyde berin the 
chamber)and ſhe ſa yde vnto him: The pilif> 
tynes vpon the Samſon. Neuertheles be 
brake the roapes in funder, euẽ as a twyned 
threde breaketh, whan it hath catched the 
heate of the fyre. And it was not knowne 
iwherin bis ſtrength was. 

Then fayde Dalila onto Samſon: behol⸗ 
de, t hou — begyled mez dyſſembled with 
me:tell me yer, wᷣherwit hall mayefé thou be 
bounde 7 He anfwered her : NF they bounde 
me with new coardes , wherwith no lab 
bath bene done, J ſhulde be feble, z as ano- 
ther man. Then roke Dalila new coardes,z 
boundebim withall,and ſayde: The Philiſ⸗ 
tynes vps che Samfon (but there was way 
celayed for bim in che chamber. ) And be bia 
tether from bis armes,cnen as it bad bene 
a thꝛede. 

Dalila ſayde vnto him: Ret haſt thou be- 
gyled mez deffembled me: O tell me yet, 
wherwithall mighteft thou be bounde 7 He 
anfwoered ber RF thou playteft ſeuẽ hayrie 
locPes of my beade together ina fyllet and 
faſteneſt them in with anayle (J ſhulde be 
weate. And fhe (aide vnto him: Che Philiſ⸗ 
tynes vps the Gamfon. Dut be awaked one 
of bis fleper dene out > playted bayzieloc- 
kes with thenale and the fyllet. 

ThE fayde ſhe vnto him: How cAfe thou 
faye § thon loueſt me, where as thine bert 
is not yet with me 7 The cymes baft chou 
difecaucd me, and not tolde me wherinthy 
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greatefErength is. So whan ſhe was euery 
Daye importune vpon him wh ber wordes, 
woldenot ict bim bane reft, bis foule was 
faynte euen wnto the death,z be fered ber 


Num.s.a bis whole bere, zfayde onto ber:+ Chere ca 
lud .ia · 


menener raſoure vpon my heade, for J ama 
Nazaree of God fro my mothers wombe. 
Rf J were ſhauen, my firengeh ſhulde de · 
parte frome, fo that I hulde be weate, and 
as all otbermen . Stow whan Dalila fawe 
that be bad opened all bis bert unto ber,fbe 
fene z called foz che pzynces of the pbilifty- 
nes , z fayde: Come yet once vp, foz be bath 
opencdbis whole bere vnto me. 

ThE came che prynces of che Philiſt ynes 
vp onto ber, æ broughte the money xb thent 
in their bandes. 2nd fhe made hini to flepe 
vpon bitlappe ,z called one which pene of 
the feué bayzielocPes of bis heade. And fle 
beganneco verebim. ThE was bis ſtrength 
Departed frõ bins. And ſhe fayde vnto him: 
The Philiſt ynes vpon che Samfon. Crore 
wha beawote out of bis ſiepe he thoughter 
Iwil go forth as J bane done aforecyme,z 
cafe my felfe,z Enewe not $rbe LORDE was 
Departed from him. But the Philiſtynes co 
fe bim, z pnt out bie eyes, and broughte him 
Domnero Gafa,z bounde him wb fecters,and 
made bim to grynde in che preſon. Bar the 
beer of bis heade beganne to growe agay- 
ne, where it was ſhauen of. 

§  Whan > prynces of the Philiſtynes we 
re gatbered together, to mate a greate ſacri 
fice onto Dagon cheir gov,and to be ioyfull. 
they fayde: Onre god bach dvelynered Sam- 
fon F enemyeintog bande. Lite wyſe whan 
> people fare bim, they prayfedebeir god, 
zfayde: Oure god bath delyuered in to oure 
bandes onreenemye, Pdeftroyed oure londe, 
Z flewe many of vs. Now whan their bere 
was toyfullchey ſayde: Let vs fetch Sam- 
fon,cbat be maye mate fome paféyme before 
vs. Then fetched they Samfon our of the 
pzefon,z be made paftyme before chem. And 
they fec bim berwenetwo pilers. But Sam 
fon fayde onto thelad ? led bimby the han 
“De: Let me touche the pilers wher vpon the 
houſe ſtondeth, * Imaye leane ther onto. 
As for ? boule, it was full of men wemen. 
All the pꝛrynces of the Philiſt ynes were the 
re alſd aand vpon the rofe were aboute a thie 
thonfande men and wemen, which bebelde 
wobat paftyme Samſon made. 

But Samfon called vpon theL ORDE,z 
fayde: © LORDE LORDE, thynte vpon mez 
— me but this once © God FJ beſeke 
the, for both myne eyes Jmaye aucge me 
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on the pbiliftynes. And be coke holde of 
two mydpilers, that the bouje ſtode vpon ⁊ 
was holden by the one in bis righte hãde, t 
¥ otber in bis lefte,z ſaide: Nyſoule dyex 
the pbiliftynes, z bebowed bim ſelfe migh- 
tely . Chen fell the houſe vpon the pzyncesz 
vponall the people that were cherin ſothat 
there were mo of $ flayne which dyed in bis 
Death,thé be flewe whyle be lyned. Chen ca 
me bis bꝛethien dorne and all bis farbers 
bonfe, andtote bim, and caried bim vp, and 
buried bim in the graue of bis fatber Ma· 
noab betwene Zarga and Eſthaol. Heind- 
ged Tracltwentye yeare. 
TheXvIl. Chapter. 

Here was a man vpd mount Ephra A 

im, named Mich·· which fayde vnto 

bis mother: Che thouſande and bors 
dreth Hiuerlinges which thon pete tater vn 
to the, z fivome, andfpoten of before myne 
eares: bebolde, > fame moneyis by me, ba 
ue taken it vnto me. Then fayde bismorbers 
The bleffinge of theL ORDE haue thou my 
fonne. So be gave bis mother eherboufan- 
dez punbrech fylueriinges agayne. And bis 
mother ſaide: That money baue J ſanctified 
vnto the LOR DE th my hande ſor my forme, 
tomate amolten ymage: therfore J genei¢ 
the agayne. Neuertheles bedelynered > mo 
ney agayne onto his mother. 

Chen coke his mother two bundzeth ſyl · 
nerlinges,z put them forthto > goldfinyth, 
whic) made amolten ymage, was after⸗ 
war de in Michae hone. Andebus the man 
Micha had a gode houſe. zmadean ouerbo 
dy cote,z Fools,and fylled F handes of one 
of bis formes, he mighte be bis preff. « Ae tua, 
Peyme was there no kynge it Iſrael, zewee ai 
ryman dyd the chinge F was righteinbis 
a@roneeyes. Chere was a ySneman of Beth. 
feem Juda,amogeebckynreds of Juda, and 
be was a Lente, andwas a firanngerthe- 
re. The fame wente out of the cite of Berbhe 
leem “Juda, te walke whither be coulde, 

And whã be came vp —— Ephraim € 
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vnto the boule of Micha, to go on his iour · 
ney, Micha axed bins: Whence cõmeſt thou? 
He anſwered him: Jama Leuite of Beth⸗ 
lcem Juda, and am walk ynge where Fj can. 
Micha ſayde vnto him: Tary with me, chow 
fhalebemy father and my pieſt. J will gene 
the enery yeare tenfylucrlinges and thy ap- 
poynted ra ymẽt, and meate and drynkerand 
the Lenite wẽte on. And the Leuite agreed 
to abyde with the manzand be helde che yor 
gemã, as one of bis ovone fonnes. And Mi⸗ 
che fylled che Lenites bande, char be migh- 
tebe bis prefé, and ſo he was in Michas bor 
fe. And Nicha fayde: FJ ams fare the LOR- 
DE wylldo me goodnow, that JhaucaLe 
uite to my preft. 

Thexvm. Chapt ; 
BW Cng Tebaccyme was there no kynge in Iſ 
Of rael Anð ¥ erybe of FDanites ough 

te them an enberitaunce to dwellin, 


tere 


lolu. is · ¶ for vnto that daie there was no enberitaun 


ce fallen vntothem amonge the trybes of Iſ 
raẽl. And the childrẽ of Dan fent out of their 
Eynreds fyne captaynes(rbidy were men of 
armes) from Sarge and Eſthaol,to ſpye and 
feardy out che londe. And chey fayde vnto 
ehem:Go youre wate, and ſearch out the lon 
de . Andebeycame vp tomount Ephraim 
into ? houſe of Micha, and taried chere all 
nighte. And whyle they were there wb Liti- 
chas hußſholde they Enewe  voyce of the 
yonge man the Lenite,and fayde onto bin: 

Whobronghee ¥ hither What makeſt thou 

berevand why woldeſt thou come hither 
He anfivered thẽ: Thus zebus bach Mi · 

cha done onto me, Thath hyred me to be bis 
prefé. Chey fayde vnto bim:O are at Good, 
Pwemaye perceance , whether onre tourney 
which we go,fhal pzofpere rel o2 nor. The 
preft anfrcered them:Go youre waye in pea 
ve,youretourney ye go, is beforethe L OR- 
DE. Then the fyne men wente their waye,z 
came vnto Lais, and ſawe that che people 
avhich was therin, dwelt fure,enenas > Si- 
donians, at reſt, and careleffe, and that che- 
re was no lorde in thelonde toveretbent, 
and were farre fromtbe Sidoniãs, and bad 
notbinge to do with eny man. 

C Andechey came to their bꝛethrẽ to Zarga 
and Eftbaol. And their brethren [aide onto 
them : How is it cbh yous Chey fayde:Arife, 
fet vs go vp vnto them, for webaue ſene the 
onde, y ints a very goodlonde : make haiſt 
therfore, z be not ſiacke to go, that ye maye 
come totake poffeffionof thelonde. Wbhan 
ye come, ye [ball cometo a careleffe people, 
and che londe is wyde:foz God bath velyue 
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red this place into yo bande, where nothin 
ge wanteth of all is vpon careh. 

Chen wente there thence out of thet yn- 
reds of Dan fromBarga and Eſthaol, fire 
hundꝛeth men ready wapencd co ? bactayll, 
aud wente vp,and pitched at Kiriath Jea⸗ 
rim it Jude : therfore called they the fame 
place, F hooft of Dan, vnto this daye, which 
is behinde Kiriath Jearim. 

And frd thence they wẽte vp vnto moũt 
Ephꝛraim, and came to the houſe of Micha. 
Zhen anfivered the fyuc men that wẽte out 
to ſpye the londe of Lais,zfayde vnto their 
brethren: Knowe ye not that in theſe hou- 
ſes there is an ouerbody cote, Jools, zmol- 
ten ymages Now maye ye loke what ye ba 
wero do. They departed thence, and cameto 
the houſe of the yonge man the Leuite in 
Michas houfe,and falured bim frédly. Buc 
the fire bundzeth men, which were of $ dil 
den of Dan, ftode ready harneffed before * 
Sate. And che fyuemen that were gone out 
to fpye > londe, wire vp, and came thither, 
androkethe ymage,the oucrbody cote,z the 
molten Fools. In the meane whyle ſtode * 
preft atthe gate, with the ſixe hundreth rea · 
dye harneſſed. 

Now whã theſe were come in to Michas 
houſe, and cote the ymage, the ouerbody co 
te,and the molten Idols che pꝛeſt fayde vis 
to them: What do yer They anfwered him: 
Holde thy peace,andlaye thine bande vpon 
thy mouth,and gowwith vs, thou ma yeſt 
be oure father z preſt. Is tt betrer for theto 
be preſt in onc mans bonfe, then amonge & 
whole trybe z kynred in Iſrael This pleafeo 
the preft well, zbe tote both the ouerbody co 
te,and the Idols, and the ymage,and came 
inamonge the people. Anð r han they tur · 
ned them and ivente thence, they ſent their 
childzen,and catell, and ſoch precious thyn- 
ges as they bad,befozetbem. 

Oban they were come farre mow from 
the houſe of Micha, the men p were in Mi 
has houſes gathered ché together by Mi⸗ 
chas boufe,z folowed $ childzé of Dan,and 
cried vpon che childzé of Dan. They turned 
their faces aboute, and fayde vnto Micha: 
What ayleth che, Hrbou makeft (och a crien 
ger He anfwwered : Re haue taken awayemy 
goddes, and the preft,z are goinge yo waie, 
and what bane J beb ynde? What is heres 
nd yet ye faye onto mic: What ayletheber 
Dut the childeẽ of Dan ſaide vnto him: Lee 
not thyvoyce be herde amõge vs, that feme 
wꝛothfull mé thruſt not atthe, and fo ¥ for 
le anð the ſoule of $ boule be deſtroyed. So 
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che childrẽ of Dan wẽte on their waye. And 
micha, whan he ſawe ỹy they wereto firon- 
ge for bim, turned backe, and came agayne 
to his houſe. 

G  Buteheycokethat Micha had mate, z 
the prefé whom he bad, zcame vnto Lais, 
to a qnyete careleffe people, and flewe them 
withebe edge of the ſwerde, and burnt the ci 
te with fyze, and there wasno man to dely- 
ner chem: fo: they laye farre fro Sidon, and 
had to do with noman.2ind they laye inthe 
valley, which is befyde Beth Rebob. Ther 


lofu.ss.d buylded they the cite,z dwelt therin, · zcal- 


led ie Dan, a fter name of cheir father Dan, 
whom Iſraei begat. And F cice was called 
Cais afore t yme. 

And the childꝛen of Dan fet vp the yma · 
ge for chem, and Jonathan > ſonne of Ger 
ſon the ſonne of Manaſſẽe, c bis formes were 


Resa preſtes amoge che trybe of p¶ Danites,+ vn ⸗ 


tothe tyme ᷣ chey were led awaye capt yue 
out of the londe. And thus they ſet amonge 
thẽ the ymage of Micha, which he had ma 
de as lsge as * houſe of God was at Silo. 
The XIX. Chapter. 
A ¶ T the fame tyme was there no kynge 
Of in Iſtael and chere was a man of Le 
Ui, which was a ſtraũ ger beſyde moũt 
Epheraim and had taken bim a cocubine of 
Sethlee m Juda to wife. And wha fhe had 
layed the Harlot befyde bins, ye rannc tS 
Bin tobir facbers houſe onto Detbleens 
da, twas chere foure monethes ——— 
bir hußbãde gat him vp ,z wente after ber, 
£9 fpeate fredly xb ber,z co fetch ber — 
Thad a ſeruaunt ⁊ a couple of affes v hum. 
And fhe led him into bir fathers houſe. Bue 
whan the damfels father fawe bim, he was 
glad, ⁊ receaued bim:z bis fat her in lawe, > 
the damſels father kepte bint, fo p he taried 
thie dayes v him: thus they ate and droke, 
andremayned there all nighte. 
SB Barony fourth daye he gat him vp ear 
ly,z wolde go bis waye. Chen fayde F dam⸗ 


Gen.1s.a fels father vnto bis ſonne in la we: · Refreſh 
—; rea a fitfé a mozfell of bred, and then 


fal ye go. And they fac chem dorwne, z ate 
and dronte both cogether: Then ſayde the 
damfels fatber onto the man : Ob carye all 
nighte, we wate refreſh thine hert. Sut y 
mã arofe, zwolde nedes go. And bis father 
in lawe conſtrayned bim to tarye all nighte. 
On che fifch daye in the mornynge be gat 
bim vp. and wolde be gone. Then ſa yde the 
damfels father: J praye the comforte thine 
hert. let vs tary tyll $ daye be farther paft, 
and ſo they ate bork together. 
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And the man gat him vp, and wolde go C 
with bis concubyne andwith bis ſeruaunt. 
Dut bis fat her in lawe che damfels facher, 
ſaide vnto bim agayne:£.9, the daye ts fj pen 
te, zit beg ynneth co be even, tary all nighte 
bebolde,bereislodginge yet this daye, aby- 
de bere this night, ic ſhal refreſh chine bert: 
tomorow by times get you vp, and go youre 
waye vnto thy cent. Neuerttheles che mart 
wolde not tary,buc gat him vp,and wẽte bis 
wa ye, and came ouer agaynſt Jebus(that is 
Jeruſalem and bis couple of affes ladẽ and 
bis concubyne with bins. 

tow whan they were come nye vnto Je 
bus,the daye fell faſt awaye. And >} ſeruaũt 
farde vnto bis maſter: J praie you go on,and 
let vs curne in co this cice of the “jebnfites, 
and tarye therin allnight.Dtoc witbftondin D 
gebis maſter fayde wnto him: J wil noc cur 
neinco > cite ofthe aleauntes, chat are not 
Of the children of Iſtael. but FJ wyl go over 
vnto Gibea. And be fayde vnco bis ſeruaũte 
Go thou before, chat we maye come co fome 
place,and tarye at Sibea or at Ramab all- 
night. And chey wenre on and walked, and 
the Sonne wente downe vpon thé bardeby 
Gibes, whid> lyeth in the erybe of Ben Ja⸗ 
min:and chey turned in there, they mighte 
cometn,and tarye at Gibea all mighte. Buc 
whan be cause in,be fat him downe in ) fire 
te ofthe cite: for there was noman that wol 
delodge chem in bis houſe that nighe. 

2nd bebolde,chen camecherean oide mã & 
from bis worke out of the felde inthe enenin 
gerand be was alfo of mount Ephraim, and 
@ ſtraũger at Gibca:but ? mẽ of that place 
were } childzé of Jemini. And whan he lifte 
vp his eies, ⁊ fare the ſtraunger in the ftrere 
be ſayde vnto him: Whither wilt chou gorz 
wobence cOmefé thou? He anfwered bim:We 
are goinge on oure tourney from Betleẽ Ju 
da,oncyll we comebefyoe mount &phzainy 
whẽce J am and wente vnto Betbleem Fu 
da, and now FZ go vnto ? houſe of }LORDE 
zno mã wil harbarow me. Welbane ſtrawe 
and prouẽder foz oure affes,and bred and wy 
ne for me and thy handma yden, and fortbe 
yongeman whid)is with thy ſeruaunt, ſo 
we wante not hinge. 

The olde man ſayde: peace be withthe: § 
what ſoeuer chon wantejé, thon findeſt ic v 
me, onely tarye not in the firete all nighte. 
ind be broughte him in to bis houſe and ga 
ue the affes prouender: and they waſhed 
their fete,and ate z dzonke. And whe eheir 
bert was now toyfull che men of the cyte, 
che childrꝛen of Delial, came, ene compafed 
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the houſe rounde abonte,and rußſhed at F 
Dore, and [ayde onto F olde man, which was 
the good man of} bonfe:Bzinge onc the mã 
which is come into thy boule, chat wemaye 
Enowe bint. 

Sut che goodman ofthe houſe wente 
forth cocbem, and ſa yde vnto chem: Ob no 
my bretbzen,do nos ſo wicFedly,confideringe 
this manis come into my houſe: Ob do noe 
(ec) folye. Beholde. J haue a doughter yet a 
‘vitgin,and this mañ hath a cõcubine, thoſe 
wil J brynge forch vnto you, chat ye maye 
bamble them, and do wich chem as ye lyte: 
but do noc foch foly onto this man. NReůer · 
theles the men wolde nor herken vnto him. 
Thencote man bis concubine and brough 
te ber forth vnto them: and they tere ber, 
and dealte ſhamefuͤlly with ber all $ night 
vntill che mern ynge. And whan themomyn 
G ge bꝛake on, they let her go. 

Then came che woman early in the mee 
nynge,and fell downe atthe do ofthe mas 
bonfe tbat ber lozde was in, and layethere 
tyllit was light. Ltow whan bir lorde rofe 
vpon theanomynge, and opened the doze of 
tbe bonfe,and wente forth ce go on bis tour 
ney, bebolve, bis concubyne laye atthe dore 
ofthe houſe and bir bandes vpon the thief= 
holde. He aide vnto her: ſtonde vp,let vs go, 
Neuertheles fhe gaue him no anfivere. ThE 
tote be ber vp vpon bis affe,gac him vp, and 
wente vnto bis place, 

Now whan be came home, be tote a fiver 
de,and belde bis concubyne, and cue ber w 
the bones and all in to twolue peces,and fine 
them ti co all the coaftes of Iſtael. Who fo 
ever fave it, fayde : Sod a thinge hath not 
bene done ner fene,fence chetymetbat > dul 
dren of Iſrael departed ont of thelonde of 
Egipte, onto this daye. Tow as concernyn- 
getbhis,tate yourcadvyfement,andgeue yd 
councell,and ſhew it forth. 

he XX. Chapter. 
a Hen wente the dildzen of Ffrael out 

* and gathered a congregactoncoge- 

ther as one man, frs Dan vntill Ber 
faba,and fromrbe londe of Gilead vnto the 

LORDEto Miſpa: andthere came cogerber 

Of allebe quarters of the people, and ofall 

the trybes of Iſrael into che congregacion 

of the people of God, foure bundieth chon- 

ſande fore men that drue out $ fwerde.Bue 

the childien of Ben Jamin berde, how that 

¥ children of Iſtael were gone vp vnto MU 
a. And che children of Iſtael fayde:Tell vs, 
oro happened this eucil? 

Then anſwered che Leuite the hußbande 


The re. Chap. 


Of the woman that was flayne,and ſayde: J 
came to Gibes n Len Yamin with my cow 
cubyne,totary there allnig ht, then tbe cyte- 
fins of Sibea gat them vp agaynft me, and 
compafedime abonce inthe boufe by nighc, 
and chougbreco flaye me,and defyled my cS 
cubyne,fo that fhe dyed:then coke Fj nry co- 
cubyne,and cut ber in peces, andfint chepe 
cesin to cuery countre of the inbericaunce 
of Iſrael: for they bane done an abbomina- 
ction and folye in Iſtael. Seholde, here are ye 
childꝛen of Iſraelẽ aduyfe you well, and cate 
this macterin hande. 

So allebe people gat them vp as one mã. B 
and ſayde: Noͤmaͤ hal goin to bis cente,nes 
Departe to bis houſe but this wilwe do now 
agaynft Gibea: Lec vs caft lot,and take ten 
men of an hundreth, and an bundzeth of a 
thoufande,and a thoufande often thouſan / 
de, ont of all} trybes of Hfracl, p they mare 
tate fove fo: > people, to comez do with Gt 

Ben Jannn, acordynge to eheir folye 
which they baue done in Iſtael. Thus all the 
men of Iſrael beynge confidcrate, gathered 
them ſẽlues to gether as one man vnto che 
cite: and the trybes of Iſrael ſent men vnto 
all the kinreds of Ben Jamin, and cauſed to 
faye vnto them: What maner of wi ydnes 
is this, that is done amonge you? Delyuer be 
retberfore themen thechildien of Belial ac 
Gibea that roe maye put them to death,and 
do arwaye theenell out of Iſrael. Neuerthe· 
les the dildzen of Ben Jam̃in wolde not fo- 
lowerbe voyce of their bret hren the childen 
of Iſtael, but gathered chem felucs out of * 
aties vnto Gibea, co go forth in batta yli a- 
gaynft the childꝛen of Iſtael. € 

And che fame Oayc were chere nombied 
of the children of Ben Jamin out of che ci- 
ties sire and twentye thenfandc me, chat 
drue che frcerde,befidethe citefyns of Sibea 
Of whom chere weretolde ſeuẽ hundieth cho 
fenmen.Andamdge allthis people there we 
re defen out ſeuen hundreth men, which vſed 
not the right hande but the lefte,and yet w 
theflynge coulve they toud) an beer,and noe 
myffe Bue che men of Iſrael. beſide them of 
DBEJamin, were nSbied foure budzeth thor 
fande, which dznechefiverde,z were all men 
of armes. And the children cf Iſtael arofe, 
and wente vp ro the houſe of God (in Silo) 
and axed at God, and ſayde: Who ſhall go 
vp for vs to beginne the battayll with $ chil 
dren of Ben Jamin? The LORDE ſaide: Inda 
Pall beg ynñe. 

So che children of Iſtael gat thẽ vp in * 
mornĩge ⁊ pitched ouer agaifiGibes,z euety 
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man of Iſt ael wẽte out to fighte with Bers 
‘Janis, end ſet them feluesin araye to figh- 
ẽe aga ynſt Gibes. Chen fell che hildzen of 
Ben Jamin out of Gibes, and flere the fa- 
me Daye amonge Iſraeltwo ztrwencyetbow 
fande rocbegrounde. 


— a i eel 

D _— DBucche people of themenof Iſrael coms 
ſorted chem [elues,and madetbem ready to 
igbte yee moze in the fame place, after they 
bad prepared them felues che daye afore. 
And che children of Firael wente vp, and 
wepte before the LORDE vnt yll theenenyn 
Se, and ared at the LORDEzfayde:Sball 
we go eny moze co fighte with onre brethꝛen 
tbe children of Ben Jamin s TheLORDE 
[ayde:Go vp onto chem. And whanthe dil 
dren of Iſtael gat them vp tothe childsé of” 
Ben Jamin on F nere daye the Ben Jami · 
tes fellouc of Gibea aga ynſt them che fame 
daye,and flewe yer eightene thoufande of ¥ 
childzen of Iſrael to the grounde,wbhidy all 

drue the fwerde. 

Then wente allthe children of Iſtael vp, 
and all che people, and cameto che houſe of 
God, and wepte, and caried there before che 
LORDE, ⁊ fafted chat daye vncyll che een, 
Gnd offred burncoffer ynges and decdofferin 
ges beforecbe L ORDE. And the childien of 
Iſtael axed ac the LOR DE (the Arte of the 
couenaunt of God was there at ebaccyme, 
and pbineas the fonne of Eleaſar che fon- 
ne of Aaron ſtode before him at the famety 
me)z they fayde: Shal we go forth eny mo- 
re to fighte with oure bzethzen the childrẽ of 
Ben Famin,oz [bal we leaue of? The LOR- 
DEfayde: Go vp, comozorw wyll J delyuer 
them ince youre andes. 

And the childzen of Iſrael ſet a pꝛeuy 
watch agaynft Gibea rounde aboute,and fo 
the children of Iſrael wente vp to the chil- 
Dzen of Ben Jamin on the thirde da ye, and 
fec chem felues in araye agaynft Sibea lite 
as the other two tymes afore. Thẽ camethe 
childien of Ben Jamin out agaynft the peo 
ple,z brake out of the cite,z beganneto flaye 
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certayne wounded of the people (like as the 
otber two cimes aforeyin che felde vpontwo 
fireses:roberof one goeth sowarde Bethel, 
the oher unto Gilead vpon acbircye mer 
in Firael. Chen thought the duds of Ben 
Tamin: Chey are finytten before vs lite as 
afoze.Bur che childs of Hracl ſa yde: Lee vs 
fiye that we maie prouokẽ chem out of the cé 
te into the bye ſtretes. 

Shen all the men of Iſrael gat chem vp 
from cheir place, and — them ſelues 
vnto Daal Thamar. And che binder watch 
of Iſtael bꝛrake out of their place,from ca 
ue of Gaba,and came unto Gibes, tweneye 
thonfande chofen mer out of all Iſt aei fo 
chat it was a fore battayll: but they Enewe 
not chat the euell ſhulde happen voto them. 
Thus the LORDE finote Ben Jamin before 
the chilðren of Iſtael. ſo that the fame da ye 
the children of Iſraei deſtro yeð fyue c twen 

thonfanve and an hundreth men in Den 
Jennonaebicy all drue the ſwerde. 

Foꝛ whan the childzé of Ben Jamin fave. 
ehacchey were finittens,che men of Iſtaei wa g 
netbem rowme(to fiye). For they crufieo 
tothe watch, which they bad fect by Gikea. 
nd che ward made haiſt alfo,z brake fertly 
wnto Gibea, and wentevpon it, and fincre 
all the cite with the edge of $ fiverde.C hey 
were appoynted betwene them felnes the 
men of Sfraclandebe bynder warchto fill 
vpon them with the fiverde, whan the fincts 
of che cite arofe.Ltow whan the men of I 
rael turned chem in che battayll,and Ben 
Jamin beganneco finyce che wounded in Gf 
tacl vpon a chirtiemen,and thoughte, they 
are finytten before vs, lite as in the batta yũ 
afoze,chen beganne there a piler of fmoteto 
arife vp from che cite. And Sen Jamin loked 
bebinde chem:and beboloe,the flamme of $ 
site wente vp unto beauen. Andtbemenof 
¶Iſael curned chem,and were fearce vpon > 
inen of BenFJamin:for ehey fawe thacvhee- 
uell wolde happen vnto then. 

nd they turned them before che men of eS 
Iſt ael inthe waye tothe wylderneffe , bute 
the battayll folowed vpon them. And them 
Of the cite deftroyed they amogethem. no 
they compaſed Ben Jamin rounve aboute, 
and folowed vpon them vnto Menuah and 
trode chem downe tyll afore Gibca eaſt⸗ 
warde.· ¶ And chere fell of Ben Jamin eigh⸗ 
tene thouſande men, which were ail men of 
armes. 

Wyhan the remnaunt of Ben Jamin ſawe 
that, they turned chem and fled cowarde the 
wilderneſſe onto che ſtonye rocke of Rimon⸗ 
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But in the fame firetethey flewe fyue thou · 
ſande men and folowed vpon chem vnto Ge 
deom, and ſlere two thoufande of thẽ: and 
ſo there fell the ſame daye of Ben Jamin fy- 
ue and trvent y thouſande men which due F 
fiverde,and were all mẽ of armes. Onely fire 
hundreth men curncd bacFe,and fled tovear- 
detbe wylderneffe onto the ſtonye rocke of 
Rimon, andabove inthe rocke of Rimon 
foure monethes. And the menof Iſrael came 
agayne to the childꝛen of Ber Jamin, and 
finocetbem chat were inche cite with * ed- 
ge of the fiverde, both mé and catell and all 
tbat was founde: and what ſoeuer was foe 
de in checite,they caſt it into the fyre. 
Che XRChapter. 

Gay He men of Hfrael had ſworẽ at Miſ⸗ 

pa, and ſayde: Noman ſhal gene bis 
doughter to the Ben Jamites to wt 
fe.2ind che people came to the houſe of God 
(in Stloyz above there before God vntill the 
euenynge, and liftevp their voyce,and wep- 
tefoze,and fayde: © LORDE God of Iſtael. 
wher forcis chis come to paffe in Bfracl this 
daye7But onthe mozow che people gat che 
vp early,and builded there an altare,and of” 
fred burncofferinges and deedofferynges. 

And che childzen of Iſrael fayde : Where 
to there eny mã of theerybes of Iſtael, that 
ts not come vp with the congregacion onto 
the LORDE? Foꝛ there was a greate ooth ma 
de,that whofd came noe vp to Miſpa vvnto 
the LORDE, fhulve dyc the decth. And the 
childzen of Iſtael were fory for Ben Yamin 
their bzother,and fayde: This daye is there 
onetrybe leffe in Gfracl. How wyll we do 
thatthe remnaunt maye baue rynes 7 Foz 
wwe bane ſworne by the LORDE, that we wyl 
not geue thẽ wynes of oure doughters. And 
they faide: Where is thereeny mã of the try 
bes of Iſtael that is not come vpto hẽ LOoK 
DE vuto Miſpa ? And beholde, there was 
eee one man of the citeſyns of Jabes in Gt- 

lead. 

Then fent the congregaciontwolve thou 
fandemen of armes thither,and commann- 
ded them, and fayde:Go youre waye,and fint 
te the citeſyns of Jabes in Gilead withebe 
fiverde,che wemen alfo andthe childzen, but 
ſo that ye doafter this maner:+ Getbat ye 
damne all them that aremales, andallebe 
wemen that banclyen with men.2indamon 
gethecitefins of Jabes in Gilead they for- 
de foure hundreth damſels, which were vir- 
Gins,and badlyen with noman: thoſe they 
broughte into the hooſt onto Silo, which 
lyeth in che lonve of Canaan. 
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Then fenethe whole congregacion, and C 


cauſed to talte with che chilozen of Bena ludi.a⸗ e 


min which were in che ſtonie rocke of Rims 
and called vnto them frendly. Go the dil- 
den Of Ben Jann came agayne at thefa- 
metyme, andtby gaue them wemen whidy 
they badof che wemen of Jabes in Gilead, 
and founde nomo after that maner. Ther 
werethe people ſory foz BenJamin,thac F 
LORDEbadmavdea gappeinthe trybes of 
Iſt ael. And che Elders ofthe congregactd 
ſa yde: What wil we do, chat the remnaunt 
maͤye haue wyues alſo? for the wepsé in Beis 
Jamin aredeftroied,and they [ayde:The en 
heritaunce of chem of Ben Jamin that are 
efeaped, mufEnedes remayne, thatthere be 
not a trybe defiroyed ont of Iſrael: zwe can 
not geue them oure doughters to wines. Foz 
the childzen of Iſtael haue ſworne and fay- 
de: Cured be he that geneth a wyfeto the 
Ben Jamites. 

And they ſayde: Beholde there isa year- 
Ty feaft ofthe LORDEat Silo, which lieth on 
the noͤrthſyde of che Sods bonfe,and onche 
eaſtſide ofthe fireteas ama gocth from Se 
thel onto Sichem,and lieth onthe fouth fide 
efLibona.Andebey commaunded the dhil- 
den of BenJamin,z fayde:Go youre waye, 
and wayte inthe vynyardes. And whan ye 
ſe that the doughters of Silo go forth by cS 
panyesto daunfe, get you out ofthe vynyar 
Des , andenery mantate hima wyfe of the 
doughters of Silo, and go youre wayein to 
the loveof Den Jamm. As for their fathers 
and bretbzen, whan they come to lawe with 
vs, we wyll faye vnto them :Be fanourable 
to them, for they haue not taken thẽ in bat- 
taill:but ye gaue thé nor onto chem by time, 
andit is youre fante. 

The childꝛen of Ben Yamin vid fo, and a⸗ 
cordinge to their nombre tote them wynes 
from the daunfe, whom they caught by vio- 
lence,and wente their waye,z dwelt in their 
awne inheritaunce, and buylded cities and 
dwelttherin. The children of Iſrael alfo gat 
them vp from thenceat the fame time euery 
oneto bis trybe and to bis tinred, and depar 

ted théce,enery man to bis awne inbe- 

ritaunce. «2c p time was there 
no Eyngein Iſrael. and eve 
tymandyd > thinge 
F was right is 
bis awne 
etes. 


The ende ofthe boke of the Jud 
ges,called Judicum. 
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Khe bofe of Buch. J 
She boke of 


Buch. 
What this boke conteyneth. 
ap. I. limeled) depareeth From Bethle 


em with bis wife and two fonnes into thelon- 
De of the Hioabires where the father dyeth 
and both thefonnes. Anth the wifcof the one 
fonne goeth home with bir mother tt lawe. 


Chap. u.~ Ruth gathererh vp cares of come 
inthe felde of Booshir hougbandes Fynfind. 
Chap. Wi. Rukh fyerh her downein the barne 


‘at Soos fete,and he geucth her good wo2des, 
and ladeth ber with fire meafirres of barlye. 

Chap. Ul. Zoos marteth Ruth , whic bea- 
‘seth yim Gbed Dauids graundfather. 


The firf— Chapter. 

fg; Tt F tyme whanthe 

4 ‘Judges ruled , there 
was ã derth in the lon 


fe and two ſonnes, which man was called 
Eli Mielec), and bis wife Naemi, ⁊ bis two 
fonnes, che one ahelon, andthe ober Chi 
lion: theſẽ were Ephrates of Bethleem Ju⸗ 
da. And whan they came in to the londẽ of 
Moabites, they dwelt there. And Eli 8 
lech Naemis hußbande dyed, z fhe was left 
bebinve wh bir ewo fonnes, which coke Moa 
bitiſh wynes:che one was called Arpa, che 
orber Rach. And whan chey had droele che 
reten yeare, they dyed both, Mahelon and 
Chilion, fotbae the woman remayneddefo- 
late of both bir formes and bir hußbande. 
Then gac fhe her vp wb borh bir fonnes 
wyues, ⁊ wente agayne out of the lsde of F 
Moabites (for fhe had berde in che londe o 
D che Moabites, § che LORDE bad vifited bis 
eople z geuen them bred) ⁊ fo ſhe departed 
‘om ? place where fhe was, z both bir fon 
nes wyues w ber. And as they wite bythe 
waye tocomeagayne incothelonde of Fu 
ba , ſhe ſa yde unto both birfonnes wynes: 
Goys waye, ⁊ turne backe ether of you to 
bir mothers houſe: che LORDE ſhewe mercy 
vpon you,as ye bane Done on the Fare decd 
zon me. Che LORDE graunte you, ye maie 
fynde reſt ether of you inbir hußbãdes hou⸗ 
fe(robom ye ſhal getjand fle kyſſe d theim. 
Chen life chey vp eheir voyce,and wepte, 
e ſayde unto ber: We wil go with the vnto 
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> people. But Naemi ſayde: Turne agayne 
my doughters, why wolde ye go with me? 
ow can J haue children eny moze in my bo 
Dy, to be youre bufbandes 7 Curneagayne 
My Doughters,and go youre waye, for 5 aus 
now to olde to tabe an bufbande. 

AndchoughF ſhulde ſaye: J hope this C 
night co satean bupbanvez co brynge forth 
childzen, yee coulde ye notary till chey rere 
growne vp:foz ye ſhulde be to olve,forbar ye 
coulvde bane no hůß bandes. Mo my dough⸗ 
ters,cherfoream’y ſory for you,for * hade of 
the LORDE is gone forth ouer mie. 

Then lifte chey vptheir voyce, and wep- 
teyet moze, and Arpa kyſſed bir mother in 
lawe(and turned backe againe but Rath a- 
bobe ſtyll by her. Neuertheles fhe ſa yde: Be 
holde, chy ſyſter in lawe is turned backe vn⸗ 
to bir people and to bir god,tume thou agat 
ne alſo after thy fifter inlare. Ruch anfrwe, 
red: Speatenoc tome therof, that 3 ſhulde 
foxfate the,and turne backe from the: whi- 
therfocuer chon goeſt thither wil F go alſor 
and loke where: ace abydefé,chere mil J abi 
dealfo:Eby peoplcis my people,z chy God 
is my God. Loke where chon dieft,there wil 
Dye, and enen there wil J alſo be buricd. The 
LORDE do this and chat vnto me, death one 
ly foal departe ve. 

Lt ov when ſhe fawe, that fhe was fieb- D 
faſtly mynved co go with ber, [he fpakeno- 
moze to her therof. Go they wente on both 
cogetber,till they came vnto Beebleem. And 
whan they were come is to Bethleem, the 
whole cite was moned oucrebem,andfayde 
‘Js notthis Naemi? Neuertheleſſe ſhe ſay⸗ 
de vnto chem:call me not Naemi, buttiia- 
ra: for the Allmightic bach made me very fo 
ry. J veparted fill, but the re hae 
brought me home aga yne emprye. Why « 
yemethen Naemi ? whã theLORDE bath 
broughte me lowe, and the Allmightie hath 
made me ſory? 

Jewas aboute the tyme of the begynnin 
geof the barlye barneft, whan Naemi and 
bis fonnes wife Ruth Moabit yſſe, came 
a@gayne from che londe of the Moabites vn⸗ 
to Betbleens. There was a kinſman alſo of * 
Eynred of Elir Nelech Naemis hußbande. 
whofe name was Boos, which was an box 
nefé mar. Thell.Chaprer. 

Ld Buth the Moabitiſſe ſaide vnto 

Naemi:Let me go in to > felde, ga⸗ 

ther cares of corne a fter him in whofe 
ſight J ſhal finde fand .<Sbefayde vnto herr 
Soy wate my doughter. She wẽte on, Zca⸗ 
mez gathered after ? reapers in > feld And 


Khe boke of Murch 


it fortuned that the fame felve wastheenbe 
titaunce of 5008 , which was ofthe kynred 
of Elimelec,and bebolve, Boos came from 
Bethleem, and faype vnto che reapers: The 
LORDE bewith you. Chey anfivercd: The 
LORDE bleffé the . And Boos fayde vnto his. 
yonginan whic bad che ouerfight of rea 
pers, Whoſe damfell is this 7 The yonge 
manchat was ſet ouer > reapers,anfroered 
and fayde: It is the damfell che Moabitiſſe, 
which came agayne with Naemi from che 
S londe of che Moabites. And ſhe fayvde: Lee 
me plucke vp and gather J praie rhe)berwe 
ne che ſheues after che reapers : and thus is 
ſhe come, and bath ſtonde bere ever fencetbe 
momynge,and within a licie wbyle he wol- 
de bane bene gone home agayne. 

Then fayde Boos mito Ruch: Heareſt 
thou my doughter 7 Chon ſhalt not come 
vpon another mans londeto gather, and go 
not awaye from hence, but tar y witl my dã 
ſels, and loke wheretheyreapein > filde, go 
thou after them: fo2 Jj haue cSmaunded my 
fernauntes that no man touch the. And yf 
thou be a thyrſt, go thy waye to che veſſeli 
drynke, where my ſeruauntes drꝛawe. Then 
fell ſhe downe vpon hir face, and bewed hir 
felf downeto the earth, and jayde vnto bim: 
ow haue J founde his fauoure in $ figh 
te, thatthou woldefttnorce me, which am 
yeta ſtraunger? 

Bo-s anfwered and ſayde vnto ber: Fe 
istolde me alltogether, what chou haſt de- 
ne vnto thy mother in lawe aficr thy huß bã 
des death, how that thou haſt left  facber 
and thy mother,and thy nacine countre,and 
art cometo a people, whom chou baft not 
Enowne afore. CheLORDE recempencetbe 
thy doinge,and chy rewardebe parfecte v 
theLORDE God of Iſtael, onto whomebou 
ert come to put tby truft onder bis wynges. 
She ſayde: let me fynde fauoure (fyz) before 
thyne eyes, for thou haſt comforted me, and 
fpoten frendly vnto thy bandmaydé, where 
*3 not yet like one of y¶ bandmaydés. 

006 ſayde onto ber: Whan itis catinge 
tyme,come bither,and cate of the bied, and 
dyppe thy mozfell inthe vyneger. 2nd fhe 
fac bir Downe beſyde the reapers.And be fer 

arched come before her anð fhe ate, zwas 
Preiffyeb sand lefie ouer. And wh; fhe rofe to 
Barber,5o0s commaunded bis ſeruauntes, 
and fayde:Lether gather betwene the ſhe⸗ 
bes alfo,and do ber no diſhoneſt yer and café 
of the ſheues nto ber,and let it lye that fhe 
maye gather it vp, and fe eat noman rep: 
uc ber fozit. 


Khe ij. Chap. 

So fe gathered in the felde vntyll enen 
and 30 The gee out what ſhe bad gathercd, 
andit was allmoftan £& pha of barlye: and 
fhe cotcit vp, andcame in to the cite, and 
[Hered bit mother inlawe what ſhe had ga 
ebered. She tote forth alfo, and gaue ber o 
that which was lefe, wherof fhe was ſat yſ* 
fycd.LbE ſayde bir mocber in lawe vito ber 
Dleffinge hane the manchat bath tnowne 
the, where thou haſt gathered anv laboured 
this Daye. 

Sbe colve bir mothe: in lawe by whom 
fhe bad labcured,and fayde: The mans na- 
me, by whem J bane wroughte to daye, is 
00s. Naem̃i ſa yde vnto bir doughter in 
lawe: The bleſſynge of the LORDE haue be, 
for be bath nocleftc of to be mercifull vñnto 
the lynynge*andcochedecd. And Naemi 
ſayde vñntd ber: The fame man Lelongeth vir 
to vs,andis ourenyefynfinan. Rach the 
Moa bitiſſe ſaide: He faite mozeuer wneg mez 
Thou fhale reforte vnto my fervaunces, cyll 
they haue made anende ofall my harueſt. 
Naemi fayde vnto Ruch bir deughter in 
lawer It is better my doughter, that thou so 
forth with bis damſels, leſt eny man wit hſis 
de the in another felde. Thue He kepte Ger’ 
felfe with Boos damfels, ſothat ſhe gathe⸗ 
red vntill the barlye barucft and the wᷣheate 
barueff was out, and cameagaine to bir mo 
ther in lawe. 

The ill. Chapter. 
¶ Std Naenn hir mother in lawe ſayde A 
vnto her: My doughter. J wyll prouy 
de reſt for the thatt hou maieſt proſpẽ 
re. Boos oure bynſmnan, by whofe vamfele 
thou haſt bene, caſteth vp bariye nowthis 
nigbtin bis barne. Batherbyfelfe therfore, 
and.meffell the,and put on thy clothes,ano 
go Dorwne vnto thebarne,fo § noma Enowe 
the,tyllcbey bane alleaten and dronken. 

Whan helayech him downe then to flee 
pe, mark $ place wherebelyeth downe,and 
comerbou,and tatevp the coneryngeat bis 
fete, andlayethe domne, ſo ſhallhe tell the 
what thoufbale 00. She fayde nto ber: 
what fo euer thon ſaieſt onto nie. J wil do ic. 

She wentedoroneto the barne, zdydall 95 
as bir mocherin lawe bad cSmaunded ber. 
2nd wha Boos had eatẽ z dzonké, his here 
was mery , zbe came andlayed bim downe 
bebyndea beape of ſheues. And ſhe came fe 
cretly,and tote wp the concringe atbis fete, 
and layed bir downe. Mow whe it was mid 
night,che man was afrayed, and groped ae 
boute bim,and bebolde,a weman laye at bis 
fete · And be ſayde: Who art thous Shean: 
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ſwered: J am Ruth chy handmayden, fpre- 
De Y wynges oner chy bavmayden:foz chow 
ave the merce Eynfman. 

defayde: Thel ORDES bleffinge bane 
thou my doughter. Chou haſt doue a better 
imercy bere afcer then before, p thou art not 
gone after yonge men,netber riche ner peore. 
Searenot now my doughter: All thon haſt 
fayde,roull J do for che: forall the cite of my 
people Enoweeh, F thou art a vertucus wo- 
mg. Trueth ic is now, *ð Jam a nye kynſmã. 
bue there is one nyer then J. Tarye thou all⸗ 
nigbre. Tomorow yf be cate che,well:yf be 
like not to take * chen wil J cake F mry fel- 
fe, as trulyas $ LORDElyueth.Slepecbow 
tyll } mornynge. And fhe flepte at Bis fete 
vnt yll * mozor. And fle rofe vp oz euer one 
coulde Enowe another. And be choughte 
thus: That no ms tnowenow Pebere hath 
come a woman in tothe barne,and be ſa yde; 
Reach metheclote F chou bere ontbe,zbal 
de it forth. And fhe helde ic forth. And be 


C 


meet ber fire meafures of bariye, and layed 
it vpon ber,z ſhe wente in coche cite,z came 
to bir mother tn lawe, which ſa yde: How is 
ac xb che my DoughtersAnd fhe rolde ber all 
ᷣthe mã had done vnto ber, zfayde: Theſe 
fixe meaſures of barlye gaue he me, fot he ſay 
dDe:Thon fhalenoe come empt ye vnto v mo 
ther in lawe. She ſayde: Abyde my dough- 
ter,tyll chou ſe what * matter wil growe tot 
for the man wile not ceaſſe, cyll be brynge it 
to an ende this daye. 
The lll. Chapter. 
& Dos wente vpto F gate,and fat bint 
B downe there:z behside, whan Fnye 
kynſman wente by, Boos [pate onto 
bim,z fayde:Comez fye the downe bere(and 
called bim by bisname.) 2nd be came z fac 
bun downe, z be toke ten men of the Elders 
Of ¥ cite,z fayde:Syt you downe here. And 
they far che downe. Thẽ fayde he to che nye 
Eynfman:Claemi which is comeagaine fr 
the [dde of che Moabites * offreth co fell > 
pece of londe, p was oure brothers El Nie 
ledy, cher fore choughte 3 co ſhewe it before 
ebine cares, zo cell che: wf chou wilt rede~ 
mic it, then bye it before che citefyns z before 
the Elders of my people: but yf thou wyle 
not redeme it,cben cell me, $ Imaie knowe: 
for thercis no nye Eynfing excepte thou, and 
J nerte after che. 

BH Hefayde:Fj wil reveme tt. Hoos fide: Fn 
the daye Htbor byeſt the lsde out of * baw 
de of Naemi thou muſt cate Ruch alforbe 
Mooabitiſſe the wife of the deed, chat thou 
mayeſt rayſe vp a name to 3 deed in bis inbe 


Fhe tif. Chap. Fo. xxv. 


titaunce. Thẽ fayde he: J can moe redemeie, 
lefé J bapplyec deftroye myne awne enberi- 
taunce.Revemetbhou * J ſhulde redeme, for 
I can not redeme it. But chis was an olde 
cuſtome in Iſrael concernynge the redem yn 
Sez chañgmnge, $ all matters mighte be fie 
ble,che one pit of bis ſhue, gauẽ it onto 
other: Fras che teſtimony in Iſrael. 

ind che nye kynſman 3 
Bye thou it,ẽ he put of bis ſhhue. And Boos 
fayde vᷣnto the Elders and to all the peoples 
Me are witneffes this date, * hauebough 
tecut of the banve of Naemi. all that be⸗ 
lenged to Eli Melech, and all thar was Chi 
lions and Mahelons: And Ruch the Moa 
bitiſſe Mahelons wife,cate J ro wife that 
maye rayſe vp a name vnto F deed in bis 
inbericaunce, and that bis name be nor ro⸗ 
ted cut from amonge his brethren, and out 
of the gate of bis place:Of this are ye wit 
neſſes. And all the people that was inthe ga 
te wity the Eldets,faive: We arewitneffes. 
TheL ORDE matkeche woman chat com- 
meth seo chyboufe, as Rachel and Lea 
¶ woich both bane buylded vpthe houſe of 
THreel ebat fhe maye be an enſample of ver 
tue in Epbi.ica, and haue an bonotable nas 
tre it Beehleem. And eby houſe be as F hou 
feof Pbares(~ whd Thamar bare vnto Ju⸗ 
da xhorow che ſede, that che L ORDEfhall 
gene the of this damfell. 

So Boos coke Rutbh,and fhebecam bis 
toife. And whan be laye with ber, the LOR 
DEgraunted ber § he conceausd, and bare 
@ fontte. ThE fa yde the wemen vnte Ci demi: 
Pꝛayſed betheL ORDE, which hath not ſuf 
fred a kynſman to ceaſſe from the atthis ty⸗ 
ine, chat bis name ma ye cont ynue it Iſraelr? 
be ſhal reſtore thy life aga yne and pronyde 
ied thine age. Foz ¥ fonnes wife which hath 
joucd che, bach bomebim that is berter vn⸗ 
toche,then ſeuen ſonnes. 

And Naemi tobethe childe, and layde ie 
pon bir lappe, and became the norſe of it, 
andbir neghbours gane binta name zfay- 
de: There is & childe borne unto Naemi and 
they called bis name Obed. The ſame is the 
father of Fiat, which is * father of Dauid. 

This is ? generacion of Phares. phe 
res begat Heſtom Heſrom begat Aran. W- 
ram begat 2Aminadab . Aminadab begatt 
¶Naaſſon. Naaſſon begat Sa'mon. Sams 
begat Boos Boos kecat Obed. Obed be⸗ 
Sat Iſai. Iſai begat Dauid. 
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So he firft boke of 


che forges, ocherwyſe cal 


Ted the firft boke of Samuel. 
What chis boke conteyneth. 


Chap. 1. OF Elcans andbis two wyues Vn 
to Anna geueth Goo Samuel, whidy is appro 
printed onto the LOR De. 

Chap. U. _ The thankfall fongeof Anna.The 
fonnes of Elido wicedly,therr father refour 
meth them not , therfozets the prefthode take 
from bimand bis fonnes. 

Chap. ul. The reuelacion fhewed vnto Sa ⸗ 
muel,end vnto gl. 

Chap: Ul. _ Sfeael fighterh aga ynſt the Phili 
tynes,lofeth the victozy,andis finytren the fe 
condetyme EbePpbilijtynes wynne the Urke 
of the LOR DE: The two formes of Ll perifhe, 
the father falleth Downe anv brerketh bis 


necke. 

Chap. V. The piliftynes beinge the Arte of 
the LOR DEinrotbetemple of Dagon,whidy 
falleth Downe before it. 

. VE The philiftynes fende the Arke a · 
gayne onto the peopleof God, with certayne 
Giftes andofferynges. 

Chap. Vl. TheArfeisbroughtein toAmina- 
dabs houfe. Samuel erhorreth the people to 
amendment. 

. VI.  Gamuelsfonnes rule notwell.The 
people deſyre to haue a kynge. 

Chap. 1X.xX. Saulfeterh bis fathers aſſes and 
cometh onto Samuel, whidy(at rhe comaun- 
Dement of the L OR Dé)anoynreth bimFinge, 
and ſhewerh him vnto the people. 


Chap. Xi. Gaul Defendeth Jabes from Ya- 
pas the ammonite. 
ap. XH. Samuel fhewethbistnnocency wa- 
ro the people, and geuetb them godly erhos- 
tneton. 
Chap. XII. The philiſtynes gather them fel- 


‘nes agaynſt Ffrael. Gaulis diſobedient onto 
tothe LOR DE. Sammel reproueth him. 

Chap. XU. Fonarhas dvifcsfirerh the enemies 
‘by forylete, Saul helperh himethe father wol · 


of che kynges. 


Deflaye the forme,the people delyuer him. 

- XV. Samuel comaundeth Saul to dant 
ne Amalek and vtterly ro deftroye bim. Sault 
ts Difhobedient, & therfore ts he Depofed from 
the Byngdome. 

Chap. XV. Dauid ts anoyntedtynge.Theendl 


a 
g 


fprete vererh Saul, Dauid eafeth bim wie 


defe h 

Chap. XX. Saul commeth into Dauids hander 
which wil not flayebim, bur curteth of apece 
of bis garment,&c. 

Chap. XXV. Samuel dyeth.tabal diſpleaſeth 
Dawid. Abigail pacifier him. 

Chap. XXVL Dawid fyndeth Saul flepyngeand 
whereas Abifarwolde flaye bim,bewil not ſuf 
frebtm, buttateth awayebts (peare andthe 
cuppeof water. 

Chap. — Dauid flyeth vnto Adis the kynge 
atGeth. 

Chap. XXVIll. Daud ts made Adyis eaptayne 
Sanl areth councell atthe Sothfayer. Sa · 
muel appeareth vnto bim anv rebut ctb hire 

Chap. XXIX. The philiftynes are not contente. 
that Dautofonldebe their captayne. The kyo 
gefeadeth bim home agayne. 

Chap. Xxx. TheAmaledptes fall ops Stcelek. 
Dauid foloweth vpon them, and recoverettp 
thefpoyleagayne. 

— — Pbitifiynes fibgteagaynift 3F 

i mes axe flayne,o he wounde! 
aud flayeth him felfe. —— 


The firfE Chapter. 


—F 


Here was a man of 
ety 


Kamathaim Sopbint 
of mount Ephraim. 
«whofe namemas El 
cana ¥ fonne of Jero 
bam, > fonne of £li- 
bu, ¥ fonne of Cobu, 
>} fonne of Suph, * 
was an Ephrate. And he hadewo wyues, 
> one was called Anna, > other Peninna. 
As for Peninna, fhe bad childzen,but Anne 
bad no childzé. And ¥ fame man wẽte vp frõ 
bis cite « at bis cyme, to worſhippe and co 
Offer onto the LORDE Zebaoth at Silo. The 
ve were the pre| ho LORDE hy! i 
and pbineas , the ewo fonnes of Sli. Now 
soban it came vpon a daye that Llcanaof- 
fired, be gaue partes wnco bis wife peninna, 
and to allbis fonnes and doughters . Suc 
vnto Anna be gaue one deale henely, for be 
Toned Anna. Neuertheles «the LORDE 
bad dofedbir wombe, zbir aduerſary café 
ber inthe cethe with bir vnfrute fulnes, be- 
caufetbe L OR D Ebad clofed bir wombe: 
thus dyd [he enery yeare, whan they wente 
wp tothe boufe of theL OR DE, and thus 
Phe prowoked ber. So [he wepte,and ate no- 
thinge. But Elcana bir hußbande ſa yde on 
to ber: Wher fore wepeſt thour and why ea · 
tefEthounoe ? And wherfore is thine hert fo 
greued? Am not J better vnto the then een 
ſonnes? 
Then ſtode Anna vp, whan ſhe had ea⸗ 
oe and — — Oe ae feb the pf 
fat vpon aftole by the pofte of che temple 
of cheLORDE. 2nd ſhe was full of heny- 
nes in bir berce, and prayed vnto the LOR- 
DE,anð wepte,and vowed a vowe, and [ay- 
de:O LO RD Edebacth, yf thou wilt loke 
vpon the aduerſite of chy bandmayden,and 
ehynke vponme, ¢ sd not forget thy band- 
mayden,andwilt geue thy bandmaydena 
fenne, J wil gene bins vnto che LORD Ell 


o-Pat.7.b 
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bis life longe, «and there ſhal no raſoure co 
ine vpon bis beade. 

2nd whã ſhe had prayed longe before F 
LORDE, Eli cote hede to bir mouth, for An 
na [pate in bir bert, bir lippes onelymoned, 
but bir voyce was not berde. Then though- 
te Eli ſhe had bene dronken, and [ayde vnto 
ber: Sow longe wilt chow bedionten Let 
come fromtbe the wyne that thoubaftby 
che. Neuertheles Anna anfrvered and faydes 
No my lorde. J ama ſoroufull woman, wy- 
ne and ſtrongẽ drynke bane J not dronken 
+ but haue poured ont my bert befoze LOR 
DE. Eounte not thy handmayden a vough- 
ter of Belial: for out of my heuy thoughte 
and ſorow baue J ſpolen bicberto. 

Eli anfivered ber,and fayde:Go ¥ waye 
inpeace, the Godof Iſrael yal graunte > 
thy peticion that thou baft deſyred of him. 
She fayde : Let thy handmayven fynde fa- 
noure in thy fighte. So the woman wence 
bir waye and ate, and lobed nomoze ſo ſorou 
fully:and on F mororwtbhey gat them vp by 
tymes. And whan they had worſhipped be- 
fore } LORDE, they returned, and came ho 
ine vnto Ramatha- 

And Elcana laye with Anna bis wife, 
and the LORDE remembzed ber. And after 
certayne dayes, ſhe cõceaued and bare a ſon 
ne and called bis name Samuel, for J haue 
deſyred him(ſa yde ſheyof thel, ORDE. And 
whan the man Elcana wente vp with all 
bis houß holde to offte ſacrifice and bis vo- 
wevntotbeLORDE at ſoch tyme as $ cuſ⸗ 
tome was, Anna wente not vp, but fayde vn 
to bir hußbande: (3 wilnot go vpyeyll F chit 
de be weened: then will Fj beynge him, that 
bemaye appeare before the L ORDE,and cõ 
tynue there + forever. 


Tud.43.2 
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Elcana bir hußbande ſayde vnto ber: D 


Thẽ do as thou thynkeſt beſt, tar y tyll thou 
baue weened him: but the LOR DE perfour 
methat be bath ſpolen. So the woman abo 
de,and gaue bir fonne ſucke, tyll ſhe weened 
bim . 2nd whan fhe bad weencd bin, fhe 
broughte bim vp with ber, with thie bulloe · 
Bes, with an Ephi of fyne floure,anda bot- 
tell of ryne,and broughte bim in co * how 
feof the LORDEat Silo. 

Llenertheles the childe was yet but yor- 
ge. And they flewe a bullocke, and broughte 
the childe vnto Eli. And fhe ſayde: rs my 
lorde, astrulyas thy foulelyneth my lorde. 
am the womanthat ſtode hereby F,and 
made interceſſion vnto the LORDE, whan 
J prayed fortbis childe. Now bath $ LOR 
DEgrauntedmemy peticion, which 3 deſy · 

eg 


The firſc boke of che kynges. 


ted of bint, therfore haue J geuen him ouer 
vnto the LORDE, as longe as be is lent vnto 
the LORDE. 2nd they worſhipped  LORDE 
there. Theil. Chapter. 
A Vd Anna pꝛrayed, and ſayde: 
Sf {Ty bere reioyſeth in che LORDE, ⁊ 
my home is exalted inthe LORDE. 

Ty mouth is opened wyde vps myne ene 
mies, for J am glad of chy faluacion. 

Therets noman holy as the LORDE foe 
without the is not hinge, and there is no cõ· 
forte lite vnto oure God. 

Let go ye greate booſtintze of bye thyn- 
ges, let go our of youre mouth chat olde by- 
worde: fez theL ORDEIs 4 God F Enoweth 
alltbinges,z be bath ſet all workes in order. 

The howe of the mightic is broken, and 
the weate arc gyzded aboute with firengeb. 

They that were fyllcd afore, arefolde for 
bred: and they chat were bongrie, are fatif- 
fied:vnt yll the baren bare fever, andeyll fhe 
that bad many chhildzé, was become weake. 

+ TheL ORDE flayeth,and geueth life: he 

Heut aa. ledeth onto bell , and bryngeth out agayne. 
TRS The LORDE mateth poore and mabeth 
riche He bryngeth lowe and exalteth. 

He taketh vp the neady out of the duff, 
andlifecch vp > poore out of che myre, chat 
bemayefet chem amonge the pzynces, and 
to let them inheret che ſeate of honoure: for 
the ſoundacions and corners of the woride 
are the LORDES, and he bath ſetthe com⸗ 
pafeof the earth theron. 

He ſhail preſerue che fete of bis fayntes, 
but > vongodly fhal be pucco ſylẽce in Dare 
Deurs.d neffe.y Gor cherets no mã that candoough 

teof bis owne power. 

TbheLORDESencemies ſhal be put in feare 
befoze bim, be foal ehover vps thé in heauẽ. 

TheL OR DE fhall indge the endes of 
the worlde,z fhal geue firégth unto bis kyn 
Se, z [ball exalte che horne of bis anoynted. 

C Elcana wente bis waye to Ramath vn 
to his houſe And the childe becametheLOR 
DESmynifter before Eli the pꝛeſt. Sut Elis 
ſonnes were the childꝛẽ of Belial, and knewe 
not the LORDE, ner the dut ye of the preſ⸗ 
tes vñto the people:but whan eny man wol- 
de offre oughte,the preſtes boye came, why⸗ 
le the fleſh was ſeethinge, and bad a thre for 
bcd flefhote in bis bande, andthinft it in to 
the cauldron, or ketell or panne, or pot: and 
Tote what’ bedme forth with chef —5 
that toke the preſt therof. Thus dyd they vn 
to all Iſtael which came thither vnto Silo. 

Like wyſe, ozcuer they burned the fate, 
the preſtes lad came , and fayde onto bim 
that bioughte che offer ynge: Genemethe 
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fleſh, that J mayerofteit for the preſt, for he 
ey receaue no oe fleſh of ¥ bucrawe. 
Rf eny man fayde chen vnto him: Let the 
facburne as it oughte to do this Daye, and 
afterwarde tate what chine bere deſyret h. 
then fayde be vnto bint: Chou ſhalt gencic 
me euen now:yf no, Jrwyll cake it from the 
by violéce. Cher foze was the ſynne of Fak 
diẽ very greate before the LORDE, foz } peor 
ple fpateeuell of *¶ meat offer ynge of } LOR 
Be Bue Samuel was a niyniſter before the 
LORDB and the chile was gyrded with an 
ouer body cote of lynnen· His mot her alſo 
made bima litle cote of ſylke, and brough- 
te it vp vnto bint at cõuenient tymes, whe 
fle wence vp with bir huß bande to offer F 
offer ynge in duc feajon. 

And Eli bleſſed Elcana z his wife, anv 
fayde:T he L ORDE geue the fedeof this wo 
man, for this good that thou haſt lent vnto 
the LORDE. And they wẽte vnto their pla 
ce. AndtheL ORDE vyfired Anna, ſo that 
fhe cSceaued and bare thie fonnes and two 
doughters:butche childe Gamucl grewevp 
with theL ORDE. 

As for li, he was very olde, and herde S 
of all chat bis formes dyd vnto all Iſrael. 
and bowtheylaye with the wemen that fer 
ned God before the doze of thetabernacle of 
witneſſe. and be fayde onto chem: wher fore 
do ye this? Foz J heare of yourcenell conuer 
facionof allebis people. Not ſo my childꝛẽ. 
this is no geod reporte tbat J beare,ye caw 
ſethe people of cheL OR DE ro offende. «xf : 
enya fynne agaynftaman,cheindge cite Martane 
dreſſe tc. Bue yf eny mã ſynne agaynft * LOR 
DE, who canredzeffeit 7 Ctenertheles they 
herkened not wntothe voyce of their farber, 
foztbe LORDES wyll was to flaye then. 
But the childe Samuel wente and grewe 
wp, zeae accepted of cheLORDEz Of me. 

There came a manof God to Eli, and 
fayde vnto bim : Thus fayeth che LORDE: $s 
3 [hexecd my felfe onto thy fatbers bonfe, 
whanthey were yetin Lgipte onder $ how 
fe of Pharao, and defi bin cbhere onto my 
felfebefoze allthe trybes of Dftacl, for the 
preftbode,that he ſhulde effer vpor myne al 
tare,and burne incenfe, anv wcere che cuer- 
body cote befozeme, «and vnto thy fethers Leua⸗⸗ 
bonfe J gauẽ all the effiringes of the chile pentsnb 
dren Of Iſrael. Why layefr thou eby felfe 
then agaynfi my factifices and meatofftrin 
ges, x bich J cemmaunded (to cffer) inthe 
habitacion: and thon hone ureſt thy fennes 
moze then me.tbac ye mighte fede youre fel- 
ues with the firfilinges of eU the meatoffe 
rynges of iny people of Iſrael? 
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Therfore ſayeth the LORDEGodof Sf 

rael: J haue poten, that chy houſe and thy 
fathers houſe fhuldewalte before mse for e⸗ 
ger. Dut now ſa yeth the LORDE: That be 
farre fro me. Bue who ſo euer Honourech 
me,bim wil J bhone alforas for thoſe H def- 
pyfeme, they ſhal noc be regarded . Bebol- 
De, *eheryme fal come, chat J wyll breake 
tbhynearmein cavo, and the arme of chy fa · 
thers boule,fo that there ſhal no oldeman be 
ineby houſe. And chow ſhalt ſe chine aduerſa 
ries in che babitacion, in all cthe good of Sf 
reel, and there ſhal neuer beolde man in thy 
fathers boufe. Ret wyll J not rote out eue · 
ryman of the fro myne altare, but v chyne 
eyes maye be confismted,z that y foule maye 
be foxy: *z@ greate muititude of thy houſe 
Phaloye, whan they are cometo be men. 

Andebis fhalbe « tolen vnto che, that 
bal come vpon thy two ſonnes Ophni and 
Pbineas : They fall both dye in one daye. 
» But vnto my ſelfe J wyll rayfe vp a faith- 
fall preſt which [hal do acordinge as itis in 
my bere z in my joule: vnto him wyll J buyl⸗ 
dea fare houſe, that he maye allwayẽ walke 
before myne ano ynted. And who fo euer re- 
mayneth of thy houſe, ſhall come and woꝛ⸗ 
[hipe bim for a fyluer peny and for a pece of 
bred, and ſhall faye Ty piaye the leaue me 
to one preftes parte,thac 3 maye eate a moz- 
fell of bred. Theil. Chapeer. 

Lo whan the childe Samuel mynif- 
Sy tred oncotheL ORDE vnder £li, che 

worde of FLOR DE was deare at the 
faime tyme, nether was there eny farezma- 
nifeſt vifion. And it forcuned at che famety- 
me, chat Eli laye in bis place,+ and bis eyes 
beganne co be dymme,fo that be coulde not 
ſe And Samuel bad layed him downe in * 
temple of theL OR DE( where the Arke of 
Gov was before Flampe of God was put 
our. And the OR DE called Samuel. he an 
fiwered : Beholde, bere am J. And heranne 
vnto £li, z fayde: Beholde bere am J, t hou 
baft called me. But be ſaide: J bane noc cal 
led the, gothy waye agayne, and laye the 
downe toͤ flepe.2ind he wente bis waye, and 
layed him downe to ſlepe. 

Tbe LORDE called againe: Samuel. And 
Samuel arofe,z wente onto £li,z fayde:5e 
bolde,bere am F,chou haſt called me Neuer 
cheles be fayde:tity fone, J baue noc called 
the.Socby wayeagayne, andlayethe dow 
ne co ſlepe. As fo: Samuel, be Encwe not the 
LORDE as yet, ⁊ the wordeof * LORDE was: 
not yet [hevved vnto him. And FLORDE cal 
led Samuel $ chirderyme. And be arofe,z 
wente onto Eliz fayve : Beboloe, bere ans 
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thon haſt called me. Chen perceaned Eli 
theL ORDE called $ cilde,z be ſayde vn 
to bim:Go thy waye agayne,zlayethedore 
netoflepe:and yf the LORD Ecallebeeny 
moze,tben faye: S peafe LOR DE,foz y fer- 
uaunt beareth.Samuel wite bis waye, and 
layed bim dorne in bis place. Chẽ came * C 
LORDE,z ſtode and called teas afore: Ga- 
muel,Sanwel. 2nd Samuel ſayde: Speate 
(LORD Hfoꝛ thy ſeruaunt heareth. And the 
LORDX ſaide vito Samuel: Bebolde, J do 
a thinge in Iſrael j who fo ener ſhall heare 
it, both bis cares ſhal glowe. Fn daie will 
FJrayfe vp vpon Eli * all $F hauc [pote cd 
cernynge bis boufe. J will cate icin bande,z 
perfourme ic: for J bane colde bint, 7 wil- 
be Judge ouer bis houſe foz ener, becaufe of 
the wicFednes, he tnewe bow fbamefully 
bis childzé bebaued thé felues, and bach noc 
onceloted fowerly cherto. Therforebane J 
fiwome vnto > boule of Eli, yỹ this wicFed- 
nes of > boufe of Eli fall not be recdcyled 
nether xb facrificener  meacoffringe for e- 
Ber. And Samuel laye vnto F mozow,z ope 
ned che dozes of the boule of the LORDE. 
Bur Samuel was afrayedtorellrhevy- D 
fion onto Eli. Then i called him z fayve: 
Samuel my forme. He anſwered Beholde, he 
ream J. He ſa yde: What is > worde p the 
LORDE bath ſpokẽ vntothe? hyde it not fro 
me. Sod do this Tthat vnto * yfthou hyde 
oughte frome, of all chat be bath talted wb 
the. Then Samuel colde him alltogecber,z 
hyd nochinge from bim. He ſayde: It is che 
LORDE, let bim Do what pleafech him. 
Samuel grewe vp, Tthe LORDE was wb 
him, zebere fellnone of all bis wordes vpS 
theearth. And all Iſtael frẽ Dan vnto Ber 
faba,Enewe $ Samuel was faichfull robes 
propbet of the LORDE. AndcheLORDE 
a@ppearedagayne at Silo: forthe LORDE 
ſhewed bim felfe onto Samuel at Silo, tho 
row the worde of the LOR DE. 
Theil. Chapter. 
Cloall Iſrael fpate of Samuel And 2 
Iſtael wente forth to the battayll a- 
gainſt the Philiſtynes. pitched befyde the. 
* Helpe ſtone: As for the Philiſtynes they 
pitched at Apbek, and prepared them ſelues 
aga ynſt Iſtaei. And whan the battayll be- 
gannte,the hooſt was denyded,fotbat Iſrael 
reas ſmyttẽ before the enemies,zintheedge 
inthe feldethey flere aboute a fouretbou- 
fande men, And whan the people camein to 
the hooſt, the Elders of Fitael ſayde: Whee 
fore bath the LOR DE canfed vsto be ſmyt · 
tentbis daie before the Philiſt ynes? Let vs 
take vnto vs the Arke of the LORDES co- 
ce if 
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nenaunt from Silo, z let it come amdge vs, 
that it maye belpe vs fromebe bande of on- 
re enemies, And the — vnto Silo,z 
cauſed to fet thẽcẽe tbe rke of couenaunt 
of the LORDEdebaoth that ſytteth vpon 
the Cherubins. And with che Arke of the co 
uenaunt of Good there were the two ſonnes 
of EL,Opbhni and phineas. 

2nd whan che Are of the couenaunt of 
the LORDE came into che booft, all Iſtaei 
—— cha greate fhoute,fo chat checarth 
founded withall. Sut whan the philiſt ynes 
berde noyſe of * ſhoute, they ſa yde what 
noyſe is this of ſoch greate ſhoutinge inthe 
tentes of the Hebrues? Anðd whan they per 
ceaucd the Arte of the LORDE was come 
in co the boofé, they were afrayed z fayde: 
Godris come in to che hooſt. Anð they ſa yde 
moroucer: Wo onto vs, foritbath noc bene 
thus afoze tyme. Wo vnto vs Who wil de- 
lyuer 06 ft5 the bande of theſe bye goddes? 
Thefeare che goddes that finoce Egipte wb 
ail maner of plages in the wylderneffe. Be 
ftrongenow andmanly ye pbiliftynes,thac 
yeferuc not the Hebrues · as they haue ſer⸗ 
ned you. Be manly and fighte. 

C Then foughte the pbiliftynes, ⁊ Iſtael 
was ſi ytten ẽ euer y one fled vnto bis tẽte 
zthere was a very greate flaughter,forbat 
there fell of Iſtael ebirtye thoufande fore 


aResg Mé,z the Arke of God was takt,.zethe two 


ſonnes of li, Opbni and pbineas dyed. 
ben rane there one of Ben Jamin ont 
Of che fore fronte of che battayl, z came on 
& Siloche famedaye,z bad bis clocbes ren 
te,and bad earth vps bis heade. And whan 
be came , Heli fatwponthe feate , thatbe 
mighte lote towarbdethe waye : for bis ber- 
te was fearfull aboute ) Arke of God. And 
whantbheman came in tothe cite he toide it 
— and all the cite cricd. And whan Eli 
erde F nove of the eryẽge be axed: What 
noyfe of buſynes is this The man came 
baiftely , and tolde Eli. (As for Elibe was 


Res.z. a fonreſcore and eigheene yeare olde, «and bis 


eyes were dymme, ſo that he couide not fe.) 
The man fayde vnto Lli:7j comeandam 
fled chis daye ont of the hooft. He ſayde: 
Sow is it my ſonne? 

Then anſiwered the tydinge bringer, z fay 
Se: Iſrael is fled beforetbe pbiliftynes, and 
@ greate ſlaug hter bath there bene amonge 
the people, z thy two fonnes Opbniz phi- 
Meas are Deed, yeez che Arke of Godic takẽ 
a@waye. Whan be bad made mencion of the 
Arkeof God, be fell dorene bacwarbde from 
the ſeate bythe gate, and bake bisnecand 
dyed: forbe was olde, T an heuy man Se tud 
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eb Iſtael fortie yeares. The wife of bis fon 
= — was wvᷣ childe, z ſhulde floret 
be ðelyuered, whan ſhe herde the — 
the Arke of God was caten,and y bir bzo- 
cherinlaweandbir bugbade were decd, fhe 
bowed bir ſel fe and crauayled: for bir payne 
came vpon ber. And whan fle was now at 
the poynte of death, the weinen that ſtode 
by ber, fayde: Seare not,cbou bafta yogefon 
ne. But fhe gaueno anfwere, nether regar- 


dedit,and fhe called che childe Icabod and 

fayde:Ebe glozyis gone from Freel, becaw- 

fethe Arte of God was taten awaye, and 

bir brother in lawe and bir bufbande. 2nd 

[he fayde morouer: The glozyis gone from 

Iſrael, for che Arke of Sod is take awaye 
The V. Chapter. 
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S for rhe Arke of God, che Philiſt y· 

nes toc it and broughte it from the 

ftone of belpe vnto Aßdod in to ehe 
houſe of Dagon, and ſet it beſyde Dagon. 
ind whan they of Aßdod rofe vp early on 

the moꝛowe, they founde Dagon lyenge on 
bis face vpon the earth, before the Arke of 
the LORDE.Dut they cote vp Dagon, and 
fet bim agayne in bis place. Nenertheles 
woban they rofe vp early ontbe nexte moe 
rowe,they founde Dagon lyenge on bis fa- 

ceagayne vponthe earth before the Aste of 
the LOR DE: but bis beade and beeb his hã 
des bewen of vpon che thzefibolbe, ſo that 
the blocf laic there onely. Therfore the preſ⸗ 
tes of Dagon, andall they chat go ince bia 
boufe,treade nor vpõ the theeß ſholde of Da 
Sonat Afidod vnto this daye. 

But the hanve of the LORDEwas heuy 
vpon them cf APdod, and deſtroyed them, 
and ſmote Aßded gnd all the borders therof 
in ſecrete places. Whan the men of Aßdoð 
ſawe that they were ſo plaged , theyſayder 
Eet net the Arte of the God of Iſtaei ta⸗ 
ry with vs, for his hande is to harde vps vs 
⁊ vpen F acd Dagen. And they ſent forth 
and gathered all the pzynces ofthe bility 
nes vᷣnto t hem. and fayde:YWbat ſhall ve do 
with the Arke of the Sod of Iſtael⸗ Then 
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anfivered they of Seth: Ler the Arte of the 
Gor of Birael be bome aboute. And they ca 
ried the Arke of the God of Iſrael rounde 
aboute. 

Dut whã they bare it aboute, there was 
a very greate rumoure in che cite thoro w the 
bande of che LORDE,and fimotethe people 
ofthe cite , from che ſmalleſt vnto the grea- 
tefE, and DefEroyed chem in che fecrete pla- 
ces. Then ſent they che Arke of cheL ORDE 
wnto Ekron. But whã che Arke of theLOR 
DEcame vnto Ekron, chey of Ekron cried: 
They haue caried the ArEeof Ged abouce 
vnto nie, to ſlaye me and my people. 

Then fence they forth, and gathered all 
} pzynces of the pbiliftynes cogerber,and 
fayde:Sende awaye the Aree of the God of 
Iſtael agayne wnto bir place ,chacitflaye 
not me z my people: for chere is a very grea- 
terumoure with che decd in all the cite, and 
the bande of Godis there. And che people 
that dycd not, were finycten in fecrete pla- 
ces,fo chat the noyfe of the cite wite vp wn- 
to heauen. The vi CI . 
LORDE 

inthe lonve of che pbiliftynes ſeuen 

DS monethes. And the Philiſt ynes cal- 
(ed cher preftes andfeycbfayers, and ſa yder: 

What fhal we do with the Arte of the LOR 
DEySkewe vs, wher witt fal we ſende it 
onto bir placey They fayde: Hf ye wylll fen, 
Denwaye the Arte of che Ged of Wael, fen 
de it not awaye emptye, but geue ã treſpace 
offerynge: ſo [hal ye be made whole, and ye 
{hal Enowe, woby bis hande departeth noe 
from you. 

They ſa yde: What is the crefpace offerin 
ge that we ſhall geue h my They aniwercd: 
Iyue hynder partes of golde, and fyne gol⸗ 
den myẽe, acordinge to the nombre of the fy 
ue prynces of *? Philiſt ynes. For chere hath 
beneonemaner of plage vpon youall,and 
pon youre prynces. Therfoꝛe muſt ye mate 
youre hynder partes of one fafifhion and 
youre myce, which bane deftroyed youre lon 
de,tbat ye maye geue che God of Iſtael the 
Hononre: peraduenture bis have ſhal be the 
lighter vpon you and vpon youre God, and 
vpon youre lende. Yoby barden ye youre 
bert, asthe Egipcians and pharao barde- 
ned ebeir hert? Whan be flewed bim ſelfe v- 
ponchem * dyd not they let them departe to 
go their waye? 

Ge to now therfore, and make a new 
cart,and tate two mylke Fyne, vpon F which 
there nener came yoc?, and yocke them to * 
cart,and let their calues tary bebynde chem 
at homerand take ye rhe Arke ofthe LORDE 
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and laye it vpon the cart:and the Jewele of 
golde chat ye gene bim foz atrefpace ofjerin 
Ge put ina coffer befive ic, z fendeit araye 
andlet it go. And loke wellzyf it go the waie 
of hir awne coaſte BethSemes, chẽ bath be 
done vs all this greate cuell: xf no t hen ſhal 
ye knowe chat bis hande bath not touched 
ve,bue it is happened wnto vs by chauce. 

The men dyd Jo, and toke two yonge myl 
Be kyne, and yocked chem toa care, andbel- 
decbeir calucs ac bome, andlayed the Arte 
oftbe LOR DE vponche cart, and the cof- 
fer with che golden myce,and with she yma 

es of their difeafe. And che Eyne wence E 

‘aight waye vnto BethGemes vpon one 
bye — wente on blearynge, and tur⸗ 
ned net her to the ri ghte banvener co che lef- 
te. And che prynces of the Phuiſt ynes wen- 
te after them vᷣnto *? coaſt of BethSemes. 

The BethSamites were even reapynge 
dSowne cheir wheate harueſt in che vailey, 
and lyfte vp their eyes , and farcethe Arte, 
andreioyfedco eit. The care cameincorbe 
felde of Jofaa the BethSemice, and chere 
te ſtode fiyll. And chere was a greate ftone, 
@nd they claue che tymber of che care, and 
offred che kyne vnt o the LORDE fo: a burnt- 
offerynge. 

Dut che Lenites toke downe the Arte of 
the LORDE, andebe coffer that was by it, 
wherin the Jewels of goide were, and ſett hẽ 
vpon the greate ſtone. Che men of BethSe 
mes offred burntoffer ynges, and other offe- 
rynges alſo unto the LORDE the ſame daye. 
And whanche fyue pzyntes of che philifty- 
nes bad fence it,they departed agayne the fa 
me daye towarde Ekron. 

Theſe are che golden diſeaſes, that the D 
Philiſt ynes offred for a treſpace offerynge 
wnto the LORDE: one, Gala ones 
Afcalon one, Gach one, andLtron onerand 
golden myce, acord yn geto the nombre of all 
thecities of the Philiſt ynes amonge che fy⸗ 
ue pꝛrynces, from che walled cite unto the vᷣyl 
lage, and unto the greateplayne felde, wher 
vponchey fet the Atte of the LORDE(whidy 
was onto this daye vpon che felde of Jofus 
the BethSemite. 

And certaine of HethSGames were laine 
becanfetbey babdfene * Arte ofebe LORDE, 
andbe flewe fyftye thouſande and ſeuent yẽ 
men ofthe people. Ther mourned the peo- 
—— tbe LORDE bad donefo greate a 
flaugbeer in the people. And the men at 
DethSemes fayde: Who maye fisve befeze 
theLORDE ſo bely a Godz2And eo whs fhat 
be go firs vs? And they fence meffaungers to 
Y inbabicers of Kiriath Jearim,faiege The 
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Philiſt ynes hauc brought the Arke of God 
aga yne come Downe,z fetch it vp vnto you. 

The vll. Chapter. 
a O themen of Kiriath Jearim came 
Dorone,z fetched vp F ArEc of FLOR 
DE,z brought it into $ houſe of Abi 
nadab at Gibea,z they confecrated Eleafar 
bis fonne, he might Eepe Aree. And frẽ 
¥ daye thatthe Arke of } LORDE above at 
Siriath Jearim, F tyme ertended forth fo 
Tonge tyll it came totivent ye yeares:and all 
the boule of Iſrael wepte after the LORDE. 
Dut Samuel Ryde vnto all che houſe of 
lofs.24€ Iſt ael: · MF yeeurne you withall youre bere 
Tob-t4-© onto tbe LORDE, then put awaye from you 
the firaunge goddes and AfEarorb, and di- 
tecte youre bert vnto the LORDE and · ſerue 
bim onely , fo Mall be delyuer you out ofebe 
bande of the Ppiliſt ynes. Then che childeẽ 
Of Iſtael put awaye Baalim and Aſtaroch 
from chem, and ſerued the LORDE onely. 
DS Samuel frive:Gather all Iſtael cogerher 
wnto Miſpa, chat J maye pzaye foz you on- 
to the LORDE. And they came together unto 
Miſpa, and dive water, z poured it out befo 
rethe LORDE,anbd fafted the fame daye, and 
there they fayve : We baue fynncd onto the 
LORDE.So Samuel indged the children 
of. piel at t iſpa. 

ut whan the Philiſt ynes herde that > 

children of Iſtael were come together vnto 
Miſpa, the pꝛynces of the Philiſtynes wẽte 
vp againſt Iſtael. Whan F childzé of Iſtael 
berderbat,chey were afra yed of * Phii ſty· 
nes,z ſayde vnto Samuel: Ceaſſe not co crye 
vnto the LORDE oure God foz vs, § be mate 
belpe vs ont of the bande of $ pbiliféynes.« 
Samuel coke a fat lambe, z offred an whole 
burntofferynge vnto the LORDE,z cried vn· 
tothe LORDE foz Iſtael, and the LORDE ber 
¶ de him· And whyle Samuel was offerynge 

¥ burnt fecrifice, > Pbiliftines cameco fight 
agaynſt Iſrael. Sucthe LORDE ehondzeda 
thonder vponebe philiftynestbhe ſame da ye 
oifcsfyced che,fo f chey were finycez befo- 
re Iſtael. Thẽ wenre F men of Iſtael forrh,z 
chaced > Philiſt ynes ſmote them tiil onder 
BethCar. Then coke Samuel a ſtone, z ſet it 
vp betwene Miſpa ⁊ Sen,z called it * Help 
fFone,z ſa yde: Hither to bach the LORDE bel 
ped vs. Thus were the Philiſt ynes brought 
Downe, z came nomore iwit hin the border of 
Iſtael. And ? have of * LORDE was againſt 
the Philiſt ynes, as longe as Samuel lyued. 
DSceIrael gat the cities aga yne, that the 

Philiſtynes bad conquered, frs Ekron vnto 

Gath, with che borders therof.t hoſe did Gr 

rael reſcue out of the bande of che Philiſty · 
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Che viij. Chap, 


nes: Ffrael had peace vᷣthe Amorites. Sa 


muel indged Iſraͤel as loge as he liued, we 

te aboute every yeare onto Bethel z Gilgal 

⁊ Miſpa:⁊ wh be had indged Iſrael in aif 

theft places, be came agayne onto Ramath 

for chere was bis boufé,z there he iudged If 

veel,zbuilded an alcare there vnto # LORDE, 

The Vil.Chaprer. 
AS Vewban Samuel waredolde,be fee A 

S bis fonnesco be indges ouer Iſrael. 
dis firſtborne fonne was called Goel 

tebe fecdve Abia,z they were indges at Ber 

ſaba. Neuertheles bis founes ralted not in 

bis wayes, but enclyned vnto couetouſnes, 

stote giftes,z wrayſted the lawe. Then all > peutrza 

Elders in Iſtael gathered thẽ ſelues coge- 

ther, ⁊ came to Ramath vnto Samucl,z [at 

de vnto him: Beholde,thoun art waxen oloe,z 

thy ſonnes walke not in vp wayes· ſet atyn Re. 

ge now ouer vs therfore, co iudge vs as all Of 

¥ Heithé haue. Thẽ was Samuel diſpleaſed 

wha they ſayde: Geue vs a tynge, coͤ iudge 


toe 


as. And Gamuel prayed beforeche L ORDE. 

The LORDE ſaide vnto Samuel: Herten 
wnto the voice of the people in all ¥ they ba 
wefayde onto the. For they haue not refu⸗ uResod 
ſed the, but me, $F ſhulde not be tinge ouer 
them. They do vñto the as they haue done 
ener fence the daie p FJ brought them out of 
the londe of Egipte vneo this daye, and ba- 
ue forſaken me, and ſerued other goͤd des. Her 
rẽ noiv ther fore vnto their voyce. Xet teſti · 
fye vnto cheim, and fhewe them · the lawe of 
the kynge that fall raigne ou er them. 

And Samuel tolde all che wordes of the 
LORDE wnto > people,thacrequyzed a fin 
geof him. This [hal be che lawe ofthe tyn- 
ge } fhalraigne oncr you:+ We fonnes fall Rep 
he take for bis charetees,and for horſmen to 
runne before bis charettes, and to berulers z 
captaynes,co be plowemen to tyll bis londe 
and co bereapers in bis barueft,and co mate 
bis barneffe,and fod thinges as belongeto 
bis charettes. As for yoð doughters, he ſhall C 
tate thẽ.to be Aporecaries,cofes and bakers 
mourebeftlonde and vynyardes, and oyle, 
gardens [hall be take, and geue onto bis fer 
nannces: Of youre fedes alfo and viniardes 
frat betate the Tithes,z geue onto bis hz 

rlaynes and ſeruauntes. And youre ſeruaũ 
tes and youre maydes,and youre beft yonge 
men,and youre affes [hal he take, and do bis 
bufynes withall. Of yeure flockes ſhal beta 
fe the Cithes, and ye fal be bis feruaũtes. 
Whan ye fal crye chen at tbe fame tyme oe 
ner youreEynge,wbont ye baue choſen you, 
the LORDE ſhall not beare you at thefame 
tyme. Neuertheleſſe the people refuſed co a 
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Khe t. bofe of che klynges. 
heare the voyce of Samuel.and ſa yde: Not 
fo, but chere ſhall be a kynge ouer vs, p we 
maye be as all ocher Seichẽ, s kynge maie 
iudge vs, z go forth before vs,and goucrne 
oure warres. Thẽ berEened Samuel vnto all 
Bd people fayde, zrolde it before Feares of 
che LORDE. The LORDE fayde vntothẽ: Her 
Een chow vnto their voyce, and mate thems 
a Eynge. And Samuel fayve vnto che men 
Of Iſtael: Go youre waye euery one vnto 
bis cite, Thelx. Chapter. 

dere was aman of Sen Jamin ne 
g med * Cis, che forme of Abiel, che for 

ne of Zeor, the ſonne of Bethorah,y 
fonne of 2Apiab, che forme of a man of Je 
mini, a valeaunt man, which bad a fonne ne 
med Gaul, whic) was fo goodly a yonge 
man that there was not a goodlier amonge 
the children of Iſrael, higher by the heade 
then all the people. Cis the father of Saul 
bad loft bis affes, and be fayde vnto Gaul 
His fonne:Take one of the childzen withebe, 
geeche vp, gocbywaye, and fete theaffes. 

nd be wente bis wayetbozor mount E- 
ꝑPhraim, and thorow theldde of Soliſa. and 
founde chem not. Chey wentethorow the 
lõode ofSaalim,z there they were noe.Chey 
paſſed thoꝛrow } lode of Jemini, foũde che 
not. Dut why they canẽ in to the londe of 
Suph, Saul fayde vnto the childe chat was 
with bim:Come,let vs gobomeagayne,lefE 
my facher let go che affes, and take care for 
vs. He fayde:Bebolve, bere is an honozable 
man of God in this cite, all that be ſayeth, 
commeth to paffe. Let vs go thither now, 
perauenture be maye flpewe vs cure waye 
whid we go.But Gaul farde vnto bis dil 
de: Though we ſhulde go, what biynge we 
the many For the bred is gone ont of ¢ wa- 
let, andels bane we no gifteto brynge the 
manof God, wharhaue wer The childe an- 
ſwered agayne, and fayde: Beholde. J haue 
che fourth parte of g fyluer Sycle by mec, > 
fame wyll ne gene the manof God, that he 
ma ye hewe vs oure waye. 

(Aforetyme in Iſt ael w han a man wen 
te to axe councell at the LORDE, he ſayde: 
Come, let vs goto the Seer: for they that 
now are called prophetes, were called Geers 
afore tyme). Saul fayde vnto bis chile: 
Thou hafé well fpoten, come let vs go. And 
whan they wente vnto the cite where che 
man of God was, and came vp tothe cite, 
they founde damféls which were gone fort h 
to Dzawe water, vnto them they fayde: Js 
the Seer bere? They anfiwered them and fay 
De:mec. Bebolove, be is there, make haiſt. foz 
Became intocbe cite this daye, becauferbe 


Che ty. Chap. Bo. xxix. 


pore haue & facrifice to do to daye in the 
ye place. Whan ye come inthe atte, ye ſhal 
fynde bim , afore be go vp tothe bye place 
for to eate : forthe people wyll noreace cylf 
become. For he ſhall bleffe che offerynge, 
then hal they care that are called. Cher fore 
go yorvate vp, for euẽ now ſhal ye finde bint 
And whanchey came vp co the cite, and C 
were even in the myddes of the cite; beholde; 
Samuel came forth in their waye,and wol+ 


de go vp to the bye place. (+ Buc che LOR- “Reetsa 


DEbad opened Samuels earethe daye afo- 
re, or ener Saul came, and fayde: Tomozorwds 
aboute this tyme wyll J fendea man onto 
the out of che love of Ben Jamin, bim fhale 
thou anoynte to be prynceoucr my people 
Of Dracl, that he maye delyuer my people 
from the bande ofthe pbiliftynes: for J ba 
ue loked vpen my people and their crye is 
come before me.) P tor whan Samuel be- 
belde Saui, the LORDE anfwered bim : lo, > 
isthemanof whom Fj tolde the that he ful 
Deraigne ouer my people. 

Then came Saul onto Samuel onder ¥ 
Gave,and fayde: Tell me (FJ prayethe) whe- 
¥e is the Geers houſe ? Samuel anſwered 
Saul,and fayde:3 am the Seer. Go vp be- 
foze me vnto the bye place: for ye ſhall eate 
with me to daye comozorw wyll YF lett the 
go, andall chacis in thyne bert, wyll J cell 
the: and as for che Affes which were loft 
thie dayes agoo, carenor thou for them, for 
they are founde And to whom [hall belonge 
allthat is pleaſaunt in Iſtael 7 Shall it noe 
belongevntothe and co all thy fathers hou 
fer Saul anfivered: Am not Ja fonne of 


Semini, and of the fmallefEtrybe, and my tudi.sc.é 
Eynred the leefEamongeall che Eynreds of * — 


trybe of Ben Jamin? Wyhyſpea keſt thou ſd 
thé vntd me? Samueltobe Saul ⁊ bis childe 
zhiougbherbem in to the perler where ſthey 
ſhulde cate, and face them aboue thofe chat 
were called, of whom there were aboute a 
thircie men. And Samuel fayde vnto the co- 
fe: Geve methe porcion that J gate the, 
and bad the kepe it bythe. Chen the cote to⸗ 
ke vp a fyniver, and bareit fob, and fet it 
before Saul. And (Gamuel) fayde: Bebol- 
de, this is left, laye it before the,.and eater 
fez it was Eepte for che agaynft this ty⸗ 
me, whan J called che people. Thus Sank 
ate with Gamnelebe fame daye. 

And whan they were gone downe front 
the bye place wnto the cite, becalted with 
Saulin the chamber . And they rofe vp ear· 
Ty onthe mozorw. And whan the mornyn⸗ 
ge fpzynge arofe, Gamuel called Gaul in 
the chamber,and ſa yde: Vp, y I maye ſende 


D 
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the thy waye. And Saul gat bimvp:z they 
both wése forth cogetber, beand Samuel. 
And whanchey came Borne to theende of 
shecite, Samuel ſayde vnto Gaul: Speake 
vnto > childe, chat be goon forth before vs, 
but five chou ftyll now,cbat J mate ſhewe 
the what God bath fayde: 

TheX.Chapter. 


— 


NT 


ey Hen tole Gamuel a glaffe of oyle, 
% 6 and poured it vpsð — — 
fed bim, and fayde: Seiſt chou that 

the LORDE bath anoynted the,co be the prin 


— 


reatgve CONE « bis enberitatices Wbhanchow goeſt 


now fro me, thou [bale fynde two men be- 


ienasd fyde « Rachels grauein che coaft ofBenJa 


min at Zelzah, which [hal fate vnto the: The 

aſſes are founde, whom chow wenteſt co fer 

te: and bebolvetby father bach put the af- 

{es out of bis mynde and catech thoughte 

& the,and fayeth : What fall Joo fozmy 
ſonne? 

And whan chow goeſt on forth from 
thence,chou fale —— Oke of Tha· 
bor, there pall chre men fynde che, which 
go vp vnto God rowarde Bethel: one bea- 
rech thre kiddes, another chre loaues of bed 
the thy:de a bottel with wyne: and they 

2» Rhusebon pate eatcoftbee bares Sf 
wbi ou [hale tate of ir bande. Af 
ter that ſhait thou cometo the hyll of Gov, 


uRegona — sd ha pe watch is: and whe 


how cot there in to the cite, there ſhall 
mete the a company of pzophetes commyn- 
ge downe from the bye place, and before 
them a pfaleery, and tabret, a pypeand a 
barpe, and they chem ſelues propbectenge. 
nd che ſpꝛete of the L ORDE fhall come 
vpon the, and thon [hale propbecye with 
them, and ſhalt be chaunged into another 
man, 
Whan chefecotens now come vnto the, 
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go downẽ before me vnto Gilgall: Bebol- 
Se,ebicber wyl Fj come downe ento the that 


Khe x. Chap. 


thou ma yeſt offre burntoſſer ynges and deed 


offerynges. Seuen dayes ſhalẽe chou carye “Reseed 


tll comeco the, and ſherve 
Phulvefidve. And whan he turned bis Pyul- 
Der to go from Samuel, Goo chaur ged bine 
another hert, and all theſe tokẽs camecbe fe 
me Daye. 

2nd whan they came vnto the bill, behol C 
de,there met bins a company of prophetes + 
and the (pete of God came vpon bim, fo 
that be pzopbecyed amonge them. But 
wba they which Enewe bin before, ſawe him 
thatbe —— withthe pꝛophetes, they 
ſayde all amonge them felues: What is bap 
pened onto thefonne of Cis 7 Is Gaul alfo 
amonge the propheres7 And one $ was the 
re,anfroered and fayde: Who is their free 
Hereof came the prouerbe: Is Saul alfo a- 
monge the propheres 7 And whe be bad left 
of —— e he came vp tothe hyll. 

Sauls oncle fayde visco him and co bis 
childe: Whither wente ye 7They anfivereds 
To ſeke thẽ affes. And whan we fawe thar 
they were awaye, we came vnto Samuel. 
Chen fayde Sauls vncle: Tell me, what fay, 
De Samuel vnto yous Saul anfivered bis vit 
cle: He tolde vs, y che affes were foũde. But 
of } kyngdome becolde bits nothinge what 
Samuel bad ſa yde. 

Samudi called the people together vnto D 
the LORD Eto Miſpa, and fpate vnto the 
childꝛen of Iſtael: Thus faieth * LORDE the 
God of Iſtael: J bꝛoughte Iſtael out of E 
gipte, and delynercd you from the hande of 
> Lgipcians,and from che handeof all the 
Eyngdomes that oppzefjed you .* But now 
bane ye refuled yor God, whid) hath heiped 
you out of all youre ſoro wes and troubles, z 
ge bauefaidennto bim:Get a kinge oner ve. 
Well, fEonde ye now before * LORDE@cozdin 
ge to youre trybes and kynreds. 

Clow whan Samuel bad brought forth 
allebetrybes of Iſtael. the trybe of Ben Ja 
min was taken. ind whan he bad broughte 
forth the trybe of Sen Jamin with bis kyn 
reds,theEynred of Matri wascaté,z Gaul 
thefonne of Cis was takẽ. And they ſought 
him but they founde bim nor. 

Chen ared they further atthe LORDE, 
whether be was forto come thither. The 
LORDE anfiwered : Beholde he hathbyd 
bim ſelfe amonge > veffels. Chen ranne they 
chit her, and fetchedbim. And whan be ſto⸗ 
de amonge the people, be was bygber by 
the headẽ then alltbe people. And Samuel 
ſayde vnto all the people: There ſe ye him 
whom the LORDE bath choſen, for in all 
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the peopletherc is none like him. Chen gaue 
44 aitebe people a ſhoute, and fayde: * God fa- 
netbe new Eynge. 
a Samuel tolde che peopleall the « laweof 
the kyngdome, and wrote itis a boke, and 


Iayed it before tbeL O R DE. And Samuel 
lee all the people go, every oneto bis arne 
boufé. And Saul wente home alſo vnto Gt 
bea, anv there wente with bun one parce of 
the booft, whofe herces God had touched. 
Buc the childrẽ of Belial fayde: What [hal 
b this felowe belpe vs, * and defpyled bim ,z 
broughte bint no preſente. Dut he made bins 
as though be herde it not. 
The xl. Chapter. 
a > Abas ¥ Ammonice wẽte vp zlayed 
M ſege vnto Jabes in Gilead. Andall 
themenof Jabes fayde vnto Na⸗ 
bas: Be at one with vs,z we wyll ſerue the. 
Sut Nahas * Ammonite anfivered chem: 
wil mate a couenauut with you, of this 
Condicion, that J maye thruſt onc all youre 
tighteyes,and put you to ſhaine amonge all 
“Ffracl. Chen fayde allebe Elders of Jabes 
Peo him:Geue vs fenen dayes refpyte,thac 
we maye fende mefjaungers into all F coaſ⸗ 
tes of Iſtael: RF there bethen no fanioure, 
we wyl go forth unto the. 

So che meffaungers came vnto Gibes 
of Saul, and ſpabe chis before the cares of 
the people. Then all } people lifte vp their 
voyce, and wepte, And bebolde, Ganl came 
after che oxen out of the felde, and fayde: 
What aylech che people chat they wepe? 

Sochey tolde him che earande of the men 


Keio · Of Jaͤbes.· Then came the ſprete of God v- 
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pon bin, whan be bad herðe cheſe wordes, 
and bis wrath was foze moned, and be tote 
a couple of oxen, and hewed them in finder, 
and ſent them into allthe coaftes of Gfrael 
bythe meffaungers , fayenge : Who ſo euer 
goech not forth a fter Saul and Samuel, 
bis oren ſhalbe thus dealte witball. 
C Then fell che feare of the LORDE vpon 
the people, ſo that they wente forth like as 
one man, «and they were tolde at Bafet, 
and of the childrẽ of Iſrael there were thre 
bundreth ehonfande mes, and thirtie thon- 
fande of the childzen of Juda. And they 
[pate vnto the meſſaungers that were co· 
me: Saye thus to che men of Jabes in Gi- 
lead: Tomozow fhal ye bane helpe, whan F 
¶Sonne is atthe whoteſt. Whan > meſſaun 
ers came anð tolde this to che men of Ja⸗ 
a they were glad, And che men of Gabes 
fayde: Tomorow wyll we come forth vnto 
“you, that ye mayedo vnto xs, what ſo euet 


a 
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it pleafeth you. And on ? nexte morow Saul 
ſet che people in thre partes, and came into 
che booft aboute the momynge watch, and 
finore the Ammonites tyll che daye was at 
the whoteſt. As fozthofe § remayned, they 
were ſo ſcatred, that twwo of chem above not 
together. 

Then ſayde the people vnto Samuel: 


Where are they that fayve:* Shulde Saul sree 


raigne quer vs Delyuer vs bere themen, 
chat wemaye putrbemto death. Sur Gaul 
faye: Chere — dye this daye, for 
todaye bath the LORDE geuen health in 
Iſtael. Samuel ſayde vnto che people : Cor 
me, lec vs go onto Gilgall, and venue che 
Eyngdome there. Then wente all che people 
wnco Gilgall,and there they made Saul Ein 
ge befozethe LORDE at Gilgal, and offred 
Deedofferinges before the LORDE.2And Sant 
with all the men of Iſrael reioyſed there 
greatly. 
The XL. Chaprer. 


Amul fayde vnto all Iſtael: Behol⸗ 

de, J baue berEencd wnto youre voy- 

ce inall that ye ſayde vnto me, and 
haue made a Eynge ouer you.2ind nowlo,the 
regeeth youre kynge before you. As forme, 
‘FJ am waren olde and graye beered, and my 
formes are with you:and J baue gone before 
you fromy youth vp unto this daye. Behol · 
de, beream Fj :anfiwere ye aga ynſt me befoze 
the RORDE and bis anoynted,* yf J baucta 
Eeneny mans oreoz affe,yf J bauc donceny 
mar violence oz wronge, If J baue oppzef> 
fedeny ma, yf Ihaue rece gued a gifte of eny 
mans handẽ, and bepte it ſecretly, J wil refto 
reityouagayne. 

They ſaide: Thou haſt done ve nether vio 
fence ner weonge,necher oppzeffed, ner takers 
ought ofenymans bande... He ſa yde: The 
LORDE be witneffe agaynft you, and fo be 
bis anoynred this dayc, that ye haue foun · 
de nothinge in my hãde. They faide:mecthey 
fhalbe wicneſſes · And Samuel fayde vnto 
the people: The L OR DE which made Mo⸗ 
fesand Aaron, and bzoughte youre fathers 
outofthelonde of Egipte(is bere pzefent.) 
Sesve forth now therfore, that FJ maye iuð 
Se you before the LORDE over the righteouf” 
nes of the LORDE, which be bath done for 
you and youre fathers. 

Whan Jacob was conte into Egipte, 
youre fathers cryed vnto the LORDE And 
de fent Moſes and Aaron to beynge youre 
fathers out of Egipte, and to cauſe chein for 
to dwell inthis place. 
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= Butwhan they fergat the LORDE heir 
God, be folde chem under the power of Sif. 
fera,the caprayne at Hazor · and vnder the 
power of the PhilifEynes « and vnder rhe 
power of the Einge of the Moabites, which 
foughte aga ynfé chem. But they cried vnto 
tbe LORDE, and fayde: We bauc fynned, it 
that we bane forxfatentheL OR DE, and fer 
ned Baalim and Aftaroch. Buc now deliver 
‘vs fromthe bande of oure enemies, and we 


lidiind wyl feruerbe.* Chen the LORDE ſent Jeru- 


ta 


a baal, Bedam: Yephebac,+ and Saninel, z 


uReg7-@ delynered you from youre ene mies rounde a⸗ 


IReg.8@ 


boute, and caufed you to dwell fafe. 

Dut whan ye fawe that Nahas che kyn · 
ge ofthe dildzen of Ammon came agaynfE 
yous ye fayde vnto me: Not chou, but a kyn 
ge ſhal raigne ouer vs, whereas notwichſts 
dinge youre God was youre kynge. Now 
there bane ye youre Eynge, who ye haue dyo- 
fen and defyied : for lo che LOR DE bath fee 
a binge oner you. wf ye ſhal feare the LORDE 
how,end ſerue bim, and herken vnto bis vot 
ce, and not be diſhobedient vnto the mouth 
of the LORDE, then hall both ye and youre 
Eynge thacraigneth ouer you, folowe LOR 
DE youre Gov. Sut yf ye herken not onto > 
voyce of the LORDE, bucbe dihobedient 
vnto bis mouth,then bal the bande of che 
— beagaynfé you, andagaynft youre 

facbers. 

Stonde forth now alfo, and beholde this 
Greate chinge, thatthe LORDE fhal do befo- 
re youre eyes . Is not now the wheare bar- 
ueſt: Ret wyll F call vpõ the LORDE,fotbat 

e ſhal canfeitehonder andrayne, tbat ye 

alltnowe and fe the greate euell which ye 

ane done in the ſight of che LORDE in that 
yebauc deſyred to bane a kynge. 

And whan Samuel called vpon the LOR 
DE, the LORDE canfed it to thõder andraine 
the famedaye, 

D Then allthe people feared the LORDE 
greatly and Ganiwel, and they fayde all vn⸗ 
to Samuel: Praie chow vntothe LORDEthy 
God for chy feruaunces,chat we dye not: for 
befide ourefinnes we bane done this eueli al 
fo,that webane deſyred vnto ve a tinge-Sa 
muel fayde vnto the people: Gearenoe,ye ha 
wedone allebis euell in dcde.Ltenertheics de 
parte not bate from the ORDE, but ferne 
the LORDE with all youre bere, and go noe 
aſyde after vanite, for it profytech you no⸗ 
thinge, and cannot delyner you, in ſo moch 


25.6 asitis but a vayne thinge. * For the LOR- 
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DE fhail not forſake bis people becauſe of 
bis greate names fate: for the LORDE bath 


Che wij. Chap. 


begonneto mate you a people vnto bim fel- 
Ree But Gor forbyd chac J fhulde fynne ſo 
wnto theL ORDE, to ceafje from pzayenge 
foz you, and from teachinge you the good zt 
righteons waye. Feare ye che LORDE ther, 
re,and ferue bim faithfully with all yé bere: 
for ye haue fene, bow greate thinges be doch 
wnto you. But yf ye do wickedly, both yez 
youre Eynge fal periſhe. 
The XL Chapter. 

GE Awl badbene Eyngeone yeare, and 
whe be bad raigned ouer Iſtael two 
yeares, be dofe bim chre thonfande 

mé out of Iſtaei: two thouſande were with 
Saul at Michmas vpon the mount of Be- 
thel, and one thouſande with Jonathas at 
Gibes of Ben Jamin. As for che ot her peo- 

le, be lee chem go encry one vnto bis tente. 
Duejonatbac ſmote F Philiſt ynes in their 
awnẽ * watch, which was at Gibea. That 
came to ¥ Philiſt ynes cares. And Saul cate 
fedco blowe the trompes inall che londe,z 
to faye: Let che debanes heare. Andall If 
rael berde faye: Saul bach finytcen the pbi- 
liſtynes watd , for Hftacl fiante before the 
Pbilif—ynes . And all che people cried after 
Saul vnto Gilgal. 

Then che philiſt ynes gathered chem fel- 
hes togecher to ſighte xb Iſtael thirtie thou 
ſande charettes fire choujande bozfinen,and 
other people befybe, in nombze as the fonde 
by the See ſhore, and wente vp,and pitdyed 
at Michmas on the eaſtſyde of Bechauen. 
Oban che men of Iſtael ſawe that myffor⸗ 
tune laye vpon the necFes of ch€ (Foz che peo 
plewas come therto)tbey cropem to canes 
and dennes,in to rocFes,and boles and wel- 
les. Bucebe Hebrues wenteouer Jordane in 
to Flanve of Gad and Gilead.As fo: Saul 
he was yet at Gilgal, and allebe people we⸗ 
re fayntharted after him. Then karied he ſe 
uen dayes acordinge to the tyme apoynted 
of Samuel. And whan Saimuel came noe 
vnto Gilgal, the people were Catered abro⸗ 
de from bim. Then fayde Saul: Brynge me 
bicher a burntofferinge and deedofferinges. 
nd be offred  burncofferynge. But whan 
be bad made anende of che burncofferynge 
bebolde, Samuel came. Then wenre Gaul 
forth comete him, chat be might falure him. 

Bue Samucl fayde: What haſt thou vo- 
nevSaul anfivered : J ſawe that the people 
was [eatercd abrode frome,and thou cameft 
not in due ſeaſon: and the Philiſt ynes were 
Gathered cogether at Nticimas. Chen fayde 
3. Noro fall che Philiſt ynes come downe 
tome onto Gilgal,and J haue not befough 
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te the face of theLORDE:zfo J bolvencd 
my [elfe.z offred a burncefferynge. 

Samuel fayde vnto Saul: Chon haſt do 
ne fooliſhly and not kepte the commannde- 
ment of che LO RDEthy Gov, which be com 
maunded the. Foꝛ( yf thou badvdefé nor do⸗ 
netbis)be bad pzofpered thy Eyngdome vps 
Iſrael for ever: buc now fhall not chy Eyng- 
Dome contynue..« The LORDE bath fough- 
tebim out a man after bis orone bere : bint 
bath che LORDEcommaundedeo be pzyn- 
ce ouer bis people, for chou haſt not keptẽ F 
the LORDEcommannded >. And Samuel 
aroſe, and wente vp from Gilgal vnto Gi- 
bea Ben Yamin. 

2nd Saul nombzed the people that was 
founde with bim, vpona fire hundret h men. 
Saul z bis fonne Jonathas, and > people 
that was wich chem, taried ac Gibea Den 
Jaminzbuc ¥ Philiſt ynes had picchedcheir 
tentes at Michmas. And ont of chebooftof 
the pbiliféynes there wente thre bondes of 
men co deftroye:one turned the waye towar 
de Ephꝛa in to the londe of Sual: anorber 
turned towarde the waye of Bethoron: the 
thirdecurned towarde che waye, that rea- 
cheth cocbe valley of Zeboim onto che wyl- 
dernes. 

But there was not a ſmyth founde in all 
the lode of Iſtael: for * Philiſt ynes chough 
te: The Hebrues mighte happly make fiver- 
des and ſpeares. And all Iſael were fayne 
to go dorne tothe Philiſt ynes whan eny 
man bada plowfhare, a mattock, anare,oz 
a@fycbero fharpe:and che edges ofthe plow 
fhares, andmattocFes,z forcFes, and ares, 
were laboured, and the —— blont. Mow 
whan the daye of the battayll came, there 
was nether ſwerde ner ſpeare founde in the 
hande of all the people, rhat was with 
Saul and Fonathas: bue fo: Gaul and Jo⸗ 


nathas bis fonne chere was fomwmbat four 
o nd * PbilifEynes watch wẽte out ouer 
by Michmas. 


The XI. Chapter. 


thas fayde vnto bis lad which was 


A SY T fortuned at $ famecyme, § Jone 
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bis wapen bearer: Come let vs go o⸗ 
uer to the Pbilifiynes watch y lyeth aboue, 
zbetolde nor bis father. Saul dweit at y en 
de of Sibea vnder a Pomgranate tre, which 
was inthe ſuburbe.· And the people ỹ we- 
re by bint, were vpon a ſixe bundzeth men. 
And Abia the ſome of Achitob che brother 
of Icabod the fonne of Phineas > forme of 
Eli > prefEoftheL ORDEat Silo, wayze 
the oucrbovy core. Dut the people Enewe 
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not that Jonathas was gone. 

Bet wene the paffages where Jonathas 
fougbte to go over vnto che Pbyhftynes 
watch,there were two bye roces,the one on 
the onefyde, che other on the otber: the one 
was called Bozes, the ocher Senne. And * 
one laye on the north fyve towarde Mich⸗ 
mas , and the other onthe ſouth ſyde towar · 
de Saba. And Jonathas ſayde vnto his wa 
pen bearer: Com̃e, let vs go ouerto * watch 
of theſe vncircumcifed , peraduenture the 
LORDE ſhall worke with vs, * Foꝛ itis no 
barde macter fozthe L OR D Ecobelpeby 
many 02 by ferwe. Then anſwered bint bis 
wapen bearer: Do all that is in thine here, 
go oͤn chy waie, beholde, J am with the, euen 
as chine bert wyll. 

Jonathas ſayde: Well chan, Whan we 
are gone duer tocbe men, anv come within 
chefighte of chem, yf they faye: ſtonde fiyll, 
tyll we come to you,then wyll we ſtonde ſtyll 
in oureplace,and not go vp to them. Buc yf 
they faye: Come vpto vs, wewyll govpro 
them,tbé bach che LOR DE velyucred them 
into oure bande,and this ſhalbe a token foz 
vs. Now whan they camẽ both inthe figh- 
te of the pbiliftynes watch, the pbilifiynes 
fayde:Se,« Hebrues are gone ont of their 
boles chat they were crepte into. And the 
men inthe watch anfwered Jonathas and 
bis wapẽ bearer,and [ayde:Come vp to vs, 
and we wyll teach you what the matter is. 
Then fayde Jonathas tobis weapen bea- 
rer.xCome vp after me, the LORDE bath 
Delynered them into Wfraels hande. And Fo 
nathas clamme vp with handes and fete, 
and bis wapen bearer after im. And Jo⸗ 
nathas finocethem downe before bim, and 
bis wapé bearer flerve bebynde bim , fo tbat 
be firſt ſlaughter chat Ionathas and bis 
wapen bearer Dyd, was vpõ a trventye mer, 
with inthe length of balue an ater of Ion- 
de, whidy & pare Of oren maye tyllinone 
Daye. 

And there came a fearfilnes and flight 
inthe hooſt vpon the felde, and amonge all 
the people of the watdy:and vpon the *def- 
troyers there came a fearfulnes alfo and 
flight, ſothat ehelonde was ina rumonre, 
and «there came a flighttho:ow God. And 
Sauls watchmé at Gibea BE Jamin fawe, 
that $ multitude gat them awaye,and ran- 
ne to and fro. 

Saul ſayde vnto the people that was 
with bim:Tell and fe which of vsis gone a- 
waye. And whanthey nombred, bebolve, jo 
nathas z bis wapen bearer was ——— 
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Then faire Saul onto Abia: Brynge hither 
the Arte of Gov( for astharcyme was the 
Arte of God withthe childzen of Track.) 
And whyle Gaul was yet [peak ynge tothe 
pꝛeſt, che multitude in the philiftynes hooſt 

at vp, ranne, and was greate. And Saul 
— wntothe preſt: Wit hdrawe thine han⸗ 
de. And Saul cricd, and all the people chat 
was with him, and came to the battayll. 
And bebolve,*euery mans fiverde was a ⸗ 
gaynft another, and there was a very grea- 
te rumoure. 

The Hebrues alſo that were with F Phi 
liftynes afore, and bad gone vp with theim 
in the booft onenery fyde, io yned them fel- 
nes vnto Iſrael which were with Gaul and 
Jonathas. And all che men of Iſrael which 
xbadbydcbé felues vpon mount €pbhzaim, 
whan ey herde that the —— fled, 
folowed after them in the batcayll.Cbus ¥ 
LORDEbelped Iſrael acchatryme, and > 
batta yll laſted vñnto Bethauen. 

And whan themenof Iſrael came forth, 
Saul charged ail the peopleche fame daye, 
and ſayde : Curfed beenery man, iwhich ea · 
tech bred vntyll euen, chat} maye auenge 
me on myne encniies . Then all che people 
taiſted no bred. And allebe people ofebelon 
De came in tothe wodd. Butthere laye bony 
vpon the felde: and whanthe people came 
Inco the wodd, bebolve, che bony flowed. 
bueno man put of itto bis month with bie 
hãde: for the e n erẽ afraied becanfe of 
the ooth. As Be jonathas he had not berde, 
that his father bad chargeðthe people, and 
be put forth bis ſtaff chat be bad in bis ban 
be, anddypped the ende of itin ꝰ bony com 
be,and curned bis hande tobis mouth, and 
bis cyes were lighted. 

Chen anfiwered one of the people, andfay 
de: Thy father bach chargedchepeople,and 
fayde: Curfed be enery ma that eateth ough 
tecbis daye. ‘Clenereeles the people were 
fayace. Chen fayde Jonathas:Mty facber 
bach troubled the londe:Se bow lighte my- 
ne eyes are become, becauſe J bane taifted 
alicle of this bony. xf the people this date 
Had eatẽ of che fpoyle of their enemies that 
they founde, the flangbter ſhulde banebe- 
ne greater aga ynſt che pbiliftynes. Net fino 
te they the pbiliftynes the fame daye fro 
Michinas vnto Aialon, and che people we- 
re very weery. 

And F people enrnedto the fpoyles, and 
tote ſhepe and oren, and calues , and flere 
them vpon the carth, and ate them with 
theblonde. Chen was it tolde Saul: Behol 


Lhe riiij. Chap. 

de, the people fynneagaynfétheLORDE in 
thar hey * bloude. He ſayde: Re haue do 
ne eueil: roll onto me now a greate ſtone. 
And Saul fayde mozoner:Go absodeams- 
geche people,and fayewnto them , chatene- 
ry one bryngeme bis ore and bis ſhepe, and 
flayeebem bere, that yemayeecate, and noe 
to ſynne aga ynſt che OR DEwith eat ynge 
of blowbe. Then broughte all che people eve 
ry one bis o¢e with bis bade the famenigh 
te, and flewethem there. And Saul buyloed 
analcare onto $ LORDE. This is che firſt 
altare that be buylded vnto che LORDE. 

And Saul fayde: Let vs godewne after 
the pbiliftynes , by nighte,and ſpoyle them 
tyllicbe cleare momynge, that welet none 
efcape.Cheyanfivered:Do what ſo eucr plea 
ſeth che. Sut the preſt fayde: Aer vs go nye 
bere vnto God. And Saul axed at God. 
Shal J go downe hereafter ¥ Philijtines? 
Twilt thon delyuer thẽ in co Iſtaels bande? 
Neuertheles be anſwered him not at that 


Then fayde Saul : Let allebe armyes of F 
the people come bither,and make ſearch and 
fe, in whom is chis ſynne at this tyme. Gor 
as truly as God the Sauioure of Iſrael ly- 
nech, ztbough ic be in my fonne Fj Ss, 
be ſhal dye. And no mananfweres him ofall 
the people. And be fayde vnto all Iſtael: Be 
ye ontheone fyde , 3 zmy forme Jonathas 
wyl be on this fyde. The people fayde vnto 
Sanl: Do as it pleaſeth che. 2nd Gaul faye 
De vnto the Lok DEthe Gov of Ffracl:Do 
thon that right is. ChE was Jonathas and 
Saul eaten: but the people wente forth fre. 
Sanl fayde: Café che loc onerme and my ſon 
ne Jonathas. So Jonat has was caté.2Aind 
Saul fayde onto Jonat has: << —* i — 

u done 7 Jonat has tolde him ⁊ ſay⸗ 
——— a —5 with the ſtaff bes 
J badin my hande and bebolde, muft J dye 
ther forerTbé fayde Saul: God do this and 
that ontome, Jonathas thou muft dye the 
de 


ach. 

Dut the people fayve vntoSGanl: Shul · @ 
de Jonathas dye, chat bath done fo greate 
bealch in Iſtaei chis night ? God fozbyd. 

As ruly as theLORDE lyneth, there fal 
not one beer of his heade fall vpon ¥ earth: 
for with Gedbath be wronghre at this ty- 
me. So the people delyucred Sj orathas,cbat 
he dyed not. Chen wente Saul vp fromebe 
Phiiiſtynes:and che Philiſtynes wente vnto 
their place. 

But whan Saul bad cSquered ehe kyng 
dome ouer Ifr aci be foughreagain(t all bis 
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enemyes rounde aboute,againgt the Moabi 
tes,agaynft che dyilozé of Ammon, aga ynſt 
she Edomites, agaynft che Eynge of Soba, 
egaynft ? Pbiliftynes:and whither fo euer 
hẽ turned bim,be gac ? victory. And hema 
Dean hooſt anð ſmote F * Amalechires,and 
delynered Iſrael from the hande of alltbo- 
ferbacfpoyled eben, 

Gaul badcbele fonnes: Jonathas, Iſui. 
and Malchiſua. And theſe were F names of 
his two dougheers : the firftbome M1 Terob_z 
? 3Sgeft Michol. Anð Sauls wife was cal 
led Ahinoans, che doughter of Ahimaas. 
nd bis chefe captaynes name was Abner, 
the forme of Ner Sauls wncle.* Cis was > 
fatber of Saul. Buc Ner > father of Ab- 
nes was chefonne of Abiel. 

There was a mit 
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Heal, T how he layed wayte for bimin > 
waye, whan be wente ont of Egipte: Go ỹ 
wayenor ther fore,and finycecbe Amalechi 
tes, z danme chem wich all chacebey bane, 
⁊ ſpare bimnot:but flaye both manandwo- 
man,childzen z ſucki ynges, orenz ſhepe, Ca 
mels andaffes. Gaul commannded the peo 
plethefame,and nombzedebem at Calains, 
Cro hũdreth thouſande foremen, zten thos 
fande menof Gudea. 

And whan Gaul came to the cite of the 
Amalechites, be ſet an hynder watch bythe 


B vyuer, and ſayde onto * Renites: Get you 
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bence,departe, and go downe from * Ama 
Iechites , § 7} finyce you not with chen, « foz 
ye fhewed mercy vnto allebe children of Tf 
reel, whã they departed ont of Egipte. So 
the Kenites gacthem awaye fromamonge 
che Amalechices. 

Then ſmote Saul che Amalechites from 
Seuila onto Sur(wbich lyeth ouer againſt 
Egipte tole Agagebetynge of F BAma- 
lechites alyne,z damned all $ people wh the 
edge of the fiverde. Neuertheles Gaul and 
the people (pared Agag, and the ſhepe and 
oren § were Good and fat, and thelambes, 
and all that was good, and wolde not dam- 
ne thẽ:but loke what was foule anOnorbin- 
Be worth,that they Qaumed. 
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Then camethe worde of the LORDEvn C 
so Samuel,and ſayde: It re penteth me that 
Jmave Saul kynge, for be bath turned bits 
felfebacte fro me,and not cofirmed my woe 
Des. Ther fore was Samuel angrye, Zcried 
wntotheL OR DE allebat nighte. And SGa- 
muel gat bim vp early, thatbe might mete 
Saul in ¥ mowynge.Anditwas colvebim, 
that Saul was come onto Carmel,*z bad 
fet bim vp a piler,and was gone aboute, and 
come domne co Gilgall. 

Clow whã Samuel cameto Saul, Sant 
ſayde vnto him: Bleſſed be chou vuto $LOR 
DE, baue perfourmed che worde of FLOR 
DE. Sanmel anfivered : What cryeis this 
then of ſhepe in myne eares, andthe crye of 
oren which J beare? 

Saul ſayde: They have bionghte them D 
from the Amalechires:foz the people fpared 
the beft ſhepe z oren forthe offerynge of * 
LORDEtby God, the other haue we dam- 
ned. Slenercheles Samuelanſwered Sanl: 
Let me tell che what PLORDEbathfayve 
wnto me this nighte. He ſayde:Sa ye on. Sa 
muel ſayde:· hago waſt but jinallin 
thine avone eyes, waftebounor y heade amd 
gethe trybes of Iſtaei? che LORDE auoyn 
tedtbeto betynge ouer Iſtael? and > LOR 
DE fest Fin coche waye,z [ayde:Go y¥ waite 
zdamne the ſynners che Amalechites, and 
fighteagaynft then, tyll chou haue vtterly 
Deféroyed cher Wher fore haftchou nor her- 
Fened vnto the voyce of the LORDE, but 
haſt turned thy felfe co the ſpoyle, and done 
euell in thefighte of the LORDE? 

Saulanfivered Samuel:yee J bane her- 
kened vnto the voyce of the LORDE,z bane 
gone the wayethat  LORDE fentme,and 
bronghte Agag the Eynge of che Amalechi 
tes,z Damned the Amalechites:but F people 
haue takẽ of the fpoyle,fhepez oxen, and > 
beſt amõge che damned, to offer vnto LOR 
DEthy God in Gilgall. Samuel ſaide: Hath 
eheL ORDE pleaſure in ſacrifices and burnt. 
offerynges , asin obeynge the voyce of the 
LORDEBebolode,« obedienceis better then 
offerynge, and to berten is better eben the 
fat of rammes. Foz difobedienceisas * fon 
neof *witdcrafte, and rebellion is asthe 
blafphemy of Soolatrye. info woch novo 
as thon baft refufed the worde of the LOR 
DE,be bath refufed ebealfo, chat thon ſhui⸗ 
deſt not be kynge. 

Then fayde Saul vnto Samuel: Ihaue g 
fynned, § J haue tranſgreſſed thecommaun 
dement of the LORDEand thy worde: foe 
J was afrayed of the people, 5 oe 
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vnto their voyce. And now forgene me my 

fynne, ⁊ xeturne reich me,thac J maye wor 

ippe ¥ LORDE.Sarmuel (aide onto Gaul: 
wil not turne bake with * for then haſt 
refuſed the worde of the LORDE, andthe 

LORDE bath refused che alfo, § thou ſhul · 

deſt not be Eynge in Iſtael. And whan Ga- 

muel turned bin backe to go bis waye, be 

at bins by > edge of bis garment,z réte it. 

‘ben fayve Samuel vnto bim: Che LORDE 
bath rente the kyng dome of Iſtael frons > 
thie daye, z geuen tt vnto y neghbs ,whicy 
ts better then chow. Che ouerwynner in Iſ⸗ 
rael alfo ſhal not lye, nether fost berepente: 
for beis no man, that he ſhuide repente. 

GBe ſayde: J haue ſynned, yet honoureme 

now before the Elders of my people and be 

fore Iſtael. and turne backe with me that J 

ina yẽ worſhippe the LORDEthy God. So 

Samuel curned agayne after Gaul , that 

Saul mighte worſhippe the LORDE. But 

Samuel fayde: Bngeme bicher A gag che 

Bynge of che Amalechites And Agag wen 

te nto him tẽderly. And Agag (aide:C bus 

departeth che bytterneſſe of Death. Samuel 
fayde: « Lite as thy fwerde bath made we- 
men childleffe,fo ſhai y7 mother alfobe with 
out children amonge wemen. So Samael 
hewed Agag in peces before * LORDEin 

Gilgall. 

And Samuel Separted vnto Ramach. 
Due Saul wente vp co his houſe at Gibes 
Saul. And Samuel ſarve Saul nomore vn⸗ 
tothe daye of bis death. euertheles Ga- 
muel mourned fo: Saul, becauſe tt repented 
the LORDE, thatbebad made Sanltynge 
ouer Iſrael. The Xvi. Chapter. 

a Clo $ LORDEfayve vito Samuel: 
How longe mourneft thou for Saul, 
whom J baue refifen, that be ſhulde 

not be kynge oucr Iſrael 7 Fyli chine home 

swith oyle, gotby waye, FJ wyll fendetbeto 

Slat the Berbleemite : foz amonge bis fon- 

thes banc J pronyded mea bynge. Sut Ga- 

muei fayde: How [hal J gor Saul fal per- 
ceaue it and ſhal ſlaye me. The L ORDEfay 

de: Take the a caife from chedzroue,z ſaye: I 

Att conte to do ſacrifice vnto * LORDE.2ind 

thou fale call Iſai to > ſacrifice. ſo ſhall J 

tell the what thou ſhalt do that thou maycft 

anoynte me him, whom TF ſhall ſhewe the. 

Samuel dyd asthe LOR DE ſayde, and ca, 

me to Betbleem. Chen werethe Lloers of 

che cite aſtonnyed, and wente forth co mete 
him, and ſayde: · Is chy commynge peacea- 
blevHe ſayde: Ree J am cometo do facrifice 
vnto the L OR DE. Sanetifye youre felues,z 


Che pot. Chap. 
come with me to the fecrifice. And hefanc 
tified Iſat and bis ſonnes, and called chens 
coche acrifice, 

Clow whãthey camein,be bebeloe Lliab, 
ztboughre, wherber be ſhulde be bis ano yn 
ted before thel ORDE.Sut } LORDEfay 
de vnto Samuel: loke nor vpon bis counce- 
naunce,ner vpon the tallneſſe of bis perfor, 
For Findge not after the fighte of man. 
Aman bath refpecte onto che chinge char 
is before bis eyes, buttheL OR DE loBerh v- 

onche bert. Chen Wai called Abinadab,z 
— —— him before Samuel. And be ſayde: 
Chis hath noerbe LORDEofen. Chen 
Wat bꝛoughte Gamma. But he fayde:T ic 
alfo bath nor che L ORDE chofen. Chen 
bronghte Iſai bis ſeuen fonnes before Sa⸗ 
smuel. Stenertheles Samuel (aide vnto Wat: 
TheLORDE hath chofer none of chyefe. 

And Samuel fayde vnto Wai: Arebere 
all the childrẽ? He fayde: There is yet one F 
ieeſt of all and bebolde, be kepeth che ſhepe. 
Thẽ ſayde Samuel vnto Iſair Gendez caw 
fe him to be ſetched, ſor we will not ſyt do w· 
ne atthe table, vnt yll be ce me. Chen ſent he. 
zcanfed bim be broughte. And be was well 
coloured x fayre eyes Zof a beut yfull comm 
tenaunce. And the LORDE faide:Aryfean’ 
aneoynte him that is he. 


EB emi mei 

Thẽ toke Samuel bis oyle horne Tanoyn 
ted huͤn amonge bis brethrẽ. And the ſprete 
of the LOR DEcame vpõ Dauid fro Hoaye 
forth. As fo: Samuel, be gat bim vp,z wen 
te vnto Ramath. 

But the ſprete of che LOR DE departed 
from Saul, and an enell ſprete from $ LOR 
DE versed him, Ther fayoe Sauls ſeruaun· 
tes onto bim: Beboloe, an euell ſprete frons 
God verethebhe. Let cure lorde faie vnto bis 
feruauntes which ftonde before bim, § they 
fete a man whic) can playe vpon the barpe, 
and inſtrumente that whan the euell ſprete 
of God esmeth vpon che, be maye playe v 
bis bande, to eaſe che witball. Then ſayde 
Saul oneobisferuaites:pzouyde me ama, 


tudand 
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that can playe well vpon cheinftrumente, Z 

brynge bim vnto me. 

D  Theranfiwered one of the dildzen,zfay- 
de: Bebolde,7y farve a fone of Iſai ¥ Bech 
leemite, whidy can playe vpon the inſtrumẽ 
te, ant honeſt z valeaũt man, and one phath 
onderfiddinge in matters, z is welfauoured. 
The Saul fene meffaungers onto Iſai ſa yẽ ⸗ 
ge:Sende me Daud $fonne, which is with 
the ſhepe. Chen coke Iſai an aſſẽ  bied,z 4 
botteil wb wyne, and a kyd, and fence it onto 
Saul by Dan® bis fone. So Dauid came 
to Gaul, zfEode before him, z he lowed him 
well, and be became bis wapen bearer 2nd 
Saul fence vnto Iſai ſayẽge: Let Dauidre 
mia yne beforeme, foz be bath founde fan in 
my fighte.Ctorw whancthe ſpꝛete of God ce 
me vpd Saul, Daud tote ? harpe,z played 
w& bis bande: fo was Saul refrefifhed,z ca- 
fed,zebe cuell ſprete Departed from him 

The XVI. Cheapeer. 
a4 De pbilifeynes gachered their hooſt 
to ¥ battayl. and came together to 
Socho in Fuda, z pitched cheirten- 

tes betwee Gocho z Aſeka, atthe ende of 
Damir. Bue Gaui zebe mẽ of Bitacl came 
togetber, z pitched inthe Oke valley, z pꝛe⸗ 
pared them ſelues to the battayll agaynft 
the pbiliftynes. And the philiſtynes (rode 
vpon a byll onthe onefyde,and the Iſtaeli· 
tes vpon a byllon the other fyde, ſo chat the 
re was a valley betwene them. 

Then feprethere fozth from amdge the 

hiliſt ynes a ſtoute bolde man, named Go- 
liath of * Gath, fire cubites and an bande 
bieth bye, and bad an belmet of ſtele on bis 
beade,and a fafé babergion vpon bim , and 
theweight of bis babergion was fyue chou 
fande Sicles of ſtele, and barneffe of ſtele 
badbe vponbis legges, and a ſhylde of ſte 

Ie vpon bis fhulvers: and che fhaft of bis 

fpcare was lite a weners Lome, and the yzon 

Of bis fpeare bad fire hundreth Gicles of 

y2on ,and bis wapen bearer wente before 

bins. 

And he fEove and called vnto the hoof of 
Iſtael. and ſa yde vnto them: Wher fore are 
ye come forth to pzepare youre ſelues tothe 
battayil· Am nor Fa philiſt yne, and ye the 
feruauntes of Gaul?Chofe oneamonge you 
tocomedowne vnto meryf be can fighte a⸗ 
gaynſt me and flaye me, chen wil we be you- 
refernauntes : but yf Tj can onercome bim 
and flaye bim, eben ſhãl ye be oure feruann- 
tes,to do vs fernyce. And che Philiſt yne fay 
‘de: Jhaue [poke dißdanedly unto the hooſt 
of Iſrael this vaye.Genemeone,and let vs 
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fighte cogether. Whan Saul and all Iſtael 
berdetheje wordes of $ pbilifiyne,they we 
re aſtonnyed, and ſore afrayed. 

But Dauid was che fonne of a man of 
Ephrata of Bethleem Juda, whofe name 
was Iſai, which had eight ſonnes, and was 
anolve manin Gauls tyme, and was well 
firycFen in age amongemen. And the thre cl 
Defé fonnes of Iſai were gone with Gault 
tocbe batrayll And chere names were the- 
fe:Eliabebe firft bone, Abinadab the fecow 
de,and Saͤmma the thirde. Dur Danid was 
the yongeft of all. So whan the thꝛe eldeſt 
were gone mith Saul tothe battayll, Da- 
uid wente agayne from Saul,co kepe bis fa- 
there ſhepe at Becbleem. Bur the philifty- 
ne ſtepte forth carly inthe morn ynge and at 
euen, and ſtoðde there fort ye dayes. 

Flat fayde vnto Dawid bis ſonne: Tate C 
this Epha of firmencye for chy bꝛet hꝛen, 
and thefe cen loaues of bred (and runne co 
the hoͤoſt onto thy brethren) zebefeten new 
hefes,and bzyngethemco ? caprayne,and 
loEc how chy brethren do, whether it go well 
with chem cz no, and tate what they byd 
the. But Sanlandchey, andallebemenof 
Iſtael wereinthe Oke valley, and foughtẽ 
agaynft che Philiſt ynes. 

Then Dawid gat him vp early in the moz 
nynge,and commytcedtbe ſhepeto > beper, 
and cote bis burthen, wente bis weye, as 
pint commanded bin, and cameco the tẽt. 

nd the booft was gone forth,and bad pre · 

Jared them felues, and cried in the batcayl: 
Foꝛ Iſtael had fec chem felues in araye, and 
the pbiliftynes were aga ynſt cheir hooſt in 
their araye alfo. 

Then —* Dauid the veſſell that he ba⸗ 
re, with che keper of che ſtuffẽ. and ranne to 
the booft, and wente in, and jaluted bis bre⸗ 
eben. And whyle he was yet talbynge with 
them,bebolve, then came vp the ftoute bolve 
man, whofe name was Goltath,the Pbilifti- 
ne of Gath, our of the pbiliftynes booft, 
andfpateliteas afoze, and Dauid berde it. 
Sut cuery man of Iſrael whan be fawerbe 
man, fled from him, and was fore afrayed of 
bim. 

And enery man in Ffrael fayde: Hane ye 
ſene che man commynge vp bitber 7 For be 
is come vp bither,to fpeate dipdanedly vñ· 
to Iſtael. And who ſo euer ſmyteth him him 
wyll the kynge mate ryche, and gene bin 
bis doughter, and mate bis fathers houſe 
frein Tirael. 

Then fayde Dauid vnto the men that fio D 
deby bin; What ſhalbe done * the man, 

1 


Lhe i. boke of che lynges. Khe xvij. Chap, 


that finytech this pbiliftyne,and turneth baggte which he bad by bim,and coke a flyn- 
eee ne —— Iſrael ? For what gent bis bande, and made bim co che pbt- 
isbecbis Philiſt ynet his vncircdcyfed,ebat  tifeyne.2And che Philiſt yne wente forth and 
defyetht he hooſt of. * lyuynge Sodr Then madebineco Dawid, and bis wapen bearer 
the people tolde bim as afore. Thus flyali it befoze him. 
bedone vnto man chac finycerh him. And 
Eliab bis greacer brother berde him talte 
with the men and was very wroth agaynſt 
Dauid,and ſa yde: Wher fore arechou come 
downe? and why haſt chou left a fewe fhepe 
in the wylderneffe 7 Enowe chy pzefimp- 
tu ouſueſſe well ynough, andebe wickedne ſſe 
of chine bere: for chow art come downetofe 
the baccayll. Dawid anfivered: Whac bane 
Downe now 7 Js there not an occafiony 
nd be turned bim felfe from him vnes ano ; 
ther,and fpateacordingeas bebab ſayde be 
fore. hen che people anſwered him teas Ltow whanche pbiliftyneloted z (awe g§ 
afore. Dauid, be choughte (come of bim: for be 
2nd whan they berde the wordes which was buca Hilde, well coloured, and beuty · 
Dauid ſayde, theytolde them in che prefen- fuil to lore vpon. And the phiüiſt yne fayva 
of Saul, andbe cauſed bins be feecheb. vate Deanid:Am Ia dogg then, char chou 
And Dauid fayde vnto Saul:Lee no mans commeft vnto me with a ffe: And be cur 
bert be difcoraged becanfe of bin. Chyfer- feo Dawid bybis God, and ſa yde onto Da- 
vaunt [hall go,and fighce withthe pbiliféy yin: Come bitber co me,7F wil geue thy fle] 
he. Ae uert heles Saul ſayde vnto Daud: eo the foules vnder che heauen and cotbe 
Thou art not ableto go agaynft chis Pby-  beaftcsinehe felde Neuertheles Dawid fay- 
liftyneto fighte with bim, forthowarebutz de unto the pbiliftyne: Chou commeſt on- 
childe: but this isa man Of warre frombis come wich ſtwer de. ſpeare and hylde. Buc} 
youth vp. come vito the inthename of che LORDE 
& Danid fayde vnto Saul:· Thy ſewaunt Zebaoch che God Of the booft of Ffrael, 
Eepte bis fathers fhepe, and there came a wohom thou haſt ve(pyjed. This vaye hall 
Tyon and a Bere, and caried awayeafbepe ebeLORD Edelyuer theinto my bade, chat 
from the flocFe, then wente ‘F forth after ‘FJ maye ſmyte the, andcakethy hea de frons 
bim, and jinote bim, and velynered ic our of the, and geueche bodies of the Hooft of the 
diab Bis mouth, * 2nd whan be wolde bane be- Pbiliféynes this daye vnto the foules vn der 
Mebane nevpon me> Fj cofebim by bis beerde, and the beauen, and to the wylve beeftcs vpon 
ſmote him.,. and flewe him. So. thy ſeruaunt the carth, that all the londe maye knowe ỹ 
finoce both ebe Tyon and } Bere. Therfore Iſtael hath a God. And allebis congrega- 
fhallebis pbiliftyneci is oncircumcyfed be cion [hal tnowwe,tbac theL ORDEfauethne 
euen a6 one of them: for be bath defyed the ther thorow fwerde ner fpeare: foztbebat- 
hooſt of thc lyu ynge God. And Dauid fay-  cayllisebe LORDES >the ſhal delyner you 
de: The L ORDE that delyneredme from > intooure banbes. 
Lyon and Beer, ſhall deiyuer mealf frons Llowwban the pbiliftyne gat bim vp, 
this Philiſt yne. and wente forth and drue nye onto Dauid 
And Saul fayde vnto Dauid: Go thy Dauid made haifte,and ranne frons + booft 
wa ye the LORDE be with the. And Saul vnto the pbiliftyne. And Daud pucbis be 
clothed Dawid with bis cloches,andfee ant deinbis baxg,androte out a ftone chrue 
belmecof ſtele vpon bis beade, and Pacan  icwith ebe flynge,-andbyte the pbilifiyne scch.gee 
babergion vps him. And Damid girded his eneninebe fore heave, fo chat che fEone ftac- 
fiverde atone bis clothes, and beganncto Ee: inbis fore beade,and be fell do wne to the 
S09, for be bad newer bene vied eo te afore. grounde vpon bis face. 
Chen ſa yde David vnto Saul: J can not go So Dauid ouercame 3 pbili ſtyne wich S 
thus , for J bane nocbene vfed toit, and fo  theflyngeand with $ fone, and finoce him. 
he laied it from bim, and cote his ſtaff in his and flewe bim. And for moth as Dauid 
banbe, and chofe fyue flighte ſtones out of badito fwerbe in bisbande, be ran ne and 
the ryuer,and put chem in the Pheparves ſtode ouer F Philiſt yne, and coke bis fice n.Parnd 
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de, and drue it one of che ſheeth, and flere 
bim,and ſmote of brs heade witball. ban 
tbe pbiliftynes jawe chat the ftrongeft of 
thems was deed, « they fled. And che men of 
Iſrael and Zuda gat chẽ vp, and cryed and 
folowedvpon the pbiliftynes, cyll they ca- 
me vito the valley, and co che pores of 
Ebron. Aud che Philiſtynes fell downe flay- 
ne vnto Gath andco Ekron. Andebe dil- 
dien of Iſrael turned agayne from dafyn- 
Se of che pbilifEynes,and ſpoyled their ten · 
tes , Hut Dawid toke che heade of rhe Phi· 
Lftync,and broughte it onto Jeruſaiem, as 
fez is armeure,belayed it in bis tence. 
Whan Saul jawe Dauid go forth a- 
aynſt che Philiſt yne be faide vnto * Abner 
Bis chefe captayne : Abner , whofe fonneis 
this childe ? Abner ſayde: Ascruly aseby 
foule lyueth © kynge. I wore nor. Thetyn- 
Ge fayde : Are ché whofe jonnethe yonge inã 
is. Clow whan David came agayue from 
the flanghecr of the Philiſtyne Abner cote 
bins, and brougbee him before Ganl, and be 
bad che pbilijtynes heave in bis bande. 
And Saul fayde wnee him : Whoſe fonne 
art thou, chou yongeman7Dawid ſayde: J 
am a ſonne of chy ſeruaunt Iſai the Bech- 


leemite. 
The XVI. Chapter. 
'¢ Lid whan be bad made an ende of 

Df talk ynge with Gaul, che foule of 2* 

nathas was bounde with the foule of 

Dauid,and Jonat has loucd him as his oro 
ne ſonle. And Saul cote him che fame daye, 
and let bim not go agayne to bis farbers 
boufe, And Jonathas and Danid made a 
couenaunt cogerber, foz he loued bim ae bis 
orne ſoule. And Jonathas pucof bis owne 
cote that be bad vpon him, and gaue it vn⸗ 
60 Danid:yce and bis clotc , his fiverde, bis 
bowe, and bis girdell . And Dawid wente 
for whither ſo euer Ganl fent bim, and 
bebaucd bim fel fe wyfely. And Saul fec bine 
ouer the men of warre, and be pleafed all 
the people well, and all che fernaunces of 
Saul. 

- Te fortuned, chat whan David was co- 
me agayne from che laughter of the pbi- 
liſt yne che wemen wence ont of all che ci- 
ties of Iſtael with fonges zdaunfes, to me- 
tetynge Saul, with cymbicls, with myztb, 
and wich fyddels . And the wemen ſange 
one to another, and played z fayde:* Gault 
ath ſmytten bis thouſande: bur Dauid bis 
ten thouſande. 

Then was Saul very wꝛoth, and woꝛ⸗ 
de diſpleaſed him ſore, and he ſa yde: They ba 
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ue aſcrybed ten t houſande vnto Danid, and 
but ome choujanve vnto me:what ſhal he ha 
ue moꝛe but the Eyngdome ? And from that 
Daye forth, Saul loked ſorverly vps Dawid. 

The nexte daye after came che euell fpze- 
teof God vpon Saul, and pzopbecyed ut $ 
miyddes of che houſe. But Damd played ow 
cheinjirumente with bis bande, as be was 
wonte daylie. And Saul bad a iauclynge in 
bis bandc,and caſt it andthoughte: J wyll 
ſtycke Damn faft to che wall. Reuercheleſſe 
Dauid turned himſelfe twyſe awaye frome 
him. And Saul was afrayed of Dauid: foe 
the LORDE was with him, and was depar- 
ted from Gaul. Then Saul puc him frons 
bim,and [et him to be prynce ouer a thouſan 
de men, and be rent out and in before the 
pee And Dawid behaued himfelfe wyfe- 

ly in all bis do ynges, and the LORDE was 
with him. 

Clow whan Saul ſawe shatbe was fo 
exceadynge wyſe, be ſtode in feare of bim. 
Due all Iſtaei and Juda loucd Dawid, for 
be wence ouc and in befoze chem. And Sank 
fayde onto Danids Beboloc, my greatet 
Doughter Merob · wyl I geue cheto wyfer 
be ſtronge now,z gouerne the warres of the 
LORDE. FeꝛSaul chought:my hãde ſhal nce 
be vpon him, but the bande of * piltfiynes 
Vhenertheles Dauid anſwered Saul: Who 
am I T what is my life zebe kynred of my 
fatberin Iſtael, that 3 ſhulde mary che kin 
ges Dougbtery 

But whan thet yme came, that Merob > e 
doughter of Gaul ſhulde haue bene geuẽ on 
to Dawid, He was geuen vnto Adriel ¶ e 
holathite co wyfe. Neuertheleſſe Michol 
Gauls doughter loued Dawid. YOban this 
was tolde Saul, ¥ matter pleaſed bim well,z 
he ſayde: J wyl geue bins ber, he mayebe 
afitare vnto bim,z chat che bandes of f Phi 
liſt ynes maye come vpon him. And be fayde 
vnto Dauid: This daye fale thou be my 
doughters huß bãde ¥ ſecõde rime. AndSaul 
ſpake vnto bis feruaites: Talke ch Dauid ſe 
cretly ⁊ ſaye: Seholde the tinge hach pleafis 
rein the, and all bis ſeruauntes lone the, ma 
ry thou therfore the kynges doughter. 

And Gauls ſeruauntes [pate cheſe wor 
des inthe cares of Dauid. Dnt Dauid {aides 
Thynke ye it but « ſmall maceer,to mary the 
Eynges deughter ? As forme, Fam burs 
pooze fympleman . And Gauls ſeruauntes 
colde bim aͤgayne, and fayde : Soch wordes 
bach Dawid ſpoken. Saul fayde: Chen faye 
ye vnto Danid:The Eynge defyzeth ne dor 
ty, bur oncly an hundreth foreftynnce of 
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the pbiliflyries, chat vengeaunce maye be 

taken of the Einges enemies. Howbeit Gaul 

thought co cauje Dauid be flayne bythe hã 

Bes of the pbiliftynes.T hen bis feruauntes 

tolde Dawid thefe wordes , and Dawid was 

contente with the matter, comary the Eyn 
Bes Dougbrer. 

G  Andafcerafewe dayes Dawid gate him 
vp, and wente with bis men, and finocetwo 
bundzeeh men amonge the philiſt ynes. 2nd 
amd bꝛoughte their foreptynncs, and ma- 
de theit nombre ſufficient unto che tynge, F 
he mighte mary the kynges doughter. Che 
Saul gaue bim bis donghter Nichol co wy 
fe. 2nd Sant Swe and — thatthe 
LORDE was rd Dauid. And Michol Sauls 
doughter louedbim. Then was Saul che 
moze afrayed,and became bis cnemyeas [5- 
ge as be lyucd. And whan che prynces ofthe 
Pbilifiynes wẽte forrh,Danid bebaned him 
félfe moze wyſely chen ei feruauntes of 
Saulin cheir onegoynge : fo chat bisname 
was th Greate reputacicn. 

The XIX. Chapter. 
2% GP Aul fpate co —— bis fonne, 
and co all bis firuauntes , that they 
fhulve kyll Dauid.+ Neuertheleſſt 

Jonathas che fonnc of Saul loued Damd 

erceadingly,and rolde bim, and ſayde: Saul 

my fatber goeth aboure to flaye the. Kepe 
thecherfore( J pzaye che in the moznynge 
and abyde in ſecrete and hyde the. Bucy 
wyll go forth, and ſtonde beſyde my father 
in chẽ felde where chou art, and wyil fpeate 

Of cbe once my facher:and what foeuer J ſe 

‘J bal biyngetbe worde. 

And Jonathas reporced F beſt of Danid 
vnto Suul bis father and ſayde onto bim: 
Oh let not the Eynge lynne agaynft bis fer- 
Baunt, for be bath not ſynncð agaynft che, 
Gnd bis doyngeis verynecefjary for the,*be 
no PUtbislyfein bis hande alfo, and ſmote tbe 
PbilifEyne,z the LORDE dyd a greate health 
wnto all Hfrael this baft thou fene, andre- 
D ioyſed eherof. Wher fore wyle chou chen of- 

fende agaynft innocent blonde, that thon 
woldeft Eyll Dawid without acaufez Then 
bertencd Gaul vnto the voice of Jonathas 
and ſware: As crnly as the LORDE lyueth,be 
ſhal not dye. Then Fonathas called Dantd, 
and tolde bins all chefe wordes, and brought 
himto Saul, fo chat be was in prefence lite 
as afore tyme. 

But there aroſe a battayll agayne, and 
Dauib weate forth, and foughe agaynft the 
Pbilifiynes,and ſmote a greace flangheer, 
jd that chey fled before him. Neuertheles > 


Lhe rir. Chap. 


enell fprete of the LORDE came vpon Saul, 
and be fac in bis houſe, and badatauclynge 
inbis hande. But Dauid plaicd vpon the ĩn 
ſtrument with bis hãde And Saul thought 
with the tanelinge co ſticke Dauid faft co 
the wall. Howbeit, be wente afyde fro Gaul 
and che iauelynge finoce in the wall. And 
Dawid fled, and efcaped that night. 
Cloewithftondinge Gaul fene bis mef- © 

faungers to Dauids houfe,charthey ſhulde 
Taye wayte fo: bin, and kyll bua inthe moꝛ · 
nynge. Michol Damds wyferelve bim this, 
andfayde: Rfthou fauenor chy foule chis 


nighe,chou [hale dye romozow.» Then Mi tole * 


choi let him downe thorow the wyndow, fo “ 


that he wente bis waye, fled, and eſcaped. 
And Mickol toke an ymage, and layed it in 
che bed, and laied a goates fEinnearthebes 
de of it, and couered it with clothes. Then 
Saul ſent meffaiigers,to ferd) Daud. Bue 
fhe fayde: He is ficte. Neuertheleſſe Saul 
ſent meffaungers co ſe Damid,z fayde:Brin- 
— 2* — vp to me with the bed, that he ma ye 
be 


Low whan the meffaungers came, be- 
bolve,the ymagelayc inthe bed, and a goar 
tes BE ynne atche heave of it. Then fayve 
Saul wneo Mich ol: Wby haſt chou begyled 
me, andlet myne enem ye go, that bemigh- 
te eſcape? Michel fayde vnto Saul: He fay- 
De nto me: Let me go,o2 J wyl kyll che. As 
for Dayid, be fled, and efcaped, and cameto 
Samuel vntoRamath,andcolde himall & 
Saul bad done vireo him. And be wente wẽ 
Samuel,and ehey abode at Maioth. 

And it wastolde Saul : Bebhoive, Dauid 
is at Naioth in Ramath. Chen Saui ſen⸗ 
temeffaungers to fetch Daud. And they 
farce a company of pzopbetes prophecien· 

e, and Samuel bad the ouerſig ht oft hem. 
hen came the — of God vpon theme 
—— of Saul, fo that they prophecyed 


Whan this was coldeGaul,be fent ober 
mefjaungers , which prophecied likewyſe. 
Then fence hemeffaungers the thyzbde cyme, 
and they in lite maner prophecyed. Ther 
wentẽe be bimfelfe alfo onto Ramach, and 
whan became to the greate well which is 
at Secho, be aredand fayde: Whereis Gar 
muel and Dauid? Then was it tolde him: be 
holde, at Naioth in Ramath. And he wente 
thither, euen vnto Raioth in Ramath. And 
Y fpzete of God came vpon him alfo, andbe 
wẽte ⁊ prophecied till he came vnto Raioth 
in Ramath.· And he put of bis clothes,z pro 
phecied likewiſe beforeSamuel.⁊ fell dorene 


4 
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cree mated allthar daye and all that nighte. De 


re of came the prouerbe: Is Saul aiſo amon 
ge the pꝛopheces? 
The XX. Chapter. 


Awid fled frs Naioth in Ramath, 

and came,z fpate before Jonathas: 

What haue J done 7 Wbartre/pa- 

ce haue Imade: What haue F fynnedin * 
ſighte of thy father, F be fetch co kyll mez 
de fayde vnto bins: God foebyd, thou ſhalt 
not dye. Bebolde,my father doth notbinge, 
nether greate ner finall, but be ſheweth it be 
fore myne cares. Wherfore ſhuide my facber 
thebydechis fro mez It yal mot be ſo. Thẽ 
froare Dauid agayne,andfayde:Tby father 
Enoweth well, § J bane founde fauoure in 
fighte, therfore ſhal be chynte: Jonathas 

al not Enowe of this, left te grene him. Ve 
sely,as truly as the LOR DElyneth, andas 
erniyas y/ ſoule lyueth, there is but one ſtep · 

pe betwene me z deach. Jonathas ſayde vᷣn 

£9 Dauid: J wil do forthe what ſo euer thy 
bere defyrech. Dawid fayde vnto him: Bebol 

de tomorow is thenew Mone, thar J ſhul · 

de ſyt at the table with the kynge. Tet me 
hyde my felfe therfore in the felde vnto the 

B chirde daye at euen. Rf chy father then are 
after me,faye:Damd prayed me, F be migh 
terunneto Beeblecm vnto bis cite, for ail 
bis Eynred baue there a yearly facrifice. RF 
be fayecben: It is goodthẽ frondech it well 
with } feruaunt. But yf be be wrorh, chou 
hale perceane that he tntendceh encil. Do 


a 


eRevs.a Mercy cher fore vpon chy feruaunt:* for with 
ondss.d me yJſeruaunt baft thou made a couencunt 


inthe LORDE. But yf there be enytreſpa⸗ 
ec inme,then flaye me thy felfe, ſor why wel 
deft chou brynge me vnto chy fathers 

“Jonathas fayde:Cbac be farre fremebe, 
thac J ſhulde perceaue my father co inten⸗ 
deeny eueli agaynft the, and ſhulde nor tell 
the. Dawid ſa yde: Who Phalbzynge mewor- 
de, yf thy father geuetbe an harde anfivere? 
jonathas fayde vnto David: Come, lec vs 

0 forth into the felde. And they wente cut 
Boch into > felde. 2nd Jonathas fayde on 
to Danid: 

LORDEGovof Iſtael yf J perceane by 
my father tomozor oz onthe thirde Daye, 
chat ic goeth well with Dauid , zfendenot 
wntothe, and ſhewe the before thine eares, 
eben lettbeL OR D Edo this andtbat vn⸗ 

€ toFonatbas. Bue yf my farber delyte in 
euell aga ynſt che, J wil fhewe it before thi 
ne eares alfo,and ict $ go, that thou mayest 
departe in peace. 


~ 
Ce xx. Chap. Bo. xxxv. 

And the LOkOE be with the, as he bach 
bene with my father. FT do it not, then do 
thou no mercy of the LORDE on me, while J 
lyue no not whau Tf dye and plucke thy mer- 
cy fromy houſe foz euer. And whan theLOR 
DE rorech ont ? enemics of Dauid,enery o- 
ne out of chelonde, eben let Dauid rete one 
Jonat has alfo with bis houſe, and the LOR 
DE requyse it of che hande of Dauids enc 
mies. 

And Jonathas proceaded further, and 
fivare onto Dauid (be loued bim fo well: for 
beloucd bimenenes bis owne fouleyand Jo 
nathas fayde vnco him: Tomorow is ? new 
Dione,and thou ſhalt be axed after: for thou 
hale be wanted where chow waft wonte to 
ſit. But on che thirde daye come downe ſoo⸗ 
ne,z gointo > place wherethou bydeft che 
onthe wor daye,z fet the Domne by the ſto 
ne of Aſel:chen wyl F ſhute thre arowes on 

$ five, as though J wolbde ſhute ata marc’: 
and bebolbe, Fj wil fende the boye, and faye 
vnto bim,Go [eke F arowes. Nf F ſaye now 
wncothelad:Lo, the arowes lye bitherrwar- 
de behynde >, fetchthem, cher come chou, 
foricis peace,and chereis no parell, as tru- 
Ty ae the LORDE lyueth. But yf J faye vnto 
the lad:beholde, the arowes lye yondcrwar- 
de before the, chen go thon eby waye, foz the 
LORDE bath letehe go.* As for chat which 
thouand J baue (poke cogether, che LORDE 
ts betwene meand che for euers 

Dawid hid bimfelf in che felve.2And whã 
the nerotitone came, the Eynge fat bimdore 
ne at the table to cate. Whan the kynge had 
fet him dorvne in bis placeas be was wonte 
byche wall, Jonatbas ſtode vp, bur Abner 
fat bim vowne befyde Gaul. 2nd David 
was myſſed in bis place. And Saul fpateno 
thingethat daye, for hethoughte: There is 
fomrbat happend vnto bim, thatheis noe 
cleanc.Onche ſeconde daye of the new Mo 
ne, whan Bauid was myſſed in bis place, 
Saul faide vnto Jonat has bis ſenne: Wher 
fore is not the ſonne of Iſai come to the ta- 
Ble nether yeſterdaye ner to daye? 

Ionat has anfivered Saul: He prayed me 
chat be mighte go vnto Bethleem, and fay- 
Se: Leeme go fe oure kynred bath a ſacri · 
fyece co Do inthe cyte, and my brother bath 
ſent forme bimfelfezyf J haue ſounde fauon 
re now in thy ſyghte, 3 wyll go, and ſe my 
bret hren:t her fore is he not comeco the kyn⸗ 
ges table. Chen was the Eynge wroth at 
“Jonathas,and faydewnto bim Thou wies 
Bed and vnt hrifte JI knowe bow that thou 
haſt cheſen the ſonne of Iſai, to the ſhama 
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of tby felfe and of } Phamefull mother. For 
as longe as > fonne of Iſai lyueth ps carth 
nether thou ner chy kingdome ſhal profpere. 
Sende now cherfore,and canfe binico be fee 


aKe. aꝛc. e ched onto me, foz he is a dyilde of death. 


Jonachas anfivered bis father San and 
fayde wnto bins: Wher for ſhal be dye? what 
bach be donez Chen ſhot Saul che iauelyn · 
geat him chat bemigh finite him. Thẽ per 
seaned Jonachas, that bis facher was vt · 
serly derermedto Eyll Daniv, and be rofe vp 
from ? table in a wrothfull difpleafore, and 
ave no bred $ fame feconde daye of thesicww 
Mone:foꝛr be was vered becaufe of Danio, 
thac bis fatber bad done bim fod) diſhonoͤ. 

S$ © Onebe morow wente Jonathas forth in 
soche felde, at the cyme appoynted of Da- 
nid, anda litle boy with bim,and fayde vuto 
¶ boy: Rune and fee mse che arowes which 
3 pace. Whan che boy ranne, be ſhot an a⸗ 
vorwe overt bint. And whan the boy came to 
the place whither Jonathas bad Pa 
sowe, Jonathas cryed after bim, and fayde: 
The arowe lyeth yonder warde before che, 
And be crycd after him agaync: haiſt the, 
Gnd ſtonde noc ſtyll. Chen the boy gatbercd 
vp Jonothas arowes, and brought them to 
bis lorde. 2nd che boy knewe nothinge,one, 
Ty Jonathas and Damd bnewe of F matter. 

Chen Jonathas gaue bis boy bis wapẽs 
Gnd [ayde vnto bim:Go chy waye, ahd cary 
them in to the cite. And whan the boy was 
gone, Dauid aroſe from ehe place towarde 
the fouth,and fell vpon bis face to the gro 
be,and worſhipped thee tymes, andebey tif 
fed one another, and wepte together But 
Dauid moft (pecially. And Jonachas faide 


1Re.sod Onto Dawd:Go thy waye in peacẽe: . What 


foener we both bane fivoznezfpoté together 
in thename of the LORDE,the LORDE be wit 
neffe betwene me and the, betwene my fede 
and ¥ fede for ener. And Jonathas gat him 
vp, and came into che cite. 
The XX. Chapter. 
A GN Auid cameco Nobe to F pref— Ahi 
melech. And Abimeledy was aſton ⸗ 
os nyed, whan be fawe Danid commin 
Se,and fayde vnto bim:YOby commeſt chow 
alone,and noman is withthey Dauid fayde 
vnto · Ahimelech the preſt: Che tinge bach 


Ke.· ia a <omyeced a matter onto me, and fayde:Let 


noms Enowe wherfore J haue fencebe,and 
wobat J bane commannded che : for J bane 
appoynted my ſeruaũtes to mete me berez 
chere.* Rf thou bane now ought vnder thy 
Bande,a loafe of bred 02 fyue, geueme the fz 
ine in my bande.o2 what ſo euer thon findeſt. 


Khe xxi. Chap, 


The prefE anfrocredDanid, andfayde: 3 WD 
haue no comen bred vnder my bande, burebe 
Holy bred, yf the yonge men bane onely refrai 
ned chem felues from wemen . Dawid anfrvee 
red the preſt, and ſa yde wnto bm: The we- 
men were Eepte chee Dayes from vs whan 
we departed forch , and the yongemens vef- 
ſels were boly.Dut this wayeis wnboly,ne- 
wercheleffe it yalbe ſantifyed to Daye inthe 


infirumentes.* Chen che ppreſt gauebim of ete 


> Holy, in ſo moch as there was none orber je 
bred bre the ſhewobredes, which were taken mira. 
vp before che LORDE,thacebere might be o- 

ther freſhbredes ſet therin the daye whe be 

coke chem arvaye. 

But the fame aye was thereaman ſpar C 
red in before the LOR DE, one of Gauls fer- 
uaimtes, named Doeg an Edomite, y migh- 
tieſt amonge Gauls hyrdmen. And Dauid⸗ 
ſayde vnto Ahimelechẽ Ys there noe a fpea- 
re or a ſwerde bere vnder thine hande: J ba 
ue not talen my ſwerde and weapens with 
me: for the kynges matter requyred * 

The preft ſayde: The ſwerde of Soliath the 
Philiſtyne + whom chon fino 
valley, is bere wrapped uta cloth behynde 
the ouerbody cote. yf chou wylt haue ĩt, ta · 
Ec it, for bere ts cls none but it. Dawid faydes 
Thereis not och anorber , gene me it. 

> David gat him vp, and fled fiom D 
Saul,and cameto Achis F kynge of Gach. 
Bue Achis fernauntes ſayde vnto bim:This 
fo Damd the Eynge of chelonde, of whom 


they finge in che daunfe, andfayde:* Saui -Reg10b 
bath finysren bis thoufande, bue Dawid bis 449% 


tenthonfanbe. And Danid tote theſe wor. 
des tobert, and was fore aftayed of Achis 
ehebynge of Gath, and alcered bis counte- 
nannce before thein and ſhewed bimfelfe as 
be bad bene madd in their andes, and ftac 
kered towarde the dozes of the gate,andbis 
flanerynges ranne downe bis beerd. Then 
ſayde Adis vnto bis fernauntes : Beboloe, 
yeferbat the manis outofbis wyt,why ba- 
ue ye brought bim ontomes Haue J co fewe 
maddmen,that ye bane brought this hither 
to bemadd befoze mez Shulde be come in to 
my houſe: 
The XxI.Chapter. 


Anid wente fid thence, zfledwnto A 
the cane of Aoullam. Whan bis bie 
2) thzen and all bis farbers houſe ber- 
detbar,tbey came dorone thither vᷣnto bint. 
nbd chere gathered vnto him all men chat 
were intronble and det,and fory of bert, and 
be became their heade, ſo chat chere we- 


inthe Gte "Resu7£ 
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re with bim vpon a foure hundreth men. 

And Dauid wente from chence cowarde 
Miſpa in che londe of che Moabites, and 
fayde vnto the Eynge of the Moabites: Let 
my father and my mocher go out and in a · 
monge you, tyll J fe what God wildo with 
me . 2ind be leftẽ chem before che Eynge of 
¥F Moabites ſo that they remayned by bim, 
as longeas Dauid was inthe caftell. Ne· 
nertheles the prophet Gad ſayde vnto Da- 
nid: Abyde not in the caftell, but go y waye, 
and come into che londe of Juda. 
Departed Dauid, and cameinto the wedd of 
Hareth. And Saul berde chat Damdand 
—* a which were with bum, were come 

Forth. 

B Clow whyle Saul dwelt at Sibea vnder 
a grove in Rama, be hada Jauelinge in bis 
banve, andall bis feruauntes ſtode by bim. 
Then fayde Saul vnto his feruaunres that 
ſtode by bim : Heare ye childzen of Yeminis 
Sbal che fonne of Fai gene lSdes and vyn 
yardes onto you all, zmate youall captay · 
tes ouer choufandes and oucr hũdreds, chat 
ye baue all confpyzcd agaynft me, andtbere 
is nom. chat [herech tt before myne cares, 


Reuse x for mod)as myfonne alfo bath made 
dea⸗ couenaunt with the fonneof Saiz Chere is 


noman amonge you chat letcerh it formy fe 
Fe, 02 § openeth it vnto myne cares : for mi 
ſonne bach fered vp my ſeruauntes again 
me, 3* maye faye wa yte forme, as itis 
manifeft. 
Thenanfivered Does F Loomite whidy 
ſtode beſyde Gauls feruaimtes , and fayde: 
wc DI faethe fonne of Flat, chat be came on 
to Ltobe,co Ahimelech F fonneof Achitob, 
which ared councell at the L ORDE for bins, 
and gaue bim fove, z che fiwerde of Goliath 
the pbiliftyne. 
< _ Thenfencebe kynge, and canfed cocall 
Abhimeledy che pꝛreſt che forme of Achitob, 
and all bis facbers houſe, the pzeftes that 
were at lobe, and they cameall coche kyn⸗ 
ce And Saul fayde: Heare thou fonne of 
chitob. He ſaide: Here am J my loide. Anð 
Saul ſayde onto bin: Wher fore haue ye cð 
ſpyred agaynſt mc, thou z the ſonne of Hat, 
that chou baft geuen bim bed and a fiver- 
de,and axed councell at God for bim,to ſtere 
bimvp , that he nughtelayeawayte forme, 
as itis manifefty 
Abimelech anfiveredehe Eynge and ſaide: 
Andwho is amonge all chy fernauntes lite 
Dauid, whic is faitbfull, and bath marted 
the Eynges dongheer,and goeth in chine obe 
dience, cis honozably caken it thine houſe? 


Che xxiij. Chap. Ao. xxxvi. 


Saue J begonne then firſt thie daye to axe 
councell at God for bimz That be farre fro 
me. Lec not che tinge late foch co bis fernad 
tes charge in all my fathers bouje : foz thy 
feruaunc Enewe not of all theſe chinges ne- 
cher jinall ner greate. Meuertheles che tyn- 
Ge ſaide: Ahimelech chou muftdye > death, 
shou and all chy facbers houſe· Anð che byn 
He fayde to bis fore men chat ſtode by him: 
Turne you,and flaye the pzeftes of che LOR 
DE, for their bandeis with Dawid alfo. 

Loc withſtondinge che Eynges ſeruaun · D 
tes wolde not not la ye theit handes vpon > 
preftes of the LORDE, to flaye them. Then fat 
De F Eynge onto Doeg: Curne the,and flaye 
the preftes.» Does the Ldomiceturned bins, 
and flere che preftes , fo char ehe fame da ye 
there dyed Fyne and foure ſcore men, whidy 
wayre ouer body cores of lynnen . And Lieb 
the cite of the preftes ſmote be with the ed, 
ge of che/werde,boch men and wemen,chil- 
dren and ſucklynges, open and afjes , and 


fhepe. 

Ubeucreheleffe there efcaped a fonne of 
Ahimelech (che fonne of Achirob) wyofe na- 
me was Abiathar, and fled after Dawid, 
and colve bim,chat Saul bad flayne  pzej> 
tes of the LORDE. Danidfayde vnto Abia- 
thar:F Enewe wellebefamedayethat Doeg 
the Edomite was there, chat be wolve rell 
Saul. Jam giltye of the foules of thy fa- 
thers houſe. Abyde chou with me, and frare 
not. He that layerh wayte for my lyfe, [yall 
laye wayte for thyne alſo, and chou fale be 
preferued with me. 

TCheXxMLChapeer. 
1¢ Civic was tolde Dauid:Beboloe,the 
Pbiliftynes fight againfE Cegula, and 
Ipoyleche barnes. Dauid eared 

at che LORDE,and fayde:Sbal J go,z finy- 
te theſe Philiſt ynes? And the LOR DE fayve 
vnto Dawid: Go thy waye, then fhale finyte 
the pbiliféynes,and delyner Cegila. Buc > 
men that were with Damid,fayde onto bim: 
Debolde,we are here in feare in Jerry, and 
[hall we goto Cegila vntorbe hooft of the 
pᷣhiliſt ynes? Thẽ Dawid ared at che LORDE 
aga yne. And the LORDEanfiwercd bim,and 
fayde: Op, get the downe to Cegila,foz J wil 
delyuer the Philiſt ynes into chy bande. 

So Daurd wente with bis men vnto Ce- 
gila,and foughte agaynſt che Philiſt ynes, 
droue arvaye their cacell,and ſinote them wb 
a greateflaugbrer. Thus Dauid delyuered 
them of Cegila. Foz whan Abiathar che fow 
ne of Ahimelech fled vnto Dauid at Ceqila, 
be bare downe the ouerbody cote with him. 
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ThE wasit tolde Saul, that Danid was 
come to Cegila, and be fayde: God bath de- 
liuered him in ro my bade, foz be ts ſhut faſt 
in now that he is comeinto a cite which ts 
kepte wf gates and barres. And Saul cau· 
{ed for to call all the people downe to F bat 
taill vnto Cegila, p chey might beſege Dauid 
and his men. But whan Dauid perceaued ỹ 
Saul intéved euell againſt him, be ſaide vit 
to Abiathar F preſt: Bzynge me hither che 
ouerbody core. 2nd Dawid fayde:® LORDE 
Gov of Ffrael,ehy ernaune bach herde that 
Saul goeth aboute co come for to deftroye 
the cite of Ce gila for my fate. Shal the city- 
fens of Cegila del yuer me ouer into bis han 
beo=aind fat Saul come downe as thy fer- 
uaunt bath herde Tell thy ſeruaunt this, 
LORDEGod of Iſtael. And the LORDEſaide: 
come downe. 

Dauid faydve:Sball che cityfens of Cegi · 
la delyner meand my men into Sauls ban- 
des? The LORDE fayde:mee.Thé Dawid gat 
bin vp with bis mé, of whom there were v- 
pone fire bundieth,z walfed whither they 
coulde. Mow whan it was tolde Gaul that 
Dad was eſcaped from Cegila , belet bis 
tourney ſtonde. As for Dawid, be remayned in 
the wildernes inche caftell,and above vpon 
themount inthe wildernes of Siph. Sut 
Saul foughte him aslongeas be lyned. Ne 
uertheles God gaue bimnot in to bis ban- 
des. And Dauid fawe, that Saul was gone 
forth to fete after bis hfe. SucDauid was in 
the wildernes of Sipb, inthe wodd. 

Then Fonathas che fonne of Saul gat 
bim vp,and wẽte vnto Dauid in tothe wod, 
and firengtbed bis bande in God, and ſayde 
vnto bim: Feare not,my father Sauls ban- 
de ſhal not finde ? and thou ſhait be kynge 
ouer — fo will J betbe nexte vnto the. 
And ð my father knoweth right well. · And 
they made a couenaunt both together befo- 
re the LORDE. And Dauid rema yned inthe 
wodd. As for Jonathas, he wente heme a- 

ayne. 

Sut t he. Siphites wentevp to Saul vn 
to Gibeath, and ſayde: Fs not Dauid hyd 
with vs inthe caftell in F wodd, vpon mote 
Hachila, which lyeth on the righte bande of 
the wilderneffe 7 Let the kynge come downe 
now therfore acozdinge to all the deſyre of 
bis bere, and we wyll delyner biminto the 
Eynges hande. Then fayde Gaul : Bleffed be 
Ye of the LORDE, that ye baue bad pytie v7 
pon me: Go youre waye now therfore, and 
befure,that ye maye Enowe and fein what 
place bis fete haue bene, and who bath fene 


Lhe yeti. Chap, 
Him there: fo2 ic is tolde me, that be is fall of 
forileye. Lote well and ſpye out all che ple 
ces, where be hydeth bim,and come agayne 
to me, whan yeare fire, and J will go with 
you. mf bebe in the londe. J wyl enquere af- 
terbimamonge all the thoͤuſandes in Juda. 

Then gat they them vp,anw sence cheir E 
waye vnto Siph before Gaul. Bue David 
and bis men werein che wyldernes of Mas. 
euen in the felde on therighte hande of the 
wildernes. Clow whan Gaul wente thither 
with bis mento fete him, it was tolde Dauid 
and be gat him downe to the rocke, and a⸗ 
bode in the wilderneſſe of Mahon. Whan 
Saul berdethat,be folowed after Dauid ir 
the wilderneffe of Mahon. And Saul with 
bis mes wente onthe one ſyde of che byl: 

Daud wh hismenon F other ſyde of F hill. 
DutwhanDauid madre haiſt co efcape front 
Saul,Saul with his men compafed aboute 
Danid and bis men,thathe might take thẽ. 
* Lhenertheles there came ameffatiger vnto kla⸗⸗ . b 
Saul,and ſayde: Mabe haiſt and come, foz 
the Philiſt ynes are fallé into the londe. Thẽ 
Saul turned bim from chacynge of Dauid, 
and wente agaynſt the Philſt ynes. Therfo⸗ 
re is ¥ place called * Sela Mahelkoth. And +The roe 
Dauid wente vp fromebence, andabove in Fe of pax 
the caftcll at EnGador. Eiigeetin 
The XXL. Chapter, 

Ow whan Saul came agayne from 2 

the pbiliftines,it was toide him:Be 

holðe Dauid is inthe wyldernes of 
Engaddi. And Saul toke thre choufande 
chofen men ont ofall Ffrael, and wente to fe 
£e Danid with bis men vponthe ſtony roc- 
tes of the wylde goates. And whan be ca- 
mie tothe ſhepe foldes by * waye, there was 
& caue,and Saul wente in to couer bis fete. 
But Dauid and bis men fat bebinde within 
thecane. 

Then fayde Dauids men vito him: Lo, 
this isthe daye,wherof the LORDEthy God 
bath fayde vnto the: Bebolve,F wyll dely- 
uer thyne enemye in tothy bande, that thou 
mayeſt do v him what ĩt pleafeth the. And 
Dauid ſtode vp,z cut ofebetyppe of Gauls 
Sarment quyetly. Neuertheles it ſmote him 
afterwarde in bis bere,becanfé he had cůt of 
the typpe of Sauls garment, and ſayde vn⸗ 
to his men The LORDE let thatbe farre fro B 
me,that J ſhulde do it, zlayemy bande vpð 
mylozde theL ORDES anoyntd:foz beis * 
anoynted of the LORDE.2(nd Dauid withel- 
de bis feruaiites with wonrdes , T ſuffred the 
not to ryſe vp agaynft Gaul. 

Dur whan Saul gat him vp out of the 
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cane, and was goinge bis waye , Dauid 
roſe vp alfo after bim, and wente out of the 
caue,and cried bebynde Sanl,z fayde: My 
lordethe Eynge. And Saul loked bebynde 
bim. And Danid bowed downe bis face to 
theearth, and worſhipped, andfayde vnto 
Saul: YOby herkeneſt chou vnto the wordes 
Of men, chat faye: Dawid feteth chy myffor- 
tune + Beholde, chine eyes ſe this dayethac 
theLORDE ganctheinto my hande in che 
caue, and J was counceled to ſiaye the: Ne 
uertheles thou waft fauoured, for I ſayde: J 
wil not la ye my hande vpon mylorde, for 
he is theLORDES anoynted. Beholde, my 
father checyppe of thy garment in my ban- 
de,chac J wolvde not flaye the, whan J cut 
of the tÿyppe of thy garment. Anowe and 
fe, chere is no euell ner treſpace in my han 
Desnetber bane J offended the, and chou fo- 
lowweft after my foule,co cate it awa ye · The 
LORDE ſhal beindge betwene meandebe, 
and anengeme on the, butmy have ſhal noe 
be vponthe, acordinge asit is fayoeafter 
the olde pronerbe: Ongodlynes commeth of 
the ungodly: but my bande ſhal not bev; 
the. Whom perfecucefé chou O Eynge of Iſ 
sael, whom perfecuceft thour a deed dogg? 
@ flee? The LOR DE beindge, and gene fen- 
tence betweneme andebe,and cSfidze it,and 
pines my cauſe, and delyner me from thy 
nde. 


D Clow whan Danid bad ſpoken ont theſe 
#Reac.c wordes vnto Saul. Saul ſaide: Ys not thio 


thy voycemy forme Dauid? And Saul lifte 
vp bis voyce,and wepte,and [aide unto De 
mid: Thon are moze righceous then: for 
thou baft recompéfed me good, but Ihaue 
rewarded the eucll. And this daye haſt thou 
ewed me bor chou haſt done me good, foz 
fomocdas * LORDEbath delyneredmein 
totby bande, andebor neuertheles baft noc 
flaine me. What is be, which yf be fynde bis 
enemye, wyllet bim go in a good wayerTbe 
LORDE rewarbve the good for $ thou haſt 
Done vnto methis daye 7 Bebolde now, J 
Enowe that thon [hale be fynge,z the kyng 
bome of Iſtael ſtondeth in thy bande:fiwea- 
renow therfoze vnto me bythe LORDE, * 
thou fhale not rove ont my fede afcerme,ne- 
therdcftroiemy name ont of my fathers hou 
ſe. And Danid fivare vnto Gaul. Then wen 
te Saul home, bue Danid gat bim vp with 
bis men onto che caftell. 
Tbe XxV. Chapter. 
a Clo Samuel dyed, and all Iſtael ga⸗ 
theredthem ſelues together, mourned 
ſor bins, z buried bins is bis boule at 


Fhe xxv. Chap. Ao. xxxvij. 

Ramach. As for: Danid, be rofe,and wente 
Doone ince the wylderneffe of Param. And 
there was a man at Maon, and bis poſſeſ 
fion at Carmeland che man was of greate 
power, and had thre thouſande ſhepe anda 
thouſande goates. And it fortuneð chat be 
clypped bis ſhepe at Carmel, and bis name 
was Clabal, but bis wyues name was Abi- 
gail, and fhe wasa womanof good wnder- 
frondinge,z bewt yfull of face. Sut the man 
was barvde,and wicked in bis doynges, and 
was one of Caleb. 

Llow whan Danid berde inthe wylder- 
nes Nabal clyppedbis fhepe, be ſent ont 
ten yonge men,7z [aide oncothem:Govp vit 
co Carmel,z whan ye come co Nabal. ſalute 
bim frendly onmy bebalfe,zfaye:Good luc 
Be,peace be wb chez chine houſe. with all ỹ 
chou haſt. J bane herde faye that chou haſt 


fhepe dyppers. Now + ſhepherdes whom B 
thon bale, we beste with ——— done 
them no diſhonoure, and chey wãted nocbin 


e of theirnombie,as longe as they wereac 
wmel: Axe thy yonge men, chey fal cell 
the, and let thy yonge men fynde fauoure in 
F ſighter ſor we are comeing good daye, ge· 
ue thy ſeruauntes ⁊ thy fonne Dauid what 
thy bande y 

2nd wha Dauids yonge men came, and 
fpateall ehefe woxdes on Sauids bebalfe ore 
to Stabal they lefce of Buc Cabal anjiwe- 
red Dauids fernauntes,z fayde: What is he 
Dauid? ⁊ who isthe fonne of Iſai: The⸗ 
re are many ſeruauntes now runne awaye 
from their mafters. Shulde J rate my bred, 
water and fleſh, that J haue flayne ſor my 
clyppers, ⁊ geue it vntõ mẽ whom Jknowẽ 
not ce chey are? 

ThE Dauids yonge mẽ turned their waye 
agayne. —— ey came aga yne vnto 
him they tolde him alĩ theſe wordes. The fay 
de Dauid vnto bis men: Euery man gyrde 
bis ſwerde aboute him. nd euery one gyr⸗ 
De bis ſwerde aboute him. And Dauid g yr⸗ 
de bis ſwerde aboute him alfo, and there we 
te vpafter him vpon a foure bundzeth men, 
butewo hundreth remayned & the finffe. 

Clevertheles Abigail Nabals wife rolde C 
one of bir yonge men, and ſayde: Beholde. 
Dauid ſent meſſaungers out of chewylver- 
nes to bleſſe oure lorde, Notwithſtondinge 
he was fearce vpõ them, and yet banethey 
bene very profitable men vnto vs, and bane 
done vs no diſhonoure, and we wanted no- 
ne of the nombre as loge as we walted with 
thems, whan we were in the felde:but they 
bane bene oure wall daye andnighte,aslon 

3s 
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ge as we kepte the ſhepe by them . Cakebe- 
Be nore therfore, and lofe well what chow 
doeſt, for there is furely a myſfortune at han 
de agaynſt oure lorde, Taga ynſt all bis hou 
fe. Und he is a man of Velial,co whom no 
man darre faye eny thinge. Chen Abigail 
made baift, and coe two bundiedloanes of 
bred, and two botels of wyne,and fyue fhe- 
peready dighte, anv fyue meaſures of fir- 
inent ye and an bundzeth frayles of rafens, 
and two hundrech frayles of fygges,zlayed 
them vpõ affes,and faydeto bir yonge men: 
Go ye youre waye before me,bebolde, Fj wyl 
come after. 2nd fhe tolde Nabal birboul> 
bãde nothinge cherof. And as ſhe rode vps 
the affe,and wente dorne in the hadowe of 
> bill, bebolde,Danid z his mé mer hir dow 
ne, fo tbat fhe came vpon them. 

D DBAucDauid fayde:Wel,all that this man 
bad in ¥ wyldernes, haue J kepte for naugh 
te,forbatthere wanted nothinge of all that 
be bad, and be rewardeth me evell for good. 
God do this and yce more vnto che enemies 
Of Dauid,yf vnt yll tomorow inthe mornyn 
ge Fj leane this man of all that he batho 
mod) as one that maketh water agaynft > 
wall. Now whan Abigail fame Danid,flye 
lighte downe from the aſſe in all the haiſt, 
and fell ops bir face before Dauib, and wor⸗ 
[biped bim coche grounde, and fell at bis fe 
te, and ſa yde: Ob my Lorde, let this trefpace 
bemyne, anb le toy banbmayde|peate befo 
retbinc cares, and bearethe wordes of thy 
Handmayden : Leenoe my lorde fer bis bert 
@gaynfEchis Nabal the man of Belial, foz 
he is a foole,acordinge as bis name is cal- 
led:bisname is foole,and fooliſhnes ts with 
bim. As for methy handma yðe J fawe not 
—* lordes yonge men, whom thou dyddeſt 
ſende. 

But now my lorde,as truly as the LORDE 
lyueth, and as trulyastby foulelyneth, tbe 
LOR DE bath kepte che backe, $ thou ſhul · 
deſt not come agaynft bloude, and bebath 
Delyneredebinebande. 

Shine enemyes be now as Nabal,and fo 
bethey chat wolde my lorde enell. ere is $ 
bleffynge, chy handmayde bath brought 
my lorde, take it, and geneit unto ebe yonge 
ten, that walte vnder my lorde. For 4 fure 
Houfe [hal * L OR DEmate my lorde wiich 
figbeeth the fighte of cheL ORDE,andno 
evell hall be foundein theall eby life lorge. 
And yf eny man ryfe vp to perfecute $,and 

tolaye wayte fo2 tby foule, chen fal the fon 
fe of my lozde be boundein the bundellof > 
lyuynge, euen with theL ORDEthy God. 


The rev. Chap. 


But F foule of thine enemies ſhalbe turned 
backe & the flynge. Whan the LORDE ther 
fore doth all chis good for my lorde ( which 
bebath promyſed cheyand commanndeth > 
to bebis Duke over Iſrael, then ſhal it beng 
ftomblinge blocFe ner occafiion of fallynge 
vnto mylordes hert, that thou baft nor ſhed 
bloude without a cauſe, and auenged thy 
felfe, chen ſhal * LORDEDo good vᷣnto my 
lorde and thou ſhalt thynke vpon thy band 
mayden. 

Then ſaide Dauid vnto Abigail: Bleſſed ¢ 
bethe LORD E God of Iſrael whic bath 
ſent the to mete me this daye: and bleſſed be 
thy ſpeach, and bleſſed be thon, which haſt 
kepte me backe this daye,chat J am not co- 
mẽ aga ynſt bloude, co auenge me with my⸗ 
ne arene bande, Verely (as truly as the IOoK 
DEthe God of Æael lyvech, whidy bach 
Hyndred mecbat 3 fhulde dothe no euell.) 
RF chou haddeſt noc met me in all the haiſt 
Tabal ſhulde not haue hav lefte him uncyll 

> lighte moznynge,fo mod) as one that ma 

keth water aga ynſt che wall. So Daͤuidto 
ke of bir bade what fhe bad broughte him, 
and fayde vnto ber: Go vp in peacewnto v 
bonfé:beboloe,j haue bertened vnto y voy 
ce, and accepted chy perſonne. 

But whan Abigail came to Nabal, be- 
holde, he bad pzepared a feaft in bis houſe li 
Be a Eynges feaft,and his hert was mery,for 
be was very dronten. And fhe tolde bim no· 
ebinge, nether finall ner greate vnt yll ? clea 
re mornynge. Dat whan itwas daye the 
wyne was come from Vabal, bis wife tolde 
bim chefecbinges. 

Chen was bis here decdin his body, fo G 
that be became euen as a ftone:and oner tes 
Dayes theL OR DEfmote bim,fo # be dyed. 
Oban Danid herde that Nabal was deed, 
be fayde: Dleffed be } LOR DEwbid) bath 
auengedmy rebube on Nabal.and preſerueb 
bis ſeruaunt fromenell. AndeheL ORDE 
se rewarded Tabal tbat enell vpon bis 

eade. 

And Dauid ſent and canfedcocalte with 
Abigail, he mighte cake ber to wife. And 
whan Dauids ſeruauntes came to Abigail 
vnto Carmel, they fpate vnto ber,and ſarder 
Dauid hath fene vs vnto che, chat be mays 
tate } to wife. She rofé vp,and worfhipped 
vpon bir face onto the earth, and fayde: be- 
bolde,bereis thy bandmaybde,that fhemate 
do ſeruyce vnto che feruauntes of my lorde. 
and to waßſhe their fere And Abigail mabe 
haiſt. and gat ber vp, and rove vps anaffe, 
and fyue maydens that sere onder ber, and 
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wente after Dauids meſſaungers, and beca· 
me bis wife. Dauid toke Ahinoam of Jeſ⸗ 
rael alſo, and they both became bis wynes. 
Buc Saul gaue Michol bis doughter che 
wife of Dawid vnco Phalti ¥ femme of Lats 
of Gallium. 

The XXV.Chapter. 

Hey of Siph cameto Saul vnto Gi 

beach, z fayde: * Js noc Dauid hyd 

vps the bill of Hachila whic lyerh 
ouer agaynfé the wylderneffe 7 Then Gaui 
gac bim vp,and wente downe to the wilder 
nes of Siph, and chre thouſande chofen men 
of Iſrael wich bim,co fee Damd in the wil 
dernes of Sipb, and pitched vpon the bill 
of pachila, which lyeth by che waye before 
the wildernes. Sut Davidremayned in the 
wyldernes, and whan be fawe that Saul ca 
me after bim in to che wildernes, be fent ont 
ſpyes, anð knewe of a ſuertie that be was co 
me in dede. 

And Dauid gat him vp, and came to the 
place rbere Gaul bad d bis tẽt, and 
lawe the place where Saul laye with bis 
chefe capraynes Abner F fonneof Cver:for 
Saullayeim the tent, and che hooſt aboute 
him. Then anfivered Dauid and ſa yde vnto 
Ahimelech the Het hite, and co Abiſai che 
ſonne of Jeru Ja bꝛother of Adab: Who 
wil go dorone mec: inco che boofty 
Abifai fayve:j wil co downe wich che. 

So Dauid and Abifar came to che peo- 
ple in the night feajon, z bebolve, Gaul laye 
and flepteinche tent, and bis ſpeare ſtacke 
in } grounde at bis heade. Bur Abnerand 
the people laye rounde aboute bim. Thẽ ſay 
de Abifai vnto Dauid: Sod bath clojed ehr 
ne enemye in thyne bande chis daye. Cherfo 
re will J nowechruſt bim thorow once with 
the fpeare euen incoebe grounbe, > be fall 
bane ynough of it. Neuertheles Damdfay- 
de onto Abijai: Deftroye him noe, for who 
wil laye bande vpou the anoyntcd of LOR 
DE, z remayne vngilt ye? Dawid jayde moz- 
ouer: As truly as the LORDElyueceh, yf > 
LORDE bim felfe ſmyte him nor, or ercepre 
bis tyme cometbae be dye, or that be go in 
tothebatcayll and perifhe, che L OR DE let 
ithe farre fro me,that Fj ſhulde laye my han 
de onthe LORDES anoynted. Cate $ (pee 
renow therfore at bis beade,z che cuppe of 
water,zlervs ¢o.So Dauid coke $ fpearez 
theeuppe of water ac Gauls beade, zebe 
wente waye. And there was no man 
ſawe it,ner perceaued it, net her awaked. but 
they flepte euery one , for there was a 0 
flepe fallen vponchem from ebeL ORDE. 


Khe xxvi. Chap. 2o. xxxviij. 


Now whan Danid was come ouer on y C 
other fyde, be ſtode vpon the toppe of the 
mount 4 farce of (focbaccherewasa wyde 
[pace betwene chem)anvd cried vpon ? peor 
ple,and vpõ Abner chefonne cf Vier, zjay- 
De: Heareſt thou not Abner? And Abner ane 
ſwered and ſayde: Who are thou t hat cryeſt 
ſo and diſeaſeſt che kynge? And Dauid ſay⸗ 
de vnto Abner: Art theu noc a man ? And 
where is there fod) oñe as theu in Iſrael? 
WOby haſt thou not then kepte thy ſoꝛde > 
Eyngezfozthereis one of * people come int 
to deſtroye thy lorde * Eynge. It is not well 
thar chou baft done. Astruly as che LORDE 
lyueth « ye are the childzen of death, becaufe 
yebanenoefepte youre lorde the LORDES 
@noyntcd. Beholde now, whereis * Eynges 
fpeare, and che cuppeof water chat was at 
bis beade. 


Then Enewe Sanl the voyce of Dauid 
Gnd farde:+ Is not that thy voyce my fonne 
Dauid: Daũd fayve: je is my voyce myloz- 
de the —— he ſayde morouer: Why 
doth my lorde fo perfecute bis ſeruaunt? 
What have J doͤne: and what euell is the- 
te in niy bande ? Neclermy lorde the kynge 
heare but the wordes of bis ſtruaunt: Af D 
LOR DEpꝛouote the againſt me let there be 
ſmelled a meacofferynge: but yf che childeẽ 
Of men doit, curſed be chey beforeeheLORe 
DE, becanfe they baue thzuft me out this 
daye(ebac 3 ſholde not dwell in theLORDES. 
tnbericaunce)and faye: Go } waye,andfer- 
ue otber goddes. So fall not now my blon- 
Devpon che earch from che faceof the LOR 
DE. Sozthetynge of Iſtael is gone forth to 
ſeke a fice, asa partriche io folowed on vps 

mountaytes, 

And Saul ſa yde: J hane ſynned: Come as 
Gayne Daud my forne, J wil do the nomoze 
hurte, becauſe my ſeule bach bene dearein y 
ſighte this daye. Bebolde, I haue done fooe 
liſhly and very vnwyſely. Dawid anfivered 
andfayde: Sebolve,bere isthe tynges (pea 
re, let one of che yongemen come ouer bere 
and fetch ie. BuetheLORDE fhal rewarde 
euery oneacordinge tobis rig hteouſnes and 
faith, fez } LORDE delynered > this daye 
into my banbde:nenertheles 3 woldenoclate 
my banve vpõ the L ORDESanoynted. And 
as ¥ fonlebath bene greatlyreputed in my 
ſighte this daye,folee FLORDEreputemy 
foulein bis fighte,z delyucrme fromallerow 
ble.Saul (aide vnto David: Bleſſed be thou 
Dauid my ſonne, thou ſhalt do itz be able, 
But Dauid wente his waye,and Saul tur⸗ 
nedagayne vnto bis place. é 

gs 


.Re. ao e 


tress. 


sReas.b 


Deu, 20.6 


The i. boke of che kynges. 
The Xxvil. Chapter. 
Ute Auid choughre in his here: Onc of 

S) theſe dayes [hal J fall in to the han 

des of Saui: It better chat J gee 
Ine mywaye in to Flonde of ? Philiſt ynes, 
that Saul maye leaue of from ſek ynge me 
in all the coaſtes of Iſrael, fo ſhall Jefcape 
bis handes. Andbe gacbimup, and wente 
ouer(with thefire hundreth men chat were 
with bins) onto Achis che fonne of Maoch 
Eynge of Gath. So Dauid remayned by 

is at Gath, with bis mé,euery one with 
bis houſholde and Danid with bistwowy 
ues, Abinoam che Fefraclitiffe, and Abigail 
Nabals wife of Carmel. And whan worde 
came to Saul chat Danid was fled onto 
Gath, be ſoughte him nomoze. 

2nd Danid fayde vneo Achis : Rf Iha⸗ 
ue founde gracein thy fighte, then let chere 
be geuen me a place in one of the cities of 
thelonde,that I maye dwell cherin. Ober fo 
re ſhulde chy ſeruaunt dwell inthe kynges ci 
tewith the vy Chen Achis gaue him Sidag 
thefame daye. Therfore belongerh. Siclag 
to chet ynges of Juda vnto this daye. Tbe, 
tyme that Dauid dwelt in the londe of the 
philiſtynes, is foure monetbes. 

Dauid wente vp with bis men, and fell in 
to the londe of the Geffurites and Girfices, 
and * Amalechites: for cheſe were the inhabi 
ters of this londe of olde, as chon commeſt 
co Sur vnto the lõde of Egipte. But wha 
Dauid ſmote y londe,* he let nether manner 
woman lyue, andtoke the fhepc, oxen, affes, 
Camels and rayment, andreturned and ca 
meto Achis. So whan Adhis fpate: Wbi- 
ther fell yeinto da yerDanid fayde:Towar- 
de the fourh parce of Juda,towarde ¥ ſouth 
parte of the Serabmielites , zcowarve the 
ouch parte of the Kenites. But Danidlec 
nether manner woman come lyuynge vnto 
Geth. and thoughte: They mighte peradns- 
ture ſpeake z reporte aga ynſt vs : thus dyd 
Dauid, andchis was bis maner aslongeas 
be dwelt in y londe of the Philiſt ynes Ther 
fore Achis gane credence onto Dawid, and 
thongbte:bebath made him felfe ſtynke be- 
fozebis people of Iſrael, cher fore yal bebe 
my feruaune foz ener. 

Che XVIll. Chapter. 

w7 T fortuned at $ famecyme, that the 
Philiſt ynes gathered their hooſt to⸗ 

1, retber to the battayll,co go aga ynſt 
¶Iſtael. And Achis ſayde vnto Dauid Thou 
[bale knowe, that thou and thy men ſhai go 
forth with ine inthe hooſt. Dauid ſa yde vn⸗ 
to Achis:Well, chow ſhalt ſe what thy ſer⸗ 


s 


a 


Lhe xxviij. Chap, 


uaũt ſhal do. Achis [aide unto Dauid: Ther 
fore wyll J ordenethe to be the keper of my 
beade as longeas F lye. + As for Samuel. 
be was decd, andall $ peoplebadmourned 
fozbins ,z buricd bim inbis cite Kamath. 
* So Saul bad dryuen the ſoythſa yers and 
expounders of tolens out of y ionde. Now 
whan the Philiſt ynes gathered them ſelues 
cogetber,and came and pitchedrbeir tentes 
at Sunem, Saul gathered all che peopleco 
gether, z they pitched at Gilboa. Sut whan 
Saul faweebe hooſt of the philiftynes , be 
was afrayed, and bis bert was difcozaged, 
and beared counccll atthe LORBE. But y 
LORDE gaue bint no anfivere, necber by dice 
mes, ner bythe « lighte,ner by prophetes. 


Reasa 


Bxo.as.¢ 


Dew. 


ThE fayde Saul vnto bis ſeruauntes: Se B 


Ee me a womã which bach a ſpꝛete of ſoyth 
fayege,that Tj maye go vnto ber, andarear 
ber. Dis ſeruãuntes fayde vnto him: Behol⸗ 
De,at Endor is there a weman, which bath 
a fprete of ſoyt hja yenge. And Gaul chaun · 

ed bis clothes,and put on other, and wente 

is waye AND two Men with him , and came 
by nighce vnto the woman, and fayde:p20- 
phecte vnto mej pray the eborowsbefpre 
ceof foytbfayenge, and brynge me bim vp 
whom J ſhal name vnto the.The womã fai 
de wncobim: Bebolde, thou Enowef— what 
Saul bath vone,bow be bath roted ont the 
ſoythſayers z witches from tbe londe, wher · 
foze wile chou bzynge my fouletheninto > 
nett, that I maye be ſla yne: But Saul fwa- 
re vnto her by } LORB Band ſayde: As tru 
lyase the LOK DBelyneth, there ſhall no bar- 
me happen vnto the for this. Chen ſa yde > 
woman: Whom ſhal J beynge — the? 
Hefayde:Brynge me vp Samu 

Plow whan F woman awe Samuel, fhe 

cryedlonde, and fayde vnto Saul: YOberfo- 
re baftchon begyled me Thou art Saul. 
And the Eynge fayde vnto ber: Feare nor, 
what feift thous The woman fayde vn⸗ 
to Ganl: F fe goddes cSmynge vp ont of > 
earth 7 Hẽ fayde: How is be fhapencdy She 
{ayde: There commeth vp anolde man, and 
is clothed with alonge garment.Chen per- 
ceaued Saul that it was Gamuel,z bowed 
bim felfe dorone wb bis face to the grounbe, 
and worſhiped bim. 

Samuel aide onto Gaul: Wby haſt thou 
difquyetcd me, to canfe mebe bꝛoughte vpr? 
Saul fayde: J am fore croubled,the philifty 
nes figbte againft me,z God is departed fro 
me, z geneth meno anficere, nether by pro⸗ 

betes ner by dꝛeames: therfore bane J cal 


ledthe, F choumighteft hewe me, what J 


C 
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D fhaldo.Sammnel ſayde: What wile thou are 
at me, ſeynge che LORDE is departed front 
the, and is become chine enemyey The LOR- 
DE [hal do unto che enen ashe fpate by me, 
and ſhall plucPethe Eyngoome outof thy 
hande and gene it onto Dauid thy neghbou 
te, becauſe chou haſt noc herkeneð vntotbe 
voyce of the LORDE, ner perfourmedthe 
difpleafure of bis wrath agaynft Amaleé. 
Therforebach che LOR DE done this now 
vnto the. Morouer the L OR DE fal delyuer 
Iſrael wich che alfo into the handes of the 
pbiliffynes: * tomorow ſhalt chouandeby 
fonnes be with me. And the hooft of Iſtael 
PhalebeL OR DEdelynerincoche handes of 
the pbiliftynes. Cher fell Saul immediatly 
vnto the earth, for be coulve noc ftonde, and: 
was forcafrayed ac chefe wordes of Ga- 
muel, fotbac there was nomore gth in 
him: foz be had eaten no bꝛed all that daye 
and ail that night. 

E And the woman wente in to Sanl,z ſa we 
that he was fore vered,and ſayde onto him: 
Beholde, thy handmaydg hath herkened vis 
cotby voyce,and J baue put my ſoule in my 
hande ſo chat J bane bertened vnto y wor 
des which thon ſpabeſt vnto me. Therfore 
folowẽe thou alſo the voyceof thy handmay 
de. J wil ſet a moiſell of bꝛed before the to ea 
te, that thou mayeft come to thy firength,z 
go y waye.Bur be refuſed. and ſa yde. J wil 
not eate. Chen his ſeruauntes zehe woman 
cõopelled bim, fo that be herkened vnto their 
voyce. 

And he roſe vp from F grounde, and ſat 
vpon thẽ bed. Che woman bade fat calfe 
ac home, ſo fhe made haiſt, and kylled it,and 
tote meell and dyd kneet it, and bated ſwe⸗ 
tc cabes, broughte them forth before Saul, 
z before his feruauntes. And whan they bad 
eaten, they ſtode vp, and wẽte their waye p 
nighte. 

Se The XXIX. Chapter. tebe 
BSBe philiſt ynes gathered all their ar 
3 Zi — —— phet. But Iſrael 
pitched ac Win in Jeſrael. And the 
aynces of the Philiſt vnes wite forth with 
undreds and with chonfandes, bute Dauid 
and bis men wẽte bebynde with Achis. ThE 
faydetbe pꝛynces of — — 
Phal theſe HSebꝛues do Achis ſaide vnto thẽ: 
Js not this Dauid ? ſeruaunt of Saul kyn 
ge of Iſrael, which hath benewith me noꝛw 
yeares and dayes, ⁊ J bane founde no euell 
in bim ſence the tyme thac be fell to me vnto 


eat. n.e this daye? · Neuertheles the prynces of * 


Philiſt ynes were wroth at him ⁊ ſa yde vnto 


The xxx. Chap. Wo. eerie. 


bim:Let the man turne backe agayne,zaby 


dein bis place,* which chou haſt appoynted rReaza 


bim,chac be go not Sone with vs to > ba 
tayll,and become oure gduerfary int > felde. 
Sor wherin conldebe better do bis lorde a 
pleaſure, che in the heades of thefe men? Is 
not this Dauid, of whom chey fungein che 


Daunce: « Saul bach ſmyttẽ bis thonfande,. — 
but Dauid bis ten thouſande Then Adis ena⸗ra 


called Dauid, and ſayde vnto bim: As truly 
as the LORDE lyucth, J take the foranbo 
neſt man, and thy out goynge and ingoyn- 
ge with mein ? hooſt pleafeth me well,and 
no euell bane J marked inthe, fence > tyme 
that chou canmeſt to mevnto this daye. Bue 
thou pleafefé not che pzynces. Returne now 
therfore, and go y wayein peace, that thou 
do no euell inthe ſighte of the prynces of * 
pbiliftynes. 
Dawid ſayde: What haue J oone,zwhat B 
haſt chou marked inchy ſeruaunt, ſence Fey 
me that J haue bene in y preſence vnto this 
Saye, that J ſhulde not come and fightẽ a⸗ 
aynſt the enemies of my lozdetbe kynge? 
Sie anfrcered and fayde vnto David: F 
Enowe well that thou pleaſeſt myne eyes eũẽ 
as anangell of God. But the pzynces of Y 
Pbiliftynes haue [ayde: Let him noe go vp 
with vs vnto the batayll. Get the vpcherfo 
recomozow by cymes, and x? lordes ſeruaun 
tes which are come withthe. Andwhan ye 
haue gotten you vp early inthe momynge, 
whan itis lighte,go ye waye. So Damdz 
bis men gat chem vp early, to go their waye 
in the mornynge, and to comeagayne into 
thelonde of the Philiſt ynes. Bůt che Phili 
ſtynes wente vp towarde Jeſtael. 
The Xxx. Chapter, 
Ow whan Danid cameto Siclag 2 
on thetbirde daie with bismen,the 
Amalechites had fallé in on ¥ fouth 
parteand at Giclag, and bad finytten Gi- 
clag,and burned it with fyre, and bad caried 
awayethe wemẽ ont of it,borh finall z grea 
te. Neuertheles chey bad flayne oman, bue 
dryuen thechence, and were goynge on their 
waye. Siow whan Dauid with bis men ce 
meto the cite,and farve that it was brent wi 
fyre, andebat their wynes,fonnes zdough- 
ters wereled awaye captyne,Danid and che 
people that was with bin lefte vp their voy 
ce, and wepte folongetyll they conlde wepe 
momoze. Foz Dauids trvo wyues alfo were 
caried aroaye captyne, Abinoam Jeſtaeli 
tiffe, and Abigail Nabals wife of Carmel. 
nd Dauid was very fozonfisll, forthe peo- 
ple wolde haue ſtoned im: for > fae ofall 
gs if 


Prov.ayd 
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the people was in greate heuynes, euery one 

ouer bis fonnes and doughters. 
Llevertheles David ſtrengthed bim felfe 

inthe LORDE bis Gov,zfayde unto Abis- 


sReasb thar > pꝛeſt tbe ſonne of Ahimelech:· Bin 


cme bitber che onerbody cote. 2tnd whan 
biathar bad broughte the ouerbody core 
vnto Daud, Danid axed at the LORDE,and 
fayde: Shal J folowe vpon the men of war 
re, and [hal Tj onertate chem? He fayde:mee, 
folowe vps hems, thou ſhalt ouertake chens, 
and fhalerefeue the pꝛay · Chen wente Da- 

md bis waye,and chefire hũdret h men that 

were with him. And whan chey cameto che 

ryner of Befoz, fome fEove fEyll. Bue David 
andthe foure bundzech men folowed after: 

As foꝛ thetwo hũdꝛeth men chat ſtode féyll, 

they bad bene floweto go oner che ryuer of 

Beſor. 

And chey founde a man of Egipte vpon 
the feide, him they broughte onto Damd,"z 
gaue bim bred to eate, and water to dꝛynke 
and gaue him a quantite of fygges,zewo 
quantities of rafyns.2ind whan be bad ea · 
ten, bis ſprete came co bim againe:fozin chee 
dayes andthenightes be had eatẽ no bꝛed, 
and dꝛonke no water. 

C Dayidfayde vnto him: Whoſe arc thou? 
⁊ whence artehous He fayde: J ama childe 
of Egipte, an Amalechites fervaunt,zmy 
maſter bach foxfatew me,becanfe J was fic- 
ke thre dayes a goo. We fell ber incowarde 
> fouth ſyde of Chiethus, and vpon Juda, 
andtowarde > ſouth parteof Caleb, zha- 
ue burned Siclag with fyee. 

Danid fayde onto him: Wilt t hou binge 
me downe to thefe men of warre? He faydez 
Sweaie vntome by Good, F chou fhale noc 
flaye me,ner delyner me into my mafters be 
de, and J wil brynge che Downe to cheſe me 
Of warre. And he broughte thé Downe, and 
beboloc,they were[catred vpon all ¥ groun 
de eatinge and drynk ynge, and kepynge ho⸗ 
ly dayc,and were makinge mery chere becau 
Eof allthe greate ſpoyles that they had ta 
oF * of the londe of the philiſt ynes and 
Of Juda. 

D And Danid ſmote them from F mozow 
tyll the euen,agaynft the nerte daye,forbac 
there efcaped none, ercepte foure hundreth 
youge men, which rode vpon camels, z fled. 
So Dauid reſcued allebac the Amale chites 
had taben, and his two wyues, T there myſ 
ſed nothinge, nether finall ner greate, nether 
ſonnes ner doughters, ner ſpoyles: and what 
ſo euer they had talen, Dauid broughte all 

agayne. And Dauid toke che ſhepe and ore, 


The xxxi. Chap. 

and drone catell before him. And they fay 
de: This is Dauids ſpoyle. 

ind whan Dauið came to the two hun⸗ 
dierb mes, which bad beneflowe co folgwe 
after Dawid, and above atthe ryuer of Be- 
foz,chey wente forth co mere Dambd, andthe 
people $ was with bint. And Dawid came 
tothe people,and falucedehem frendly. 

Then anfrwered fody mes as were evellz 
Belials men (amonge them chat had gone 
with Danid) and faydve: Seynge chey wen · 
tenot b vs, they ſhai baue nene of the ſpoy 
les tharwe bane refened: but let euer y mã ta 
ke bis wife z bis children and be goynge. 

Then fayde Dauid: Me ſhall noe do ſocmy 
brethzen) withebac which * LORDE bath 
Geuestvs,and barb pzeferued vs, and delyue 
redebefe men of warre(rebic were come a- 
aynft vs yin to cure haves. Who ſhulde cd- 
jente wnto you beri ? like as che porcion is 
of themthat wence downe coche batcayll, 
fo fal  pozcionbe of them alfo that a bo 
dew theftufre, zfhalbe denyded a lyke. 

From ihat tyme forth bath chisbenean | 
oxdinannce zlawein Iſtael vnto this da ye. 
And whan Dauid cam̃e to Siclag, heſent 
of the ſpoyle vnto che Elders in Juda bis 
neghbours, and fayde: Bebelde there have 
ye che bleſſynge out of che ſpoyle of the ene- 
mies of the LORDE, namely vntothem of 
Bethei. vñto chem at Bamath in the fouth, 
vnto i sei at Zat hir, onto them at Aroer, 
vnto them at Siphamorh, unto chem at Eſ⸗ 
chemoa, vnto them at Bachal, vnto them in 
thecities ofthe Jerahmielites, vnto them in 
the cities of the Kenites, vnto them at Hor 
ma, onto thé at Borafan, vntothẽ at Arady, 
vnto them at Hebron, and vntoall tbe pla- 
ces where Danid had waltcd & bis men. 

The XXXI. Chapter. 

B We philiſt ynes foughte againſt A 


ſſtael, and the men of Iſtael fied be at. u⸗ 


ore the Phuiſtynes, and fell downe 
finytten vpon the mount Gilboa . And the 
Philiſt ynes preaffed vpon Saul and bis fon 
nes, and flewe Jonathas ,z Abinadaband 
Malchiſua the fonnes of Saul. Andebe bas 
tayll wes fore agaynft Saul, zchearhers 
fellvpon bim with bowes, and he was fore 
iwounded of the archers. 

Then fayde Gaul onto his wapẽbearerr 
Drawe ontthyfirerde,and throſt teehozons 
me , thacebefe vncircumcifed come noͤt and 
flaieme,and make a langbinge ſtocke of nie. 
Neuertheles bis wepenbearer welde net, 
for be was foreafiayced.Thenteke Saul * BD 
werde, and felleberin. Siow whan bis wa- 


eParub 


lete.4· 
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penbearer ſawe that Saul was deed, be fell 
alfo vpon bis ſwerde and dyed with bum. 
Thus dyed Gaul and bis chze fonnes, z his 
wapenbesrer,and all bismen togetherthe ſa 
me daye. 

Whan ¥ men of Iſtael which were beyon 
Detbe valley, and beyonde Jordane, farce, F 
the men of Iſtael were fled, and that Saul 
and bis formes were deed, they lefte ¥ cities, 
and fledalfo. Then cameche philiftynes, z 
dwelt cherin. ioe 

* Onebenertedaye cameche Philiſt ynes 
to fpoyle > flayne,and founde Saul and bis 
thre formes lyenge vpon mount Gilboa, and 
finote of bis heabde,and tote of bis barneffe, 
Gnd fent it into the lande of che Philiſt ynes 
rounde aboute, to ſhewe ic in cl 
cheir Fools, and am onge the people,zlayed 
bis barneffein > houſe of roth:buc bis 
ay bangedebey vp vpõ the wall of Beth 

fan. 

Oban chey of Jabes in Gilead herde 
— Polite had done vnto Saul, 
they gattbem vp, as many as were menof 
a@rmes,and wente allebenighte, and coke > 
body of Saul, and the bodies of bis fonnes 

front > wall of Bechfan,brouaheeehéE 

to Jabes, -and brent them there, 
@nd coke cheir bones, and 
buriedebem under > 
Great Jabes,z 
faſted ſeuẽ 
dayes. 
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ke of che kynges, ocher 


wyſe, called che feconde boke 
of Samad, 


What this boke conteyneth. 


Chap. & The deathof Saul is ſhewed vnto 
Dawtd,whicy monrneth for hirs. 
Chep. mh Dauidis auoynted kynge of the 


bonfe of 


of che kynges. Fo. xf, 


men of Judea Abner goerh aboute to make SE 
bvfeth Sauls fonne t ynge of Sfracl. 

Chap. ut fcoxe berwizte the houſe of 
Dauidend Seul Abner lyerh with Sauls com 
cubyne,is reproned therfo2e, and fallethonte 
Damd Jorbfiyterh Abner. 

Chap. uti. Ißboſer h ts ſtick te of trattonrs 
whom Dauldpurreth roveath. 


Chap. V Deurd taketh inalltbe kyngdo 
meee ouercommeth the Philijtynes en eve- 
ty 

Chap. rc Daur cauſeth the Arke of the 


LOR DE tobe cariedout of Ubuadabs house 

into theboufe of DbedsEDS. Vfs 18 puny [hed 

for tonch inge i. Dautd carieth itinto bis cite. 

Chap· vu. BDaurd is forbydvE ro buyloe ais 

boule vnto the LORDE, vnto whom be geuctlp 

thantes. 

Chap. vu. Daud ſubdueth che philiſtynes 
‘and orher moaboure bum. 

IX. Dau ſheweth fauoure toSauls 

Finced,and Doth thé good for Fonatbas fate 

a Xe Dawid fendeth meffaungers to 

‘spe Eyngeof she Ammonites ,whid) purretly 

shésofvame: wherfore Dautd goethagayn{t 

them .and wynnesl the victoay of thems swe 


xf. Dawid Vmitt eth aduourry wit 
ABerdfebs, and cauferd bie hupbade be flaynee 
‘Xi. The prophet Tathanrebuterd 
Dawid. whith tnowlegery bis fynne, and requy 
ser mercy Ais fone dyer. J 
Xt. ms Defyleth Thamar,ther 


Popol feb bio fathers Eyng 

hep. xv. ‘eth bis fathers kyng · 

‘Dome Dauid —————— 

— Sau d geueth Siba all the good 
——— 
Meth Dautd. Abſalom iyeth with bis farhers 


yep. xv Ey LOR Dstarneth the 
XV. the coun· 
Meat Of Achttophel. The councell of Chufat 


goeth forth. 
XVI. Davie hoot wynneth the vic- 


oof 
—— — Dauid his fatber is fo 


01 
XIX. Joab rebuFeth theFinge for hio 
mournynge.Sfrael fiyeth {nto their teres. Je 

Da cleueth onto Daud.Semet and iNephibo- 

oprayne fauoure. BSarfillat fhewerh rhe 
nge Greate fendfhippe. 

XX. Sebg mafeth an vproure, and 

Denydeth Sirael from DBeuid. Joabjtyterts 
Bima Joab foloweth vpon Seba.and later 
fege vito bimin Abele. 

Chap. XX!. —— Agreatebonger. Sauls hudre 
artegené vato the Gibconites .Dautd Aghrerd 
agaynit thepbrliftynes. 

xxu. Daud prayſeth the LOR DB 
with a ſonge of thantefgehynge,becanfehede 
lyuered him out of the bande of Sauland o- 
hep xt The laſt fF Dautd. Th 
— elaſt wordes of Dautd.The 
names of the Worthies are rebearfer. 

Cheap. XXL. — Dauro ndbreth chepedple and 
difpleafeth the OR ne, why plagesh his low 
Dewith the pestilence. a 

os Hg 
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The firſt Chapter. 

— ‘eee — ofSaul 
—— whan Dauid was co 
me agayne from the 
flanghcer of y Amale 
chites, and had remay 
ned two dayes at Si · 
slag, beholde, on the 
thirde daye there ca- 
me a man out of Sauls hooſt, with bis clo, 
thes vente,and carch vpon bis beade. And 
soban be came vnto Danid,be fell downe to 
the grounde and wozfbipped . Dawid fayde 
wnto bin: Whence commefEthony He fayde 
vnto bim: Out of che hooft of Iſtael am J 
fled. Dauid fayde onto bim:Tell me,wbaris 
the matter? He ſayderthe people is fled from 
chebartayll,andmany of the people ate fal- 
len: Ree and Saul alfo is deed and bis forme 
Jonathas. Dauid fayde vnto the yonge mz 
thac brought him this worbde: how knoweſt 
thou that Saul and Jonathas his ſonne are 
deed? The yonge man ỹtolde him this, ſay 
de: came by haunce vnto mcunt Geiboa, 
and bebolve, Gaul leaned vpon bis fpeare, z 
the charettes and horſmẽ folored barde af- 
ter bim:and be turned bim abonte, and farve 
me,and called me. Anð J fayde:erce,am J. 
And be fayde vnto me What art thon? 
ſayde vnto him: Fam an Amalechtte · And 
be [aide vneome:Comeco me, and kyl me, for 
anguyſh bath gotten belde of me:for my lie 

te yet whole within me. Then ficpre J co 

im and flewe him, for} Enowe wel! chatbe 
coulve not lyue after bis fall. And 7 coke =be 
crowne from bis he ade, andebe armelee fro 
bis arme,and bane broug hte it bere onto y 
my lorde. Chen tobe Danid holde of bis clor 


a.Reg.sf thes, and rente them. and fodyd allebe me 


and. sf 
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that were with bim, zmourned, and wepte, 
and fafted ontyll the euen, oncr SanlzJo- 
nathas bis fore, and ouer the people of the 
LORDE,a@nd ouer the boufé of Iſrael, becau⸗ 
ſe they were fallen thozow che ſirerde. 

And Dauid fayde tothe yonge manthat 
broughte bins worde : What arechour de 
fayde:J am > ſonne of a firaunger an 2ima 
lechite. Danid fayde: How happeneth it 
that thon waft not afrayed to laye chine hã 
de vpon the LOR DES anointed to deftroye 
bim7 And Damd fayde vnto one of bis yon- 
ge men: Comte bitber,and flaye bim. And be 
ſmote bimebat be dyed. Then jayde Dawid 
vnto bim: Thy blonde be vpon thyne owne 

beade.» Gor tby mouth bath ſpor en agamſt 
thyfelfc and ſayde: J baue flaynecbe anoyn- 
ted of the LORDE.2ind Dauid mourned this 


Khe ij. Chap. 


lamentacion oner Saul and Jonathas bie 
fonne,and commaunded co teach the chiltzé 
Of Judea the bowe. Beholde, itis wytten it 
the boke of the righteous. 

The Eideſt nt Iſrael are layne vpon the 
heigth of the.how are the Worbies fallẽ? 

Tell it not ac Gath:[peate not ofitin * 
ſtretes at Aſcalon: leſt the doughters of F 
Philiſt ynes reioyſe, leſt the doughters of > 
vncircumcyſed tryumphe. 

Me monntaynes of Gelboa, nether dew 
ner rayne come vps you, netber [Sve be wher 
ofcommeth Heucefferynges: for thereis * 
Hylde of the Woꝛthies ſmytten downe,the 
fhylve of Saul, as chough be bad not bene 
anoynted with oyle. 


+The bowe of Jonathas fayled noe, and |) 


«the ſwerde of Saul came not agayne voy- 
de fromthe blonde of the flayne, and frõ che 
fat of che giauntes. 

Saul and Jonathas lonely and pleaſaũt 
incheirlyfe,and in cheir deeth were not par- 
ted afimder:lighter then Aegles, and firon- 
ger then lyons. 

Me doughters of Iſtael wepe oner Gaul 
whidy clothed yor with purple in pleaſu · 
res, and decked you with Jewels of golde on 
youre garmentes. 

How arethe Woꝛthies fallen fo in the 
pose a ad isflayne vpon ? heigth 
9 eo 
‘3 am [ory for the my brother Jonathas: 
thon bafé bene very lonely onto me: Thy lo- 
ne bath bene moze fpeciall onto me,thenthe 
lone of wemen. 

howare the Worthies fallen, and > wee 
pens deftroyed 

Chell.Chapter. 
Fter thefeactes Dauid « axed at the 
Sf LORDE, and fayde: Shall F go vp it 
to one of the cities of Juda: And the 
LORDEfaybde vnto bim:Go vp. Dauid fay- 
de: Whither? He fayde: Vnto Hebron. Go 
Dawid wente thicher with bis two wyues, 
Ahinoam theFefraclitiffe,and Abigail Lie 
bale wyfe of Carmel. And Dauid bronghte 
vp the men that were bim alfo,enery one 
with bis houſholde, and they dwele in the 
cities of Hebron. And ¥ men of Juda came, 
and there they anointed bim Eynge ouer che 
houſe of Juda. 

nd whã it was tolde Danid,sehat they 
Of Jabes in Gilead bad buried Saul, befent 
meffaungers onto chem, fayenge:Dleffed be 
yeof the LORDE, that ye baue done ſoch 
mercy vpon youre lozde Gaul, and bane bu- 
sied bins. Che LORDE therfore ſhewe mercy 
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a 
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aResa 


Che if, boke of che Horace, 


now and faith fulnes vpon you. And becaufe 
yebaue dons this , J alſo wyll do you good. 
SLet youre hãde now ther forebe comforted, 
and be ye ftronge:foz though Saul yonreloz 
debe deed, yet hath che houle of Juda cho⸗ 
ferme co be Eynge ouer chent. 

Buc Abner che fonne of Hier, whidy was 
Sauls chefe caprayne, tote Ißboͤſeth the 
fonne of Saul, and broughee bim thorow 
the booft,and made him kynge over Gilead, 
Affari, Fefrael, Ephzaim, Ben Jamin and. 
ouer all Atael. And Iß boſech che fonne of 
Saul was fourcye yeareclde, whan he was 
made kynge of Sirael,z be raigned two yea- 
res. But the houſe of Juda helde with Da- 
md: The tyme ¥ Dawid was Eynge ac de 
bron ouer the bonfe of Juda, was ſeuen yea 
se and fire nronetbes longe. 

And Abner che fone of Ner wẽte ſorth 
with the feruauntes of Ißboſeth che fonne 
of Saul,out of * Hooft vnto Gibeow, And 
Joab the ſonne of Zeru Ya wéte ſoꝛth with 
Danids ſeruauntes, and chey met together 
bythe pole at Gibeon, anð theſe laye on che 
one ſyde of the pole, che ocher onthe ocher 
fydc. And Abner fayde onto Joab: Let che 

onge mé get them vp,and playe before vs. 
Joub feyde:Lerebem aryfe. Then gaccbey 
thens vp, z wente in nombꝛe twwolue of Ber 
‘Jamin on Ißboſeth Sauls fonnes fyde,and 
trwolue of Dauids feruauntes.2ind every 
one gat another by the heade,and thꝛuſt bis 
ſwerde in bis fyde, and fell cogetber:eberfo- 
re is the place called Helb ath hazur im(t hat 
is, the felde of the Wort hies which is at Gi 
beon. 

And there arofe @ fore harde battayll che 
famedaye. Bur Abner andebe men of Iſ⸗ 
reel were put to flighte of Dauids feruaun- 
tes. Thre — of Seris Ja were here, Jo⸗ 
ab, Abifarz Afabel . As for Aſahel, he was 
lighte of fereas a Roo in ¥ felde,z folowed 
after Abner, andcurned noc aſyde nether co 
the righte hande ner co > lefte from Abner. 
Chen Abner turned him aboute, and fayde: 
Arc chou Afabel 7 Hefayde: Nee. Abner fay- 
de vnto bim: Gocby waye etberte che righ 
te hande or cotbelefte, and get the one of * 
yonge men, and take bis barneffe from bim. 
Neuůertheles he wolde not leave of frd bint. 
Then ſayde Abner agayne to Afabel: Gee 
the awa ye frome,rby wilt thou chat I ſmy⸗ 
tethe coche grounde? and bow darre Ilif⸗ 
te vp my face before y brother Joab? How 
beit be wolde not go bis waye. 

Then Abner thꝛuſt him in with a fpeare 
into bis bely, ſo chat che [peare wẽte out be- 


Khe tj. Chap. eo. xli. 
hynde bim. And there be fell and dyed befo- 
tebim:and whoo came to the place where 
Afabel laye deed, frode fEyll there. Hut Joab 
and Abifai folowed vpon Abner, sill the pr 
Ne wente dorwne. And whan tbey came to * 
byll of Amma, which liech before Giab by 
¥ waye to the wildernes of Gibeon,the chil · 
dren of Ben Jamin gat hered them ſeiues to 
gether bebynde Abner, and grewe to a mul- 
citude and ſtode vpon the toppe of an hyll. 

And Abner called onto Joab,and fayve: 
Shal che fiverde thé deoure without enves 
RKnoweſt thou nor, thac ic wyll be bytrer ac 
the laftz dor longe wil tt be or chou ſaie vn 
to the people, that they leaue of from cheir 
bꝛethrẽ: Joab fayde:As cruly as God lynueth 
yf chon haddeſt ſa yde thus daye in the moz- 
ninge, the Lage ad bad ceaffed enery one from 
bis bother. 2nd Joab blewe the crompet,z 
all the people ſtodẽe ſtill. and folowed nomore 
vpon Iſtael, nether foughte they eny more. 

—— * oe men ase all that fame 
night over che playne felde, and d ouer 
FJordane,z walted thorow all plied and 
came coche tentes. Ioab turned bim from 
Abner, and gachered all } people rogether. 
And of Dauids feruauntes chere —— ny- 
nevene men,and Aſahel. Bue Danie feruak 
tes bad ſmytten foamonge Ben Jamin and 
the menof Abner, chat thre bundzech and 
thzefcore men were deed. Andebey coke vp 
Afabel,and buried him in his fathers graue 
at Bethleem. And Joab with bis men wẽte 
all that nighce:and at che breake of the date 
they came — 

ell. Chapter. 
Vd there was a longe batta yll betwe 
ne the boule of Saul andebeboufe of 
Dauid.Har Daurd wente andincres 
fed, andebe boufeof Gaul wenteand my- 
niſhed. And vᷣnto Dawid werechildzen borne 


at Hebron. His firſtborne ſonne Ammon of 


Abinoam che Fefracticiffe : che ſeconde Chi· 
leab of Abigail the wyfe of Nabal of Care 
mel: the thirde Abfalon the ſonne of Maa⸗ 
cha the doughter of Chalmaitynge of Gef= 
ſurrthe foureh Adonia thefonneof Hagiths 
the fyfth Saphatia che fonne of Abital: > 
fire Jethream of Egia Dauids wife.The 
ſe were borne vnto Dauid at Hebron. 

Clow whan it was warre betwene the 
houſe of Saul ⁊ the houſe of Dawid, Abner 
ſtrengthed Sauls houſe. And Saul had had 
a concubyne, whofe name was Riſpa che 
doughter of Aia. And Ißboſeth fayde vnto 
Abner: Wher fore lieſt chou with my fathers 
concubynes 


a 
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The i. bofe of che kynges. 

Then was Abner very wroth at theſe 
wordes of Ißboſeth. and ſa yde: Am J a dog 
ges heade chen, chat J agaynft Jude vo 
mercy vnto the bonfe of Saul chy father, 
Gnd onto bis bꝛethren and Eynffoltes v and 
bane noc delyuered the into > hande of Da 
Id, and chou layeſt a treſpace to my charge 
this Daye fora womans fate> Soð do Ab⸗ 


rReg-ts£ nerebis and that, yf J do not · ds the LOR- 
andis€ DE bath fivome vnto Danid, hat the tyng- 


dome maye be caten frõ the boufe of Saul, 
and ¥ ſeate of Dauid fer vp ouer “ftael and 
‘Juda, from Dan vnto Berſeba. Chen conl- 
de he not anfivere bim one worde aga yne, he 
feared him fo. 
2nd Abner (ene meffaungers vnto De- 
aid, fayenge: Whoſe is the londe And fay- 
de: Mate chy conenaunt with me. Bcholde, 
my bande ſhaͤll be withthe, coturneall 37 
€ rael vnto the. 

He ſa yde: Wel. J wyll mate a couenaunt 
— Ha * one rs — — the, 
ebaccbou ſe nocmy face, ercepretbonbzyn- 

‘Be me firfé ‘hidbol Ganle Dougbrer, eed 
thou commeft to femy face. Danid fent meſ 
faungers alfo vnto Ißboſeth the fonne of 
Saul, fayenge:+ Gene me my wyfe Michol. 
whom J maricd with an hundreth foreptin 
nes of the pbiliftynes. Ißboſeth ſent, and 
caufed forte tate ber from che man · pal- 
thiel the ſonne of Zais. And bir hupbanve 
wente with ber,and wepte bebynve ber vn⸗ 
to Baburim . Then fayde Abner vnto him: 
Turne backe agayne,and gothy waye. And 
beturned e aga 
And Abner talked with che Elders in Ff- 
rael, and fayde: Roure myndes bane bene fer 
afore tyme and longe a goo vpon Dauid, 
that be mighte be kynge duer you,00 it now 
therfo2e,foz } LORDE bath fayde of Danid: 
Jroildelynermy people of Iſrael by the ha- 
de of Dawid my ſeruaunt, from the bande o 
the police and fromthe bande of al 
their enemies. 
D _ Abner fpatcalfo beforethe cares of Ben 
Jamin, and wente co fpeate before ebe ea- 
res OF Dauid at Hebron all that Iſrael and 
the whole houſe of Ben Jamin wes conten / 
te wit hall Mow whan Abner came to He 
bron vnto Dantd, and twẽty men with bim, 
Dawid mave chem 4 feaſt. And Abner ſa yde 
vnto Dauid: I wyll get me vp, and go ga- 
Sher all Iſraeĩ together to my lorde the kyn⸗ 
Be, and that ebey maye mate a couenaunt 
sith the, hac chou mayeft be Eynge,at thy 
fonles defyze. 
So Dawid lee Abner go from him in pea 
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ce. And beboloe,Danid feruafires and Joab 
came from che mes of warre, and beougbte 
a greate fpoyle with them. 2nd Abner was 
not now with David at Hebzon, for bead 
ſent bim from bins, fo chat be was gone bis 
waye in peace. 

But whan Joab and all the hoeſt with ye 
bim seas come ẽt was tolde bum that Abner 
the fonne of Ner cameco che Eynge, and 
bow he had ſent bim frõ bim,fo that be was 
gone bis wayein peace. Then wente Joab 
inco the fynge,and fayde: What haſt chen 
dDonevBebolde,Abner came to the, why haſt 
thou fent bim fromebe, that be is gone his 
aye ? Knoweſt thou net Abner. che fonne 
of Ner? For be cameto che codifceaucrbe, 
thar bemighte Enowe thy out goynge, aud 
ingoynge,and to ſpie out all that thou doef. 
And wl Joab wente out from Damv, 
he ſent meſſaũ gers after Abner to feed him 
agayne front Boharſira, and Dauid knewe 
nõt theroͤf. Clow whan Abner came agay⸗ 
ne vnto Hebron. Joab biougbe him into F 
middes vider F gate, to talke w bim ſecret 
ly, and thruſt bim there into > bely that he 
Dyed, becanfe of bis brother Afabels blonde. 

Whan Dauid knewẽ of ireberafter, be F 
ſayde: J am vngilt ye and fois my Eyngdo- 
Some for ewer befoze the LORDE concernyn- 
ge the bloude of Abner F fonne of Hlersbue 
vpon tbe beabe of Joab fall it, and vpon all 
bis fathers boufe, and inebe houſe o 


loab 
there ceaffe not one to bane a renminge yſſue 
and a leproſy, and to go vpon a fEaffe, and 


fall chorow the fiverde,and to banefcarneffe 
of bred. Thus Joab and his brother Abifar 


flewe Abner, + becaufebe bad flayne their presse 


brother Aſahel in che baccaill ae Gibeon. 

Dantd fayde vnto Ioab and to ail } peo 
ple ? was with im : Rente youre clothes, 
and gyrde ſack cloth abonte you, andmate 
lamentacion for Abner. And the kynge wes 
teafterthe Bere. And whan they buryed 
Abner at Hebꝛon the kynge lifte vp bis voy 
ce,and wepte befyde Abners grane and all 
the people wepte alſo. 

And the Eynge mourned for Abner, and 
fayde: Abner is noe deed asa foole dyeth, 
Thy banvdes were not bounve,cby fete were 
not vered with feeters, thou art fallen ase 
man falleth be fore wicFed ontbiftes. Cher 
all the people bewayled bim yet moze. 

Clow whan all the people came in co eate 
with Dauid, whyle it was yet bye daye Da- 
nidfware, and ſa yde: God dothis and that 
vnto me, yf J taiſt ether bred oz oughte eis 
afore the Sone go downe. And all ¥ people 


The i. bofe of che kynges. 
knewe it, and ic pleafed them well allebat ¥ 
Bynge dyd in che fighte of all che people. 
Andð all che peopicand all Iſrael perceaued 
the fame daye, that tc came not of the Eyn- 
Ge, that Abner the fonne of Ner was flay: 
ne, And the kynge fayde vnto bis feruann- 
tes; Knowe ye not that this daye a prynce 
ande greate man is fallen in Sftaely 2s foz 
sme, Jam yet but tender and anoynced kyn ⸗ 
ge. Buc the men the children of Zeru Ya are 
to harde for me. The LORDE recompence 
him that doch euell, acordinge to his wie 


kednes. 
The illl. Chapter. 


was deed at Hebron, his hãdes we 


a 88 dan Sauls ſoͤnne herde $ Abner 
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oRene 


re feble,z all Iſtaell was fozy. Bue 
there werecwomen captaynes ouer the fou- 
Dyers under the ſonne of Gaul, che one was 
called Baena , the other Rebob, fonnes of 
Rimon F Beroebite, of che hudztof Ben 
“Jamin: fo2 Deroch was coficed alfoin Ben 
Jamin. And che Derochites were fled vnto 
Geebaim, z were firafigers there vnto this 
daye. Jonathas alfo che ſonne of Gaul had 
a forme which was lame on bis fere,z was 
fyue yeare olte whan the rumonrecf Gaul 
and Jonathas came from Jeſtael. And bis 
norfe tote bin, and fled. And wbyie ſhe ma⸗ 
de haiſt and fled, be fell,and was iame: And 
bie name was Mephiboſeth. 

Then wente the formes of Rimon 3 Be 
rotbite, Rebob z Baena,z came co the how 
fe of Dibofich,inche heate of the daye,z be 
laye vps bis bed acehe noone daie. And the 
came intothe houſe to feed) wheate,z erat 
him in the bely,z gacthem awaye. Sor whe 
they came into * bonfe,belaye vps bis bed 
in bis chamber,z they ſtickte him to death,z 
ſmote of bis heade and coke bis beade and 
departed by the waye of the playne felde all 
that nighte, and broughte the heade of Iſ⸗ 
boſeth ro Dauid vnto Sebron, and ſa yde vn⸗ 
tothe kynge: Beholde. there is the heade of 
¶Iß boſeth the ſonne of Saul thine enemye, 
which layed wayte for thy foule. This daye 
bath che LORDEanenged my lordethe byn 
geof Saul and bis fede. 

Then anfwered Dauid vnto Reboband 
Saena bis brother, * fonnes of Bimon > 
Derochite,z fayde: As trulyastheLORDE 
Iyneth, which bath delivered my joule cut of 
allcrouble,. 7 cote bum § brougbe me wor 
de and ſayde Saul ts deed, and he thoughte 
be bad benea good meffaunger, and ac Si⸗ 
clag J put him to death,onto whom Iſhul 
de bane genen a rewarde for bis meffage. 
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ind theſe vngodly perfonnes haue ſlayne a 
righteous man in his owne houſe vpon bis 
bed. Ree ſhulde not J requyze bis bloude of 
youre handes, and take you awaye from # 
carth? And Dawid commaunded bis yonge 
mett, whid flewe them, and ſmote of cheir 
handes and fete,and banged them vp by > 
pole at Hebron. Bur the heade of Iß bofeth 


toke they,and buried it in Abners graneac *Resef 


Sebron. 
The v. Chapter. 

I¢ Id allche trybes of Iſtael came to 
¶Darnd vnto Hebron, and ſayder · Be- 
holde, sve are thy bone andeby flefh. 

And afore tyme vhs Saul was tynge over 
v6 , thou leddeft Hitaclontandin. Gorbe 
LORDE bath fayde: Thou [hale tepe my peo 
pleof — — fale be the duteoner Ff 
rael. 2nd aliche Elders in Iſrael came co F 
Eynge onto Hebron. And kynge Dauid made 
a couenaunt with them at Hebron before ) 
LORDE. Anvebey anoynted Dawid to te 
Eynge oucr Iſraei. Thyrtie yeare olde was 
Dantd whan be was made Eynge,and reig- 


ned fortye yeares.* Ae Hebron raigned be fe- · Ke ⸗ · d 


Be yeates andfire monetbes ouer Juda: bus 
ae Jeruſalem be reigned chze and thircie yew 
res ouer all Iſtael and Juda. 

And che Eynge werite with bis men co D 
Tervfalem , agaynfE the Tebufices , whids 
Dwelt in chelonde. Neuercheles they ſa yde 
mito Dauid: Thon ſhalt not come biter 
but che blynde and lame ſhal dryne Fawaie. 
(They thoughte plancly, chac Dawid fhul- 
Denote come in.) Howbeit Dauid wannethe 
Fey Of Sion, which is the cite of Dambd. 


fayde Danid che fame daye:s YObo fo uParse 


ex ſmyteth c b 2 opta 
tbe —— ——— 
e buſites) Dauids ſoule hateth. Herof cd- 


meth che prouerbe: Tet no blyndener lame Levine 


comein to che boule. So Dawid dwelt in ) 
caftell,and called it che cite of Dawid. And 
Dauid builded roũde abonte fro NTillo and 
within.2ind Dauid grewe,z the LORDEthe 
Godsebaoch was with bim. 

And Hiram ebe Eynge of Tyre ſent meſ· C 


faungers vnto Dauið, and Ceder erees for “Par tse 


walles,and Carpenters,and Maſons, to buil 
deDanidan hone. And Dauid Enewe, that 
the LORDE bad confyzmed bim Eynge ouer 
Sirael,and exalted bis Eingdome for bis peo 
ple of Iſtaels fate. And Damd coke yet mo 
yoyues and concubynes at Jeruſalem, after 
bewas come from Hebron, andebere were 

et mo formes z doughters borne wnto bitte 


And theſe are che names of chem chat pangs 


eat. i · 


Che ij. boke of the klynges. 


secre borne vnto him at Jeruſalem: Samma 
Sobab, Ctachan, Salomon, Jebebar, Eli- 


The vi. Chap. 


sand belde the Arke of God, for the oxen we *Num.4.b 
te out srs Shen tee the wrath ofthe sndz-b 


1Reaza Dauid ared at the LORDE, and fayde:Sbal me vnto me? And be wolde noe let it be 
2263)3 J go vp aga ynſt the pbiliftynesy and wyle broughte co bim in co che citeof Danid, but 
ants ebon delyuer them inco mybanderEheLOR canfed it be brought in to $ houſe of Obed 
DEfayde onto Dauid: Govp,F wyll velyner Ldomebe Garbice. And whanthe Arke of 
the pbiliféynes into eby bande, theLORDE bad contynued rbhzemonethes in 
D “ano Dauid came vnto Baal pzasimsand the boule of Obed Edom che Gatbite, the 
ſmote thẽ there, and ſayde: The LORDEbath LORDE bleſfed him and all bis boufé. 
Denyded myne enemies, enen as che waters And it was tolde kynge Dauid, thatthe C 
Petes afander:cherfore is the fame place cal LORDE bad bleffed the boule of Obed Eds 
led Baal Prasim. And they lefte their yma- andall chat he bad becaufe of the Arte of 
Ses there / but Dauidandbismencariedthe God.x Chen wente he, and fetched vp the rpaica 
awaye. Arke of Gov out of houſe of Obed Edom 
Neuertheleſſe che Philiſtynes wente vp in to the citeof Dauid with toye. And whe 
agayne, andfcatered them feluesbencth in they were Gone fire fEeppes in with che Arke 
the valley of Rephaim. And Dauid axed at ofthe LORDE, they offred anore anda fac 
theLORDE. The LORDE fayde: Thon ſhalt ¶ ſhepe. And Dauid daunfed w all bis migh- 
Sovp,but compafecbembebinde,chaccbou te before the LORDE, and was girded with 
mayeft be vpon chem ouer agaynftcbe Peer anouerbody cote of lynnẽ And Dauidwith 
trees and whan thou — vpon the top· all Iſtael bidught vp > Arte of the LORDE 
kt of che peererees,the founde of che goinge with cabzectes and crompettes. 
bolbde, for then is the LORDE gone forth be 2nd whan che Aree of the LORDE came D 
ie che to ſmyte the hooſt of tbe pbiliftines intotbe citeof Dauid, Michol the dough- 
auld dydastheLORDEcommanndedbim réof Ganlloted ont ata window,and farce 
and ſmote the pbiliftynes from Geba, cyll tyngeDauid leapynge, fprynginge and dak 
thou commieft onto Gafer. Hynge be fore the LORDE, and defpyfed bins in 
The Vi.Chapter. bir bere. Bur whanehey brongbe in y Arte 
4 oftheL OR DE, they ſet it in bir placein che 


oReg.c.c 


eRegza 


Pasg.b 


fas, Clepheg, Yapbhie, Elifama, Eliade, 


— Ce 

nd whan the pbiliftines berde that De 
BID was anoynted Einge ouer Iſtael eye y we 
te vp allco fete Dauid. Whan Daud percea 
wedcbat,be witedomne intog caftell. Buc 
the pbiliféynas came and featered them fel- 
nes beneth in the valley of Rephaim. And 


yonge chofen men in Iſtael, enen thie 
thoufandc,and gat bim vp, and wen 
tewith all the peopletbat was with bimof 
the citefins of Juda, to fetch vp che Arte of 
Gov fromebenice: whofe name is: The na- 
me ofthe LORDE Zebaoth dwelleth theron 
betwene the Cherubins. «And ehey cauſed 
thearke of Sod to be caried vps anew cart, 
sand fecched it out of * boule of Abinadab, 
which dwelt at Gibes. Vſa and Abiothe 
fonnes of Abinadab drone F new cart. And 
whan they broughte it with the Arte front 
the houſe of Abinadab which dwelt at Gt- 
bea, Abio wente before the ArEe:andDanio 
and allthe houſe of Iſtael played before the 
LORDE, wich all maner of inftrumentes of 
Ez tre, with barpes,and Plalteries, and ta 
ꝛettes, and belles, and Cymbals, 
And whan they came tothe barnefloo- 
te of Nahon, Vſa ſtretched out bis bande, 


A Ld Damdgachered agayne all the 
— 


LORDE fearce agaynft Vſa, and Godfmore 
him there becanfe of bis —— tbat 
De dyed chere befyde the Arke of God. Then 
was Dauid fory, becauſe the LORDE bad ma 
De ſoch a rence vpon fa, and be called the 
fame place perez Vſa vnto this daye. And 
Dawid feared the LORDE the fame daic,and 
ſayde: Sow fall che Arte of the LORDE co 


mydvdes of the Tabernacle , whic) Danid 

bad pitched forit. And Dauid offred burnt 

Oofferynges and deedofferyges befeze $ LOR 

—— * peter bad made An ende of 
offerynge the burntofferynges and deedoffe 

rynges, be bleſſed the people inthe —— 
bbe LORDE Zebaoth and dealte ont vnto ali 

thepeople, and to che multitude of Iſtaei. 

both to man z wome, vnto every onea cate 

ofbred, and a pece of flefh,and a meece of po 

tage.Cbhen wente alltbe people their waye, 

enery one vnto bis houſe. 

Whan Danid came agayne to bleffe bis 
houſe.Michol the doughter of Gaul wente 
forthto mete him and ſa yde: How glorious 
Dath the kynge of Iſtael bene to da ye which 
Bath vncouered bimfélfe before the maydes 
of bis ſeruauntes, lite as the raſcall people 
difcouer them felues. But Danid faide onto 
Michol: J wil playe before * LORDE,whidy 


e 


he if. bole of che kynges. 


bath chofenme afore + father, and afoze all 
bis bouye, becaufe be bath commaunded me 
to bethe prynce ouer the people of che LOR 
DE, even quer Iſtael, and yer wyl J bevyler 
then fo, and wyll be lowe in myne oronefigh- 
te:and with the maydens wherof chou haſt 
(poten, wyll Ibe honoured. As for Michol 
ehedoughrer of Saul, ſhe had no childe vnñ· 
tothe daye of bir death. 
Che VIL Chapter. 
a Ow whan the Eynge fat in bis hou· 
nPar.ig.a aK fe, and che LORDE bad genen bint 
— reſt from all bis enemies on eucry ſy 
de,be fayde vnto the prophet Ctatban : Be⸗ 
bolde, J dwelling honfe of Cedze, and the 
Arke of Goddwelleth amongetbe curtay- 
nes. Nathan fayde onto che Eynge : Go thy 
waye, what ſo euer chou haſt inchine bere, > 
dorfor theL ORDEis wb the. Duc che fame 
nighce came $ wordeof the LORDE vnto 
Nathan ⁊ ſayde:So ⁊ ſpeake co my ſeruaũt 
Dauid: Thus ſayeth * LORDE: S halt thou 
buylde me an houſe to dwell in J haue dwelt 
in no houſe fence the daye that J bꝛoughte 
the children of Iſtaͤel unto this daye,bur ba 
ue walted inthe Tabernacle and Habitaci- 
on, whicberfo ever Tj wence with the chil- 
dien of Iſrael. Dyd Jeuer fpeake to eny of 
thetrybes of Ffrael(wbhom I commannded 
to Eepemy people of Iſtael ſa yde: Wher⸗ 
fore do ye not buylde me an boufé of Ceder 
WwOdDdT 
B Sofbale chon ipeate now vnto my fer- 
uaunt Dauid: Thus fayeth che LOR DEZe- 


tRess.c baothr * J cote che from the pafture what 


thou wentejt behynde the flepe, $ thon ſhul 
deft be $ pzynce ouer my people of Ffracl,z 
bane bene wb the whither fo ever thou wen- 
teff,z haue roted one all chine enemies befo- 
retbe, z haue made the a greate namic, acor 
dinge to the name of the greate men vpon 
earch. And for my people of Iſtael J wyll 
appoynte a place, and wyll plance chem, 
that they ma yeremayne there, nomoze to be 
remoued, and yebe chilozé of wickednes op· 
preffe them nomoze, like as afore, and fence 
tbe tyme that J ozdeyned Judges ouer my 
people of Iſtaẽl. And TF wyll geue cherefé 
from all ebine enemies. AndeheL ORDE 
Pheweth the,charche LOR DE wylmate the 


Che vj. Chap. Mo. xliij. 


wyll be bis father, and be ſhall be my forme. 


+ Whan be doch a trefpace, J wyll reproue 2-Re. u. 
bim with che rodd of men and with the pia Palesd 


ges of ¥ childzé of nien Sut my mercy ſhal 
noc be withdzarwen frõ bim,as 7 haue with 
drawẽ it frs Saul, whd J hauẽ takẽ awaye 
before che. As fo: y houſe Tthy Eyngdome, 
te ſhal be ſtabliſhed for euer befozetbe,z thy 
feace [hal endure faft for euermore. 

Whan Clacban had tolde all theſe wor⸗ 
des ⁊ all this vifion vnto Danid, kynge Da- 
Bid came and fac him dorone before the LOR- 
DE,andfayde: O LORDE God, whoam Fr 
and whacis my boule, p chou haſt brough 
te me thus farre7 Chis  LORDE God haſt 
thou chougbte to litie alfo, but haſt ſpolen 
Of the boufe of thy ſeruaunt yet loge for to 
come. OL ORDE God, isthatthelawe of 
men? 

And what ſhall Dauid ſpeake vnto the? D 
thou knoweſt thy feruaunt © LORDE God, 
forty wordes (ate and acozdingeto y bere 
haſt chou done allthefe greate chinges, 7 
thou —— * thé vntothy ſeruaunt. 
Ther foie are thoͤu greatly magnified OLCR 


DE God: for chereis none like the, zthere Devas £ 


is no God but thou, acozdinge vnto all that 


we baue berde with & cares. For where is deu. ana 


there a people vpon earth as thy people of 
Iſrael? For whofe fate God wence —— 
uer him a peopie, and tomate him ſelfe a na 
me, and to do them ſoch greate and terrible 


thinges in thylévebefoze y people. whom exo.i4 · a 


thouhaſt deiyuered onto thy felfe frs Egip 
te, from the people, and fromebeir goddes. 
And thy people of Iſtael haf— chou pzepa- 
red the to bea people vnto thyne owne ra fe 
for euer, and thou © LORDE art become 
their Goo. 

Stabliſh now ? worde therfore for ever GE 
(® LORDE God)which thon bafé (pote oner 
thy feruaunt z ouer bis houfe,zd0acordin- 
geas thou baft ſayde. So fhallehynamebe 
Greate for euer, fo that tt fhal be fayde: The 
LORDE@Zebaoth is the Godouer Ffracl, z 
theboufé of chy feruaunt Dauid ſhal be ma 
de fire before the. Fo: chou LORDE Sebaoth, 
thou Godof Iſtael haf— opened che eare of 
thy feruaunt, and ſa yde: J wil buylde the an 
houſe. Ther ſore hath y fernaunt founde bis 


a bonfe. 

CNow whan y tyme is fulfylled p thou 
3Res.a fbaleflepe vb thy fathers, J wil after > ray 
M585, E ep chy fyde,wbich yal come of thy body: 

UC” bis tyngdeme wyl Fj fFablifhe, be [hal buyl- 
Accegsc. dean boufe for my name, * and J wyll ſta⸗ 
nmebu. b blyſhe ¥ ate of bis Eyngovome foz ener. «J 


bert, co prayetbis prayer vnto the. Now Deusz£ 
LORDEGod thouctby ſelfe art God, zeby 
wordes ſhal be tbe trueth. Chon haſt (poten 
ſoch good ouer chy feruannt. Begynne now 
therfore, and bleffe ¢ feruanntes houſe, that 
it maye be before the foz ener, for thon LOR 
DE God thine avone felfe haſt fj —— and 


Nu.ag.d 
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with thy bleffynge ſhal thy ſeruauntes how 
fe be bleffed foz cuer. 
The Vl. Chapter. 
AW CNG Cho ic forcuned afterehis, $ Dauid 
.Pat. i8. d 8) finote } Philiſt ynes, and dif comsficed 
“DH chem,and coke che bzydell of bondage 
ont of the pbiliftynes bande. + de ſmote 
the Moabites alſo to che grounde, forbac 
be broughte cwo partes of them to death, 
andlecone parte lyue. Thus che Moabites 
were ſubdued onto Daud, fo pᷣthe brough 
tebim giftes. 

Daud finote Hadad Efer alforbefonne 
of Rebob Eynge of Soba, whan he wẽte ro 
fetch bis power agayneat > water Euphra 
tes. And of them coke Dauid a choufandez 
ſeuen hundreth borfinen, and twenty thou- 
fande fete men, andlamed all the charettes, 
ſaue an hundreth which be kepte bebynde. 
But the Siryans came from Damaſcon to 
helpe Hadad Eſer kynge of Zoba. And Da 
uid ſmote two and twent ye thouſande men 
of the Syrians, and layed people vnto Da- 
mafcus in Syria. 

Thus was Syria fubbucd vuto Danid, 
ſo that they broughte bim giftes: for * LOR 
DE belped Dauid whither fo cuer be wente. 
And Bauid toke > fhyldes of golde,whidy 
Hadad Eſers feruauntes bad, and brongh- 
te them to Jeruſalem. But from Bethah 
Berothai ỹ cities of Hadad Eſer coke Da 
wid very moc braſſe. 

Whan Khoi thetynge of Hemath her- 


B 


Par j5. b de, that Dawid bad ſmytten allthe power of 


Hadad fer, be fent bis forme Joram vnto 
Dauidco faluce him frendiy, zo bleffe bin, 
becauſe be bad foughten with Adad Eſer 
and finytcen bim (for: Choi had warre with 
Havad tEfer and bad jewels with him of 
fyluct,of golde, and of draſſe: which kynge 
Danid balowed alfo vnto $ LORDE, with 
the fylucr and golde which be ſanctified vn⸗ 
to cbeL OR DE from alltbe Heythé, whem 
be ſůbdued. from Siria, fro Moab. from the 
childzé of Ammon, from the Philiſt ynes, fr 
Amalek, from che fpoyleof Hadad Lfer > 
fonne of Rebhob Eynge of Soba. 

€ = Dauid gac him ſelfe a hame alſo whan be 


MPatig.c caine, x and ſmote eightene choufande of + 


Sirians in $ Gale valley.And belayed peo 


*Genzs.c plein all Edomea, * and all Edem wes fub 


Sued vnto Dawid: forthe LORDE belped 
Danid, whither fo ener he wente.C hus was 
Dauid kynge ouer all Iſrael. And he execu⸗ 
ted iudgmente and righteouſnes vnto all * 


KRe ao.d people.. cab $ ſonne of Zeru Ja was cap 


tayne ouer the hooſt. Joſa phat theſonneof 


The ix. Chap, 


Abilud was Chaunceler. Zador che forme 
of Achicob,z Ahimelech che fonne of Abia 
thar were preſtes. Seraia was Gerybe. De- 
naia the fonne of Joiada was oner Chre 
thians z plecbians. 2nd the fonnes of Da- 
Wid mere + preſtes. 
Tbe ix. Chapter. 

Lilo Dad fayde: Remaynech ehere A 
A yet eny man of Sauls houſe, chat J 

maye do mercy vpon him for Tona- 
thas ſake? There was a ſeruaunt of Gauls 
bonfe,named + Siba, whom they called vn⸗ 
to Dawid, zebefynge fayde onto bim: Are 
thon Siba? He fayde:mec thy ſeruaunt. The 
Eynge ſayde: Is chere yet eny man of Sauls 
houfẽ, $ Jmaye dothe mercy of God vpon 
bimy Siba fayde vnto the Eynge: « Cbhereis 
yet a forme of Jonathas, lame on bis fete. 
Che Eynge fayde vnto him: Where is bev Si 
ba faybde vnto y kynge: Beholde, he is at La 


dober in ? houſe of · Machir F ſonne of Am ⸗.Reu 


muel. THE ſent Eynge Dauid thither, æ cau⸗ 
fed for to fetch bim from £ odaber out of * 
bonfe of Machir the fonne of Ammuel- 

Clow whan Mephiboſeth the fonne of 2S 
Jonathas che fonne of Saul came vnto Da 
mid,be fell vpon bis face, worſhiped him. 
Daud fayde : Mephiboſeth. He fayde: Here 
am J thy fernaunt. David fayde vnto bim: 
Feare not, for J wyll do mercy vponthe for 
thy father Jonãt has ſabe, and wil reſtore vit 
tocbeallehe londeofeby father Gaul: but 
thou ſhalt eatebzed daylieat my table. He 
worfhiped and fayde: Who am Feby fer- 
naunt, that thouturneſt the to a decd dogg 
as Jam 

en thetynge called Siba F fernaunt 
of Saul, and fayde vnto bim: All $ hath be 
longed vnto Gaul ztoall bis boufe, bane J 
geuen tothy lordes ſonne. Tyli bis londe for C 
bim therfore, chou z thy children zferuaun- 
teo,z brynge it in, it maye be bred foz ¥ lor 
des fonne, and ) be maye emoye it: but Me · 
— ¥ lordes ſonne ſhal eate bred day · 

ie at my table. Siba bad fyftene ſonnes 
twent ye ſeruauntes. And Siba ſa yde vnto F 
kynge: Acordinge vnto all as my lorde the 
kynge bath commaunded bis ſeruaunt, fo 
ſhal his ferveuncdo . And ler Mephiboſet h 
(fade Dauid)eate at my table, as one of the 
kynges orone childzen . And Mephiboſeth 
bad a yoge fonne, rebofé nawe was Micha. 
Ducall ỹ dwelt in the houſe of Siba,ferned 
MWhephiboferh.Ac for Wiephibofeeb bim fel 
fe, be dwelt at Fernfalems : foz be ate daylie * 
atthetynges table · and was lame on boͤth ⸗Ketz · 
bis fete. 


Some 
reads: 
*xulers. 
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The xX. Chapter. 
a Vd it fortuned after chis,chat > kyn 

geof che childꝛen of Ammon dyed ⁊ 

his ſonne Hanun was kynge in his 
ſteade. Chen ſayde Dauid: J wyll do mercy 
vpon Hanunthe ſonne of Nahas, as bis fx 
ther dyd mercy vpon me, And fo be fent,and 
comforted bims by bis feruaiices ouer bis fa- 
thers death. Mor whan Dauids ſeruaũtes 
came into che londe of che children of Am ⸗ 
mon, the mig htie men of che children of Am 
mon ſayde onto Hanun theit lorde: Thyn⸗ 
keſt chou it is for che hone of y fatberiny 
figbce, $ Dawid bach fent comfozcers onto 
therdath be not ſent bis feruauntes vnto ¥ 

ſch ynkeſt thou xo [pye and earch out tbe ci · 

te andro ouerthrorve it? 

B  Thencoke Hanun the ſeruauntes of Da 
Bid,and ſhoue of theone balue of their beer 
des, and cut of the balfe of cheir garmẽtes 
euenby the girdell,and ſo let chem go. Whã 
this was colde Dawid, he ſent to mete them: 
fſor the men were put to greate And 
the kynge cauſedto faye vnto 2 Abyde 
at Jericho, tyll youre beerdes be grownẽ, z 
ther come agayne. 

Whan che childrẽ of Ammon ſawe that 
they fEynted in che fighte of Damd,ebey fence 
and byzed the Sirians of the boufe of Re- 
bob, and the Sirians at 3oba euen twent ye 
choufande fote men, and from thet ynge of 
Wiaecdha a choufande men, and from Iſtob 
twolue thoufande men . Whan Damd ber- 
detbhat,be ent Joab with all the hooft of > 
menof warre. Andebe children of Armon 
wente fort h and prepared them felues co * 
battayll before the intraunce of the gare. 
Duc the Siryans of Soba, of Rebob, of 
ae and of Maecha were alone in the 

elde. 

€ Chow whan Joab fawe thatebe batta yll 
was [et vpd bi before and bebynde, becho 
feofall the beft yongemen in F[tael ,z pre- 
pared bim ſelfe anaynft the Gyzians. 2nd 
the refyoue of the people put be vnder che 
bande of bis brother Abiſai that he mighte 
prepare bim aga ynft che childzé of Ammon. 
nd fayde:F ¥ Syzians be to mightie foz 
me,belpe chow me:buc yf the childzen of ims 
mon be to mightie for the, % [yal belpe the. 
Take a good cozage vnto the, and lets be 
ſtronge for oure people,and foz > citeof ou- 
re God: neuercheles the LORDEDS what 
pleafeth bim. 

And Joab made him forth with the peo- 
ple chat was with bim, to fighte agaynfé 
ebe Syzians:and they fled before bint. And 


Khe ti. Chap. Ao. elite. 


whan che children of Ammon ſawe that the 
Syrians fled, chey fled alſo before Abifai,z 
wente in co the cite. So Ioab turned agay- 
ne from the childzen of Ammon, z cameco 
‘Ferufalem . And whan the Syziansfawe F 
they were ſmytten before Iſrael, they came 
togetber. 
ind Hadad Efer ent ⁊ broughte out D 
Syrians beyonde the water, and conueyed 
their power in, z Sobath the chefe captay- 
ne of davad Eſer wenre beforeché. Oban 
this was colde Dauid, he gathered all Tfra- 
elcogetber,z wente ouer Jordane, and came 
to Helam, Tthe Syrians prepared chem fel- 
bes againſt Dauidto figbee with bim,bow 
beit the Syzians fled before Iſrael And De 
uid flewe of the Syrans ſeuẽ hundreth dya- 
settes,z fort ye thouſande bo:fmé,z Gobach 
the chefe captayne finote be alfo, forbat be 
Dyed there. Whan the tynges whic were 
wnder Adad Lfer,farve, that they were finyt 
tent before Hrael, they made peace with Wr 
reel, and were fabdued vnto them. Andthe 
Syrians were afrayed co belpe the children 
of: enymore, 
The XI. Chapter. 


Clo wban y yeare cameaboutrewhat A 
tyme as > Eynges vſe to go forth, Da 
nid fent Joab and bis feruaites with 


bins, and all Tfrael, co deſtroye the children 
Of Ammon, and to layefege wnto Rabbaz 

but Dauid abode at Jeruſalem. 
nd aboute the euẽtyde it forenned that 
Dauid arofe from bis reftinge place, z wen- 
te vpto > toppeof the kynges palace, and 
front $ toppe be ſawẽ a woman* waßſhin 
e bir ſelfe, and the woman was of a very 
et bewt ye. And Dauid fent,and caufeoro 
axe what woman it was,and ſa yde: Is noe 
that Bethſeba the doughter of Eliam the 
wifeof Vrias the Hethite: And Dauid ſent 
meffaiigers, and cauſeð for to fetch her. And 
soba fhe was come in vnto bim,belaye with 
her. Neuertheles fhe alowed bir ſelfe frons 
birenclenmes, and turned coe vnto bit 
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houſe. And the womã was with dilde, and 
fenc,and caufedco tell Damd and to faye: 
am with childe. Dawid fent onto Joab( ſayẽ 

jez} Sendeme Vrias F Herbire. And Joab 
fine Dulas vnto Dawid, And whan Dias 
came to him, Dauid ared him yf it ſtode well 
with Joab, andwith che people and with 
the batcayll. 

And Dauid faydeto Vries: Go downein 
tocby boule, and wafh thy fere. And whan 
Vrias wente out of the Eynges palace, the 
Eynges gifte folowed him. And Vrias la ycd 
bimdoroncco ſlepe before the Eynges palace 
gate, where all bislordes feruauntes laye, z 
Twente Not downe in to bis houfe. Oban woz 
De cameto David: Vrias is not gone downe 
in.co bis houſe, Dawid fayde wnto bim: Ca- 
meſt chou not oucr the felde yYOby wencefé 
thou not dorone in to eby bouft Dries fay” 
De vnto Dawid: The Arke and Iſrael ⁊ Fu- 
Oa abyde inche cenres : And Yoabmy lorde 
andmy lordes feruaunteslyein > felde, and 
Phal J go inco my houfe to cate and dzynke, 
andtolye with my wifey As truly as thon 
lyueſt, and as truiy as thy ſoule lyueth, J 
wyll not do this chinge. Danid fayde vnto 
Dria:Abyde here chen to da ye tomorow wil 
let the go. So Vrias abode at Ferufaleus 
the fame daye, and the nexte alſo And Da- 
mid called him co eace z drynke before him, z 
made bim dronken. And at enen be wente to 
lye bim downe fozto flepe vpon bis couche 
with bis lordes feruauntes, and wente not 
downe in to bis houfe. 

Onche moror wrote Danid a leceer vn⸗ 
to Joab,z fent ic by Vrias. After this maner 
arrote be in che letrer: Get Vrias in $ ſoreſt 
parte of ¥ bacayll,z turne you bebyndc bin, 
¥ bemayebe flayne. tow nha Foablayed 
fegeto the cite, be fer Vrias in X placewhe 
re he Enewe the mightieſt men of Ames 
were. And whan the men of the cite fell out 
and foughte agaynft Joab,chere fill certay 
ne of > people of Dawids feruauntes. And 
Veꝛias the Heebicedyedulfo. 

Then fent Foab,and cauſed to tell * kyn 
ge allcbematter concernynge the battayll, 
and cõmaunded chemeffannger, and fayde: 
Dban chou huff colde  Eyngeall che mat 
ter concernyngethe bata yll. and feift that be 
is wroth, and yf the Eynge faye vntso the: 
Wherfore came yefonye the cite with che 

bacayll72 nowe ye not bow they vſe to fon 
tefrom the wall7* Who ſmote Abimelects 
the fonne of Jerubaall? Dyd nor « womã 
afta pece Of a mylfione vps bim fremebe 
wall, ſo chat be dyed ae Shebes7Why came 


Khe rij. Chap. 
ge fo nye the wall 7 Then ſhalt thon faye: 
Thy ſeruaunt Vrias the Hethite is deed 
alfo. 

The meffannger wente his waye, and ca- 
me and tolde Danid all together, wherfore 
Joab had ſent bint. And che meffaunger fay 
de onto Danid:T he men prevayled againft 
vs, and fell out ence vs in to > felde: and we 
were vpon them barde arthe dore of F poz 
te. Anð che archers ſhot fromcbe wall vpon 
thy ſeruauntes, and flewe certayne of the 
Eynges feruauntes : and thy ſeruaunt Dias 
the ethite is deed alſo. 

Dauid ſayde vnto the meffaunger: Thus 
fale chou faye vnto Joab: Let nor F vere 
the, forche ſrver de conſumet h now one now 
another. So forth with the batta yll againſt 
the cite, that thou mayeſt deſtro ye it, and co- 
forte the men. And whan Vrias wife herde 
that Vrias was deed, ſhe mourned for bit 
hußbande. Bur wha ſhe had madean en- 
de of mournynge, Danid fent, and cauſed 
ber be fetched wnto bis palace, and ſhe be- 
came bis wyfe, and bare bim a fonne. tte 
uerthelestbis dede § Dauid dyd diſpleaſed 
the LORDE. 

Tbe xX. Chaprer. 
i¢ Cid che LORDE ſent Nathan onto 
Daud. Whan be came co him, be col- 
de bim: There were two men in one ci- 
te,the one riche, the orber poore . The rice 
man bad very many ſhepe and oren:butche 
pooze man bad nocbinge fane one litle fhe- 
pe,which be bad ——— noriſheð it, 
jo that icgrewe vp with him and bis chile 
dren cogetber. Fe ate of bis bred, and dran · 
Ee of bis cuppe,and flepte in bis lappe, and 
bebeldeit asa doughrer. Sut whan there 
came @ firaunger onto che riche man, be ſpa 
redcotate of bis arone fhepez oxen (co pie> 
pare oughte for the firauncer that was co- 
me onto bim)and coke the poczemans fe- 
pe, and prepared it for the man chat was co 
me vnto bins. 

Thẽ was Danid wroth with te diſ⸗ 
—— aga ynſtt hat man, anð ſa yde onto 

athan: As crulyas theL OR DE lyueth, 
the man that bath done this , is the childe 
of death. Che fhepealf foal be mate good 
foure folde, becaufe be bath dene fod) a this 
ge, and not [pared ic. 

Then ſayde Lathan vnto Dauid: Thow 
art euen the man. Thus fayeththe LORDE 
the God of Iſrael:· J haue ancynted the 
to be Eynge over Iſtael, and delynered che 
out of che bandeof Saul, andkauy geven 
the 7 lordes boule, and bis wyucs into thy 
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lappe,and the bonfe of Iſtael and Juda ha 
te J genen the:and yf chat be colitle, J wyl 
yet dõ this and that for che alſo. Wher fore 
haſt chon chen deſpyſed che worde of che 
LORDE, to do fod) enell in bis fighres Vꝛias 
she Hechite baft chou layne with che fiver 
de: His wife haſt chow talen to becby wyfe, 
bur bins baft chon flayne with > ſwerde of 
the childzen of Ammon. 

€ “Flow eberfore fal not ſwerde to 

te from thy houſe for over, becanfe thou haſt 
deſpyſed me, and taten che wife of Vias 
the — beeby wife. Thus ſa yeth the 

LORDE:Bebolve, +Jrwyll rayfe vp euell 

ofebynearone bonfe, and wyll cate chy wy- 

nes before thyne eyes, and wyl gene them wis 
totby neghbonre, ſo chat be fhall lye with 
shy wyues by Sonnelighte. For chou haſt 

Done ic ſecretiy, but J wyldo this inthe ſigh 

ba ae Iſtael and by Sonne lighte. 

henſa yde Dauid vnto Nathan * Iha 
ne fynned vntothe LOR DE. Nathanſay⸗ 
de vnto David: So bath the ORDEalfo 
tater awayetby fynne, chou ſhalt noe dye. 

Bue for ſo moch as chou chorow ehis deve 

haſt cauſed che enemies of rhe LORDEto 

——— ſonne that is bome vnto the, 

hall dye the death. And Nathan wente ho· 
me. As for che childe which Vzias wifebare 
vnto Dauid,the L ORDE ſmote it, fo that it 
twas deedſicke. 

D AndDaniv befonghee Good for the chil · 
‘de, and faſted, and wente in,and laie all nigh 
te vpon the earth. Then rofeche Elders of 
bis bonfe,and wolde bane taten bim vp fro 
the grounde: neuertheles be wolbve not, ne- 
ther ate be wb them. Vpon the ſeuenth daye 

F hildedyed.And Dauids ſeruauntes durſt 
not tell him that the childe was deed. Foz 
they thoughte: Beholde, whan che chũde 
was yet alyne, we [pate vnto bim,and he her 
kened not vnto oure voyce, How moch mo- 
re ſhall it greue bim, yf we ſa ye: The childe 
ts deed ? And Dawid fare chat bis feruaun- 
tes madea whilperinge together, and per- 
ceaued that the chilve was deed, and fayde 
vnto bis feruaunres : Ys the childe deed? 
They fayde: Mee. Chen rofe Dawid vp from 
the earch, and waß ſhed bim filfe,and anoyn 
Ged him, and put on ocber garmentes,z wen- 
te in to che boule of che LORDE, andrvoz- 

ipped. 

nd whan be came agayne,be commaun 

ded to fer bred before him. and ate. Then ſay 
debis ſeruauntes vnto him: What maner 
of thinge is this thatchou doeſt? Whan the 
childe was alyue,chou faſtedſt anv wepteſt: 
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but now that it is deed, chon ſtsdeſt vp and 
eateſt? de fayde: J fafted and wepre forebe 
childe whan it was yet a lyne, for Ithough 
te:YObo Enoweth, peraducnture the LORDE 
mayebe gracious vnto me, that the childe 


mayclyne.* But now that it is deed, wher· Ectlisse 


‘ore ſhulde J faſt? Can J feed it agayne: J 
al go vntõ it, but it ſhall not comeagayne 
vnto me. And whan Dauid had comforted 
Sethſeba his wife he wente in vnto ber,and 


faye with ber. ·¶ And fhe bares ſonne whom 1-Parea 
be called Salomon. 2ndtbeLORDEloned Mana 


bim. And he put him vnder the hãde of Na 
than ? prophet, which called him Jedidia 
becauſe of thel ORDF. 

So Zoab foughte agaynſt Rabba of * 8 
children of Ammon. and wanne the kynges 
cite ⁊ ſent me ſſaũgers vnto Danio, cauſed 
to faye vnto bim:+ I haue foughte againſt 
Rabba, and haue wonne the water cite al- 
fo. Sather thou therfore che reſidue of the 
people cogetber,andlayefegero > cite,and 
wynneit,chat FJ wynne te not, and haue the 
name therof. So Danid gatheredall peo 
plecogetber,and wente, z foughte agaynft 
Babba, and wanne it, andcoke their kyn⸗ 

jes crowne frõ bis heade( which in weight 
8 atalente of goide, and piecious ſtones) 
Gnd was ſet vpon Dauids feabe sand very 
moch fpoyle caried be out of the cite. As for 
the people that was therin,be broughte chẽ 
fortih and layed them vᷣnder yron farwesand 
hokes and wedges of yron, and burnedebe 
incyle ouens. Thus dyd be vnto all che cities 
ofche children of Amnon. Then returned 
Dawid and all the people vnto Jeruſalem 


agayne. 
The Xl, Chapter. 

d it fortuned after this chat Abſa A 
lem ? ſonne of Danid hada fayzefif- 
ter, whofe name was Thamar, z Am- 

mon the fonne of Dauidloued her.And Am 
mon twas in greate combeaunce, in ſo moch 
that be was enen fice, becanfe of Thamar 
bis fifter. For ſhe was a virgin,and Ammon 
thongbre it ſhulde bebarde foz bim to do 
eny thinge vnto ber. Dut Ammon had a fre 
de, whofe name was Jonadab the forme of 
Simes Danids brother, And the fame Jo⸗ 
nadab was a very wyſe man, which fayde 

vnto bim: Why art thou ſo leane (thou kyn · 
ges ſonne)from daye to daye: Ma yeſt thou 
not tellme? Then ſayde Ammon onto him: I 
loue Thamar my brother Abſaloms ſiſter er⸗ 
ceadingly. 

Jonadab fayde vnto bim: laye the dow- 
nevponthy ——— ſicke. And 
iG 
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whanthy father commeth colote how chow 
boeſt, faye onto bim : Ob lec my ſiſter Cha- 
mar come, that ſhe ma ye ine, and make 
a meece Of meate before me, that J maye fe 
it, ⁊ eate it of hir hande. So Ammon layed 
him downe, and made him ſicke. Mow whã 
the kynge came in to lobe bow be dyd, Am⸗ 
mon fayde vnto the kynge: Ob let my ſiſter 
Thamar come, and make me a fyppynge oz 
two and that mayeeateit of bir bande. 
Then ent Dauĩd for bhamar inco che how 
fe, and fayde vnto her So thy wa ye to thy 
brother Ammons houſe, Tmake him a mee- 
ce of meate. Thamar wente vnto bir bro⸗ 
ther Amons houſe, but he laye in bis bed. 
And ſhe coke floureand mixte it, and dighte 
it before bis eyes, and made him a fyppyn- 
ge. Bnd fhe coke ehe mecce of meate, and 
poured it out before him: but be wolde not 
cate, 

C And Ammon ſaide:Put forch every man 
fro me. And euery man — forth from bin. 
Chen fayde Ammon vnto Thamar: Bryn- 
gemethat meece of meatein to che cham · 
ber,that J maye eate it of thy hande. Then 
tote Chamar > fyppyngecbac fhe had ma 
de,and bzoughte it vnto Ammon bir brot her 
in to the chamber, 

Anð whan fe broughte it vnto him F be 
mighte eate,be tote holde of her, ⁊ ſa yde vn⸗ 
tober: Come my ſiſter, lye with me. NMeuer⸗ 
theles ſhe faide: Ob no my brorber, force me 
not: for fo dothey notin Ffrael, do not t hou 
foc foly. Wbicher ſhal go with my flya- 
mez 2nd thou ſhalt be as one of che onwy- 
ſe in Iſtael . Sut fpeate vnto the Eynge, be 
Pal noe withholde me fromthe. 

D Howbeit be wolde noe herken vnto ber; 


Gen.s4.a BNO ouercame ber, sand forced ber, andlaye 
Leui-10.2 with her. And Ammon hated her exceading 


ly, ſo chat the hate was greater then the lo- 
ne wes before.And Anmon fayde vnto her: 
Wp,and get the bence. 

Sbe — vnto him: This euell that 
thon thruſteſt me out, is greater then the o- 
ther, chat chow baftdone vnto me. Neuer· 
theles be hertened not vnto ber, bue called 
bis boye chat ferued bim, and fayde: puta- 
iwa ye this woman frome,and locke the doze 
after her. And ſhe had a partye garnient one 
for ſoch garmentes wayze )* Eynges dough 
ters whyle they were virgins, 

And whe his eruaduchad put bir forth, 
lockte the dore after ber, Thamar firored 
aßſhes vpon bir heade, and rentethe par- 
tye garment which fhe bad vpon ber, and 
layed bit bande vpon bir beave, and mente 
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Ont, and cryed. And bir brot her Abfalom fay 

de vnto ber: math chy brother Ammon bene 

with they Clow hoide thy peace myfifter,ic 

road brotber,and tate nor the matcer [oro 
ert. 

So Thamar remayned a wyddowe in E 
brocher Abfalomsbhovfe . And whan Eynge 
Damd herde of all chis, be was very fozy. 
As for: Abſalom, be [pate nether eueli nev 
00d co Ammon: but Abſalom bared Am 
mon, becaufe he bad forced bis fifter Shas 
mar. 

After two yeares had Abfalom ſhepe 
clyppers at Daal Hazor, which lyeth by 
Ephraim . And Abfalom called all chetyn- 
ges children, aud cameto the kynge, and ſay 
De: Beboloe, thy ſeruaunt hath fhepe clyp· 
pers,lecit pleaſe ¶ Eynge with bis ſeruaun 
testo go with bis feruannte. But the kynge 
fayde onto Abfalom: No myfonne, lec va 
* all go, leſt we be to chatgeable unto 
the. 

And be wolde ncdes bane had bim to go 
bowbeit be wolbenot, but bleffed him. 
falom fayde: Shall my brother Ammon go 
with vse then 7 T bet yngefayve vnto bim: 
WOber fore hall be go with che Chen was 
Absalom foimpoztune vpon him, chat he lec 
Ammon and allebefynges childrẽ go with 


bim. 

But Abfalom commaunded bis yonge g 
men, and fayve: Cate bede whan Ammon 
io mery with wyne (and J faye vnto you: 
Smyce Ammon, and flaye him )that ye be 
moc afrayed : fo2 J baue commaunded you, 
be firenge,and playe themen.So 2Abfaloma 

onge men Dyd onto Ammon, as Abſalom 
ba commaunded thems. Then ſtode ail che 
kynges childzen vp, and enery one gat him 
vp vps bis Mule and fled. 2nd wbylethey 
were yet on their waye,therumonre cameto 
tynge Danid, chat Äbſalom bad flayne all 
thet ynges dyildzen, fo chat not onc of them 
was lefte. 

Then ſtode the Eynge vp, andrente bia 
clothes,z layed bim dorone vpon the earth, 
andallbis ſeruaũtes that ſte de aboute bin, 
rente their clot hes. Chen anſwered Joͤna⸗ 
dab > fonne of Simea Dauids brother, and 
fayde:Z et not my lorde thynte that all the 
yongemen the kynges childien are deed, but 
Ammon ts veedonely: fo: Abſalom hath 
kepte it in him ſel fe ſence the daie that be fos 
cedbisfifter Thamar. Ther fore let not my 
lorde the kynge take it foro hert that all the 
Eynges chiidren ſhulde be deed, butt hat Am 
wion is deed onely. 
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G As fo: Absalom, be fled. And the yonge 
man chat tepte the watch, lifte vp bis eyes, 
and loFed, and bebolde, 2 greace people ca- 
me inthe waye one after anotber by che bill 
fyde. Then ſa yde Jonadab onto the Eynge: 
Beholde, che tynges hildzen come. Enen 
as thy ſeruaunt fayde,fois it happened. And 
whan be bad ended bis taltynge, the Eyn- 
ges childzen came, and lifte vp their voyce, 
and wepte. 

The kynge and all bis feruauntes wepte 
alfo very foze. Buc Abſalom fled,and wente. 
vnto Thalmai che fonne of Ammihud kyn · 
geof Gefir. As fo: Dauid, be mourned for 
bis fonne euery daye. Whan Abfalom was 
fled and gone vnto Geſur, he was there chre 
yeare. And kynge Dawid ceaſſed from goin 

e ont agaynſt Abſalom, for be bad com⸗ 
—* him félfe ouer Ammon that be was 
deed. 
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Dab the foune of Jeru Ja percea- 
ned § che Eynges bere was ——— 
Abſalom. andſent vᷣnto Thecoa,and 
canſed to fetch from chence a pꝛudent wo- 
man and ſaide vnto her: Make lamẽtacion, 
and weere mournynge garmentes,z anoyn- 
te che not with oyle:bue fayne thy ſelfe as a 
woman which hath mourned longe ouer a 
deed, and chou ſhalt go in to che kynge, and 
ſpeake (oz ſo onco bun. And Joab toide her 
what fhe ſhulde faye. 

And whanthe woman of Thecoa wolde 
fpeate with che kynge, ſhe fell vᷣpon bir face 
to the grounde, and worflyipped, and fayde: 
Helpe me Obynge. Thekynge fayde vnto 
ber : What aylech the? She ſa yde: Jama 
wedowe, a woman that mourneth, and my 
hußbãde is deed. And thy handma yde bad 
cwo ſonnes, which ſtroue together inthe fel 
de:and whyletbere was noman to parte thẽ 
@ ſunder, the one ſmote che ober, and flewe 


im, 

And beboloe, allehe whole kynred ryſeth 
vp aga ynſt chy bandmayden,andfaye:+De 
Tyner him which bath ſmytten bis brocber, 
that we maye byli bim, for che foule of bis 
brother whom be bath flayne, and t hat we 
maye deſtroye the beyzealfo. And thus are 
they mynded co put out my fparte, which 
yee ts lefte,that there ſhulde no name ner 
eny thinge els remayne ouer onto my hußbã 
‘de vponearth. 

The Eynge fayde vnto the woman: Go y 
waye ome, 5 wil geue a cõmaundemẽt fos 
. And the woman of Thecoa [aide vnto ¥ 
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Eynge:Chetrefpace be vpon me(my lorde $ 
Eynge)and vpon my fabere bonfe: but the 
Eynge and bis ſeate be vngilt ye The kynge 
yde: He that ſpeaketh aga ynſt che, brynge 
bim vnto me, ſo hall be conch the nomoze. 
Sbe fayde: Lerche tynge chynte vpon the 
LORDE bis Good, that there be norco ma- 
ny avengers of blonde to deſtroye and that 
they biynge noc my ſonne to naugbe. He [a ay 
de: * 2s truly ascheL ORDE lyueth, there 
[yall not one beer of thy forme fall vponthe 
carth.2ind the woman ſa yde: Lee thy band- 
maybe ſpeake ſomwhat co my lorde the kyn 
Sete ſayde: ſpeale on. The woman ſayde: 
Wherfore haſt chou deuiſed ſoch a thinge a+ 
gaynſt the people of Sob And how happe- 
net h it that the kynge ſpeabeth foch, co ma⸗ 
ec himſelfe giltie, and cauſet h not bis one 
lawe to be bioughte agayne y Foꝛ we all 
dyethe death, and as che water ehacfinterks 
into the earch, which is noc taten vp. Anð 
Gor wiil noe cake awaye che lyfe,bue wnbe- 
thynket h bimfelfe, ) een che very outiawe 
be noe cleane thenftone i eae bim. 

Thus am FZ comealfo to [peakeehis to 
my lorde the Eynge in che preſence of the peo 
ple, for chy handma yden choughte I wyll 
ſpegke co che kynge peraduenture be fall 
Doehar bis handmayden fayerh, for he fpall 
heare bis handma yden, to delynerme from 
the bande of allchens, chat wolde de; roye 
me with my forme from che enberitaunce 
of Gov.Andeby bandmayven ehoughte, > 
worde of my lorde the kynge ball be as & 
mearofferynge,* for my loꝛbe the Eingeis aa 
—— — can heare good 
and euell cher fore [hall the LORDE: 
be with the. 1 Eee 

Thee ynge anfivered and ſayde vnto che 
woman: Kepe notbynge fro me ebat Fj are 
the. The woman fayde:L ec my lorde the Bip 
ge fpeateon. Chet ynge fayde: Jence the 
hande of Joab with theinall chto The woe 
man anfiwered and fayde: As crulyas thy 
foule lynech (my loxde® Eynge, ebereis els 
noman necher at the righte hande ner at > 
lefte,buteuen as my LORDE thet ynge bath 
fayde, for chy feruaunt Joab bath com> 
maunded me,and be bimfelfe hath caughre 
thy handma yden all theſe wordes, that J 
Hulde turne this matter of this faßſhiõ thĩs 
bath Jae thy —— done. But my lor⸗ 

eis wyle, as the wyßdome of an angel o 
per ag be Enowecb all fates rah | 
FI ye 
Then ſayde the kynge meo Joab: Be- 
holde, J haue gone ehis: go oye waye Cbere 
Ci: 
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ſore and bryngethe childe Abſalom agayne. 

Chen fell Joab vponbis face vnto the 
grounde, and worſhipped andthanked the 
Bynge, and fayde: Chis daye doth thy fer- 
naunt perceaue, thar J baue founde grace 
in rhy 37 my lorde che Eynge, in that the 
Bynge doch as bis ſeruaunt bach ſa yðe. So 
Boab gat bim vp, and wente virco Gefisr, 
and bong bre Abſalom to Jeruſalem. Bac 
the kinge ſa yde: Let bim go againe in to bis 
bonfé,and not fe my face.Chus Abfalom ca 
me agayne to bis houſe, and ſawe sot > kyn 
ges face. 

Ducin all Iſtael there was not fo fayze, 
and ſo maruclous goodly a man, as Abſa⸗ 
lom. From che foleofbis fore vnto the top- 
peof bis heade chere was not one blemy 
in him. And whan bis beate was rounded 
(that was comonly enery yeare, for it was 
8 beny for bim, ſo that it muſt neves bane 
bene rounded) che beer of bis heade weyed 
two hũdreth Sicles after ¥ tynges weigher. 
And wnto Abſalom there were borne chie 
fonnes and one doughter, whefe name was 
Thamar, and fhe was a weman of a fay⸗ 
ve bewtye: So Abfalom above two yea- 
re at Jeruſalem, and fawe noe the kynges 


ace, 
f And Abfalons fent for Joab, that be 
mighte fende bim co che Eynge. nd be 
joe not come to him. But he ſent the fe, 
condetyme, yet woide he not come. Then 
fayde be vnto bis ſeruauntes: Ye knowe 
Sjoabs pece of londe that lyeth by myne, 
and bebach barlye theron: go youre waye 
therfore and ſet fyze vponic. So Abfaloms 
—* ſett fyre vpon Joabs pece of 
londe. 

Then Joab gat him vp, and came to Ab 
falom in co the bonfé, and ſayde vnto bim: 
Wherfoꝛe haue thy feruanntes fet fire vpon 
my pece of londex Abſalõ fayde vnto Foab: 
Deboloe IJ (ent for the, and cauſed co faye 
wnto the: Come hither, chat J mayefende 
the tothe kynge. and to faye: Wher fore ca- 
me F from Geſur? Je were better for me 
that were there yet. Let me therfore ſe the 
Bynges face. But yfebere be enytrefpace 
in me,then put me to death. And Joab wen 
te in to the kynge, and tolde him. And be cal- 
led Abſalom, co come in to the kynge, and 
be worſhipped vpon bis face to the qroun- 
ge nis theEynge. And the kynge kyſſed 


Abfalom. 
The XV. Chapter. 


x A Ld after this ic fortuned chat Abſa⸗ 
lom cauſed co prepare bimfelfe chearet 


The rv. Chap. 


tes and bores, and fyftye men, which were 
bis foremé.AndAbfals gat him vp allwaye 
early inthe momynge,and ſtode in the waye 
by the porte: and whan eny manbad a mate 
ter which ſhulde come to the Eynge for ind. 
gment,Abfelont calkd vnto bim andfayder 
Of what cite art thou? xf befayde chen: 
thy ſeruaunt is of one of the trybes of Ff 
rael, chen ſayde Abfalom vnto him: Bebol- 
de,chy matter is righte and plaine:butchere 
is nomanappoynted ¥ of chetynge to bea 
re che. 

And Abſalom fayde: O who ſetteth me 
tobeindgein ¥ lonve,thac euery mann bidy 
bath a plee oz matter to doin ¥ lawe, might 
cometome,thaty might bel pe bim ro right 
2nd whaneny man cameco bimto do wor- 
ſhippe ztodo bim obeifaunce , beput forth 
bis bade, and belve bim zEyfied him. Afrer B 
this maner dyd Abfalom vnto all Track 
whan they came to thelawe vnto the tyn- 
ge,and jo dyd he ſteale awaye the bert of * 
men of Iſrael. 

Afeer fortye yeares fayde Abfalom vnto 
the Eynge:3 wil go and perfourme my vowe 
at Hebron, whidy J made wnto the LORDE. 


For chy ſeruaunt made a vowe, *whan J HRs 


dwelt at Gefur in Sitia,and ſaide: Whan F 
LORDE bzyngeth me agayne co Jerufalem, 
TY fbaldo a Govs fernyce vnto the LORDE. 

he kynge fayde vnto bin: Gochy wayein 
peace. And be gat him vp , and wente vᷣnto 
Hebron. 

But Abfalom bad ſent out ſpyes in all 
the trybes of Iſtael fayenge: Whan ye bea 
rẽ the noyſe of the trompe, faye: Abfalom is 
made Eyngeatdeb:on. There wente with 
Absalom tro hundzeth men called from Ye- 
ruſalem, bue they wente on fymply, and 
Encwenot of the matter. Abſalom ſent alſo 
for Achitophei(the Gilonyte) Dauids coun 
celer. out of bis cite Silo. Ciow whan he did C 
the facrifice, the conſpiracion was mightie 
and the peopleranne together , and muley, 
plied with Abſalom. 

Then came one which colde Danid,and 
fayde, that the bere of eucry manin Iſtael 
folorwed Abſalom. Dauid fayoe onto all bis 
feruauntcs that were with bimat Jeruſa⸗ 
fent: Dp, lee vs fle, for bere [hall be 10 eſca⸗ 
pynge for vs befoze Abſalom. 

Wake haiſt chat we mayebe goynge, leſt 
be ouertake vs and catch vs, and dryue ſo⸗ 
me myffoztune vpon vs ,andfinytetbe cyte 
with the edge of the fiwerde. Then fayde 
thetynges feruauntes vnto bim:Lote what 
my LORDE ¥ tinge choſeth, beholde, here are 
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thy fernauntes . And the kynge wente forth 
on fote wb all bis benfholve.* But ten con- 
enbynes lefte be to kepe the houſe. 

And whan the kynge and all the people 
came forth on fote, they wẽte farre frem bo 
moe, and all bis ſeruauntes wente byhim, and 
all the Chrethians and pletbians, and all 
the Gethices(euen fire bundzeth men)which 
woere come on fote from Gach, wente before 
the kynge. 

Andche kynge ſayde vnto Ithai * Ge 
thite: Why goeſt chou alſo with vs 7 Tur⸗ 
ne bacFe,and byde with che bynge, for thou 
arta ftraunger : gecche bence agayne vnto 
tby place. Thou canieſt yefierdaye, and to 
daye thou iuperdeſt co go with vs : As foz 
mie, J wy! go whither J can:eurne thou bac 
fe agayne, and mercy and faith fulnes bap- 
pen duto thy brethren with che. Ithai an- 
fivered, and fayde:* As truly as the lL O R- 
DElyucth,and as truly as my lorde che kyn · 
ge lyucth, lote in what place my lorde the 
#ynae flyalbe, (wherberit chaunce to life oz 
death xcbere fhal chy feruaunt be alfo. 

Damd fayde onco Frbai: Then come, 
and go with vs.So wente Ithai the Geebi 
teand all bis men, andtbe whole mulcitu- 
de of che children that were with him. And 
all che lande wepte with loude voyce and 
all the people with chem. And che Eynge we 
te quer the broke Cedron, andallebe people 
wente ouer by the waye that gocth tothe 
wyl dernes. 

And bebolde, Sadoc was there alfo, and 
all che Lenites chat rere with them,z they 
bare  2Arke of the couenũat of Gov, and ſet 
it there. And Abiatha: wente vp,cyll allebe 
people came out of the cite . Sucthe kynge 
fayde vnto Gadec: Brynge the Arke of 
God in to the cite sgayne. RFF fhal fynde 
grace before the LORDE, be ſhall feedyme 
agayne,and [hall lec me ſe it and che boule of 
it. But yf be fayecbus : J haue no pleafure 
to $, bebolve, here am Flee him do with me 
as it pleaféch bint. 

And the kynge faide vnto Sadoc ¥ pꝛeſt 
O thou· Seer,turneagayne to > cite with 
peace,and Abimaas thy fonne wich the and 
“Jonathas he fone of Abiat har: bebolde, 
Swyl cary inche playne of the wyldernes, 
Eyllebemeffage come frons you , and tell me. 
Go Sadocand Abiathar broughte the Ar⸗ 
fc of Godagayneto Yerufalem, and remay 
ned there. 

Bue Dauid wente vp to mount Glynete 
and wepte,z bis heade was conered. 2nd 
all che people that was with bins, badeuc- 


Khe xvi. Chap. Ao. xlvij. 


ryiman bis heave couered and wente on and 
wepte. And whan it was tolde Damd, that 
Achit ophel was inthe cSfederacy with Ab 
falom,be fayde: LORDEturne thon Achito⸗ 
phels councell ro fooliſhnes. 

2nd whan Damd came vp to the toppe 
ofthe mount,n bere che vfé was to worfhi 
pe Ged, Chufaiche Arachite mer him ag 
bis coterene,and earth vpon bis beade.And 
Dauid fayde vnto him: Uf thou go with 
me,thou ſhalt be chargeable vnto me: 


then gorſt agayne in to the cite, and ſayeſt 
vnto Abfalom:F amepy ſeruaunt O Eynge 
euen as J was thy fachers ſeruaunt, ſo wyll 
now be thy feruaune, + Chen ſhalt chou 
Brynge Achitophels councell to naugbee. 
Sois Sadoc and Abiachar ¥ preftes wich 
the, and all thacthou beareft onc of ube byn 
ges boufé,tellic vnto Sadoc and Abiathar 
the preftes . Beholde, their two ſonnes are 
wich thẽ: Ahimaas che fonne of Sadoc, and 
Jenat has the fonne of Abiachar, by them 
Mayefé chou fende me worde what thon hea⸗ 
reft. So Chufai Damds frende came in to 
the cite. 2nd Abſalom came to Jeruſalem. 
The XV.Chapter. 
sf LTD whan Dauid was gone a lytle 
by frem the coppeof the mount, bebol 
de,Sibe che ſeruaũt of Mephiboſeth 
met bim with a couple of aſſes (dled, wher 
On wocre two hundreth loaues of bred, and 
an hundreth quantities of rafyns and an bit 
dreth quantities of fygges, and a bottell oF 
wyne. Thenfayde che tynge vnto Gibat 
What wilt thou vo bercwithzGiba fayde: 
The aſſes ſhalbe for the Eynges houflyolve 
toryde vpon,andebeloancs and fyg ges for 
the yongemenco cate, andebe wyne fballbe 
fozcbhemco drynke whan they are weery in 
the wylvernes. Thefynge ſayde: Where is 
thy lordes fonne 7 Gib fayde wntotbe kyn⸗ 
ge: Bebolde, he abyde chat Gerufalé,foz be 
faide:Lo daye ſhal  houfeof Iſraei reftoze 
my fatbers kigdome vnts me. The Eynge ſat 
de vnto Siba Seholde all that Mephibo⸗ 
ſeth bath, ſhalbe thine. Siba fayde withrene 
rence Ler me finde grace in thyſight my loz 
de O Eynge. 

Dut whankynge Dauid came to Bahu⸗ 
rim, bebolde, chere wente outa man ofthe 
Eynted of the boule of Gaul, + whofe name 
was Semei the fonne of Gera, whic) wen⸗ 
te forth and « curfed, and caſt ſtones at Dae 
md, and at all Eynge Dauids feruaunces 
and all the people ane all che mightie mea 
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men were at his righte hande and at his lef · ¶ Abſalom laye with his fathers concubynes were fas 
te. Thus fayde Semei whan he curſed: Gee in the ſighte of all Iſrael. — — 
the forth, get the forth chou blondy bounde, Ye chattyme whan Achitophel gaue a Orit 
ehoumanofBelial. CheLORDE bathre- councell, chat was euen as yfa man axed tyme. 
warded the forall che bloude of the houſe councell ac God: Gowereall the councels 

of Saul, § chou becameft Eynge in bis fiea- Of Achitophel borh with Dauid and with 

de. Now bach che LORDE geuen the kyngdo Abſalom. 

me into ¥ bande of Abſalom thy ſonne, and The Xvi.Chapter. 

bebolde,norw ſtickeſt chou in chine orvne myſ Ld Achicophel fayde vnto Abfalom: A 


chefe,foz chou arta blondy bounde. 

Dut Abifarche forme of Serv Ja ſayde vn 
tothe kynge: Shall this deed dogg curfemy 
lorde the kynge? J wyl go and take the bea 
de awaye from bim.T he kynge faide: Me chil 
dren of Seru Ja what baue I co do w yous 
Lee him curfé on, forthe LORDE bath cons 
maunded bim: Curfe David. Who can faye 
now: DOby doeſt chon for 

C And Danidfayde onto Abifai and coall 
bis fernanntes: Debolve,my fonne which ce 
me of my body , ſeketh after my lyfe, bow 
moch moꝛe now che fonneof Jeminiy Lee 
bim curfe on, foz che LORDE bath cemmaun 
ded him: « peraduenture che L ORDE fall 
confydze my aduerſyte, and recompence me 
g00d foz bis curfynge chis daye.Go Dauid 
rvente on bis wayewith bis men. But Se- 
mei wente on by che mount befyde bim, and 
curfed,and caft ſtones at bim,z chzewe clot · 
tes of earch. 

And the kynge came in and all che people 
thatwas with bim,weery,and refrefhed him 
ſelfe there. But Abſalom and all che people 
ofthe men of Iſrael came to Jeruſalem and 

icopbel with him. Wyhan Chufai the A⸗ 
rachite Danids frende came into Abfalom, 
befayde unto Abſalom: God ſaue the Eynge 
Sod ſaue thekynge. 

Abfalom ſayde vnto Chuſai: Js this thy 
mercy vnto chy frende 7 Why art chou not 
gone with thy frende? Chnfai fayde vnto 
Abſalom: Mot ſo but loke whom the LORDE 
choſeth, and this people, and all the men in 
Iſrael bis wyl J be,and byde with him. Se 
condly, whom ſhulde J ſerue? Shuide J not 
do fernyce before bis ſonne? ite as J haue 
ſerued in che prefence of thy father, ſo wyll J 
Do ſeruyce before the alfo. 

And Abfalom fayde onto Achitophel:Ge 


D 


2Rei2€ ue vs youre councell what we fal dor Achi 
andise eopbel fayde vnto Abfalom :+Golye with 


tby fatbers concubynes, whom be bath lef- 
teto kepe theboule, fo ſhall all Iſtael beare 
that chou haſt made chy father to ftynte, 


1 
Of ‘J wil dofe our twolue thouſande me, 

and wyl gee me vp, and perfue David 
by nighte,and fall vpõ bim whan be is feble 
and weery:VOben J vere him chẽ ſo that all 
the people whĩch 1s by bim, flieth,7j wil ſmi 
tethe kynge oncly, and bzyngeall the people 
vnto the agayne. Go whan euer y man is 
brought unto che as thou deſyreſt chen ſhal 
alltbe people be in peace. Abjalom choughe 
that good, andfo dyd all the Elders in Ff 
rael. But Abjalom fayde 27 praye you calf 
Chufai che Arachite alfo, and let vs heare 
what be fayeth cherto.2nd wha Chufai ca- 
meinco Abſalom, Abſalom faidve vnto him: 
Thus hath Achicopbel fpoten, Gayethou 
now, [hal we doit oz not? 

Then fayde Chufai vnto Abfalom: It is 
no good councell Achitophei bath geuen 
atthiscyme. 2nd Chuſai ſa yde morouer: 
Thou knoweſt thy father well and bis men, 
that they are ſtronge and of a wrothfull ſto 
mac, enen* as a Beer that is robbed of hir 
yonge ones inthe felde,Cby father alſo is a 
man of warre,and wyl not be necligẽt with 
the people. Beholde, he hath now peraduen B 
ture byd bymflfe in fome cane oz in fome pla 
ce. Xf it cameto paſſe then that it chaunced 
enell atthe firft,z chere ſhulde come a rumoͤ 
and faye: Chere te a ſlaughter done in che 
people that folowed Abſals t hẽ ſhulde euery 
man be difcozaged, whic) els is valeaunt, z 
bathe hert like a lys: for all Iſrael knoweth 
chat thy father is ſtroͤnge, and that all they 
which be with bimare mightie men, 

Dut this is my coũcell. chat chou gather 
together all Iſrael from Dan onto Derfeba 
in nombre as the fondeof the See, and go 
thou thine owne perfon amonge them, thers 
veil we fall vpon bim in what place we finde 
bim, and wyil ouerwhelme bim enenas the 
dew falleth vpon the earth, fo thar we fol 
not leaue one of bim and ofall bis men. But 
of he reſorte in co a cite then ſhal all Iſtael 
caſt roapes aboute the fame cite, and drawe 
it in to the riuer. ſo that there ſhai not one ſto 
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and the bande of all them that are with >, 
Phalbecbe boloer. Then made they atente 
vnto Abjalom ~ vpon the honfe coppe. And 
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Then fayde falom and euery man in Fi 
rael: The —Sä— 
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Better then Achitophels councell. 
+BuctheL ORDEbzonghteit foto paf- 


byndzed, chat che LOR DE mighte beynge 
euell vpon 2Abfalons. 
CK Ano Chuſai fayde vnto Sadoc ⁊ Abia- 


aReasg thar the prcftes: Thus and thus bath Adi 


copbel counceled Abfalom and the Elders 
in jfeael: but fo and fo bane J counceled. 
Sendenow therfore in ali che haiſt, and cell 
Dauid,and faye:Abyde noc all nig hte in the 
playne felte of the mylderncs , but get the 
ouer, thatthe Eynge be not fwalowed vp, 
andallebe people chat to with bin. As for 
TJonathas and Abimaas, they ſtode bythe 
ell of Rogel, anda damſeil wente chither 
andcolde chem. They wente on cheir waye, 
andtoldetynge Daud, forchey durſt noc be 
fene co come iñ tothe cite. 

DButaladfawechem,andeoloe Abfalcus. 
Clenercheles they wente on their waye,and 
cameco a mans boufe at Daburim , whidy 
bad a well in bis courte, and chey wéte Dow 
ae to it And rhe woman coke and fpxda 
concrynge ouer the welles mouth,z firorcd 
firmencye come theron, that it was not per- 
ecaqued. Clow whan Abfaloms ſeruauntes 
cameo the woman into the houſe, chey fay 
der where ts Abimaaz and Jonathas? Che 
soma fayde vntothem: They are gone ouer 
thelicle water, 

D Andwhscheyfoughte and founde them 
not,they wenreagayne to Jeruſalem. 2nd 
whan they were gone,theyclymmed vp out 
Of the well,and wente their waye, andcolde 
Daniv F Eynge, and fayve onto Danid:Gee 
you vp,and go foonconer } rater, fortbus 
and thus bath Achitophel geuen councell 


agaynft you. 
Then Dad gat him vp, and all the pes- 
ple that was with bim,and paffed ouer Foz 


dane tyllit was cleare momynge. And there 
was not one, but be wente ouer IJordane. 
Whan Achitophel fawe that bis coũcell 
wente not forch, be fadled bis affe, gat him 
Dp, and wẽte homie ut co his citeand put bis 
boufe co poynte and banged bim felfe, and 
dycd, and was buried in bis fathers graue. 
nd Dawid came to Mahanaim and Ab 
ſalom wente ouer Jordane, allthe men of 
Iſtael b hint. And Abſalom had fee Ama- 
 f% quer the hooſt in Goabs ſteade. Amaſa 
was the forme of aman, whofe name was 
Jet hra a Gefraclite, which laye with Abi· 
Failthe doughter of Nahas the ſiſter of Se 
ru Ja Zoabs mother. But Iſrael and Abſa 
lom picched in Gilead. 
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Whan David wascometo Mabanainy, 
NMahas of Rabbath ofthe dildzé of Am 
mon, and* Machir che fonneof Ammiel of ¢; 
Lovebar,and*Darfillat a Gileadiceof Ro 
glim broughte bedſtuffe, ta peſtrie wozte, ba 
ſens, eart hen veſſell. whete, barly, meel, par⸗ 
ched come, beenes,oremeell,ryfe,bony , bute 
ter,fhepe and fat oren vnto Dauid, and to F 
peoplecbat was with bin, for to eate: for 
theyebought, Chepceple fall bebongrie, 
weer ye andchitftye in she wyldernes. 

The xVIl.Chapter. 


1¢ CT Dawid muſtred che people $ was 
with bim,and ſet capcaynes ouer che, 
ouer thouſandes and ouer bundzeds. 
And fencoue of che people onethirde parce 
vnder Abiſai che fonne of ZeruTu Joabs 
brother,and onechirde parte wonders tbat 
the Gethite. And the kynge fayde vnẽo che 
people: J wyll go forth with you alſd. Ne⸗ 
uůert heles the people fayde: Chon ſhalt noe 
go forth, for chough we fle,o2 die balfeof vs 
they ſhal not regarde vs. For thou art as ten 
thoufande of vs. Cherfore is this better 
that thou mayeft belpe ve out of the cite. 
The yngefayde: Lote what ye are concent 
wiebeall, chat wyl J do. And the kynge ſtode 
in the gate, and ali che people wente fort 
by hundꝛeds and by choujandes. And ? tin 
ge maunded Joab and Abijai,and Yebat, 
and fayde:Jnereace me the youge man Abie 
fom gently.2tnd all the people herde it, whã 
the kynge cOmaunded allthe captaynes con 
cernynge Abſalom. And whan ebe people 
were come forth inco the felde agaynft re 
rael,the bartayll beganne in the mod of E⸗ 
pbhraim. And che people of Iſtael were finie 
ten there before Danids feruaunces, fo that 
there was a greate flanybeer the ſame daye, 
of twent ye thoufande mien. And the battalh 
was ſcatred abzode there inebelonde. And 
the wod conſumed mody more people the fae 
medaye,then che fiverde confirmed. 

And Abfalom met Danids fernanntes, 
and rove vpon a Mule. And whan the Mu 
le came vndera greate thicke Oke tre, bie 
heade coke holde onthe Gle, and fo banged 
be betwene heauen and earth, butthe Mule 
ranne awaye from vnder bim. Whan acer 
tayneman fawetbat,be tolde Joab, and ſai 
de Beholde. J ſawe Abfalom hange vpõ an 
Okc tre. And Joab ſaide vnto che mã tol⸗ 
de it him: Bebolve, ſaweſt thou that, why 
ſmoteſt thou him not there coche groũ de? ſo 
wolde J baue geuen the of myne awne bee 
halfe cen ſyluerlynges and a gyrdell. 
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The man ſayde vnto Joabrf thou had 
Deft weyed me a thouſande fylucrlynges in 
my handes, yet wolde J not haue layed my 
handes on the kynges fonne. For che kynge 
commanndcd the and Abiſai and Ithai be- 
fore onrecares,and ſayde: Sepe me the yon- 
geman Abfalom. Oz yfJbadvyffembled 
pon the toperdy of myne crene foule (oz fo 
moch as norbince ſhulde be byd from kin 
gexboneby felfe uldeſt hauc ſtẽde againſt 
me. Joab fayve:t tor fo, wil vpon bim be 
foxetby face. 

Then coke Joab chze fpeares in bis han· 
de, and thruſt Abfalemebezow F herc, while 
he was yet alyue vpon the Oke. And ten ys- 

je men “joabs weapenbearers,cameabcure 
Bin and finote bim co death —5* blewe 
Joab the trompe, and bron the peo 
agayne, that they ſhulde Roce —— 
pon Fiael. Gor Joab wolde fauourethe peo 
ple. And they coke Abfalom, and caſt b min 
thewodin to a greate pytt,and layed a area 
te beape of ſtones vpon him. And all Iſtaei 
fled,enery one vnto bis tente. 

Abfalom badfech:m vp a piler whyle he 
was yet alyue.w bich ſtede in che tynges val 
ley, forbefayde: J haue no fonne,therfore 
[hall chis bea remembreunce of my name: 
and be called che piler after bis owne name. 
sop vnto this daie it is yet called Abfaloms 
place. 

Abimaas the forme of Gadocfayde: Lee 
me runne now, and brynge che fynge weade, 
— LORDE bath gotten him righte frẽ 
the hande of his enemies. But Joab ſaybe: 
Thou ſhalt bringe no geod cidinges co date 
another daye ſhalt thou beynge bim worde. 
and not to daye, for che Eynges ſonne is deed 
Dut onto Chufi fayde Joabr Gothou thy 
swaye,and tell che kyngẽ what thou haſt fe- 
ne. And Chufi did bis obeyfaiice onto Joab, 
and ranne. Ahimaas the fonneof Sadoc fai 

de aga yne vnto Joab: What and Iranne 
alfe Joab fayde: Wbat wilt chon runne my 
ſonne? Come bicber, chon ſhalt bzynge no 


The xix. Chap. 


good tydinges. (He anfiecred: ) What and 
rannẽ yet. He farde vnto him: Benne on y 
waye then.So Ahimaas ranne the ſtraight 
waye,and came before Chuſi. 

As for Dauid, be fat becwenethetwo ga E 
tes. And the watchman wente vp to * top- 

eof tbe porte vpon the wall, anolifte vp 
Bs eyes,and fawea manrenninge alene,and 
cryed, and tolde the tinge. The Eynge ſa yder 
RF bebe alone, then is chere good tydinges 
in bis mouth. And as the ſame wente and ca 
ime forth, the watchman fawe another man 
rennynge, and cryed in che porte and ſa yde: 
Beboldechererenceh a man alone. The kin 

e fayde: The ſame is a gocd meffaunge: al 
* «The watchman ſayde: J ſe the rennynge 
ofthe firſt as it rere the rennynge of Abht- 
maas the fonuc of Sadoc. Widebe kynge 
fayde:Heis a good man,and bryngeth good 
tidinges. Ahimaas cryed, and fayde vnto * 
kingẽ: Peace, and worſhipped before the kyn 
ge vpon bis face to the grounde and ſa yde: 
Pꝛaiſed be the LORDE thy God, which bath 
Zeuen ouer F men chat lifce vp cheir handes 
agaynft my LORDE the kyngẽ. 

The kynge fayde: Goeth it well withthe F 
yonge man Abfalom 7 Ahimaas ſayde: I 
fare a greate vproure whan Joab the tyn, 
ges fervaunt ſent weeby feruaunt,and J wo 
te not what it was. The Eynge fayde:Goa- 
boute,anbd ſtonde bere. Andbe wenteaboute 
and ftove there. Bebolde, then came Chuft 
and ſayde: Jbrynge goodeydinges my lorde 
the kynge: The LORDE bach executed righte 
fſor the chis da ye, from the hande of all them 
thacrofe vp agaynft the. But the Eynge fay 
de vnto Chuſi: Soeth it well with che yonge 
man AbfalomsChufi ſayde: Euen fo goit 
allebe enemyes of my lorde the kyn ge, and 
with allebem chatryfe vp agaynft the todo 
encll.as itgocth withthe yonge man. Chen 
was che kynge fozonfull,and wente vp inco 
the perler vpon the gate,and wepte, andas 
be wente, he ſa yde thus: O my fonne Abſals. 
my ſonne my ſoͤnne Abſal om, wolde God F 
‘i ſhulde dye for che. © Abſalom my fonne, 
my forme. 

The XIX.Chapter. 
If Ltd it was tolde Foab:bebolde, fin of 

Of ge wepeth z mourneth for Abfalom. 

And ſo out of F victory of daye the 
re came a mourninge amonge all che people. 
For the people bad herve the fame daye, & 
thetynge tote on benely becaufe of bis fon- 
ne. And > people ſtale awayethe fame daye, 
fo chat ebey came not in to che cite:asa peo 
ple chat is put co ſhame, pycketh chem fel- 
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nes awaye, whan they are fled in a battayll. 
As for che Eynge, be bad couered bis face, 
and cryed loude,and fayde: Ob my ſonne AL 
falom, Abfalom my fonne,nry fonne. 

But Joab came to che Eynge in to the 
boufe, and ſayde: This daye haſt thou fha- 
med all cby feruauntes (whic) haue delyue- 
red chy foule this daye,and the foules of thy 
fonnes,of chy dougbcers,of thy wyues,and 
of thy cOcubynes) in that thou loneft chent 
that bate the, and hateſt thoſe that loue >. 
For to daye chou ſheweſt chy felfe.chatebow 
carefé noc for che captaynes and feruaun- 
tes: For J perceaue this daye ,thac yf Abſa 
fom onely were alyne, and we all deed this 
daye,thou woldeft thynke it were well. 

Gee the vp now therfore, and go forth, 
Gnd fpeate louyngly onto chy feruauntes- 
For I ſweare ontorbe by * LORDE, yf thou 
So not forth, there fall not be lefte theone 
man this nighte: this ſhalbe worſe vnto * 
thenall cheeuell chat happened the fence y 
youth vpbicber to. The che Eynge gatbim 
vp and ſat in the gate, And it was fayde vit 
tothe people: bebolde, che Eynge ſytteth in 
the gave. Chen came all che people before * 
Eynge. Buc Iſrael was fled every one vnto 
bis tent. 

And all the people ſtroue in all the trybes 
Of Iſtael and Aꝛb The kynge ryd vs from 
the bande of oureenemies,and delyuered vs 
from the bande of the Philiſt ynes and was 
fayne to fle out of chel ove for Abfalem. So 
Abfalom whem we had anoynted oucr vs, 
is deed in che barcayll. Wyhy are ye fo ſt yll 
now, that ye fetdy noc thetyngeagayney 
CCThe bynge ſent vnto Gadoc z Abiat har 

the preftes,z caufed to ſaye vnto thé: Spea⸗ 
fevo che Elders of Juda, ⁊ aye: Why wyl 
yebe the laſt to fetch the kynge agayne vnto 
bis houſer ( for > ſayenge of all Iſrael was 
come wi ee the tyngeincobis houſe ye are 
my bretbzen,my bone and my fleſh. Wherfo 
re wyl ye then be the laſt to brynge the kyn · 
ge agayne ? And ſaye vnto Amaſa: Art noc 
thoumy bone and my flefly 7 God do this z 
that onto me, yf thou ſhalt not be che chefe 
captayne before mein Joabs fieade,aslon- 
ge as thou lyueſt. 

And he bowed the hert of all the men of 
Jude as of oneman. And they ſent vnto * 
Eynge: Come agayne, thou and all thy fer- 
uauntes: So the kynge cameagayne. And 
whan he came vnto Jordane, * men of Fu 
‘da were come to Gilgal, for to go Downe to 
mete the Eynge, thar they mighte brynge *? 
Eynge quer Jordane. And Semei the fonne 
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Of Gera the fonne of Jemini, which dwelt 
at Daburim, made haifé, and wente downe 
with $ menof Judacomece Eynge Dauid, 
and there were with bim a thonfande mé of 
Ben Jamin. «Siba alforbe ſeruaunt of the 
boufeof Saul with bis fyftene fonnes and 
twency feruanntes, z gat them thorow FJor- 
Dane and paffed cuer > fery,chactbey migh 
te brynge over the Eynges houſholde and co 
do bim pleafure. 

But Semei the forme of Gera fell downe 
before the Eynge, whanbe paffed cuer Jor⸗ 
dane, and fayde onto the kynge: O ny lozde, 
laye not the treſpace vnto mycharge T chyn 
ke not vpon it that thy ſeruaunt vexed che, 
in the da ye whan my lorde the kynge wen- 
te out of Jeruſalem:and let noc * kynge ta 
ke it to hert, for thy ſeruaunt knoͤweth chat 
be bath ſynned. And beholde, this vaye ant 
FJ come the firfEamonge all che houſe of Jo 
fepb, fozco godowneto mete my lorde che 


mge. 

— Abiſai the ſonne of Zeru Ja 
anſwered and fayde: And ſhulde noͤt Sem̃ei 
dye ther fore, ſe ynge be bach curſed * anoyn 
tedof > I0RGEEBut Dawid ſa yde:· What 
bane Frodo with you ye chüdren of Zeru · 
Ja, that ye wyll become Sathan vnto me 
this daye Shulde eny man dye this da ye in 

ſrael? Thyn keſt chou that I Enowe not, * 

am beceme Eynge ouer Iſtael this daye? 
And kynge fayde vnto Simei: Thou ſhalt 
not dye? And che kynge fivare vnto bim. 
Miephibolech che ſonne of Saul came 
dorone alfoto mete the kynge. Andhebad 
notmade cleanc bis fece ner combde bis beer 
de, necber bad be waß ſhed bis clorbes from 
thedaye that the kynge was gone awaye, 
vnt yll the dayetbat be came agaynein pea- 
ce. Now whã be cameto Jeruſalem foͤr to 
mete the Eynge , the kynge ſa yde vnto him: 
—— wher fore wenteſt thou noe 
with me And he fayde: My lorde OG Eynge, 
my ſeruaũt bath dealte vnrighteouſly with 
me:for thy ſeruaunt theug hte: J wil ſaddeli 
an aſſe and ryde theron,and go vnto the kyn 
ge:for thy ſeruaunt is lame, and he hath ace 
cuſed thy ſeruaunt be fore my lorde > kynge. 
But my lorde ¥ Eyngets an angelĩ of Goo, 
and thou mayeſt do what pleaſeth the. Foz 
all my fathers houſe was notbinge, but peo 
ple of death before my lorde ¥ Eynge. * And 
yet bafé chon ſet thy feruaunt among? them 
thateare at table. What orber righreonf 
nes haue J, chat J ſhulde cryeeny moze vn 
to the kynge? The Eynge fayde vnto bim: 
Whar ſpeabeſt chow yer moze of chy mat · 
“u 
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ter? J banefayde:T hou and Siba parte the 
Tondeberrvene you . Mephiboſeth jayde vn⸗ 
to the kynge:; Let bimeateicallinas moch 
as my lorde > kynge is come home in peace. 

FAnd Barſillai the Gilea dite came downe 

from Roglim, and broughte the kynge ouer 
ordane chat be mighte cSueye him in Jor⸗ 
dane. And Barfillat was very olde, ſo good 
as foure ſcore yeare olde, · the ſame bad pro 
uyded ¥ Eynge of fode whyie be was at Ma 
banaim, for be was a verynobleman. 2nd 
ehetynge fayde unto Darfillai:T hou hale 
go ouer with me, J wyll cake care forthe ch 
mynegrwne felfe ac Jeruſalem. Dur Barfil- 

Tal fayde onto the Eynge : What haue J yet 

to lyue that J ſhulde go vp to Jeruſalem ch 

the kynge? Chis daye am J foure ſcore yea- 
re olde. How fhulde Fj Enowe what is good 
or euell, or taiſt what J eate oz drynke, oz 

eare what the Muſicians do fynge Why 

ulde thy ſeruaunt be chargeable firſt vnto 
my lorde the Eynge ? thy ſernaunt ſhall goa 
litle with che Eynge over Jordane Vhy wil 
theEyngerecompence meafterthis nianer? 

Lettby fernannt turne backe agayne, that 

Tmaye dye inmy cite befybemy father and 

my mothers graue. Bebolde,thereis thy fer 

uaunt Chimeam, lee bim go ouer withmy 
lowe * rynge, and do onto him what plea 
the, 

GB  Thekynge fayde:Chimeam fhal go ouer 
svith me, andF wyll do for bim what liter 
the:and what fo ener thou deſyreſt of me, 
that wyll J do forche alfo. And whan all > 
people was gone oner Jordane and the kyn 
Se likewyſe, the Eynge Eyffed Barfillar and 
bleffed him, and be turned vnto bis place. 
And > Eynge paffed oner unto Gilgal,and 
Chimeam wente with him. And all che peo⸗ 
ple of Juda broughte the kynge ouer, how⸗ 
beit there was but halfẽ of the people of Sf 

rael the re. 

And beholde, thẽ came all the men of Gf 
rael nto the Eynge,z fayde vnto bim: Why 
Bane oure hrethren the men of Jude ſtollen 
theawaye, and bane conue yed > Eyngeand 
bis houſholde over Fordane,and all Danids 
men with bimy Then anfivered they of Ju⸗ 
da vnto them of Iſtael: The tyngeis of ou- 
tenye Eynred, why are ye angrie ther fore? 
Thynre ye that we baue receaued eny fode 
92 giftes of the Eynge?T ben anſwered they 
of Iftael vnto them of Juda z fayde: We 
bane ten tymes moze with the Eynge and 
with Dauid, thé thou, why baft chou regar 

dedmechen folightly, char qures were not 
the fuſt co fetch oure kynge agayney Buc 


Khe xx. Chap. 
they of Jude fpate harder then they of Ff- 
reel. 
The xXx. Chapter. 

Here was a famous man of Selial 
g there, whofe namewas Geba > fon 

ne of Bichzt,a mã of Yemim, which 
blewẽ the trompe, and ſa yde: * We haue no 
porcion in Dauid, ner inberitaunce in } ſon 
neof Iſai: let every ger him to bis cent, O 
“Hfracl. Chen fellevery nian in Iſraei from 
Dauid,and folowed Seba che fonne of Bi- 
x. Duc the men of Gude cleved puto their 
Eynge from Jordane vnto Jeruſalẽ. Whan 
Dauidcame heme to Yernfalem,be cote che 
ten concubynes(* whembe bad lefte to kepe 
the boufe)and putchemina holde to be tep 
te, and made prouyfion for them:but belaye 
not with chem, and ſo were they ſhut vp vn 
to their death, and lyued wedowes. 

And kynge ſayde vnto Amaſa: Call me 
all the men of Juda cogerber agaynft che 
thirde daye,z be thou bere prefent alfo. And 
Amafa wite co call Juda cogether. And he 
was flacPeto come at * tyme which be bad 
appoynted bint, And Dawid faydewnto Abi 
fat: Viow ſhall Seba the fonne of Bichri do 
vs moze harme then Abfalom.Tatechouy 
lordes ſeruauntes, and folowe vpon bim, & 
be fynde not ſome ſtroge cities for bim, and 
ſo eſcape out of ourefighte. Chen wente Fo 
abs mé forth afecr bim,and the Chzetbians 
and Plethiano, and allebemightie mé: and 
they wẽtẽ ont of Jeruſalem to folowevpon 
Seba thefonne of Bichri. 

But whan they were by the greate ſtone 
at Dibeon, Amafa came before chem. As for 
Joab, be was gyrded abouc bis garment 
wbidy hebadon, and vponit be bad a fiver 
de gyrded, which banged bybis thycin the 
fheeth, and wente cafely outand in, and fell 
£6 bim. And Joab fayde vnto Amaſa: Pea 
cc be with che my bzorber. And Goabtote 
Amaſa by che beerde with his righte have, 
to Eyffe bim. And Amaſa tote no bede vnto 
} ficerdein Joabs hande, and he thruſt him 
therwith in to the bely, p bis bowels ranne 
ont vpon the earth, and be chanfé at him no 
moze. And fo bedyed. 

Boab z bis broker Abifai folowed vpon 
Seba ¥ ſonne of Bichri. And enc of Joabs 
feruauntes ftode by him, and fayde: What 
is he this » wolde beagaynft Joabto plea 
fe Daud, and co be with Dauidin Yoabs 
ſteade ? As for Amafa , belayerciled inthe 
bloudein $ myddes of the firece. But wht 
onc farce chat all the people fiode here fill, 
Heremoucd Amaſa from the ſtrete vnto che 
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felde,and caſt a clothe vpon bi, foz fo moch 
as be ſawe, chacmbofo euer cameby bim,fto 
De féyll. Pore whan be was put ont of che 
weye,every man were after Joab,co folowe 
vpon Seba the fonne of Biche. 

nd be wente thorow all F erybesof Iſ 
rael onto Abel Bech Maacha, andallebe 
befé hofenmen gathered chem felues toge⸗ 
ther, z folowed after bim,and came andbefé 
ged bunat Abel Bech Maacha, and made 
ã bante abouteto citebarde on wall. And 
all che people that was with Foab,layed co 
their oid ynaunce, and wolde bane caft dow⸗ 
ne the well. 

Then cried there a wyſe womã ont of F 
cite: Deare,beare,faye onto Joabthat be co 
me bicber, I wyl (peate with bim.2ind whe 
becameco ber, che woman fayde : Art thou 
Joabs He fayde: Mee. She fayde vnto bim: 
Heare the wordes of thy handma yden. He 
ſa yde: J beare. She ſa yde: The comonfayen 
ge was fomcyme : Who ſo wyll are, ler him 
ere at Abel, and ſo came it to a goodende. 
Thisis noble and faichfull citẽ in Iſrael, 
and wilt thou deſtroye the cite and the mo- 
ther in Iſrael? Why wilt chon ſwalowe vp 
tbe enbericaunce of the LORDEY 

Joab anfivered and ſa yde: That be farre, 
thac be farce frome, that J fhulvefivalowe 
vp anddeftroye. The matẽer is noc fo, but a 
certayne man of mount Ephraim named 
Seba the ſonne of Dich, bach lifte vp him 
felfeagaynft Eynge Dauid, delyuer him one 
Ty,and J wyl departe from che cite. The wo 
man fayde unto Joab: Beholde, bis heade 
fhal be caſt unto the over the wall. And the 
rooman came itt to all the people with bir 
wyßdome. And they ſmoͤte of the beade of 
Seba the fone of Bichri, and café it onco 
“Joab. Then blewebe the trompe andebey 
Deparced from the cite, every one vnto bis 
tent. But Joab came agayne to Jeruſalem 
vnto the Eynge. 

*Joab was captayne oner all the hooſt 
Of Iſtael: Benaia > fonne of Joiada was 
ouerthe Chiethians and plethians : Ado⸗ 
sam was rent gatberer: Jofapbatchefonne 
of Abilud was Channceler: Seia was the 
‘ferybe: Sadoc and Abiathar were the pref- 
tes: Ira alfo $ Jairite was Dauids pref. 

The XXI. Chapter. 
Here was a derth alſo in Davidsty- 
methre yeares together. And David 
fougbtethe face of FLORDE. And 
theLORDEfayde:Becaule of Saul and be 
caufe of that blondy houſholde · Fhe flewe 
the Gibeonites. Chen rhe Eynge caused for 
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to callthe Gibeonites,and fpake vntot hem. 
(As for the Gibeonites, they were not of * 
childzen of Iſrael, bursa remnaunt of the 
Amozites : hewbeit *ehe childzen of Iſrael 
bad ſworne vntothẽ, and Saul ſoughte foz 
tofinyte them in bis gelouſy, for che childrẽ 
of Firacland nda.) Chen fayde Dauid to 
the Gibeonites: Whar [hal J do vnto you? 
And where withall ſhal J make che attone 
ment, that ye maye blefje > enberitaunce of 
} LORDE7TC he Gibeonites fayde vnto him: 
Je is noe for golde and fyluer that webane 
to dor Saul and bis houſe, nether baue we 
oughte to do forto flaye eny main Iſrael. 
Se ſa yde: What faye ye eben, thar J ſhal 
do vnto you? They fayde vnto > kynge: The 
man that bath deſtroyed vs and broughte 
vs to saughte , ſhulde we deftroye, that no- 
thinge be lefre bim inall the coaftes of Iſ⸗ 
reel. Let there be geuen vs ſeuen men of bis 
ſonnes, that we maye hange them vp vito 
theL ORDE at Gibea of Saulebe cheſen of 
the LORDE. The kynge fayde: Fj wyll gene 
them. Howbeit the kynge fparcd Mephibo⸗ 
ſech ? ſonne of Jonat has ſonne of Gaul, 
becaufẽ of theooth of the ORDEv was 
betwene chem: + namely, betwene Dawid z 
— the forme of Gaul. Buc the two 
fonres of Riſpa ¥ doughter of Aia, whom 
fhe bad bozne onto Saul, Armoniz Mephi 
boſeth, And che fyue fonnes of Michol che 
doughter of Saul, whom [he bare vnto A⸗ 
driel che fonne of Barſillai che Mahalothi· 
te,dydthe Eyngetate, and gaue them into 
the bandes of * Gibeonites, whic) banged 
thé vp vps the mount before the LORDE. 
So theſe ſeuen fell ac onetyme,andoyed C 
in the tyme of the firſt barueſt whan ? bar- 
ly harueſt beg ynnet h. Then tote Riſpa the 
doughter of Aia a ſackcloth, z[pzed it vpon 
the rocPinche begynnynge of the harueſt, 
tyll che water from the heauen dropped vpd 
them, and fuffred not the foules of the bea- 
uen to reft on them onthe dayetyme, netber 
the wylde beeftes of the felde onthe nigh- 
te ſeaſon. And it was tolde Dauid what Rif 
a the donghter of Aia Sauls concubyne 
Bao Done. 
And Danid wente and coke the bones of 
Saul and the bones of Jonathas bis fonne 
from ? citefens at Jabes in Gilead (whid> 
they · had frollen from ? ſtrete at Sethfar, 
where ? Philiſt ynes had banged che, what 
tyme asthe pbiliftynes bad ſin ytren Gaul 
vpon mount Gilboa)and broughte them v; 
from thence,and gathered them together 
the bones of themtbatwere hanged. And D 
ag 
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thebones of Gaul and of bis fonne Tona- 
thas buried cheyin $ londe of Ben Famin, 
beſyde $ graue of bis father Cis. So after 
this was God at onc withrbe londe. 

Buc there arofe warreagayne of F Phi 
Lftynes aga ynft Iſtael. And Dauid wence 
dorne z bis feruauntes with bim,z fough · 
teagaynfé che pbiliftynes.2ind Daud wes 
weery, ⁊ Jeßbĩ of Ltob( whid) was one of 
the childzen of Rapha, andcbe weightof 
bis fpeare was thee C. weight of bzafje,and 
badanewbarneffe vpon him) choughte to 
finyte Dauid. Neuertheles Abiſai the ſonne 
of Seru Ya helped him, ⁊ ſmote the pbilifty 
neto death. Chen ſware Danids men vnto 


+Reisa him, z fayde: · Thon [hale nomozego forth 


with ve vnto the warre,that thelanterne in 
Iſrael be noc put out. 
A fterwarde there aroſe yet warre at 


Fat. aa a Nob with che philiſt ynes. Chen Sibechai 


the Huſathite ſmote Saph, which alſo was 
one of the childꝛẽ of Rapha. 

And there arofe yet warre at Gob with 
the pbiliftynes. Chen Elhanan the fonne 
of Jaere Orgim a DBethleemice ſmote Go- 
liath the Gechite, whid bad a fpeare, who- 
fe ſha ft was lite a weenerslome. 

And there arofe yet warre at Gath, whe- 
re there was a cõtencious man, whid bad 
fire fyngers onbis handes, and firetces on 
fete,chatis foure and ewéty in che nom 

2€,4nd be was borne alfo of Rapha. And 
whan be {pate defpicefully onto Each jo 
nathas > fonne ote Simea Davids brother 
finoce bim. Thefe foure were borne vnto Ra 
(i at Gath , and fell thorow the bande of 
anid end of bis ſeruauntes. 
The XXI. Chapter. 

a Lily David [pate che wordes of this 
fonge befozethe LORDE, what tyme 
as the LOR DE baddelynered bim frõ 

the bande of all bis enemies, andfromebe 
bande of Saul,and be ſayde. 

TheL OR DE is my ftonyrock, z my caf- 
teil,and my delyuerer. 

Godis my firengeh,in him wyl F putmy 
truſt: my ſhyide ⁊ the bone of my faluacion, 
my defence z my refuge,my Sauioure thou 

ſhalt belpe me from violent wronge. 


Phalaz.a +%j wil call vpon the LORDE with pray 
ffo 


al Fj be delyuercd fro myne enemies. 
For thẽe forowes of death cõpaſed me,and 
the brokes of Belial made me afrayed. 
The paynes of bell came aboute me,and 
the ſnares of death bad onertaten me. 
BS _ Whey was in erenble,F calledops the 
LORDE, yeeenen my Gov called J ypon,z 


Che xxij. Chap, 


fH be herde my voyce frõ bis holy temple, z 
my cõplayntel came in ro bis eares. 

Che carth trembled and quated,the four 
dacions of the beauen [yoke and moued, be 
cauſe be was rroth. 

‘Smoke wente vp from bis nofe,and con- 
fumynge fyze ont of bis mouth, coles were 
Eyndled therof. 

de bowed the beanens and came dow⸗ 
ne, and it was Darke vnder bis fete. 

He fat vpon Cherub and dyd flye,andap 
peared vpon the ferbers of the wynde, 

He maͤde darknes bis pauylion rounde a 
boute him, thicke water in che cloudes of > 
ayre. 

Ac the brightneffe of hity were the fyze 
coles Eyndled, 

TheLORDE thondered from heauẽ, and 
the Hyeſt pus forth bis voyce. 

de [hot bis arowes ,andfeatered them: 
belighcened,and difcomfired chem. 

The pourynges our of the Gee werefee C 
ne, andthe foundacions of che earth were 
diſcouered at the chydinge of the LORDE, 
⁊ at the brech of the ſprete of bis wrath. 

de ſent done from aboue, and receaucd 
me, and drue me out of many waters, 

He delyueredme fro my ftronge enemye, 
from them that bated me, for they were to 
mightic forme. 

‘Hey ouertotemeinthe tyme of my tron 
ble,buctheL OR DE was my ſuccoure. 

Se broughte me forth in ro libert y he dely 
uered me, becauſe be bad a fauoure vnto me. 

TheLORDE fhal rewarde me after my 
righteouſnes, and acordinge to the clennes 
of my handes ſhal be recompence me. 

§or J haue kepte F waye of the LORDE, 
zbauenot bene vn godly agaynftmy Goo. 

Soꝛr J haut an e ye onto all hislawes,and gy 
Dave not put bis ordinaunces fro me. 

Cher fore wil J be per fecte onto bim,and 
wyl efbuc myne ãwne wiednes. 

Sofbal * LORDErewarde me after my 
righte ouſnes, acordinge to the clénes of my 
andes in bis eye fighte. 

With ebe holy Pale thon be holy, and cᷣ 
the perfectetbou [hale be perfecte. 

With che cleane chou fhale be cleane, and 
with the frowarbde thou halt be frowarde. 

For thon ſhalt ſaue che poore oppreſſed 
people, aud ſhalt ſet chine eyes agaynſt the 
proude to brynge them downe. 

For chow ® LORDE aremy lanterne. The 
LOR DE fhal lightemy dartneffe. 

Sorin ¥ FJ fhal oifcdfite ar: booſt of men, 
zinmy Gov Fj fhalleape ouerthe wall. 


Kom.tz · a 


Lhe i. bole of che klynges. 
£ The wayeof God is perfecte: * wordes 
of che LORDE are eryed inthe fyze:be isa 
Phylve for all chẽ chat put theit truſt in bint 

For where is there a God,ercepre LOR 
DE? ®2 who bath eny firengeh without ou- 
re God? 

Gov hath ſtrẽgt hedme with power,and 
made playne a perfecte waye forme. 

Hebach made my fete like hartes fete, z 
bach fecme vp an hye. 

Heceadeth my handes to fighte,and ben 
Seth the ſtele bowe withmyne armes. 

And chou haſt genenme che ſhylde of F 
bealeh,and with ¥ louynge correccion [hale 
ehoumulciplye me. 

Thor haſt enlarged my goinge wonder 
me and myne antles bane not flyded. 

wyl folowe vpon myne enemies, and 
Defkroye che: and wyl noc curne backe agay · 
ne,cyll J baue broughte chem tonaught. 

J wũ cOfinne them and chinft them cho 
rorõ thatthey come not vprthey ſhal fall on 
‘der my fete. 

Thou haſt girdedme with ſtrength ro > 
baccayll,and haſt ſubdued chem onder me > 
rofe vp agaynſt me. 

Chor hafé made myne enemies co curne 
their bacPes vpõ me, chat J might veftroye 
them that hate me. 

They ſhal crye, but there ſhalbe no Sa- 
wioure: yee enen onto the LOR DE, but bean 
ſwereth them nor. 

Jroil beate them as finall as the duſt of 
thẽ earth: enenas $ claye of che ſtretes wil 
Jmate chem ehynne, and ſprede chem out 
a@brode, 

But me fhale chou delyuer fromebe firy- 
nynges of the people, and ſhalt kepe me to 
be yheade of the deychen:% people whom 
‘FJ bhaue noe Enorwne, ſhal ſerue me. 

The ſtraunge childzen haue denyed me: 
atthe hear ynge of the eare ſhal they berté 
vnto me. 

The ftrannge childzen are waren olde, z 
are ſhut vp in their pzefons. 

The L RD lynech, and blefjed be my 
tou a magnified bethe firengeh of my 

ealeh. 

God ſeyth that J be avenged, andfisb- 
dueth the people vnto me. 

Hebryngeth me out fro myne enemies: ⁊ 
from them F ryfevp aga ynſt me, ſhalt chou 
exalte me, and from > cruell man ſhalt thou 
delyuer me, 

* Gortbis cauſe wyl J geue thankes vnto 
the amonge the Heythen and ſynge prayſes 
vnto thy name. 


$ 


Khe xxiij. Chap. eo. li. 


Wbich doch greate health foz bis Eyn- 
g¢,z Pherveth mercy vnto Dauid bis anoyn- 
ted, and to bis fede for euermore. 

Tbe XII. Chapter. 

Seſe are che laf— wordes of Dauid: 

Danid che fonne of Tai fayde. Che 

man,tbhat was fet vp tobe *ð anoyn 
ted of the God of Yacob, z « pleafaunt dy- 
ter of fonges of Iſtael ſa yder Che ſprete of 
theLOR DE bath fpoten by me, and the vt⸗ 
terannce therof is done thozore my cunge. 
He fayde: The God of Iſtael bath (pote viz 
to me,cbe ſtrength of Iſrael che gouernoue 
reamongemen,therighteous gouernonre in 
the feare of Sod. As thelighte is in $moz- 
nynge whan the Somme aryſeth, forbat for 
the brightneffe therof no clouderemayneth: 
andaschegraffe loketh vponche earthcho 
row the rayne euen fo [pal my houſe be with 
God.* Foz he hath mave an euerlaſtinge co 
uenaunt with me, well appoynted on enery 
fyPeand fire. For chisis all my bealthz plea 
fure,thac it ſhal growe. Duc che Selial foal 
be vtterly z cleaneroced out as the thornes, 
which mẽ tabe noc in their hãdes. And they 
rouch them, foal deſtro ye them wb yrons ẽ 
ſpeares: z inthe fyre ſhal they be brent, that 
they maye be broughte to naught. 

Theſẽe are the names of Dauids Worthi 
es: Jaſabeam > ſonne of Hachmoni,the che 
fefEamonge thie, which lifte vp bis ſpeare 
fleweeight hundret h at onetyme, 

After him was Eleafar the forme of Do 
dithe fonne of Ahohi amonge the thre Wee 
thies with Damd,wban they fpate deſpyte 
fully co che Philiſt ynes, andere gathered 
together coche batrayll, and the men of Sr 
rael wente vp-Then ſtode be vp and fimore 
the pbiliftynes,cyll bis bande was fo weery 
thacit crompled with the fiverde.2Andebe 
LORDE gaue @ greate victory at the fame ty 
me, fotbat the people turned after him to 
fpoyle. After him was Gammathe ſonne of 
Age F Hararite. Whã the Philiſt ynes had 
gathered themfelues ina company, and in 
thefame placetherewas a pece of [Sve full 
of ſmall corne, and the people fled before the 
Philiſt ynes thẽ ſtode he inthemyddes of * 
fe of londe, zdelyncred it, zfinote $ Phi 

ifEynes. 2nd God gaue a greate victory. 

And thefe chee pryncipall amonge ebirete, 
came Dorn in the barneft onto Dautd,into 
the cane of Adullam ⁊ the hooſt of $pbi- 
liſtynes laye in * valley of Rephaim. But 
Dauid was at the fame tyme in the caftell, 
and ? philiſt ynes peoplelaye at Bethleem. 
And Dauid was deſyrdus, and ſa yde: Wol · 
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The ij. boke of che lynges. 


be God ỹ ſeme man wolde fetch mea drynke 
of water out of the well at Bethleem vnder 
the gate. Che brake the thꝛe Woꝛthies into 
the hooſt of the Philiſtynes, and drue of the 
water out of che well at Becbleem wonder F 
Sate, T carted it ⁊ broughte it vnto Dawid: 
deuertheles he wolde nor drynke it, but of⸗ 
fred it vnto che LOR DE,zfayde:The LOR 
DElet this be farre frome,that J ſhulde do 
tt. Is it not the bloude of the men that io⸗ 
perded their lyucs,and wente thither 7nd 
be wolve not diynke it. This dyd the thre 
Wort hies. 

Abiſai F bꝛrother of Joab the ſonne of 
Deru Ya was one alſo chefe amõge thee. He 
hfte vp bis {pearez ſmote thre bundzeth, z 
was an Groncient man amsge thie, zebeno 
bleſt amonge thre,z was their ruler. Buc he 
came not unto the thre. * And Benaiathe 
fonne of Joiada, the ſonne of Ffhail(a mars 
of greate actes of Cabzeell ſinote two migh 
tie giafites of } Moabites. wẽte dorne,z 
flewe a lyon at a well inthe ſnowe tyme. He 
ſmote allog fuyze goodly man of. gipte, 
wyhich bada|pearein bis hande. Sut he we 
te downe to bim with a ftaffe and toke the 
{feare ont of thetEgipcians bande by vio- 
lence, and ſlewe bim with bis orvne fpeare. 
This vyd Benaia the forme of Goiada,and 
was a famous man amogethie Wort hies, 
and more honorable then chethircie, bur be 
came not vnto the thze. And David made 
dim of bis fecrete coũcell. 

Afabel the brother of Toab is amonge 
¥ chircie:Elbam bis wncles fonneat Beth⸗ 
leem. Sammia the Haradite Elika the Ha- 
radite, deles the Paltite, Gra the fonneof 
Ceoite, Abifer che Anehorbite, Mebunai 
the Huſathite Zalmon the Abobire, Mahe⸗ 
raithe Netophatite. Ithai the fonne of Be 
bat of Gibea of the dildzé of Ben Jamin, 
Benaia the pirgathonite, Hidai of che bro 
te of Gaas, Abialbon the Arbachite, Aſma 
neth the Sabumite, Eliabeba the Baalbo- 
nite. The children of Jaſen and Jonathas: 
Sammi the Hararite, Elipbelec the fonne 
of Abafbai ? fonne of Macchathi,Eliant 
the fonneof Achitophel $ Gilonite, Heftat 
of Carmel , Pacrat the Arbite, Fegael che 
fonne of Nathan of Soba. Bani the Gadi 
te,deleg the Ammonite, Na harai the Beero 
thite, che weapen bearer of Joab the ſonne 
of Sern Fa, Fra the Jethrite Sareb the Ye 
thrite. Vrias the Herbice. Thefe are alltoge 
ther feuen and thirtie. 


The XIII. Chapter. 


The xxiiij. Chap. 


2 if 

moued Dauid amonge them, becauſe 
be ſaide: So. nombre Iſrael and Juda. And 
the kynge ſayde vnto Joab > chefe captay 
ne of bis hooſt: Go aboute in all che trybes 
of Iſrael from Dan vnto Berſeba, and nom 
brethe people, that J maye knowe how ma 
ny they be. Joab fayde vnto the Eynge: The 
LORDEtby God advde wntotbis people an 
hundreth cymes as mod) as itisnow that 
my lorde the kynge maye fe bis eyes luſt cher 
on. But why bach my lowe the kynge a defy 
re to this thinge 7 Neuertheles che fynges 
wordeprenayledagaynft Joab and the cap 
taynes of the hooſt. 

So Joab and > captaynes of the hooſt 
wente forth from che Eynge, to nombe the 
people of Iſrael, and paffrd ouer Jordane 
and pitched at Aroer, at the righte bande of 
the eite which lyeth in. > ryuer of Gad, and 
at Jaſeer, z came co Gilead, and inthe lowe 
countre of Hadfi,and came onto Dan Jaan, 
a@nd aboute Sidon, and cameco the fironge 
cite of Tyrus, and all the cities of the Hent 
tes @nd Cananites, and came forth to the 
fouth parte of Juda onto Berfeba, and we 
terounde abourecbat countre, andafterny 
ne monetbes and twent y daies they came to 
Jeruſalem. And Joab velynered vnto FEyn 
Fe the ſumme of the people chat was nom- 
bred. Andin Ffracl rhere were eight C. thew 
fandefironge men,chat drue out the fiverdes 
and in Jude fyue hundreth thonfande men, 
And after that the people was nembred, Da 
uids bert finctebim ſelfe. And Dauid ſa yde 
wnto LORDIIr bane ſynned ſore, that J 
haue done this And now LORDEtate araie 
thetrefpace of thy ſeruaunt. For Ihaue do 
ne very vnwyſely. 

And whan Dauid roſe vp in the mornyn 
ge, the worde of che LORDE came vnto the 
prophet Gad, Dauids Seer, z fayde: Goz 
{peake unto Dauid. Thus fayethche LORDE: 
beynge thethre thinges, chofe the onc of 
chem that 3 maye do it onto the. Gad came 
vnto Dauid, anð tolde bim, and fayde vnto 
bim: Wilt chou that fenen yeare derth ſhall 
come in tocby londerOz that thou be fayne 
to flye befoze chine aducrfaries thze mone- 
thes, and theyto perſecute the? Orthat thee 
xe bepeftilence thre dayes in the londe Ta- 
ke aduyſement therfore and fe. what anſwe · 
rej ſhal bringe agayne vnto him ſentme. 

Dauid ſayde vnts Ged: J am mnieertrene 
trouble.» Neuert heles (yf it maye be) let me 
rather fall in to ¥ handes of the LORDE(for 


LloetheLORDE was wiothfully dif A 
pleafed of * newagaynft Iſrael, and «Paras.a 
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bis mercy is greate) J wyll noe fall into the 

bandes of men. 

So the LORDE ſent peftiléce in to Iſrael 
from che morow vntothe tyme appoynted, 
forbatchere dyed of the people from Dan 
vnco Berfebs , thzefcozeand cen thouſande 
men. 2nd whan the angel firetdyed bis han 
De ouer Jeruſalem to deftroye it, the LORDE 
repented oner theenell, and fayde onto che 
angell: Jets ynough, bolde now thy bande. 
The angell of theL ORDE was. befydethe 
barne of Arafira che Jebuſite. Buc what 
Dauid (awe the angell chat ſmote the peo- 
ple,be fayde vnto the LORDE:bebelde, It is 
Jcbat have ſynned, J haue donẽ the trefpa 
ce: As for theft ſhepe what haue theydoney 
Ob lee chy have ke aga ynſt me and aga ynſt 
my fathers houſe. 

And Gad cameto Danid at the famety 
Me, and ſaide vnto him: Go vp,and fer vp an 
altare vnto the LORDE in } barne of Araf⸗ 
nea che Jebuſite. So Dauid wẽte vp as Gad 
fayde,and as the LORDE bad commaunded. 
And whéF Arafna loked aboute him, be fawe 
thet ynge with bis feruaunces goinge vnto 
bim,and be worſhipped vpon bis face to tbe 

rounde, and ſayde: Wher fore commeth my 

orde ¥ Eynge vnto bis ſeruaunt? Dauid fay 
de:To bye the barne of the,andeo buylde an 
altare onto the LORDE,thacthe plage maye 
ceaffe from the people. 

But Arafnefayde nto Danid: Leemy 
lorde the kynge tabe it, and offre what plea- 
feth bin. Beholde, there is an ore fora burnt 
offerynge, and ſleddes, and veſſels of oxen 
torbe wodd. All this gaue Ara fna onto the 
kynge. And Arafna fayde vnto ¥ kynge: The 
LORDEtby God mate the accepted vnto 
bim.Cteuertheles ? Eyngefayde vnto Araf- 
na: Mot fo, but J wyll bycit of che for as 
mod) as it is worth. Foz J wyl noc offre 
burntofferynges wnco ¥ LORDE,of p which 
“Fj bane for nanghte.So Dauid boughteche 
Barne and che ore for fiftye Sicles of fyluer, 

and buyldedan altare there onto the 

LORDE, and offred burntofferyn 
ges z deede fferynges. And 
the LORDE was mer 
cifull onco > lon 
de, and F 
pla- 
Be ceaffed fremthe peo- 
ple of Iſrael. 


The ende of the ſeconde bobe of the kyn · 
ges, etbermyfe called the fecon. 
vebote of Samuel. 


of che kynges. Fo. lij. 
She thyrde boke 


of che kynges. 


What this boke conte yneth. 


Chap. ¶ Adonias ſeketh bis fathers Fyng 
Dome,Salomonts ordeynedkynge. 

Chap. i. _ Dawid before his death echor- 
teth Salomé to godlynes.Avonias,Joaband 
Semerarepuc to death . Abiatharis depofed 
fromrbepzefthooe. 

Chap. ul. Saloms optayneth wyfdome of 
God. Thewife fenrence of Salomon berwene 
the howemen thar ftroue for rhedilde. 

Chap. ull. The deferipeion of Salomons 
Eyngdome,and of bis wyfoome. 


Chap. V. Siramthetinge of Tyze fender 

‘Salomon connyngecraftefmento buyloethe 
emple. 

Chap. vi- The deferipcion of the time whã 


Salomon begannero buyloe the Temple, and 

bow Itwes buyloed. 

Chap. vil. Salomon buyldeth himfelfe an 

houft of therymber of mount Libanus. 

Chap. Vil. The Are of the LOR DE 16 
‘brought in to Salomons temple.Chetbankef 
Geuynge and prayer of Salomon. 

Chap. Ix. ye LOR CE appeareth vntoSa 
Tomon , which genet Biram twenty cities oc. 

Chap. X- ‘Quene Saba bearyngeof Salo 
mons wyfdome,commeth to Ferufalem. 

. Xl. Salomon difpléaferlh God witty 
the loue of Seythenyfh wemen.Govdeuyderly 
bis Fyngdome, be dyeth- 

Chap. Xi. Roboam foloweth yonge coun- 
‘cell, and maketh the people to clene ro Sero- 
boans which ferreth vp Zbolatry with the we 

é golvencalucs. — 

bap. Xi. Jeroboam defpifeth the prophet 
Top the LOR Dita punyiheore reeeanch torgea 
ee agayne. ALyon flayerh the difhobedrene 


pr 

Chap- Jeroboam dyeth , bis ſonne Na · 
Rab tsbyngeDFRoboams cones 

a xv. °Abie reigneth in ude , after 

eignerbAfa, whith hath warre with Baa- 
fa thetynge of 3feacl, Afrerbim reignerh Jo 
faphath:and Bnefa dyeth. 

*68 lla reigneth in ſteade of his fa 
ther Baeſa Smriiay eih him, andtaketh the 
Eyngdome. Thepeople ave vewided. Achab is 
Fynge. 

Chap. Xvit. 
astyme The LOR De fedethbim thorowrhe 
Rauens,andby rhe wedoweat Sarepta. 

Chap. XVI Elias commeth agayne vnto 
Achab.AllBaalepreftes are flayne. 

Chap. XIX. Tefebel rhreateneth Elias, be 
flleth,qndis fedand ftrengthed by theangell. 
The LOR DE talfeth with him vponmoune 
Bored Elifeusis callen. 

ap. XX. Benadab the kynge of Sirta 
fightetbagaynft Samaria and sfrrel,iso- 
nercomeand difcomfited. 


at 


Agreate dr0uth &K verth in Lt 


Chap. xxl. Adeb oppreffeth Naboth foa 
‘bis vynyarde Llics rebuketh him. 
Chap. XX. Sofaphar ande Adab helpe one 


‘another tofighte.f be propher Midenstoae- 
eth them. — 
Gig 
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The tif. bofe of che klynges. 
The firf—e Chapter. 


Cid whe kinge Dauid 
was olde z well firyc- 
kẽ in age, he coulde not 
be warme, though be 
was couered with clo 
thes. Then fayde bis 
| feraunces vnto bim: 
Let vs fete a yonge 
damſell a virgin foz ourelozde the Eynge, to 
ſtonde before the Eynge, and to noriſh bim,z 
to flepe in bis armes, and to warme gure 
lordethe kynge. And they foughe « fayze da- 
fellin all the coaftes of Iſrael, and founde 
Abiſag of SGunem,and brought ber vnto F 
tynge. And ſhe was a very fayze damſeil. 
andnoryfhed ¥ Eynge,and ferucd him. How 
beit che Eynge Enewe ber noc. 

Avonias F fonneof Hagichlifte vp bins 
felfe,and ſa yde: J wyl be Eynge. Andbe pre⸗ 
pared bun dharetces and horſmen, and fyfeie 
mex to be renners on fore before bins. And 
bis fat her repꝛoued bi noe cherfore, fo moch 
as to faye: Wherfore doeſt thou for And he 
wasaman of a very faye berotye* and be 
bad begotten bim nexte * Abſals. And 
bis matter ſtode by Joab ſonne vf deru Ja 
and by Abiathar che pꝛeſt which pepe: a 
donias. But Gadoc the preſt, and Benaia 
the fonne of Joiada, and Nathan the preſt 
and Semei and Rei, and Dauids Wortbies 
were not with Adonias. 

And wha Adonias offred ſhepe and oxẽ 
and fat catell beſyde the ſtone of Soheleth. 
which lyeth bythe · wellof Rogel , be cal- 
led all bis brethrẽ che tynges fonnes,and all 
themen of Juda the kynges ſtruaũtes. Bunt 
the propher Nathan and Benaia, and the 
Woꝛt hies, and bis brother Salomon called 
be not. Then ſayde Nathan vnto Bethſeba 
Salomons mother : Haſt chou not herde § 
Advonias is Eynge, and oure lorde David 
Enoweth not therof? Come now eherfoze, I 
wyll gene the councell, that thou mayefé de 


_Uyuer by foule and the ſoule of thy fonne Sa 


fomon.Come now and goin to kinge Dawid 
and faye vito bin : Haſt not chou my lorde 
the Eynge ſworne and fayde onto thy hand · 
mayden:Salomoneby forine [hall be Eynge 
after me, and be ſhall ſytt vpon my ſeate? 
Wby is chen Adonias made kynge: Behol⸗ 
be, while thou art yet there, and talkeſt with 
the Eynge, J wyll comein after the, and tell 
forth thy cayle. And Bethſeba wente in to 
che kynge to * chamber. And the kynge was 
very olde. And Abiſag of Sunem ſerued 


The i. Chap. 
the kynge. And Bethſeba bowed hirfelfe, 
and worſhipped the kynge. 

The kynge fayde: What wilt thous She 
fayde onto bins: My lozde,Chon haſt ſwoͤr · 
ne vnto thy handma yde by che LORDE thy 
God: Thy fonne Salomon [hall be Eynge 
afcer me and ſyt vpon my feate. Dut now lo, 
Adonias is Eynge, and my lozde the Eynge 
Enoweth it not. He bath offred oren and foc 
catell, andmany [bepe, and bath called all 
the kynges fonnes, and Abiathar che preft, 
and Joab the chefe captayne. But thy fer, 
uaunt Salomon bath be not bydden. Ne⸗ 
uertheles thou my lorde arttynge, theeyes 
of all Iſtael loke vnto the. chat thou ſhul · 
Deft Phere them who ſhaͤll ſyt vpon the ſea⸗ 
te of my lorde the Eyngeafter the. And wha 
my lorde the kynge (lepeth with bis fathers 
then ſhal J and my fonne Galomonbe fay- 
neco be ſynners. 

Due wbyle fhe yet fpate co the Eynge,the 
pꝛophet Nathan came,and fhe colve > tin 

e: bebolve , thereis the prophet Nathan. 
> whan be came in before the Eynge, be 
worſhipped the — vpon bis faceto the 
grounde,and ſa yde My lozde D Eynge, haſt 
thou ſaide: Adonias ſhal be binge after me,z 
fyc vpõ my ſeate? Foz be is gonedowne this 
Daye, and bath offred orem, and fat catell,z 
bath called all the kynges formes, and the 
captaynes, and che pzeft Abiathar. And be- 
bolve, they eate and drynke before bim , and 
faye: God fane the tynge Adonias. Due me 
thy feruaunt, and Sadoc the preft,and Be⸗ 
naia thefonne of Joiada, and thy ſeruaunt 
Salomon bath be not called. Hath my 
lorde the Eynge commaunded this, andnot 
certifyed bis feruauntes who fhall ſytt v- 
por che feate of my lorde the Eynge after 
im 

The kinge anſwered andfaide:Call Beth 
ſeba onto me. And ſhe came in beforethe tits 
ge. And whan fhe ſtode before the kynge. 
che kynge ſware and ſayde: As truly as the 
LORDE lyneth (whidy bath delyuered my 
foule out of trouble,) J wyl do wnto the this 
daye, euen as J fare onto the by the LOR- 
DEthe Good of Iſrael ſo that Salemon thy 
fonne ſhalbe Eynge after me, and be fal fic 
ponmyfeate inmy fteade- 

Then Bethfeba bowed bir felfe with hr 
face to the grounide,and thanked the tynge 
and fayde: God fane my lorde Eynge Da- 
nid foz evermore. ind the Eynge faydez 
Callme the preſt Sadoc zthe prophet La 
than,and Benaia the fonne of Forada. 

And whanthey came in before the byn · 


C 
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we, the kynge fayde onto them: Cake youre 
lozbes feruauntes with you, and fermy [on- 
ne Galemon vpenmy Mule, and cary him 
downeto Giben:and lee Sadoc ¥ pzefiand 
tbe prophet Nathan. anoynte bim thereto 
be Eynge duer Iſt ael, and blowe chetrom- 
peand [aye:God fane Eynge Salomon, and 
go ye vp after bimzand whan be commeth, 
de ſhal fyc vps my feace, and be Eyngeinmy 
ſteade: foꝛr Jhaue ordeyned him co be pzynce 
over Firacl and Gudea. Then anfiwered Be- 
naiathe ſonne of Zoiada onto the Eynge,z 
fayde: Amen. The L OR DE God of my loz- 
de the kynge fayethus alfo. As theL ORDE 
bach bene with my lorde the kynge, ſo be be 
with Salomon alfo ,chatbis ſeate maye be 
greater then the feate of my lorde kynge Da 
md. 

Then wente they dorne, the pꝛeſt Sadoc 
and the prophet Nat han and Benaia the 
ſonne of Jolada, and the Chietbians,z ple 
tbians, z {ce Salomon vpon kynge Damds 
WMule, z broug hte him co Gibon. And Sa- 
docthe preſt dobe che oyle home out ofthe 
Tabernacle, and anoynced Salomon. 2nd 
they blewe che trompe: And all ? people fay 
der: God faue Eynge Salomon. 

8 Anvdall che people wente vp after him, 
and the people pyped with pypes,and was 
very ioyfull, ſothat the earch range at che 
noyſe of chem. And Adonias herde it, and 
all they whom be bad called , which were ch 
bim,andchey bad new eaten. And whan Yo 
ab berdeche noyſe of the crompe, be fayde: 
What meanceh chis noyfe of the cite and 
this buſynes? Due whyle be yet ſpake, behol⸗ 
De, Jonathas the fonneof Abiachar preſt 
caine, 

And Adonias fayde: Come in, for thou 
art a valeauneman , and bryngeft good ty- 
dinges. Jonat has anfivercd and fayde onto 
Adonias: Alas, F lordefynge Damd hath 
made Salomon tynge, and bach ſent wit h 
bim Sadoc the —— the propheth Na 
than, and Benaia che fonne of jeiada, and 
the Chrethians and plechiaus, and they ba 
nefet him vpen the kynges Mule: and Ga- 
doc ? pꝛeſt with the propber Nathan bath 
anoynted bin Eynge at Gibon,and from che 
ce are they gone vp with ioye, that the cite 
range with all: chat is che noyfe that ye 
bane herde. 

Salomon alfo ſytteth vps che kynges fea 
te, and che Eynces ſeruauntes are cone into 
wyſh good lucke onto ouer lorde Eynge Da- 
nid,and bane ſayde: Thy Sod make Salo⸗ 
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mone Letecr name then thyname ia,and na 
Ee bis feace greater chen thy feate. Andebey 
baue wyß ſhed che Eynge good Ince vpon 
the bed. i orouer * Eynge bath ſayde thus: 
Pꝛayſed be XIORDE Godof Hfrael, whidy 
this Daye bath made one to lye vpon my few 
te,that myne eyes baue fene it. 

Then were they afrayed, and gate chen 
vp ail chat were called by Adonas and ſo 
they departed euery man bis waye. But A⸗ 
donias was afrayed of Salomon, and gat 
bun vp, and wite bis waye, T toke bolvde of 
¥ bomesof F altare. And it was tolde Salo 
mom:bebolde, Adonias feareth kynge Salo 
m9,z beholde, be taketh holde of chebornes 
of Falcare,zfayerh:Lectige Saloms fires 
re vnto me this daye, that be fhall not flaye 
bis feruaunt with che fwerde. Salomon fay 
de: Rf he wil bean honeſt man, chere fall 
not one beer fall from bim vpon the earch: 
but yf here be evell founde in bim, be fall 
dy · And Einge Galems fent,and canfed bins 
to be fetcdyed* from che altare. And whan he 
came,be fell doͤwne before Eynge Salomon. 
Dur Salomon ſayde vuco him:Go F waye 
ince thy boufe. 

Chel. Chapter. 

Ow whan the tyme came that Da 

md ſhuide dye, be commaunded Sa 
€ lomon bis founc, and ſa yde: I go ebe 
wa ye of all che worlde,5e thou firoge ther 
foze,and [hewe chyfélfe a man and Eepe the 
watch of che LORDE thy God, ebac thon 
walte in his wayes,and bolve bis ordina un 
ces, bis commaundementes, bis fawes, and 
bis ceffunonies,* as itis weitten in che iawe 
of Mofes , chat thou mayeftbe wyfe in all 
chat chou doeft,and whither ſo euer thon tur 
neft thert hat the LORDE mayerayfe vp bis 
worde, which be hath (poke over me,and fai 
de:Nf thy childzen Fepe their waye and wal 
Be before me faithfully andtruly and with 
ali their bert and witball their ſdule thẽ foal 
there neuer fayle theaman vpon che feate 
of Iſtael. 

Thon knoweſt well alfo what Joab the 
fonne of Zeru Ja bath done wnto me, what 
bedyd unto che two chefe captaynes of If 
rael. Abner che fonne of er, and» Amafe 
the fonne of Jether. whom be flewe and [hed 
the bloude of warre whe it was peace, zpne 
the blonde of warre vpon bis girdel § was 
aboute bis loynes,and in bis hues tbat we 
re vpon bis fete: Do chou acordyngeto thy 
wyßdome. that thou bzynge not bis Sraye 
beer downe to the graue in peace, 
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And to the childꝛen of Barfyllai the Gi- 
leadite, thou ſhalt ſhewe mercy char chey 
ma ye eate at cby table. For fe ioined they chẽ 
felues onto me, whan J fled before chy bro 

Rescb Yet Abfslom. And bebolve, thou haft with 

oe’ ehe« Semeithe fonne of Gera ehe forme of 
Jemini of Baburim, which curfeome with 
very bytter and fhamefull curfynges, what 
tyme as J wentẽ to Mahanain. Met? came 

be downẽ co mete me at Jordan, where 3 
[rare onto him by she LORDE, and ſayde: / 

wyll not flaye the with che ſwerde. Sut ſuf 
fre noecboubimeo be ongileye, for thon art 
& wyſe man, and [hale wel Enowe what thou 
oughteſt co do vnto bins, that tho mayefé 
brynge bis graye beer downe to che graue 
with blonde. 

* So Dauid ſlepte with bis fathers, and 
was buried in che cite of Danio. Thetyme 
that Dauid was Eynge ouer Iſrael, is fortie 
yeare.Seuen yeares was be kynge at Hebrs 
and thie and thirtie yeare at Jeruſalem. 
Paz0¢ And Salomon fat vpon che feate of Dawid 

bar facber,and bis tyngdome was made ve- 
ty fure. 

Dut Avonias the fonneof Hagith came 
into Bethſeba Salomons mocher And fhe 
[ayde: Is thy commynge peaceabley Le 
{pate : Nee, and fayde: haue ſom what re 
fayetothe. Shefayde:Saye on He fayde: 

€ Thou Enoweft chat the Eyngdome was my- 
ne and thac all Iſtael bad fete chem felucs 
vponme,that JMulde betynge,but now is 
the Eyngdome turned and become my bro- 
thers: for be bath it of the LORDE, 

Clow deſyꝛe Fj one peticion of the, Mal 
ke not my face afbamed. She ſayde vnto 

— bim:Saye on · He fayde: Speate vnto kyn/ 

ean Ge Salomon (for· he ſhail noe foame thy 

not de face)that he maye gene me Abiſag co wy⸗ 

— —— ſa yde: Wel. J wil ſpeare tothe 
Eynge forthe. 

— And Bethſeba came in to bynge Salo- 
mon to fpeate with him. And the kynge ſto⸗ 
De vp, and wente tomete ber, and woz ips 

d ber , and fat bim downe vpon bis feare. 

md there wasa chayze fee for thetynges 
mot her. ſo that fhe fat ac bis righte bande. 
And fhe fayde:One pecicion defyze J of the 
mate not my face a med. The kynge fay- 
dt: Axe O mymorher, F wyl not ſhame chy 
face. Sbe faide:Let Abifag of Sunembege 
uen thy brother Adonias co wyfe. 

D Then anfwweredtynge Salomon, and fat 
Se wnto bis mother: Why deſyreſt chou Abi 
fag of Sunem foz Adonias 7 Axe the Eyng- 
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dome oz him alſo, fozbe ismy greater bro⸗ 
ther, «and bath Abiathar che preſt, and 
Joab che ſonne of Zeru Ja. And the kynge 
froare by the L ORDE, and fayde: God do 
this and that vnto me, Adonias fhall haue 
ſpoken this agaynſt his lyfe. And now as 
truly as the LD RBElyueth which bath o2- 
Deyned me, and made me Co ſyt vpon the ſea 
te of my father Dauid, and bach made me 
& houle(* acozdynge as be ſayde jthis daye 
Pal Adonias dye. 

And Eynge Salomon fent thither by Be 
naia the fonne of Joiada, which [mote him 
that he dyed. Añdto che preſt Abiathar 
ſayde y kynge:Gothy waye vnto Anathot 
to thy londe, for thou art aman of deeth. 
Neuertheleſſe J wyl not flaye the this da ye 
for chou haſt borne che Arte of the LORDE 
Godbefore my father David, and baft ſuf⸗ 
fred alfo where my father fuffred. 

Thus Saloms put forth Abiarbar, that 
he mufé nomoze be —— of the ORHE, 
that — of the LORDE mighte be ful- 
filled,* which be jpate over the houfe of Eli 
at Silo. 

And this rumonre came befoze Joab: for 
oab clened vnto Advonias, and noe vnto 
Salomon. Then fled Joab in to che Caber- 
nacle of the LOR DE, and tote hoide of the 
bomesof the aleare. And ic was tolde kyn · 
ge Salomon, thar Joab was fled into the 
Tabernacle of the LORDE, and beboloe, be 
ſtondeth at the altare. 

Then ſent Salomon Benaia the ſonne of 

iada, and ſayde: Go flaye him. And whan 

enaia came tothe Tabernacle of the LOR 
DE, be fayde onto bim: Thus ſayet h the kyn 
ge:Come forth. He ſayde: No. J wyl dye be- 
re. And Benaia tolde this vntothe tynge a- 
gayne. and ſayde: Thus hath Ioab poten, 
and thus bach be anfivered me. 

Thekinge aide vnto him: Do as he bath 
fpoten, and flayebim, and bury bim, that 
thou mayeft put fromeandmy fathers bon 
fe che bloude whic Joab bath fhed with 
out a caufe, and that the LORDE mayere- 
compence bim bis blonde vpon bis beade, 
becaufe be finore two men, which weremo- 
rerighteons and bettertbhen be, and flewe 
them with yJ fwerde chat my fatber Dawid 
Enewenorofinamely,*2bner ¥ forme of Her Bede 
the chefe captaine ouer Iſraei, Amafathe *P** 
fonne of Jecher F chefe capraine oner Juda s.regsob 
} cheir blonde mayebe recompenfed vps > 
heade of Joab andof bis fede foz ener : but 
Dauid and bis ſede, his houſe and bis feate 
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Bane peace foz enermozeof theLORDE. 

And Benaia che ſonne of Joiada wente 
wp, and fore bint,and flewe bim: z be was 
buried in bis houſe ithe wyldernes. And y 
Eynge ſet Benaia * ſonne of Joiada in bis 
ſteade over the hooft. And- Gadoc F prefé 
dydebe Eynge fer inthe ſteade of Abiachar. 

And cheEynge fent,and cauſed for co call 
Scmei,and ſa yde vnto him : Buyide che an 
houſe at Jeruſalem, and dwell here, and de- 
parce not fromebence, nether hit her ner thi⸗ 
ther. In what dayefo ever thon departeſt 
foͤrth, aãnd goeſt ouer j broke Cedron be theu 
ſure that thou ſhalt dye the deeth:tby blou⸗ 
De be vpon thy heade. Semei ſayde vnto the 
Eynge:Cbis is a goodmeanynge, as my loz- 
de the kynge bath fayde,fo fal eby ſeruaunt 
do. So Semen dwelt at Fernfalem a longe 
feafon. Bur after thre yeare it fortuned chat 
two feruauntes ranne aroaye from Gemet 
anes Achis che fonne of Maecha kynge of 

ath. 

And ic was tolde Semei: bebolde,thy fer 
uauntes are at Gath. Then Semei gat him 
vp and fadled bis affe, and wẽte onto Gath 
to Achis, forto fete his feruaiices. Bnd wha 
be came thither,be broughte bis feruaunces 
from Gath. 

And ic was colde Salomon, that Semei 
wente from Jeruſalem onto Gath,and twas 
come agayne.Chen ſent che kynge, and cau- 
fed for co call Semei, and fayde vnto bim: 
Sware not J to the bythe L ORDE,and af- 
fured che, and fayde:Loke what daye ſo euer 
thon departeft ont and goeſt bither oztbi- 
ther, be fire that thou [hale dye the death? 
And chou ſaydeſt onto me: Ihaue herde a 
good meanynge. Why haſt chou nor bepte 
the chen acoꝛdinge to rheooth of rhe LOR- 
DE,@nd commeundement chat J commaun 
ded the? 

And the kynge fayde vnto Semei: Thou 
remembrꝛeſt all * wickednes, which thy hert 
Enoweth *thatthou dyddeſt vnto my father 
Danid. The LORDE bath recompenced > 
thy wickednes vpon thy beade . And kynge 
Salomon is bleffed,and the feate of David 
[halbe ſtabliſheð before * LORDE for ener. 
And the kynge commaunded Benaia F fon 
ne of Joiada, which wente forth. and ſmote 
bimtbathe dyed . And the Eyngdome was 
ſtabliſhed by Salomons bande. 

Thelll. Chapter. 

1 
Of rao the kynge of Egipte, Tteke pha- 

raos doughter and broughte ber int 


d Salomon made mariage pha 
to the citeof Dawid, cyll be bad buylded bis 
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Houfe,and the LORDES houſe and the walles 
rounde aboute Ternfalem. But the people 
offred yee vpon the bye places: foz as yet 
there was ne boule buylded vnto the name 
ofthe LORDE vnto that tyme. But Galo- 
mon loved the LORDE, and walted after the 
ordinaunces of Dawid bis farber:ercepte o- 
nely that be offred and brent incenſe vpon 
the bye places. 

«And che Eynge wente vnto Gibeon, to 
do facrifice chere:foz chat was a goodly bye 

lace. And Salomon offted a choufande 

urntofferynges vpon the jame alcare.. And 
the LORDE appeared vnto Salomon ac Gi- 
beon in a dreame ofthe nighte, and Godfay 
de: Axe what TF hal gene * Salomõ faive: 
Thou haſt done greate mercy vnto my fa- 
ther Dauid thy feruannt. Like as be wal, 
red before chein faith fulnes and righteous 
nes, and in a true bert with the, zrbis grea- 
te mercy baft thou layed vp foz bim, and ge 
nen bim a fonne to ſyt vpon bis feate,as iris 
now come to paffe. 

* £TowLORDEmy God, thon haf— mave 
thy feruaunc bynge in my facber Dauids 
ſteade: As for me, am but a finall yonge 
man, Enowynge nether my outgoynge ner 
ingoynge. And thy ſeruaunt is amongethe 
people whom chou baft choſen: which is ſo 
greate, chat no man can nombze them nev 
Deferybechem for multitude. Genethy fer- 
uaunt therfore an obedient bere, chat be 
maye iudge thy people, z underftonde what 
ts good z bad: for who is able to indge this 
chy mightie people? 

Chis pleaſed the LOR DE well,that Ga- 
lomonared fod) a peticion. And God fayde 
wnto bim: For fomod asthouareft this, 
and defyzeft not Longe lyfe necher ridyes,ne- 
ther ¥ foules of thine enemies, but on derſtõ 
Dinge co beare iudgment, bebolve, therfore 
haue Idone acordynge to thy wordes. · Be 
holde I haue geuen the an bert of wyß do⸗ 
ime and vnderſtondynge, ſo that ſoch one as 
thon bath not bene before che, net her ſhall 
ryſe vp after che. 

Ree and that chou haſt not pzaycd for ha 
ne} geuen che alſo namely. ryches, and ho⸗ 
noũrẽ ſo that amonge the Eynges in y tyme 
there is not ſoch one as thou And yf chow 
wilt walte in my wayes , fo that thou kepe 
myne ordinaunces and lawes,as Dauid chy 
father bath walked,then wyll J geue thẽ a 
longe lyfe. 

And whan Salomon awatked, beholde, 
it was a dreame. and be came to Jeruſalẽ. 
and ſtode befozetbe Arke of che LORDES co- 
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Benaunt , and offred burntofferynges, and 
healt hofferinges, and made a greace feaft on 
to bis feruaunces. 

At che fame cyme camethere two barlos, 
tes onto ¥ Eynge,and ſtode before him. And 
the one woman fayde: Ob my lorde, J and 
this woman dwelt in one boule, and Iwas 
delyuered of a childein che bonfe with ber:z 
onthe thirde daye after that I was delyne 
xed, ſhe was delynered of achildealfo. And 
swe were cogetber,fo ) there wes no firaun- 

er int * boule, buewetwo:zebis womans 
onne died in the nig hte (foz ſhe ſmoored Him 
intbeflepe)and fhe rofe vp inche nighte,and 
tote my fonne fro my fyde(wheretby band- 
mayde flepte,) and layed itin bir arme, and 
bir deed fonne layed ſhe in myne arme. And 
whan J rofe vp in chemoznynge to geue my 
fonne fircFe, beholde he was decd. Sutin che 
mornynge FJ lofed well,and bebolde, it was 
not my fonne, whom J bad borne. 

D The other woman fayde : Not fo.my fon- 
nelyuech,and thy fonneis decd. But fhe fay 
de: Not ſo thy ſonne is deed, and myfonne lt 
ueth. And thus [pate they before che kynge. 
Andð the kynge ſa yde: This womã faiech:my 
ſonne iyueth and thy ſonne is deed: Ronder 
woman ſayeth: Not ſo, thy ſonne is deed,z 
my forme lyuech. And the kynge ſaide: Fetch 
me a ſwerde. And whan the fiverde was 
brought before the Eynge, the Eynge fayde: 
Parte che lyuynge childẽ intwo partes, and 
Seu this woman the one halfe, and yonder 
woman the other balfe. 

Then fayde the woman whofe fone ly- 
ued, vnto ¥ Einge:(for bir motherly bert was 
Eyndled with pite over bir forme) Ob my loz- 
de, gene bir the childe alyue, and Eyllit noc. 
But the other fayde: Letit nether be myne 
ner thine, but let itbe parted. Then anfivered 
tbhetynge,and fayde:Gene this woman the 
lynynge childe,and flaye it not, for fhe ts bis 
mother. And all Ffrael herde of chis indg- 
ment that the Eynge bad geuen: and they 
feared theEynge, for they fawe that > wyſ 
Dome of God was in bim co kepe iudgmẽt. 

The llll. Chapter. 

A Seo Hus was Salomon Eynge ouer all 
Iſtael. And theſe were his pzynces: 

Afaria che fonne of Sadocthe pꝛeſt: 
Elihoꝛeph. and Ahi Ja che fonnes of Sifa, 
were preſtes: Joſaphat the fonne of Ahilud 
was chaunceler:Benaia F fonne of Ioiada 
was the chefe captayne: Sadoc and Abia- 
thar were preftes: Aſaria the forme of la 
than was ouer the officers : Gabud the 
ſonne of Nathan the preſt was the kynges 
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frende: Ahiſar was ſtewarde: Adoniram the 
ſonne of Abda was rene gatherer. 

And Salomon bad cwolue offycers ouer 
all Iſrael bid) made prouyſion of fode for 
theEynge and bis houſe: One bad a moneth 
longein ¥ yeare comate pronylion: The ſon 
ne of Sur vpon mount Ephiaim. The fon- 
neofDeber at Macaz and at Saalbaim, z 
at Bethſames and ac Elon, and Beth Hanã. 
The ſonne of Haſed at Aruboch, and had 
therto Socho and all the londe of Hepher. 
She ſonne of Abinadab all ? lordſhippe at 
Dor: zbad Taphat Salomõs doughter to 
wife. Baena ? ſonne of Ahilud ac Thae⸗ 
nach at Magiddo, z ouer all BethSean. 
which lyeth beſyde Zarthana vnder Jeſrael 
from BethSean vnto the playne of Mebe- 
lo,cyll che other ſyde of Jakmeam. The fon- 
neof Geber ac Ramoch in Gilead: he bad 
thetorones of Yair the fonne of Manaſſẽ in 
Gilead, andbad ¥ coaftes of Argob which 
lyeth in Baſan, euen thie (Core greate walleo 
cities, and with braſen barres Ahinadab F 
foune of Iddo at Mahanaim. Ahimaas i 
Nephtalnand be alfo cote Baſmath Salo⸗ 
mons doughter co wife. Baena the ſonne of 
Huſai in Aſſer and ac Aloth. Joſaphat tbe 
fonne of parube in Iſachar. Semei the fon- 
ne of Ele in Ben Jamin. Geber che ſonne of 
Vri inthe lonve of Gilead, in che londe of St 
hon kynge of the Amoutes, andof Og the 
Eynge in Balan. One officer was in che fame 
londe. As for Juda and Iſrael, hey were in 
nombre as the fonve of the fee, and ate and 
dronke,and weremery.» Thus was Salomõ 
lorde ouer all che kyngdemes ( from the wa- 
ter ofthe londe of the Philiſt ynes, vnto the 
border of Egipte) which broughte him gif- 
tes,andferned him as longe as be lyned. 

And Salomon had daylieto bis vytay, 
leschirtye quarters of fynemeel, thre [core 
quarters of otbermeel,ten fat oxen, and twẽ 
ty finall catell,and an bundzeth ſhepe, befive 
bartes aud Roes,and wilde goates,and fac 
capons,and foules. Foz be had the iordſhip 

e of all che londe on this ſyde the water, fis 
phſa onto Gafa,and oner all f Eynges on 
this ſyde $ water:⁊ had peace of all bis ſub 
fectes rounde aboute,fo that Juda and Iſ⸗ 
rael dwelt fafe,enery one vnder bis vyne,and 
wonder bis figge tre,from Dan onto Berfeba, 
aslongeas Salomon lyued. 

And Salomd bad fortye thoufanve care 
horſes, and twolue thouſande bozfinen. And 
the officers prouyded the kynge Salomon 
with vytayles:and what Sener belongedto 

the kynges table,that brought enery man in 
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bis moneth, and myſſed noe: Sarlye alſo 
ſtrawe fo2 che horſes and courfers, z bzough 
tetbem onto the place where F Eyngewas, 
encry one after bis charge. 

And God gaue —— maruelous 
greate w meand vnderſtondinge, and 
elarge — the ſonde that lyeth vpon > 
See ſhoꝛe: fo that che wyß deme of Salo⸗ 
mon was greater then the wyßdome of all 
the children cowarde the ſouth and of all > 
Egipcians. And he was wyfer then all men, 
yee wyfer chen Ethan the Eſrahite, Heman. 
Chalcal, and Darda,che ſonnes of Mahol: 
and had a greate name amonge all the Hey⸗ 
thé on enery ſyde. And be fpake thee thouſan 
de pzouerbes,z bis ¥fonges were atboufan 
dez fyue. And he ſpate of erees,from F Ce- 
der of Libanus vnto che Iſope F grower 
oucof > wall:becalted alfo of : 
les, of wormes, of fißſhes. 
of allnacions co beare } wyfdomeof Se 
lomon, andebere cameof ali che kynges of 
> — ae ** of his wyßdome. 

Vv. J 
— Lio sitam F Engeof Cre fine bis 
fernaunces onto Salomon, for he had 
erde, they had anoynted him kyn · 
geinbis farhers ficade: For Hiram «loued 

Daud as loge as be lyned. « And Salomon 

fent onto diram ,fayenge:« Chow Enoweft 

that my father might noe buyide an houſẽ 
vntothe name of the LOR DE bis God, be- 
cauſe of che warre that was aboute bim, vn 
tyllehe LORDE delynered them onder che 
foles of bis fete: But now bath the LORDE 
my God geuen me reſt on enery fyde, ſothat 
there ts no aduerſary ner enell hynderaunce: 

Beholde, J am cherfore aduyſed to buylde 

an houſe vnto the name of the LORDEmy 

God, acordinge as cheL OR DE ſpake vnto 

Dauid my facher, and ſayde: *Chy fonne, 

whom I ſhal ſet vpon thy ſeate int chy ftea- 

de ſhal buylde an houſe vntomy name. Com 
maunde ther fore that they bewe me downe 

Ceders out of Libanus, and that thy fer- 

tauntes be with my fernaunces,z the rewar 

be of chy fernaunces wyll J geue the, what 

foeuer chou ſhalt are: for thou Enoweft, F 

swith vs thereis noms which can berwetyns 

ber asthe Sidonians. 

Bi Whar Hiram herdethe wordes of Sa- 
fomon,be was very glad,and fayde:pzayfed 
betheLOR DEthis daye, which bath geuen 
Daud a wyſe ſonne ouer chis greate people. 
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Ceders and pynetrees. My ſeruaũtes ſhall 
biyngecheni downe frem Libanus vnto > 
See, and FJ wyl make chen co flote vps the 
See, once the place which chou falc fhewe 
me, and there tvyl Z canfe chem co aryue,z 
thou ſhalt mate che coke ſerched. ut chow 
fhalc fulf yll my deſyre alſo, and gene fode vñ 
to my houſhelde ſeikes. So Hirã gaueSa- 
lomon Ceders and Pyne trees acordinge to 
all bis deſyre. Buc Salemon gaue Hiram 
twentye thouſande quaiters oy wheate to 
eate for bis ———— twẽtye quarters 
of beaten oyle. This gaue Salomon yearly 
vnt o Hiram. 
nd the LORDE gaue Salomon wyßdo 
Ine, acoidynge as he bad ſa yde vnto bim ,z 
there was peace berwene Hiramand Galo 
mon, and cheymadea conenaunt boch toge 
ther. And Salomen made an oucchofynge 
(Of woetmen)cborow out all Iſrael And y 
outchoſynge was chirtie thouſande me, and 
he ſent thẽ to mount Libanus cuerytwomo 
nethes ten thouſande, ſothat chey were one 
—— Libanus, and two monethes 
— de Adoniram was ouer the out 
—D 
And Salomon had thre ſcore thouſande 
zten that bare burthens, z foure ſcore thou« 
ſande that he wed tymber vponthe mount, 
beſyde Salomons che fe offrcers, whidy were 
orde yned ouer che worte : namely thre thou⸗ 
ſande and thre hundreth, ro! ruled peo 
lecbaclabcured chere in the worke. And * 
ge commaunded, that they ſhuulde brea⸗ 
Eeout ce and ci ffones , namely fre 
ſtone, for the foundacion of the boule. · And 
Selomons mafons, and Hirams, andebey 
that were in chofé coaftcs , hewed ont z pre- 
pared tymbzeand ſtones to the buyldinge 
of the boufe, 
The Vi. Chapeer. 
LE the foure hundieth and foure ſco⸗ 
te yeare after the departinge of the 
¥, hildzen of Iſrael out of thelonde of 
Lgipte,in the fourth yeare of theraigne of 
Salomon ouer Ffracl,in che moneth Sif F 
isthe fecondemoneth ) was the houfe buyl- 
ded wnto the LOR DE. This boule thactyn- 
ge Salomon buylded onto $ LORDE, was 
threfcozre cubytes lSge,twenty cubytes bro⸗ 
de, zebirtie cubites bye. And he bůylded a 
* porche before che temple of twent ye cuby 
tes longe afterthe bicdth of the boufe, z tet 
cubites brode before the houſe 
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Lhe iij. bo€e of che kynges. 
ſe he buylded a compafe, fo > it wente both 
aboute the remple and the quere and made 
bis outwarde wall roũde aboute. The nether 
moſt ſtacion was fyue cubytes wyde, and > 
myddeſt fire cubites wyde and the thir de ſe 
nen cubites wyde. Foz be layed balkes roun 
de aboute che houſe chat the y touched noc * 
wall of the boufe. 

BS Anowhban F houſe wasbuyloed, it was 
buylded of whole and outbꝛoken fEones , ſo 
there was berde nether hammer ner are, 
ner eny otber inſtrument of yzon, whan the 
houſe was abuyldinge. 

Buron therighte ſyde of the myddes of 
the houſe there was adore, fo p they might 
go vp to the myddeſt ſtacion by a curne gre 
{e,z from the myddeſt ſtacion onto > ebirde. 
Thus buylded be the hovfe,z fynifhedic,z fy 
led houſe both aboue z by the walles v Ce 
der wodd. He buyloed a galer yalſo aboue v- 
pon the whole houſe fyue cubytes bye, and 
couered the houſe with Ceder eymber. 

And che worde of the LORDE came vnto 
Salomon,zfayde: Let this be the houſe $ 
thou buyldeſt. vf thon ſhalt walteinmyne 
ordinaunces, z DO acordinge Co my lawes, 
Bepeall my cOmaundementes,to waltecher- 
in,then wyl J ſtabl yßſhe my worde with ¥, 
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dwell amongethe childꝛẽ of Tfrael, and wil 
not foxfatemy people of Iſtãei. 

Thus Salomon buylded che houfe, z fy- 
niſhed it, z buyldedthe walles onthe inſyde 
with Ceder tymber, from the groundeof > 
houſe vnto the rofe, and ſyled it witht ymbre 
onthe ynfyde,and onerlayed the floore of * 
houſe with bordes of Pyne tre. 

And bebynde in the houſe he buyloed a 
wall of Ceder tymber twent ye cubytes lon- 
ge, from the floore onto therofe. And there 
‘on the ynfyde buylded be ehe quere for the 
moſt holy. But the boule of the temple befo 
re the quere was fortye cubites longe:enthe 
ynſyde was the whole houſe of Ceder with 
chrowne knoppes and floures, ſo chat there 
was no ftone Ene.de fozebe quere,be pe 
red it onthe ynſyde of the houſe that the Ar 
feof the coucnaunt of the LORDEmight be 
ſet therin. And beforetbe quere( whic was 
twentye cubites longe,twentye cubytes bro 
‘De, and twent ye cubytes bye, and ouerlayed 

* pure golde) he ſyled che altare with 
eder. 

D AndSalomon onerlayed the houſe on F 
ynſyde & pure golde, z fot barres of golde 
before the quere, which be bad onerlayed v 
golde,focbat > whole boule was layed ouer 
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with golde.2ind all che aleare alfo before * 
quere oucrlayed be with golde. 

He made alfo in che 
bins cent cubites bye of Olyue tre.One wyn 
ge of ether of che Cherubs had fyue cuby- 
tes, fotbat fron che edge of bis one wynge 
to the edgeof bis ocher wynge there were 
ten cubytes . Euen fo had che otber Cherub 
ten cubites alfo, and both the Cherubs we- 
re of one meaſure and of one quantitie ſo ¥ 
ether Cherub was ten cubites bye. And be 
put che Cherubins within inthe houſe. And 
the Cherubins ſpꝛed forth their wynges, fo 
chat the wynge of the one coudyed the one 
wall,and the ocber Cherubs wyngecouced: 
the other wall. Sut m che myddes of * hou 
ferbe one wynge couched anorber. And be o- 
uerlayed the Chernbins with golde. 

Andon all the walles of che houſe roun⸗ 
de aboute, be cauſed to make carued worte, 
with carned Cherubins, palme trees, and 
—— the pauement of the houſe ouer 

layed be alſo with goldẽ plates. And at the 
intraunce of the quere be made two dores 
of olpue thre with fyue fquared poſtes, and 
cauſed carned worke to bemadetherof with 
Cherubins,palme trecs and floures, z ouer- 
layed them with plates of golde. Go made 
be alfo at the intraunce of the cemple, foure 
[quared poftes of Olyue tre, and two dores 
Of Pynetre( fo that ether doꝛre had two ſyde 
dores one hãginge to another)and made car 
ued worke therof, palme trees and floures, 
right as {twas appoynted. 

‘And be bayldeda courte alfo within ch 
thee rowes of fre ftone, and with one rorwe 
Of playne Ceder cymber. 

—* the fourth yeareinthe moneth Gif, 
was the foundacion of the LORDES bou- 
felayed: and inthe clenenth ycarein the mo 
neth Bulcchat is the eight moneth)was che 
bonfe fyniſhed asic fhuloebe, ſothat they 
sere ſeuen yeare a buyldinge of it 

The Vil. Chapter. 
We Salomon was a buyloingebis 3% 
8 arone boufechirtene yeare fyniſhed 
i¢namely,be buylded an houſe ofthe 
wodd of Libanus, an hundreth cubices lon 
e, fiftye cubites wyde,z thirtie cubites bye, 
Foarefquared with rowes: f pilers, and ð 
carued Ceders .Andtherofe aboue ſyled he 
alſo with Ceder wodd vponthe fyue ⁊ fortie 
pilers, for one rowe bad fyftene pilers,fo v 
there ſtode euer thre pilers one right ouer a · 
gaynſt another: ſothat euery [pace berwir- 
tethe pilers was one ouer agaynft another 
foure auared with ebe pilers. 
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And be made a poꝛche with pilers whidy 
was fiftye cubites longe and thirtie cubites 
brode, z yet a porche before it with pilersz 

xb a greate poſte. He made a porche alſo vn 

to > kynges feate(wherin * indgment was 
Eepte)and made it to be che porche of iudg · 
ment and ſyled it with Ceder from the paue 
iment vnto che pavement aga yne, and bis 
ovone boufe wherin be dwelt, in F back cour 
te made betwene $ houſe and the porche lite 
the other. And life vnto che porche made 
bea boule for Pharaos dougbter, * whons 
Salomon bad caten co wife. 

All theſẽ were coftly ſtone hewen after F 
meafure,cut with fares on enery fyde, front 
tbe grounde onto che rofe: and without the 
greate courte alſo. As forthe foundacions, 
they were coftly and greate ftones ,tenand 
eighte cubices greate: and coftly fre ſtones 
theronacordingeto * meafure, and Ceders. 
Bue che greate courte rounde aboure had 
threrowes of fre ftone, z one rowe of play- 
ne Ceders: Euen ſo alſo the courte by F hou · 
of the LOR DE within, and che porch by the 
boufe. 

And Eynge Salomon fent to ferd one 
*Divam of Tyre a wedowes fone, of the 
trybe of Nephtali, and bis facber bad bene 
a man of Tyre.· whid) was a connyngems 
inmetall, full of wyfidome , vnderſtondinge 
and knowlege to woke all maner of mecall 
worke. Whan be came to kynge Galemon, 
hemade all bis wore, «and made two bea- 
fen pilers ,echer of chem eightene cubices 
hyerand a threde of ry.cubites wasebe mea 
fure aboutcboch > pilers:and be made two 
tnoppes of bzaffe molcen,cofer aboue vpon 
the pilers: and euery knoppe was fyue cuby 
tes bye: and oneucryEnoppe aboue vpon * 
pilers ſeuẽ weychen ropes life cheynes . And 
vpon euery Enoppe be made two rowes of 
pomgranates rounde aboute on one rope, 
wherwith ? Enoppe was conered. And the 
Enoppes were lite rofes befoze $ porche fou 
re cubites greate. And the pangranates in 
the rowesrounde aboute weretrvo hũ dreth 
aboue and bencth vpon the repe,rwebich wẽ · 
te rounde aboute the thicknes of the Enop- 

e, on euery Enoppe vpon beth the pilers. 
nd fet vp the pilers befozeebe porche of 
the temple. And chat which be fet onthe 
right banbve , called be Tachi: and that 
which be fet onthe lefte bande, called be 
Boos. And fo ſtede it abeue vpon the pilers 
enen lite rofes.Chus was the worke of * pt 
fers fyniſhed. 
DAnd he made a molten lauer ten cubytes 
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wyde from the one ſyde co the other rounde 
aboute, and fyne cubites bye, and a threde 
Of thirtie cubites lSgewas meaſure roun 
de aboute: and aboute the ſame lauer that 
was then cubites wyde, there wente Enop- 
pes onthe edgetberof rounde aboute che le 
uer. Two rowes were there of che Enoppes 
molten with the lauer. 

And it fiode vpon twolue ballocFes, wher 
of thze were tnrned towarde the north, thie 
towarde the weft, thre towarde the fouch, 
and thre towarde the eaft,and the laner abo 
ue theron, fo that all their bynder partes 
were within onder the lauer : wherof the 
thicneffe was an bandbreth :and the edge 
Of itwas life the coge of a cuppe,andas@ 
floured rofé, and it conte yned ewo thouſan · 
de Battes. 

And he made ten braſen ſeates, euery one 
foure cubites longe and brode, andthe cu⸗ 
bites hye. The feate was made ſo that it had 
ſydes bet wene the ledges. And onebe ſydes 
betwene the ledges there were lyons, bulloe 
Fes and Cherubins. And on F ledges which 
were abouc and bencth the lyons andbulloc 
Fes , were the ſydes mate (o , that they were 
ſet downwardes. And euery ſtole bad foure 
braſen wheles with bꝛaſen axeltrees And 
vponthe foure corners there were proppes 
molten,encry onc ouer aga ynſt anocher, vn⸗ 
derſet vnto the kettell. 

And che fotec vpon the ſtele was a cuby⸗ 
te hye and rounde a cubyteand an halfe wy- 
de and onthe ſolet there were Enoppes it 
foldes, which were foure|quared z noc roun 
De. The foure wheles frode beneth by che fy- 
des,zebearcicrees of the wheles were bar- 
de on ¥ featc.Euery whele was a cubite and 
a halfe hye, aud they were wheles lite care 
wheles. And their axeltrees, ſpoles, nales, 
ſhaftes were all moiten. And the feure prop 
pes vpõ the — — Of euer y ſe ate wee 
re harde on the ſeate. 

And on the ſolet aboue vpon the ſeate a 
cubyte and an halfe roundcabcute,there we 
reledges andfydes harde on the ftate. And 
onthe plat of he fame ſydes and ledges, be 
cauſed co carne Cherubins,lyons and palme 
trees,one by another rounde abeute theron. 
Afrer this maner mate heten moltẽ feates, 
one maner of meafurez witenes was in all. 

And be made cert copper Fettels , ſo that 
one kettell cSteyned fortye Battes,and was 
foure cubites greate,and vponencry ſeate 
was a kettell. And fyne feares fee be onthe 
righte fyde of the houſe, andebe orber fyue 
onthe lefte fyde. Buc the lauer ie be before 
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onthe righte hande towarde the ſouth. 

And Hiram made pottes alfo and ſho⸗ 
uels and bafens, z fo fyniſhed be all the woz 
Ee, that Eynge Galonion cauſed to be made 
inthe boufe of the L ORDE: namely ꝰ two 
pilers, and che rounde Enoppes aboue vpon 
thetwo pilers and the two wrythen ropes 
tocoucr the tworounde Enoppes vpon che 
pilers. And che foure hũdreth pomgranates 
don the two wrythen ropes, eucr trworowes 
of pomgranates vnto euery rope, co couer 
the two rounde Enoppes vpon che pilers. 
And che cen ſeates, andten kettels theron, 
and the Jauer,and twolue bullocFes vnder ¥ 
lancr And the pottes, ſhouels and baſens. 
And all the omamentes which Hiram made 
vnto kynge Salomon for the houſe of the 

G LORDE, were of puremetall. In the coun- 
treby Yordane, caufed the kyngethem to be 
molten in thicke earth , beiwene Sucoth 
anddarthan . And Salomon lec alltheap- 
parell be vnwe yed, becanfe themetall was 
femod. 

Moꝛouer Galomonmadve all theapperell 
that belonged onto the boule ofthe LORDE: 
namely a golden alcare,a golden table that 
the ſhewbred laye on, fyue candelfticies on 
the righte bande, and fyue candelfticfes on 
thelefte (before the quere) of pure golve, wb 
floures,lampes and [noffers of golde,cherto 
flat peces, charges, bafens, fpones and cen- 
fours of pure golde. And the hotes of F do 
res onthe infyde of che houſe in the moft bo 
ly, and in the doves of che boule of thetéple 
of cheL OR DE were of golve. 

Thus all che wortechac tynge Salomon 
madein > houſe of the LORDE, was fot 

ts fa 
ther Dauid bad fanctified,of fylucr and gol 
De and omamentes,and layedicamonge the 
treaſures of the boule ef the LORDE, 
Tbe Vill. Chapter. 

a oe Hen gathered Eynge Salomon all * 

< Elders in Iſrael together, all the ru 
lers of thetrybes and prynces of che 
fathers amongeche childꝛen of Iſrael vnto 

Jeruſalem to bzynge vp the Arke of the co- 

benannt of the LOR DE, ont of theciteof 

Danid,thatis Sion. And chere reſorted vn⸗ 

to kynge Salomonall che men in Iſrael, at 

the feaft inthe moneth Ethanim, chat is + 

fenenthmoncth. And whan all > Elders of 

Iſtael came,the preftes toke the Arke of the 

LORDE, and biougbte it vp, and the Taber 

nacle of witneſſe, and all che ornamentes of 
the Sanctuary thar were inthe Taberna- 
cle, This dyd the pꝛeſtes and the Lenites. 
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And kynge Salomon and all the congrega 
cion of Iſtael p were gathered vnto bim, 
wente with him before the Arke, and offred 
ſhepe and bullockes, ſo many,that they coul 
denot be nombred ner tolde. 

So the preftes broughte the Arke of che 
LORDES couenaunt vnto bit place,enem in 
to ? Quere of che houſe in che moft holy on 
der * wyngesof the Cherubins. For } Che 
rubins fpzcd out their wynges inthe place 
where the Arke ſtode and couered che Arke 
andthe ſtaues cherof from aboue. And the 
ſtaues were fo lSge,cbat > Enoppes of them 
were fene from the Sanctuary befoze * que 
re, but on theour[yde weretbey nor ſene, and 
they were there vnto this daye. 

And in che Arte there was notbinge, but 
onclythe two cables of ftone, » · which Mo· 
ſes badlayed cherin at Hob, whan F LOR 
DEmabee coucnaunt with the childien of 
Iſtael, what tyme as they were departed 
out of thelondcof Egipte. 

Bue whan che preftes wente ont of che 
Sanctuary,a cloude fylled che boufeof the 
LORDE fo $ the preftes conlde not fiondez 
execute the office che cloude:for the glory 
of the LORDE fylled the LORDES houſe. 
Chen fayde Salomon: + The LORDE fay- 
de, chatbe wolde dwell ina Darke cloude. J 
bane bnylded an houſe, to be anbabitacion 
wneo thera feate, chou ma yeſt dwell there 
for euer. And y kynge turned bis face,z bleſ 
fed all the congregacion of Iſrael. And all 
the cSgregacion of Iſrael frove, zhe faydes 

Prayfed be the L ORDEGod of Iſrael. 
which promifed by bis mouth onto m fi a 
ther Damid, and by bis have path falfyll ed 
it, and faybde: · Sence tbe daye $ bough 
temy people of Iſrael out of Egipre,bauc 
3 chofenno cite amdgeallebe crybes of If 
rael, to buylde me an bonfé, chatmy name 
might bethere.. Sut Dauid have choſen, 
to be oner my people of Iſrael. 

And in dede my father Dauid was myn 
ded to buylde an boule vnto thename of the 
LORDE God of Iſt ael:neuertheles the LOR 
DE fayde vnto my fatber Dauid: Where as 
thou waft mynded to buylde an houſe wn- 
tomy name, thon baft done well, that thou 
art ſo aduyfed.dowbeit chou fhale not buyl 
de the boule, but thy forme which [hal come 
out of thy loynes, he fal buyide an houſe vn 
to my namie. And the LORDE bath perfoure 
med bis worde that be fpake: Foz Fam come 
vp in my fecher Dauide fteade, and ſyt vpon 
the ſeate of Iſrael. as the LORDEfayterand 
haue buyloct an houſe vntot he name ofthe 
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LORDEGod of Iſrael: and there haue J 
ordeyned @ place forthe Arke, wherin is che 
LORDES couenaunt, which be made with ou⸗ 
re fathers, whan be broughte them out of ¥ 
londe of Egipte. 

And Salomon fFove before the altarc of 
the LORDE in the prefence of the whole con- 
gregacion of Trael, and belde our bis ban- 
Des towarde heauen, and fayde: + © LORDE 
God of Freel, there is no god lite the, me- 
ther aboucin heauen, ner benech vpõ earth, 
shou that kepeſt couenaũt and mercy forall 
thy feruaunctes chat walte before * with all 
their bert,chou that haſt kepte promes with 
my father Dauid thy ſeruaunt: With thy 
mouth chou ſaydeſt it, and with thy bande 
haſt thou fulfylledic, as it is come to paffe 
D chis daye. Noͤw LORDE God of Iſtael ma 
Ee good unto my father Dauid y ſeruaunt, 
that which chou haſt promyſed him, and fay 
de: ¶ Thou ſhalt not wante a man befozeme 
to ſyt vpon the ſeate of Iſtael yf thy childrẽ 
bepetheir waye, ſo $ chey walke before me 
like as chou haſt walted before me. Clow 
thou God of Iſtael,let y worde be verified, 
which thonbafé promyſed vnto my fatber 
Dauid thy ſeruaunt. 

For thynkeſt chou Goddwelleth vpon 
earth? · Beholde, the heauens and the hea⸗ 
uens of all heauens maye not contayne the: 
how ſhulde then this houſe do it. chat J ba 
uc buylded 7 But turne the vnto the prayer 
of thyſeruauut, and to bis fpplicacton(O 
LORDE my God)that thou mayeſt heare the 
thantefgeuynge and prayer, which thy ſer⸗ 
uaunt maketh beforethe this daye, fo that 
thineeyes be open oner this houfenight and 
da ye, euen ouer this place(wberof thou fay 
‘defé:* ity name [hall dweil chere.) That 
thou mayeft beare the prayer which thy fer- 
uafit maketh inthis — heare the — 
ceſſion of y ſeruaunt T of thy people of FF 
— they ſhall mate jae inebis pla- 

ce of thy babicacionin beauen: and whan 
thou beareff it,be gracious. 
EVWohan eny mã ſynneth agaynft bis negh 


rat. · g bonre, and taketh vpon bim an ooth wher- 
Exo.a2-b with be byndeth him ſelfe, and * ooth com- 


meth before thine altare in this boule, chen 
heare thou in heauẽ, and ſe that thy feruaun- 
tes haue right, to condemne the vngodly, 
andto bzynge bis waye vpon bis orone bea 
de, and to infiifie the righteous, to gene bins 
acordinge to bis righteouſnes. 

*DOban thy people of Iſrael is ſmytten 
before their enemies (whyle they bane ſyn · 
ned aga ynſt the)and yf they curne onto the 


The viij. Chap. 0. (vif. 


andEnowlege thy name,z make their prayer 
end intercefjion vnto the in this boule, thé 
heare thou chemin beanen, andbe mercifull 
vnto the fynne of chy people of Iſrael, and 
brynge chem agayne into the loñde, chou 
haſt geuen vnto their fathers. 


Whan the heauen is [hut vp, ſo ?it ray · s.Reaze 


neth not ¶ for fo moch, as they haue ſynned 
aga ynſt che) and yf they mate cheir prayer 
in this place,and knorlege chy name, and 
turne from their ſynnes wha thou troubleſt 
them, beare thou them chen in heauen, and 
bemercifull vnto the fynnes of chy feruaun 
tes, andof thy people of Iſtael, that thou 
mayeft [perce them the good waye, wherin 
they flbulde walke. and let it ra yne vpon the 
londe that thou haſt genes chy people to in · 
heritaunce. 

Whyhan a derth.oꝛ peſtilence, or dꝛiouth, oꝛ ¥ 
burnynge,oz sre(onper or catirpiller, is in 
their lonve, oz whan bis enemye layechlege 
tobis portes in rhelonde, or whaneny other 
plage or difeafe bappeneth,who fo ever chert 


matech bis prayer and peticion, · whether Elasob 


it be eny ocher mes oz thy people of Iſrael 
(which thé are aware of their plage ſeuery 
one in bis bere, and ſpredeth ont bis handes 
vnto this boule: Heare chou thenin beauen 
In the feate wherethon dir elleſt, andbemer 
cifull, ⁊ ſe chat thou geue every one acordin · 
geas be bach walked, lite as thou knoweſt 
bis hert for thou onely knoweſt the bert of 
all the children of men)eharcheymaye all- 
roaye fearetbe, aslonge as they lyucin the 
* which thou haſt geuen vnto oure fa- 
ers. 


And whan eny ſtraunger. that is not of totus. 
thy people of Iſtael commeth out of a ror aeoee 


recountre for thy names [ate (for they ſhall 
Deare of thy greatename, and of thymigh- 
tie bade, and of thy ontftretched armejand 
commeth comatebis pzayer inthis boufe, 
beare thou bim chen in heauen, even in the 
feate of thy dwellynge, and do all forthe 
which chat firaunger callech vpon the, that 
alltbenacions vpon earth ma ye knowe chy 
name, and that they maye feare the, as thy 
people of Iſrael dor and chat chey maye 
Enowe, bow that this houſe which J haue 
buylocd,is named after thy name. 

Whan thy people go forth tothe bat- Ge 
tayll agaynfé cheir enemyes , che wayetbat 


thou [bale fendetbem *and ſhall pzaye on- pane. 


totbeL ORD Etowarbethewaye of the ci- 

te whid thon haſt chofen, and towarde the 

houſe that J bane buyloed vnto thy name, 

beare ebou then cheir prayer ae peticion 
iü 
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in beauen,and erecute iudgment fo: then. 

Whan chey lynne agaynft che (for « chere 
isnoméchac fynnech not )z thou be moth, 
and del yuer che onto their enemyes, fotbat 
they carythem awaye capt yue into the ene 
myes londe farre or nye and yf theyremens 
bre them felucs in the londe whererbey are 
capt yue, and turne, andmate their intercef- 
ſion vnto the in the londe of cheir captyui· 
te,and faye: We haue fynned, z done amyſſe. 
and baue bese vngodly and ſo curne vnto * 
with all their berc, and with all their ſoule 
in che [Sve of their enemies(which led them 
a wa ye captyue) and mate cheir prayer vn⸗ 
to the towarde the waye of their londe, that 
thon haſt geuen onto their fat hers, euen to- 
wardeche cite which thou haſt choſen, and 
towarde the houſe that J baue buyloed vn⸗ 
to thy name:then hearẽ thou cheir prayer 
and fupplicacion in beauen, + fromebe fea- 
te of chy dwell ynge, anderecuccindgment 
for them, and bemerafull onto chy people 
that baue fynned agaynft the, and vnto all 
their erefpaces , wherrwich they haue tranf- 
greffed agaynftthe,*and graunce thé mer- 
cy in the fighte of them whic led them a- 
weaye prcfonners, that their enemyes maye 
bemercyfull onco them: for they are chy peo 
Fags 24nd thyne enberitaunce, whom thow 

oughteſt ont of Egipte, from the yzon foz 
nace:tbat thine eyes maye be open wnto the 
peticion of thy feruaunt, and of chy people 
Of Gfrael,chacchou mateft beare chem in all 
thinges for the which they hall call vpon 
the Tforthou OL OR DELORDE)baft fan 
‘dered chem outso be aninberitaunce vnto 
thy felfe, from amõge all the nacions vpon 
earth, acordinge as thon ſayydeſt by Moͤſes 
thy ſeruaunt whan thou broughteſt oure fa 
thers ont of Egipte. 

+ And whe Salomon had ended all this 
prayer and peticion before the LORDE, be 
roſe vp from thealtare of the LORDE,and 
le ſte of from knelynge and hold ynge out of 
bye towarde beauen,and ſtode and blef- 

ed all the congregacion of Jirael with lou⸗ 
Be voyce, and fayde: Pzayfed be che LOR- 
DEwhbid bath geuen reff onto bis people, 
gceordinge as be fayde. Chere hath notone 
fayled of all bis good worbdes, which be fpa 
Be by bis ſeruaunt Moſes. Che L ORDE on- 
te God be with vs,as be bach bene with ou- 
re fathers, and forſakẽ vs not, nether with- 
drawe bis bande from ve, but bowe oure ber 
tes vnto bim , that we maye waltein all bis 
wayes, and kepe bis commanndementes, o2- 
dinaunces and lawes , which be commaun · 


Khe tr. Chap. 

ded oure fathers . And thefe wordes wher- 
with J bawe made my peticion before che 
LORDE, come nye vnto the LORDEoure God: 
da ye and night, chat be maye execute iudg 
ment for bis ſeruaunt and for bis people of 
‘frac, euery one at bistyme:chacallnaci- 
ons vponearth maye Enowe, that the LOR- 
DE is God, zebat there is none otber. And 
fet yonrebert be perfecte withthe LORDE 
oure God, to waltein bis ſtatutes, and to 
Eepe bis commaundementes, as it is this 
da ye. 

And the kynge with all Iſrael his people 
offted facrifice defore che LORD Pah Ga 
lomon offred decd offerynges (wohich be of- 
fred onto the LORDE) two and twenty chow 
fande oren,andan bunbzeth T twent y thon- 
ſande fbepe . Sothe Eynge and allthe chil · 
dien of ANael dedicated the boule of the 
LORDE. Che fame Daye dyd che Eynge dedi- 
cate the myddelmofé courte, which was ber 
fozetbe houſe of the LORDE: hat he mighte 
there perfourme the burntofferynges,meat- 
offer ynges, andebe fac ste deedoffer yn⸗ 
ges: forthe braſen altare that ſtode before y 
LORDE, was to litle forthe burntofferyn- 
Ses, meatofferynges, and for the facof the 
Deehofferynges. 

And atthe fametyme made Salomon a 
folempne feaft, and all Iſrael a greate con- 
greqacion wich bim, from the border of He 
math vntothe ryner of Egipte, be fore the 
LORDE onre God, feuendayes,and yet ſeuen 
Dayes,that were fourtene ðaies. And onthe 
eight daye be let the people go. And they 
bleſſed the Eynge , and wente vnto their 
tentes reioyfinge and witha mery bere, be- 
canfe of allche good thatthe LORDE bad 
Done wnto Dauid bis ſeruaunt, ⁊ to bis peo- 
pleof Iſrael. 


The x. Chai * 

Lo wban ‘Salomon bab fynifhed > 

buyldinge of the boule of the LOR- 

DE, and che Eynges houſe, and all that 
bis deſyre and pleafure ras to mate, } LOR 
DE appeared vnto bimtbe feconde tyme, 
*euen a6 be appeared wnto bim at Gibeon. 
And the LORDE fayde vnto him: J baue ber 
de thy prayer and peticion,that thou haſt 
made befoze me,and bane fanctifiedebis bow 
ſe whic) thon baft buylved,chat J maye fee 
my name there for euer: and myne eyes and 
my bert fhalbetbere allwaye, And yf chow 
walke befoze me(aschy fatber Dauid wal- 
ked) witha perfecte anda true bert, fo that 
thou doall that JI haue commaunded ebe, 
Gnd Eepemyne ordinaunces and lawes, then 
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wyll J ſtabliſh the eave of thy Eyngdome 
ouer Iſtael for cuer, acordinge a5 J premy⸗ 
pRean [ed thy father Dauid, and fayde:* Thou 
Boal not wante aman fromthe ſeate of Iſ⸗ 
tar 
B "Bae yf ye turne bak frome, yeand you- 
re childzé, and kepe noe my commaundemen 
tes and ordinaunces which J bane layed be- 
fore you,but go and ferneotber goddes, and 
worſhipe them, then wyll Irote Iſrael out 
4Reasb of che londe that J bane genen therm. 2nd 


iere· . a she houſe that J have halowed vnto my na 

me, wyll J put awaye fro my face . And Fr 

sael ſhail be come a byworde and fabell ams 

geall nacions, and fo fal ebis bye boufe: ſo 

chat euery one goech by, ſhall be aftonyed, 

— and mate an hyſ ynge, and faye: * WOberfore 
ere, 23+ 


bath the LORDEDone thus vito this londe 
and co chis houſe? Then ſhal it be anſweredr 
Secaufe chey foxfote } LORDE thetr Gov, 
(webidy brought their fathers ome of the lon 
de of Lgipte) and bane receaued other god 
des,and worfipped them, and feruedebem. 
Therforebhach ¥ LORDE brought all this 
euell vpon them. 
CNow whan the twent ye yeares were ent- 
ded, wherin Salomon buylded: thetwo hou 
fes,the LOR DES bone and the kynges how 
fe, «where vnto Hiram the Eynge of Tyre 
brought Saloms Cever trees z Pynetrees, 
and golde after all bis defyze, chen gane kyn 
ge Salonron vnto diram trentye cities in 
the countre of Galile. And Hiram departed 
from Tyꝛe to vyſet the cities whidy Salo- 
mort bad geuenbim, z they pleafed bim nor, 
and be fayoe: What maner of cities are the 
fecmy brotberebac thou haſt gene mez 2nd 
be called them the londeof Cabul vnto thio 
daye. And Hiram fent vnto the Eynge, fire 
feore bundzech weight of Golde. And theſe 
me ts ehe ſumme of the taxe that kynge Sa 
fomon rayfed to the buyldinge of che boule 
of the LORDE, and bis ewne boufe,z Wut 
Io, and thewalles of Jeruſalem, and Hafez, 
and Megltddo, and Galfer. 
D So ppparae Ft ynge of Egipte came vp, 
and wane Gafer,z brent te with fyze,z flewe 
the Cananites dwelt in the cite· z gaue it 
24 gifte vnto bis doughter Salomss wi 
So Salomon buylded Gaſer Tche lower 
ethoron, and Baelath and Thamar, in * 
wyldernes in the londe ⁊ alltbe cities ofthe 
corte houſes chat Salomon bad,and all che 
cities of the charettes, z all che cities of the 
horſmen ¶ and what it pleafed himto buylde 
ac Jeruſalem, in Libanus, ⁊ in euery coun- 
tre of bis domynion. 


Fhe x. Chap. Ao. (vif. 

And all che remnaunt of the people of 
the Amoryces, Hethites, Phereſites, Heui · 
tes and Jebuſites, which were nor of the 
children of Iſrael, their children which they 
lefte bebynde chemin the londe ( whom the 
children of Iſrael coulde not vtterly deſ⸗ 
troyeyebojedyd Salomon mate tributaries 
wnto this Daye. 

+ Dut of che childien of Iſrael he made 
no bondmen, butler chem be men of warre, 
and bis fernauntes,and pzynces,and Enigh 
tes, and ouer bis charettes and horſmẽ. And 
the officers whidy were oner Salomons bu- 
fynefje , were fyue bundzech and fyftye, 
which ruled che people,and perfourmed che 
eos 

nd Pharaos doughter wente rom 
the cite of David, into bir boufe* —* be e.⸗.ð 
ad buyloed for ber.* Then buyloed be Mil pegs. 
Io likewyſe. And chietymes in the yeare dyd 
Salomon offre burntofferynges and decd 
offeryuges vpon the altare + that be bad 7-Para-a 
buyloed vnto che LOR DE,@nd burnt incen- 
fe vpon it before the LORDE, and ſo was the 
houſe ended and fyniſhed 

And Salomon made ſhij 
zeon Geber, which lyeth by Hi 
ReedSee ſhorꝛe in F londe of the Lvomices. 

And Hiram ſent bis feruanntes by [hippe, 

whic were fhipmen,and bad erperience of 

the See, with Salomone feruaunves , and 

they came vnto · Ophir, and fetched from lete.0. k 
thence one z twenty ſcore hundꝛet h weig ht 

Of golde, and brought it onto Salomon. 


Thex. Chapter. 
Of Llowban tynge Salomons fame of A 


thenameof the LORDEcame coche 2.1 

cares of the Quene of riche Arabia, 
fhe came co prone bim with darke fencences. 
And fle came co Jeruſalem with a marne- 
lous greate trayne, with camels which bare 
{pyces,and moch golde,and precious ſtones 
And whan fhe came into Eynge Salomon, 
fhe [pate vnto bim all that was in bir bert. 
And Salomon colde her eneryebinge, and 
the Eynge bad notbinge in fecrete, but be 
tolde ic ber. But whan che Quene of ri- 
che Arabia farve all che wyfdeme of Galor 
mon, and the boufe chat be bad buylded, 
andthe meates of bis cable,and chedwellin 
ges of bis fernauntes,z the offyces of bis nit 
Hifters,and their garmentes,and bis butlers 
and the burntofferynges whic be offted 
in the houſe of the LORDE, fle roondzed er- 
ceadingly, and coulde no fonges refraynes 
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but ſayde vito the kynge: Geis truethat J 
Daue berde in my lonvde of thy bebauonre 
and of thy wyßdome. And J wolde nocbe- 
leue it, cyll J came and fare it with myne 
eyes :and bebolde, che balfe bath noe bene 
tolde me. 

Thou haf more wyßdome and good, thẽ 
the fame is that J baueberde. Zappyeare 
tby people and thy feruauntes, that aliwaie 
ſtonde befozetbe, and beare thy wyfdome. 

rayſed be the LORDE thy Good, whid 
bas ſoch @ pleaſure vnto the,that be fer the 
pon che feate of Fitael : becanfe he bath 
allwayeloued Iſtãei, and bath fet theto be 
Eynge, that chow ſhuldeſt manta yne inftyce 
andequyte. 

ind [he gaue the bynge fyre ſcore bunt- 
dreth weighte of golde, and very mod) fpy- 
ce,and precious ftones. There came nener fo 
moc [pycecbyther asthe Quene ofriche 
Arabia gaue onto Eynge Salomon. And 
Hirams [bippes, * which caried golde out 
of Opbir,boughte maruelons moch coftly 
tymber and precious fEones from Opbir. 
And of chat coſtly cymber the Eynge cauſed 
tomate pilers in the boufe ofthe LORDE, 
and in * kinges houfe,and barpes and pfal 
teries forthe Wtuficians. Chere came nomo 
re foch coftly cymber, nether was it fene vn- 
tothis daye And kynge Salomon gaue the 
quene of riche Arabia, all that fhe deſyred 
and axed, beſydes that which be gaue ber. of 
& frye bande. And fhe returned, and depar- 
ted into bir lanbde with bir ſeruauntes. 

The golde that cameto Salomon in one 
yeare, was nyne and thyrtie (core hundreth 
rweighte,befydes that which came of chap⸗ 
men,marchauntes and Wk potecaries,and of 
the nexte Eynges,and of the mightie men int 
thelonde. And kynge Salomon caufed to 
mate two bundzeth fpeares of beaten gol- 
de,fire bundzeth peces of golde put betoe- 
uery fpeare:and thre hundreth fyloes of + 
beft golde, euen thre pounde of goide vpon 
enery ſhylde. And che Eynge pur chem inthe 
x boufe of the wod of Libanus. 

2nd theEynge madea greate Rate of R⸗ 
uery,and ouerlayed it with ¥ moft precions 
golde. And the feate badfire ficppes, and > 
heade of the feate was roũde bebonte, 2nd 
there were two poftes to leane * on both 
the fydes of the ſeate, and two lyons ſtod⸗ 
vponcheleanynge poftes, and twoluelyons 
Eode vpon thefire fEeppes on both the fy- 
Ses. Sodonebath not bene made in eny 
Eyngdome. All kynge Salomõs dzyntynge 

veſſcls were of golde, and all the veffels in 


xs 
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the houſe of y wod of Libanus were of pu· 
re goldealfo: for fyluer was not regarded it 
Salomons tyme. Gor ehe Eynges Seefhip 
¥ fayled vpon the See with Fibippe of vi 
ram, came once inebze yeare ,and broughee 
golve,fyluer, Query, Apes, and pecockes. 

Thus was kynge Salomon, greater in ri 
ches and wyßdoine then all che kynges vpõ 
earth: And all the worlde deſyred to fe Salo 
mon,that they mighte beare the wyßdome 
which God gauebim in bis bert. Andebey 
— him yearly euery man bis preſent. 
veſſels of fyluer and golde rayment and bar 
neffe,fpyces, horſes and Mules. And Salo- 
mon brongbte charettes and horſmen roge- 
ther, focbat be bad a thouſande and foure 
bundzeth charettes ,andtwolue thouſande 
boifinen:and thofé be putin ¥ charet cities, 
and with the kynge ae Jeruſa lem. 

And chetynge broughte it to paffe, that 
there was as moch fyluer at Jeruſale as ſto⸗ 


nes:andas many Ceders as there were wyl 
de figge trees inthe valleys And Salomss 
horſes were broughte out of Egipte, and fis 
Arena: for che kynges marchauntes fetched 
them from Keua for money. Ande charet 
came vp ont of Egipte foz fire hũdreti Sy 
cles of Syluer, end an horſe for an hũdrech⸗ 
and fyfcye.C bus were they bioughe alfo vñ 
to allcbetynges of the Hetbites andto the 
Eynges of Sitia bytheir handes. 
TheXL Chaprer. 

De&ynge Salomon loued many ont 
B landiſthh wemen, Pharaos dough- 

ter,and wemen of Moab, of Ammo, 
of Edom, of Sivon,and of Hetb,enen of tho 
fenacions, thatthe LORDEfpate of onto the 
children of Ffrael:Go not ye vnto them,and 
let not them come vnto you:they ſhai fure- 
ly bowe youre bertes after their goddes: On- 
totbefe dyd Salomon enclyne with affec- 
cion. And be bad feuen hundreth wemen co 
wyues, and thze bundzeth concubynes,and 
bis wynes turned bis bert aſyde. And whan 
be was now olve,bis wynes bowed bis bert 
after ſtraunge goddes,fo that bis bert was 
not whole withthe LORDEbis God,as was 
the bert of Dauid bis father. 

So Salomon walted after Aſtaroth the 
god ofthe Stdonians, and after Malcom 
the abbominacion of the Ammonites. And 
Salomondyd F which difpleafed the LOR- 
DE, and folored not ¥ LORDE to ¥ vttemoſt 
as dyd bis father Dauid. ThE buylbed Ga- 
lomõ an bie place vnto Chamos the abhoemi 
nacid of Moabites vpon the mount thac 
lyeth before Ferufalé and neo Molo) ebe 
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B abbominacion of che Ammnnites. 

Thus dyd Salomon forall his outlãdiſh 
wyues, which brent incenfe,andoffred vnto 
their godvdes. But che LORDE was wroth 
at Saloon, becaufe bis bert was turned 
aſyde from * LORDE God of THfracl,.wbidy 
babdcwotymes appeared vntõ bim,and cõ· 
maunded bim, that be ſhulde not walte af- 
ter other goddes: and yet kepte be not chat 
theLORDE commannded bim. Therfore 
faydve the L OR DE wnto Salomon: Foꝛ ſo 
mod) as chisis Done with che, and haſt not 
Eepte my couenaunt and myne ozdinaunces, 
which J commaunded the, cherfoze wyll J 
ald plucFe thy Eyngdome from che,and ge- 
weit onto thy fernaunt : Neruert heles in ỹỹ 
tyme will J noe do tc, for chy father Dauids 
fate, buc fromthe bande of cby forme wyl J 
plucke ic. orbeit J wyl noe plucke Fb yng 
dome cleane awaye. Onc trybe wyll J gene 
vnto thy fonne, fo: Dauid my ſeruauñtes ſa 
fe, and for Jeruſalems (ate which J haue 
choſen. 

And the LORDE rayſed vp an aduerſa⸗ 
ry vnto Salomon, even Hadad the Edomi · 
ee of the kynges fede, which was in Edom. 
Sozwban Damd was in Edom, and Joab 
the chefe captayne wente vp to bury the 
flayne,be fmore all the males in Edom. (Foz 

oab remayned therefiremonetbes and all 
5 Ibe bad roted out all * males that 
Svere in Edom.) Chen fled Hadad, and cer- 
taynemenof oabites with bim,of bis 
fathers feruauntes.As for Hadad, be was a 
yongeman. 
nv they gat them vp fro Madian, and 
came unto paran , and coke men withebens 
out of Patan, and came into Egipte onto 
harao che Eynge of Egipte: which gane 
im an boufeand cereayne vytales appoyn 
ted,z gane bim a countre. And Adad four- 
be greace fauoure in chefighte of pbharao, 
ſo chat he gaue bim co wife euen the fifter of 
bis orcnewife Thapbenes the Quene. And 
Thaphenes fifter bare him Genubach bis 
forme, and Thaphenes noriſhed bim vp in 
Pharaos boule, info moch that Genubath 
was in Pharaos boule amonge Pharacs 
D childzen. 

Clow whã Hadad herde in Egipte, that 
Dauid was fallẽ on ſſepte with bis fathers, 
aNd Joab the chefe caprayne was deed, 
befayde vnto pharao: Lee me go in to my 
countre.pbarao ſayde vnto him What lac· 
keſt thou with me, that thou wile goin to 
chy countres he ſayde: Nothynge but yer 

let me go. 


The xi. Chap, Fo. lix. 

Gor rayfed him vp another aduerſary al- 
f, one Rejon the fone —— — 
fled from bis lowe Hadad Eſer kynge of 
Seba and gathered men agaynft bim, and 
was a caprayne of the men of warre what 
Dawid flewe chemiand chey wente onto De 
maſcus and dwelt rhere,and reigned at Da- 
mafeus,and be was Iſraels aduerfary asld 
ge as Salomon lyucd. This isthe harme & 
Hadad fisffecd:cherforehadbeenell will ac 
Dikacland was tynge ouer rack Hin. 

MNoꝛouer Feroboam che fonne of Ereba 
an Epbisicte Salomons ſeruaunt (and bis 
mot hers name was deruga, a wedorwejlifce 
vp bis banve alfoagaynft che tynge. 2nd 
this is che cauſe wherforebelifte vp bis ban 
de aga ynſt che tynge: Whan Salomon buyl 
Ded MFillo,be ſhut vp a gappein the cice of 
Dauid bis father. And Jeroͤboam was ame 
of armes.2ind whan Salemon fare that it 
was a mete yonge man, be fer him ouer all 
the burchens of the boule of Jolepb. 

Dut at che fame cyme it ſoreuned, chat 
Jeroboam wente out from Ferufalem, and 
the prophet Abias of Silo founve bm by 
the waye,and be bad a newclote vpon bim, 
and chey cio were alone in the felde. 2nd 
Abia cote holde of the new cloke $ be bad 
On, and rence che fame inco cwolne peces, 
and fayde onto Jeroboam : Take hou cers 
PeGoxebuo eee 

or chus fayech the L ORDEGodo 

sacl: Beboloe, even thus wyll J eee 
kyngdomẽ from the bande of Saloms, and 
wyl gene the cen trybes. One trybe ſhau be 
haus for my ſeruaunt Dauids fate, and be- 
caufe of che cyte of Jeruſalenn.· which 2 
baue chofen our ofall che trybes of Nac. 
for they baue foxfatenme, and wor tipped 
Aſtaroth the God of the Gidonians, cba. 
mos the god of the 11oabites, and Nalcs 
the godof che dildien of Ammon, and bac 
nenoc walted in my wayes,co fulfillmy plea 
fure, myne ordinaunces , and lowes, as dye 
Dauid bis facber. 

Lioewithftondynge J wyll not take the 
whole Eyngdome from ont of bis bande, bus 
wil mate bim a prynceas longe asbelynechy 
formy ſeruaunt Dauids fate,whom dye 
choke, which Fepte my commanundementes 2 
ordinaunces.. From out of the hande ofhis 
fonne wyl 5 cake tbe kyngdome and wyl ge 
netentrybes vntothe,and one vnto bis fon- 
ne,+ that Denid my ſeruaunt maye allwaye 
baue a lanterne before me in the cite of Jers 
fale, which J bane choſen that J maye fee 
my name chere. Therfore wyl J cake che 
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now, to raygne oner all that thine hert defy- 
reth, and thou ſhalt be kynge ouer Iſrael. 
Rf chou fone now all thac J fail com- 
maunde the, and walte in my wayes,and ful 
fill my pleajure to kepe myne ozdinaunces 
and commaundementes,as dyd my ſeruaũt 
Dauid,chen wyll J be with che,and buyloe 
the « fire boufe, as I buyloed vnto Daud, 
Gnd wyl gene Iſrael onco the andeberwith 
wyll J ſubdue the fede of Dauid, but not foz 
euermore. Sue Salomon foughte co Eyll Ye 
roboam. Then Jeroboam gacbim vp, and 
fled into Egipce to Gifat the tynge of E- 
gipte, and remayned in Egipte, tyll Salo- 
imon dyed. 

Wyhat more there is to faye of Salomon, 
and all that he dyd, and bis wyfdome, it 
is wrycten in the Cronicles of Salemon. 
Thetymechat Salomon was kynge at Je⸗ 
ruſalem ouer all Gfrael,is fortye yeare. And 
Salomon fell on flepe with bis facbers,and 
was buryed in the cite of Dauid bis father, 
and Roboam bis fonne was Eynge in bis 


ſteade. 
The X. Chapter. 

Lib Roboam wẽte ones Sichem, foz 
N all Iſrael was ceme to Sichem to me 

febim kynge. And whan Jeroboam 
¥ fonne of Nebaẽ herde chat, while he was 
yet in Egipte. ( whither be was fled fo: Sa 
lomon)be came agayne out of Egipte. And 
they ſent ſor bim, and called bim. And Jero⸗ 
boam with all the congregacion of Iſrael 
came and {pate to Robcam, and fayde: 
Thy father made oure yock to harde:therfo 
re mate thou now the harde bondage and 
the fore yoo? lighter, and we wyll fabmytte 
oure felues wntothe. He fayde vnto chem: 
Go youre waye vnto the thirde daye, and 
then come tome ageyne.2ind thepeople we 
te their waye. 

And Roboam the kynge helde a councell 
with che Elders that ſtode before Salome 
bis facber whyle be lyned,z be fayde: What 
fs youre councell, that we maye genetbis 
peoplean anſwere They fayde vnto bim: 
Rf chou do this peoplea pleafureto daye, 
and folowe their mynbde, and beare then, 
and gene them good wordes,then fhal they 
be obedient vnts the as longe as thou liueſt. 
Veuertheles be forſole the Louncell that + 
Elders had geuen him, and axed councell at 
the yonge men which were growne vp with 
bim,and ſtode before bin. 

And be fayde vnto them:· What is youre 
councell that wemaye anſwere this people 
which bauc ſayde vnto me: Make the york 
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lighter,chat chy father bath layed vpð vs. 
nd che yonge men chat were growne vp 
with bim,fayde vnto him: Wherẽ as the peo 
ple haue fayde vnto the: Thy facber bach 
made oure yocF to ſore, mate thou it eafyer 
foz vs, Thus fhale chou faye vnto thems 
My litle fynger ſhall be thicker chen my fa- 
thers loynes . Now, my fatber layed a fore 
yoo vpon you,but J wyl yer laye moze ther 
on; My facber cowecte you with ſcourges, 
but J wyl nourcoure you with ſcorpions. 

So vpon the thyrde daye came Jerobo⸗ 
am with all the people vnto Roboam,as * 
Eynge bad appoynted and faide,come tome 
aga yne onthe thyrde daye. Andehetynge 
gaue che people an harde rough anfivere, 
Gnd ſorſoke che coficell chat che Elvers bad 
geuen bins, and talked with chemafrer the 
councell of the yonge mer, and fayde: hy 
father made youre yock fore, but J wyll ma- 
Beit yet ſorer vpon you. My facber correcte 
you with ſcour ges, but Fj wil nourcoure you: 
with corpids.Thus the kynge folowed not 
the peoples mynde, for be was turncd fo fro 
the LORDE, that be mighte feablifh bie wor⸗ 
dex which be fpate by Abias of Silo vnto 
Jer oboam the ſonne of Lebar. 

Bue whan all Iſrael ſawe that che byn· 
ge wolde not bearethem,the people gaue > 
Eynge an anfivere‘and fayde: * What por 
cion bane we chen in Danid o2 inberitaunce 
inthe fonne of Iſai? Set the to thy tentes 
O Ffkael AoFechounowro chy houſe thon 
Dauid. So Iſtael wente vnto cheir rences. 
As for Roboam,beraigned but ewer F dole 
deen of Iſtael which dwelt i the cities of 
‘Gudea. And whan bynge Koboam fine chi- 
ther Adozam the rentgatherer, all Iſraͤel 
fioned bim co deach. Buc kynge Roboam 
ftrengthed bimfelfe, and gat him vp into a 
charet,to fle onto Ferufalem. Thus vepar- 
ted Ffrael from the boule of Dawid vnto 
this Daye. 

Clow whan all Iſrael herde, that Jero⸗ 
boam was comeagaine,thcy fent for to call 
him to the whole congregacion, and mabe 
bim kynge over all Irrael. And no man fo- 
lowed che heuſe of Dauid ſaue oncly thetci 
be of Fuda.* And whan Reboam came to 
Serufalem,all the houſe of Jude and chetry 
de of Ben Jamin (even an Hundzeth and fow 
ve ſcore thouſande choſen men of armes) ga 
thered themſelues together ce fight againſt 
¥ houſe of Iſtael, ⁊ co brynge the kyngdome 
agayne onto Roboam ¥ fonne of Saloms. 

But che roorde! of God came to Semeia 
themanofGod, and ſayde: Speake thou 
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20 Roboamebe fonneof Salomon kynge of 
Judea, andto all * bouje of Juda and Den 
Jamin, and co che ocber people, and faye: 
Thus fayerh che LORDE: Ne ſhall noe go 
vp and fighce ageynft youre brethren che 
children of Iſraei. Lec eusry man go bome 
agayne, for this is my deve. And chey herke 
ned vnrocbe worde of the LORDE, and tur 
ned back, co go their waye, as che LORDE 
fayde. Bur Roboam buyloed Sichem vpon 
mount Ephraim, and dwelt therin, and de- 
parted thence, and buylded · Penuel· 
Jeroboã choughte in bis here: Che bin: 

dom̃e fhall fall agayne now vnto che Dou 
of Daud, yf chis people go vp co offre in 
theL OR DES boufe ac Jeruſalem, and fo 
hall che bert of chis people turne to their 
lorde RoboamEynge of Juda, and the fhal 
they flayeme, and fall aga yne to Roboaus 
Eynge of Juda. And the Eyngebeldea coun 
cell*and made ewo golden calucs and fay- 
de vnro them: It is co mod foz yon to goto 
Jerujalé:bebolve, + chereis chy Goo(O Tf 
tael)whidy broughee > ouc of Egipte. Anð 
che one ſet he at Decbel,zebhe orber in Dan. 
And this dede eurned co fynne, for the peo- 
ple wente before the one onto Dan. 

de mave an boufe alfoin the bye pla- 
ces, + and made preftes of the ſmalleſt incbe 
people, which were not of the childꝛẽ of Ze 
ui. And vponche fifcene Daye of theeighte 
moneth be made an boly daye, teas che ſo 
lempne feaſt it Juda, and offered vpon che 
altare. Chus dyd be ar Becbel ,in doynge 
facrifice vnto che calues robich be bad ma- 
De, and ac Bethel he orde yned the preftes of 


the bye places chat be bad made:and offreð 
vpon the altar (which he bad mave)at Be- 
thel , che fiftene daye of the eight moneth, 
wbich be invented of bis orone bere. And he 
made che children of Iſtael an boly daye,z 
wente vp to the alcare co burneincenfe. 
Thexiil. Chapter. 
Lid bebolde, there came ams of God 
f from Juda (thorow the worde of the 
LORDE)vnto Bethel, and Jeroboam 
ſtode by che alcar co burne incenfe.2indbe 
cried agaynft che alcare thozorw the worde 
of the LORDE, and ſayde: O altar, altar, 
thus ſayeth cheL O R DE: Bebolde, there 
fhal be borne vnto $ houſe of Dan.de fon 
ne, Joſias by name * which onthe fal offer 
the preſtes of the bye places, hac burnein- 
cenfe vpon the, and mens bones fhal be bur 
ne onthe. And he gaue a wonder token the 
fame daye,and fayde: This is thetofen, that 
the LORDE bath [poten it, beholde, the altar 
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hall ryue, and che aßſhes, chat are eberor, 
[hail be poured our. 

But whan che tynge herde che worde of 
the man of God, that cried aga ynſt che alka 
re atDecbel,be ſtretched out bis bande by ¥ 
altare, and ſa yde: Laye bondes on him. And 
bis hande chat be ſtretched out, wycbered, 
and be coulde not Dawe it onto bim agay⸗ 
ne. And > alcare rove, and che aß ſhes were 
poured ouc from che altare,acozdinge co the 
wonder cofenthat che man ef Gov bad ge- 
nen by the worðe of the LORDE, 


Ano chetyngeanfwered,andfayde vnto B 


theman of Goðder © piaye the face of the 
LORDEthy Godvand make interceffion for 
me,thac my bande maic be reſtored onto me 
a@gayne. Chen prayed che man of God onto 
the faceof the LORDE. Andthe Eynges 
bande was reſtored bimagayne, and beca- 
me as it was afore · And che kynge ſayde 
vnto the man of Goo: Come home with me, 

and dyne,and J wil geuethe a re warde. 
Buc che man of God ſayde vnto the Eyn- 
gernf chou geueſt me halfẽe thy houſe. J wil 
noc come wich the: foꝛ in this place wyll J 
necher eate bred, mer DzynFe water. Gor chus 
am J commanded , and thus is tc fayde 
vnts me by che worde of che LORDE: Thow 
eate no bred, and drynke no water, ne- 

ther returne the waye chat thou wenteft. 
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And be departed another waye, and re · C 


turned not agayne the waye that be came 
to Bethel. Bůt ac Bethel chere dwelt an ol- 
de prophet vnto whõ bis fonnes came,zcol- 
de bimall che wortes * che mã of Sod bad 
done thar dayeat Bethel, z the wordes that 
bs bad {poten vnto che Eynge. And their far 

x fayde vnto chem: Which waye is be go 
ney And bis fonnes ſhe wᷣed him the waye 
that the man of God was gone: which ca- 
me from Juda. de fayde onto bis fonness 
Saddell me the affe.2ind wha they bad ſad 
Ted bim che affe,berode cheron,and wente af? 
ter rheman of God, and founde bim ſytt in⸗ 

wonder an Oe tre, and fayde vnto hime 

rt thou the man of God chat came frem 
Juda? He ſa yde:Ree. 

He ſayde vnto him: Come home with me, 
and eate bred.. He fayde : FJ maye not turne 
backe withthe, and come with the. Nether 
wyll J eate bred,ner dzynte water with ebe 
in this place : for it is (poten vnto me by 
the worde of the LORDE: Thou fale ne- 
ther eace bzed chere, ner yet drynke water. 
nether [hale thou! go agayne by the waye 
which thou wenteft. He fayde vnto him: J 
myfelfe am a prophet as well as thou, ano 
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an angell bath fpoten with me by ¥ worde 
ofthe LORDE, and (aide: Bunge bim againe 
with the,tbat he mayeeate bred and ozynte 
water. But be lyed vnto bim, and broughte 
bimagayne, focbatbe ate bred, and dante 
water in bis boufe. 

And whan they fat atthe table, the woz 
dc of the LORDE came tothe prophet that 
bad broughte him agayne, and cryed wnto 
the man wbidy was come frd Juda, and fay 
de: Chus fayeth che LORDE: Secauſe chou 
baft bene diſhobedient vnto che mouth of + 
LORDE, and baft not fepteche commaun- 
Dement that the LORDEthy God commaun⸗ 
ded che, but haſt curned backe, and baft ea- 
ten bred, and droͤnke water in F place, wher 
of be ſaide vnto the: Thou ſhalt nether eate 
bred ner drynke water. ther fore fall not thy 
body come in to thy fathers graue. 

And whan be had eaten bred and dronkẽ 
the affe was ſadled vnto the prophet whom 
be bad brought agayne.+ And wha be was 

one, a Lyon founde bim by the waye,z flewe 
Bimand bis body was café in ¥ waye. And 
the offe ſtode by bins, and thelyen ſtode by 
the body · And wha men wente by,they farce 
the body caſt inthe waye, and che lyon ſton 
dynge bef yoethe body, and came and tolde 
icin the cite,wherethe olde prophet dwelt. 

Oban che prophet which bad brougbre 
him aga yne, herde that, be ſa yde: It isthe 
man of God that bath bene diſhobediẽt vn 
the mouth ofthe LORDE, ther fore bath > 
LORDE delyuered him vnto the £ yon, which 
bath rence him, and flayne bin, acordyn · 

je to the worde thatthe LORDE (pate onto 
Bimota be fayde nto bis ſonnes: Saddell 
me the affe.2ind whanthey bad fadled it, be 
wente,and founde bis body caftin the waie 
and the aſſe and the lyon fiondynge befide > 
body · The lyon had eatẽ nothinge of chebo- 
dy,netbher had he torne the aſſe. Then toke 
the proͤphet the deed coarſe of the man of 
Gor,and layed it vps cheaffe,and broughtẽ 
ic agayne into che cite of the olde prophet, 
tomourne,and to burye him. 

2nd belayed che coarfe in his awne gra- 
ne,andebey mourned for bim : Alas my b:0- 
ther. And whan they bad buryed bim, be fai 
de vnto bis fonnes : Whan J dye, burye me 
inche graue where theme of God is buried, 

and laye my bones beſyde bis bones. « Foz it 
ſHal come to paſſe, that be cried(thozow the 
worde Of the LokD)againſt Bethel, and a- 
gaynſt all $ houſes of the bye places, whidy 
areinche cities of Samaria. 
Howbeit after thisacte dyd not Jeroboã 
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turne from bis enell waye, but was perner- 
ted,and made preftes of the bye places , euẽ 
Of che ſmalleſt of che people: Lote whomit 
pleafed bim, bis banves be fylled, z be was 
preft of the bye places. And this turned co 
ferme vnto che houſe of Jeroboã, to veftroye 
bim and ce bzynge bum co naughte. 
She Xilil.Chapeer. 
¢ TZ the fame cyme was Abia che forme 
Sf of Jeroboam fice, and Jeroboam [ai 
de vntobis wyfe:Ger che vp,and diſ⸗ 
guiſe che, fo chat noman perceauetbat thou 
are Jeroboams wyfe,and go onto Gilo:be- 
bolde, there is the prophet Abias, « whidy 
premyfed me / J ſhulde be kynge ouer this 
people :and tate with che ten loaues of bred 
and cates, anda cuppe with bony, ⁊ go to 
bim,chat be mayc tell che bowit ſhal go vh 
the childe And Ferobcams wyfedid fo,aid 
gat hir vp, and wente vnto Silo, and cane 
inco the boufe of Ahias. But Abias couloe 
not [é,foz bis eyes were dymme for age. LTe- 
werthelefje the LORDE ſa yde vnto Ahias: Be 
holde, Feroboams wyfe commeth, to area 
matter i * te ſe — ts ſycke. 
Speatechoucherfoze vnto ber thus z thus 
Clow whan fhe came in, ſhe herd birfelfe 
ſtraunge. Buüt whan Abias berde the noyfe 
of bit fee goynge in at che Doze,be faide:Co 
me in thou erie of Jerobor . Why ſheweſt 
thou thy felfe ſo ſtraunge: J amfent onto > 


an harde mefjaunger. 

So thy waye and tell Jeroboam: Thus 
ſayeth ¶ LORDE God of Iſrael: J haue exal 
ted che from amonge the people and fet the 
to be pzynce ouer my people of Iſrael, and 
bane rence the Byngdome from the boule 
of Dawid, and geuüen it the. Bue thou haſt 
not bene as my ſeruaunt Damd, which kepte 
my commaundemẽtes, and walked after me 
with all his bere, that be oid oniely ¥ thins 
ge that was rightein my ſighte: anð thou 
baft done worſe then alltbey that bane bene 
before the:thox baft gone thy waye and ma 
de the orber goddes,and molten ymages, to 

ꝛouoke me onto wrath, and haſt caft me be 
ynde thy backe 

Beholde ther foꝛre J wil bꝛynge myſfoꝛtu 
ne vpon the boule of Jeroboam and wylro 
te out from Ieroboam̃ euẽ him chat maketh 
water aga ynſt che wall.t he preſoner and for 
ſaken in Iſrael: and che poſterite of houſe 
Of Jerobsam wyll F ſwepe out,as donge is 
ſwepte out , tyll be be cleane bꝛoughte co 
naugbe.~ dethat dieth(of Jeroboam in the 
cite,the dogges fhaleatebim ut him > 
dyech in the felve, [hall che foules of the aire 
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eat vp, forthe LORDE bath fpotenit. 
Get che vp cher fore,and go bome,z whan 
thy fete ener in co ¥ cite,the childe fhaldye. 
ind all Iſtael ſhal bewayle bim, and burye 
bim. Gor be onely of Jeroboam fhal comeco 
the graue becauſe there is fome good founde 
in bim before the L OR DE God of Tfraclin 
Jeroboams houfe. + But the LORDE fhall 
ra yſe bim vp 4 Eynge, which [hal roce out * 
boule of Jerobsam in that daie. And what 
ist, ¥ is nowin bande allready 7 Andche 
LORDE ſhal finyte Iſtael. lite asaredeismo 
ued inthe water:z [hal roce onc Iſtael from 
this good lonbde, chat be gave onto their fa 
thers,z [hal (cater them beyondeche water, 
becaufe they haue made their groues to pro 
woke tbe LORDE vnto wiath. And Frael 
[hallbe genen oner becaufe of the fynne of 
Jeroboam, which bath fynned him felfe, z 
made Iſtael co fy 
nd Feroboams wife gat ber vp, wente 
bir waye, z came unto Thirza. And whan 
fhe came vpd the threfholde of the bonfe, > 
childe dyed, ⁊ chey buried him, zall Iſrael 
made lamentacion for bim, · acordingẽ to > 
worde of the LORDE, whid> be fpate by bis 
ſeruaunt Abia > prophet. * What more the 
re is co faye of Jeroboam,bow be paper 
reigned, beholde, itis wrytten inthe Croni- 
cles of che Eynges of Iſrael. Thecymecbac 
Deroboam raigned, was ewo z twentye yea 
re. And be flepte with bis fathers. And lta 
dab bis fonne was Eynge in bis ſteade. 
Roboam > fonneof Salomonwas kyn 
ge in Zuda· One and forye yeare olde was 
Roboam whe be was made Eynge, zfeuen 
tene yeareraigned be at Jeruſalem, inthe ct 
te § the LORDEbadchofen out of all Fery 
bes of Fftael,co fee bis name there. His mo⸗ 
thers name was Naema an Ammonitiſſe 
And Juda dyd v which diſpleaſed che LOR 
DE,z proucted him toindignacion moze thé 
all y their fathers bad done & their fynnes 
which chey dyd: for they litewyfe buyloed 
them bye places, pilers,and groues vps ene 
ry bye bill,and amonge all grene trees. The 
Te were whozemdgers alfo,z they dyd all $ 
abbominacids of $ Heyché, whom $ LOR 
DEd2oue ont before thechildzen of Iſtael. 
But in ? fifth yeare of kynge Roboam 
wẽte Siſack F tynge of Egipte vp agaynſt 
Jerufalem,z toke che treafure ont of * bow 
fe of the LORDE, zont of thetynges bou- 
fez all that mighte be gotten, z coke all the 
[hyloes of golde, + which Salomon caufed 
tobe made In fieade wherof kynge Ro 
boam caufed for to mate ſhyldes of fiele,z 
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commytted them wonder the bandes of the 
chefe focemen , which kepte the doze of the 
Eynges houſe. And as oftas the Eynge wen 
teinto > boule of the LORDE, the fore ment 
bare chem, and brought chem agaynein co 
the fore mens chamber. 

Whatmore there isto faye of Roboam, 
and allcbat be dyd, bebolbe, itis wzytten in 
the Cronicles of che Eynges of Juda. Bue 
betwene Roboamz Feroboam there was 
warre as longeas they lyucd. And * Robo- 
bam flepre with bis facbers,z was buried 
x» bis fathers in the cite of Dauid. And his 
mothers name was Naema an Ammonieife 
fe. And bis fonne Abia was kynge in bis 
ſteade. The xV. Chapter. 

Li che eightenth yeare of Eynge Je⸗ 
roboã che fonne of Clebat, was Abia 
Yo Eyngein Zuda, and reigned thic yew 
te at Fernfalem. dis mothers name was. 
Maccha, the doughter of Abijalom, and 
be walted in all che fynnes of bis facher, 
which be bad vone before bum, and bis bere 
reas not fecte withthe LOR DE bis Gob, 
as was: be! ert of Dauid bis facher.« Foz 
becanfe of Dawids fate dydthe LORDE bis 
God gene hima lanterne at Jerufalem, fo > 
berayfed bis fonne after him̃. z manteyred 
bim at Ferufalem, becaufe Damd dyd che 
thinge was righte in $fighte of the LOR 
DE, and departed not fromallebac becom- 
maunded bim aslonge as belyned(fanynge 
in the matter with + Dzias > Herbice).Bue 
there was warre betwene Roboamand je 
roboam,as longe as be lyued. 

What more there is to faye of Abia, and 
all chat he dyd, beholde, itis weytten in the 
Cronides of che kynges of Juda. There 
was warreallo betwene Abia and Yerobo- 
am. 2nd Abia flepre with bis fathers, and 
they buried bin in the citeof Dauid. And 
Aſa bis fonne was tynge inbis ſteade. In 
twent yeth yeare of kynge Jeroboam oñer 
Iſrael was Aſa kynge in Judaand reigned 
one ⁊ fort ye yeare at Jeruſa lem His graund 
mothers name was Maecha the don: ghter 
Of Abiſalom. And Aſa dyd chat which was 
righte inthe ſighte of the LORDE, as dyd 
bis father Dauid. And he remoued > «who 
remongers out of the londe,and put dorne 
all the Jools that bis fatbers bad made. 
~ de put bis mother from che myniftracion, 
that fhe bad made vnto Miplezeth in $ gro 
ue. And Aſa roted ont bir Mipleʒeth, and 
brent it in che broke Cedron: but che bye pla- 
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he lyued. And the ſyluer and golde, and vef> 
fels chac bis facber bad alowed, ⁊ ſoch as 
was fanctificd unto F boule of che LORDE, 
that broughte be in And there was warre 
betwene Aaz Baeſa che kynge of Iſtael, 
aslongeasthey lyued. 

DBacfa che tynge of Iſtael wente vp a- 
gaynſt jude, andbnylded Rame, that no 
man ſhũlde go out andin of Aſas ſyde the 
Eynge of Juda. Chen coke Aa all che ſyluer 


C 


and golde chat was lefte in che treaſure of 


the boufe of the LORDE, and in the treaſu⸗ 
re of the kynges houſe, and delyuered it in 
to bis ſeruauntes handes, z fent it vnto · Be 
nadabche fonneof Tabrimon che fonne of 
defion kynge of Siria, which dwelt at Da- 
mafcon,and lec faye unto bim: There is aco 
uenaunt betwene me andthe, and betwene 
my father andeby father :tberfoze fende J 
the a preſent of fyluer and golde, thaccbow 
Phuldeft breateche coucnaunc which thou 
baft with Daefa the kynge of Iſrael, chat 
he maye departe fro me. 

Bcnadab agreed vnto Eynge Als, and 
fenc bis capraynes agaynft che cities of Hf- 
rael,and ſmote Jion and Dan, z Abel Bech 
Maecha, and all Cineroch withebe whole 
londe of Nephtali. Whã Baeſa herde that, 
belefe of from bu yldinge Rama, and wen- 
teagayne onto Thirza. 

Bynge Aſa canfed ic be proclamed in all 
Juda: Here be no manercepte. And they to- 
Be awa ye the ſtones and tym ber from Rar 
ma,wherwith Baeſa bad buylded.2ind kyn 
ge Ale buylded Gebs Ben Jamin z Miſpa 
cherwith. 

Wyat more there is to faye of Aſa, and 
of all bis power, and all chat bedyd, and of 
¥ cities which be buylved,bebolde,ic is wryt 
tenin the Cronicles of thetynges of Juda: 
fanynge thatin bis olve age be was difea- 
fedin bis fete. And Aſa flepte with bis fa- 


thers, and was buried with bis fathers in 


a.Pariza the cite of Dauid bis father. «And Fofa- 


phat bis fonne was Eynge in bis ſteade. 

= BueLladabchefoune of Jeroboam was 
kynge quer Iſtaei in che fecode yeare of Aſa 
Byngeof Juda, zraigned oner Iſtael two 
‘yeare, and dyd euell inche fighte of che LOR 
DE, and walked in the waye of bis father, 
andin bis fynnes, wherwith he made Iſtael 
to fyane. Howbeit Baeſa che ſonne of Abia 
of the bonfé of Iſachar conſpired aga ynſt 
bim,z finote bim at Gibbechon, which was 
the pbiliftynes : for Nadab and all Iſrael 
layed ſege to Gibbethon. So Baefe flewe 
bim in the thirde yeare of Aſa Eynge of Gu- 
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da was Eyngein bis fteade. . tow whan 
be was Eynge,be ſmote all che boule of Tero 
boam,and let notbinge of Jeroboam remay 
ne that bad breth, cyll be bad deffroyed it, 
acordyngeto F worde of the LORDE,whidy 
be fpateby bis feruaunt Abia of Silo, be- 
cane of Jeroboams fynnes which be dyd, ⁊ 
made Iſtael ſynne withall: euen with F pzo 
nokynge wherwith be difpleafed che LORDE 
Gov of Iaei. 

What moze there is tofaye of Ltadab,z 
all that be dyd, bebolde, itis wzytrenin the 
Cronicles of the Eynges of Iſrael, and the- 
re was warre betwene Aſa ẽ Baca the kyn 
ge of Iſrael, as longe as they lyued. 

Inthe thirde yeare of Aſa kynge of Ju· 
da was Baeſa > ſonne of Ahia kynge ouer 
all Iſrael ac Thirza foure and erventye yea- 
te,and dyd that which was enell inthe figh- 
te of the LORDE, and walted inthe waye 
of Jeroboam, andin bis fynnes , wherwith 
be made Iſrael ro ſynne. 

Clenercheles the wovdeoftheL ORDE 
came vnto Jehu the fonne of Hanani a⸗ 
gaynft Saeſa, and fayde: For fomod) as J 
lifted che out of theduft, and made the pryn 
ce quer my people of Iſtael, and chou wal- 
Eeft inthe waye of Jeroboam, and mabeſt 
my people oner Iſrãel for to ſynne, to pꝛouo 
ke me vnto wraththorow theit ſynnes, behol 
de, therfore wyll J cate awayethe pofteri- 
te of Beals, anv the pofterite of bis house, 
and wyil fet thine houſe enen asthe boule of 
¶Jerobdain the ſonne of Nebat. * He that of 

aefa dyeth in the cite, the dogges [hal de- 

voure himr and who ſo be ynge of him dyet h 

— felde, the foules of the ayre ſhall eate 
im vp. 

What moze thereis tofaye of Dacfa, z 
what bedyd, z of bis power, bebolde, it is 
wrytten in } Cromicles of the kynges of TT 
rael. And Baefa flepte with bis fathers,z 
was buriedat Thirsa:z bis fonne Ella was 
Eynge in bis ficade.Andthe wordeof FLOR 
DEcame bythe prophet Jehu the ſonne of 
Sanani, ouer Baefa,and ouer bis heuſe, anð 
agaynft all the euell that bedydinthefigh- 
teof }LORDE,to pꝛouote him vnto wꝛãath 
thorow the workes of bis handes: fo that he 
becameas the houſe of Jeroboam, andbe- 
caufe be ſlewe · this man. 

The Xvi. Chapter. 
Cithefirez twentieth yeare of AS 
Eynge of Juda, was Ella the fon- 
y, ne of Bacfa Eynge over Iſrael at 
Thirza two yeare. Neuercheles his ſeruaunt 
Simri, > pzincipallman cuer the halfe of * 
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sharectes cõſpyred againft him. As for Elia, 
be was at Thirza, danke z was dronkẽ in * 
houſe of Arza che ruler of Thirza. And Sim 
Ti came in,and flewe bim in the feuen-zewen 
tieth yeare of Aſa Eynge of Gudea, and was 
Eynge in bis fieade. « And whan be was kyn 
Se, and fat vpon bis ſeate, be finote all che 
bone of Baeſa, z lefte norfo mod as one 
tomate water agaynft > wall: bis blond a · 
uengers alfo zbis frendes. Thus dyd Sim 
ri deftroye all che houſe of Baeſa, acordinge 
totbe worde of the LOR DE, which be ſpa- 
#e ouer Baeſa by — Jehu, becanfe 
of allthe ſynnes of Baeſa and of Ella bis 
fomne, which they dyd,and made Iſrael foz 
to fynne, to prouote the LORDEGod of 
frael vnto wrath chozow their vanities. 
Wbacmore there isto faye of lla, and all 
thacbedyd,bebolde,icis weytren inthe Cro 
nicles of the Eynges of Iſrael. 

In the fenenand ewentiech yeare of Aſa 
Eynge of Juda, was Simri kynge vij. da yes 
at Thirza, and che people laye before Gib- 
bethon of che Philiſt ynes. But whan the 
people inthe hoͤoſt herde ſaye * Simri bad 
conſpired and flaynethe Eynge then all Fe 
rael che ſame da ye made Amri the chefe cap 
tayne kynge ouer all in the hooſt. And Amri 
wente vp and all Iſtael wich him from Gib 
betbon, and layed ſege vnto Thirza. + But 
whan Simri awe che cite ſhulde be won 
ne, be wente in tothe palace in the tynges 
bonfé,z brent it with > Eynges boule, z dyed 
becanfé of bis ſynnes which be had commic 
ted, in chat be dyd euell in the ſighte of the 
LORDE, ano walted in the waye of Jero⸗ 
boam, and in bis ſynnes which he dyd, wher- 
with be made Iſtael co ſynne. 

Whatmore there isco faye of Simri, and 
bow be con/pired, bebolde,icis wytten in y 
Cronicles of chetynges of Iſrael. At the fa 
me tyme were F people deuyded in two par 
tes:the one parte belde with Thibni che ſon 
ne of Sinath.that they might mate bim kyn 
ge:ctbe ocber balfe belde with Amri. But the 
peoplethat belde with Annt, weremightier 
thenche people which helde with Thibni ¥ 
fonne of Sinath. And T hibni dyed,qnd Ans 
ri was kynge. 

Jn ? one and thirtieth yeare of Aſa kyn 
ge of Juda, was Amri kynge ouer Iſrael 
twolue yeares, zraigned at Chirsafire yea- 
res. He boughte the mount of Samaria of 
Semer forcwobundzech weight of fyluer,z 
buylded vpon the mount, and called the cite 
which be buylded, after * name of Gemer * 
owner of > mount of Samaria. 2nd Amri 


Khe rvij. Chap. Ao. (rij. 


dyd chat which was euell in ? fighte of the 
LORDE, and was were then all they that 
were before bim, and walked in all wayes 
of Jeroboam ? fonne of Nebat, andin bis 
ſynñes, wherwith be made Iſtael co ſynnẽ ſo 
that they prouoked the LOGRDEGoð of Tf 
rael vnto wrath in their vanities. What m̃o 
recherets to ſaye of Amri,z all that he dyd, 
and bis power that be erercyfed, bebolde, it 
ts wrytten in che Cronicles of the Eynges of 
Iſrael. And Amri flepte with bis fachers,z 
woas buricdin Samaria, and Achab bis fon 
ne was Eynge in bis ſteade. 

Juche eight ⁊ thirtieth yeare of Aſa kyn D 
geof Juda was Achab the ſonne of Aniri 
Eynge ouer Iſrael, zraigned ouer Iſrael at 
Samaria two z twentie yeare,z dyd euell in 
the fighte of the LORDE, moze ché alltheyy 
rere before him. And be thougbee it but a 
{mall matter co walke in the fynnes of Jero 


boamche fonne of Nebat: · and toke Jeſa · Deut. 7a 


belthe dougbter of Eth Baal kynge of Si 
on co wife,and wente andferned Baal,and 
worſhiped him. And vnto Baal be ſet vp an 
altare in Baals houſe, which be buylded 
bim in Samaria, and made a groue: fo chat 
Achab dyd moze co pronokethe God of If 
rael unto winch, chen allebetynges > were 
befoze bim in Sfrael, 

te ¥ fame tyme dyd Hiel of Bethel buyl 


de Jerichor · It coſt him bis firft fonne Abi- lols. 


ram, he layed > foundacion:z bis yongefé 
forme Segub, he fet vp the portes : Acoz- 
dinge tothe worde of theL OR DE, whidy he 
{pate by Joſua the fonne of Stun, 
The XVIL Chapter. 
Cid Elias F Thefbite one of the in- A 
babiters of Gilead, faide vnto Achab: 


* 2s trulyas the LORDE God of Hf s-Reawl 
al +Resc 
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reel lyucth, whofe feruannt J am, there 
nether rayneater dex come this yeare,ercep 
te F fpeatcic. 

And the woꝛde of the LORDE came wnto 
bim, and fayde:Gee thebence,and enrne the 
towarbde the café, and hyde the bythe ryner 
Crith , which is oncr agaynft Jorbane and 
thou [hale dynte of the ryuer: and I haue 
commaunded the rauens, that they ſhai fe- 
de the there. He departed, and dyd acordin⸗ 
getotbe worde of the LORDE, and wente 
bis waye, and facbim downe by ebe ryuer 
Crith, which is ouer aga ynft Fordane. And 
the rauẽs broughte him bicd and fleſh in the 
mornynge and in the euenynge, and be dran⸗ 
Ee of che ryuer. 

And it fortuned after cerayne dayes, that 
the riuer was dryedeyp for there a ray 
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ne inthe lõöde. Then came fF wordeof FLOR 
DE vnto bim,and fayde: · Get ? vp,and go 
vnto Sarepta,rwbich lieth by Sids:for tbhe- 
rebaue J commanded a wedowe tomate 
prouyfion for che. 

And be gachim vp, and wente vnto Ga- 
repta.2ind whan be came to the gate of * 
cite, beholde, the wedowe was chere,and ga 
thered ſtickes. And be called her, and fayde: 
Fetchme a litle water in a veffill, JI maye 
Drinke. And as fhe was geinge co fetch it, be 
cried vnto ber,z fayde:Dzynge me a mozfell 
of bꝛred alfo in thine bande. She fayde ; As 
trulyastheLORDE ¥ Goodlyueth, J haue 
no bied, but an handfull of floure in a pit- 
cher,z a curtefy oyleing cruſe: and bebolde, 
bane gathered vp one or two ſtickes, wy! 
go and prepare it forme and my forme, that 
we maye cate and dye. 

lias fayde onco ber: Feare not, go thy 
waye , 200 as thon haſt ſa yde: yeemate me 
firfE a morſell of beedeherof, z brynge itme 
fozth:z afcerwarde ſhalt thou mate it for F 
zeby fone. For thus ſa yeth  LORDEGodD 
of Iſrael: Che meell inthe pitcher ſhall noc 
be fpent,zche oyle in * cook all noe fayll, 
vntothe daye $ che LORDE ſhal cauſe it foz 
to rayne vpoͤ carth.Sbe wente z dyd as Eli 
as ſayde. 2nd be ate,z fhe alfo,and birbou- 
fea certayne feafon. The mecl in the pitcher 
was not mynifhed, and the oyle in the crufe 
fayled not, acorbinge tothe worde of ¥ LOR 
DE which be [pate by Elias. 
€ And afeer chefe acces che fonne of che wi 

fe of } boule was ficFe:and bis fines was 

foerccadinge fore, chat there remayned no 
biech in bim . 2ind fhe fayde vnto Elias: 

Whar haue J todo with che ,chonman of 

Sod Art thou comein vnto me, pmy fynne 

ſhulde be bepte in rememb:aunce, ethat my 

jonne ſhulde be flayne ? He ſa yde vnto ber: 

Geuc me thy ſonne. And be coke him fxs hir 

lappe. caried him vp into > chamber whe 

rebebimfelfedwekt, and layed bim vps bis 
bed,z called vponthe LOR DE,and fayde:® 

LORDEmy God,baft thou dealt fo enell chᷣ 

the wedowwith whom J dwell, § thou wol 
firetched our 
bum ſel fe ouer the childe thze cymes, zealled 
vpon the lORDBand faide:O LORDE my 
God, let che foule of this childe come agay- 
neinto him. And theL OR DE berbde the voy 
ceof Elias .Andthe foule of the childe ca- 
me agayne vnto bim,z be renyned. And Eli 
as tote the childe, and broughte him downe 
from the hamVer into the bonfe and dely- 
uered bim vnto bis mother, and ſayde: Be⸗ 


Lhe xviij. Chap. 
¢,tby ſonne lyueth. And the woman fay 
—* lias WRow knowe Jthat thou ars 
aman of God,z that the worde of the LOR 
DEis in thy mouth of a trueth.· 
Tbe XVill. Chapter. 
if Fld after alonge feajon came * wor⸗ 

deof the LORDE vnto Elias in che 

thirde yeare,zfayde: *Gocby waye,z 
ſhewe + ſelfe vnts Achab, * J maye cavfe 
Ic for co rayne vpon earth. 2nd Elias wen- 
teto ſhewe him ſelfe onto Achab. But there 
was a greate derth ĩ Samaria. And Achab 
called Abdia bis che fe officer: (As for Ab- 
dia, be feared $ LORDE greatly: for wha Fe 
fabelroted out > propheres of ¥ LORDE,2tb 
dia vote an C.propbhetes,andbyd themin ce 
nes, bere fiftye, z there fiftye,z prouyded for 
them eb bred and water.) Achab now fayde 
vnto Abdia: Go thorow the londe vnto all 
the welles of water z ryuers,yf bapplyewe 
maye finde bay,z to ſaue > boiſes zmults, * 
allebe catell per: ſhe not. And they parced 
thé felues ino the londe,to gothozow it. A· 
chab departed che one waye alone, and Ab 
dia ? ocber waye alone. 

Crommban Abdia was on $ waye, Elé 
as met him. And whan be tnewe bin, be fell 
downe vpon bis face, z fayde: Art not thou 
mylorde Elias? He faybde:yee, go thy waye, 
and tell  lozde:bebolbde, Elias ie here. But 
befayde: What bane J offended,thactbow 
wilt delyner thy ſeruaunt in cotbe bandes 
of Achab that he maye ſla ye me? As truly 
as the LOR DEthy God lyneth, there is no 
peoplener Fingdome,burmy lorde bath ſent 
thither to fete the. 2nd whan they fayde: He 
is not bere, be coke an oot h of the famet yng, 
Dome and nacton, that chey bad not founde 
the. And now chon faycft:Go tell y LORDE: 
bebolve, Elias is bere. Pier whan J were 
gone from the the fpzete of the LORDE ſhul · 
de take ¥ araye, J cannotcell whither:and 
yf Beben came andeelde Adab, and foun- 
detbe noe, be ſhulde flaye me : But eby ſer · 
naunt feareth che LORDE frem bis youth 
vp. Hath it not bene tolde my lorde what J 
dyd, whan Jeſabel flewe the prophetes of 
the LORDE, hewthat Ihyd ea bear 
Of the L ORDES prophetes, bere fiftye, and 
there fiftye inthe canes, and pronyded for 
them with bred and water And thew faye lB 
now:Go thy waye,tell thy lorde: Elias is be 
re,chat be mayeflaye me. Elias faide:Acera 
ly as $ LORDESebacth lyneth, before wher 
Iſtsde. J wil ſhewe myſelſe vrtok:mebis 
da ye Then wite Abdia re mece Adak ,zeod 
Se him. And Achab wẽte for to mete Elias. 
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And whan Achab ſawe Elias, Achab ſay 
de vnto him: Art thou he chat troubieſt Iſ 
rael? He ſayde: J trouble noc Iſrael, · bucie 
is thou andeby fathers houſe becaufe ye ha 
ue forxfaten the commaundementes of the 
LORDE, and walke after Saal .Goto,fen- 
de forth now, and gather meall Iſtael toge 
ther unto mount Carmell,and the fourebur 
dreth andfiftye prophetes of Baal,and the 
foure bundzeth prophetes of ¥ groue,which 
eate of Jeſabels cable. So Achab fent vnto 
all the children of Iſtael, ⁊ gathered che pro 
phetes toget her vnto mount Carmell. 

Then te Elias vnto all che people, ⁊ 
ſayde: How Too ge halte ye on both > ſy des? 
RF the LORDE be God, thé walte after him: 
but yf Daal bebe, the folowe him. Anð ebe 
people gaue bim no anfivere. Thẽ fayde Eli 
as onto the people: J oncly am lefte a pzo- 
pbetof } LORDE:but Baais prophetes are 
foure C. and fiftiemé.Gene vs now two br 
locFes, ⁊ let them choſe one bullocFe, zhewe 
bimin peces, z laye bim vps the wod, zput 
no fyre cheron:fo wil J cate ? other bullock, 
zlayebim vps che wod, z putno fyre theron 
alſor call ye chen vpõ thename of yẽ god,z 
J wil call vps che name of the LORDE:bo 
Ee which Gov now anfiwereth with fyze, lee 
thefame be God. And all che peopleanfwe- 
ved zfayde: That is righte And Elias ay- 
de vnto Baals propbheres: Chofe ye onc bul- 
Cock , and do ye it firfE( for ye aremany) and 
call ye vpon the name of youre god, zlaye 
no fyze theron. 

And they coke the bullock which be gaue 
them, z prepared it, z called vponthename 
of Baal from che moznynge oneyll che noo 
me daye, and fayde: O Daal beare vs. But 
there was netber voyce ner anfivere. And 
they hopped abontechealtarc, ascheir vſe 
3045 to DO. Now whan it was noone Daye, 
EliasmocFed them, and fayde: Crye loude. 
Sorbeisa god, peraduécure be is mufynge, 
92 bath ſomwhat to do, or is gonefomeiour 
neye, or happlye be flepech, fo chat be wolde 
be waked vp. 2nd they cried londe,and pro- 
uoted thé felucs with Enynes z bortens, (as 
their maner was)tyll $ blonde folowed. Bue 
whan F noone daye was paff, they propbe 
cied vnt yll che tyme that the meatofferynge 
ſHhulde be offered, ztherewas nether voyce 
ter anfwere,ner oneto regarde them. 

Then fayde Elias vnto all rhe people: Co 
me bitber all ye people wnto me. 2nd whan 
all ¥ people cameto bim,be repayzed + al 
tareof che ORDE $ was bioten,*z tote 
twolue ftones acordinge to the nombre of > 
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erybes of the dildzé of Jacob (onto whom 
tbe worbde of the LOR DE [pate, and fayde: 
Thy name fhal be Gael) and of ſtones 
be buylded an altarẽ in the name of the LOR 
DE,z made a pytt rounde aboute the altare, 
like two foroives in the corne londe,z peepa- 
red the wod,z bewed $ bullock in peces,and 
layed bim vpon the wod,z fayde: Fetch fou- 
re pitchers full of water ,and ponredit vps 
the burntofferynge,and vpon the wod. Bnd 
He fayde:Do te yet once.And they dyd it once 
agayne. And be fayde:Doit thirde tyme. 
And they dyd it the thirde tyme. And F wa⸗ 
ter ranne aboute the altare, and * pytt was 
full of rater alfo. 


ind whan the cyme was co offer F meat 
Offerynge, Elias ſtepte forth, andfayde:O 
LORDEGod of Abzabam, of Waac and of 
Iſrael, let it be knownẽ this daye, that thow 
art Godin Iſtael. and J thy ſeruaunt, and 
that J bauc done allthis acozdinge vnto y 
worde Heare me OLORDE,® beare me, * 
this peoplemaycEnowe, how that thou are 
the LORDE God, that thou mayeſt after 
warde turne their bertes. « Then fell vow- 
nethe fyze of theL OR D E, and confined: 
the burncofferinge,che wodd,the ſtones and: 
theearth, andlicPed vp the water that was 
inthe pytt. ban all the people fawethat, 
they fell vponcheir faces, and faye: The 
LORDE ts God, } LORDE Is Good. Elias 
fayde vnto them: « Laye bandes vpon Ba 
als propbetes, § none of them efcape. 2nd 
they coke them . 2nd Elias bzoughte them 
DSorenevnto ? broke C yfon,z flewe the there. 

2nd Elias fayde onto Achab:Govp,ea- 
tez dzynke, for it ſoundeth as though it wol 
derayne fore. And whan Achab wetevpto 
eate ⁊ drinke. Elias aſcẽded vp to the toppe 
of Carmel , z bowed bim felfe downe tothe 
earth, z put bis heade betwene bis Enees, z 
ſayde vnto bis lad: Go vp, and loke towarde 
the See. de wente vp ⁊ loked, ⁊ ſa yde: The⸗ 
re is nothinge. He fayde:Go aga yne ſeuen t 
mes. And at che ſeuẽth eymebe fayoenebel 
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‘be, there goeth vpalitle clowde out of the 


ſee like a mans hande. He fayde: Go vp,and 
ſaie vnto Achab:Bynde y charet, go dow 
ne, $tbhe rayne ouertake the not. And or a mã 
couide turne him, the heauen was blacke w 
cloudes z wynde, ⁊ there came a greate ray 
ne. But Achab rode bis waie,z departed on 
0 Jeſtael. And the hã de of * LORDE came 
vpðẽ Elias, and be gyrde his loynes,zranne 
before Achabtyli he came vnto Fefrael. 
The XXx Chapter. 

Ld Achab tolde Jeſabel all $ Elias 
I bad done, z bow be bad ſlayne all Ba 

als propbetes wb the fiverve. Thẽ ſent 
Jeſabel a —— vnto Elias, fayenge: 
The goddes do this z that vnto me yf Ito⸗ 
moꝛow abouretbistyme,mate noc tby foule 
as one of chefe.Chen was beafrayed,z gat 
bim vp, z wente where be wolvde,z came vn- 
to Berfebain 758* and lefte bis lad there. 
Duc be him felfe wente a daies iourney into 
>} woyldernes,z came in,z fat him dorvne vit 
der a Juniper tre, zwyf[hed vᷣnto bis foule 
$ be m̃ighte dye, Tſayde: It is now ynongh 
LORDE, take iny foule i Jantno better 
thenmy fatbers.2ind belayed bim downe ⁊ 


flepte onder the Juniper tre. 

And bebolode, > angell couched bim,z fay 
be wnto him: Stonde vp,and eate. And be Io 
ked abonte bim, z beholde, at bis heave the- 
re was a bred baten onthe coles,z@ crufe wb 
water. And whan be had eaten and drontẽ. 
belayed him downe agayne to flepe. 

And Fangell of the LORDE,cameagay 
ne the feconde tyme , zeouched bim,z faydez 
Sconde vp, andeate, for chou haſt a greare 
waye to go. And be arofe,and atc and dzaFe, 
Gnd wente on thoꝛow theftrength of that 
meate + fort ys dayes and fortye nightes,ené 
vnto Horeb F mount of God: and there be 
came to a cane, andabovetbereallnighte. 
And beholde the worde of the L ORDE ca- 
me to bim,and fayde vnto bim : What doeſt 
thou bere Elias 7 He ſayde: J bane benese- 
fous forthe LORDE GodZebaoth : forthe 
childzen of Iſtael haue forfaten thy cone- 
nannt,and broken downe thine altares,and 
[laynetby prophetes with the ſwerde and 
Jam lefte onely, Tthey ſeke to take awaye 
my life. He ſayde: So forth, and ſtonde vpon 
the mount before the LORDE. Andbebol- 
de the LORDE wite oner: anda greatemigh 
tie wynde, whic) roue the mountaynes, and 
brake the barde ffones,came befozethe LOR 
DE, bot theL ORDE was not in the wynde. 
After the wynde came there anearthquate, 
but the LORDE was not inthe carthquake, 
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And after the earth quake there came a 
fyre but the LORDE wes notm the fyze. And 
after che fyze came therea ſtyll ſofte hyſſin· 
ge. Wban Elias herde chat, be couered bis 
face with bis clote,and wente forth,andfto 
Deinthe doze of the caue. And bebolde, the- 
re came a voyce vnto bim , and fayde: What 
baft chou hereto do Elias? 

dpe ſayde: J baue benc3elous for the LOR 
DE Godsebsorh: « forthe children of Iſtael 
baue forſakẽ chy conenaunc, brot en Downe 
thine aleares,flayne 9 prophetes che fiver 
de, z J onely am lefte, and they ſeke to cate 
awayẽ mylife. Sut theL ORDEfayde onto 
bim:Go 7 wayeagayne thozow the wylder 
nes onto Damafcon,z goin, »zanoynte Ha 
facltynge ouer Siria, +z Jehu the fonne of 
Climfi Eynge oucr Iſtael. ẽ Llifens > fonne 
of Sapbat of Abel Miebola ro be prophet iss 
¥ ſteade. And it hal cometo pafie, y, who 
fo eſcapeth the fiverde of Hafael, Ichu ſhall 
flaye bim,z who ſo eſcapeth > fiverdeof Te 
bu,Elifeus ſhal flaye bim.+ 2nd Tj wil refer- 
Be wntome vᷣij. M. men in Iſrael namely, all 
3 Enees which banc not bowed thẽ ſelues vn 
to Daal,and every mouth } hath not kyſſed 

And be departed thence, z foun- (bim. 
de Eltzeus ¥ ſonne of Saphat,plommged 
twolue yore of oxen before bim,z be bim fel 
fe was amdge the twolue. And Elias wire 
nto bim, z caft bis clole vpon him. And be 
lefte the oxen, zranne after Elias, z fayde: 
+ Leeme Eyffemy father zmy morber, and 
ſo wil J folosce che. And be fayde vnto bim: 
Gotby waye, z come aga yne, for J haue fo- 
me what todo with che. And beranneagay 
ne from him, and toke a yock of oren,and of> 
fred it, and fod > fleſh with che wodof the 
oren plowes,and gaue it unto the people to 
eate, and gat bim vp, z folowed Elias, and 
myniſtred vnto bins. 

The XX. Chapeer. 

4 Lid + Denadab F Eynge of Sitia ga 
ehered all bis power,z there were two 
zebircietynges & bim,z horſes z cha 

rettes,andbe wente vp, and layed fege unto 
Samaria,z foughte aga ynft it. And be fene 
meffaungers onto Achab F tynge of Iſtael 
into ¥ cite,z caufed co faye unto bim: Thus 
fayeth Benadab: Thyfyluer zeby golde is 
myne, and thywynes z thy beſt childzen are 
myne alfo.Che tynge of Iſrael anfwered,z 
{ayde: My lozde DE ynge, enen as chou haſt 
fayde, 3am chine, and all that J bane. 

And the meffanngers came agayne, Tſay 
de: Thus fayeth Benadab: For ſo moch as I 
haue ſent vnto the, ſa yenge: Thy ſyluer ⁊hy 
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golde thy wynes zeby childꝛẽ Pale chou ge 
ue me, comozor aboutetbis cyme wil J fer 
de my fernaiices vnto the, pchey ma ye ſerch 
thyne houſe and che houſes of chy fisbiec- 
tes: ⁊ loke what pleaſaunt thinge thou baft, 
$ fhalchey catein their handes, and cary it 
aroaye. Sothe kynge of Iſrael called all F 
Eiders of cheldve,z fayde : Mark well z fe, 
what myſchefe this ma ſekethr He ſent onto 
me for my wyues ⁊ childꝛen, for ſyluer z gol- 
de ⁊ J bauenoefayde him naye.Chen ſayde 
all the Elders and all the people vnto him: 
Thou ſhalt noe cõſente ner agree vnto him. 
And be ſpake vneo Benadabs meſſaũgers. 
Saye vnco my lorde ? Eynge: All F chynges 
roberfore thou dyddeſt fende ontome » fer- 
uaunt at > firſt wil J do, but chis can J noc 
do. And ỹ meſſaungers wẽte, and coldechis 
againe. Thẽ ſent Benadab vnto him ſayẽ ge: 
The goddes do this and ỹoẽ vntos me yf the 
duſt of Samaria ſhalbe ynough, for euery 
one of my people co bzynge me an handfull 
therof. But ? tynge of Iſrael anſwered. 
fayde:Tell him, Let noe im ? putteth on ¥ 
barnes, mate bis boaft hte him hach put 
It of Whã Benadab herde (euẽ as hewas 
drynkinge wh che kynges in * pauylion) be 
fayde vnto bis ſeruautes: Set yor felues in a- 
raye And they fer chẽ felues in arate againſt 
nd bebolde, chere came a pro- (F cite. 
phee vnto Achab ỹ kynge of frael,z faide: 
Thus fayeth the LORDE: Haſt chou [ene all 
this greare muititude Beholde, this daie wil 
J delyner the into y hande. fo chou ſhalt 
Enowe,bow JI am } LOKDE.Achabfayde: 
Dy whem? He fayde: Thus fayethebeL OR 
DE:sEuen by che yongemen of the rulers of 
thelonde. de ſa yde: Who ſhal order the bat · 
tayl? He ſayde: Chou. Then muſtered he the 
yonge men of the rulers of the londe, zebe- 
fe were two hũdꝛeth and two andebircie of 
them: z after che mufturedbe of the whole 
people of all the dildzé of Frac, ſeuẽ chou 
fande men, and they wente ouc in the noone 
Daye. As for Benadrab,be dranke and was 
dionten inthe panylion with che two z thir- 
cite Eynges whidy were come to belpe bim. 
And the yonge men of the rulers of the lon 
de wente forth firft. 

Benavabfenc forth, zthey brought bint 
worde, ⁊ fayde:T here come men ont of Sa⸗ 
maria. He ſayde: Take them alyne,wherber 
they be come forth for peace, oz foz warre. 
Bue whan the londe rulers yonge men were 
gone forth, andthe booft bebynde chem,cue 
ry one ſmote bim $ came in bis waye. And 
the Sirians fled, and Iſrael folowed after 
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them. And Benadabehe kynge of Syria eft 
eaped with horſes and horſmẽ. And che kyn 
Ge of Iſtael wente forcb, and finote horſes 
and charettes,and dyd & greate ſlaughter on 
the Syrians. 

Then came there a pꝛophet vnto the kyn · D 
ge of Iftael, and fayoe vnto bim: Go chy 
waye and firengch che, andcatebede, and 
loke well what thou ðoeſt: for whan the yes 
te is aboure,che Eynge of Syria flpall come 
agaynft cheoftbe new. Gor chefynge of 
¥ Syuans ſeruauntes ſayde vnto bim:C heir 
goddes are goddes of che mouncaynes,cher 
fore baue chey gorten che victory. 

But let vs fIghte with chem on the play 
ne,and chou ſhait ſe that we fhal ouercome 
them. Do thus, put awaye che kynges enery 
one front bis place,and fet dutes in cheir ſtea 
des,and appoynte the an hooſt as was thac 
which chon baft loft,z bores z charetees as 
the orber were anð let vs fight agaynft thé 
in the plainc,and thou fale fe chat we ſhal 
haue the victory. He cdjented vnto their voy 
ce, and dyd ſo. 

Now whan the yeare was gone aboute 
= Deb —— the —— wen 

vp cowarde Apbek, co fighte aga [> 
racl and che childrẽ of street mu — 
pꝛouyded them ſelues with vytaiies, and we 
cetometethem,and pitched their tẽtes ouer 
againft chem, lite ewo litle flockes of goates 
but ehelonde was full of the Syri· no. 

And ehere camea man of God, andfayde & 
onto the tynge of Iſtael: Thus fayeth che 
LORDE: Decanfe the Syzians bauefaybde, 
that che LORDEis 4 Gov of the moũtaynes 
and not a God of the valleys, therfore bane 
Fgeuen allebis greate heape in to thy ban- 
Des, that yemaye knowe how chat Jam F 
LORDE.2nd they pitdyed their tentes righe 
ouer aga ynſt chem ſeuen vayes. Buc vpon ¥ 
ſeuenth daye they wente together in to the 
battayll:and che childzen of Iſtael ſmote of 
the Sirians an bundieth thoufande fore 
men th one Daye, andthe remnanne fled to 
Apheb into the cite, andthe walll fell vpon 
the otber ſeuen and twent y thouſande men. 
And Benadab fled alſo wnto the cite in to a 
litle chamber. 

Then ſayde bis ſeruauntes vnto him: Be 
holde. we bane herde that the kynges of the 
houſe of Iſrael are mercifull kinges, Lee ve 
therſore put fad cloth aboute oure loynes, 
and balters aboute onre necPes,z go forth 
tothe kynge of Iſrael peraduenturẽ ye ſhal 
let y ſoule lyue. 

And chey put ſack cloth adonte their loy · g 
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nes, and balters aboute their necFes, and ca 
me to the kynge of Iſrael, and ſa yde: Bena⸗ 
dab thy ſeruaunt ſayeth vnto the: O let my 
foule lyue. He ſayder yf bebe yer alyue, beis 
any brorber.2ind che men tote him ſhortiy at 
bis worde, and erpounded it foz chem felues 
and fayde:mee Benadab is chy brother. He 
fayde: Come and beynge him. Thẽ wente Be 
nadab forth onto bim,and be canfed bim to 
ſyt vpon the charet,and fayde onto bim:Che 
cities that my facber tote from thy fatber, 
wyl J geuecbeagayne. And make thou fire 
tes for chyfelfe at Damalc5,as my father did 
at Samaria ſo wyl let the go with a bon 
De of peace. 2nd be made & conenaunt with 
im, and lee him go. 

Then [pate cherea man amonge the hil 
‘dren of the prophetes vnto bis neghboure 
by the worde of the LORDE:7j pzaye the fint 
teme. Dut be refufed co finite bim. Chen fat 
de be vnto him, becaufethou haſt not berte 
ned vnto the voyce of the LORDE, bebolde, 
therfore fhall cherea lyon ſmyte che, what 
chou goeft fro me · · And whan be wente frõ 
him a lyon founde bim,and flewe bim. 

2nd be founde anocber man, and fayde: 
FJ prayethefinyceme. And the man finoce 
bins, and wounded him. Then wente the pro 
pbet,andftepre onto the tynge by the waye 
yde, and altered bis face with affhes. And 
whan the Eynge wente by, be cried vpon y 
Egnge, and fayde:T by ſeruaunt wence forth 
into the batta yll, anð bebolde, there wente 
one afyde,and broughte ¢ man vnto me,and 
fayde:Bepethis mãryf he be myffed, thy fon 
le fall be in ſteade of bis foule, or ele chou 
Shale weye done an bundzech weighte of 
fyluer. And whylethy ſeruaunt had bere z 
thereto do,be was awaye.T be tynge of Gf 
racl fayde onto bim: It is chine ovone tnd- 
gment thou haſt genen it ehyfelfe. 

Then put be che aßſhes from bis facein 
all che haiſt. And the kynge of Iſael Enewe 
bim,chat be was one of the propbetes. 2nd 
He fayde vnto bim:T bus ſayeth the LORDE: 
Decaufe chou hafElet the damned man go, 
therfore hall chy foule be for bis foule, and 
&y people foz bis people.2ind the Eynge of 
Iſtaͤel Departed vnto bis boufé,beinge trou 
Died in bis mynde and fullindignacion, and 
came to Samaria. 

Che XXL. Chapter. 

Wf Seer theſe actes it fortuned, that Na⸗ 

both the Jeſraelite bad avyniarbde at 

WF Gefteel beſyde the palace of Achab 
tynge of Samaria. And Achab pate to 

VNaboth, and ſa yde: Seue me thy vynyarde, 
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J wyll make me an berbgarden therof, be- 

caufe itis fo nye my houſe: J wyl geuethe e 

better vynyarde foz it: or yf it pleafécbe, J 

wyll gene the fyluer for it, as moch as itis 

worth. Bur Maboth ſayde vnto Wchab:« 

TbheLORDE let chat be farre fro me, chat 
Tj fhulde gene ¥ my fathers bererage. Chen 
came Achab home, beinge moued and full of 
indignacion,becaufe of the worde that Na 
both the Jeſraelite bad (poten vnto bim, z 
fayde: J wyl not gene the my fathers inbe- 
ritaunce.2ind be laied bim Dorone vpon bis 
bed, and turned bis face afyde, and ate no 
bred. Then Fefabel bis wyfe came in to him 
and fayde onto bun:Whatis > matter, that 
thy [pzete is fo cSbzed, and that thou eatefé 
no bred? He ſa yde vnto her: baue fpoté on 
to Naboth the Jeſraelite, and fayde: Gene 
metby vynyarde foz money: or yfit pleafe 
3 ——— another for it. Sut he fay 
de: Iwyll not geue the my vynyarde. 

Then fayde Jeſabel his wyfe vnto him: 
Wyhat kingdome were in Iſrael yf thou did 
deft ity Stonde vp,and eate bred, wyl get 
the the vynyarde of Naboth the Yeftaeli- 
te. And ſhe wrore a letter vnder Achabs na- 
me, and fealed it with bis fignet, and ſent it 
onto ¥ Elders andrulers in bis cite which 
dwelt aboute LL aboth,and wrote thus in * 
lecter:pzoclame a faft,and fee Naboth abo- 
ne intbepeople, and fectwomen of Belial 
befoze bins , co ceftifye and faye: Chou haſt 
blaſphemed God and thet ynge.2ind beynge 
bim forth, and ſtone him to death. 

And the Elders andrulers of bis cyte, 
which dwelt in bis cite,oyd as Yefabel bad 
commaunded them, acorbynge as ſhe bad 
sorytten in the letter that fhe ſent vnto thens 
andthey proclamed a faft, and caufed Na⸗ 
both tofyt aboue amonge the people.T hen 
camethetwo men of Delial,and ſtode befo- 
re him and teftyfyed agaynft Naboth in F 
pꝛeſence of the people, and fayde: Cabot 
bath blafpbemed God and the kynge. 

Then broughte they him ont of the cice, 
and ſtoned bim to death. Andthey fent Jeſa⸗ 
belworde,fayenge : Naboth is ſtoned z put 
to death. Whã Jeſabel herde that NRaboth 
was ſtoned aandð decd, fe fayde vnto Achab⸗ 
Dp.and cate poffeffion of the vynyarde of € 
Naboth the Jeſtaelite, which be denyed co 
geue the foz money: for Naboch lyneth no 
moze but is Deed. 2nd whan Achab herde F 
Naboth was decd,berofeto govorwne vn⸗ 
the vyniarde of Naboththe Jeſtaelite, and 
to take poffeffion of it. 

ut the worde of rhe LORDE came to 
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Elias the Thefibite,andfayde:Gerrbe vp, 

and go downe to mete Achabthe Eynge of 
Iſratl. whic) is at Samaria:bebolde, bets 
in Naboths vynyarde, into the which bets 
gone Downe co cake poffi ſſion of it,and cal- 
ke chow wich bim,and fpeate: Thus fayeth 

the LORDE: Thou haſt ſlayne, and taken in 
poſſeſſion. And chou ſhait talke morouer vn 
to him, and ſaye: Thus ſa yeth cheL ORDE: 
Euen in che place where the dogges lic 
ked vp Nabochs bloude, [hall che dog ges 
licFe thy blonde alfo.2ind Achab fayde vnto 

Elias : Haſt thou euer founde me chine ene- 
mye? He faide: Nee, J haue founde che, becau 
fetbou are even folde to do euell in chefigh- 

te ofthe LORDE.Bebolve,*T wyll brynge 

myffortune vpon the and take awayetby 

pofterite, and wil rote out from Achab,euers 
bim thacmateth water agaynft the wall, 

and bimetbacis ſhut vpand lefte bebynde 

in Iſtael: andthy bonfe wyll J mateas che 

bouje of Jerobbam ſonne of Ltebat,and 
asthe houſe of Baeſa the fonne of Abia, 

becauſe of > pzouccacion wherwhith thon 
baft prouoked me vnto wꝛath, andmade Tf 
rael co ſynne. 

And ouer Jeſabel pate the LORDE alſo 
and fayde: * The dogges ſhal deuoure Jeſa 
bel in ¥ felde of Jeſtael. Who ſo of Achab 
dyeth in ? cite,bim ſhal che dogges eate vps 
and who fd dyeth in che felde,che foules vn- 
ver the heauen ſhall cace bim vp. So cleane 
ſolde to domyfchefein ſighte of the LOR 
DE bath no man bene, as Adyab: for bis Fe- 
fabel bath fovifceaned him, andbe maketh 
bim felfe a qreate abbominacion, chat be 
gocth after Idois, acordige vnto all as dyd 
che Amoͤrites, · whom the LORDE expelled 
before che childꝛen of Iſtael. 

But whan Achab herde chefe wordeo,be 
rẽte bis cloches,z put a ſack cloth onbis bo- 
dy, 7 faficd,and flepce in facFclorb,and wer 
te aboute banginge downe bis heade. And 
the woꝛde of the LORDE came to Elias the 
Thefibite, z fayre : Haſt chou noe fenc bow 
Achab bumblech him jélfe before me? Foz fo 
moc now as be biblech him felfein my figh 
te. J wil not brynge that plage whyle bely- 
uech: but by bis ſonnes life wil Jbrynge myſ 
fortune vpon his houſe. 

The XI. Chapter. 
'¢ Cid chere paſſed ouer chre yeares, that 
Sf there was no warre berwene the Si- 
* viens z Iſtael. · Sutin che chirde yea 
rewente Joſaphat the Eynge of Juda dow 
ne to the Eynge of Iſrael. And che kynge of 
Iſrael ſayde vᷣnto bis ſeruauntes: Knowe ye 
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not ỹ Ramoth in Gilead is oures y an’ we 
ſyt ſtyll. and cate it nor ont of the bande of 
tbe Eynge of Syria. And be fayde vnto Joſ⸗ 
phat: Wile thou go with me to che barcall 
vnto Bamoch in Gilead + Yofapbhat fayde 
vnto che Eyngeof Iſtael: Iwyll be as chou 
my people as thy people, and my borfes as 
thy horſes. Anð Joſaphat fayde onto > kyn 
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men, and [ayde vnto chem: SbalY go wnto 
Bamoth in Gilead to fighte,oz [hal Flee te 
alonez They fayde:Go vp, } LORDEfhal ve 
lyuer icin co.¥ Einges bande. But Fofapbac 
fayde: Js there nor one pꝛophet bere more 
of SLORDE, that wemaye are at bimy 

The kinge of Iſtrael farde vnto Joſaphat 
dere is yet a man, one Miche as the fonne 
of Jemla, at whom wemaye are of the LOR 
Dbut Ihate him, foz he prophecicth meno 
good, bur euell. Jofapbacfayoe:Zet nor tbe 
Eynge faye fo. Then called che tynge of Sf- 
raela chamberlayne,and fayde : Bzynge bi- 
ther foone Michẽas the fonne of Jemla.As 
forchetynge of Iſtaeĩ and Joſaphat > tin 
g Of Juda,chey[acecber of them vpon bis 
ſeate, arayed in their garmentes in tbe place 
at > dore Of che porte of Samaria,and all 
¥ propbetes propbecied be fore thẽ. AndSe 
dechias the ſonne of Cnaena bad made bine 
boznes of yron, and fayde: Thus ſayeth che 
LORDE: With ehefe ſhalt chou pußſhe at > 
Syrians, tyll chou biynge them toͤ naughte 
And all che pꝛophetes prophecied litewyfé, 
and ſayder: Go vp vnto Raͤmoth in Gilead, 
thon [hale proſpere right well,z the LORDE 
ſhal delyner it in to che Eynges bande. And 
themeffaunger that wente co call Miche as 
fayde vnto him: Seholde, The wordes of * 
propbetes are with one atorde good befo- 
re che Eynge, let thy worde therfore be as 
their worde,and fpeate chon good alſo. 

mMicheas ſayde: As truly as che LORDE li 
ueth, loke what the LORDE fayeth vnto me, 
wyl J ſpeake. And whan he came to the 
Eynge,the kynge ſayde vnto him: Micheas, 
ſhal we go onto Ramoth in Silead to fighe 
92 ſhall we let ic alone He fayde vnto bims 
Mee, Fo vp, thou ſhalt profpere righte well, 
theLORDE fhall geue icin co the kynges 
hande. But che kynge fayde vnto him agay 
ne: Jcharge ỹ that thou ſaye no orberebin- 
geonto mebut the trueth, in the nameof + 
LORDE. He ſa yde: J fare all Iſtael ſcatred 
abrode vpon the mountaynes, as che ſhe⸗ 


pethat haue no ſhepherde. And che LORDE 
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faide:Zane chefe no lorde: Let euery one tur 
ne home agayne in peace. Then ſayde ¥ kin⸗ 
ge of Iſrael vnto Joſaphat: Tolde noe J ¥ 
thac be wolde prophecye me no good, but 
euell? 

He ſayde: Heare now ther ſore the worde 


> of the LORDE:*3j fawe the LORDE fyt vpon 


Dis ſeate, and all che booft of beauen ftovin 
ge by bim ac bis righte bande z at bis lefte. 
And the LORDE ſaide:Who wil diſceaue A- 
chab to go vp, z fall ac Ramoth in Gilead. 
And one ſayde this, anot her that. Then we 
te there forth a ſprete ⁊ ſtode beforeche LOR 
DE,and ſayde: J wyl diſceaue hum. The LOR 
DE ſa yde vnto him: Wherwithẽ he fayde vñ · 
to him: J wyll go forth. and bea falſe ſprete 
in the mouth of all bis prophetes. He ſaide: 
Thou ſhalt difceaue him,and flhalebe able: 
go forth and do ſo. Beholde now,* the LOR- 
DE bath geuẽ a falſe ſpꝛete in ¥ mouth of all 
thee > —— the LORDE bath poe 
Een enell ouer the. Chen ſtepte forth Sede- 
chias che ſonne of Cnaena,and mote Miche 
as the cheke, and fayde : What, is ebe 
ſprete of the LORDE departed fro me,to ſpea 
Ee with the ticheas ſayde: olde, thou 
ſHalt ſe it in p daye whan chou [hale go frẽ 
one chamber co ano to hyde the. 

The kynge of Iſrael ſa yde Take Miche⸗ 
as, and let bim remayne with Arnon the ru ⸗ 
ler of the cite,and with Joas the kynges fon 
ne, and faye: Thus fayeth che tynge : Put 
this man in preſon, and fede bim with bied 
and water of trouble,tyll FJ comeagayne int 
peace. Micheas fayde: MF thon commeft a- 


kynge of —* wente vp vnto Ramoch it 
Gilead. And the tynge of Grael faye vn- 
to Joſaphat: Chaunge thy clotbes,and co- 
ime into ð battayll.in thine araie.Che tinge 
Of Iſrael chaunged bis clothes alfo,and we 
teinto the batta yll. But chet ynge of Siria 
commaunded the rulers of bis charettes (of 
sobour there weretwo and thirtie)yand ſaide: 
Re fhal fighe nether agaynft fnall ner grea- 
te, but onely agaynfé the kynge of Gira. 
And whan the rulers of the charettes fawe 
Joſaphat, they thought it bad bene the kyn 
ge of Iſtael and fell vpon him with fightin 
Be. But Joſaphat cried. Gowban thern- 
s Of the charettes [awe thatit was mot 
kinge of Ffracl,they curned bacF fis him. 
2 certayne man bended bis bowe harde. 
and ſhott the Eynge of Iſtael betwene che 
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mawe and ? longes. And be fayde vnto bie 
charetman: Turne thine hãde, and cary me 
out of the hooſt, for am wounded. And * 
battaylĩ was fore che fame daie. And che kin 
ge ſtode vps bis charet,agaynfEthe Syriãs 
and dyed inthe eneninge,and the blonde ran 
ne fromtbe woundein to the myddes of the 
charet:2ind whan che Sonne wente downe 
therewas a pzeclamacion made inthe bo- 
off, and fayde: Euery one gert him in co 
bis cite,and to bis countre. Chus che Eyn- 
ge dyed, and was broughte vnto Samaria, 
and they buryed bim tn Gamaria. And 
whan they waßſhed the charett inthe pole 
of Samaria, + dogges lied bis bloude 
(but che harlottes waß ſhed bim)acezdinge 
to che worde of } LORDE which he ſpake. 

What more thercis co faye of Acdab, z 
all he dyd, and of the Mucry boule which 
bebnyloed, bebolbve, it is wrytten in the Cro- 
nides of the Eynges of Iſrael. Go Achab 
flepre with bis fathers, and bis forme Aha⸗ 
fia was Eynge in bis ſteade. 

And “ofaphat the fonne of Aſa was G 
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ab Eynge of Iſrael and was fyue and thir 
tie yeare olde whan be was made kynge and 
raigned fyue and twentye yeare at Jeruſa · 
lé. His mothers name was Aſuba * dough 
ter of Sibi, and be waltcd in all che waye 
of bis father Ufa,z departed not there from: 
dD be dyd chat which was right in $figh 
te of the LORDE, yet put benot awaye y bie 
places,and > people offred and beentincefe 
yet vpon the bee laces, and be bad peace 
ba * Eynge of Iſtael. fr 
at moze there is to faye of Joſaphat 
and che mighte that be —— * 
———— wrytten in the Croni 
cles of 
the londe alfo che whoremongers that yet 
werelefte, which remayned oner inthe tyme 
ofbis father Wie. And at that tyme there 
were no kynges in Edom. And Joſaphat 
bad caufedcomate hij vpontbe ae. 
whic ſhulde go to ferch golde in Ophir, 
but they wente not:foz they were broken at 
Ezeon Gaber. Aethaccyme fayde Abafia 
the fonne of Achab vnto Joſaphat: Tet my 
fernauntes paffe with thy ſeruauntes inthe 
[Pbippes. But Joſaphat wolde not And Jo 
ſaphat ſlepte with bis fatbers,and was bn- 
ried in } cite of Danid.2ind Yoram bis fon 
ne was Eynacin bis ſteade. 
The ende of che ehir- 
de bore ofthe 
Eynges. 
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Wyhat this boFe conte yneth. 


ap. OF the reigne of Oche ſras (orber- 
wyfe called Uhafia aud of Forambis brother 
andhow the fyre cofumed rhe two capraynes 
with their men. 

hep. m1. Elias is taken vp in a fyrie charet. 
2 lifeus receaueth the fprere of Elias mar eth 
the bytrer water fivere and curfeth the myf> 
Hurtoured diloren. 

Chap. ui. Of Joram and Fofaphat, and of 
thetr warre,7 what Elifeus faide vnro them 

Chap. ull. €lifeus helpech chewoma rhar was 
in dert. and for another woman whid) had no 
ehildren,be optayneth one of Godswhich chil 
De beyngedeedhe rayferb vpagayne. 

Chap. v. — Faamanchechefe captayne of St- 

ria fs clenfed from bis leprofy, and Gebafi Eli 

feus ferugunt is made leporous. 

Chap. Vi. Theyron fwymmerh in the water. 
Thetyngeof Siete figbrerh agaynit Bfrael. 
G18 feruauntes which goabonte to raFesehife- 
u3,ave finytten with blynones 2% greate hon- 
get in Samari. 

Chap. VU.  Ofthefoure lepers which came is 
to the tentes of the Syzians,and how vytay- 
les beganne ro be good chepe 

Chap. vill. Ofthefeuenyeare derth.Benadab 
18 fit, andarerh: cofteell ax Elifeus.Of Ocho 
figs the fonne of Soram. 

Chap IX. — Of Febu.howhewasanoynredtin 
ge ouer Ffrael,andhow be rored outthehow- 

of Achab and of Fefabel. 

Chap. X. The heades of Achabs feuentic ſon · 
nes are broughte vito Febu . Of Ochofias 
brethren Zebu flayerh Baalpreftes. 

hap. Xt. alia deftroyeth all the Fynges fe- 
de ſoue Fons which efeaperl,and is made Eyn- 
ge by Jorade thepreft- i 

Chap Xi. Yoasrulerh well whyle Fotada ts 
elyne,burenell afrer bis death. 

Chap. Xl. Of the Fynges Foachias, Forse 
‘Jeroboam ,andhow thedeed that was layed 
inElifens graue,renyued. 

chap, XUN. Of Foas,Amafies, Jeroboamand 

part 

Chap. XV. GFAsarias the Leper, andof bis 
fonne Yonathas.O fzadarias the Fynge of 
Sfracl-Of Selluns,Hanahem,pacea, Rome 
fie And how Teglatphalaffer coquererh rhe 

___ cities of Jude 

Chap. xvi. ~ Of Ach as. Reſin and Esechies. 

Chap. XVI. OF Cfea, how Selmanafar came 
‘vponbhim,and conquered ,and carted the peo: 
ple awaye captyue · And how God punyfined 
thofe tbat came inthetr fteade- 

Chap. Xvi. OF thegoodkyngefsechias.c how 
Sennaderibrroublerh bim. 

Chap. XIX. Ksechias fenderh onto Eſay which 
‘comfoareth him. Goddefenderh Esechias 7 
delynereth bins. 

Chap. XX. Ezechias ts deed fi, but Eſay ae 
the commaundement of the LOR DE,promy- 
ſeth bimto lyue yer fyfrene yeare. 

hap. xxi, Of she reigne of she vngodly 
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nge Manaſſes how be lyued 
peSar bis feuneamon. 7H Om bow be 

Chap. Xx. Of the reigne of thatnoble & 
‘vertnous Fynge Sofias, and of bis goovly ac- 
tes. 

Chap. xxni How Jefias caufed the boke of 
the couenaiit tobe rev vntoall thepeople,and 
fertech vp the true honoureof Godagame OF 
orchas bis fonne. 

Chap So Nabuchodonoſor cémetty 
‘vpon kynge Joadim,and carteth aweye Joa 
chimbis fonnevnto Babilon. 

Chap. XXV. — Labudovonofor layeth fegeto. 
erufale wy nnerh tt ferteth Fyre onit,and ca- 
Eyeth awaye tbe Fynge and the people prefox 
ners vnto Sabilon. 


. The fyrſt Chapter. 
— — Saſia che ſonne off A⸗ 


Iſrael at Samaria in 
¥ ſeuententh yeare of 
oſap hat kige of Fu 
| Da,z reigned duer Iſ⸗ 
a FE val eyo yeares, Z dD 
which was enell in $ fight of the LORDE, 
and walked in the wayc of bis father and of 
bis mocher,z in the waicof Geroboamy fon 
neof Nebat, whic) made Iſrael for co ſyn · 
ne, And ferned Daal, and worhipped him, 
and difptea [ed the LORDE God of Iſtaei euẽ 
as bis father dyd The Moabit es allo fell ar 
roaye from Iſtael, whan Achab was deed. 
nd Ochofias fell chorow ¥ grate in bis 
haber at Samaria,and was deed ſicke, and 
ſent meffaungers, and fayde vnto them: Go 
youre waye,andare councell at Beelzebub 
the gov of tron, wherber J fall recouer 
from this ficFneffe. Sutche angell of $ LOR 
DEjayde vnto Elias the Chefibite: Op,z go 
mete the meffaungers of the fynge of Sa⸗ 
maria,and faie onto then: Is thereno God 
in Ilrael.that ye go to are councellat $ god 
opBeronre berfere thus fayechebe LORDE: 
Thor fhale noe come from the bed wheron 
thon lyeſt but ſhalt dye the death. 

And Elias wente his waye. And whã F 
meſſaunges came to Ochoſias agayne, be 
fayde wnto thé:WOby come yeagayperEbey 
fayde vnto bim: There came vp amaninon- 
re waye and ſa yde onto vs:Go againeto the 
inge that bath ſent you,and faye vnto himt 
Thus ſateth the LORDE: Is there no God in 
Ifraei, ? chou fendefé to are coũcei at Beek 
Zebub $ god ofEtrd 7 Ther fore fale thon 
not come from > bed wheronchoulyefi,bue 
ſhalt oye the death. He fayde vnto chem: 
Wyhat maner of man was it thac mett you, 
and ſayde this vnto you 7 Chey fayde vnts 
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him: He bade rough beer vpon him, and 
a letheren gyrdell aboute bis loynes. He ſay⸗ 
de: It is Elias the Theßbite. 

nd be ſent vnto bim a captaine ouer fif⸗ 
tye,with the fame fyftye. And whan be ca- 
me onto him. bebolde,be fat aboue vpon the 
moat. He fayde onto him: Thou maofGod, 
the Eynge fayeth: Chou fale come downe 
Elias anfwered che captayne over fyft ye 
and fayde ono bimef J bea man of God, 
the fyze fall downe chen from beauen,and co 
ſume che andeby fyftie. · Chen fell there fi- 
te from heauen, and confiumed bim and bis 
Fofeye-2nd agayne be ſent another captays 
ne oner fyftye unto bint, with bis fyfeye, 
which anfivered, and fayde vnto bim:C how 
manof God, thus fayeth the Eynge : Come 
dorne in all che haift.£lias anfiwered, and 
aide: FJ bea mã of God, ¥ fire fall dovone 
from beauen , and confiume the andeby fy 
cye.Tbhen fellebe fyze of Gov from beanen,z 
confumed bim, and bis fyfeye. Agayne,be 
fene vnto bim che thirde captayne ouer fyf⸗ 
tye, with bis fyftie. 

Now whan be came to bim, be Eneled to 
lias, and befoughte him, and fayde vnto 
bim:T hou man of God, let my foule and > 
foules of thy feruauntes chefé fyftye, be fom 
robat worth in thy ſyghte. Bebolve, che fy- 
re fell Downe from beauen, and bath confu- 
med the fyrſt two captaynes ouer fyftye wt 
their fyft yes. Buc now iet my fonle be fom 
what worth in thy ſighte. Then ſaide the an 
gel of che LORDE vnto Elias· Godowne 
with him, and feare him nor. And he gatt 
him vp, and wente doͤwne with him vᷣnco > 
kynge. 

nd he ſayde vnto him: Thus ſaieth the 
LORDE: Decanfé thon haſt ſent forch meſſaũ 
Gers, and cauſed to axe councell at Beelze⸗ 
bub the god of tron, as though there we 
reno Godin Iſtael co are coficell at his woz 
de,ther fore [hale chou not come from thebed 
wheron thou baft layed the, but ſhait dye > 
Death. So be dyed, acordynge to che worve 
of the LORDE which Elias fayde. And Fo 
ram (bis bzocber) was kynge in bis ſteade in 
thefeconde yeare of Joram the forme of Jo 
fapbat tynge of Juda: for be bad no fonne. 

What more thereis to faye of O cdofias, 
what be dyd,bebolde, itis wzytre inthe Cro 
nicles of theEynges of Iſrael. 

The ll.Chapter. 
W the LORDE was mynded to te 
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ke vp Elias inthe tempeft, Elias 
— and Eliſeus wente from Gilgall. 
2nd Elias faydeto Llifeus: Cary chou be- 
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re J praye the, for the LORDE bath fent me 
wnto Bethel. Bue Llifeus ſa yde: As truly 
as the LORDElineth,and as truly as eby jou 
lelyucth, J wyll not forſake the. 2nd whan 
they came dorone vnto Bethel, rhe prophe- 
tes children that were at Becbel, wéte forth 
to Eliſeus, and fayde onto bim: Knoweſt 
thou not,tbat the LORDE wyl tate chy lozde 
awaye fromcby beade this daye? He aide: 
‘J Enowe it well, bolve ye youre peace. 

And Elias fayde onto bim:Elifeus, tary 
thou bere J pzaye che, foz the LORDE bach 
ſent nie vnto Jericho. Neuertheleſſe be fay- 
deras truly as the LORDElynerh,andas tru- 
ly as thy joule lyueth. J wyl noe forſake the 

And whan they came vnto Fericho, ehe 

ꝛophetes childzen whic were at Jericho 
Pepe forth to Eliſeus and fayde vñto bim: 
Anowefé chou not chat the LORDEwyll ta- 
te y lorde awaye from thy beade this daie? 
de ſayde I knowe it well, holde ye yo? pea⸗ 
ce. And Elias ſa yde vnto humJ pᷣraie che ta 
ry bere, for * LORDE bath ſent me vnto Jor 
dane. But be fayde: 2s truly as che LORDE 
lyueth, and as truly as thy foulelyuech , I 
wil not forſabe the. And they wente both to 
gether. Sut fyftye men of 3 propbetes chil- 
dren wẽte forth,and ſtode ouer agaynfE thé 
@ farre of: but they both ſtode by Jorbane. 
Then coke Elias bis cloke, and wra pped it 
toget her and ſimote the water , which deuy⸗ 
ded it ſelfe on both che fydes,fo that they we 
te dry ſhod thoꝛrow it. And whan they were 
come over, Elias fayde vnto Elifens : Are 
what F [hall do foz the, afore I be taken a- 
wa ye from the. Eliſeus faive: Chat thy ſpre 
temaye be vpõ me to fpeate twyſe as mod). 

He fayde: Thou bafé vefyzed an harde 
thinge:nenertheles yf thou ſhalt fe me wht 
am caten aroaye fromebe,it ſhal be ſorf 
no,thé ſhal it not be. And as they were goine 
ge cogerber, andbe talted,cbere came @ fy⸗ 
sie charet with horſes of fyze,and parted che 
both aſunder. · And fo wente Elias vp to 
heauen in the ſtorme. But Elifens farce it,z 
ceryed: My father, my fatber,the charetman 
of Iſtael and bis oxime. And be fawe bine 
nomoze. 

nd be toke holde of bis clothes,and ren 
te them in two ee toke vp Elias clo- 
Ee chat was fallen from bim,and curned bac 
Ee, and ſtode by the fhoze of Jordane, and 
toe the fame cloke of Elias which was fat 
len from bim,and finote it in tbe rater, and 
fatde:Ybereis now the LORDE Godof Eli 
as And be ſmote it in to the water,and: then 
parced it aſunder on both the ſydes, and E⸗ 
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lifeus went e thorow. 

And whan che pꝛophetes childꝛen which 
were at Jericho ouer ag ynſt him, fare bim, 
they fayde: The ſprete of Elias refterh vpd 
lifens,and fo chey wẽte forth co mece bim, 
and worſhipped bim co che groũde, and fay 
de vnto bim : Bebolvde, there are fiftyeva- 
leaunt mé amonge thy feruanntes, let them 
goand ſeke thy lode, pera duenture the fpre- 
te of che LORDE bathcaten bim, and café 
bim vponfomemountaine oz in fome valley. 
Dut be farde:Sende them not. Neuertheles 
they conftrayned bim,tyll be was afbamed, 
and fayde: Let chem go. And they fent fif- 
tyemen , wbich foughte him thre dayes: but 
they founde bim noc, and came aga yne vn⸗ 
to bin. And be above at Jericho and fayde 
vnto them: Tolde not J you, that ye ſhuide 
not gor And themen of the cite ſayde onto 
lifens: Dcholve, chercis gooddwellynge 
in this cite,as my lowe ſeyt h, but the water 
is enell,and the londe vnfrute 
E ZSe ſayde:Sringe me hither a ner veffell, 
zpue fale in ic. And chey brougheeit hin, 
Then wẽte be forth onto che well of water, 
and cafe the falecherin,z ſayde: Thus ſa yeth 
the LORDE: Fj baue healed chis water:from 
Hence forth ſhal chere no deed ner wnfrure- 
fulnes come of it, So che water was bealed 
vnto thisdaye, acordinge co the worde of 
Eliſeus which be fpate. 

And be wẽte vp cowarde Bethel And as 
bewas goynge vp by the waye, therecame 
litle boyes ont of che cite,and mocPed bim,z 
fayde:Come vp bere thou balde beade, come 
wp bere thou balve beade . And he curned 
bim aboute. 2nd wha be ſawe them, be cur 
fedebemin chename of theL ORDE. Then 
came theretwo Beeres out of the wod, and 
rentetwo and fort ye of che childzen. From 
thence wéte be vp vnto mount Carmel, and 
from it turned be backe to Samaria. 

Thelll. Chapter. 
wf Dram che fonne of Achab was Eyn- 
ge ouer Iſtael at Samaria in y eigh 
Mi, tenth yeare of Joſaphat Eynge of 
Inda ⁊ raigned rq. yeares, Zdyd which 
was euell in $fighte of * LORDE,butnotas 
bis facberz bis mother: fo: be put awaye F 
pilers of Baal, which bis farber caufedto 
make. Neuertheles be clened vnto > fynnes 
Of Jeroboã ? fonne of Nebat, which made 
Iſtael for co fynne,z deparced not there frd. 

Meſa  €ynge of the Moabites had ma 
ny ſhepe, z payed tribute vnto the kynge of 
THfrael wb che wollof an hundreth thouſan · 
delabes, z of an hũdꝛeth thouſande rãmes. 


a 
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= But whan Achab wes veed, the Eyngeof 4. Ren 
> Wioabices fell awaye frd the kynge of Si 
rael. At $ famecyme were Eynge Joram fro 
Samaria, z muftered all Ffrael, z fent onto 
Joſaphat Ey: ge of Fuda, ſayenge: The kyn 
geof the Moabites is fallen awa ye frome, 
cometbhou wb me to fighte agaynft Moa 


bites. He ſayde: FJ wil conte vp, * Jam euen sReasa 


as thou, and my peopleas ¥ people, and my 
horſes as chy horſes. And ſayde morener: 
Which waye wil we go vpr He ſayde:by the B 
wa ye inthe wylderneſſe of Edem. 

So the kynge of Iſrael, the kynge of Ju 
da, Tthe Eyngeof Edom wente forth. And 
whan they bad gone aboute ſeuẽ da yes four 
ney, ? hooſt ⁊ the catell were amonge thé 
bad no water. Then ſa yde che Eynge of SF 
rael: Alas, the LORDE bath called thefe thie 
Eynges, co delyuer thé in co the banve of che 


Moabites. Bue Joſaphat ſa yder · Is here ⸗Ke. aa.a 


no prophet of * LORDE, § we maye are coũ 
cell at } LORDE by him⸗ Then anfiveredone 
Of FE ynge of Iſtaels fernauntes,z ſaide: He 
re ts Eliſeus * ſonne of Saphat,rwbic pow 
red water vpon Elias bandes. Joſa phat lay 
der The worde of $LORDE is wich him. So 
thetynge of Iſtael ⁊ Joſaphat and > kyn 
geof Edem wente downe vᷣnto him. 

Bue Sliſeus fayde vnto the kynge of If C 
rael: What haſt thou todo wb me? go to the 
pꝛophetes of thy father T to + mothers pro 
—— kinge of Tfracl Gide vnto him: 

„foꝛ * LORDE bath called theſe chre kyn 
ges, to delyuer them co the handes of the 
Moabites. Eliſeus fayde: As eruly as che 
LORDE Zebaoth lyncth, before whom J ft 
de, yf Fregarded not Joſaphat the Eynge 
of Juda, J wolde not regarde the, ner fee 
ongbte by ¥ .So bringe me now a mynſtrell. 
And whan che mynſtrell played vps chein- 
ſtrument, the bande of the LORDE came vps 
bim. 2nd be fayde: Thus fayeth the LORDE: 
Make picces by this broke. Forthus fayerh 
the LORDE: ye ſhal fe nether wyndener ray 
ne, yet [hall the broke be full of water,that 
yeand youre houſholdes z youre catell maie 
drynke. Nee and chat is but a finall thinge in 
thefighte of the ORDE. And the Moabi · D 
tes fal be delyner in to youre handes, ſo v 
ye fal ſmyte all tbe fironge cities, and all > 


chofen cities +z fhal felldoroneall the good Deu-ao.c 


trees , and ſtoppe all che welles of water 
and allebe good feldes hall ye matewaifé 
sith ſtones. 

Onebe morow, whan the meacofferynge 
is offered, bebolde,there came water $ waye 
from dont,and fylled ? londe with water. 

mm 


The iti, boke of che klynges. 
Dut whan che Moabites herve, F che kyn⸗ 
ges came vp co fighte agaynft ché,chey cal 
led all * harneſſed men, z thetr rulers,z fto- 
de on F border. And whan chey rofe early in 
>} momynge,z che Sonne were vp vpon * 
water, the Moabites chougbte the water o- 
wer agaynſt thẽ to be euẽ as reed as bloude,z 
they ſayde: It is bloubde, $ Eynges haue deſ⸗ 
troyedtbem flues wb che fiverde,z one hath 
ſmytten another. Pow Moab get the vp to 
the ſpoyles. But whan they came to the ten 
tes of Iſrael, the Iſraelites gat vp, ſmote 
the Moabites, they fled be fore them. 
Neuertheles they came in, z ſmote Mo⸗ 
ab, z brake downsẽ the cities,z euery one café 
bis (tone vpon allthe good feldes , andma- 
de them full,and ſtopped alll > welles of wae 
ter, and felled dorneall the goodcrees, tyll 
there remayned but the froues inthe brick· 
wall, andtbey compafed them aboute with 
flynges,and ſmote them. 
Bue wba che kynge of * Moabites ſawe 
} che batcayll was co ſtrõge for bim , he to · 
ke to bim feuen C. men, which dive F fiwerde, 
cofall vpon che kynge of Ldom :neuerthe- 
les they were noc able. Then tote be bis firſt 
fonne, which ſhulde haue bene bynge in bis 
ficade, and offted bins fora burntefferynge 
vpon the wall. Then camethere a greate 
wrath ouer Iſtael, that they departed frons 
bim, and cursed agayne into their londe. 
The ill. Chapter. 
A Nd there cried a woman amõge the 
Sf wyues of the propbetes childꝛen vn⸗ 
to Eliſeus, and fayde: Thy ſeruaunt 
my huß bãde is decd,and thou Enoweft that 
chy ſeruaunt fearcd the LOR DE.LTow com 
mech the man that be was detter onto, and 
wyll cate aweaye both my childien co be bon 
de ſeruauntes. El ſeus fayde vnto her: What 
Hhal J do ſforthe? Tell me, what haſt thou 
inthe houſe? She ſayde: Thy handma yden 
bach not hinge in chẽ houſe bur a pitcher v 
oyle. He fayde:Go JI waye, borowe without 
of all thy neabboures empt ye veſſels that 
not a fewe,and goin,and [hue > dow behyn 
de the with thy fonnes,and poure of it into 
all ? veffels:z whanthou baft fylleoebem, 
Delyner chem forth. 

Sbe wente, and hut the doze vnto ber 
with bir fonnes,rwbich beoughee her che vef- 
fels,and fd fhe poured in. And whan the ve 
fels were full, ſhe fa yde vnto bir forme: Bzyn 
ge me yer one veſſell. He fayde onto ber:T he 
re is not cne veffell moze bere.Then ſtode * 
oyle ſtyll. And fhe ſent, and colde the man of 
God. He fayve:Go thy waye, ſell che oyle,and 
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paye the creditour:but lyue thou and + ſon 
nes of the refydue. 

And it fortuned at * fame tyme,that Eli 
feus wente onto Gunem. And there was a 
riche woman, which belde bim to eate with 
ber:zas he paſſed oft thoro w waye, he we 
te in vnto her: ate wb ber. And ſhe fayde vn 
to bir hußbande: Beholde, J perceauethat 
this is an holy man of Gov, which goeth e- 
uer thorow this waye, let vs mate bia licle 
chamber of boordes, z (et a bed, a rable,a fio 
leva candelſticke rherin, that whan be com 
meth onto vs,bemaye reforte thither. 

And it fortuned vpon a tyme, that be ce 
me in, zlaycd bim do wne in the dhamber,z 
flepre therin. And be [aide vnto Gebafi bis 
childe:Call chis womã of Sunem. And wha 
bebad called ber, fle ſtode before him. He 
fayde vnto bim: Speake thou vnto ber, be 
boloe,thou baft myniftred vnto vs in all the 
fecbinges, what fhal J do for the Haſtt hoͤuu 
eny matterco be [poten for to the kynge, ot 
tothe chefe capta yne of the hooſt? She ſay 
de: Idwell amonge my people. He faydes 
What haſt chou then todo 7 Gehaſi ſa yder 
Alas,fhc bath no fonne, and bir bufibave is 
olde. He fayde:Call ber. And wha be had cal 
fed ber, fe ſtode atthe doze. And be ſayde: 
+ Aboure chris tyme yf F fruce can l yue, thou 
Halt enbrace afonne. She fayde: Alas, no 
my lorde,chou man of God, lye not vnto thy 
bandmayden. And the woman conceaned, 
and barea ſonne aboute the fame tyme. whã 
the frute couldelyue, acezdynge as Eliſeue 
ad fayde onto ber. 

But whan F childe was grovwne,ic forts 
ned, $ he wente forth to is father vnto the 
reapers,z ſa yde onto bis father: Oh my bea 
de,my heade. He faide vntd bis ſeruaũt: Bein 
ge him co bis mother. And he tole bim,and 
brongbte him to bis metherrand ſhe fet bins 
vponbitlappe vñtyll $ noone daye,z the be 
dyed. And ſhe wente vp, and layed bim vpS 
the bed of che man of God, z ſhut che dore 
and wite fortb,z called bit bufibande,z fay- 
de vnto bim:Gendeme onc of the feruaiices, 
and an Affe, J wyl go quycFly onto the man 
of God, and comeagayne . He fayde: Why 
wile thou go vnto bim? Co dayeis it nether 
ner moone ner Sabbath. She fayde: Well. 
nd fle fadled che aſſe. z fayde to the yonge 
mam:dzyue forrb, and kepe me not bak with 
rydinge and do as J byd tbe. 

So fhe wente, and came to tke man of 
God vuto monne Carmell. Whã ebe man of 
God fawe ber ouer aga ynſt bim,befayde on 
to his childe Gebafi: Scholve.che Sunami · 
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eiſſe is chere, runne nor zmete ber, and are 
ber yfit go well with ber, and bir bufban- 
dezbir forme. She fayde: Well. Bur whan 

e came to theman of God vpon ? mount, 

ec helde him by bis fess. And Gebafiftepte 
60 ber,co put her awa ye. But ¥ man of God 
fayde: Lee ber alone, for bir ſoule is in heny- 
nes,and the L ORDE bath byp it frome,and 
not ſhewed it me. She fayde: Whan defyzed 

a ſoͤnne of my lorde Sayde J not, pebow 

Ide fF noc mocke mez 

He [aydewnco Gebafi:Girde vp thyloy- 
nes, andtate my fiaffein thy bande,and go 
thy waye. · Xfeny manmece che, ſalute bins 
not: and yfenyman falucethe, chante him 
not,andlayecbou my ftaffe vᷣpon childes 
face Bue che childes mother fayde:Asern- 

y asthe LORDElyueth, andastrulyas y 
ſoͤule lyueth. J wyll not leaueche. Chen gar 
be vp,and wente after ber. As fo: Gebafi,he 
wente be fore them, and layed the ſtaffẽ vpon 
thechildes face, but there was nether voyce 
ner felynge. And bewente agayne to mete 
bim,and ſhewed him, and ſayde: Che childe 
is not ryſen vp. 

And whan SEliſeus came into the houſe 
bebolde, } childelaye deed vps bis bed. And 
be wẽte in,z fhucebe doze on chẽ bor, z ma- 
be bis prayer vnto the LORDE,z wente vp, 
zlayedbim felfe vpon the chilve,zlayed bis 
mouth vpon che childes mouth, and bis eyes 
vpon bis eyes,and bis handes vpon bis ban 
des,z fo ſtretched bim felfe forth vpon bim, 
fo } the childes body was warme.And hero 
fe vp,z wente into the houſe oncebitber and 
tbither,z wente vp,z layed bim felfe a longe 
vpon — neſed * childe base cymes, 
and afterwarde the dilde o} Dd bis eyes. 
And he cried vpon Gebafi, Fro feyoe Call 
the Sunamitifje. And whan be bad called 
ber, foe came in vnco him. He fayde: Tate 
there chy fonne . Chen came fe, and fellac 
bis fete, and worſhipped wnto the grounde, 
and cote bir fonne,and wente fob. 

But whã Llifens came againe onto Gil 
gal,chere wee a derth in che londe, the pro 
Phetes children dwelt before him, z be fayde 
vnto bis ſeruaunt: Set ona greate pot, and 
mate potage forthe children of the pzophe- 
ses. Then wente there one into the five, to 
gather berbes,and foundea Cucumbers ſtal 
Be,z gathered wylde Cucumbers therof bis 
cotefall. And whan be came, be hopped it 
finall for porage to the pott, for they knewe 
tt not · And whã they poured it forth for the 
mẽ to eate che y ate of $ potage. they cried 
and ſayder O thou man of God,dveath is is 
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the pot: for they mighte not cate tt. Neuer⸗ 
theles be fayde: Szynge mec! hither. And he 
put it in che pot,zfayde:poure it out for the 
people, that they maye eate. And then was 
it not bytter in the pot. 

There came a man from Baal Salifa,z 
broughte the man of God bred of che firſt 
frntes, namely cwentye barlycloaucs,z new 
comein bis garment. But be fayde: Geue it 
wnto > people,that they mayceate.His my 
nifter fayde: · How [hall J geue an hůdreth 
men of chis? He fayde: Gene it onto che peo 
ple that they maye eate. Forthus fayerh che 

foal cate, andchere fall be 


bim,and fayde:T hus and thus bath ebedaws 
felof thelonde of Iſtael fpoten. The tynge 
of Syzia fayde: Gotby waye then,z J wyl 
wrytte a letter vnto che Eynge of Iſtaãel. 

And be wente, and coke with him ten hun 
dreth weighte of fyluer, and fire thoufande 
guldens,z ten chaunge of rayment,z bong) 
teche letter vnto the kynge of Iſtael, wit! 
thefe wordes: 

Oban ehis letter commeth wnto the, be- 
bolbe, chou fhale vnderftonde J haue ſent 
my ſeruaunt Naaman vnto the, that thou 
mayeft heale him of his leproſy. 

——————— Iſael red the let 
ter, he rente bis clothes, z fayde:Am I Sod 
then, that J cantyll and quyckẽ agayrte, } 
befendeth vito me,to heale the man frd bis 
leproſy ? Conſidre and fe, bow be ſeketh an 
occaſion vnto me. 

Oban Sliſeus the man of Sod herve, F 
the kynge of Iſtael had rente bis clorbes,be 
ſent onto him ſa yenge: by haſt thou ren⸗ 
rechy clothes? Let him come to me that be 
maye knorve. p chere is a prophet in Iſrael. 

So Naaman came with horſes andcha- C 
rettes, and helde ſtill at the dore of Eliſeus 

mos 


Toh.oa 


Khe itt}. bofe of che lynges. 


honſe. Then ent Elifens a meffaunger vnto 
him ſayenge: Go thy waye, and waß ſhe the 
feuen cymes in Jordane, fo ſhal chy fleſh be 
reſtored the agayne,z be clenſed. Then was 
Claaman wrth, z wente bis waye,z ſayder 
I choughte be ſhulde haue come forth vnto 
tne, Ze bane ftove bere z co bane called vps 
the name ofthe L ORDE bis Gov,ztobane 
touched the place with bis bande, z foro ba 
ue put awa ye the leprofy. Are not } waters 
of Amana and Pharphar at Damaſcon bee 
ter then allebe waters in Iſtael, J might 
waß ſhe me therin z be clẽſcd? and he turned 
b.m,and wẽte bis waye in diſple aſire. Then 
bis ſeruauntes gat thẽ co him, and ſa yde Fa 
ther, yf the prophet bad cẽmaunded che eny 
greate thinge, huldeſt thou not haue done 
Itvmoch moze the yf be faye vnto the: Waſ⸗ 
fhe che,z thou [hale be cleane. Chen wite be 
do.rne,z waß ſhed bins felfe in Jordane ſeuẽ 
tymes(as the man of God fayde)z bis fleſh 
was reftored bim agayne, enen as che fleſh 
ofa yonge chilve « and be was clenfed. 

And he turned agayne to man of God 
wich all bis armye. 2nd whan be came in, 
be ftode before him, and fayde: Bebolde, J 
Enowe thet in all londes there is no Good, 
buein Fitael. Cake now therfore this bleſ⸗ 
ſynge FJ pzaye the of chy fervaunt . tener- 
theles be fayde: « As truly asthe LORDEly 
ueeh, before x bom J ftonde, FJ wil noctate 
it. And he wolde nedes haue him to take it, 
but be wolve nor. Then fayde Naaman: 
Mighte here not a burthé of this carih te 
geuẽ vnto ¥ feruaunt,as mod astro Mu⸗ 
(coms rye beare? For thy ſeruaunt wyll nemo 
redo facrificeand offer burncefferynges vn 
to other goͤddes, but vnto the LOoRDE. That 
the LORDEmaye be gracious vnto thy fer 
waune, yf J —— in the houſe of Rim 
mon, wha mylorde goeth there into houſe 
to we 2fbipp:, ⁊ leaneth vpon my hande. He 
ſayde vnto bim:Go thy waye in peace. 

And as be was gone frem bim a felde 
bredth in the londe, Gebafi the ſeruaunt of 
Elifius } manof God thoughte: be holde. 
my lorde bath ſpared Naamã this Syrian, 
fo that be bach not taken from bim $ whidy 
be broughte:As truly as FLORDE lyueth. J 
wil rine efter bim,z tate ſomthinge of him. 

SoGcbhafi folowed Naaman. Anð whe 
Claaman fawe § be ranne after bim,beligh 
te donne fromebe charet to mere bim, zfay- 
de: Are allebinges well? He ſayde: Yee. But 
nry lorde bath ſent me, zcaufedto faye vnto 
the: Beholde, there are now cometo me fro 

snount Ephraim two yonge men of che pro 
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phetes childzé,gene them a calẽte of filuer(J 
praye the)ztwo chaungeof rayment. Ltae 
ma faide:Go te, taterwo taletes. And be cS 
pelled bim, z bandetwo talences in two bag 
ges,and two chaunge of rayment, and dely- 
neredic vnto two of bis ſeruauntes, whidy 
bare it before bits. 2nd whan be came in * 
darcke, he toke it from their bandes, zlayed 
ita ſyde in che boufé,z lee the men go. 

And whaͤn chey were gone their waye,be 
ficde before bis lorde. And Elifens ſayde vn 
to bim: Whence commeft chou Gebafiz He 
fayde:Tby feruaune wente nether bitber nev 
thither. But be fayde vnto bim: Wentenoe 
my bere ob tbe, whan the man turned bate 
from bis charetco mete the WNow thou haſt 
také che fyluer z cherayment,olyuc trees,vy- 
nyarbdes,fhepe,cren,feruauntes z maydens. 
DBuaethelepzofy of Naaman fal clene vn· 
tothe zto ebyfeve for ener. · Then wẽte be 
forth from bim lepozous as fiiowe. 

The Vi. Chapter. 

Fy Hechild:en of > prophetes ſayde vn A 

3 to Eiiſeus: Behoide, the place whe- 

te we dwell before * is conarow for 
‘v6, let vs go onto Fordane,z cuery one fetch 
tymbre there, p we maye there buylde vse 
piace to ðweli in. He faide:Go yo wa ye. And 
one fayde:Go tothen, come w chy ſeruaun 
tes. He ſayde: wil go with you. And be wE 
te with them. And whan they came to Jor · 
dane, they hewed downe tymber. And ac one 
was feilynge downe a tre, the yron fell in to 
the water, andbe cried and fayde: Alas my 
lorde, z it is burowed. Bue the man of God 
fayde :WObere fell ic in 72nd whan be bad 
[hewed bin the place, be cnt dorone a fticFe, 
and ebinftie in there. ben fwwametde 20M. 
And be fayde : Takcit op .So be put forth 
— —2 
nd the kynge of Syria warred agayn 

Iſtael, and cob councéll at bis feruannces, 
and ſayde: There z there will we iye. But the 
man of Godfencto > kynge of Iſtael. ſa yen 
ge: Bewarre $ thou ge not vnco that pla 
ce,forthe Syziane reſt there. So the kynge 
Of Birael ſent vnto ? place wherof * man 
of Sod tolde him, zEeptc it,z helde watch 
there,z dyd that not once o2 twyſe onely. 

The was F Eynge of Syzias herte vered 
therfoze,and calicd bis fernauntes, and fay- 
de vnto them: Wyll ye not tell me, which of C 
oure men is fled vntothe kynge of Iſrael? 
Then ſayde one of bis fernaunces : Not fo 
my lorde O Eynge , bue Elifeusthe prophee 
in Iſrael telleth the Eynge of Iſrael all 
that thon ſpeakeſt in thy chamber where 
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he iiij. boke of che Furrace, 
thon lyeſt. Se fayde:Go youre waye the and 
lobe where beis,thac J maye fende, and cau 
febim be feedyed. 2nd ebey fhewed bim and 
fayde:Bebolve,be is at Dothan. Thẽ fenc he 
tbteber bozfes z charetes,z a greate power. 
nd whã they came thither by nighte, they 
compaſed the cite aboute. And the myniſter 
Of the mã of Sod aroſe early to get him vp. 
nd as be wẽte forth, beholde.there ĩa ye an 
hooſt of men aboute ¥ cite with horſes and 
charetces. 

Then ſaide his Hilde onto him: Alas fyz, 
bowwyli we nowdo? He [ayde:* Feare noͤt 
for there are mo of chem pare with vs then 
Of thoſe that are with chem. Anð Elifeus 
prayedz fayve:L ORDE open bis eyes, $ be 
maye ſe. ben theL ORDE opened > childes 
eyes, f befarwe,z bebolde, } mount was full 
of fyre bores z charettes roũde aboute Eli 
ſeus. And wha they came downe wnto bins, 
Eliſeus made bis prayer, zfayde ; LORDE 
ſmytethis peorle & blyndnes. * And be fino 
tetbé with blyndnes acozdinge to the wor · 
deof Elifens.2And Elifens (aide onto them: 
This is not $ waye nor the cite, foloweme, 
Jwilbsynge youcocbe mar whom ye eee. 
ind be broughee them vnto Samaria. 

And whanchey came to Samaria, Eli⸗ 
fens fayde:L OR DE open theſe mens eyes, 5 
theymaye ſe. And che ORDEopencdebeir 
eyes, pᷣchey farve.z bebolve,they were inthe 
myddes of Samaria. And whan the kynge 
Of Iſtael ſawethem, he ſaide vnto Elifeus: 
Ty facber,fhal F ſmyte thẽe He ſaide: Thou 
Peale not ſin yte thẽ: lote whom chou takeſt 
with eby fiwerde and bowe, ſinyte choſe. Ger 
bred and water before them, tbat they maye 
eate and drynke, end let them Departe vnto 
their lorde. Thẽ was there a greate Dyner pre 
pared. And whan they had caten and dzon- 
Een, be lec chem goto departe unto their lor⸗ 
de. Fromebatcyme forth came che men of 
warre of che Syzians nomoze into the lon- 
de of Frac. 

After this ic fortuned, that Benadab the 
kynge of Syria gathered all bis hoeſt. and 
wẽteẽ vp,z layed ſege vnto Samaria: there 
was a greate derth ac Samaria. But they 
layed fege to the cite folonge, tyll an Aſſes 
beade was worth foure [core fyluer pés,and 
the fourth parte of a*Cab of doues donge 
woꝛth fyue fyluer pens.2ind whan che kyn · 
ge of Iſtael wente vnto che walle woman 
erted onto him and ſa yde: Helpe me my lorde 
Deynge. Hefayde : RF the L ORDE belpe 
the not, wherwith ſhai J helpe the? with > 
barne or with the wyne pelts And the kyn 


Khe vij. Chap. Ho. (rip, 
ge fayde vnto her: What ayleth ¥ > She fay 
de: This woman fayve once me:Geue vs y 
ſonne that we maye eate him, tomorow wyil 
we cate my ſonne. So we ſod my forme, zba- 
ue eaten him, and J ſa yde vnto ber on chir 
De daye: Seue vs thyſonne and let vs eate 
him, but ſhe bath hyd bim awaye. 

ban the tynge herdeche womans wor S 
des, he rente bis clothes, whyle be was goyn 
geto the wall. Thẽ fare all the people that 
bebad a ſack cloth vnder vpon bis body. 
And be fayde: *Goddothis and that vnto 
me,yf the heade of Eliſcus the ſonne of Sa 
phat hal chis vayeftondevpon him. As for 
s£lifeus, be fac in bis houfe, ztheLlvers fac 
by bim. And be fent aman before bim, bur oz 
euer the meffasnge came to bim,be fayde on 
to $ Elders: Haue ye not ſene how this dit 
Re of murthure bach ſent hither, co take a⸗ 
waye my heade? Take hede, whan the meſ⸗ 
faunger cõmeth. ye holve him at the doze. 
Deboloe, ¥ noyle of his lordes fete foloweth 
bins. Whyle he was thus taltynge w chem, 
bebolde, $ meffaunger cameto bim,z faydes 
Deboloe,vbis euell cSmeth of $ LORDE,and 
what more ſhal F loke fo: of the LORDEY 

TCbeVil. Chapter. 
TY Lifensfayde:Heare the worde ofthe A 
LORDE. Thus fayeth theLORDE: 

MY x Tomozow aboute this tyme hala 
bußſhel of fyne meel be folde for one Sycle, 
And tro buß ſhels of barly for one Sycle vn 
der the porte of Samaria. Thena tnyghee 
(vponmbofe bande the kynge leaned) anſwe 
red the mã of God,and Payee: Andehough 
the LORDE made wyndowwes in he auẽ, bow 
coulde foch a chinge cometo pafferhe (aides 
Debolve, chou [hale (eit with chine eyes, z 
hale not eate therof 


And there were foure lepoꝛous menat * 
doze before the porte, and one fayde vnto a ⸗ 
nother: Why tary we bere whyle we dye? 
Though we thoughtero come in to the ci- 
te, yet is there derth in $ cite,and there foul 
de we be fayneto dye. And yf we tary bere, 
we muff dycalfo. Let vs go now , and flye 
vnto the booft of the Syzians f they let 
vs lyue, we ſhall lyue: yf they flaye vs,ebers 
ave we deed. And ſo they gatthem ‘vp early, 
to come onto the hooft of the Gyzians.2nd 
whan they cametoche veremoft endeof > 
tentes, be holde there was no body. 

* SortheL ORDEbadmadethe Syrians B 


tobeare anoyfe of bozfes,charettes, and Of 2.Maes.a 
& mightie greate hooſt, ſothat ebey fayde Blausa 


one to another amonge thé felues: Seholde 


the kynge of Iſrael hath byzed chetyngeof 
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the Hethites, and the Eynge of che Egip- 
cians aga ynft vs, to come vps vᷣs. Andchey 
gatchemvp,and fled early ĩn the troylight. 
and lefte their bothes. and bozfes and Aſſes 
inobe tences as they ſtode, z fled euet y man 
where bemighte faue bislife. 

Clow whan the lepers came tothe place 
Of the tentes, they wente in to che tentes, ate 
and dronke, and toke fyluer, golde and ray- 
ment, and wenteand bydit: z came agayne 
Zentred in co another tent, andecokether- 
out, and wenteand byd ic. But one of them 
faide vnto another: Tet vs nor dotbus,this 
Daycis a daye of Goodtidynges. VF we Ee- 
pechis ſecrete and byde tyll che lighte moz- 
nynge, oure treſpace wyl be founde out. Let 
vs go now cherfore »that we maye come, z 
tell che kynges boule. 

And whan they came, they cried ac the 
porte of che cite, and colderbem,and fayde: 
We came coche tentes of the Sirians, and 
bebolde,chere ts no mã there, nether yet eny 
mans voyce, but horſes and aſſes bounbe, 
and the boͤthes aschey ſtonde. Then cried $ 
porters and tolde it withinin > Eynges bow 
fe. And the kynge arofe inthe nighte, z fay- 
De vnto bis ſeruauntes: J will tell you borw 
> Syzians deale with vs:ebey tnowe 
fuffer bonger,and are gone ont of the tẽtes. 
to hyde chem felues in che felde, andrbynte 
thus:whan they go ont of che cite, we wyll 
tate them alyue,z comein to the cite. Then 
anſwered one of bis feruauntes, and ſayde: 
Let vs tate the fyue hoiſes chat remayne, 
which yet areleftein the cite (beholde theſẽ 
ave left therin for all $ multitude in Iſrael. 
hich is deftroyed lee vs ſende theſe and fe. 
Thẽ tobe theytwo charettes with hoꝛſes. 
And che Eynge ſent them vnto the tentes 
of oe Syrians, and ſayde: So youre waye 
and ſe. 

And whan they wente after the vnto Jor 
Sanz, bebolve,che waye laye full of | ee 
tes andveffels, whidy the Syztans bad café 
from thẽ. wh ylerheymade haiſt And whan 
themeffaungers came agayne and tolde che 
Eynge the people wentẽ forth, and fpoyled 
thetentes of the Syrians. And a buß ſhel of 
fyne meell was ſolde for a Sycle, and two 
bußſhels of barlye for a Syele all, + acor⸗ 
Dingeto the worde of the LORD E. But the 
kynge appoynted che Enygbre(~pon whofe 

bande be leened)co be at che gate, ztbe peo- 
ple trode vpon bim, fochatbe dyed, euen as 
the man of God fayde, whan the Eynge ca- 
me Downe vnto bin. 2nd it came to paffe 
euen as ¥ man of Sod tolde che fynge whe 
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be ſayde: Tomorow aboute this tyme ſhall 
two bußſhels of barlye be folve foz one Sy 
cle and a bußſhel of fyne meel for one Sycle 
vnder the gare at Samaria. Andthe knygh 
te anſwered the man of God, and ſa yde: Se 
bolve,chough } LORDE made wyndowes 
in heauen, how coulde ſoch a chinge come to 
paſſe: Neuertheles be ſa yde: Seholde, with 
thine eyes ſhait thoufeit, and ſhalt not ea · 
te theroͤf. And euen ſo fortuned it vnto bin, 
for che people trode vpoͤn him in the gare, > 


he dyed. 
The Vil. Chapter. 

— Lifeus fpate vnto the womã. who⸗ 
ſe ſonne be hadreſtored vnto life agai 
ne,andfayde: Set the vp,z go with 

thine boufbolve, and bea firaunger where 
thou canft: fortbeL ORD Efbali call fora 
derch, which fal come in co the londe ſeuen 
yeareldge.Che woman gat ber vp,and dyd 
as the manof God ſa yde, z wente with bit 
houſholde. and was a firanngerin the londe 
Of che Philiſt ynes ſtuen yeare. But whan 
the ſeuen yeares were ended, the woman cae 
meagayneont of the Philiſt ynes Sve, and 


wente forth to crye vpon the kynge for bit 
houſe andlonde. Che tynge fpate onto Ge- 
haſi the —— the man of God, z fay- 


de: Tell meall che greateacres that Eliſeris 
bath done. 2ind wbyle be was cellyngeche 
Eynge howbe had made one that was decd, 
tolyucagayne , beholde, the woman whole 
fonne be bad cauſed to reu yue, cameeven in 
themeancfeafon, and ctied vnto thet 

for bit honfe and londe. Chen ſa yde Ge * 
My lorde O Eynge, this fame is the woͤmã. 
and this is bir ſonne whom Eliſeus refto- 
red vnto lifeagayne.2ind the Fyngeared ⸗ 
woman, and fle colde him. Then thet ynge 
Selynered ber a chamberlayne, z faide: Reſto 
reberagayne all that is hirs, and all che in- 
creafeof the londe, fence the tyme that fhe 
lefte thelonde ontyll now. 

And Ehifens cameto Damafcon,z Be- 
nadab che tynge of Syria laye ſicke. And it 
was tolde bim,and fayde: The man of God 
is come bitber. Then fayde the kynge vnto 
Saſael: Take giftes wich che, z gomete the 
man of God, and are councell at } LORDE 
by bim,and ſaye:Maye J reconer from this 
ſick neſſe Haſael wente ſor co mete bim, and 
toke rewardes with bins,and of all the goo⸗ 
des at Damafcd,as moch as fortye Camels 
migbte beare. And whan be came, be ſtede 
before bim, and fayde: Thy fonne Benadab 
theEynge of Syzia bath fent me vnto the, 
ſayenge: Maye 7 recouer from this fickneot 
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Elifeus fayde onto him: Go 7 wayeand 
tell bim: Thou ſhalt recouer. But the LOR- 
DEbath fhewedme,} be ſhal dye F death. 
Bnd the man of God loted earnefely, zma- 
de a troublous countenaunce, z wepte. CHE 
fayde Haſael: Ober fore wepeth my lowde'He 

ſayde: J Enowe what euell chou fale do vn 
to the childzen of Iſracl. Chow fhaleburne 
their ftronge cities with fyze,and fla ye their 
vonge men with che fiverde, and byll cheir 
vyonge childꝛen, andOryppe vp theit wemen 
pak childe, 

C = Hafacl fayde: How fd, is thy ſeruaunt a 

doggy, that be ſhulde do foch a greatetbyn- 


eReine · ge? Eliſeus faive:* Che LORDE bath ſhewed 


me, thou fbalebetynge of Syzia. And he 
wẽte bis waye from Llifeus ,z cameto bis 
lorde, which — vnto him: What ſaieth Eli 
feus vnto the? He ſayde:He toide me. Chow 
hale vecouer. Buc on che nexte da ye he tole 
> bed conerynge, and dypte it in water, and 
ſpred it ouer bim, and be dyed, z Haſael was 
Eyngein i cade, “0 R f 
“nebe fyfth yeare o ram he ſonne o 
Acad Eynge oF care of ee FJozam F forme 
of Joſaphat kynge of Juda. XTwo ⁊ thirtie 
yeare olde was hẽ whã be was made kynge. 
Treigned cighte yeareat Terafalem, z wal- 
ted inthe waye of the kynges of Fftadas 
the boufe of Achab dyd(foz Achabs dough: 
ter wasbis wifeyz be dyd which was enell 
in ? ſighte of theL ORDE.Ltenertheles the 
LORDE wolve not deftroye Jude for bis fer- 
uaunt Damds fake, *as he promyled bim,to 
gene bimeuer alanterneamdge bis childrẽ. 
+ he ¥ fame tyme fell * Ldomites awaye 
from Jude,zmaded Eynge ouer them fel- 
wes: cauſe was this, Joram bad gonetho 
D row Seira,and all the hareetes with bim,z 
bad gotten bim vp by nighte, and ſmytten 
the Edomites that were aboute bim,and y 
rulers over the dyarettes , fo that che people 
fled vnto their centes: therfore fell che Edo 
mites awaye from Juda vnto this daye. Ae 
the famecyme fell Libna awayealfo. 
Wyhat morechere is to ſaye of Joram,z 
all § be dyd bebolde,icis wꝛytten in the Cro 
nicles of che Eynges of Juda. And Joram 
fell on ſiepe with bis fathers, z was buried 
& bis fathersin $ cite of Danid, »z Odo 
fies bis fonne was Eynge in bis ſteade. 
Ja the twolueth yeare of Joram the ſon 
neof Achab Eynge of Iſrael. was Ochoſias 
ſonne of Joram kynge in Juda. Two and 
twentye yeare olde was Ochoſias whan be 
reas made Eynge, and reigned one yeare at 
Jeruſalem. His mothers name was Atalia 
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the dougbter of Amri e OF Iſrael. he 
walked inthe waye of —*— abe 
Dyd that which was euell n the ſyght of > 
LORDE, euen as dyd the houſe of Achab : for 
be was ſonne in lawe in che bonfe of Achab. 
2ind be wente with Joram the fonne of A⸗ 
chab in to the battayllagaynft Hafael kin 
ge of Syria vnto Ramoth in Gilead, bur ¥ 


Syzans ſmote Joram. Chen Joram che kin +Re-9.€ 


ge turned bacfe, to be bealed at Yefrcel of * 
wooundes, wherwith the Syztans bad wou 
dedbim ac Ramoth, whã be foughre wich 
Pafacl kinge of Syzia.And Ocdhofyas > fon 
ne of Jorã Einge of Juda,came downe to vi 
fee Joram che fonne of Achabat Jeſreel for 
he laye ſicke. Che —— 
Lifeus the prophet called one of che of 
prophetes childzé,z fayde vnto bim: 


Girde vp F loynes,and take this au +Read 


fe of oyle with the anð go vnto Ramoth in 
Gilead:and whaebou cOmefé chither, chow 
[hale fe chere one Febu, ¥ jorme of Jofapbat 
she ſonne of Nimn, and go in,and byd him 
fronde vp amonge bis brethren, and brynge 


ims in to the ynmoft dyamber,zeakethou > sreise 


craft of oyle,and poure it vpon bis beade, z 

ſaye: Thus ſa yeth che LORDE: I haue anoin 

tedcheto be tyngeouer Iſtael hou ſhaie 

open the doꝛe, and flye, and not tary’. And 

the propberes yonge man, chechilde wente 
bis waye vnto Ramoth in Gilead. And 

whan be came in, beholde, the captaynes of 
the hooft facchere,and be iaybery baue form 
what to faye vnto the Dcaptayne. Jehu ſai 
de: Vnto whom amonge vs ally He ſa yder 
Ewen vnto theo captayne. 

Then ſtode he vp, andwentein. Go be »5 
poured the oyle vpon bis beade, and fayde 
wntobim: Thus ſayet h the LORDE God of 
‘Sfrael:3 baueanoynted } co be kynge ouer 
the LORDES people of Iſtael and thou ſhait 
finyte thy lozde Achabs hone, chat Jmaye 
auenge the bloude of my feruauntes the pro 
pbetes, and che blonde ofall the LORDES fer 
nauntes, fromthe bande of Jeſabel that all 
the houſe of Achab maye periffbe. oF 
wyl rove out from Achab,euen him that mãa 8 


od 
Bech water aga ynſt the wall, andthe clofen “Re? 


vp and the deſoiate ir eel: and 

Of Achab woyll — —— 
Jereoboam che fonne of Nebat, anð as the 
houſe of Baeſa thefonne of Ahia and y dog 


ges ſhall eate vp Jeſabel vᷣpon che feide ae 2Reand 


Deftacl,endnoman ſhall burye ber. And be 
opened the doze, and fled. 
And wha Febu came forth to his lordes C 
ſeruauntes, they [aide onto him: Are all thin 
Bm uüiij 
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ges well? Wher fore camethis madd felowe 
onto — —— —— — 
man wellz what be batl — ay⸗ 
de: That as not trůe, but tell chou vate Ze fay 
der Thus and thus bath be [poten vnto me, 
and fayde: Thus fayeth the LORDE:7j bane 
anoynted the to be kynge ouer Iſraeſ Chen 
made they baift,and every one cote bis gar 
ment andiaied chem onder bim in maner of 

a indges feate, and blewe the trompet, and 

ſayde Jehu is made kinge. So Febu che fon 

ne of Joſa phat the fonne of Nomfi made a 

confederacion agaynft Joram. As for ort 

be laye before Ramoch in Gilead with all 

Iſtaei agaynft Haſael che kynge of Syria. 

+ But Joram che kynge was curned bacFe, 

} bemighe be healed of the woundes wher 

with the Syzians bad wounded bim, whe 

be foughte with Haſael the kynge of che 

Syzians. 

And Jehu fayde: vf icbe youre mynde, 
there fhall noman efeape out of che cice, co 
go and tell it at Jeſteel. And be rode,andde 
Parted vnto Jeſtael: for Joram laye cbere, 
and Ochofias che binge of Juda was come 
Downe to vyſet Joram. Bue the watdyman 
that ffove vpon thetower at Jeſrael, fawe 
the company of Jebu commynge, and fay- 
de: J [ea company. Chen fayde Joram: Ta 
Peachatet,andfendere mete thé, and faye: 
‘Je it peace: And the charetman rove to me · 
tecbem,and ſayde: Thus ſayeth che Eynge: 
Is ic peace Jehu fayde : What bafi chon 
todo with peace ? Turnethe bebynde me, 
The watchman colve it,and ſa yde: The meſ⸗ 
faungeris come vnto them, and cometh noe 
a@gayne. Chen fent be another charetman, 
which whan be came to chem, faide: Thus 
fayeth the fynge: Is it peace 7 Jehu ſa yde: 
What haſt thou co do wich peace? Turne ¥ 
behynde me. 

E Aund the watchman tolde it, and fayde: 
He is come to them: and commeth not agay 
ne,and the goynge is as it were the goynge 
of Jehu the ſonne of Nimſi: for be dryueth 
on as he were mad. Then ſayde Joram: Bin 
de the charet faſt. And they boumde the cha⸗ 
ret,and fo they irente forth, Joram the Eyn- 
geof Iſrael. and Ochofias thet ynge of Fu 
da.euery one vpon bis charet,to mete Jehu. 
And they founde bim vpon the felde of Na⸗ 
both the Jeſraelite And whan Yoram fawe 
Jehu. be ſa yde: Jehu. is tc peace7Dut be fay 
De: What peacezThe whordeme and witch 
craft of chy mother Jeſabel is nor yet come 

to an ende. 

Then turned Joram bis hande and fled, 
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and ſayde onto Ochoſtas· There is treaſon 
Schoſtas. But Jehu coke his bowe, z fot 
Joram beewenethearmes, chat the aromwe 
Foentethozow bis bert, and be fell borne in 
bis caret. 2nd Jehu fayve vnto Bidekar 
the Enyghte: Tate and cafEbim mebe pece 
of londe of Naboth the Jeſraelite: for 7 re~ 
membꝛe fence thou rodefé with me in a cha⸗ 
ret after Achab bis fathez, rhacthe LORDE 
woldclaye this beny burchen vpon him. J Ss 
bolde(fayde the LORDE) FJ wyl recompen 
ce the y blonde of Naboth and of bis dyil- 
d2é,euen inthis pece of londe. Take him now 
and caſt him in to that pece of londe, * acoz- 
dynge tothe worde of the LORDE. 

Whan Ochofias the kinge of Juda fawe 
this, be fled by the waie vnto $ garden bow 
fe. Bue Jehu folowed after him, and com- 
maunded to finyte him alfo vpon bis charet 
inehe goynge vp towarde Gur, which lieth 
byZeblaam:and be fled vnto egiddo, and 
dyed there. And bis feruauntes canfed bim 
to be caried vnto Jeruſalem, and there they 
burycd him inbis awne graue with bis fa⸗ 
thers inthe cite of Dawid. © chefias reigned 
ouer Juda in > eleuenth yeare of Jorã ſon 
ne of Ach ab· And whan Jehu cameto Jeſ 
rael and Jeſabel berdetbherof, fhe coloured 
bir face, and decked bir heade and loked out 
atthe wyndowe. And whan Jehu came vn⸗ 
der che gate, 
well that flewe bis lorde? 

And be lifte vp bis faceto the wyndow, 
and fayde: Who ts with me ? Then reforted 
there tivo or thre chamberlaynes vnto bim. 
dhe fayde:Caft ber downe beadlinges. And 
they caft ber downe headlynges, fo that > 
walland che horſes were fprentled with bir 
blonde, and fhe was troddẽ onder fete. And 
whan be came in,and bad eaten and dron⸗ 
£en, be ſayde: Lote vpon yonder curſed wor 
man,z burye ber,» foz ſhe is a bynges dough 
ter. Neuertheles whan they wente in to bu- 
rye ber, they founde nothinge of ber, but 
the full and che fete, and the palmes of 
ber bandes. nd they came agayne and 
broughte him worde. ge faide:T bis is euen 
it that the LORDE [pate by bis ſeruaunt E⸗ 
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Jeſrael ſhal the dogges cate Jeſabels fleſh. 
So the deed carcafe of Jefabel became euen 
as donge in the felde of Jeſt ael. ſo aman 
coulde not [aye:T bis is Jeſabel. 

The X.Chapeer. 
yf Chab had ebze ſcore and ten fonnes A 


at Samaria: And Jehn wrote aler- tudieg 


ter,and fent it co Samaria, onto the 
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sulers of the cite Jeſrael. euen vnto theEl - 
ders,z to Achabs tueers, fayengethefe woz 
des: Whan this letter commeth vnto you vh 
whom are youre lordes fonnes, haretes, hor 
fes, ſtronge cities,z oxdynaunce,loEe which 
ts che bejt and mofé righteous amonge you- 
re lordes fonnes , z fet bim vpon bis fathers 
face, and fighte for youre lordes heuſe. 

LTenercheles they were fore afrayed,and 
fayde:Bebolde,ewo kynges werenctableto 
ſtonde before him, bow wyl we chen endure? 
Andebey chat were ouer the honfe and ouer 
the cite, and the Elders andenters fent vn- 
to Sebu,fayege: We arecby feruauntes, we 
wyll do all that thou ſayeſt onto vs: We wil 
maktenomantynge, do thou what pleaſet h 
the. Then wrote he the ſe conde letter vnto 
them with theſe wordes: RF ye be myne,and 
herken vnto my voyce,then take the hea des 
of the men youre lozdes formes, andbzynge 
me chem comozor by this cyme onto Tels 
rael. 

The Eynges formes were thre Core men 
andcen,and > chefemen of thecite brough 
cethé vp. Plow whan this letter camechey 
coke the tynges fonnes, and flere them euen 
thre ſcore men and ten, and layed their bea- 
Des in baftectes, and fencebem co bim onto 
Tjefracl. And whan the meffaunger came,z 
Folde him, and fayde: They haue broughte 
the heaves of che kynges children. be (ayde: 
Layethem vpon two beapes atthe dore of 
the porte cyl comozorw. 

And on the morow whan he wente forth, 
be ffode, andfayde vnto all che people: Are 
yerighteous7Debolde, J haue made an ap 
poyntmée againfé my lorde,and flayne bun, 
who bath flayne all chefecbenz Onderfton- 
be ye nowcherfore, chat there is noc fallen 
vpon the earth one worde of the LORDE, 
which be [pate agaynfE the boule of Achabe 
and the LOR DE bath donc, cuen* as be fay 
deby bis feruaunt Llias.So Jehu finote all 
the remnaunt of the boufe of Achab ac Fef- 
rael, all bis greate men,bis kynſfolkes, and 
bis preftes, cyll chere was noc one lefte over. 
And be gat him vp, wente his waye,and ca- 
metoGamaria. 

Byche waye there was a ſhepherdes how 
fe, where Jehu founde the brethren of Ocho 
fies Eynge of Juda, and fayde: Whenee are 
yer They fayde:We are Ochofias brethren, 
and are goynge downe to ſalute the Fynges 
Hudren and che quenes childꝛen. He ſayde: 
Lake chem alyue. Andebey coke chem aly- 
ac, and fleroe hem by che welles ſyde atthe 
ſhepherdes boule, enen tive and fort ye men, 
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and let not one of themranayne. 

And whan be wente from thence, he foũ⸗ 
de Jonadab ¥ forme of · Rechab, which mes 
bim,z faluced bun. And be fayde vnto hime⸗ 
Js thyne hert righte ,as myne bercis with 
tbhyne hert? Jonadab fayde: Nee Xf it belo 
(fayde he) then gene methy bande. And he 
gauebimbis bande. And ſo be caufed bins 
to ſyt beſyde bim in the charet, and ſaide: Co 
me with me, and ſe my zele for the UORDE. 
And they caryed him with him vpon his 
charet And whan be came to Samaria, be 
ſmote all that remayned of Achab at Sa· 
marla,tyll be bad deſtroyed him acord ynge 
to the worde of the LORDE,* which be ſpake 
— 

no Jehu gathered all che people toge/ 
ther,and (aide vnto thems Aebeo wp Seat 
but liclefernyce, Jebu wyll ferue him better. 
Call vnto mẽ now cher fore allSaals prophe 
tes, all bis ſeruaũtes and all bis — — 
therebe none want ynge. for Jhaue a greate 
ſacrifyce to do vnto Baal. Wyho ſo euer is 
myſſed. ſhal not lyue. Bae Jehu dypd it craf⸗ 
tely, that he mighte deftroye all the mynijẽ · 
ters of Baal. And Jehu ſayde: Sanctifie > 
feaſt onto Daal,and proclame it And Je hu 
ſent incoall Ffrael,end cauſed all Baals me 
niffers co come, fo thar ebere was noma Icf- 
te bebynbde, which came not. And they came 
in to Saals houſẽ. ſo that the boule of Baal 
was full from one comer to anot her. 

Theis fayde be vnto bim thac had the ri· 
le of che veftrye. Bzynge forth rayment fox 
all Saals myniſters. And be broughee forth 
the rayment ind Jehu wente in to Baals 
boufe with Fonadab che forme of Redyab, 
and ſayde vnto Baals mynifters : Geardy 
and fecbatthere be not bereamoge you uy 
mynyfter of the LORDE, but onely Baals 
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2nd whanchey came in to offer facrify- 
ces and burncofferynges, Jehu appoynted 
bim foure fcoze men witbout,z fayde:nf eny 
Of cheſe men efcape whom J del yuer onder 
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youre bandes,then ſhal ehe fame mans ſoule 
be for bis joule. Pio~w wha be had made an 
ende Of the burncofferynge, Jebu fayde vn- 
to the foromen and Enyybtes: Go in,z finy- 
te euery man let noman go forth. BAndebey 
ſmote thé with rhe edgẽ of the fiverde. Anð 
the fore men andtnightes chrew thé awaie 
and wẽte onto the cite of Baals houfe, and 
brou ght forth the pilerin * houſe of Baal, 
and brencit, and brake Domne Baals pyler 
with che houſe of Baal, and made a pzeny 
bonfi therof unto chis daie. Chas Jehu def- 
troyed Saal out of Iſtael. Bur Jehu lefte 
not of from chefinnes of Jeroboam the for 
ne of Nebat( which caufed Iſrael to ſynne) 
namely, fron che golden calues at Bethei 
and at Dan. And the LORDE fayde onto Je- 
bu: Becauſe chou bafé bene wyllingeto do 
that which was righceinmy fighte, z haſt 
fe all chac was inmy 
bere,« therfore [halleby chudren ſyt vpon * 
ſeate of Iſtael vnto che fourth generacion. 
Cleuercheleffe Jehu was not diligent to 
waltcin thelawe of the LORDE God of 
rael with allbis bere: for be lefrenot of fro 
the fynnes of Jeroboam which made Iſt ael 
to ſynne. At che fame time beganne the LOR 
DEto be greued at Iſrael.· For Haſael fino- 
te them in all che bozders of Hfrael from Jez 
dane Eaſtwarde, and all che londe Girad 
° lige — — and reels 
tes , from Aroer that lyeth onel er vᷣ 
Arnon,and Gilead and. Baſan. on 
What more chere is co faye of Jebu,and 
all chat be dyd,and all bis power, bebolde, ic 
is wryteninthe Cronicles of chet ynges of 
Iſrael. And Jehu fellon flepe woth bis far 
thers, z they buryed bim in Samaria . And 
oahas bis fonne was kynge in bis ſteade. 
tyme that Jehu reigned ouer Iſtael, is 
eight and twent ye yeares at Samaria. 


The xi ter. 
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fhe fawe that bir forme was deed, gat 
ber vp, and deffroyed all the Eynges 
fede. But Joſeba tynge Jorams doughter 
the ſyſter of Dchofias, rote Joas che jon- 
ne of Ochofias and fale bimawaye with 
bis norſe inthe chamber from amonge the 
Eynges children which were flayne, and 
fhe byd bim from Athalia, focbathe was 
not flayne. 2nd be was byd with ber in che 
houſe of che LORDE fire yeares . But Acha- 
Na was quene in the londe. 
Neueẽtheles in che ſeuenth yeare ſent Jo- 
iada. and toke the rulers ouer biidzeds with 
the captaynes and fote men, and cauſed thẽ 


The pi. Chap. 


to comets him in co the houſe of the LORDE 
and made & conenaunt with chem, and tole 
an ooth of chemin che boufe of che LORDE, 
aud fhewed chem che tynges jonne, and cd- 
maunved them, and ſa yde: This is it that ye 
hall dor One thirde parte of you which en- 
ter on the Sabbath, hall Eepe the watch in 
the tynges bouje,and one thyzde parte ſhal 
be at the porte of Sur. and one thirde parce 
ſhal be ac $ porte which is behynde che fore 
men,and ye fal fepe the watch at the bou- 
fe of maff Suc two partes of youallthat 
go of onthe Sabbath, fhaltepethe watch 
intbe boufe of the LORDE aboute the kinge 
and ye fall get you rounde aboute > Eynge 
and cuery one with bis weapen in bis ban- 
de: and who foeuercometh within > wall, 
let him die, fo chat ye be with the Binge, whã 
Begony out and in. 
ind thernlers ouer the hundreds dyd all 
as Joiada the pref bad commaũded chem, 
and coke vnto them cheir mess which entied 
vpon the Sabbath, with chofe chat wente 
of onthe Gabbach, and cane ro Joiada F 
pieſt And the preſt gaue the captaynes [pes 
res and ſhyldes ichich had bene Eynge Da- 
uids, anð were inthe houſe ofthe L ORDE, 
And the fore men fEove abontethetynge,e- 
uery one with bis weapen in bis bande, frd 
the comer on the righte ſyde of che houſe vit 
tothe comer of che lefte ſyde, euen vᷣnto che 
altare and to the houſe. And he broughte 
forth che kynges ſonne, andſet a crowne v⸗ 
por bis beade,and coke che · witnes, and ma 
de him Eynge,and they were glad, and clap- 
pedcheir bandes togerber,andfayde: Goo 
ſaue the kynge. c 
And whan Athalia herde che noyſe of 
the people that ranne rogether, fe camcto 
the people into the boufe of the LORDE, and 
Loked,and bebolde,theEynge ſtode bythe pi 
ler. as the vſe was,and the ſyngers and tro⸗ 
8* by the kynge:and all the people of > 
Sde were glad, and blewe with crompettes. 
But Achalia rence bir clothes ⁊ fayde: Vp⸗ 
roure, vpꝛoure. Neuertheles Yoiada ypreſt 
commaunded > rulers oner hundreds, whichy 
were appointed ouer che hooſt, and faide ore 
to them: Szynge ber without the wall,and 
wbofoener foloweth bir, lecbum dye of the 
ſwerde (forthe preſt bad fayde,that [he ſhul 
De nor dye inthe houfecf the LORDE.) 2nd 
they layde handes vps ber,and ſhe wente in 
bychewaye wheret be horſes go in to * kyn 
ges houſe and there nas fhe fiayne. 
Then made Yeiataa ceneraune berwe- > 
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ple, § they ſhulde be the people of the LOR’ 
DE.Li€ewyfe alfd betwirtetbeEynge and > 
peopie. Then wenteall the people of thelon- 
De into che honfe of Baal, and brake downe 
bis altares and deſtroyed bis ymages right 
yell. And Mathan che preſt of Baal flewe 
they before the aleare:2nd che preſt appoyn 
ted the officers in che houſe of the LOR DE, 
and tote che rulers over hundreds, andebe 
captaynes,and che fore men,and all * peo- 
ple of chelonde, z broughte the Eynge Dow 
ne from the bonfe of che LORDE, and came 
tbe waye from the poze of the fore men vn 
tothe kynges boufe,and be fac vᷣpon the kyn 
ges ſeate. Andall the people of che Sve we 
re glad,and che cite was at reſt. As fo: Ache 
Wa,chey flewe ber withebefirerdein $ Eyn- 
ges beufe. 2nd Joas was feuen yeare olde, 
wban be was made kynge. 
The Xi. Chapter. 


a4 Lo the ſeuẽth yeareof Tebu, was Jo 
o Par-34.a ag a6 made Eynge, and reigned foztye 
Vo 


yeare at Jeruſalem. His mothers ne 
merwas Zibes Of Berfaba. And Joas dyd 
that which was righte in the fighte of che 
LORDE, as longe as Joiada > preſt taught 
Him. Bue chey put not dorene > bye places: 
forthe people offred z brent incenfe yer vpon 
the bye places. 
And Ioas fayde unto the pꝛeſtes: All the 
money that is fanctified to be beſtowed vps 
} boufe of the LORDE, namely che money v 
eucry man geveth wntothetreafury,and > 
money thatenery man geuech for bis foule, 


and all che mone ythat euery man geuech of 


a fre hert, to be beftorced on the houſe of che 
LORDE, lecthe preftes cateit vnto them. 
every one bis pozcion : with chat ſhall cbey 
repayze the decaye in che boufe of the LOR 
DE, wheretbey fynde chat chere is eny de- 
caye. 

Dutwhan F preffes repayred not the de 
caye in the houſe onto chethre and twẽtieth 
yeare of Eynge Joas, Joas che Eynge cal- 
led Joiada che preférwich che other preftes, 
and fayde vnto them: Wher foꝛe do ye not re 
payzethedecaye in the heuſe? 

Ther foꝛe ſhall ye nor take the money vn⸗ 
to you now euery one bis porcion, but ſhall 
geue it to the vecaye of che boufe. And che 
preftes agreedeotate no moncy of the peo⸗ 
ple, and to repayze the deca ye of che boule. 

Then Joiada the preſt coke a cheſt, and 
bozed an bole abenecherin , and ſet it onthe 
righte hande befyve che altare,ac che entr yn 
gein tothe bouje of che LORDE. And the 
preftes that ke pte the chreſholde, put all che 
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money therin that was brou ghte vnte the 
boufeof the LORDE. Whan they farcechen 
that there was mod) money in the cheff, - > 
Eynges ferybecame vp withebe bye preff, 
and bounde chemoney cogetber,and tolde it 
asmoc as was founde inthe boule of che 
LORDE.2ind fo the ready money was geuen 
wntotbem chat wrought and were appoyn- 
ted coche heuſe of the LORDE, and they ga- 
ueit forth co the carpenters and to thé that 
buylved and weoughte in che boufe of rhe C 
LORDE,namely,to the darobers ant mafons, 
and co them that bougbte cymber and fre 
ſtone to vepayze che vecaye in che houſe of 
the LORDE and all that they foundeto ba 
ue nede of repayringe in che houſe. 

Howbeit there were no ſyluer chargers, 
flac peces, bajens, trom petecs, ner eny ober 
veffell of golde and fyluer made on the bow 
fe of che LORDE, of the money ehat was 
brought vnto the LORDES houſe: but it wae 
geuen vnto the workmento repayre the ve- 
cayein the houſe of theL ORDE therwith, 
The men alſo chat the money was delyne- 
red vnto, for co geue the workmen, neded noe 
tomateeny acompres, but did cheir bufynes 
vpon credence. Dut the moncy of trefpace 
Offerynges and fynneofferynges was not 
broughte onto the boulé of the LORDE: foz it- 
was che preftes. 

Ac che fametyme wente Haſaelthe kyn / 
of Syzia vp, and foughte agaynft Gach, 
and wanne it. And whan afael fet bis face 
to go vpco Jeruſalem, kynge Ioas coke all 
that was fancsifyed, which bis fat hers Jo⸗ 
faphat,Jozam and Odofias che Eynges of 
‘Buda bad balowed, and what be bimfelfe 
bad fanctifyed, and all the golde that was 
founde in the treaſures of che bonfe of the 
LORDE, and in che Eynges bonfe, and fent it 
vnto Haſaelthe kynge of Syria. And ſo be 
departed from Jeruſalem. 

What moze there is co faye of Joas, and 
all that be dyd,it is wiitten in the Cronicles 
of che Eynges of Juda. And bis ſeruauntes 
made infurreccion and conjpyzed, and ſmote 
bim in che boule of Millo, at the goynge 
Downe vnto Silla. For Fofebar the fonne of 
Simeath,and Jolabad che forme of Gomer 
bis ſeruauntes ſinote bim to death: andbe 
was buried with bis fathers in the cite of 
Danid. And Am afias bis fonne was Eynge 
in bis ſteade. 

TheXil. Chapter. 
CTF XXL. yeare of Joas the forme of x 
'§ Ochofias Eynge of Jada, was Joa⸗ 
Jn bas the fonne of Jehu Eynge oucr 
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Gfracl at Samaria, ſeuentene yeare:z dyd $ 
which was euell in the fighte of che LORDE, 
and walked after thefinnes of Jerobo am F 
fonne of Nebat (which cauſed Iſrael co ſyn 
ne )and lefce not of from them. And ¥ wath 
9f the LORDE wared whote vpon Sfrael,z 
be delyuercd chem quer onder the hande of 
Saſael Eynge of Syria, and onder the han- 
de of Benadad che fonne of Hafaet, as lon- 
ge as they lyued. 

And Yoabas befoughte the face of the 
LORDE. 2nd the LORDE berde bim, fozbe 
confydered the myferie of Iſtaei, how che 
Eynge of Syzia oppreſſed chem. 2nd FLOR 
DE gaue Iſtael a fantoure, whidy broughte 
them oucof the power of the Syzians,jo > 
the childzen of Iſrael dwelt in their centes, 
Ube as afore tyme. 

Reelefceckey noc fromebe ſynnes of the 
Houle of Jeroboam, which canfer Ffrael co 
Tynne, but walked in chem. Che groueatGa 
maria ſtode ſtyll alf> . Gor of che people of 
Joahas chere were no molefte, but fyfeye 
horſmen, ten charetres, and ten chenfan- 
de fore men: + for che kynge of Syria bad 
deftroyed chem,and made them as the duſt 
inthe barne, 

What morechere is to faye of Joabas, 
and all that bedyd, and bis power, bebolde, 
itis wrytten inthe Cronicles of the kynges 
Of Iſrael. And Joahas fell on flepe with 
bis facbers,and was buried in Samaria, 7 
Joas bis ſonne was tinge in bis ſteade. 

In ehe feuen and chirtiech yeare of Joas 
Eynge of Juda,was Ioas the forme of Jor 
bas tynge over Iſrael at Samaria firtene 
yeare. And be dyd chat which was enell in 
the fighte ofthe LORDE, and departed not 
from all che fynnes of Jeroboam che forme 
of Nebat which made Iſrael for co fynne, 
but walted mt chem. What more there is to 
faye of Joao,and what be dyd,z bis power, 
bow be foughte with Amafiastynge of Ju 
da,beboloe, tc ts wrytten in the Cronicles of 
the tynges of Iſtaei. And Joas fell on flepe 
with bis facbers,andSeroboam fat vps bis 


ſeate. And Joas was buried in Gamaria 
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the kynges of Iſrael. 

As for Elifeus,be fell in toa ſick nes. wher 
of be dyed. And Joas the kynge of Iſtaei 
came Downe vnts bim, and wepte fo2 bint, 
and ſaide: My father my fatber,the caret 
man of Iſtael and bis horſinen Eliſeus fay- 
de vnto him: Tabe the bowe and che aro wes 
And whan be bad taten the bowe and the 
arowes, be ſa yde vnto the Eynge of Sfracl: 
Bende the bowe with chine hanve. And be 
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bent it with bis hãde. And Elifens layed bis 
bande vpon che Eynges bande, and ſayde: 
Open chat wyndowe towarve che afi. 
nd he opened it. And Elifens ſaide:Shute. 
And be ſhot. He fayderone arowe of toe fal 
uacion of the LORDE,one arowe of ſaluaciõ 
agaynſt che Syzians: and thou fale ſmyte 
the Syzians at Aphek, cyll chey be brought 
to naughte. 

And be fayde:Take J arowes. And w hz 
be bad taken chem, be fayde vnto the kynge 
of Sfrael: Smyce theearch. And he ſmote 
thre tymes and ſtode fell. Chen was the ma 
OfGod wꝛoth ac him, and fayde: nf then 
ha ddeſt ſmytten fyue o2 ſixe times, thou ſhul 
deſt bane ſinytten ¥ Syrians, tyll chou bad 
deft vtterly brou ght chem co naͤughte. But 
now ſhalt thon ſmyte them thre cymes. 

When Elifeus was deed and buried, the 
men of warre of the Moabites fell in to the 
londe che fame yeare. And it ſortuned ỹ they 
buryed a certaine man, But whe they ſawe 
the men of warre, they caſt the man in to E⸗ 
liſeus graue. And whanbe was therin,and 
touchedsElifeus bones, be renyued,and ſtode 
vpon bis fere. 

So Haſael thet ynge of Syzia oppzeffed 
Iſtael. as longeas Ioahas lyued. But che 
LOR DEwas gracious onto them,and bad 
mercy vpon them, and turned bim co them 
for bis conenauntes (ate, with Abzabam, I⸗· 
fRacand Jacob, and wolde not deffroye the 
«nether dyd be caſt them out from bis pze- 
fence onto this houre. 

And Haſael the tinge of Syzia dyed, and 
Denadad bis fonnewas tynge in bis ſtea⸗ 
de. But Ioas turned bacFe,and toFe out of 
the bande of Benadad che fonne of Hafacl 
the cyties which be bad caté in battaill out 
Of the bande of bis father Joahas: Thre cy 
mies dyd Joas finyte him, and broughte the 
cities of feast agayne. 
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Li the feconde yeare of Joas F fon- 
ne of Joahas Eynge of Sfrae!, was 

J, Amafias che forme of Ioas tynge 

of Inda made Eynge:+fyneandérenty yeq- 
re olde was be, whan be was made Eynge,z 
reigned nyneand twentye yeareat Jeruſaiẽ. 
dis mothers name was Ioadan of Jeruſa 
lem. 2nd be dydthac which was righte in 
the ſighte of theL ORDE: yet not as bis fa 
ther Dauid but enen as bis father Joas dio 
fo dyd be alfo:foz ¥ bye places were not put 
Downe, but the people offred and brent incé- 
fe yet vpon the bye places. Clow whan he 
bad gorten the power of the kyngdome, be 
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{note bis ſeruauntes · which had ſmyttẽ the 
Eynge bis father: but the children of ? deed 
flayers flewe be noc, acordinge to which 
ts mrycecé in the boke of tBelawe of Moſes. 
woberetbe LORDEbath cẽmaunded ⁊ ſa yde: 
EThe fathers ſhal not dye for the children, 
the children ſhal not dye ſorthe farbers: but 
enery one foal dye fo2 bis awne fynne. 

Ten thonfande of che Ldomites ſmote 
he alſo inthe Salt valley, and wanne Sela 
in battayll, and calledic Jatheel vnto this 
Daye. « Then ſent Amafias meffaungers vn 
to Joas the fonne of Joahas the fonne of 
Jehu kynge of Hiracl,fayenge:Come hither, 
let vᷣs ſe one another. But Jeas F Eynge of 
Iſtael fent onto Amafias thetyngeof Ju- 
Da, ſa yenge: The hawthorne that is in Liba- 
nus ſent co che Ceder tre in Libanus, fayen- 
ge: Seue thy doughter vnto my ſonne to wi 
fe. Dut a wylde beeſt of che felde ranne ouer 
¥ bawthome,and trove it Dorone. Thou haſt 
linyteé the Edomites, therfore is chine bere 
waren pronde: Cate the pꝛa yſe, and byde at 
Dome: why ſtryueſt chon for myffozcune, 
chou mayeft fall,and Juda withebes How · 
beit Amafias confented noe. 

Then wẽte Joas che Fynge of Iſtael vp, 
and they fawe one anocher, be and Amafies 
thetynge of Gude at Beth Semmes which 
lyeth in Finda. But Juda wes ſmytten befo 
re Iſrael. ſo that euery one fledin co bis ten- 
te.2ind Joas che tynge of Fracleoote Ama 
fies the Eynge of Jude, che ſonne of Joas 
che ſonne of Ochofias at Seth Semes,and 
came to Jeruſalem, and brake downe F wall 
of Jeruſalem from ? porte of Ephraim on 
co the comer porte, etten foure hundreth cu · 
bites lSge: and teke All ebe goldeand fyluer, 
and ornamentes that were founde in che 
houſe of the LOR DE, andin > treaſures of 
the Eynges boule, z che childꝛen alſo to pled 
ge, z departed agayne to Samaria. 

Whatmore there is tofaic of Joas, what 
bedyd,and of bis power,z howbe fougbte 
wich Amafias theEynge of Juda, bebolde, 
itis wrycren inthe Cronicles of cheEynges 
of Bfrael . And Foss fell on flepe with bis 
fachers, and was buried at Samaria amon 
Se > tyngesof Iſrael. And Jeroboam bis 
fonne was Eynge in bis ſteade. 

Due Amafias the fonne of Joas kynge 
of Juda,lyned after che death of Joas the 
fonne of Joabastynge of Iſtael fiftene yea 
re. YObat moze there ts to faye of Amafias, 
itis weytten inthe Cronicles of the kynges 
of Juda . And chey confpyzed agaynft bint 
at Jeruſalem, but he fled vnto Lachis . And 
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they fent after bim vnto Lachis, and flewe 
dim there. And they bioughte him vpon bor 
fes,z be was buried at Jeruſalem with bis 
fathers in > citeof Dawid. Andallcbe peo 
ple of Juda toke Afarias in bys firtench yew 
re, and made bimEynge in ſtrade of Ama⸗ 
fias bis fatber. He buylded « Elorh, and 
broughbte tc agayne vnto Juda, aftertbac 
thetynge was fallen on flepe with bis fa- 
thers. 

‘Ju ebe fyftenth yeare of Amafias the ſon 
he of Jous Eynge of Juda, was Jeroboam 
the fonne of Joas Eynge ouer Iſtael ac Sa 
maria, one and fortye yeare.2ind be dyd that 
which was eucll in the fighte of the LORDE, 
and departed not ficm all che fynnes of Fe 
roboam the fonne of Nebat, which caufed 
Iſrael forcofynne. 

But the borders of Iſtael broughte he 
agayne from Hemath vnto F feetbatlyeth 
inche playne felde, acordinge to the woͤrde 
ofthe LOR DEGovof Ffrael, which he ſpa 
Ee by bis ſeruaunt Jonas F fonne of Amt 
thai the propbere » whidy was of + Gath 
Epher. FortheL ORDE confidered the my 
ferableaffliccion of Iſrael, bowcbat euen 
they whid) were ſhut yp and defolace, were 
awa ye and chat there was no belper in Gf> 
rael. · And theL ORDE fayde not that be 
wolde defEroye the name of Iſtael from on 
der heauẽ. And bebelped thẽ by Feroboam 
the fonne of Joas. 

What more bere is to faye of Jerobo⸗ 
am, and all that he dyd, and of bis power, 
bow be foughre,and bow bionghte Damal- 
con and emath agayne vnto Suda in Gf 
rael,bebolbd<,it is wrytten inthe Cronicles of 
thet ynges of Iſrael. And Jeroboam fell on 
flepe with bis facbers , with che kynges of 
Iſtael And Zacharias bis Pnnewasbynge 
in bis ſteade 

The Xv. Chapter. 
V the ſeuen zewentierh years of Fe 
roboam kynge of Irael reigned Aſa 
rias the ſonne of Amaſias kynge of 
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‘SJudaiand* was firtente yeare olde whanbe ararsea 


was madetynge, and reigned two and fyf- 
tye yeare at Jeruſalem. His mothers name 
was Jechaliã of Jeruſalẽ And be dydrigh 
te inche ſighte of the IORDE, acordingeto 
all as dyd Amaſias bis farber,fauyngethac 
they ‘gd not Sone the bye places. For the 
people dyd facryfice and brene incenfé yee 
vponthe bye places. Howbeit the LORDE 
fmotethe Eynge, ſo that he was leper vnto 
bis death, and dwelt in a frye boufe. Bue 
Jotham che Eynges fonne ruled the boule, 
nn 
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Gnd indgedthe people in che londe 

What more chereis to faye of AWfarias, z 
all } bedyd,bebolde,itic wrytten in the Cro 
icles of che Eynges of Juda. And Wfarias 
fell on flepe wich bis facbers , z was buried 
wich bis fathers inthe cite of Dawid, ⁊ Jo⸗ 
that bis fone was Eynge in bis fieade. 

H “Yucheeight andebirciech yeare of Aſa⸗ 
ries kynge of Gude, was Zacharias che ſon 
ne of Jeroboam Eynge ouer Iſrael at Ga- 
maria fire monethes . And he dyd ? which 
was euell inthe fighte of the LORDE, euen 
as bis fathers dyd. He departed not from F 
formes of Jeroboam che fenne of Ltebat, 
which canfed Iſtael for co fynne. And Sel⸗ 
lum the fonneof Jabes confpyzed aga ynſt 
bim, and ſmote him̃ in the pzefence of * peo 
ple and flewe bum, z was kynge in bis ftea- 
‘de. What morethereis to fate of Sacharias, 
beholde, it is wrytten in the Cronicles of the 


#Reace kynges of Iſtael.* And this is it, $eheLOR 


DEfayde vñto Jehu: Thy children ſhall ſyt 
vpõ the ſeate of Iſtael ontyllebe ſourth ge- 
nera cion. And euen fo came it to paſſe. 


CSellum che ſonne of Jabes reigned in⸗ 
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eheCronicles of the kynges of Iſrael. And 
{iangbens fell on flepe bis fathers.2ind 
pecabia bis forme wast yngein bis ſteade· 
Tn ebe fiftieth yeare of aiavias tyngeof & 
Juda, beganne pecabia che fonne of Viana 
Hem coreigne ouer Iſrael at Samaria two 
yeare, and dyd thac which was evell in the 
fighee of the LORDE:foz be departed not fr> 
the fynnes of Geroboam > fonncof Lebar, 
robich caused Iſrael forcofynne.2nd pecab 
the fonne of Komedia his knyghte confpy- 
redagaynfé bim,z ſmote bim at Samaria in 
> palace of the Eynges houſe & Argoband 
Ariab, and fifeyemen wb himof childrẽ of 
Gilead,z flewe bim, z was Eynge in bis fiew 
de. Whar moꝛe there is cofayeof pecabia,z 
alichat bedyd, bebolde, itis weytten in the 
Cronicles of theE 8 Of Iſrael. . 
Jn che two and fiftieth yeare of Aßrias 
Eynge of Jubda,beganne pecab the ſonne of 
Roruelia co reigne ouer Hfraclac Samaria, 
troentye yeare,z Dydthat which wae euell in 
ebefighte of $ LORDE: foz be Departed noe 
‘om the fynnes of Jeroboam che fonne of 
bat, which canfed Iſrael for to ſynne 
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Some nyne zebircieth yeare of + Afariastynge of 
"Die Juda, zreigned one moneth at Gamaria. radi,cameTeglarpbhalaffer the Eyngeof fr 
* For nenahem chefonneof Gadiwéce vp _firia,zeoke Lion, Abel Beth Maecha. Ja- 


from Thirsa,z came to Samaria,and finote 
Sellumebe fonne of Jabes at Samaria, 
flecce bim,and was kynge in bis ſteade. 

What more chereis co faye of Sellum, z 
of bis Rdicion which be ſtered vp, bebolde, 
itis wryeten inthe Cronicles of the kynges 
of Iſrael. At the ſame tyme dyd Mana hem 
ſmyte Tipbfa,z all $ were therin,zebe coaſ⸗ 
tes thevof frem Thirza, becanfechey wolde 
not let hun in, and mote all their wemen wb 
childe,and rypte them vp. 

D Buehenynerebirtieth yeare of Afarias 
fynge of Juda, be ganne Mana hem the ſon 
ne of Gad to reigne ouer Iſraelten yeares 
at Samaria, and dyd that which was euell 
in the ſighte of che ORDE. As longe as he 
lyned, departed be not from > fynnes of Fe 
roboam thefonne of Nebat, which caufed 
Iſtael for co ſynne. And Pbhul che Eynge of 
Aſſiria came in to the ldde.And Manahem 
gaue vnto Phul a thouſande talentes of ſyl 
nerco holde with him, and to cSfirine him in 

the byngdome. And Manahem rayſed vp a 
tare in Iſrael vpon the richeſt fift ye Sycles 
Of ſyluer vpon enerymart,to geue vnto kyn 
ge of Aſſiria. Sothe kynge of Aſſiria wẽte 
bom: agayne, and taried nocin the londe. 
What more there is to ſaye of Mana⸗ 
bem, zall $ he dyd, beholde, itis wꝛytten in 


noba, Kedes Haſor Silea d Galile, and all 
thelonde of Nephtali, z caried thé awa yo 
in to Aſſiria. 

And Oſea che forme of Ela confpyzed a- 
gaynſt pecab the forme of Romelia, z flue 
bim, and was Eynge in bis ſteade in the ewe 
tieth ycare of J 


thacbedyd,bebolde,icismryteen in the Cro ye cai 
nicles of thet ynges of Iſrael. Yfia. 

“Inthe feconde yeareof Pecah the ſonne G 
Of Romelia kynge of Iſtael. was Jotham 
the forme of Ofias kynge of Juda,z was fy 
ne and twertye yeare olde whan he was mã 
de Eynge,and reigned firtene yeare at Jeru⸗ 
falem Dis morbers name was Jeruſa the 
doughter of Sabot. And bedyd which 
was righte in y ſighte of theL ORDE,acoz 
dinge vnto allasdyd Ofias bis father, fae 
nynge that be put not Domne che bye pla- 
ces : forthe people offred z brent incenfe yee 
vpon the bye places. He buyloed the hye por 
te of the boufeof rhe LORDE, What moze 
thereisto faye of Jotham, and allebatbe 
byd, bebolbe, it is weyttẽ in the Cronicles of 
eheEynges of Juda. 

Ae F fame eyme beganne ? IORDE to fers 
Se Resin ? Eynge of Gyzia,z pecab fon 
we of Romelis in to Juda. And Jotham fell 
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Khe itij. bole of che kynges. 
on flepe with bis fatbers,and was buried ed 
bis fachers in the citeof Dauid bis father. 
And Achas bis fonne was Eyngein bis ſtea 
De. The Xvi. Chaprer. 

Li che feuententh yeare of pecab y 
ſonne of Romelia, was Achas the 
fonne of Jotham Eynge of Juda. 
TCrEerye yeare olde was Achas wha he was 
made Eynge,z reigned fircette yeare at Jeru⸗ 
falem, zdydnoc y which was righte in the 
fighte of $ LORDE bis God, as dyd Danid 
bis father: for be walked in the waye of the 
Eynges of Iſrael. * ee and canfed bis fon- 
neto go thorow the fyze, after themaner of 
the abbominacions of che Heythen, whom 
theL ORDE drone awaye before the hildzé 
Of Iſtael. And be dyd facrifice, and brent in- 
cenſe vpon the bye places, z vponall billes, 
and amonge all grene trees. « Chen wente 
Bezin the kynge of Syria, and pecab the 
fonne of Romelia kynge of Iſrael vp to Je 
rufalemco fighte agaynftic, and layed fege 
to Achas: bůt chey couldve noc wynne it. Ae 
thefamecymedyd Resin cheEynge of Sy- 
ria, bzynge + Eloth agayne vnto Syzia, and 
thruſt > Jewes out of Eloth. But the Sy- 
rians cane z dwelt therin vnto this daye. 

¶Neuertheles Achas ſent meſſaungers vit 
to Teglatphalaſſer } kynge of Afjiria, faye 
ge: J am thy ſeruaunt ⁊ chy fonne,come — 
helpe me out of ? hande of the kynge of Sy 
rta,z of the kynge of Iſtael, which are ryſen 
vp agaynft me. And Achas coke che ſy luer 
golde § was founde in $ houſe of $ LORDE, 
zinthe treaſures of * kynges boufe,z fence a 
preſent to * Eynge of Affiria.* And ? Einge 
Of Aſſiria cdfented vnto bim, z wente vp ro 
Damafcon,zwannceit,z caried chem awaye 
vnto Cira,z flewe Rezin. And kynge Acdhas 
wẽte to Damaſcon for to mete Teglacpha⸗ 
laſſer $Eynge of Affiria. And wha be ſawe 
an altare } was at Damafcon,tynge Achas 
fent a patrone z ſymilitude of $ famealeare 
vnto the piefé Vrias, enenasit was made. 
And Brias che preſt buylded an altare, and 
madeitacordinge as Eynge Achas had fent 
vnto bim from Damafcon,tyll Achas F kyn 
ge came from Damafcon. 

And whan F Eynge came from Dama 
con, and farve the alcare, be offred cheron,z 
kyndled bis burntefferynges and meatoffe- 
rynges vpon it,and poured bis drynbofferin 
ges theron,z cauſed the bloude of Fdeedof- 
ferynges whid be offred, to be fpzentled 
vpon the altare. But the braſen altare chat 
frove before the L OR DE, put be awaye, fo 
thatitfiovenot betwene chealtare andebe 
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houſe of the LORDE, but fetit inthe comer 
on che norch ſyde of the altare. 

And Achas the kynge cõmaunded Vrias 

pꝛeſt.⁊ ſa yde: Vpõ the greate altare ſhalt 

thoͤu kyndle $ burncoffrynge in the morn yn 
§e,z che meatofft ynge in che euenynge,z the 
Eynges burnt offrynge z bis meatoffrynge, 
z che burntoffrynge of all che people inthe 
lonve,  cheir mearoffrynge z de ynt offryn⸗ 
Se. And all che bloude of the burntofferyn- 
ges, Tall the blonde of che other offrynges 

ale thou fpzentle theron: but with che dra 
fenalcare wyll F denyfe what I can. Vrias 
the pꝛeſt dyd all acordingeas Achas thetyn 
Se commaunded bins, 

And Eynge Achas brake downe the fea- 
tes ,and put awaye the · ketell from abone, 
and coke che lauer fromthe brafen bullockes 
that were there wonder, and fer it vpon 3 pa 
uement of ſtone. Andthe pulpit for che Gab 
bath which chey bad buylded in the houſe 
and > entrye of the kynges houſe curned be 
vnto the boufe of the LOR DE, for thetynge 
of Affirias fate. 

What moze there is to faye of Achas, 
what bedyd, behoͤlde, it is wzytten in * Cro 
nicles of che tynges of Gudea. And Achas 
fell on flepe with bis fathers, z was buried 
xb bis fathers inthe cite of Dauid And Eze 
chias bis ſonne was kynge in bis ſteade. 

CbeXvit. Chapter, 
Liebe twxolueth yeareof Achas the 
Eynge of Juda, begane Dfeas > fon 
‘one Of lato reigne ouer Tftael ac 
Samaria nyne ycare,and dyd § which was 
euell in $ finbte of the LORDE,but not as $ 
Eynges of Iſtael $ were before him. Agaynjt 
bim dyd Galmanafar $ kynge of Affiria co 
Me vp.2ind Ofeas was ſubiecte onto bim,z 
gaue bim trybutes. Sut wha se F Eynge of 
Aſſria perceaucd ?o? Ofeas had confpyzedz 
fent meffaungersto Gua ? kynge of Egip 
te,z payed not trybute yearly to $ Eynge of 
> Affiians, be befeged him z put him in pre 
fon. « Andebe Eynge of Affiria wente vp it 
toall the londe and to Samaria, and layed 
fege vnto tt thre yeare. > And in thenyenth 
yeare of Ofeas dyd F kynge of Affiria wyn 
ne Samaria, sand caried Iſrael awaye in 
to Affiria, and ſet them at Halabandat ha 
bor bythe water Goſan, and in the cities of 
the Meedes. 

Sorwhan the childzé of Iſrael ſynned a⸗ 
gaynſt $ LORDE their Godẽ yp brougbec the 
outof $ londeof Egipte, from the hãde of 
Pharao kynge of Egipte and ferned other 
Godvdes and walked after the cuſtomes of 
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the Heythé, whom the l ORDE had dryuen 
out before the children of Iſtael, and dyd as 
che bynges of Iſtael. and prouoted * LOR 
DE cheir God, and dyd fecretlychethinges 
tbac were nor righte in the fighte of FLOR 
D Etheir God: namely in chacebey buylded 
chem bye places inall cities, both m caftels 
aud fironge cities, and fet vp pilers and gro 
ues, vpon all bye billes,and amonge all gre- 
ne trees, and brent incenfé chere in all $ bye 
places, enen as dyd the Heychen, whom the 
LORDE bad café out before them,z wzough- 
te wicked thinges,wherwith they pzoucked 
che LORDE vnto weath,z ferucd the Fools, 
Deus. ¢ wherof theLORDE fayve unto therm: . Re 
{hal not do foch a chynge. 
€ = Andwhan che LORDE teftified in Iſrael 
and Juda by allche prophetes and Geers, 
Iaeara fayenge: * Ocurne agayne from youre enell 
wayes, and Eepe my commanndemétes and 
vdynaunces, acordinge to all * lawe which 
‘3 gauc vnto yonre faͤthers and thar ſent 
vnto you by my ſeruauntes the propbetes: 
Deut. they wolde noc berten, «bute berdencd their 
Mlb neckes, acordinge to che hardneck of their 
facbers, which beleued nor onthe LORDE 
their God. Nee they defpyled bis ordinaun- 
ces and bis coucnaunt which he made with 
their fathers, and bis teftimonies which be 
witneffed amonge them, and waltedintbeir 
awne vanities and became vayne folorin⸗ 
ge the Heythen, which dwelt rounde abou- 
tetbems, concernynge whem the LORDE bad 
commannded chem, that they ſhulde nor do 
as chey dyd. Neuertheles they forſole all 
the commaundementes ofthe LORDE their 
#Retad God +and made chem tivo molten calues 
and groues, and worſhipped all che hooſt 
Deu.1.b of heauen, z ferued Saat and · cauſed cheir 
fonnes and doughters co go thoro vo the fy- 
fe, andmedled wb foytbfayers and witches, 
and gauechem flues ouerto votbat whic 
was cuell inthe ſighte of the LORDE,to p20 
uoke bim vnto wath, 
D Then was the LORDE very woth at TH 
racl,and put them awaye frd bis prefence.fo 
Rte · z.¶ thereremayned nomo*buc onely $ erybe 
Of Juda. Nether dyd Inda kepe the com- 
maundemẽtes of the LORDE their God, but 
walked after the cuftomes of Iſtael which 
they dyd. Ther fore dyd ¥ LORDEcaftawaye 
all $ fede of Iſtael, andtroubledcbem,and 
delynered chem in co the andes of the ſpoy 
lers, tyll be had caſt them out of bis pzrfen- 
ve:for Sfrael was deuyded from the boufe of 
Dauid.And they mave che a ynge, one Je⸗ 
roboam che ſonne of Nebat, which turned 


Lhe xvij. Chap. 

Iſrael bac from * LORDE, ⁊ cauſed thẽ to 
Hnne fo ſore Thus walked che dhilvé ot If 
rael in all * ſynnes of Jerobo am. which be 
ad done,z departed nor frõ them, vntyil > 
LORDE put Iſrtael ont of bis prefence, acoz- 
dingeas be bad [pcké by all bis fernaunces 
¥ propheres .“ So Iſtael was caried awaye 
out of their awne ſonde ro Aſſiria vnro this 

The kynge of Affiria cauſed men aye. 
to come frõ Sabilen, from Cutha, frs Aua, 
from Hemath z Sepbaruaim, zcanfedché 
toinbabite > cities in Samaria in ſteade o 
the childꝛen of Iſrael. And chey coke poffel= 
fion of Samaria, z dwelt in $ fame cities. 
Dut wha ehey begãne co dwell ebere , z fea- 
rednot } LORDE,the LORDEfent lyons amõ 
ge chẽ, which flewe chem. 2indebey cauſe d it 
befayde vnto > kynge of Affiria: The Hey 
thé whom theu baft broughte bither,z cau 
ſed them to inbabite the cities of Samaria, 
Enowe not the lawe of $ Gov of the londe. 
Therfoze bach be fentlyons amogethem,z 
bebolve, they flaye thé, becauſe they Enowe 
not the ordinaunce of the God of the londe. 

The tinge of Affiria cõmaundeð ⁊ ſaide: 
Bringe chitherone of * preſtes $ were ca- 
tied awaye frd chencez let him go thither,z 
Orwell there, z teach thé the ordinaũce of the 
God of Flonde.Chen came one of F preftes 
which were caricd awaye from Gamaria,z 
dwelt at Detbel,zcaughre chem how they 
Hulde feare $LORDE. But encry peoplema 
Derbé goddes, z put théin the boufes vpon 
> bye places , which the Gamaritanes had 
made,cuery people ĩ their cities wherin chey 
Dwele. They of BabilSmave Sochoth Be- 
noch. They of Chuc made Nergel Chey of 
Acmath made Afima. They of Ana made 
Viibebas z Charthat.Chey of Sepharua⸗ 
im bornecbeirfonnes wnto Adramelech and 
Anamelech ? goddes of the of Sepharna- 

And whyle they feared } LORDE, (im. 
they made preftes in > bye places of Flow- 
eftamongetbem,z purebemin > boules of 
F bye places:thus they feared } LORDE, z 
ferucd $ goddes alfo, aͤcordingẽ to > cufto 
me of euery nacton, from n bence they were 
brougbte. And vnto this daye do they after 
F olde fafhion,fo Hrbey nether feare $ LOR 
DE.ner yet kepe their awne ordinauncẽs and 
lawes, after the lawe and commaundement 
that che LORDE cSmaunded the childeẽ 
‘Bacob,. onto whom be gaue $name of fe 
racland made a couenaunt with chem, and 
commennded them , and fayde: · Geareno- 
ne other goddes, and worſhipe them not,and 
ſerue chem noc, and offer not vnto chem: 
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but tcheL OR DEwbich biongbte you out of 
the lsde of Egipte, with greace power and 
outſtretched arme, Aim feare,bim roozfbip- 
pez onto bim do facrificezand che ſtatutes, 
ordinaunces, la we z cOmaundement which 
be bach cauſed to be wrytren vnto you, thoſe 
ſe that yetepe,chat ye allwaye do therafter, 
and feare none orber goddes. And forget nor 
the conenaunt whic be bath made with 
you,lefé ye feare ocber goddes. Dut feare F 

LORD E youre God, be fall delyner you 
from all youre enemies. Neuertheles they 
woolde not herken, but dyd after cheir olde 
enftome. 

Thus theſe Heythen feared theL ORDE, 
and ferned their Jools alfo,and fo dyd their 
children and childers childrẽ litewyfe. Lue 
as their fatbers baue done befoze them, fo 
do they vnto this daye. 

The XVUL Chapter. 
w7 Cithethirde yeare of Ofeas ¥ forme 
of Ela Eynge of Firaclreigned Eze 
SN’, chias ¥ fonne of Achas kynge of Ju 
da And be was fyue and twentie yeare olde 
whan be was made Eynge, zreigned nynez 
twent ye yeare at Jerufalem.dis moebers na 
me was Abi che doughter of Sachary. And 
bedyd that which was righte in the ſighte 
of theL ORDE, acozdinge unto all as dyd 
Danid bis facber.« he put awaye the bye 
places, and brake Downe che pilers, zroted 
out the groues, and bate the bafen ſerpen · 
te « which Moſes had made. Foz vnto chat 
tyme badthe children of Iſrael brent incẽſe 
vnto it. And it was called Nehuſthan. He 
mt bis truſt in the ORDE God of Freel, 
RB that after bim there was not bisliteamd 
geallcbetynges of Juda nether had bene 
befoze bim.He cleued vntotheL ORDE,and 
departed not bacFe from bim , and bepte bis 
commaundementes,robid) the LORDE bad 
cSmaunded Moſes. And che LORDE twas xb 
him. And whither ſo ewer he wẽte fob, be 
bebaued bim felfe wyfely. He refifted che kyn 
of Affiria , and was not fubdued vnto bim. 
« He fmote the Philiſt ynes alſo vnto Gafa, 
and their borders, from the caftels onto the 
fironge cities. 

Juche fourth yeareof Esechias kynge 
of Juda( was the feuenth yeareof Ofeas 
the ſonne of Ela Eynge of Iſtael) came Sal 
manaſar the kynge of Aſſiria vp agaynſt 
Samaria, and layed ſege vnto it, and wanne 
it a fter thre yeares inthe firte yeare of Eze⸗ 
chias, that is in the nyenth yeare of Oſeas 
Eynge of Iſrael thé was Samaria wonne. 
nd che Eynge of Aſſiria caried Iſrael a- 


waye Unto Aſſiria, and fet them at Halab 
and Habor by che water Gojan, and itt the 
cities of the Meedes. And allbecanfe they 
berEened not vnto the voyce of the LORDE 
their God, and bad tranjgrefjed bis cone- 
naunt: And 4s for all that Noſes the ſer · 
uaunt of the LORDE bad commannded thé, 
they bad necber herkened vnto eny of thofe, 
ner done them. 

‘Jn che fourcéch yeare of kynge Ezechias 
dyd Sennacherib > Eynge of Aſſitia come 
vp aga ynſt all the ſtrongẽ cities of Juda, 
cOquered thẽ. Then fent Exechias the tynge 
of Judaco y Eynge of Affiria onto Lachis, 
ſayenge: J bauc offended,curne back frome: 
lofe what thou layeft vnto me, J wil beare 
it. Thẽ che Eynge of A ffiria layed vnto Eze· 
chias the Eynge of Juda, thte hundreth ta- 
lentes of fyluer , z chirtietalentes of golde. 
So €zechias gaucall $fyluer was fot 
dein boule of che LORDE, zinthecreafa- 
res of > Eynges houſe. At $ ſame tyme bie 
Be Ezechias che Eynge of Juda che dores of 
thetéple of * LORDE,z the places of golve 
whidy be bim felfe bab cauſed co laye ouer 
the , z gaue thé vntothe kynge of Affiria. 

And che Eynge of Affiria fene Thartan, 
and the chefe chamberlayne,z che che fe but- 
ler from Lachis to kynge Ezechias with a 
greate power vnto FJerufalem. And they we 
te vp: and wbhanthey camethere,they frove 
ſtyll at che condyteby the ouer pole, whidy 
lyeth in che waye vpd the fullers londe, and 
called vnto the Eynge. The came there forth 
onto them Eliachim the fonne of Helchias 
the ftewarde,and Sobna the ferybe, z Joab 
the forme of Pffepb the Secrecary. 

nd the chefe butler fayde vnto the: Tell gy 
Eynge Ezechias: Chus fayeth ¥ greate Lyn 
ge, euẽ the Eynge of Affiria: What preſum⸗ 
cionis this chou truſteſt vnto? Thinke| 
thou, ? thou haſt yee councell and power to 
fighte? Where onto truſteſt thouthen,ebac 
thou art fallen of fro me? Bebolde, putteſt 
thou thy traft inthis broken ftaffe of reve, 
in Egipter? which who leaneth vpon,it hall 
go into bis hande. ⁊ pearfe it chorow. Euen 
fois Pharao the Eynge of Egipte vnto all 
them chat put their ernft in bim. But yf ye 
wolde faye vntome:We put oure truſt in * 
LORDE oureGod. Is not that be, whofe 
bye places andaltares Ezechias bathtaté 
Downe, and fayde vnto Juda and Jeruſalẽ⸗ 
Be fors this altare whid> is ae Jerũſalẽ ſhal 
vye worſhippe? 

Make a multitude now therfore vnto my 
lorde the kynge of Aſſiria, and I wil, ge * 
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two thouſande bores, let fe yf chou be able 

tomancthem:bow wilt chou then endure be- 

fore the finallefé pzynce of my lordes fisbiec- 
tesy And truſteſt chou vnto Egipte becau- 
feof the charertes and horſmen ? Bucebin- 

keſt chou that J came vp hither witbour F 

LORDE to deftroye thefe citiesy The LOR- 

DE bath commaunded me:Go vp into that 

londe and deftroye it. 

E = Then fayde Lliachim che fonne of Hel- 
chia z Sobna and Joab onto che chefe but 
ler: Speate co thy feruauntes inthe Syriãs 
language, foz we vnderſtonde it, and fpeate 
Not vnto vs inthe Jewes fpedys before the 
eares of the peoplethat are vpon the wail. 
Neuertheles > chefe butler ſayde vnto che: 
Hath mylorde chen ſent me vnto thy lorde, 
orcocthe, co ſpeake theſe wordes 7 Mec euen 
vnto the men, whic) fyt vpon the wall,thac 
tbeymaye eate their owne donge and dzyn- 
be their orone fale you. So the defe but- 
ter ſtode and cried with londe voyce inthe 
¶Jewes lanauage,and (pate and fayde: Hee 
reebe worde of the greate Eynge thetynge 
of Ufivia. Thus fayerh chef ynge: Lee noe 
Ezechias difceane you, for beis nov able co 
delyuer you fromy have: ⁊ let not Ezechtas 
mate you to truſt inthe LORDE, fayenge: 
The LORD ſhall deiyner vs, and this cite 
fhalnot be geuen in to the handes of $ tyn 
goof Affivia . Folowe not ye Ezechias, for 
thus fayeth the kynge of Aſſiria: 

FDo mie this bleffynge, and come forth vn⸗ 

tome, fo [hal euer y man eateof bis vyneand 
of bie fyggecre,and drynke of bis well, tyll 
come my felfeand fetch you in to a londe 
whic te like youre awne [Sde, wherin is coz 
ne,wyne, bed, vynyardcs,oyletrees,oyleand 
bony, fo ſhal yelyne,and not dye. Folowe noe 
ye Exechias, for he diſce aueth you, when be 
fayetb:TheL ORDE fhaldelyuervs.. ane 
the qodves of the Heythen delyuered every 
onc bis londe fromtbe bande of the tynge 
of 2 ffiria 7 WObere are the goddes of Ge 
math and Arphad 7 Where are the goddes 
of Sepharnaim Hena and Jua? Saue they 
delyuered Samaria fro my bande ? Where 
is there one god amongethe godves of all 

Tonves, which bath delynered bis londe fro 

my hande? thattbeL OR DE ſhulde delyuer 

¶Jernſalem fro my bande. 

As forthe people,they helde their peace, 
anv gaͤue him no anfwere:fo: the kynge bad 
commanded and fayde: Anfivere him no- 
thinge. Chen came Eliachim the fonne of 
Helchia ? ffewarde,and Sobna the ferybe, 
and Joab che foune of Aſſaph the Secreta 


Che riz. Chap. 


tary vnto Esechias with rence clorbes, and 
tolve bim the wordes of che chefe butler. 

The XIX. Chapter. 
8S dan Esechias ? Eynge herde this. A 


he rente bis clorbes,z put on a ſack ezesz.a 


cloth, z wente into $ houſe of the 
LORDE, 2 fent Eliachim che ſtewarde Sob 
na the Scrybe with che Eldeſt preſtes, clo- 
thed in ſackcloth, unto the prophet Efay > 
fonne of Amos,z they ſaide onto bim: Thue 
ſayeth Esechias: Thisis a daye of tronble, 
Of defiaunce z blafphemy. T he childeẽ are 
cometo the byzth, zchereis no ſtrength to 
be delynered of chem. xf bapply the LORDE 
thy God wil beareall che wordes of * che- 
fe butler, whom his lorde the kynge of Aſſi · 
tia bath fent,to blafpbemie ¥ lynynge Goo, 
Zto de fye him with ſoch wordes as the LOR 
DEthy God bath berde, cherforelifte chow 
vp thy prayer foz the remnaunt, which are 
yet lefte behynde. 

And whã kynge Ezechias fernauntes ca B 
me to Eſay, Ejay ſa yde vnto them: Speale 
thus vnto youre lorde: Thus fayeth the LOR 
DE: Feare not thou the woꝛdes p thou haſt 
berde, wherwith che Eynge of Äſſirias ſer⸗ 
uauntes baue blafpbemed me. Bebolve, F 
wil put him in anocber mynde, ſo p befall 
heare tydinges, z goagayne in to his arone 


tre, * and in bis arone los t uſe Bfas7.€ 
countre, bis arone londe wil F canfé — 


him co fall thorow the fiverde. 

And whan ? chefe butlar came agayne. 
be founde the Eynge of A ffiria fightinge a- 
gaynſt Libna:forbe had berdethat he was 
Departed from Lachis. 2nd be herde of Ta 
racha the Eyngeof che Morians: Bcholoe, 
beis gone forth to fighte withthe. Then tur 
ned be back,z fent mefjaungers co £3cchiao, 
7 cauſed to faye vnto bim: Let notthy God 
diſceaue the on whom thon trufteft zfayeft: 
Jeruſalem ſhalnot be geuẽ in cothe hãde of 
the kynge of Affiria.Bebolde,chou haſt ber 
de whaẽ the kynges of Affiria haue dohe vn 
to alllondes,z howthey daned them,z ſhalt 
thou be delynered? Saue F goddes of $ et 
then delyucred thé, whom my father dveftro- 
yed,as Gofan, Haran, Refepb,z the childrẽ 
of Eden which were at Thalaſſar: Where 
is ¥ Eynge of Hemath, ¥ Eynge of Arphad,z 
kinge of $ cite Sepharnaim, pena ⁊ Jua⸗ 

And whan Ezechias had receaned the let C 
ters of the meſſaungers and bad red them, 
be wente vp unto the houſe of the LORDE, 
and layed them abre de before the LORDE,z 
made bis prayer be fore the LORDE, andfay- 
de: LORDE God of Iſrael, thon that fye- 
teſt vpõ che Cherubins, thou onely art God 
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amonge all ¥ Eyngbdomes of the earth,thou 
baft made beanenand earth. Enclyne chine 
eare D LORDE,and beare:open thine eyes, 
and beboloc, and beare the wordes of Gen 
nacherib,whid) bath fent hit her co blafpbe- 
methelynynge God. It is true(@ LORDE) 
that the Eynges of Aſſiria bane deſtroyed 
the Heythen andebeir londe with che firer- 
de, and baue café their goddes in the fyre: for 
ehey were not Goddes, but ? woke of més 
bondes, wodd and ftone, therfore baue they 
deſtroyed them. But now © LORDE belpe 
thou vs out of bis bande, that all the kyng 
domes vpon earth maye knowe, chat thou 
LORD Eart God alone. 

Dd Then fence Efay the forme of Amos vnto 
Enzechias, ſa yen ge: Thus fayeth the LORDE 
God of Ifrael: Where as chow haſt made 
thy prayer vnto me concernynge Sennache 
rib y Eynge of Aſſiria, I haue herde it. This 
is it that the LOR DEbath ſpoben agaynſt 
him: He hath deſp yſed ) and mocked che O 
virgin thou dou ghter Sion: be hath phate 
bis heade ac the O doughter Jeruſalem. 
Whom haſt thon deſpyſed z blaſphemed? 
Ouer whom haſt thou lifte vp chy voyce? 
EBuéagaynfé > holy one in Iſtael haſt chou 
lifte vp chine eyes: thou haſt blafphemed > 
LORDE bythy mefjaungers,and fayde:T Ho 
row che mulcitude of my charectes haue J 
gone vp to che toppes of the mountaynes, 
vpon the ſydes of Libanus. FJ haue bewen 
downcbis bye Cevers and bis choſen pyne 
trees, andam cometoche vttemoſt habita- 
cion of the wod of Carmel chat belongeth 
wnco it. JI haue dyggedand dzonte vp the 
ſtraunge wacers,and with > foles of my fe 
te hauẽ J dzyed vp the See. 

But haſt hou nor herde howthat J ba- 
ue done this longe agoo, and haue prepared 
it from the beg ynnynge!? CTow haue YY cau⸗ 
fedic forcoceme, that contencieus fironge 
citiesmighte fall in to a waiſt beapeof ſto⸗ 
nes,ztheytbhac dwe'lcherin,fbal be faynte, 
and fearfull anda [bemed, «and ſhal beas 
the grafjfevponche felde, and as ¥ grene ber- 
be and bay vpon the houſe toppes chat wy- 
therech a fore it be growne vp. J Enowe thy 
babitacion,thy out and ingoynge,and that 
thou rageſt aga ynſt me. Gor fo moch thenas 
thou rageſt agaynſt me, and ſeynge thy pze- 
ſumpeion is come vp to myne eares, ther fo 
re wyll J put a rynge in thy nofe , and a 
brydle bytt in thy lippes, and wyll bey 
fe the agayne, euen the ſame waye thou 
cameſt. 


§ Andlecebis be a tolen vnto the Ose 
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chias. In this yeare eate $ whichis fallem 
In the jeconde yeare [ody as gre weth of it 
ſelfe: In $ thirde yeare foweandreape,and 
plante vynyardes,and cate the frute therof 
And che deughter Juda which is efeapede 
remayneth, fall from bence forth tate rece 
beneth,and keare frure aboue. For the rem⸗ 
naunt ſhal go forth from Ternfalem,zebey 
§ arcc|caped.fhall go out fro mount Sion, 
Fhe gelouly of the LORDESebaoth Mali 
brynge this co paffe. 

Cherfoze thus fayeth theL ORDE con- 
cernynge ¥ Eynge of the Aſßyrians: He Pall 
net comein to this cite,and Mall ſhute no a+ 
rewe therin,necber ſhalt here cemẽ eny fhyle 
de be fore it, nether fall be dygge eny backe 
abouteit,bue al go agayne the waye that 
became, and fail not come in co chis cite, 
fayeth the LORDE: and wyll defende chis 
cite,co belpe it for myne ãwne fate, and for 
my ſeruaunt Davide fate. 

And in the fame nighte wente the angell G 
of the LORDE, and finote in che hooſt of the 
Aſſyrians, an hundreth and fyue and fenre 
ſcore thoufandemen. And whan they gatt 
them vp in the morn ynge, beholde, alllaye 
full of deed coarfes. * So Senmacherib ehe 
Einge of Aſſyria brake vp,and departed, and 
returned, and abode at Niniue. Andas be 
worſhipped in ¥ boule of Neſtach bis god, 
bis arone fonnes Adramalech and Garazer 
finoce bim with the fiverde, and fled into > 
londe of Ararat. And Aſarhadon bis fonne 
was Eynge in bis ſteade. 

The Xx.€haprer. 
Of T cthat t yme was Esechias deedſicke. A 


Andebe pꝛophet Eſay F ſonne of A- r⸗raa ⸗ 
mos, cametobim,z ſa yde vnto bin: Ela a8.a 


Thus ſayeth * LORDE: Set chine bonfein oz 
dre for thou [hale dye z not Lyne. Bird be tue 
ned, bis fitce co the walland prayed vito > 

LORDE, aud fayde : Ramembzee (@ LORDE) 
that J baue walted faichfilly before the, z 
with @ perfecte bert,andbaue done & which 
is good in chy ſyghte. And Ezechias wepte 
fore. But whan Eſay was not gone out of 
halfe che cite, * worde of * LORDE came to 
bim,z ſa yde: Turne back, z tell Ezechtas $ 

prynce of my people:T bus fayeth $ LORDE 
God of chy father Damid:3 have berdethy 
praier,zconfidered teares Sehoide, J wil 
heale ¥:onthechirde da ye ſhalt cthou go in 
to houſe of the LORDE fiftene yeares wil 
Jadde vnto ¥ life,z wyll delyner the ztbis 
cite from the kynge of A ffyzia,z this cite wil 
‘J defende for myne arene fate, and for my 
ſeruaũt Dauids ſale. And Ee fay fayde: Brin 
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ge hither a quantite of fygges. 2nd whan 
they broughte them, chey layed them vpon 
the fore,and it was healed. 

Ezechias fayde vnto Eſay: Which is * 
token, that the L ORDEwyll heale me, and 
that I ſhal go vp in to the houſe of * LOR- 
DE onchetbirde daye ? Sſay ſayde: This to 
ken ſhalt thou haue of the LORDE, that the 
LORDE fal do acozdynge as be bach fayde. 
Shall che ſhadowe go ten degrees fozwar- 
de, o2 ſhal it turne ten degrees backwarde! 
Esdechlas ſa yde: It is an ealy thinge forthe 
[hadowe to go ten degrees doronewarde, F 
16 not my mynde:bue that ic go ten Degrees 
back warde. Then cryed the prophet Eſay 


Eccligse vnto the LORDE,* and the ſhadowe wente 


Efassa 


Dana 


bacFe ten degreesin Achas Dyall, which 
be was defcended afore. 

Ac the fame tynie Merodach Baladan 
the fonne of Baladan Eynge of Babilon, 
ſent letters and preſentes unto Ezechias, for 
be bad berde chac Ezechias bad bene ficFe. 
And Eʒechias reioyfed with chem, ſhew⸗ 
edtbem all the bonfe of rotes,the fyluer, gol 
de,fpyces,and che beft oyle,and che boufe of 
ordinaunce, and all chat was founde in bis 
treafures. There was notbinge in bis boufe 
and in all bis dom ynion, but Ezechias flyer 
ed it them. 

Then came Eſaythe prophet vnto kyn · 
Se Ezechias, and ſa yde vnto him: What ba 
ue theſe men fayde 7 and whence camethey 
vnto ther Ezechias ſayde: They came to me 
out of @ farre countre, even from Babilon. 
de fayde: What bane they fene in thyne hou 
[evEsechias ſayde: They bane fene all thac 
is in my boufe, andebereis nothynge in my 
treaſures but J haue ſhewed icthem. Ther 
ſayde Eſay vnto Szechias: Heare the wor⸗ 

de of the LORDE:Beboloe,* the tyme com 


met hthat it ſhall all be caryed awaye vnto 


Dabilon, and whatſoeuer thy fathers bane 
layed vp vnto this daye,and there fall no- 
thinge be lefte, ſa yeth the LOR DE,*ee and 
the childzen which come of the, whomebou 
fhate beeret, ſhalbe taten awaye,to be cham 
berlaynes in the Eynge of Babilons palace. 
SEsechias fayde vnto fay: Yeis good ebat 
the LORDE bath [poten. 2nd be fayde mozo 
uer: Let there be peace yet and fait hfulneſſe 
in mytyme. 

Whatmore there is to faye of Esechias, 
and all bis power, and what be dyd, and of 
the pole and water condyte, wher by be con 
veyed water in to the ctte, bebolde,icis wzyt 
ten in the Cronicles of the Eynges of Jude. 


Parazé * 2d Ezechias fell on flepe with bis fa- 


The xxi. Chap. 


thers, and Manaſſes bis forme was Eynge 


in bis de. 
ona The X. Chapter. 
Anaffes was twolue yeare olde, 
i$ whan be was made Binge, and reig 


ned fyue and fyftye yeare at Jeru⸗ 
falem. dis mothers name was Seph3iba. 
And he dyd that which was euell in ¥ fighe 
of the LORDE(enen after the abbominacios 
of the Heithen, whom the ĩ ORDE expelled 
before the children of Iſtael)and wared fro 
warde, aͤnd builded vp the hye places which 
his father Ezechias had deſtroyed, and ſett 
vp Baals altares, and made groues (as A· 
chab che kynge of Iſtael dyd) and worſhip· 
ped allthe hooſt of beanen,and ſerued them. 
And buylded altares inthe LORDES houſe, 
wherof the LORDE ſayde: J wyll ſet my na⸗ 
meat Jeruſalem. And in both the courtes of 
the houſe of the LORDE buyided he altares 
vnts all the hooft ofbeané. And · cauſed bis 
ſonne co go chorow the fyre, and regarded 
byrdescr yenge and tokens, and mayntey- 
nedfoytbfayers, and expounders of tokens, 
and fo moch dyd be of chis which was enell 
inthe fight of the LORDE,that be pronoted 
bim vnto wrath. 

Agrone Fool alfo which he had made, 
fet bein the boule, wherof che LORDE fayde 
vnto Dauid andro Salomon bis fonne: In 
this boufe,and at Ferufalem(, which J ba- 
ne choſen out of alltbe trybes of Ffraelrwil 

feemy name for cuer,and wyl net canfe > 

rote of Iſrael to be remoued eny more frons 
thelonde,rbich J gaue onto their fathers, 
yee fo that they obferue and do acordynge 
onto all chat J baue charged them, and af- 
ter allebelawe that my feruannt Moſes co- 
maundedebem.LTenertheles chey wolde noe 
berten, bu Manaſſes difccaned them, fo F 
they dyd worſe then the Heithen, whom the 
LORDE expelled before $ childzen of Grael. 

Then fpate the LORDE by bis fervauntes 
the prophetes,and ſaide: Becauſe that Ma 
naſſe the Eynge of Juda bath gone thefeab 
bominacions,robich are wore then all y ab- 
bominacions that the Amorites haue done 
which were be fore them and bach canfed ju 
da alſo to ſynne aga ynſt their God,cherfore 
thus fayeth the LORDEGod of Iſtael: · Be 
olde, J wyll bzynge ſoch « plage vpon Je · 
rufalem and Juda that who fd ener heareth 
it, both bis eares [hal glowe, and ouer Ferm 
ſalem wyll F firetdy forththe lyne of Game 
tia, and the weighte of the boule of Adab, 
and wyll wype out Jeruſalem, euen as one 
wypeth a platter,and J wyl ouert hrowe it⸗ 
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And F remnaunt of myne inberitaunce wil 

‘J café out ⁊ ſcater hens abzove, z wil dely- 

wer chemin cocbe baves of their enemies, to 

be ſpoyled and rent of alltbeir enemies : be- 

cauſe chey baue done § which is euell inmy 

figbce,z haue prouoked me vnto wath, fence 

the dayetbat J broughte their facbers ove 
D of Lgipte, vnto this daye. Mana ffes alfo 
hed exceadingemoch innocẽt bloude,fo lor 
ge tyli Jeruſalẽ was full on enery ſyde with 
ont the ſynnes wherwith be cauſed jude for 
tofynne,fo p they dyd chat which wasenell 
inthe figbte of che L ORDE. 

What moze there is co faie of Mtanaffes, 
and all that be dyd,and bis ſynnes which be 
commytted, bebolde,it is wzytten in the Cro 
nicles of cheEynges of Juda. 2nd Manaſ 
fes fell on flepe mich bis facbers, and was 
buried in che garden befyde bis boule, name 
ly, in ehe garden of Vſa, and Amon bis fon- 
ne was Eynge in bis ſteade. 

Two and twent ye veare olde was Amon 
whan be was made Eynge, z bereigned two 
yeareat Jeruſalem. His mocbers name was 
IMefumeleth, ¥ doughter of Harus of Jat · 
ba, and be dyd euell in the ſighte of the LOR 
€ DE, as NManaſfẽs bis father bad done, and 

walked in all che waye which bis facber wak 
Bed, and ferued che Jools which bis farber 
badferued,and worfhipped chem,and fozfo- 
EetheLORDEthe Govdof bis father, and 
walked nocin the waye of the LORDE. 
And bis feruguntes conjpyzed agaynfE 
Amon, z fleweebe Eynge in bis houſe. Duc 
the people of the londe fleweallcbem had 
cõſpyred egaynft Eynge Amon, And che peo 
pleof che londe made Joſias bis fonne Eyn 
Gein bis ſteade. As for other hinges that 
Amon dyd, bebolde, chey are weytten in che 
Cronicles of the Eynges of Jude. And be 
was buried in bis graucin Dias gardẽ. And 
Joſias bis ſonne was tynge in bis ſteade. 
The Xx. Chapeer. 
a4 7 Ofias was eight yeare olde wha be 
od was made Eynge, z reigned one and 
RN thirtie yeare at Jeruſaſem. His mo- 
thers name was Jedida the doughter of 
Adaia of BafCath, and be dydebat which 
wasrightein > ſighte of the LORDE, and 
waltcd in all $ wayeof Dauid bis fatber, 
Teurned not aſyde, nether to cherighte ban 
de ner to the lefte. 

And in che eightenth yeare of kynge Fo 
fias the kynge ſent Saphan ? ſonne of Aſa 
hia the ſonne of Meſulam cheferybe, into * 


@Reasb houſe of cheL ORDE,and fayde:*Go vpto 


Helchias che bye preſt, that the money that 


Khe xxij. Chap. Ao. tervij. 
is brought vnto $ houſe of ¢ LORDE(which 
the treſholde kepers haue gathered of y ped 
plomaye be delynered vnto them, that they 
ma ye geue it to che workmen whid) are ap- 
poynted inthe houſe of the LORDE,z to gee 
ne it vnto the labourers inthe benfe they 
maye repayze the decaye of the honje)name 
Ty, vnto the carpenters,and buylders ⁊ ma · 
ſons, and to thein bie timber z fie ſtone foz 
the repatzinge of the houſe: but fo there be 
no accomptes taten of chem concernynge 
the money, chatis onder their bande, but © 
they deale withall vpon credence. 


And Helchias F pref—fayde vnto Sapha BW 


thefcrybe:*% baue foundeche bore of the +-Pased 


lawe in the houſe of rhe LORDE. And Hels 
chias gane che bote onto Gapban, that be 
might reade it. And Gapban the ferybe ba- 
re it vnto the kynge and brought him wore 
agayne,z fayde:Tby ſeruauntes haue gathe 
red together * money ?p) was founde ĩn che 
houſe ẽ haue delynered it vnto the worrme 
which are appoynted in * houſe of che LOR 
DE. And Saphan che ferybe toide the tynge 
and ſayde: Helchias the preſt hath del yue⸗ 
Hct me a boke,and Saphan rep it befozetbe 
ynge. 

Dut whan che kinge herde the wordes of 
* boke of lawe, he rente bis clothes. And 
the Eynge cOmaunded Heldyias the preſt. 
Abicam the ſonne of Saphan,z Achboz the 
fonne of Michaia, and Sapban the feribe,z 
Aſaia F kynges feruaunc,and(ayde: Bo ye 


weyeand are councell atthe LORDE formey lete · aica 


fez tbe people,and fozall ‘Juda, concernynge C 
the wordes of this bobe chat is founde: for 
greate ts the wrath of cheLORDE thatia 
kyndled oner vs, becaufe o* fathers bane not: 
bertened vnto the wordes of this bote, te 
do all that is weytten onto vs therin. 

Then wente Helchias che pref, and Ahi⸗ 
cam. Achbor. Saphan z Afaia onto Hulde 
the propbetiffe > wife of Gelli che fonne of 
Thecus the ſonne of Harbam tbe teper of + 
clothes, and fhe divelt at Jeruſalem in the 
feconde porte, and they fpake vnto ber. And 
[he fayde vnto them: Thus fayeth ¥ LORDE 
God of Hfrael: Tell the man ehacfene your 
vnto me,Cbus fayeth the LORDE:Beboloe, 
FJ wil bzynge euell vpon this place, andthe 
inbabiters therof, enen all the wordes of * 
lawe which the kynge bath cauſed to be red, 
becaufé they baue forſaken me,and brent in⸗ 
cenfe onto othet goddes, to prouobe me vn⸗ 
to wath with all the workes of their bans 
des. Cherforeis my wrath tindledagaynfa 
this cite, and ſhall not be quenched. 
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D DButtell this vnto che Eynge of Juda, 
whic bach ſent you to are councell at the 
LORDE: Chus fa yeth the LORDE God of FF 
racl:Decaufe thine bert is not departed fro 
the wordes whid chou baft berde,and haſt 
bumbled chyfelfe before the LORDE, to bea- 
re what Ty baue(potcn agaynſt this place 
and the mhabiters therof( bow chat they 
ſhall become a very defolacion and curſe) 
baftrence thy clorhes,and wepte befoze me, 
Dbane berde ic, ſa yeth the LORDE:* therfo- 
rewyll 3 gather the unto thy fathers, fo ) 
ebou ſhalt be put in to thy grane in peace, 
and thine eyes ſhall not fe all the enell chat 
Jwyll bzynge vponchis place. And they 
brought che Eynge worde agayne. 
The XXM.Chapter. 


4 
Elders in Jude and Jeruſalem refoz 
ted onto bint,and che Eynge wente vp 

incothe houſe of the L ORDE, andall che 

men of Juda, and allebe inbabiters of Je⸗ 
rufalem with bim,che pzeftes and propbetes 
and all the people both finall and greate,* 


| Ld the Eynge fene fotth, andallebe 


atfdsa and all che wordes of the bote of the cone- 


naunt that was founde in che boule of the 
LOR DE, were redin cheir eares. And the tin 


Tofu.sg.e ge ſtode vpon a piler,and made a couenatit 


beforetbe LORDE, thatthey ſhulde walte 
after che LORDE,and to Eepe bis commaun- 
Dementes, witneſſes, and ordinaunces with 
all chetr bert andwwith all cheir foule, § they 
Phulve fee vp che wordes of this couenannt, 
_whid) are weytten in this boke. And all che 

people entred in to the couenaunt. 
And the kynge cOmaunded Helchias the 
Dye preſt, and che preftes of the fecSve cour, 
{c,and thetepers of the threſholde, § they 
Phulve put oůt of che temple all the vefjels 
which were made for Baaland for the gro- 
ue, and foz all che hooft of beaucn,z be brent 
them without Fernfalem in the valley of Ce 
don, and the duft of them was caryed vn⸗ 

B coBerbel. 

And be put Downe the Bemurins,whd 


Che tri. Chap, 

the Eynges of Juda had founded, to burne 
incenſe vpentbe bye places, inthe cities of 
Juda., and abeutẽ Jeruſalem. He put domwne 
alfo chem chat breñt incenſe onto Baal, to 
theSonne,and the Mone and the twolue to 
kens, and to all hooſt of heauen. And the 
groue canfed he to be carycd from the boule 
of che LORDE cut of Jeruſalem in co F val- 
ley of Cedz0n,and brent it in che valley of Ce 
dron, and Mare it co duſt, and caſt the duſt 
vpor the graues of y comen people. And be 
biake oowne the whorekepers bones whidy 
were by the houfe of che LORDE, wherin the 
wemen made manſions for the grouc. 

And he cauſed ali che prefées foz co come 
out of che cities of Juda, and ſuſpended * 
bye places, where the preftes bzent incenje, 
from Geba onto Berſe ba. And bzake downe 
the bye places inthe portes, char were at * 
dore of che gate of Joſua F ſhreue of che cé 
te,attbelefte bande as one goeth to the cite 
pozte.met had not the preftes of che bye pla 
ces offred vpon the aleare of the LORDE at 
Ferufalem,but ate vnleuended bzed amonge 
their brethren. 

He ſuſpended · Tophet alld in the valley 
of the childzen of Ennion, that noman ſhul⸗ 
be canfe bis fonne or bis doughter co gotho 
row > fyze neo Moloch. And be pur dow- 
nethe horfés, whidy $ Eynges of “Juda bad 
fee oncothe Sonne, at che incringe in to che 
boufe of che LORDE, befyde the cheft ofric- 
tham Melech the hamberlayne whidy vas 
at Parnerim,and thecharettes of the Sens 
ne bient be with fyre, andebe altares vpon 
the rofe of Achabs pele which the Eynges 
Of Juda hadmade. And the altares + which 
Manaſſes bad made in che two courtes of 
the houſe of the LORDE, dyd the kynge brea⸗ 
ke downe. And rannefrom thence, and caſt 
the duſt of chem into the broke Cedron. 

2nd the bye places that were before Je⸗ 
rofalemontherightebande of Mount Ma 
fhich* which Salomon the kynge of Iſrael 
bad buylded vnto Aſtaroch the abbomyna- 
cionof Sidon, and to Camos the abhomina 
cion of Moab, and to Malcom the abhomi · 
nacion of the childzen of Ammon, thoſe did 
thetynge ſuſpende, and brake the pilers, and 
roted out the groues, and fylled their places 
with mens bones. 

ind, the altare at Bethel, andthe bye 
place that Jeroboam the fonne of Nebat 
inade, which cauſed Iſrael co ſynne,t he fame 
alcare brake he Downe, and the hye place, z 
brent the bye place,and madeitro duff, and 
brene vp the groue. And Joſias turned bins 
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abonte, and ſawe the granes chat were vps 
the mount, and canfee the bones to che 

ched ourof the graues, and bienecbem vps 
ebe alcare,and ſuſpended it,acozdinge to che 


wRewa wordeof theLOR DE, * whidy che manof 


God cryed ouc,thaccolde chis before. 

And be fayde: What titeil is thie, that J 
fe bere ? And che men of che cite fayde unto 
bins: Jeis che grane of the man of Gov, 
sobid) came from Juda, and cried our this 
chat thou baft done agaynft > alcareof Be 
thel. And be [ayde: Let him lye,no mancon- 
che bis bones .Chus were bis bones delyue- 
Ted with the bones of che prophet chat ca- 
— Samaria. 

Se put awaye alſo all the houſes of che 
bye places in che cities of Samaria ( which 
the tynges of Iſrael bad made co prouoke 
} LORDEwnto wrath) and dyd with them 
acordinge coallas be bad vone at Bethel. 
And all pꝛeſtes of the bye places chat we 
tetbere, offrcd be vp vpon the altares, and 


€ 


sReua ſo beent bemens bones theron, and came 


agayneto Jeruſalem. 
And che Eynge commaũded the people, 
and fayde: Kepe after vnto theẽ LORDE 


Deu.is.a youre God, as itis wrytten inthe boke of 


this couenaune. Gor there was no after ſo 
kepte as this, fencethe tyme of the Judges 
which iudged Ffrael,andinallche rymes f 
the Eynges of Itaei. anv of she Eynges o| 
da: bucin che eightenth yeare of Eynge 
jofias,was this after ke pte vnto she LOR 
DE at Jeruſalem. 

And Joñas expelled all ſoythſa yers, er- 
pounders of tobẽs, ymages and Fools, and 
@ll the abbennacions whid) were fene in 
che londe of Gudea and ac Jeruſalem, chat 
be mighte fet vp the wordes of the lawe, 
wobich were wzytren inthe bote, chat Hel- 
chias ¥ pref fotide in che houſe of ¥ LORDE. 

§ _ Hishte was no kynge before bim, which 
fo cSuerted onto ↄ¶ LORDE w& allbis here, 

w all bis foule,z with all bis firength, acoz- 
bingeco alltbe lawe of tNoſes. And after 
him camecherenoe vp foch another. Ret tur 
ned not the ORDE from the indignacion 
of bis greate wrath, wherwith be was diſ⸗ 
pleafen over Juda. becanfé of all the pzouo- 
cacion wbheriwith Manaſſes bad prouoled 


@Re.og.a bim.2And }LORDEfayde: «FJ vol put Jude 


out of my prefence aljo, enenas 7 baue put 
awaye Iſraei· and this cite which J baue 
chofes,wyl Fj café out, namely, Jerufalem,z 
ebe boule wherof % fayde: Fy name ſhalbe 
there. What moze theres to faye of Jofias, 
and allcbar be dyd / bebeloeicis weycten in 


Che xxiiij. 


5 oi 
Chap, Fo, lxxviij. 
the Eronicles of the kynges of Juba. 
‘Ju bis tyme wẽte Pharao Necho F 
ge ofttgipte vp aga ynſt che kynge of Affy- 
ria by che water Euphrates. Duc kynge Fo 
fiss wente agaynft bim,and dyed actisegio 
do, whe be bad jene bim. 2nd bis feruaun- 
tes carted bim decd [roiMegiddo,z brought 
bim co Ferufalé, z buryed bim in bis graͤue. 
And che people of che londe coke + FJoabas 
the fonne of Dofias, and anoynted him, and * 
made bim Eynge in bis facbers ſte ade. hag 
Thre ⁊ twencye yeare olde was Joahas G 
whã be was made Eynge, zreigned chic mo 
nethes at Jeruſalẽ. His mothers name was 
Hamutal ¥ doughrer of Jeremia of Libna. 
And bedyd which was euell in F fight of 
¥ LORDE, euen as bis facbers had vᷣone Bue 
Nharao Necho coke him pꝛeſoner of Rebla 
tha inche londe of Hemath, F be fhulve noe 
reigne at Jerufalent:z rayfed a tare vps the 
londe, an hundreth caléces of filuer,z one ta- 
lente of golde. And Pharao Necho made 
Eliachim F ſonne of Joſias tynge in bis fa 
ther Yofias fteade, z curned bis name “ons 
chim.+ Dur Joahas coke be, z baonghe h m 
into bh ti where be dyed. And Isachim 
gaueche filuer z golde mtopharad, yee tag 
ed becbhelonve, he might geue F fylwer a- 
——— to pees — us 
* amonge the people in * londe taxed 
he after his abilite in fuer zgolve, to tebe 
it onto Pharao . Fyne ⁊ cwentye yeare olve 
was Joachim whan be was made tynge, z 
seigned eleuen yeares at Jeruſalem. Sis mo 
thers name was Sebida doughter ef pe 
daia of Rumea,z he dyd evel inthe fight of 
the LORDE,cnen as bis fathers bad vone. 
i The Xxxũll.Chapter. 
¶ his t yme came vp Nabuchodon⸗ 
yn for ¥ Eynge of Babilon, Ioachim 
was in ſubieccion vnto him ti.yeare. And be 
turned back, ⁊ rebelled agaynſt him. And > 
LORDEſent men of warre vpon him out oF 
Chaldea, out of Syria, out of Moab. z fro 
amonge the childeẽ of Ammon,z caufedehe 
forte come in to Tjuda,co deftroie it acordin 
getothe worde of the LORDE, which be ſpa 
Be by bis ſeruauntes the propheces. Je forew 
ned euẽ ſo onto Juda,+ acomdyngeto $ wor 
de of che L ORDE, that be wolde puc them 
awa ye from bis pzcfence,becanfe of ? ſinnes 
of Manaſſes which be dyb,z becanfe of the 
innocent blonde that be ſhed. And be fylled 
Jeruſalem with innocence blonde, therfore 
olde noe the LORDE be reconcyled. 
Whacmorechere is co faye of Joachim. 
and all chacbe dyd, beholde, (cis wytten in 
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Khe iiij. boke of che lynges. 


tbe Cronicles of the Eynges of Juda. And 
joachim fell on flepe with bis fathers. And 
= Joachim bis fonne was Eynge it bis ſtea⸗ 
de. And theEynge of Egipte came nomore 
out of bis londe: for opeEynge of Babilon 
Had conquered all chat was the Eynge of 
giptes, from che ryuer of Egipte vnto * 
waterSuphrates. Etghtene yeare olde was 
Joachim whan be was made Eynge, and 
reigned thee moneches at Jeruſalẽ. mis mo- 
thers name was Nebuſthã the doughter of 
Elnachan of Ferufalem. And be dyd evel in 
the fighte of the LORDE, even as bis fachet 
Dad done. 

Ae che fame cyme wente the feruauntes 
Of Nabuchodone ſor Eynge of Babson: 
to Jeruſalem, and came vpon the cyte wit! 
o2dinannce of warre. And whan Nabucho⸗ 
donoſor and bis feruauntes came to rhe cite 
theylayed fege vnto i. But Joachim > kyn 
ge of Juda wente forth to che kynge ofa 
bilon with bis motber,with bis feruauntes, 
with bis rulers and chamberlaynes.2ind che 
Eynge of Sabilon receaued himin che eight 
yeate of bis reigne. 

«And be coke forth frõ thence all che tree 
furein the boule of the LORDE, and in ¥ kyn 
ges houſe, and brake allthe golden vefjell ỹ 
Salomon the tynge of Iſtael bad mave in 
the boufe of che LORDE (acordyngeasthe 
LORDE bad fayde) and caryed arvaye all Fe 
rufalem,all che rulers,all che mightie men,e 
uen ten choufande prefoners,and all che car 
penters, and all che ſmithes, and lefce none be 
hynde but che poore people of the londe. 

*And be caryed Joachim awaye vnto 
Dabilon,and che Fynges mocher,the tinges 
wyues, and bie cyamberlaynes:and > sigh 
tie men of the londe [ed be awa ye pzefoners 
alfo from Jeruſalem vnto Babilon, and ſe⸗ 
uen thouſande ofthe beſt men, andatbou- 
ſende carpenters and finythes , and all the 
ſtronge men of warre. And chet ynge of Ba 
bilon made Matania bis wnclefyngein bis 
ſteade, and curned bis name Sedcchias. 

* One and trcentye yeare olde was Sede 
chias, whan be was made Eynge, and reigy 
ned clenen yeare at Jeruſalein. is mochers 
name was Amithal che doughter of Gere- 
mig of Libna.2ind be dyd eueli inthe fight 
of the LORDE, euẽ as Joachim dyd: for thus 
fortuned it onto Fern fale chozorvebe wrath 
of the LCRDE, eyll be bad café them out fro 
bis prefence. ind Sedechias fell awa ye frõ 
tbe Eynge of Babilon. 


The xxv· Chapter. 


The xxv. Chap. 


Vid it foreuned, that in * nyenth yer a 
of ve of bis reigne, vponthecenth d4ye feresoe 

of the tenth oe Nabuchodond⸗ andsaa 
forthe Eynge of Sabilon came withall bis 
power agaynfé Jeruſalem. And they lared ſe 
ge vnto it, aud duylded ſtronge holdes roun 
de aboute it. Thus was the cite beſe ged vn· 
to the eleuenth yeare of kynge Sedechias. 
Bur on ynyenth daye of the Foote moneth 
was the honger fo fironge inthe cite, that 
the people of the londe had nothinge to ea · 
te And che cite was broken vp,z allehe mer 
of warre fled in the night bythe waye ofthe 
porte betwene chetwo walles, whid) goeth 
tothe tynges garde. Dut che Calodees laye 
aboute the cite. And be fled by the waye to 
theplayne felde. Neüertheles the power of 
the Caldees folowed after the kynge, and to 
ke him inche plame felde of Jerichorand all 
the men ofwarrethat were pith bim, were 
featered abode from bins. And they toke the 
Eynge,and led bim vp to the kynge of Babi 
lon wnto Retlacha.* Bnd be gane iudgmet 
vpon bin. And choy flewetExechias chũdren 
be foze bis eyes.and put ont Sedechias cies, 
and bounde bim with deynes, and caryed 
bim vnto Dabilon. 

Vpon the ſeuenth da ye of the fyfeh mo- 
———— is the ninetenth yeare of Rabucho 
donoſorkynge Of Babilon,came Nabuſara / 
dan the chefe captayne the Eynge of Babi · 
Tons ſeruaunt, onto Jeruſalem, and brent > 
bonfe of the LORDE,and the kynges boufe,e 
all the houſes at Yernfalem,and alltbe grea 
te bonfes brent be with fyre. And alltbe po ⸗ 
wer of che Caloces which was with the he 
fe caprayne, brake Downethe walles rounde- 
aboute Jeruſalem. As for the orber people 
that yet were lefte in che cite,and were fallé 
vnto the tinge of Babilon, and che orber co 
men people, Nabuſaradan the defe captay⸗ 
necaryed them awaye. And of thepoorefé 
people dyd the chefe captaine ltaue in > lon 
eto be wynegardeners and plewn: en 

Sur che braſen pilers in the houſe of che 
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Khe iiij. boke of che kynges. 


LORDE and tbe feates,anbdebe braſen lauer 
thacwasin the houſe of che LORDEDyd $+ 

Caldecs breake Dorwne,and caried the metall 
vnto Dabilon. And che pottes ſhouels, fleſ⸗ 
hokes, fpones,z all $ braſen veffell thar was 
Occupied in the ſeruyce, caried they awa ye. 

And chefe captayne toke awaye F cenſors 
and baſens ? were of golde and fyluer, two 

pilers,onelauer,and the ſeates § Salomon 
bad made for > houſe of che LORDE.Theme 
tell of all chefe oznamences coulde nor be 

qweyed, » Eightene cubytes bye was one pi- 

ler, and > Enoppetheron was of braſſe alſo. 

zcbze cnbytes bye: zeherope andthe pom- 

granates vᷣpon the Enoppe rounde aboute, 
were all of beaffe.2 feer the fame maner was 

the ocber piler alſo with che rope. 

C § Andebe chefe caprayne coke Seraia the 

preſt of che firft courfé,z Gopbony che prefE 

Of che feconve courfe, and chze dorekepers, 

and one chamberlayne out ofthe cite, which 

34s appoynted ouer F men of warre:and 
fyue men thac were ener before the Eynge, 
which were foundein che cite: and Gopbar 
the captayne, which caught the people of > 

londe co fighte:and thie ſcore men of F peo 
pleof chelonve, chat rere founde in the ci- 

bextbefe dyd Nabuſaradan > chefe captay 
necate, and broughce chem co che Eynge of 
Dabilon onto Reblacha.Andthe kynge of 
Dabilon fleweebhem at Reblache in Flonde 
of Hemath. Thus was Gude caried amwaye 
out of bis awne londe. * But ouer che rem- 
Raunt of the people in the londe of Juda. 

whom Ltabnchodonofe: the Eynge of Ba- 

bilon lefte bebynde,be fet Govolias > fonne 
of Ahicam ¥ fonne of Saphan.Ctow wha 

allebe captaynes of the foudyers, Tthe men 
berde,chat che tynge of Babilon had made 


Rested Godvolias gouernoure, they cameto Godo- 
+a Tias vnto * Miſpa namely, Iſmael > forme 
phat · ¶ FF CTachanias, z Johanna F fonne Carea,z 
Serata > fonne of Canbomethtbhe Neto⸗ 
pharite,z Fefanias > fonneof Machatibd 
their men. And Govolias ware onto theme 
Tere go.¢ to their men, zfayde vnto them: * Feare not 
ye officers of che Caldees, tary inthe lon 
de,z fubmytce youre ſelues vntothe kynge of 
Tere. 41.2 Babilon, z ye ſhal profpere. + But inthe ſe⸗ 


néth moneth came Iſmael the fonne of Na 
thanias che fonne of Elifama( of the Fyn 
ges Eynred)andten men with bim,and flere 
Godolias,and the Jewes and Caldees that 
were with bim at Miſpa. Then allebe peo- 
ple gat thein vp, both finalland greate,and 
the captaynes-ef the hooſt, and cameinto 
gipre,foz they were afrayed of * Caldecs. 


Khe xxv. Chap. Xo. lxxix. 

Sowbeit it the ſeuen and thirt icth yeare 
after that Joachim the kynge of Juda was 
caried awaye ontbe ſeuen and twent y daye 
of thetwolueth moneth, Euilmeredach the 
Eynge of Babilon in the firſt yeare of bis 
reigne,lifte vp the heade of eachim * kyn 
ge of Juda onc of prefon,and ſpake louyng 
ly vnco bim, and fet bis trone aboue ?? tro- 
nes of * Eyngesthat were with him at Ba 
bilon, and chaungedthe clorbes of bis cap 
tiuyte. And beate allroaye before bin as lon 
ge as belyned. And be eppoynted bim bis 
pozcion, which was euer geuẽ him daylie of 
the kynge, as longeasbelyned. 


The ende of the fourth boke 
of the kynges. 


Khe firſt boke of 


the Cronicles, called 


Paralipomenon. 
What this boke conte yneth. 
Chap. 1. u. A rchearfy of the generacions. 
bee. in. OF ——— os ——— eee 
Chap. Ul. A vegifter of the dildren of Juda . 
Chap. V.  _-AWregifter of the dilor of Simco. 
Chap. Vi. A regifter ofthe Rubenites. 
Chap. VI. Aregijter of thediloren of Lent. 
—— Of the chudren of Iſachar o Bert 
Chap. 1X. Ofthetrybeof Ben Jamin. 
bhap- X. The nombre of the Ffraelires, that 
were catied awaye onto Babilon. 
Chap. Xt _ The battayll of rhe philiftynes a- 


‘gaynft Saul and bis fonnes. 

Chap. Xi. How was anoynted kynge. 
‘and of bis Fyngdome. 

Chap. Xl. Of Dauids worthy men of werre, 
‘which came vnto him outof all the rrybes. 

Chap. Xilll. Gow rhe orbertrybes were called, 
and how they ferched awaye the ArFe. 

Chap. XV.  Hitem fendeth tymber vnto Dauid. 
© if Dautds wyues.ge onercommeth the pht- 

iftynes. 
ap. XVI. Dawid a} nteth the Lenites to 

bin Mearethemete, PP” * 

Chap. XVI. The Arke ts fer inthe Tabernacle, 
with feerifice and thanfefgeuynge. 

Chap. XVUl. God forbyddeth Dauid to buylde 
thetemple- 

Chap. — Dauid ſubdueth the enemies on ene- 

e. 


Chap? bas Sanun the Fynge of Amon dealetlp 
foamefully with Dawid fervasites,that come 
to comfozte bun. 

Chap. XXt. Ofcertatnebstels which Dauid wie 
neth with wo2fhipe. 

. XXIL.  Daurdnombseth thepeopleanddif- 
pleafeth the LOR DE, whic) punyſheth the pco 
ple for bis fate. 

). XXII. Damdprepareth tymber and ftone, 
golve e ſr luer ——— ——— tepie· 
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Khe i. boke of he Cronicles. 


Chap. xxim. XXV. Dauid in his age before his 
Death ,appoynteth the offices inthe houſe of 
Gov. 

Chap. XXVI. Theofficeof the childaen of Aſaph. 
Beman,and Fedithun. 

Chap. XXVIt Tic office of the porters. 

Chap. XXvili.The office of rhe eaptaynes amon- 
gewe trybes. 

Chap. XXX. Thewordes of Dawid to the captay 
‘ne9,t0 the people andro Salomon. 

Chap. XXX. Gow Saurd talt eth of buyldige rhe 
temple,and what thepaynces geue ther to- 


The firf— Chapter. 


ESA Dam,Seth, Enos Re 
Y4| nan, Mahalaleel, Ja⸗ 
red, Aenod, MWiatbu- 
falab , Lamech, Choe, 
Sem, Ham z Japhet. 
« The child of Fa 
eas phet are theſe: Gomer. 
— —— Magog, Madai, Ja⸗ 
stan, Cubal, Meſech and Chirac. The dil- 
dren of Gomer are chefe: Afcenas, Kiphat 
Togarms. The children of Jauan areche- 
feElifa, Charfifs,Chitim and Dodanim. 

The childzé of am are theſe: Chus, Miſ⸗ 
rain, Phut z Canaan The Hildzen of Chus 
are thee: Seba, Heuila, Gabtha,Reyma z 
Sabthecha. The hildzé of Reyma areche 
fe:Sbebaz Dedan.Chus , begat Nemrod. 

F beganne to be mighty vpon earthe. Mif- 

raim begat Ludim , Enanini, Lebabim, 

Clapchubim, Pathruſim, and Caflnbim: of 
whom came the pbiliftynes and Capht ho· 

rims .Cangan becat Sidon bis firft ſonne: 

Heth, Tebufi, Amozi,Girgefi, pei, Arti, St 

ni, Aruadi. Zemari and Hemathi. 

The childꝛẽ of Sem are ehefe: Elam Ar 
far, Arphachfav, Lud, Aram, 03,Hul,Ge- 
ther ⁊ Maſech. Arphachfad begat Salab. 
Salah begat Eber. Onto ber there were 
borne two formes : che name of the one was 
Peleg, becauſe chatin bis tyme che wouldve 
twas denyded, and bis brothers name was 
Jatetan. And Jabetã begat Almodad, Sa 
lepb, Hazarmaphet. Jarab, Hadorã. fal, 
Dikela, Ebal, Abimeael, Seba, Ophir, Heut 
la and Jobab. Thefe all are the childzen of 
Jatecban. 

*Sem, Arphach{av, Salab, Eber, peleg, 
Regu, Serug Nahoꝛ. Terah, Abzam, that 
ts Abzabam. Che children of Abzabam are 
thele:Fisec anv Iſmael. This is their gene 
racion:« The firfé foune of Tfinacl: Ne⸗ 

batorh,Cevar, Abdeel Mibſam Miſma. De 
ma, Wale, Sadad. Thema. Jet hur Naphis 
⁊ Bedma Thefe are chechildzen of Iſmael. 

The childrꝛen which Ketura Abrahams 


The firſc. Chap. 


cdcubyne bare, are theſe: Simram, Jatfan, Genas.a 


Mevdan, Midian. Jeßbar and Suãh. Che 
children of Jakſan arethefe: Seba and De- 
dan. And the childꝛẽ of Midian are: Epha. 
Epher, Henoch, Abida and Eldaa. All theſe 
are che childꝛẽ of Ketura. Abraham begat 
Waac. The childꝛen of Iſaac arericſau and 


Iſrael. +The children of Eſau are: Eliphas, Cenas.b 


Reguel, Jeus, Jaelam, Borah. Che dil- 
dren of Elipbas arc,C heman, Omar, Zephi. 
Gaethan, Benes, Thine zAmaleE. Che 
children of Reguel are: Nahath, Serab, 
Sammie and Miſa. 


+The cdildzen of Seir are: Lothan,Go- Genae.d 


bal , ibeon, Ana, Difon, Ler, Dilan. The 
childien of Locbanare: Hori and Homan 
and Thimne was thefifter of Lothan. The 
children of Sobalare: Ainan, Manahath. 
bal, Sephi, Onam. The childꝛen of Zi⸗ 
beon are: Aia and Ana.T he duld:é of Ana. 
Difon. The children of Diſon are: Hamvan, 
Eßban. Jethran and Charan. Che chiloren 
of ser are: Bilban,Seauan z Acan. Che 
childien of Difanare:Ws and Aran. 
Theſe are the Eynges which reigned it D 


the love of Loom, ozevertherereianedeny Genase 


Eynge amonge the childien of Gftael: Bela 
the fonne of Beoz, and the name of bis cite 
was Dinbaba. And whan Bela dyed, Jo⸗ 
babthe fonne of Serab of Bofra was kyn · 
ge in his ſteade And whan Jobab dyed, Hu 
fam out of > londe of the Themanites was 
Eyngre in bis fteade. 

Whar Huſam dyed, Hadad the fonne of 
Bedad which ſmete the Madianites inthe 
felde of * Moabites) was bynge in bis ſtea 
de,z the name of bis cite wae Auit h. Whan 
Hadad dyed, Samla of Maſrek was bynge 
tn bis fteade. Whan Samla dyed, Saül of 
Rebobeth by che water (Foe, was bynge in 
bis fieade. Oban Saul dyed. Bacl Sauan 
the fonne of Achbor wos Eynge in bis fiea- 
de. Whan Baal Haran dyed, Hadad was 
Eyngein bis fieade, and the name of bis ci- 
te was Past, z bis rynes name was Me⸗ 
hetabeel the doughter of Matred, z dough 
ter of Meſahab 

Dut whan Hadad dyed, there were pryn 
ces at Edom: prynce Chinmab,prynce Al 
ua, prynce Jethet h. prynce Aholibama, pryn 
cc Ela prynce Pinon, prynce Kenas pryn ⸗ 
ce Theman, prynce Mibzar, pꝛynce Maͤg⸗ 
diel, pzynce Iram. Theſe are the prynces oF 
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a } Heſe are the chi dren of Tree: Fue A 
ben, Simeon, Loui, Zuda, IAachar. 
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Khe i. boke of che Cronicles. 


Zabulon. Dan, Joſeph. Be Jamin, Nephta 
li, Sad z Afer+ Che Hildzé of Yuda:sEr,O- 
nan z Sela: chefe thre were bome wnto bim 
of ? doughter Sua > Cananitiſſe. Howðbeit 
firſt ſonne of Juda was wicked before > 
LORDE, z cher foꝛe he ſſewe him But + Tha⸗ 
mar bis formes wife bare him Phares ⁊ 5a- 
rab,fo all > childꝛẽ of Juda were fyne. 

«Tbe Hilde of Phares are, Hefrom and 
Hamuel. The childzé of Zarah are, Gimri, 
£eban,Heman,Chalcol, Dara, which all are 
fyuc in nombre. The child: of Charmi are, 
Achan, which croubled Iſrael, whã be ſyn 
ned in the chinge that was danmed. Che 
children of Ethan:Aſaria. 

The childꝛen which were boꝛne vnto Heſ⸗ 
rout, are: Raia, Chalubai.+ Ram begat 
Aminadab . Aminadab begat Naaſſon che 
prynce of the childzen of Juba. Naaſſon be 
gat Salmon. Salmon begat Boos . Boos 
begat Obed. Obed begat Fai. * Iſai begat 
Eltabbis firft fonne, Abinadabche feconde, 
Sammea the thirde, Nathanael the fourth, 
Raddai F fifth, sem > firce, Dawid F vy. 
And heir fifters were Zeruia z Abigail. 

The chüdꝛẽ of Seria are thefe chze: Abi- 
(ai, Joab z Afabel. Abigail begat Amafa- 
«The father of Amala was Jether an Gf 

Caleb che ſonne of Heftombe- (malice 
Hat Aſuba F woman,z Jerigoth. And theſe 
are the ſame womans chũdrẽ: Jeſer, Sobab, 
and Ardon. But whã Aſuba dyed, Caleb to 
fe Ephꝛat, which bare bins dour. «dur be- 
Gat Vzi, Oxi begat Besalecl. 

Afcerwarde laye Hefrom with F dough 
ter of Machir the father of Gilead, zheto 
Eeber whe be was thre [core yeare olde, and 

fhe bare bim Segub. Segub begat Fair, 
whid) had thre z twent ye cities inthe lonvde 
of Gilead. And he coke outof che fame Fe- 
far and Aram checownes of Jair, and Be- 
nath with che vyllages therof, thie (core ci- 
ties. Alchefe arethe chilozen of Machir F 
father of Gilead. After F death of Hefrom 
in Caleb Ephrata, lefte Heſrom bis wife vn 
to Abia: which( wife) bare him * Aſhur > fe 
ther of Thecoa. 

Jerahmeel che firfE forme of Hefrom had 
childzen : che firf— Ram, Bune, Oren and 
Gzem and Abia. And Jerahmeel had yee 
another wife, whofe name was Athara, ſhe 
is ¥ mother of Onam. The hild:é of Rant 
the firft fonne of Jerahmeel are, Maas, Ja⸗ 
min and Eker. 

Onam bad children: Samai and Jada. 
The childꝛen of Samai are, Pladabz Abi- 
fay. Abiſurs wife was called Abihail, which 


Che ij. Chap. Fo. lxxx. 


bare him Ahban and Molid. The childeẽ of 
Nadab are, Seled and Appaim ind Seled 
dyed without children. The children of Ape 
paim : Sefer. Che childꝛen of Fefer: Seſan. 
Che hildré of Sefan:Abhelai.Che chũdrẽ of 
Dada ¥ bother of Samat are, Ferber z Fo 
nathan. But Gerber dyed without chudẽe. 
Fhe childzen of Jonathan are, Peleth and 
Safa : Thefe ave the children of Jerahmeel. 
As for: Sefan,be hadno (Snes, but a dough. 
ter. 2ind Seſan bad a ſeruaũt antEgipcian, 
whefé name was Jatha. And Sefan gave 
bis doughter vnto Jatha bis ſeruaũt to wi 
fewhidy bare bim Achat. Achaibegatlta- 
than. Nathan begat Gabad. Gabad begat 
Ephal. Ephal begat Obed.Hbed begat Je 
hu. Jehu begat Afaria. Afaria begat sales. 
Males begat Eileaſa. Elieaſa begat Siffe- 
mai. ‘Silkmat begat Sallum. Sallam be- 
gat Jetamia. JeEamia begat Elifama. 
The children of Calebthe brother of Ger 
tabmeel are, Meſa bis firfEfonne, which is 


the father of * Sipb, andof the chilozen of «Reed 


Mareſa the father of Hebzon. 

The children of Hebron are Corah, Tha · D 

ah Rekem, Sama. Sama begat Ra- 
Gare > facber of Jarkaam. Retem begat 
Samat .The fonne of Samat was calley 
Wiaon,z Maon was > father of Bethzur. 

pba Calebs concubyne bare Haram. 
Mofaz Gales . Haram begat Gafis. The 
childzé of Jahdai are, Rekem, Jorbam, Ge 
fan,pclet,sEpba and Saaph. Wiaccha Ca- 
lebs concubyne bare Geber and Thirbenas 
And fhe bare Saaph alfo y facher of Mad 
manna, and Scheua the father of Machbe 
na, and tbe fatber of Gibes. But · Achſa 
was Calebs doughter. 

Theſe were the children of Caleb: Hur > 
fieft fonne of Ephiata, Sobal the father of 
Biriath Jearim, Salma > father of Bethe 
fee, Hareph ¥ father of Beth Sader. And 
Sobal the father — Jearim bad 
ſonnes, namely the halfe kynred of Manu⸗ 


The kynreds at Kiriath Jearim were * 
Jethites. Puthites, Sumathites z Mifare 
tes. From thefe came forth the Zare gathites 
zEftbaclites . The childzen of Salma are 
Bet hieem z the Netophathites the crowne 
of the boufe of Joab, andthe balfe of che 
Wianabites of the Zareite. And F kynreds 
of the ferybes which dwelt at Jabes,are F 
Thireathites, Simeathites, Suchotbites, 


I 
rt 


«theft arethe Renites, vp cameof Hamath tudsd 


Be echab. 
* ee Set bape . 
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DHefe are the Hildsé of Danid, which 
were borne onto him in Hebron. The 
firſt ſonne, Amnonof Ahinoam the 
Jejraelitiſſe:the feconde , Daniel of Abigail 
the Carmelicifferche chirde, Abfalom > fon- 
ue of Maecha F doughter of Thalmai kyn 
ge of Geſurrthe fourch , Avonias tbe fonne 
of Hagich: thefifth, Saphathia of Abital: 
thefirce, Jethream of bis wife Egla. Theſe 
fire were porne vnto him at Hebron, fo2 be 
reigncd there vij.yeare z fire monethes. Dut 
at Jeruſalẽ reigned be thre z thirtie yeare. 
eReg.sc And theſe were borne unto bim at Jeru⸗ 
aReine · ſalem· Simea. Sobab. Ctachan, » Salomd: 
thefe foure of Bethfeba Fdoughter of Am 
miel. And Jebear, Llifama,Elipbalet, Mo⸗ 
$4, Nephẽeg. Japia. Eliſama, Eliada Eli⸗ 
pbelet,chefe nyne. Theſe all are ¥ children of 
Danid, beſyde chofe F were the chĩdrẽ of F 
aReina cScubynes. · And Chamar was their fifter. 
% — Salomons fonne was Roboam, whofe 
DMat.1a  fonne was Abia, whofe forme was Ala, who 
ſonne was Joſaphaͤt, whofe fonnewas Jo⸗ 
rams, whofe fonne was Abafia, whofe fone 
was Yous, whofe fonne was Ainafias,who- 
fe fonne was Aſaria, whofe forme was Jo⸗ 
tham,wbofé forme was Achas, whofe forme 
was Ezechias, whofe ſonne was Manaſſes, 
whoſe ſonne was Amon, whefefonne was 
Joͤſias. The ſonnes of Joſias were: > firft, 
*jobanna: che feconde, Joachim:the cbirde,. 
Scdechias: che fourth, Salluw. The childrẽ 
of Joachim were, Jechonias, whofe forme 
was Sedechias. 
C The dildxé of Fechonias which were ta 
wattu-b  £€ prefoners, were * Selacbiel, Malchiram, 
Phadaia, Scmeaszar, Jekamia, Hofanna, 
Nedabia. The childzé of pivcats were: ʒo 
robabel ⁊ Simei. The childiẽ of Zorobabel 
were: Meſullam z Hanania,z theit ſiſter Se 
lomith, and Haſuba, O bel, Sarachias, Dafa 
dia, Juſab Hafes,chefe fyue. The children of 
Hanania were : Platia z Jeſaia, whoſe ſon· 
ne was Rephaia, whofe fonne was Arnan, 
whofe fonne was Obedia, whofe fonne was 
Sachania. The hildien of Sachania were: 
Semaia. The childzen of Semaia were: Ha 
tus, Je geal, Daria, Crearia, Saphat z Se- 
[&, thefe fire. Che children of Nearia were: 
Eli oenai Ezechias ⁊ Aſtikã chejé thre. The 
childzé of Elioenai were: Hodaia, Eliafib, 
Platia, Akub, Johanna, Delaia and Anani, 
cheſe ſeuen. 


of The lil. Chapter. 
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He childien of Jude were: Phares, 
Hefiom,Charmi, ur z Sobal. Re- 
boia the ſonne of Sobal begat Ja⸗ 


The tj. Chap, 

ath. Jahath begat Ahumai and Labad. 
get 2 the Mores of thedaregathites, 
Elle F father of Ethã, Jeſteel. Fela, Feo 
bas andtbeir fifter was called Sazelelponi: 
anbd penucl the father of Gevdoz, z fer the 
father of Huſa. Theſe are che children of 
Sur che ſirſt ſonne of Ephrata > fatherlof 
Bethieem. 

Aſhur > father of Thecoa had two wy 
nes, Heliea z Naera: and Naera bare Ahu- 
fam, Hepher, Thennu. z Ahaſtarie theſe are 
the childꝛẽ of Naera. The childrẽ of Hellea 
were : Zereth Jezohar and Ethnan. Chos be 

at Anub and Hazobeba, and the kynred of 
— the ſonne of Harum. Jaebes was 
moze honorable then bis bret hrẽ and his mo 
ther called —— — ſhe ſayder J ha· 
ne boꝛne him with trouble. 

And Jaebes called vpon the God of Iſ 
racl,z fayde: · Xf thou wilt bleffe me,and in- 
creafethe borders of mylonde, z yf thy ban- 
de be with me, z thon delyuerme from euell. 
P iccrouble menor. And God caufeo it for 
to comechacbeared. 

Chalub che brother of Suab begat Me · 
hirrhe is the fatber of Eftbon. Lftbon be- 

at Bethrapha Paſſtah, and Chebinna > 
Seber of the cite of Nahas :thefe are the 
men of Recha. The duldzen of Kenas we- 
re:Athniel and Saraia. Che dildzé of Ath 
niel were, Hathath. 

And Meonothaibegat Aphra. And Sa- 
raia begat Joab the fatber of Gebarafims 
for they were carpenters, T be childiẽ of Ca 
leb che forine of Jephune »ere: Fru, Ela ⁊ 
Cheam. The childzen of la were: Renae. 
The childzen of Febaleleel were: Siph,Si- 
pba, Thiria, z Aſarieel. Che childrẽ of Eſta 
sexe: ether, tered, Epber z Falon,z The 
bar with Miriam, Samai, Yefibab the fa- 
ther of Eſthemoa, zis wife Judi Ja bare 
Jered the father of Geder, Heber the father 
Of Soho, Fetuchiel * farber of Sanoahr 
theſe arethe childzen of Bithia the dongh- 
terof Pharao, which Mared tote. 

The childrẽ of the wife Sodia the ſiſter of C 
Naham ? father of Regila,were,agar- · 
mi ⁊ Eſthemoa the Maechat hite. 

She childꝛen of Simon were: Ammons 
Rinne z Benhanan Thiflon. The children 
Of Jeſei were: Soberh,and Ben Gobeth. 

The childrẽ of Sela F jdnme of Juda we 
re: Er. > father of Lecha.Lacda the father 
of Aiarefa,zchetynred of $ lynnenwenere 
in * boule of Afbea: z Fokim,zehe men of 
CLofebo, Fors z Seraph, which were bouf= 
holders intiioab, anð dweit at Lahem and 


a. Pat.a·h 
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Harvebarim Achikim . Theſe were potma · 
kers, and dwelt amdge plantes and hedges, 
beſyde the Eynge in bis buſynes, and camez 
dwelt there. 
The V. Chapter, 

He Hildzen of Simeon were Nemu 
el, Jamin, Jarib,Serab,Saul:who- 
fefonne was Salluns, whoſe fonne 
was Nipſam whofe [one was Miſma. Che 
childrẽ of Miſma were, Hamuel. whofe fo 
newas Gachur, whofefonne was Simet. 
Simei had fircene fonnes and fire dough- 
ters,and bis brethzen bad noc many childzé. 
And all their kynred multiplied not as the 


S. 


loſu. is · a children of Jude. But * hey dwelt at Ber- 


feba, Molada Hazar Sual, Silba , Esem, 
Tholad, Berbuel, Harma, Biclag , Beth 
Marchaboth, Hazarſuſſim. Beth Direi, and 
Saraimithefe were their citics vnt yll * ty- 
meof Eynge Dauid. Andcheir torvnes E⸗ 
tam, Ain, Rimmon,Cochen,Afan, theſe fy- 
ne cities,z all the vyllages that were aboute 
thefe cities, ontyll Baal, chis is cheir habi- 
tacton and cheir kynred amonge them. 

B And Meſobab Famledy, Joſa che fonne 
of Amafia, Goel, FJebu che forme of Gefchi- 
bia,thefonne of Geraia , thefonne of Aſiel 
Elioenai. Jaecoba. Jeſohaia, Afaia, Adiel, 
Iſmael and Benaia.Sifa the ſonne of St 
pbei, > fonne of Alon, che fonne of Jebaia, 
the fonne of Simei, che fonne of Semata. 
Theſe were famous prynces in theit Eyn- 
reds of che boule of thet facbere,and mulcé 
plicd innombze. 

And they wente forth, chacehey might 
come unto Gedoz tothe eaſt fyde of the val- 
ley,to fete pafture for their fhepe. 2nd foun 
de fat and good pafture, and a londe large 
on both the fydes, quyete and riche: forcbey 
of Ham dweit there «fore tyme. 

C = Anvdebeferbat are now dveferybed by na- 
me, came in the tyme of Esechias the kynge 
Of Juda,and ſmoͤte chetentes and dwellin · 
ges of chofe that were fonnde there , and 
Damned chem vnto this Saye , and dwelt it 
— [sig > fortberebad they pafture for 
their ſhepe. 

Thacwente of them alfocof the childꝛen 
of Simeon) fyue hundꝛeth men wnto mount 
Seir, with their rnlers:platia,Ctearia,Re- 

bata and Vſiel, the dildzen of Jeſei and 
—5 the remnaunt of the Am̃alechites 
(robich were efcaped) and dwelt there vnto 


this daye. 
m The Vi. Chapter. 


a s He children of Ruͤben the ſirſt ſonne 
Of Iſrael: for be was che firſt fonne, 


but · becanfe be defyled bis fathers bed, ther Sen. as · « 


fore was bis firſt byethrighte geuen onto uses 


the childzen of Joſeph che ſonne of Iſrael, 
=z be was noe: AB Kod > frfe —— 
for onto Juda which was mightie amonge 
bis brethren, was geuen the pzyncipalite be 
foze bim, and the firft byzebt:gbte onco Jo- 
feph. The children now of Ruben che 
fonne of Iſrael are thefe: Hanoch, Palla, 
Hefron and Charmi. 

Che childrẽ of Gobel were, Semala,whd 
fe ſonne was Gog, whofe fonne was Semeis 
robofe fontte was Miche, whofe fone was 
Reaia who fonue was Baal wh oft fonne 


was Beers, «whom Ceglatpbalaffer the g.Re. sl 


Eynge of Affitia caried arwaye pzefoncr.He 
was a prynce amonge the Rubenites. Buc 
bis brethten amonge bis kynreds( whã they 
were reFened amonge their generacion) bad 
Jeiel and Sachariã totheir heaves. 

And Bela the ſonne of Aſan the ſonne of 


Sema, the ſonne of Goel, dwelt at Aroer; loſum.e 


and vnt yll Nebo z Baal Meon. And dwelt 
towarde ESaſt, as one cSmeth to the wyl · 


dernes by $ water Euphrates: · for their ca nua 


tell were many in the londe of Gilead: 

And in F eyme of Saulthey foughre a- B 
ga ynſt * Agarives, robich fell chorow their 
hande, and they dwelt in their tentes towar 
deall the Eaſt parte of Gilead. 

But che childzen of Gad dwelt ouer a⸗ 
Saynfechem in > connereof Bafan, oneyll 
Saldya. Joel the chefeſt and Sapbam the 
fecSbe, Jaenai and Saphat at Bafan. Anv 
their brethren of theboufe of cheir fathers 
were, Michael titefallam, Seba, Joust, Jae 
can,Sia and Eber,chefe ſeuen. 

Thefeare the children of Abibail the ſon 
ne of Hur, the ſonne of Garoab, the fonne 
of Gilead, the ſonne of MNichael the forme of’ 
306 fomne of Jahdo the ſonne of Bus. 

ithe fonne of Abdiel, che ſonne of Gant 
was aruler in ) houſe of cheir fathers. and 
they dwelt at Gilead in Bafan,and itt > vyl 
lages therof, and in all the fhburbes of Sa 
ron. vnto the vttemoſt partes therof. Ail the 
ſe were rekened in the tyme of Jotham che 
— * and Of Jerobsam the Eyn- 

eof Fita 
* Fhe children of Ruben, the Gaddites C 
the halfe trybe of Manaſſes (of, ſoch as we 
re fighringe men which wayre ſhylde ⁊ fiver 
De,and conlde bende the bowe,and were mers 
of armes) were foure and fortye thoufande 
andfenen hundreth and thie (core, that wen- 
te forth to $ warre. And whan they fough- 
teagaynft > garices, Acn tapbee ang 

oo tj 
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Modab helped chem, and delynered $ Age 
rites into their handes,and ail that was W 

them:for the y cricd nto God in F barayll. 
ind be herde chem , becaufecbey putcheir 
truftin bint. And they caried awaie cher ca 
tell, fyue chonfande Camels, two bundzeth z 
fyferecboufanve Pape. two thouſande 2f- 
jẽs, and an hũdret h thouſande foules of men. 
Foꝛr there were many wounded, for why? the 
dattayll was of God. And they dwelt in 
their ſteade, vntyll che tyme that they were 
caried awaye preſoners. 

D _— The childzé of che halfe trybe of Manaſ 
loſum.⸗·d ſes dwelt in * londe · from Baſan foreh on 
eyll Baal Hermon ⁊ Seuir, and mount Her- 
mon: for they were many. And theſe were ? 
heades of che houſe of their facbere,Epber, 
Fefei,Eliel, Afriel, Feremia,odaneia, Jab 
diel, mightie valeauntmen, z aroncient hea- 
des in che houſe of cheir fathers. 

«And whã chey ſynned agaynf— * God 
of their fathers, and wente arobozynge af- 
ter the goddes of the people of che londe, 
(whom Sod had deſtroyed befozecbem)ebe 
God of Iſtael ſtered vp chefprere of Phul 
the tynge of Aſſiria, and che fprece of Te- 
glatphalaſſar chet ynge of Affiria, andled 
awaye tbe Rubenives, Gadvdires,and > bal 
fe trybe of Manaſſes, and brongbte thé vn 
halab,and Haboz,and Hara,ano tothe wa 
ter of Gofan onto this daye. 

The Vil. Chapter. 

A Cree He children of Lewt were, Gerfor, 
aen.go.b “ Rabath and Merari. Che childzé of 
Rabach were, Amram, Jeseber,He- 

bion and Vfiel. The childzen of Amram we 

re, Agron, Moſes and Miriam. The children 

Of Ward were, LTadab, Abihu, Eie aſar and 

Jeb umar.Eleafar begat Phineas. phineas 

begat Abiſua. Abifua begat Bukit. Baki be 

Hat Vii. fi begat Serabia.Gerabia begat 
Meraioth. Meraiorh begat Amaria.Ama- 

tia begat Achitob. Achitob begat Gadoc. 

Sadoc begat Abimaas. Ahimaas begat 

Aſaria. Aſaria begat Fobanan. jobana be 

aratac.c Kat» WAfarta:forbe was pee the boufe $ 
Salomon buylded at Ferufalem. Aferia be- 

gat Amaria. Amaria begat Achitob. Acht⸗ 

tob begat Zadock. Zadock begat Sallum. 

4nearb Sullum begat + Helchias. Helchias begat 
+Rea5.¢ Aſaria. Aſaria begat* Serata. Seraia be, 
Gat Fofedec. Bue Fofedec was cariedawaie 
robathe LORDE canfed Juda z Jeruſalẽ to 

beled awaye captyue by Nabuchodonoſor. 

The children of Leui are thefe: Gerfon, 

Babath and Merari. T hefe are the names: 

of the childꝛen of Gerfon:Libniand Semei. 


aReagd 
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Thenames oF childrẽ of Kahat are the 
———— and Vſiel. The 
names of the chũ dress of Merari are: Ma⸗ 
beli and Muſi. Theſe are che kynreds of the 
Lenites amonge their houſholdes. 

Gerfons fonne was Libni, wbofe fonne B 
was Jabath, whole fonne was Sima, who- 
fe ſonne roas Joah whofe ome was Jodo, 
whoſe forme was Serab, whofe fonne was 
Jeatbzai. Kahats fonne was Aminadab, 
wbofe fonne was Crab) robole fonne was 
Affix, whofe ſonne was Elcana, whoſe fonne 
was Abialaph, whofe ſonne was Äſſir who 
fe ſonne was Thabath, whole ſonne was V- 
riel whoſe ſonne was Vſia, whofe ſonne was 

The childrẽ of Elkana were,Ama (Saul. 
faiz Abimorh, whofe ſonne was ltana, 
sobofefonne was Elkana of Zuph, whofe fom 
ne was Clabath, whofe fonne was Eliab. 
whofe ſonne was Ferobam, whofe ſonne was 
Eik ana, whofe forine was Samuel. Whole 
firfé borne ſonnes were Seni and Abia. 

Meraris fonne was Maheli, whofe fonne 
wae L ibnt, whofe fonne was Simei, whofe 
fonne was Vſa, whoſe fone was Simea, who 
fefonewas Haggia, whofe fone was Aſaia. 

Theſe arechey whom Dawid appoynted 
tofynge inthe houſe of the LOR DE, where 
the Arte refed, zehey myniftred before the 
babicacion of the Tabernacle of witnes wb 
fynginge, oneyll Salomon bad buylded the 
houſe of the LORDE at Yernfalem, andtbey 
ſtode after cheirmaner in their office. And 
thefearethey ſtode zebeir childien. OF * 
childrꝛen of Rabath was Heman F fynger, 
he fonne of Joel, che forme of Samuel, the 
fonne of £ lana, che fonne of Jerobam, > 
fonne of Eliel, the fonne of Thoab,the fon- 
ne of Zuph the fonne of Eltana, the fonne 
of Mabath,the ſonne of Amafai,thefonne 
of Lltana. the fonne of Johel the ſonne of 
Afaria, chefonne of Soy — the fonne 
of Thahaththe ſonne of Affir, che ſonne of 
Abijafaph, the fonne of Cozab, che forme oF 
Besebar, thefonne of Rabath,the forme o 
— —5*— ot hee bi 

nd bis brother Aſſa ‘odeat bisrigh C 
tebande , and Aſſaph fape fre fonne of Bd 
rachia, the fonne of Simea, the fonne of Mi 
chael, } fonne of Maeſeia, the fonne of Mal 
hija, the ſonne of Athin. > forme of Gerab, 
che fonne of Adaia the fonne of Ethan, the 
fonne of Sima,the fonne of Simei , the fos 
neof Jahath. t he ſenne of Gerfon, the ſon⸗ 
neof Teui. 

Their brethꝛen the chilosé of Merari, ſto 
Seon the lefte bande, namely, Et han the 


D 
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ſonne of Kuſi, the ſonne of Abdi, che ſonne 
of Wialluch,che ſonue of Haſabia the ſonne 
of Amazia the ſonne of Helchia, * ſonne of 
Amsi,che ſonne of Bani, che ſonne of Sa⸗ 
mer the fonneof tiabeli,che fonne of Mu⸗ 
fi, tbe fonneof Merari, the forme of Leni. 

As foꝛ their bꝛet heẽ che Lemices, they we 
re geuen co all che offices inthe babitacion 
of the beufe of the LORDE:butcheeffice 
of Aaron and bis fonnes was to Eyndle che 
fyre vpon che altare of burntofferynges, and 
vponchealtare of incenfe, andco all che bu 
ſynes in che moft holy, and co make atcone- 
inent forthe people, acordinge as Wicfis > 
ſeruaunt of God commannded. 

Thefeareche childzen of Aaron:Eleafar 
bis fonne, whofe fonne was Phineas, whofe 
fonne was Abifua, whofe fone was Buki, 
whofe fonne was Vfi, whofe fonne was Se 
rabia, whofe fonne was Meraioth, whole 
fone was Amaria, whofe fonne was Achi · 
tob, whofe ſonne was Savoc ; whofe fonne 
was Abimaas. 

And chis is cheir habicacion androreme 
incheir boders, namely of Aarons childiers 
of che Eynred of * Babathites:foz this lot 
fell vᷣnto chem. *2ind chey gaue thẽ Hebron 
in the londe of Gudea, zebe ſuburbes of che 
famerounde aboute. But che feldeof ? cite 
ztbe vyllagestherof, gauetbey onto Caleb 
the fonne oF Jephune. Thus gauethey vn- 
tothe childzen of Aaron theſe fie cities, He · 
bron z Libna with their fizburbes, Jather, 
Eſthemoa, Hilen, Debir, Afan and Dechje 
ines, with their fuburbes.And one of che try 
be of Ben Jamin, Gebs, Alemeth and Ane 
ehot © cheir fisburbes, fo § all che cities in 
their Einred were chirtene. Che other dildzé 
of Kahach oftheir tynred,bad out of ¥ bal 
fetrybe of Manaſſes ren cities by lot. Che 
childzen of Gerfon of their Eynred, bad out 
of $ trybe of *ifachar,z out ofthe trybe of 
Affer, zout of che trybe of Nephtali. zone 
of che trybe of Manaſſes in Baſan thirce- 
ne cities.Che dhildzé of Merari of their Eyn 
red, bad bylot out of checrybe of Raben,z 
out of chetrybe of Gad,and out of thetry- 
beof Sabulon,twoluc cities. 

And vnto F Leuices gauethe childrẽ of 
Iſtr ael cities with cheir fisburbes, namely by 
for, one the trybe of the children of Juda ,z 
out of the trybe of che childzé of Gimeon,z 
out of the erybe of che children of Ben Ja⸗ 
min euen thoft cities, which theyappoynted 


E byname.* Bucethetynreds of che children 
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of Kahath had-the citics of cheir borders 
out of theccybeof Ephraim. 


So gaue they now onto thẽ (namely vn · 
tothe Eynred of the childzen of Rabath) > 
fre cities, Gichem vpon moune Ephraum. 
Gefer, Jatmeam, Bethoron, Aialon, and 
Gath Rimon with cher fuburbes.And one 
of > balfecrybe of Manaſſes, Aner and BE 
Team with their fuburbes. Buc vnto the cil 
dren of Gerfon they gaue our of the kynred 
ofthe balfe trybe of Manaffes, Golan Be 
fan and Aftbaroth with eheir fuburbes. One 
of the erybe of Iſachar, Aedes, Dabrath 
Ramoth, and Anem with cheir fuburbes, 
Out of che erybe of Afer, Maſal Abdẽ Hw 
boh and Sebob, with their ſuburbes. One of 
eheerybe of Nephtali. Redes in Galile, he 
mon and A iriacbaim with their fuburbes. 
Vnto the other dildzen of MWerari gaue 
they out of the trybe of Sabuion, Rimano 
and Thabo: with their fuburbes. And beys 
de Jordane ouer agaynft Jericho eaftwarde 
beſyde Jordane ont of che trybe of Ruben, 
Deszer inthe wildernes, Jabsa, Redemoth 
and Mepaath with cheir fuburbes. Our of 
thetrybe of Gad, Kamoth in Gilead, Ma⸗ 
banaun, Heßbon and Jaeſer with ebeir fub 


urbes. 
The Vil.Chapter. 

Tw Hecildzen of Aachar were, Thor 

la, Dua, Jaſub and Simrom ,chefe 
ay foure « The Hildzen of Chola were, 
Wfi, Rephaia, Feriel, Jahemai and Jebſam 
and Samuel, beades inche boule of their fe 
chers of Chola, T wightie men in their tyn- 
red, *in nombre in che tyme of Damd, tivo 
and twentye thoufande and fire bundzeth, 
The childꝛren of Vſi were, Fefrabia. The chũ 
den of Jeſtahia were, Michael, and Obe⸗ 
dia, Joel and Jeſia: all chefe fyue were hea · 
des. And with chem amonge their tynred in 
the boufe of their fathers there were ready 
barneffed men of warte to che batt ayll, fire 
and thircie thouſande: forthey badmany wi 
ues and childꝛen. And chemightte men of 
their brethren in all che Eynreds of Iſachar. 
were feud and foure ſcore choufande, and we 
reall nombred. 

The hildzen of Ben Jamin, were, Bela, 
Becher,and Fedicelchejerbre. The children 
of Dela, were, Esbon, fi, Vſiel Jeremoth z 
Iri theſe fyue heades in * boule of cher fa 
chers mightie men: and were nombꝛed twwo ⁊ 
twentie thonfande and foure and thyrtie. 

The chilozé of Becher were,Semita, Joas 
ELliefer Elioenai,Amri,eremoch, Abia, A-⸗ 
nathot z Alameb,all chefe were che children 
of Decher,and were reFened in their Finreds 
afcer the heades in the boule of their fa⸗ 
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thers,valeaunt men,twentiethoufande,and 
so bundseth. The children of Jedieel were 
Dilban. The childzé of Bilban were, Jens, 
DenJamin bud, Cnaena,Secban, Char- 
fis and Abifabar, all thefe were che childzen 
of Bedieel, heades of che fathers, valeaunt 
men, cuen fenencenctboufande, whidy wence 
forth totbe warre for to fighte. 2nd Su, 
pim and Hupim were the childzé of Ir. Sut 
Sulim were che childꝛen of Aber. 
Che Hildzen of Nephtali were: Jabsiel, 
Genso.b —— Jeser and Sallum, «the chũdren of 
Alha. 
The children of Manaſſes are theſe: EF 
viel, whom bis concubyne Aramiel dyd bea- 
folu7.a ye. , But (firfe) begat he Wiachir che father 
ofGilead. And kNachir gane wyues vnto 
Supim z Supim,z theie ffiere name was 
Maecha. His fecSdefonnes name was Sela 
phebad. «And Zelapheha d bad doughters. 
And Maecha F wife of Machir bare a fonne 
whofe name was Phares,z bis brothers na- 
me was Sares, and bis fonnes were Vlam 
and Rakem.Olams forme was Bedam. The 
ſe are the children of Gilead ſonne of a 
chir che ſonne of Manaſſes. And his ſiſter 
Molechet h bare Ffhud, Abiefer and Mabe 
la· And Semida had theſe daildien s Ahean, 
Sichem, Likhi and Aniam. 

The childꝛen of Ephraim were theſe:Su 
thelab,rbofé fonne was Bered, vhoͤſe ſome 
was Thabath, whofe fonne was Eleada, 
whofe jonne was Thabath, whofe fonne 
was Sabad, whofé fonne was Suebelab, 
whoſe fonne was Eſer and Elead. And the 
men of Gach, that dwelt in thelonde, flewe 
them,becanfée they were gone downe to tate 
their catell. 2nd cheir fatherEpb:aimmour 
ned for chem alonge feafon,and bis brethren 
came co com forte him. 

Aud he wente in to bis wife, which cencea 
ued, and barea fonne, whom be called Bria, 
becanfé of the aduerſite chat was in bis how 
ſe· dis doughter was Seera, which builded 
the lower and vpper Bethoron, z Vſen Ge- 
tee. Whoſe forme was Rephad z Refeph, 

“whofe fonne was Thelab, whofe fonne was 
Thahan, whofe forme was Zacdan, who- 
fefonne was Ammibud, whofe! fonne was 
Elifamea, whofe ſenne was Nun, whofe fon- 
he was ofa. 

And their ſubſtannce dwellynge was, 
Bethel and the vyllageseherofandrowar- 
de the aft ſyde of Raeran, and torvarde 
the weſt partẽ of Seſer and ¥ vyllages ther 
of: Sechem and bir vyllages unto Aia and 
bit vyllages. And by che chidren of Manafe 
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The ix. Chap. 
es, Bethſean and F vyllatestherof, Thae D 
— pa yews vylla⸗ odes) Dor and the 
vyllages therof In theſe dwelt che children 
Of Doleph che fonneof Iſtael. 

The Hildzen of Affer were theſe: Femna, 
Jeſua, Jeſui, Seia and Gerab cbeir fifter. 
The children of Bria were, Heber and Mal 
chiel,thisis * facber of Birſauith. Heber be 
gat Japhet, Somoz, Hothan. and Sue their 
fifter.Che child: of Japhlet were,paffach, 
Dimebal and Aſuath, theſe were the childrẽ 
of Japhlet. The dildzé of Somer were, Abi, 
Rabag, Jebuba, and Aram. And the chil- 
dren of bis brother Helẽ were, 3ophab, jens 
na,Seles and Amal. The childꝛen of Zophah 
were, Suab, Harne pher, Sual, Beri, jemra, 
DBeser, Hod, Sama, Silfa, Jethran and Bee 
ra. The childzen of Gerber were , Fephune, 
Pbifpa and Ara. Che children of Vila wee 
fe Arab, Haniel and Rizia. 

All ehefe were the children of Affer, bea- 
des inthe boule of cheir fathers, choſen out, 
valcauntmen,and beades amonge the pryn 
es ,and were muftered tothe warre ft: to 
fight, in their nombre, fire and exventyeebou 
fande men. 


ThelX.Chapter. 
As —— —ã— pte aſt ſon · A 
94 me, Aßbal chefecdde,Abzab izde, 
Lloabthe fourth,Rapbhe the yfib- 
And Bela had hildren:Gere, Abibud, Abi, 


fre, Neman,. Aboab, Gera, Sphuphan and 
Suram. 

Theſe are Ehuds children, which were 
heades of the fathers amonge che citeſyns 
at Gebs,and wẽte awa ye vnto Manahaih. 
namely Naeman,. Abia and Gera, t he ſame 
caryed chem awaye,and begat Vſa and Ahi 
hud. And Sebaraim (whan be bad ſent thẽ 
awa ye begat childzen inthe londe of Moab 
of Huͤſim and Baera bis wyues. And of ho 
des bis wyfe begat be Jobab,dibea, Miele, 
Waldham, Fens, Sachia,and Mirma, theſe 
are bis chudren, beadesof the facbers. 

Of SHnfim begat he AbitobandLlpaal. B 
The chũdꝛẽ of Elpaal weresEber, Miſeam 
and Samed. Tbe fame buylded Onoz Lod 
and the vyllages therof. And Bia and Sa 
ma were beades of the fathers amonge the 
citefyns at Aialon. Theſe chaced awayetbe 
of Gath.his brethrẽ Saſak. Gercmoth,Se 
badia, rad, Ader, Michael. Jeſpa and Jo⸗ 
ba, theſe are the childzen of Seia. Gebadia 
Meſullam. Ezechi. Heber, Jeſmerai, Jeſlia. 
Toab,thefeare * childzé of Elpaal. Jatin 
Sichzi,S abdi,£loenai,sirbat,£liel, Ada⸗ 
4, Braia and Simrath,. theſe are the childrẽ 
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Of Semei. Jefpan, Eber, Eliel, Abdou, Si- 
it, Hanan, sHanania, Elan, Enthot hia, 
Bepbhdeia and penuel, chefearecbe children 
Of Salat. Samferai, Sebaria, Achalia, Fae 
sefia, Elia and Sichri, t heſe are,che children 
Of Jeroham. Theſe are che heades of the fa 
thers of cheir Eynreds , whic) dwelt ar Je⸗ 
ruſalem. 

«But at Gibeon dwelt, the father of Gi 
beon, z bis wyues name ras Naechs and 
bis firjé forme was Abdon, Sur , Cis , Heal, 
Nadab. Gedozr, Abioand Secher. Miklot h 
begat Simca. And they dwelt quer agaynſt 
cheir bzeebzé at Jeruſalem with theirs. · Ner 
begat Cis. Cis begat Saul. Gaul begat 
Joͤnathas, Utelchifua, Abinadad and Eſ 
baal. The ſonne of Jonathas was Meri · 
baal. Meribaal begat Micha. The children 
Of Micha were: Pithon, Melech, Thaerea 
and Ahas. Abas begat Joadda. Joadda 
begat Alemerh, Afinauech and Simri. Sim 
si begat Hto30 . Moza begac Binea, whofe 
fonne was Rapha, whofe fonne was lee 
fiz, whoſe fore was Aszel. Azel hadfirefon- 
nes, robofe names were : Eſticam, Bochur, 
FJefinael, Searia, Abadia, Danan, all theſe 
were chefonnes of Azel. 

The children of Eſel bis brother were: 
Vlam bis firft forme, Jeus che feconve, Eli 
pelet the chirde. The children of Olam were 
veleaune men, and coulde banbvell bowes, 
andbad many ſonnes, and fonnes fonnes an 
bundiech and fiftye. Ail ehefe are of the chil 
dren of Ben Jamin. 

The x. Chapter. 

if L7Ld all Ffrael were nombzed:and be- 
bolve,they are wrytten in thebotc of 
ib che bynges of Iſrael and Juda, and 
now are they carted ãawaie vnto Babils faz 
their ſynne, enen they § afore dwelt in their 
Pofkflions and cities, namely Iſrael, > pref 
tes, Lenites and Nethinim. Sut at Jeruſa 
lem dwelt certa yne of the childꝛen of Juda, 
ſome of che childzen of Ben Yamin, fome of 
ebe children of Ephraim and of Manaſſes. 
+ Dlamely of the hildzen of phares che fon 
ne of Juda, was Vthai the ſonne of Ammi 
bud the ſonne of Amri, the ſonne of Yuri, 
the ſonne of Bani. Of Golont,Afaia F firfé 
fonne, and bis otber fonnes . Of the childꝛen 
of Serab, Jeguel and bis beecbzen,firebun- 

dreth. foure ſcore and ten. 

Of che childꝛen of Ben Jamin, Sallu * 
ſonne of Meſullam the fonne of Hodauia, > 
forme of Haſnua. And Jebneia the ſonne of 
Jeroham. And Ela the ſonne of Vſi the [one 


6 ree 
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ne of Michri. And Meſullam che fone of 
Sephatia the fonne of Reguel che forme of 
Jebneia. And their beerbzen in heir kinreds 
nyne bundzetb and fyre and fyft ye. All che- 
fe were heades of the fatbers in che boule of 
their fatbers. 
® febe preftes:Fedaia, Foiarib, Jachim. 


And Afaria che fonne of Helchia the fonne sera ng 


of Meſullam, che fonne of Sadoc, the forr- 
ne of Meraioch, the forme of Adhitob, pryn⸗ 
ce inthe houſe of God . And Adaia the fon 
ne of Jerobam,che fonne of pafbhur,che ſon 
ne of Malchia. And Maeſai che fonne of 
Adiel the fonne of Yachfera, che forme of 
Meſullam, che fonne of Meffylemech, che 
ſonne of Jmmer. And cheir beethren heades 
in the boufe of cheir farbers a thoufande, 
feuen hundreth and che (core valeaunt men 
in — the offyce in the houſe of 


9d. 

Of che Lenices of the chilozen of era- 
ri, Semaia the fonne of Hafub, 
of Aſrikam, che fonne of Hafabia. And 
Datbatar the carpenter and Galal. And 
WMlachania > fonne of Micha ¥ fonne of SE 
chii,the fonne of Affaph. And Obadia che 
fonne of Semata,the fonne of Galal, > ſon · 
ne of Elbana, whic dwelt inthe vyllages 
of the Netophatites. 

The posers were: Sallam, Acub, Tal- 
mon, Abiman, with their bret hren, and Gal 
lum che chefeſt: for hit her to bad tbe children 
of Leuitepre the wacch at the eaftfyde of 
thekinges gare by armies. 2nd Gallum che 
fonne of Core, che fonne of Abiaffaph, che 
ſonne of Corah, and bis brethren of bis fe- 
thers boufe. 

The Corabytes werein che worke of the 
feruyce, to Ecpe the threſhoides of the Ta⸗ 
bernacle : and their fathers inthe hooft of 
the LORDE,to bepe the intraunce. Phineas 
the fonne of Eleaſar was the pzynce ouer 
thent, becanfe che LORDE bad bene with 
bim before. Sacharia the fonne of Meſele⸗ 
mig was Eeper at the doze of the Caberna- 
cle of witneffe. 

Ail chefe were choſen out to be tepers of 
the ehrefboldes even two bundieth and 
trwolue. Chefe were nombꝛed in their vylla- 
ges.And Daurd and Samuel che Seer fo 
ded them thozow ebeir faith, that they and 
their childien ſhulde tepe che houfe of the 
LORDE, namely co Eepe the watch of y boule 
of the Tabernacle. 

Theſe dorekepers were appointed towar 


de the foure wyndes,cowardeche Eafe, co» D 


soarde the Weſt t owarde che Liosth,cowar Mims 
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be $ Sonth. Bue their brethrẽ were in their 
vyllages,cbat chey might come allwayeon 
tbe feuenth da ye co be with rhens: for wnto 
thefe foure maner of chefe dozrtepers were 
she Leuites committed. And they hadebe 
zuerſight of the cheftes and treafures in > 
—— — tbe 

inthe nighte feafon alſo remayned they 
aboute the houfe of God: for cheir deweye 
was CO gene attendaunce Co open every mor 
nynge.2ind fome of them bad che ouerfight 
of chemynifirynge veffell : for they bare the 
veffell out and in. 2nd fome of ebe were ap⸗ 
poynted ouer the veffell,and ouer all the bo, 
ly veffell, ouer the fine wheate foure, ouer > 
ywyne, over the oile, quer che frankencenfe,o- 
uer che fivete ovoures:bur fome of preſtes 
childzen made the,incenfe. 

Vnto Mathithia one of the Lemites the 
fyrſt ſonne of Sallum the Cozabite, were $ 
pannes cõmytted. And certayne of the Kã⸗ 
bathites their brethren were appointed oner 
* Hewbied, to prepare it enery Sabbath 

a 
E Theſs are the heaves of the fingers ams 
ge the facbers of che Lenites chofen out o⸗ 
ter the cheftes: for daye and night werethey 
int worke withall. Theſe are the heaves of > 
facbers amonge ¥ Leutces in their Einreds. 
Theſe dwelt at Jeruſalem. 

At Gibeon dwelt Jeiel the father of Gi 
beon,bis wives name twas Maecha and bis 
fyrſt ſonne Abdon Zur, Cis, Saal, Cter, Na⸗ 
dab, Gedor, Ahaio, Sacharia, Nitloch. Mi 
kloth begat Simeam. And they dwelt alfo 
aboute their brethren at Jeruſa dems amonge 
theirs. Ner begat Cis,Cis begatSaul,Saul 
begat Fonarhas, Malchiſna Abinadab, LP 
baal. The fonne of Jonathas was Mieri- 
baal. Meribaal begat Micha. Che hildzen 
of Micha were, pithon, Melech and Tha- 
herea. Ahas begat Jaera, Jaera begat Äle⸗ 
meth, Aſmauech and Gimri. Simti begat 
Wiese. Moza begat Bines , whofe fonne 
was Raphaia,, whofe fonne was leafs, 
whofe fonne was Asel. WAsel had fire fonnes, 


whoſe names were: Aftitam , Bochus , Fef- 
children of Azel. 
f Tbe XL.Chapter. 
a 
OST, racl. And chey of Hfiael fled before 
the Philiſtynes, and y wounded fell 
forved vpon Saul and bis fonnes,and finote 
Jonathas, Abinadad and Malchiſua fon 


enacl, Searia, Obadia Hanan. Theſe are the 

He pbiliftynes foughte aga vnſt Gr 
vpon mount Gilboa.2ind che Philiſt ynes fo 
ses. of Saul. And the batta yll was fore ae 


Khe rij. Chap. 


gaynſt Saul. 2nd ehe archers came vpon 
Him, ſo that be was wounded ofthe ardyers 
Chen fayde Gaul wnto bie weapenbearers 
Dawe out chy fiverde, and thruſt it thorow 
me,that chefe wncircumecyfed come not, and 
deale ſhamefully withme. Neuertheies bis 
sveapenbearer wolde noe, foz he was fore a⸗ 
frayed. Chen tote Saul bis fiverde, and fell 
therin. Whan bis weapenbearer ſawe that 
Saul was deed, be fell vpon bis fiverde alld, 
anddyed. 

Thus ofed Saul and bis thre fonnes, and 
allbis houſholde together. And whan che 
men of Iſtaͤel which were in $ valley, farce, 
that Gaul and bis formes were deed, chey lef 
te their cities and fled : and the Philiſt ynes 
came and dwelt therin. 

On che mozowe came the Philiſt ynes to 
{poylethe flayne,and founde Saul, and bis 

onnes Lyenge vpon mount Gelboa, and firy 
ped him out,and coke bis heade, and bis bar 
neff, and fencit aboute into > londe of the 
Philiſt ynes, and cauſed it co be ſhewe d befo 
ze their Idoles and the people. And bis wee 
pens layed they in the houfe of ebeir god, 
* ſtyckte vp bis headẽ vpontbe boule of 

agon. 

Due whan all they of Jabes in Gilead 
herde of enerythinge, chat che pbiliftynes 
bad done vnto Saul, they gat them vp (as 
many as were men of armies )andtote the 
body of Gaul and of bis fonnes,andbiongh 
te them onto Jabes and buryed cheir bones 
vnder the Oke at Jabes, and fafted ſeuen 
Dayes. 

Thus dyed Saul in bis erefpace which 

be commytred agaynſt the OR DE,becanfe 

he kepte not the worbde of the L ORDEw 7 

becanft beared councell atthe foytbfayer, 

and ared not at the LOR DE therfore flewe 

be bim,z turned che Eyngdome wnto Danid. 
XILChapte' 


r. 
A Nd all Iſrael reſorted to David vnto A 


Hebron, and fayde:Beboloe,we are ¥ 
bone and thy telly = Andafoze tyme 
whan Saul reignedsbouleddeft Iſtael out 
and in. So the LORDE thy God bath fayde 
vnto the: — —— my people of Se 
rael, and thon [hale be the peynceouer my 
people of Iſrael. And allebe Lloers of Ge 
acl cameco the kynge vnto Hebron. And 
Dauid made a couenaunt witi them at Heo 
bron before the LORDE. And they anoyntes 
Danid to beEynge over Gfracl + acordynge 
to the worde ofthe LORDE by Samuel. 
2nd Dauid and all Iſtaei wete onto Fe 
ruſalem, that ie Jebus s fox che Tebufites 
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dwelt in the lSde.2And the citeſyns of Jebus 
ſaide vnto Dauid: Thou ſhalt notcome in bi 
ther. Howbeit David wane > caſtell of Sid. 
whidis ? cite of Dawid. And Damdfaydez 
+ who fo ener finytech Jebuſites firft,fbal 
bea prynce t captayne. ChE Joab F fonne 
Of Sernia clymmed vp firft,z was made cap 
tayne. So Dawid dwelt in > caſtell, ther fore 
was it called $ cite of Dawid.And be buyl- 
ded F cite rode aboute, fro Millo forth on 
encry ſyde. As for * remnaunt of F cite, Jo⸗ 
ab buylded it,zrepayzed it. And David were 
forth z grewe,z the LORDE Sebaoth was wh 

Thee are F chefeamsge $migh- (him. 
tic mẽ of Daud, which teale valeauntly vh 
bim in bic kyngdeme wb all Iſtael, co mate 
bim Eynge,acowdinge to the worde of YLOR 
DE over Iſrael. And this is * nembꝛe of Da 
uids mightie men: Jeſabeam che ſonne of 
Hachmom che che feſt amdge thirtie. He lif- 
te vp bis ſpeare, z fimore thre C.at one tyme. 

Afcer bim was Eleaſar che fonneof Do 
do the Ahohite, and he was amõge the thie 
mightie. Chis man was wb Danid wha they 
blafpbemed,z the Philiſt ynes gathered che 
felucs thereto * batayll And ené cher was 
there a pece of londe full of barly, zebe peo- 
ple fled before the Phil ſtynes. Andebey ſto 
Dein the myddes of thc londe,and reſcued ic, 
and [mote the pbiliftynes . And the LORDE 
gaue a greate bealtb. 

And chze of che chefefEthirtie wẽte dow 
ne to the rocFe vnto Damdinto the caue of 
Adullam. Bue che Philiſt ynes hooft laye in 
the valley of Rephaim . As for Damd, be 
was in the caftell.And che Philiſt ynes peo- 
plewere then at Bethleem. And Damd was 
beſyrous and fayde: O char fome wolde ge- 
we me to drynke of the water out of the well 
at Bethleem onder the gare. The brake tho⸗ 
ſe thꝛe in to the pbiliftynes booft, and drue 
of the water out of the well at Bethleem 
vnder the gate, and caricd it, and broughte 
it vnto Dawid. Neuertheles he woldenot 
drynke it,but poured it onto the LORDE, and 
fayde:God let this be farre fro me, F F ful 
‘De dO it, and drynke che bloude of chefe men 
in } parell of their life:foz with the parell of 
their lifebane chey biouabce it: t her foꝛre wol 
de he not drynke it. This dyd the thre Wor · 


eS. 

Abifaithe brother of Joab, he was the 
chefeftamonge the. And be lifte vp bis ſpea 
re,and finote thre hundꝛeth. And be was far 
mous amongethze,and beforecbetbirde,mo 
re bonozable chen the two, yer came he not 
vncothe thꝛe. 


Lhe xij. Chap. Fo. lxxxitij. 


Senaia the ſonne of Joiada the ſonne of D 


Iſhail of Cabzeel, was ã man of greateac- 2 Reand. 


tes.he ſmote two lyons ofthe NMoabites. 
And he wente Downe, and ſmote a lyon in 
the myddes of a well in checymeof ſnowe. 
He ſmote a man of Egiprealfo, robich was 
fyue cubites gueate of fiature, and badin 
bis bande ſpeare lite ¢ weners lome. Meg 
wwente be downe co bim with a ſtaffe, and to 
Eetbe [peare out of bis bande, and flewe. 
bim with bis arvne [peare, bis dyd Benaia 
thefonne of Joiada,and was a famousmarns 
@monge thre Wort hies, and moſt awncient 
amonge thirtie. Buůt vnto the thre camebe 
not. Hor beit Damd made him of bis ſecre⸗ 
te councell. 

The valeaunt Worthies are theſe: Aſa ⸗ 
Hel che brot her of Joab, Elbanam bis On- 
cles fonne of Dethlecm, Samoth the Haro⸗ 
dite, Heles the pelonite, Fra che fonne of E 
Fes the Checoite, Abrafer che Anathorbhice, 
Sibechai the Huſat hite, Jiai the Abobite, 
Mather ai che Netopharẽte, Seled >} fonne 
ofDacna Netophatite. It hai ʒ ſonne of 
Ribai of Sibeath ofthe chũdrẽ of Ben Ja 
nim, Benaia the Pir gathonite Zura ofthe 
broke of Gags. Abicl the arbachite Afma- 
neth che Haberunite, Eliahba rhe Gaalbo- 
nite. The chüdren of Hafem F Gifonice, Jo 
nat has the forme of Sage the Hararite, A⸗ 
hiam che ſonne of Sachar the Hararite Eli 
pbal the forme of Or, Hepher the Machera 
ebite, Abia the pelonite , Hesro of Carmel, 
Naerai the fonne of APbat, Goel che bzo- 
ther of Nathan, Mibebar thefonneofHa- 
gti,deleg che Ammonite, Claberai the Be- 
rotbitbe che wapenbeazer of Joab thefon- 
ne ofZeruta , Ira the Gerbrite, Gareb che 
Jet hrite Orias che Hethice, Sabad the fon 
neof Ahalat, Adina che formeof Sifa the 
Rubenite,« caprayneofebe Rubenices,and 
there were thirtie ender bim:anam > fon- 
neof Maecha, Joſaphat the Mathonite, 
Vfia ? Afibarathice, Sama and Yaiel, the 
fonnes of Hotham the Aroerite. Fediael tha 
ſonne of Simri Joba bis brother the Thir- 
pite,Eltel the Mabenite, Jeribat and Joſua 
theformes of Elnaan, Jethma the Moabi · 
te, £liel, Obed, Jacfiel SfMtizobaia. 

Tha xil.Chapter. 


¢ Hefe alfo came to Danid vnto Si⸗ 
* ciag whan be was yer kepte a ſyde be 
cauſe of Saul tbe fonne of Cis: And 

they were lite wyſe amouge the wort hies & 
helped inthe battayll , and coulde bandle 
bowes with both their hanves,zcoulde café 
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ffones, and ſhute arowes with the bowe. SamfEche men of warre:fo2 they were all va 
Wf Sauls beechzen which were of Bers  leaunt Worthies,and were captaynes over 
Jamin: The chefeſt Ahieſer and Joas Fil the hooſt. And euerydaye came there fome 
dren of Samaa the Gibeathite Jeſiei and to Dauid,to helpe him till there was a grea 
peletthe dildzen of Afinaneth.Daradhaz te hooftasanhooft of Gov. 
and Tebu the Anchocbice. Fefinaia the Gr 2nd this is the nombre of the heades 
beontte, valeauntamonge thirticandouer ¶ harneſſed vnto the warre,whid) came to Da 
thirtie. Jeremia, Jahaſiel. Johanan, Joſa ·id vnto Hebron for to turne the kyngdeme 
bad the Sederachite. Llenfai, Jerimoth. of Saul vnto him, accadyngeto the worde 
Dealia, Samaria, Saphatia the Haropbi- of rhe LORDE. 
te,Eltana, Jefiia, Wareel, Jafabeam Ko The childꝛẽ of Juda, which handled ſpea D 
rahyte, Jorla and Sabadia the children of res and fiverdes, werefiretboujande,z eight 
Jeroham of Gedoꝛ. hundreth ready harneſſed vnto > warre. Of 
Of che Gaddites reſorted there vnto Da the children of Simeon noblemen of armes 
nidto the caſtell inthe wylverneffe,mightie for che battayll ſeuen thouſande and an bit 
Woꝛt hies and men of armes, whic) bavled dꝛeth. Ofthe childzen of Let foure choufan 
ſpeares andfiverdes,and bad faces htcliss, de and fire hundreth And Joiada the pryn- 
S Zwere as fivifteas the Roes vponFmoun- ce amonge them of WAaron with thie thou- 
ta ynes. The fyrſt Eſer che fecondeDbadia, ſande and feuen hundreth. Sadoe the yonge 
the thyrde Eliab, the fourch h Maſmanna, * valeaunt man of armes with his fathers 
fyfeb Jeremia the ſirte Athai, the ſeuẽth Er honfe,ervo and twentye rulers. Of the chil · 
hel,che eight Johanna. the nyenth Elfabad dien of Ben Jamin Gauls brother thre thou 
the tenth Jeremia, > eieuenth Machbanai. ſanderfor vnco that time helde many of the 
Theſe were of the children of Sad, heades yee with the houſe of Saul. 
in che hooſt.the leeſt oner an hundreth, and Of children of Ephraim.twentie thou 
greateſt ouer a chouſande. Theſe are chey ſande and eightebundzeth valeaunemen of 
which inthe fyrſt moneth wente ouer Jor · ¶ armes, and famous inthe houſe of their fe 
dane, whan it was full on bothchefhozes,fo thers. Of the balfe trybe of Mianaffes,cigh 
that all the valle ys wereeauen bothtowar- ¶ tene thoufande,named by name,to come and 
de the Eaſt and towarde the Weft. mate Danid kynge. Of the childzen of Iſa · 
Chere came of chechilorenofBenFYamin char( which were men of onderftondynge, 
al and of Juda vñnto che caftell ofDauid. whan nede requyzedto Enowe what Iſraei 
Due Danid wente forth vnto them and an / ſhuͤlde doy two hundzeth captaynes, and all 
ſwered and ſayde vnto them: RF ye come to — ebeir brethren folowed their worde. Of Sa⸗ 
tein peace,andtobelpememy hert ſhal be bulon, fod) as wente forth in the hooſt to > 
swith you.Dut yf yecome vps difceate,and warre, ready with all maner ofweapens for 
tobe mine aduerfaries(where asthereis yet rhe battayll, fyftyethoufande, beynge of o- 
no vnrighte in me )tbe God of onre fathers ¶ ne mynde to kepe them felues in orbre. 
(ote vponit,and rebuke it. Neuertheles the Of Nephtaͤli, a thouſande captaynes, z 
€ fpzeteendued Amaſai the captayne amon- with hemody as handled fhyyloe and fpea- 
Setbirtic,and be fayde: We are thine O Da xe, feuen and ehyztie thoufande.Of Dan,res 
BID, and holde with che thou fonne of Wat. dy barneffedeo che battayll eight and twen 
eace,peacebe withrbe, peacche withthy tye thoufande,andfire bundzeth. OF A ffer, 
[pers, for thy Godbelperh the. Then Da- fod) as wente forth in y hooff, ready barnef 
nid receauedebem, and made chem captay · ¶ ſed to the bateryll, fortye thoufande. From 
nes ouer the men of warre. beyonde Jordane, of che Rubenites, Gadde 
nd of ATanaffes there fell certainewnto tes andthe balfe trybe of Manaffes, with 
Dauid,whanbe camẽ to the battayll with all maner of weapens tothe bactayll,an ba- 
the pbilifiynes agaynft Saul, and helped dethandtwentye thonfande. 
them not,* for the peynces of $ pbiliféynes Alf chefe men of warre,ready harneffed to 
counceled to let him go fromebem,andfay- thebattayll, came with ¢ whole bere wnto Kes 3.⸗ 
de:xf befell vnco bislozde Saulitmighte ¶ Debron, tomate Dauid kynge oner all Ff. 
coff vg oure neckes RNow wha be departed —rael.And all Tfrael beſyde were of one bere, 
wnto Siclag,tbere fell onto bim of Mana — that Dawid ſhulde be made kynge And tbe, 
Fes, Adna Jofabad, Jediael Michaei Jofa- re were they with Danid thre Dayes,eatyn- 
bad, £libu, Zilt hai heades over thoufandes Se and SzynEynge : for their bzethzen had 
in Manaſſes. And ehey helped Dauid a· prepared for than. Andfech negbhboursas 
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were abonte them vntyll Gfachar , Zabulon 
and Nephtali broug ht bred vpon Affes, Ca 
mels, Muies and orenco eare:meel, fyges ra 
fens, wyne, oyle, oren, ſhepe, very many:foz 
there wasioyein Gfract. 
The XI. Chapter. 

Lid Danid helde a councell wich the 

captaynes ouer chonfandes and ouer 

bundzeds, and with all che prynces, 
and fayde vnto all the congregacion of SI’ 
rael: rf it lyke you, and yf ic be of che LOR- 
DE oure God, lec vs fende forch on every fy- 
de to onre orber brethren in all che countrees 
of Gael, and to the preſtes and Leuites it 
the cities where they haue ſuburbes, p they 
maye be gachered cogerber vnto vs, and let 
vs fetch che Arke of onre God agayne vnto 
vs:for by Sauls cyme we ared after it. THE 
{ayde the whole cSgregacion, thacche fame 
Tyas be done, foz tt pleafed all che people 
well, 

So Dauid gathered all Iſrael cogerber 
front Sihor of & gipte, eylla man come vn⸗ 
to Hemach. to fetch the Arke of God front 
BKiriath Yearim. And Dawid wence vp v 
all Iſrael co Kiriath Jearim, which liech in 
jude to bꝛynge from chence che Arteof 
Godthel ORDE, chat ſyttech vpõ the Che 
rubins , where the name is ng med: and they 
cauſed the Arke of God to be caried vpõ a 
new cart from the houſe of Abinadab. 

Vſa and bis brechzen dzone the cart. As 
foz Danid and all Iſtael, they played with 
all their ſtrength before Gov, reich fonges, 
with barpes, with pfalecries, with cabzetres, 
with Cymbales and trompes. 

Bue whan they cameco che barne flooꝛe 
of Chivon, Vſa ſtretched ont bis hande to 
holde the Arke: for the oren wente cut aſyde. 
Chen wared the wrach of the LORDE fearce 
oner Vſa, ⁊ finoce bim, becauſe be ſtretched 
out bis hide corbe Arte, fo Phe dyed there 
before Gov. THE was Dan:d fory,becaufe * 
LORDE Fad made ſoch a rente vps Vſa, and 
called the place Peres Vſa, onto this daye. 
And Dauid ſtede in feare of God the fame 
daye,z ſayde: How hal J bzynge $ Arke oF 
God vnto mer Ther fore wolde he not lec F 
Arkcof God be broughte vnto him in to * 
cite of Dauid, bur caried it in to * houſe of 
Obed Edom the Gathite. So the Arke of 
God abode with Obed Edom inbis boufe 
thre moneches. And $ LORDE bleffed Obed 
Edoms houſe and allebat be bad. 

v Che XV. Chapter. 
Lid Hiram Yt ynge of Tyre ſent meſ 
faungers onto Daud and Cedze tym 


ber, and maſons and carpenters, to buylde 
him an houſe. And Dauid perceaued, that 
the LORDE bad confirmed bim Eynge ouer 
Iſtael: fez bis Eyngdcme increafed foz bis 
people of Firacls fake. And Dauid tobe yet 
mo wynes at Jeruſalem, zLegat yet mo ſon 
nes ⁊ doughters. And che names of them p 
were borne onto bim ac Jeruſalem, are che- 
fe: Sammua, Sobab,tiatban, Salomon, 
Jebehar. Elifue,£lipalec, Toga, Nepheg; 
Japhia, Eliſamma, Saal Jada, Elphalet. 

And whan che Philiſt ynes herde chac 
Dawid was anoynced Eynge ouer all Iſtael. 
they wente vp all co ſeke Sauid. Whan Da 
uid herde that, be wente forth agaynftcbem. 
Andð the Philiſt ynes came, and ſcatere dthẽ 
felues beneth in > valley of Rephaim. And 
Dauid axed conncell ac God,zfayde: Shalt 
3 go vp agaynfE che Philiſt ynes 7 and wilt 
thou delyner them into my hande? Che LOR 
DEfayde vnto him: Govp, and FJ wil vely- 
uer them into thy bande. 2nd whan they 
were gone vp to Daal prafim, Damd ſmo⸗ 
te them rbere. And Danio fayde : God bach 
Denyded myne enemies thozow my bande, 
euen a6 the water parteth aſunder: therfore 
cailed they the place Daal Praſim. And the 
releftetheycheir goddes. Then · commaun- 
ded Dauid to burnechem with fyre. 

But the philiftynes gat them thither a⸗ 
ga yne, and ſcatered chem felucs beneth int 
valley. And Damdared councell at Gov 
aga yne . And God ſayde vnto him: Thou 
fhalenot go vp bebynderbem,buccurne the 
from them,chat chou mayefé come vpon thé 
ouer a ga ynſt the peertrees. So whan chow 
heareſt aboue vpon the peertrees the noyſe 
of the goynge, go thou forth then to the ba 
tayli: — Sod is gone foꝛththen before the 
to ſin yte the hooſt of the Philiſt ynes. And 
David dyd as Ged commannded him. And 
they finote the hooſt of the pbiliftynes from 
Gibeon forth vnto Gafer. 2nd Danids na- 
Me was noyſed out in alllondes. And the 
LORDEcanfed $ feare of bim co come vpõ 
@llebe Heythen. 

TCbeXvi. Chapter. 

1 C1d be bnylded him houſes inthe cite 
» of Danid, z madeready a place for F 

 Arke of God, z pitched a Tabernacle 
for it. At that tyme fayde Dauid: The Ar- 
ke of Govdis not to be borne, but onely of * 
Lenites: * for them bath the LOR DE cho⸗ 
fenco bearethe Arte of che LORDE,andeo 
miynifter onto bim foz ener.Cher fore gathe~ 
red Dauid all Ffracl cogetber vnto Jeruſa⸗ 
lem, cobzyrge vp tbe Arke of the LORDE 
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wnto che place which be had prepared for it. 
And Dauid bronghee che childzen of Aa 
von zehe Leuites togecber. OF the chiidren 
Of Babach:Vriel che chefe w bis brechren. 
an C.and twentye. Of the dildzen of Mera 
ri: Aſaia the chefe w his bret hrẽ, two C.and 
ewentye.Of che childrẽ of Gerſon: Joel the 
che fe bis brethien, an . and thirtie. Of ¥ 
childzé of Elizaphan: Semaia the chefe v 
bis brechren,two hundꝛeth. Of the childrẽ of 
Sebꝛon; Eliel the chefe, with bis brethrẽ, fou 
re ſcore. Of che dyildzen of Vſiel: Ammina- 
dab che chefe with bis brethren, an hũdreth 
andcwolne. 
DB And Dauid called Sadoc and Abiachar 
the preftes and the Lenites, namely Vriel. 
Afaia, Foeli, Semata,Eliel, Aminadab,and 
fayde onto them:me are che heades of F fa- 
thers amonge the Leuites : fanctifye yo (el- 
ues therfore z youre brethzé, ye maye bryn 
ge vp the Arke of the LORDEGodof FF 
rael, to the place § J baue preparcd for it. 
+ $024 fore whan ye were nor there, the LOR 
DE oure God made a renc amonge vs,becaw 
fe we ſoughte bim not, as we ſhulde haue do 
ne.So pꝛeſtes z the Lenites halowedthe 
felucs, $ they mighte brynge vp the Arte of 
the LORDE God of Iſtael. Andebe childꝛen 
of Leui bare the Arke of Godthe LORDE 
vpon their ſhuiders with the ſtaues cheron, 
145 Moſes cSmanndedacodingeto F woz 
de BE the LORDE, 

10 Dauid fpate wneo F rulers of * Le 
uites, that they hulde orde yne ſome of cheir 
brethren co be ſyngers with pſalteries, har⸗ 
pes and loude inſtrumentes, and Cimbales, 
to ſynge loude with ioye. 

CChen the Lenitesappoynted Heman F 

fone of Foelt and of bis brethꝛen Affaph 
the fonne of Barachias:and of the chiidien 
of tYierari their brethren, Echan che ſonne 
of Cufaie sand with them their brechren of 
the jeconde courfe, namely Zacharias, Jae. 
ficl, Semiramoth, Febtel, Onni, Eliab,5e- 
naia, Taeftia, Machithia, Ll pheleia, WHE 
neta, Obed Edom, Heiel, the doze Ecpers. Foz 
cman, Affaph and chan were fyngere, 
with braſen belles matynge a loude noyfe: 
but Zacharias, Jaeſiel Semirameth, Jehiel. 
Doni, £liab,Atacleia z Benaia with phat 
teries to Alamoth: Mathithia, Elipheleia, 
Uhencia, Obed Edom, Jeiel ⁊ Afafia with 
barpes to fynge aboue them on bye. Chena- 
niarbe ruler of the Leuites was che mafter 
of Muſick co teach them forte fynge, for he 
was aman of vnderſtondinge. 

Aid Barachias and Elcana were the do 


Fhe xvij. Chap. 
rebepers of che Arke. But Sachania, Joſa- 
pbar, Nathaneel, Amaſai, Sacharias, 2Be- 
naia,Eliefer che preftes , bleweebetrompet- 
tes before ¥ Arke of God. And Obed Edom 
and Jebia were doreEepers of the Arte. 

SP Dawid and the Elvers of FftacLand D 
the captaynes oucr thouſandes wente vp to 
ferch the Arke of the coucnaunt of the LOR 
DE ont of the houfe of bed Edom wb ioye. 
And whan God had helped the Lenites F 
barethe Arbe of che LORDES couenaunt. the 
rewere offred feuen bullockes z fenen rames, 
And David bad alynné garment vps bins, 
andfobadallebe Lenttes / barethe Arte, 
and > fyngers,and Chenaniathemafter of 
Muſick & che ſyngers. Dauid bad an ouer- 
body cote of lynnen vpon bim alfo. 

Thus all Iſtael bronghevp the Arke of 
the concnaunt of che LORDE with myrth. 
soithtrompettes, tabzertes,z londe Cymba- 
les, with pfalecries and barpes. Now whan 
the Arke of the conenaunc of the LORDE ca 
mein toche cite of Dawtd,t1ichel } dough 
ter of Saul loked out at aroyndowe : z wha 
ſhẽ lawe Eynge Dauid daunſynge ⁊ playen 
§e, fhe deſpyſed him in bir bert. 

Che Xvi. Chapeer. 
I¢ Cb whẽã they brought inthe Arke of A 

Sf Gov, chey ſet it in } Cabernacle,that Red 

Danid had pitched for tt, and offred 
——— ges dthankofferynges before 
God.And whs Dawid had ended che burnt 
offerynges and ebantofferynges , be bleffeo 
the people inthe name ofthe LORDE,z diſ⸗ 
tributed onto every mast it Iſtael (both vn⸗ 
to marand woman)a cake of bzed,anda pe 
ce of fleſh and a meece of potage. 

Andheappoyntedbefoze the Arke of * 
LORDE certayne Lenites tomynifter, chat 
ebey ſhulde gene prayfe,chantes and loauin 

es onto the LOR DE God of Iſrael:name 
Aſſe phthe firſt Zacharias che feconve, Fe 
tel, Semiramoth. Jehiel, Mathit hia, Lliab, 
Senaia, Obed Edom and Febiel,with pfal- 
teries and barpes . Sut Aſſaph with londe 
Cymbeles. Benaia and Jehaſiel the preſtes 
svith tabrectes,allroaye beſore the Aree of ¥ 
couenaunt of Sod. 

Acche fame tyme ordeyned Dauid firſt of BW 
allco geuctbatcs vnto the L OR DE byAſ⸗ 
ſaph and bis bret hren. 


® geve chantes vnto the LORDE, call Flalin⸗av 


vpon bis name, tell the people what thin⸗ 
ges he hath done. 

Olet youre ſonges be of bim:prayfe him, 
and let youre taléyngebe of all bis wonde · 
rous workes. 
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Gene bis holy name a good reporte:fet * 
bere of chem reioyce,that fete the LORDE. 

O feteche LORDE and bis ſtrength, fete 
bis face euermore. 

Remẽbꝛe bis maruclous woꝛkes chathe 
bath done, bis wonders, and the indg mẽtes 
Of bis mouth. 

Re fede of Iſrael his feruaunt, ye children 
of 2 bis chofen. 

e isthe LORDE onre God,bis indgme- 
tes. aveinall londes. 
€ DBemyndefull ever of his couenaũt what 
bebach commannded into a thouſande ge- 
neractons. 

Which he made with Abmabam,z *his 
oth vnto Iſaac. 

And be* comfirmed the fame vnto Jacob 
fora perpecuall lawe, and to Iſtael foran 
enerlaftinge couenaunt. 

nd fayde : Oncoche wyl J gene Flonde 
of Canaan, > metelyne of yo inberitaunce. 

Wyhaã chey were yet but (mall z ferweinnd 
bre, and firaungers in the famelonve, 

And they wente from onenacion to ano⸗ 
ther,z from one realmeto another people. 

He fuffred no man to burce chem, and re- 
proned even kynges for their fates. 

Touch noe myneanoynted, z do my pro 

heres no barme. 

® fynge vnto }LORDE,let all earth be 
tellynge of bis faluacion from dayetodaye. 

Declare bis holynes amdgethe Heytbe, 
bis wonderous workesamonge > people. 

For the LORDEis greate, and cannot 
worthely be prayſed, and mozeto he had in 
awe then all goddes. 

As forallche goddes of the Heythẽ they 
Genta are but Fools: «bue itistheLORDEthat 

made thẽ beanens. 
D Thankefgenyngeand worfhipe are befo⸗ 
re bim,ftrength and toyeis in bis place. 

Aferybe wnto the LORDE ye Eynredsof 
macions :aferybe onto the LORDE worfhi- 
peandfirengch. 

Aferybe onto the LOR DE the honoure 
Of bisname:brynete prefentes, and come be- 
fore him and worſhipe * LOR DE in F bew 
tyeof bolynes. 

Let the whole earth ſtẽde in awe of him: 
He bath made the compale of the worldefo 
faſt that it can not bemoned, 

Let the heauens reioyſe, and lee the earth 
be glad: and let it be tolde amonge the Hey 
then,thatebe LORDE reigneth. 

Let the Gee maken noyle, and the ful- 
neſſe theroflet the felvebe io yfull, and all 
that therin is. 
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Letall che trees inthe wod leape for ioye 
befoze the LORDE, for be commeth to iudge 
the earth. 

® geue thankes vnto the LORDE, fez be 
is grãcious: and bis mercy endurech for 
ener. 

And faye: Helpe vs O Godoure Savion 
re, and gatber vs togetber, and delyner vs 
from the Heyt hen, chat we maye gene than 
Ees vnto ¥ boly name,and fynge prayfes vñ 
totbein thy pfalmes. 

Pzayfed bethe LORDE God of Iſtael 
fromeuerlaftinge co enerlaftinge: andlet all 
people faye, Amen, And: Pzayfe be onto the 
LORDE. 

Sobelefte Aſſaph and his brethren the · E 
re before the Arte of the couenaunt of the 
LORDE, to myniſter allwaye before tbe Ar⸗ 
Ee, enery daye bis Daye worke But Dbed 
dem and their brethren, eight and thzefco 
re, and Obed Edom the fonne of Jedithun. 
and Hoſſa, to be dore Fepers.And Saroc > 
preft,z bis bzethzé the preftes,lefte be before 
thebabitacion of the LOR DEvpon the hye 
pee at GibeS,to offre burntfacrifices day⸗ 

lic onto the LORDE vpon the altare of burnt 
offerynges inthe momyngezinthe euenyn⸗ 
Ge, as it is wrytten in the + lawe of the LOR 
DE, which be cõmaunded vnto Iſrael. And 
with chem Seman ⁊ Fedithun, and > other 
choſen, which were named by nameto gene 
thantes vñnto the LORDE, becaufe bis mercy 
endureth for cuer. And with them Hemanz 
Bedithunco firyte vpon the tabzettes and 
Cymbales,and che muficallinftrumences of 
God. As for the chilozé of Fediehun, hema 
de chem dorekepers. So allthe people depar 
ted,euery one toͤ his houſe:and Dauid rerur⸗ 
ned alſo co bleſſe bis houſe. 

The XVII. Chapter. 
J T fortuned whe Danid dwelt int bis A 
4 


Exo.29.g 
diu as · a 


boule, be ſayde unto $ prophet tie +Rez.a 
than:Debolde, J owell ina boule of 
Ceder,andehe Arte ofthe concnauncof che 
LORDE ts amonge the curtaynes. 

Nat han ſaide vntoDanid: What foener 
isin thine hert, that do: for Godis with *?. 
Dut the fame night came * worde of God 
vnto Nathan, and fayde: Go and fpeateto 
Danid my ſeruaunt: Thus fayeth the L OR- 
DE: Thon fhale noe buylde mean houſe to 
bean babitacis: for Ihaue dwelt inno bow 
fefence the daye that J broughte fob che 
childzen of Iſtael vnto this daye: Buc whe 
re the Tabernacle and babitacion bath be- 
ne, there baue J bene where ſo ener J bane 
walked in all Fftael.Spate Gener toeny of 
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the Judges in Iſrael (whom J commann- 
Ded to Eepemy people)and fayde: Wherfore 
do ye mot buylve mean houſe of Cedze tym⸗ 


ber? 

DB = So fhaleehou fpeate now onto my fer- 

uaunt Dauid: Thus fayeth the LORD EZe- 

baoth: Broke che fromthe paſture bebynde 
thefhepe , chat thon ſhuldeſt be the pzynce 
ouermy people,and baue bene with the whi 
ther ſo ener chow wẽteſt, and haue roted out. 

@ll thine enemies before the, and bane made 

thea name, acordinge to the name of che 

greatemen chat are vps earth. And for my 
people of Iſrael, Jwyllappoynte them a 
place,and wyl plante them, that they maye 

Dwell there,and nomore co beremoucd. And 

the childzé of wickednes fhal oppreſſe them 

nomoze,lite as afore cyme,wban J comeaun 
bedrhe Judges oner my people of Iſtael. 

And F wyl fubdue all chine enemies,and doo 

declare vntoche,chatthe LORDEwyl buyl 

de the an houſe. 

Dut whan thy dayes are fulfilled, that 
thon deparecft hence with y fathers, J iw 
afrer the rayle vp ¥ fede, which [hall be euẽ 
one of thy ſonnes: bis tyngoomewyl Fj ſta⸗ 
bliffhe, be fal buylve me anboufe,z J wyl 
mate bis feate five for ener. Iwyl be bis fa- 
ther,and be ſhal be my forme. And J wyl noc 
witbhdzarwemy mercy from bin , as J baue 
wit hdrawen it frõ bim that was before the: 
Dut FJ wyll ec him in my houſe and inmy 
Eyngdome for ever, fo that bis feate ſhalbe 
fure fozencrmore. 

C AndwhF Nathan had [poten onto Da 
uid acordinge to all theſe wordes T all this 
viſion, kynge Dauid came and fac him dow- 
ne before che LOR DE, and ſayde: OLORDE 
God, who am Fv and what is my houfe, F 
thou haſt broughte me thus farre And this 
(® Sod haſt thou thoughte yet to litle, but 
haſt ſpoken of thy feruauntes benfe yet lon⸗ 
ge for to come. And thou LORDE God baft 
Toten Domne vpon me from aboue, enenas 
oneman loketh vpon another. What more 
foal Danid faye ontothe, F chou bryngeſt 
$ fernaun: co ſoch honoure? Thon Enowefé 
tby feruaunt © LORDE, fortby fernauntes fa 
Ee and acordinge to thy bert haſt chow done 
all theſe greate chinges, that thou mighteſt 
ſhewe all greate thinges onto thy ſeruaunt. 


Deut.ssf LORDE, “there ts none lyfel the, and there is 


no God buetbhou, of whem we baue herde 
with onreeares. 2nd * u bercistherea peo 
ple vponcarth as chy people of Iſtael whe⸗ 
reGod wente to delyner him a people, and 
tomate bim felfe a name thorow greatez 


The rir, Chap, 


terrible thinges, to caf out the deytben be- 
fore thy people, whom thou baft delyuered 
out of Lgiptevand > people of Iſrael haſt 
thou made / people fozener,andebou LOR 
DE art becomecheir God. 
ClowmLORDEletthe worde be verified D 

foz ever, thacthon baft [poten ouer thy fer- 
uaunt and ouer bis bonfe, z do as thou haſt 
fpoten:and lee thy name endure and bemag 
nified foz euer,chatic maye fayde: The LOR 
DEZebacth, che God of Iſrael is che Goo 
In Iſtael and chatebe houfe of thy ſeruaunt 
Daud maye be ſtabl yß ſhed before the: for 
thon LORDE befeopence theearcof yfer- 
naunt, that thou wilt buylde him an houſe. 
Ther fore hath chy ſeruaunt founde(confy- 
dence to make bis prayer be fore the. Lior 
LORDE,thon art God, and haſt premyſed 
— — vntothy ſeruaunt. BSeg ynne nor⸗ 
to bleſſe the heuſe of tby ſeruauut, that ic 
maye be evermore before therfor loke what 
thou bleffefi(OLOR DEytbe fame is bleſſed 


for euer. 
The XX. Chapter. 
Ster this ſmote Dauid the Philiſty⸗ 2 


nhes, and ſubdued them, and toͤle Gathe⸗· Ke · a 


ztbevyllages therof out of the ban- 
de of the pbulif€ynes. He ſmote the Moabt- 
tes Likerwyfe,fo that the Moabites were ſub · 
dued vnto Damd,and gaue him trybute. He 
ſmote Hadad Efer alfo * Eynge of Soba im 
Hemath. whan be wente to fer vp bis power 
bythe water Euphrates. 

And Danid coke from him athoufande 
harectes feren thouſande horſmen, and twe 
tye choufande fotemen. 2nd Dauid lamed 
all che charettes, and Ecpte an bundreth cha 
rettes oner. And the Syriãs came from Da 
mafcon,tobelpe Hadad fer che tynge of 
Soba. Howbeit Danid ſmote twoz twentie 
theuſande ofthe fame Syrians, and layed 
men-of warre at Damaſcon in Syria, ſothat 
the Syrians were fubducd vnto Dauid, and 
breughte him trybute. For the LORD E hel⸗ 
ped Danid, whither fo ener be wente. 

And Damdcokethe fhylves of gelde, ¥ WH 
Hadad Efers feruatites bad,z broͤnghte the 
to Fernfalé. And out of Cibebarh z Chun 
the cities cf Hadad fer, coke Dauid very 


moch bzafje,* wherof Salomon mate the sRe.z7.b: 


braſen lauer, and pilers,and braſen veffcls. 


And whs Thogu the Eynce of Hemath sRese 


berde, } Dawid had ſmytten all $ power of 
Hadad E fer, be fent bis ſonne Saderã vnto 
Eynce Denid,to falute bim z to bieffebim,be 
canfe bead foughtẽ b Hadad  fer,z finye 
tẽ hicfor Chogu bad ware vᷣ Hadad Eſer) 
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and all the fame veffels of golde, ſyluer and 
of bzaffe, dyd Eynge Dawid confecrate vnto 
the LORDE, with che fyluer and golde that 
be badecaten from the deyché,namely, from 
the Edomites, Moabites, Ammonites, phi 
liftynes,and Amalechites. 


And Abifai che fonne of Fern Ya ſmote 
eightene thouſande of the Edemites in the 
Sale valley, and la yed mẽ of warre in Edo 
mea, ſo that all the Edomites were ſubdued 
vnto Dauid: for } LOR DEbelped Danid, 
whither ſo euer be wente. 

Thas David reigned ouer all Fftael,and 
executed indgment and righteoufnes vnto 
all the people. Joab the fonne of Zeru Ja 
was captayne ouer the hooſt. Joſaphat the 
ſonne of Ahllud was Chaunceler. Sadoc 
the ſonne of Achitob, and Ahimelech > for 
ne of Abiathar, were preſtes. Saueſa was 
Serybe. Benaia che jonne of Joiada was 
ouerche Chrethians z pletbians. + 2nd Da 
mids fonnes were che fe ac F Eynges hande. 

The XX. Chapter. 
¢ Cd after chis dyed Clabas > Eynge 
Sf Of the childz? of Ammon, and bis fon 
ne was kynge in bis fieade. Then fay 
de Danid : Fwil do mercy vpon Hanun che 
fonne of Nahas, for his father dyd mercy 
vpon me: and fo be ſent me ſſaungers to com 
force bimoner bis father. And whã Danids 

fernaunces came inco the londe of the chil · 
dren Of Ammon vnto Hanun to comforte 
bim, che prynces of che dyildzen of Ammon 
fayde vnto Hanun: Thinkeſt chou chat De- 
uid bonourech eby facber in thy ſighte.t hat 
be bath ſent cSforcers vnto the? RXee bis fer- 
uauntes are come vntothe, to ſearch andto 
ouerthzowe,and co ſpye out che londe. Then 
tote Hanun che féruauntes of David, and 
Mhoue chem,z eut the balfe of their garmen- 
tes of euẽ bythe loynes,z fo let thẽ go. And 
they wente their waye, z fentmen to cell Da- 
uid. Neuertheles be fine to mete them( for > 
men were put to greate fhame)and the tyn- 
ge ſayde: Abyde at Jericho, tyll youre beer- 
Des be growne,and then come agayne. 

Whan che childzé of Ammon fawe, that 
they ftyntedin * fighte of Danid, both Ae 
nun and che childzen of Ammon fence a thos 
ſande talẽtes of ſyluer, to byze charettes and 
horſmen onc of Meſopotamia, out of Mae⸗ 
chaand out of Zoba: and byzed two and thir 

tie thouſande charettes, z * kynge of Mae 
cha with bis people, which came ⁊ pitched 
theirtentes before Medba. And the children 
of Ammon gathered them felues together 
out of their citics,and came to the batta yll. 


The ry. Chap. Ao. lxxxvij. 


Whan Dauid berde that, be fent Goabebhi- 
ther with all the hoeſt of themen of armes. 
And che childz of Ammen were gone forth, 
and pzeparedthem ſelues tothe battayll be 
fore the gace of che cite. But the kynges 7 
were come,fepte them aſyde in the felde. 

Clow wha Joab fawe that che battayll 
was agaynſt bim both before and bebynde, 
Be dole of all che befé yonge men in Ifrael. 
and prepared bim [elfe agaynft > Syzians. 
As — reſidue of the people,be put them 
wonder the bandeof Abijai his bother, that 
they ſhulde pzepare chem ſeiues aga ynſt the 
children of Ammon,and be faydenf 7 Sy 
rigs beto mightie forme, belpe thou me:bue 
yf che childzé of Ammon be co firdge for * 
“3 yall helpe che:tate a good cozage vnto 
the, and let vs quyte ourefélues manly for 
gure people and foz the cicies of onre God: 
nenercheles the LORDEDo what pleaferh 
him. And Joab mave him forth with > peo 
ple that was with bim,to fighte agaynft > 
Syrians: z they fled befoze him. And whan 
thechildzen of Ammon fawe F the Syrians 
fled, chey fled alfo before Abijai bis brother, 
and wente in co che cite. And Foabcameto 
Jeruſalem. 

Due whan the Syrians ſawe that they D 
were ſmyttẽ before Iſtael, they ſent meffaus 
gers, and broughte forth * Syrians which 
were beyonde the water ÄAnd Sophach the 
chefe captayne of Hadad Eſer wente befo- 
re chem. Whã this was tolde Daud, be ga 
theredail Iſtael cogetber, and wente oner 
¶Joꝛdane. And whan be came at them, he ſet 
> bactayll in araye agaynſt them. And Da 
md prepared him felfeco ¥ batta yll agaynſt 
> Syzians,z they foughte with bim:but > 
Syrriãs fled before Iſtãel. And Danid flewe 
of the Syzians fenen thoufande charettes, 
z fort ye thouſande fore men. And Sophach 
the chefe capta yne ſlewe he alſo. And whan 
Hadad Eſers ſeruauntes ſawe that they we 
re ſmyttẽ before Iſtael, they made peace vh 
Dauid z bis feruauntes . And the Syrians 
wolde helpe the childzé of Ammon nomore. 

The XX1. Chapter. 

I¢ Clowban ¥ yeare cameaboute, what 
tymeas ? Eynges vſe to go forth, Fo 
ab broughte the power of the booft, 

⁊ deſtroyed che londe of ehe children of Arn- 
mon, and came andlayed fege vnto Rabba. 
Bue Danid above ac Jeruſalem. + And Jo⸗ 
ab ſmote Rabba, and brake it downe. And 
Dauidcote their kynges crowne from bis 
beade, and founde the weighteofatalent of 
golde theron, ⁊ precious ſtones. And it was 
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fet vpõ Dauids heave. And very mod [poy 
Te caried be out of the cite. As forthe peo- 
ple that were therin, be bꝛoughte che forth, 
‘zpartedchem in funder vb fares, z hokes Z 
bevels of yzon. Thus dyd Dawid vnto all * 
cities ofthe childiẽ of Ammon. And David 
departed againe, with che people vnto Je · 
ruſalem. 

Afterwarde aroſe there warre at Gafar 
with the Philiſt ynes. Then Sibechai * Hu 
ſathice finoce Sibai, which was one of the 
children of Acphaim, and be fubdued him. 
And chere arofe warre agaynerb tbe Philiſ 
tynes. Thẽ Elbamabh F ſonne of Jait ſmote 
Labemi > brother of Goliath  Gachite, 
whofe fpeares fta ff was life a weeuers leme. 
Afterwarde was there a baccayll at Gach, 
wbere there was aman of a greate fiature, 
had ſire fyngers andfire toes, which ma- 
ke foure and croentye. 2nd be was bome al- 
{o of Rapha, and [pate delpytefully vnto 
263 Buc Jonathas the fonne of Simea 

anids brot her ſmote him. Theſe were the 
childzé of Rapha at Gath, z fellehorow > 
bande of Danid,and of his feruauntes. 

The XXIl. Chapeer. 

Lib Sathan ſtode agaynft Fftael, z 

entyféd Danid conombze Iſtael. And 

Dauid faydve vnto Joab zco Frulers 
of the people: Go yo waye, nombre Iſrael 
from Berſeba vnto Dan,and brynge methe 
nombꝛe of thé,tchat J maye knoire it. Joab 
ſayde: The LO RDEm̃ate bis people an bun 
deeb cymes mo chen chey are now. But my 
lorde & tynge, arechey not all my lordes fer 
uauntes? Why doth my lode then arether- 
afeer 7 DOber fore foal there a trefpace come 
vpon Iſrael? 

Cleuertheles the Eynges worde preuayled 
agaynft Joab . And Ioab wente Bub, and 
walked thozow all Iſtael, and cameto Tera 
falem,and delynered vnto David > nombie 
of the people chat wes tolve. And of al Ff 
racl there were a thoufandetymesa thor 
fande,and an hundreth thouſande men, that 
dane out the fiverde:andof Juda fome bun 
dreth choufande and ſeuẽt ye chouſande men, 
which drue ont the ſwerde. As for Leut and 
Ben Jamin, be nombred them noe amonge 
theſe: for thetynges worde was abhomina · 
ble vnto Iodab. 

But this diſpleaſed Godrighte fore: for 
he ſmote Iſrael. And Dauid ſayde vnto 
Sod: Jhaue ſynned grenonfly, chat J bane 
done this. But now take awaye the treſpa· 
ce of thy ſeruaunt: for J haue done very vn⸗ 
wyſely · And the ORDEjpate vnto Gad 


Che xxij. Chap. 


Dauids Seer,z feyde: Go ſpeake to Dauid, 
⁊ ſaye: Thus faieth the LORDE: Che chin 
ges laye before the, chofe ¥ one of chen, > 
J maye do tt vnto the. And whs Gad came 
to Dauid, be fpake vnto him: Thus fayeth 
the LORDE:Chofe > ether thre yearederth,oz 
thre monetbes co flye before thine aduerſa · 
ries, z before the fiverde of chine enemies, > 
it mayeouertake the:o2 thie Dayes ? ſwerde 
of che LORDE, z peftiléce in the londe, the 
angell of the LORDE maye deftroyein all > 
coaftes of Iſrael. Loke now what anfivere 
J fhal gene vnto him ſent me. Dauid fay- 
de vnto Gad: jam in greace cronble: yet 
wyl J rather fallinco $ bande of the LOR- 
DE, foz bis mercy is exceadynge greace, z J 
wil nor fall in tothe handes of men. 

Then dyd theLORDE canfe peftilenceco 
come into Iſtaͤel, ſo that there fell of Iſrael 
thie ſcore z ten thouſa nde mẽ. And God ſent 
theangell to Jeruſalẽ for to deſtroye it. And 
euen inthe deſtruccion the LORDE confide 
red, and be repẽted of the euell, and fayde vn 
tothe angell > deſtroyer: It is ynough,bol 
Senoweby bande, 

The — of the LORDE ſtode beſyde > 
barne of Arnan > Jebuſite. And Damdlif- 
te vp bis eyes,and fare theangell of FLOR 
DE ſtondinge betrvene heauẽ and earth, and 
anaked fiverde in bis bande ſtretched dut o⸗ 
uer Fernfalem. Then Danidand > Elders 
beynge clothed with ſack cloth, feli vpõ their 
faces.2ind Danid fayde wonto God: Am noe 
I he that cauſed the people ro be nembred? 

am he that bath ſynneð and done euell: as 

roz theſe ſhepe what have they done ORDE 
my God, let thine hande be aga ynſt me and 
agaynſt my fathers houſe, and not agaynſt 
shy people to piage chem. 

nd the angell fayde vnto Gad, that he D 

ſhulde ſpeake onto Zaurd, that Dauid ſhul 
de fis'de go vp,zfervp an altare in the bar 
ne of Arnan the Jebuſite. So Danid wente 
wpacordingeto $ worde of Gad, whic be 
fpate inchename of theL ORDE. But whã 
Arnanturnedbim, and ſawe the angell(and 
bis foure fonnes with bim )ebey byd che fe- 
wes: for Arnan throß ſhed wheare. 

Llow whan Damd cameo Arnan, Are 
nan lofed, and was aware of Dawid, and 
wẽte forth out ofthe barne,and worfhip- peo 
Dauid with bis face to the grounde. And 
Danid fayde wnco Arnan : Geneme rowme 
in the barne,to buylde an altare vnto the 
LORDEtherin:foz > fullmoney fhalethom 
geucitme , thatthe plage maye ceaffe frome 
thepeople. 
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Dut Arnan fayde vnto David: Take te 
wnto the, and let my lozde the Eynge Do as 
leafeth bim. Bebolde,chatore geue J fora 
Buncofferyn ge, and thoſe vefjels to the ore, 
and wheatẽe for the meatofferynge, J geue it 
all . Neuertheles che kynge ſayde vnto Ar- 
nan: Not ſo but fo: * fullmoncy wyl J bye 
ft: for that which is thine wyl not Itare foz 
tbe LORDE, and offre a burnte fferynge for 
naughte. 

So Dauid gaue Arnan for ? rowme ſixe 
hundꝛeth Sycles of golde in weight. And 
there buyldeð Dauid an altare vnto ¥ LOR- 
DE, ⁊ offred buratofferynges ⁊ ſlaynoffer yn 
ges.2nd whan be called vps the LORDE,be 
Berde bim thorow the fyze from heauẽ vpon 

$ alcave of che burncofferynge.2ind * LOR 
DE fayde vnto che angell,that be ſhulde put 
bis ſwerde into bis ſheeth. 


At the famecyme whã Danid fare, that 
theL ORDE bad herde him vpon the corne 
fioore of Arnan * Jebuſite. he dyd ſacrifice 
there. Foz * habitacien of *ð LORDE which 
Moſes bad made inthe wyldernes, anð the 
alcare of burncofferyngcs, was at that ty · 
meinthe bye place at Gibeon. But David 
coulde noe go thither to fete God before it, 
for be feared the fiverde of the LORDES an- 
geil. And Dawid fayde: » Here ſhal be * how 
jeof God $ LORDE,anbdchisthe aleare of 
burncofferynges for Iſtael. 
The XXIil. Chapter. 

Ld Danid cSmaundedco gatherto- 

gether theftraungers that were in > 

londe of Iſtael, and appoynted ma- 
ſons to bewe ſtone foz the buyldinge of the 
houſe of God. And Dawid prepared mod 
yz20n for nales in chedores of the poztes,and 
for foch thinges as were tobe naled toge- 
ther, and ſo moch biaffe, thatis was not to 
be weyed: and Cedze trees innumerable:foz 
they of Sidon z Tyze brought Damd mod 
Cedze tymbꝛe: for Dauid chong hre,Salem> 
my fonne is but a childe and cender: But the 
houſe that [hal be buylded vnto the LORDE, 
flbal be greate, thatbis name z pzayfe maye 
becralted in all londes , therfore wyl J pro⸗ 
uyde for bim.So Dauid made greate prouy 
fion befeze bis death. 

And he called Salomon bis fonne,z com- 
mau.ded bim to bu ylde che houfé of LOR’ 
DE Gov of Firacl,and fayde vnto him: My 
fonne,* J wasminded to buylde an boufe vñ 
to the name of che LORDEmy God, but the 
worde of } LORDE came vnto me, andfay 
de: Thou haſt ſhed moch bloude, and firyc- 
ten many battayls, therfore ſhalt thou not 


buylde an houſe vnto my name, for as moch 
as thou haſt ſhed ſo mod) bloude vpon the 
earth before mẽ. Beholde, the ſonne which 
fhalbe borne vnto the. ſhal be a quyete mant 
and J wyl cauſe himto beinreft from al bis 
enemies on eueryſyde, for bis name ſhalbe 
Salomon : foz J wyll gene peace and reſt v 
pon Iſtael as longe as be lyucth. He ſhal 
buylde an boufe onto my name. de fal be 
my ſonne, and J wyll be bis facber. And J 
wyl ſtablyſhe $ ſeate of bis Eyngoome vps 
Ifrael for euer. 

Llow my ſonne the LORDE fhalbewyth € 
the, and chon ſhalt profpere,chat thou may 
eſt buyloe an bonfe wnto the LORDE thy 
God, acordynge ashe hath [poten of the. 
The LORDE alfo fal geue the wyfoome z 
wnderftondynge, and fhal commytre Iſraei 
wnto the, chat thou mayeft kepe the lawe of 
the LORDE thy God. But then fhal chow 
profpere, yftbou tate bede co do afterche 
drdynaunces and lawes which the LO RDE 
commanded Moſes onto Iſrael. Be ſtron · 
ge, and take a good corage vntothe, feare 
not, and be not fa ynt harted. Behoide, J 
bane in my pouerte prouyded for the houfe 
ofthe LORDE, an hundreth choufanve ta- 
lentes of golde, anda thouſande cymes a 
thouſande talentes of ſyluer and bzaffe and 
* without nombre: foz there is ſo moch 
ofit. 

And cymbze and fEone hane J prepared, 
thou ma yeſt get moze therof. yok baft 
many wozEmen alſo meſons and carpenters 
in ſtone andcymber, and all mane: of men 
that bane vnderſtondinge in all worke off 
golde, fyluer,bzaffe, and yron witbont nom- 
bre. Met get the vp, and bedoynge andthe 
LORDE ſhal be with the. 

And David commannded all the rulers 
of 3frael, to belpe Salomon bis fonne, and 
ſayde: Is northe LORDE youre Gov with 
you,and bath geuen you refé on enery ſyde? 
for be bath delyueredebe inhabiters of the 
londe inco youre bandes , and the londe ĩs 
ſubdued before the LORDE and before bis 
people. Geue ouer youre bert now therfore 
aud youre (oule, to ſeke the LORDE youre 
God, and gee you vp, and buylde a Gane- 
tuary ontecbeL OR DE God,that che Arke 
ofthe couenaunt ofthe L ORDE andthe bo 
ly veffels of God, maye be brought in tothe 
boufe, which fhalbe buylded vncothe name 
oftbeL ORDE.So Danid made Salomon 
bis ſonne kynge ouer Iſrael whan be himſel 
fe was olde and badlyned ynough. 

The llll.Chapter. 
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lo Dauid gathered allebe rulers in 
A Iſrael cogetber, and the preſtes z Le- 

nites, to nombꝛe ꝰ Leuites fromebir 
tie yeare olde z aboue. And F nombrꝛe of thẽ 
cwhich were firége men) frd heade to beade, 
waseight and thirtie thoufande :of whens 
there were fourez twentie thouſande, which 
dyd cheir diligence in che worke ouer F bow 
feof the LORDE, and fire thouſande cfficers 
and Judges, and foure thouſande porters, 
foure thouſande that ſonge prayſes vnto > 
LORDE with inftrumentes, which he had ma 
de to ſynge prayſe with all. 

And Dauid made che ordinaunce amon 
ge the children of Leui, namely amõge Ger 
fon, Kahath z Merari. The Gerfonites we- 
re: Laedan and Simei. The children of Lae 
—— firſt, Jehiel, Sethan and Joel, the · 

ꝛe. 

The childꝛen of Simei were: Salomich, 
Hafiel and Haran, theſe thre Theſe were the 
chefe amonge the fathers of Laedan. The- 
ſe alſo were the childien of Simei: Jahath. 
Sina, Jeus and Bria, theſe foure were Si- 
meis children alſo. Jabath was the fift,Si- 
na the feconde. As for Feus and Bria, they 
badnoemany childzé, therfore werethey coe 
ted but fo2 one fathers boule. 

* Thechildzé of BRabath were:Amram, 
Jezehar, Hebꝛron and Vfiel, chee foure. The 
hildzé of Amram were: Aaron and Moſes. 
* 2s foz Aaron,be was feparated,to be fane 
tified for che Moſt holy, be z bis ſonnes for 
eucr to byrne incenfe before the L ORDE,z 
tomynifter and blefjein > mame of the LOR 
DE foz euermore. And the children of Moſes 
theman of God were named amonge > try 
be of the Leuites. « The hildzé of Moles 
were Gerfon and Elieſer. 

The hildzen of Gerfon, the fyrſt was Ge 
buel. The children of Elieſer, che fyrſt was 
Rebabia z Elieſer had none orber children. 
Dut childrẽ of Rebabia were many ther 
oner. The children of Jezehar were: Galos 
mith the fyrſt. Che children of Hebron were: 
‘Feria che fyrſt, Amaria the feconde, Jaba- 
ficl the thirdc and Jakmeam } fourth. The 
childzen of Vſiel were : Micha the fyrſt and 
Deſia the feconde. 

Che children of Merari were : Wabeliz 
Muſi. Thechildzen of Maheli were: Elea⸗ 
ſar and Cis. And Eleaſar dyed, and had no 
fonnes but doughters. And the children of 
Cis their brethꝛen robe them. The children of 
Muſi were: Maheli, Eder and Jere moth. 
theſe thre. Theſe are the childrenof Lenia- 
monge their fathers houſes, and the chefeſt 
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ofthe fathers, which were counted after the 
nombze of $ names beade by heave: whidy 
executed the worke of the offices inthe bow 
feof che LORDE* from thirtie yeare olde ⁊ 
aboue. Foz Dauid ſa yde: Che LORDEGod 
of Ifrael bath geuen bis people reff, z ſhall 
dwell at Jeruſalem for ener. 

Amonge F Lenicesalfo rere che childꝛẽ 
of Leni nombred from thirtie yeare olde and 
aboue, «that they nedednot to beare * Ha 
bicacion with allche veffels of cheir office, 
but acordinge to ? laſt wordes ef Dauid, p?* 
they ſhulde ſtonde vnder the hande of the 
childzen of Aaron, co myniſter in che houſe 
Of the LORDE in the courte, and coche cheſ⸗ 
tes, and for purifyenge, and to all mancr of 
fanctifyenge, andco enery worke of the offi- 
ce inthe houſe of God. And for $ ſhe wbred. 
for the fyne floure, for themeatoffrynge, for 
the vnleuended wafers, forthe pannes , for 
> fryenge,and foz all maner of weightand 
A be «And in chemomynge co ftonde for 
to gene chantes and to pzayfe tbe LORDE, 
and inthe cuenyngelitemyle. And vpon all 
Sabbathes, Sicremones and feaftes to of⸗ 
fre all che burntofferynges onto the LOROE, 
acordinge tothe nombie and ordre, allwaye 
before the LORDE:to wayte vpon the Taber 
nacle of witneffe and of the G&ctuary, and 
vpon their brethrẽ the childꝛen of Aaron, to 
mynifter in the boule of the LORDE. 

The XV. Chapter. 

—mep His was F ordinaunce of the childꝛẽ 
% of Aaron. + The childzen of Aaron 

were, Nadab; Abibu, Eleajarand 
Ithamar. Suc Nadab and Abibu dyed be 
fore theit facbers, and bad nochildzen. And 
Eleafar and Ithamar were preſtes. And 
Damd ordred chem after his maner: Sadoc 
out of the children of Eleafar, and Ahime 
lech out of the childien of Ithamar, acoz- 
dingeto their nombie and office. Andehe- 
re were mo chefe firongemen founde amon 
ge the children of Eleaſar, then che children 
of Ithamar. And be oxdeyned them efter 
this maner:namely, firtene out of ? childrẽ 
of Eleaſar co be rulers thorow out their fa- 
thers houſe:⁊ eight of the childzen of Itha⸗ 
mar thorow ont ebeir facbers houſe. Neuer⸗ 
theles be orde yned chem by lot,becanfe that 
both the pzyncipall of the cildzen of Elea 
ſar anð of Ithamar were in Sanctuary, 
and chefe before God. And the Serybe Ge- 
meia the fonne of Nethaneel one of the Le 
wives, wrote them vp before * Eynge and be 
forethe rulers,and before SGadocthe preſt, 
before Ahimelech ehe fonne of Abiachar,z 
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before the chefe of the fathers amonge the 
preftes z Lenites : namely one fatbers houſe 

for Eleafar,and the other for It hamat. 
BSAnd the firfloc fell vpon Hoiarib,cbhe ſe· 
conde vpon Jedana, the chirde vps Harim 
the fourth vpon Seorim.the fifth vps Mai 
ia, the ſirte vpon Meiamin, the feuenth 
vpon datos, the eight vpon * Abia, the 
nyenth vpon Jeſua, the tenth vpon Sechs 
nia,cheeleuench vpon Eliafib,che twolucth 
vpon Jatim, che thirteenth vpon Hupa, the 
ourtenth vpon Tefebeab, the fiftench vpon 
lga, the fircenth vpon Immet, che fenen- 
tenth vpon efir,che eightenth vpon dapt- 
3e3, the nyencenth vpon pecbabia,cbhe twen- 
tieth vpon Jeheßkel thẽ one and crventieth 
vpon Jachin, the two z twentieth vpon Sa 
mul,the thre z twentieth vps Dalaia, > fow 
se and twentieth vpõ Maaſia. This ts their 
courfe after their office,co go into the ben- 
feof che LORDE, acordinge to their maner 
wnder their facber Aaron, asthe LORDE 

Godof Iſrael commaunded him. 

Of che children of Leui amongethe hil 
dien of Amram,was Subael. Amonge the 
€ chilvzen of Subsel, was Johdea . Amonge 

the childzen of BRebabia, was firſt Jeſia. 

Amonge the Jeʒeharites was Gelomoth. 

Amonge the hildzen of Selomoch was Ya 

bath.Che childzens of Hebron were: Feria y 

firfE, Amaria che feconde, Jehaſiel che chir- 

de, Jakneam the fourth. 

Fhe childzen of Vſiel were:MFidha.Amsd 
gethe children of Micha was Samiz. The 
brother of Micha was Jeſia. Amonge the 
childzen of Jeſia was Zacharias. The chil- 
dren Of erari were: Maheli ⁊ Muſi. who 
fe fonne was Jaeſia. The childié of Merari 
of bis ſonne Jaeſia were: Sobam, Gacurz 
Ibri abel ad Eleaſar: for be bad no ſon 
hes. Of Cis, the childzen of Cis were: Jerah 
meel and Mufi. The cdhildien of Muſi were, 
Wiabeli, ver and Jeremoth. Theſe are tbe 
childzé of  Leuites thozow ont $ Houle of 
their fathers And the loc was caft for them 
alfo befyde their brethren the children of Aa 
¥on,in the pzefence of kynge Dauid and Sa- 
Docand Ahimelech, andbeforethe chefe fa⸗ 
thers amonge the preftes z Lenites, as well 
forthe ieeſt brother as for the cefeftamon- 
ge the fathers. 

The XXVI. Chapter. 
a Ld Danid with che chefe captaynes 
Of fandered tothe offices amonge F chil 
dé of Affaph, Heman ⁊ Fedithun F 
prophetes with barpes, pſalteries z Cymba 
les, and they were nombred vnto rhe works 
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acord ynge to their offyce. Amonge the dil- 
drẽ of Aſſaph was — *3 
nia, Afarela,childzé of Aſſaph onderAffaph 
w bid) propbecyed beſyde 7 kynge. Of Jedi 
thun: Che children of Jedithun were, Geda 
lia Bort, Jeſaia, Hafabia, Mathit hia(Simei) 
thefé fire vnder theit fat her Jedithun xb bar 
pes, whoſe prophecienge was co geue than- 
Ees end co praiſe the LRDE Of Heman:Che 
children of Seman were Bukia, Wathania; 
Vfiel Sebuel, Yerimoch, manania, Danan, 
Sliat ha, Silt hi. Romamebiefer, Jaßbakſa 
Miallochi, Hothir and Meheſtoth. All theſẽ 
were the children of Hema the kynges Seer 
inthe Dordes of God to lyfte vp the horne: 
for God gaue Heman fourtene ſonnes z thre 
daughters. 

All chefe were onder their fathers Aſſaphh B 
¶Jedit hun and deman,co ſynge in che boufe 
of the LORDE with Cymbales, pfalteries z 
—— ge tothe office in the houſẽ 
Of God befype che kynge. And their nombie 
with cheir brechren, whic) were taughte in 
the fonge of the LORDE Cenery one banynge 
wnderftondinge) was two hundꝛeth z eight 
and foure (Core. And they café the *lortes o- 
ner theit offyce, forthe leeſt as for tye grear 
eff, for —— as ſor the fcolar, 

And the Lot fell vps Joſeph which 
was of Aſſaphrrhe ſeconde vps Gedolia wb 
bis brethze and fonnes,of whom there were 
twolve.Chethirve vps Sacur with bis orn 
nes z bretbré,of whõ there weretwolue. The 
fourch vpon Jezri with bis ſonnes and bre- 
thren,of whom there were cwolue. Che fyfth 
vps Clechania with bis formes and bierbié, 
of whom there were twolue. The ſyrte C 
vpon Butia with bisfonnes and brethren, 
of whom there were twolue. The feuenth 
vpon Fefteela with bis fonnes and brethzé, 
of whom there were twolne. The cighte 
vpon Jeſaia roith bis forines and brethren. 
of whom there were twolue. The nyenth 
vpon Mathania with bis formes and bre- 
thé, of whom chere were twolne. Che tently 
vpon Simei with bis fonnes and bretbzer, 
of whom there were twolue. The eleuenth 
vpon Airacel with bis formes and brethren. 
Of whom there were twolue. The twolueth 
vpon Haſabia with his ſonnes and brethrẽ 
of whom there were cwolue. Che thirtenth 
vpon Subael with bis fonnes and brethren, 
of whom chere were twolue. The fourtenth 
vpon Mathithia with bis ſonnes ⁊ brethrẽ 
of whom chere were twolue. The fyftenth 
vpd Jeremoth with bis ſonnes and brethrẽ 
of whom therewere twolne. Chefyreeny D 
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pon Anania with bis ſonnes and brethren 
of robem chere were twolue. Che ſeuentẽth 
vpon Jaßbet aſa with bis fonnes z brethren 
of whom there were cwolue. Che eightenth 
vpon Hanani with bis formes and drethrẽ. 
of: whomthere were twolue. The nyententh 
vpon Mallot hi with bis ſonnes z brethꝛen. 
of whom there were twolue. The twentieth 
vpon Eliatha with bis ſonnes and brethrẽ 
oF: whom there weretwoluc. The one z ewe 
tiet h vpon Hot hir with bis fonnes z brethrẽ 
of whom there weretwole. The two and 
trventieth vpon Gidalehi with bis fonnes z 
bretbzen,of whom there were twolue. The 
thie and twentieth vpon Meheſioth with 
bis fonnes and brethren of whem there were 
twolue. The foure and twẽt yet h vpon Ro- 
mamt hieſer with bis ſonnes and brꝛet hren, of 
whom there were twolue. 
The Xxvu.Chapter. 

a § the ordinaũces of the dorekepers 
Amongethe Korahytes was Me⸗ 
felemia of the childzen of A ffaph. 

Fhe children of Meſelema were thefe: ehe 
fyſtboꝛne Zacharias, the feconde Fediael, > 
thirde Sebadia,the fourth Jathniel,¥ fifsh 
Elam.che ſixte Fobanan, the ſeuenth Ehiec- 
nai. The dildzen of ObedEdom were tkefe: 
the fixftboine Semaic the Econde Fefabad 
the thirde Foab,che forrth Gachur, ¥ fyftb 
Llethaneel, the fire Ammiel, the feuench 
“Sfachar, the eight pegulebat : for God had 
dleſſed him. And vnto Semata bio fonne 
there were fonnes bozne alfo, which bare rule 
in the boule of cheir facbers : for they were 
mightie valeaunt men. Che childzen of Se- 
mata were, Athm, Rephael, Obed andEL 
fabad, whofe bretbzen were valeannt men, 
Elihu and Semachia : all theſe were of the 
childzen of ObedEdom Mefelemia had hil 
dren and bretbzen whic) were fironge men, 
euen eightene. 

BBoſſa of che childꝛen of Merari had chil · 
dren, Simrithe che feſt: for ¥ fyrſtborne was 
not there, therfore dyd bis fatber appoynte 
bim to be chefeft, the fecdde Helchias, ¥ ehir- 
de Tebalia, fourth Zacharias. Allebe dil 
dren and bretbren of Hoffa were thirtene. 

This ts the ordinaunce of the doretepers 
amonge the heaves of the valeauntmen in 
the offyce beſyde their bzetbren,to mynifter 
in the bonfe of the LORDE. And the lot was 
café for the ſmall as for $ greate thozow ont 
the boule of chetr fathers at enery dore The 
lot cowarde the Eaſt fell vpon Hiclelemia. 
ind the lot was café for Sacharias bis fon- 
ne, which was aman of prudent councell,z 
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vnto bim it fell towarde the North: Bue wt 
to ObcdsEvom rowardethe South, ano co 
bis fonnes beſyde the boule of Eſupim. And 
nto Supim and Hoffa cowardethe Weft 
bythe gace of Salechet inthe firete of the 
burncofferinges where che tabernacles tor 
Detogether. 

Towarde the Laff weretherefireof the C 
Leuites. Towarde the north foure on Y daie 
tyme. Towarde the ſouth foure on the daye 
feafon likewyſe. Beſyde Eſupim two ztwo. 
Dy Parbar weſtwarde were there foure in 
inthe firete, and two beſyde Parbar. Theſe 
aretbe ordinaunces of the dorekepers amon 
ge the children of the Korahites, and che 
childzen of Merari.Of the Leuites, was A⸗ 
bia ouer the treaſures of the boufe of Goo, 
and ouer the treaſures that were fanctifyed. 

Of the children of Lacdan,the childze of 
the Gerfonites. O fLacdan were thefe the 
beades of the fathers,namely  Tebtelites. 
The children of the Yebielites were, Gethz 
and bis bother Joel ouer the treaſures of 
the bonfe of the LORDE.Amongethe Amra 
nates , Gesebarites , Hebzonites and Vficli- 
tes, was Scbuel the fonne of Gerfon the fon 
ne of MFofes,prynce ouer the treaſures. His 
brother Elieſer bad a fonne Rebabia, who 
fe forme was Jeſaia, whofe fomne was Joꝛã. 
whole ſonne was Sichii, whoſe fonne was 
Selemith : the fame Gelomith and bis bie- 
thien were ouer all the treafares of the thin⸗ 
ges that were alowed, which kinge David 
Halowed, and the pzyncipall of the fathers 
amongethe rulers ouer choufandes z ouer 
Hundzeds,and rulers inthe hoof (of warres 
and fpoyles bad chey balowed tt, to repayze D 
thebouk of the LORDE)and onerall $ Ga- 
muel tbe Geer,and Ganitbe fonneofCis,z 
Abnerehe fonneof Ler, and Joab the fonne 
of Zeru Ja had balewid : whatfoener was 
fanctifycd, it was vnder the bande of Gelo- 
mith and bis bret hren. Amonge the Jeze ha⸗ 
rites was Chenaia with bis fonnes for the 
woke without oucr Ffrael, offycers zJud- 
ges.Amongethe Hebronites was Hafabiaz 
bis beethzen,valeaunt men,a thoufande and 
feuen bundzeth,ouer the offyces of Iſtael on 
this ſyde Jorbane weſtwarde for all mance 
worke of the LORDE,and to feruetbetinge. 

But amonge the Hebronites was Jerla 
the chefeft amongethedebzonites of bistin 
redamogethe fathers. And ſearch waͤs ma⸗ 
de amongethem, andin the fortieth yeare 
of kynge Dawid there were founde valeaũt 
men at Zaeſer in Gilead, and their brethren 
mnightic men, two thonfande and ſtuen hun⸗ 
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dreth prynctpall fathers , and Dawid fee che 

ouer che Rubenites,Gadvdices,and cuer the 

baife crybe of Manaſſes, for all (och buſynes 
as belonged vnto God andebeEynge. 
The XXVIL Chapter. 

A de children of Iſtael acordinge to 
—* their nombre, were heades of the fa- 
thers,and ouer choujandes and ouer 
bundieds, z officers wa ytinge vpen che kyn 
ge, co goof z on after their courfe cuerymo 
nech one,in all * moneches of ? yeare.Eue- 

ry courfe bad foure z twentye choufande. 

Over che firft courfe of che firfé monech, 
was Jaſebeam > jonne of Sabdiel. and vn 
ver bis courfe were foure and twentye thou 
fande. Of the childzen of Phares was the 
pryncipall amonge allebe che fe captaynes 
inthe fee moneth. 

Quer che courjé of the feconde moneth 
was Dodaithe Ahobite,and Mikloth was 
the prynce ouer bis courfé . And onder bis 
courfe were foureand twencye thouſande. 

The chirde pzyncipall captayne of the 
thirde monech, was Benaia be fonneof Fo 
inde@ F preft,and vn der bis courfé were for 
regndtwentyc thouſande. · Chis is p Be 
naia the Worthie amonge thirtie and aboue 
thirtie And bis courſe was vnder his ſonne 
Ammi Sabad. 

The fourth in * fourth moneth was Aſa 
bel che brother of Joab, and Sabadia bis 
fonneafeer him, and vnder bis courfé were 
foure and twwent ye thonfande. 

The fife in che fife monech was Game 
buch che Fefrabice,and under bis courfe we 
re foure andewentye chouſande. 

Thefirre in the ſirte monech, was Fra F 
foune of Ickes the Checoite, and wonder bis 
courfe were foure and twent ye thouſande. 

The ſeuenth in che feuenth moneth , was 
Heles che Pelonite of che childsen of Sphra 
tn,and vnder bis courſe were foure and twẽ 
tye choufande. 

The eight inthe eight moneth. was Sibe 
char che Huſathite of * Sarehites, and vnu⸗ 
der bis courſe were foure and twent ye thou 

nde. 

The nyenth in the nyenth moneth, was 
Abiejer the Bneorbice of the childꝛẽ of Fe 
mini,z wnder bis courfe were foure and twẽ · 
tye chouſande. 

The tenth inehe tenth moneth, was Ma 
herat the Netophatite of the Serabices, 
and onder bis conrfe were foure and twen · 
tye thoufande. 

The eleuench in the eleuẽth moneth, was 
Densiache pirgarbonite of che children of 
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Ephꝛaim, and vnder his courſe were foure 
and croentye chonfande, 

Che ewoluech in che twolueth meneth 
was Heldai $ Netophatite of Acbhniel,and 
wonder bis courfe were foure and twent ye 
thouſeade. 

Ouer che trybes of Iſrael were theſe: A⸗ C 
mon ge che Rubenites was Prynce Elieſer 
the ſonne of Sichzi. Amonge che Simeont- 
nites was Sepbatia the fonne of Maecha. 
Amonge the Leuites was Hafabia che fon- 
ne of Kemuel. Amongeche Aaronites was 
Sadoc.Amdge Juda was Elihu one of Da 
uids bretbzen. Amonge Iſachar was Amit 
the fonne of Michael. Amonge Fabuld was 
Eſmaia the fonne of Obadia. Amonge 
Nephtali was Jeremoth the fone of Aſ⸗ 
riel · Amongethe dildzen of Ephzaim was 
Hoſea che fonne of Alafia. Amonge che balfe 
trybe of Manaſſes was Joel the fonne oF 

aia. Amouge che halfe crybe of Manaſ? 

jes inGilead was Jeddo che fonne of sade 
vias. Amonge Ben Jamin was Jaeſiel che 
fonne of Abner. Amonge Dan was Afarcel 
the fonne of Jerobam. Theſe are che princes 
of thecrybes of Iſtael. 

Buc Dauid coke notthe nombre of them 
thac were twent ye yeare olde and chere vit- 
der: for the LOR DEbad promyfed co multi- 
plye Iſraͤel asthe fiarres of the ßkie. · How 

it Joab che fonne of Seruia bad begonne 
tonombze thems, and perfourmed it noc: for 
there came wꝛath vpon Iſrael for the fame 
canfe,cherfoze came not the nombre into * 
Cronicies of kynge Dauid. 

Guer che kynges treafares was Afina. BD 
ueth the ſonne of Adiel. And ouer the treafir- 
tes in che lode, in the cities, vyllages anv caſ⸗ 
tels was Jonathan che ſonne of Vſia. Ouer 
the huß bãndmen to cyll the londe was Eſti 
the ſonne of Chelab. Ouer the vynyardes 
was Simei the Ramat hite. Ouer the wyne 
Cellers and treaſures of wyne was Gabot 
the Sipbunice. O uerthe oyle gardens and 
Molberytrees in the lowe felves,was Baak 
Hanan the Gaderice, Oner che treaſure of 
the oyle was Sous. Ouer f orenof che pal 
ture at Garon was Gitar the Saronite. 
Quer the oxen inthe valleys was Saphath 
the fonne of Adlai. 

Ouer che Camels was Obil ehe Iſmae⸗ 
lite. Quer the affes was Jehethia the Wie- 
ronotbite. Ouer the fhepe was Jaſis the 
Hagarice. All chefé were rulers oner Eyn- 
ge Dauids goodes. Jonathan Dauids on- 
cle was of the councell a wyſe man anda 


ferybe. And Zehiel che forme of Hachmont 
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uReisd was with the Eynges children. Achitophel 
allo was of che kynges councell . Huſai the 
Arachite was che Finges frende. After Aci 
topbel was Yoiada $ forme of Benaia and 
Abiachar.As for Goad, he was the Eynges 
chefe captayne of warre, 
Che XL. Chapter. 

a Ltd David gathered vnto Jeruſalem 
all the rulers of Hfiael, namely ¥ pryn 
ces of the erybes ,cherulers oner che 

courſes, which wayted vpon the kynge, the 
captaynes ouer thoͤuſandes and oucr bun- 
dreds, che rulers oner the goodes and catell 
of the Eynge and of bis jonnes,withebe chã 
berlaines,rwairyers and valeaunt men. And 
Dauid che kynge ove vp vpon bis fere,and 
ſaide: Heare me my brethren and my people: 
«J was myndedto buylde an boule, where 
the Arte of che conenaunt of the LORDE 
ſhulde reft, anda fore ftole for the fere of 
oure God, and prepared my felfe fez co buyl- 
de, But God ſayde vnto nie: Theu ſhalt not 
buylde an houſe vnto my name, fo: ben art 
aman of warre, and baft [hed bloude. 
*Llow bath che LORDE Godof Iſtael 
chofen me out of all my fathers houſe v J 
[hulve be kynge ouer Iſtael· for «jude bath 
he choſen toͤ be the prynce, andin the boule 
of Juda amonge my fathers chilozen hach 
be bad pleaſure vnto me, co mate me Eynce 
ouer all Iſtael: and ambge all my ſonne (fez 
the LORDE bath geuen memany fennes) be 
bath defen Salemon my fonnc,to ſyt vpon 
the feace of the kyngdonie of the LORDE o- 
uer Iſtael, and bach fayde onto me: GS elo- 
mon thy fonne [hall buylve me an houſt and 
nry conrtes : foz J baue choſen bim co be mz 
fonne,z J wil be bis facber, z wyil ſtabliſhe 
bis Eyngoome for ener, yf be be con to 
Doafter my commanndementes and Lawes, 
as itis this Daye. Mew in the fighc ofall af 
rael the congrenacion ofthe LORDE, and tit 
the eares of oure Ged, fecbat ye obſerue and 
fete all the commaundemétes of the LCRDE 
96 God,thac ye maye poffeffe this rood len 
de and that ye and youre chiidren maie bane 
> inbertcaunce therof for ener, 
C = Andehoumy forme Galems,fnowe chew 
" the God of thy facber, and ferne bim with 
all thy bere,and with che defyze of chy foule: 
fo2 the LORDE fearchetb all bertes , and vn ⸗ 
derftondeth all chongbtes z ymaginacions 
Rf thou ſeke him, chou fhale fynde bim:bue 
of chow forſake bim,be hall refufe che for e⸗ 
wer. Cake hede nore, for the LORDE bath cho 
ſen che, co buyloe an boule to be tbe Sãctua 
ryrbe fironge,and make it. 


Re.⸗. a 


a. Pot.a⸗. b 


1 Par.ig.b 
e-Par.6.b 


Che xxix. Chap, 


And David gave Salomon bis forme « 
patrone of the pozdye,and of bis houſe, and 
of the celles and perlers and ynnermer chã⸗ 
bers, and of the boule of che Mercyſeate, z 
of all chatbe had in bis mynde, namcly of 
the cource of the LORDES boufe, and of all 
the oratories rounde abouce che treaſures in 
¥ Houle of Gov, and of the treaſures of ſoch 
thinges as were halorved, of the oxdinaun- 
ces of the pzeftes,and Lenites, andofail > 
buſyneſſe of che offyces in the boule of che 
LORDE. 


Golde( gaue he him after ¥ golde weight D 
for all maner of veſſels of euery offyce , and 
all ſiluer ornamentes after the weight for all 
maner of vefjell of eucry effyce:and weight 
for the golden candil ſtickes and golden lant 

es, for enery candiiſtycke and bis lampes 
Bis weight:likewyſe for the ſiluer candilftic- 
kes gaue he the weight to the candilſticke z 
bis lampes,acozdynge as was requyred for 
enery candilftycPe. He gaue golde alfe fo: * 
tables of the flherwbied, for euery table bis 
weight:and ſyluer lyfe wiſe for che ſyluer ta 
bles. And pure golde for the flefhotes , ba- 
fens and cenfozs:and for the golden cuppes, 
vnto enery cuppe bis weight: and foz che fil 
uer cuppes, onto enery cuppe bis weighte: 
and forcbe alcare of incenfe bis weighte, of 
themofé pure golde. 

And a patrone of the charett of the gol- 
den Cherubins, chat they mighte fpzede ont 
them ſelues, and coucrebe Arke of thecouc- 
naunt of the LORDE. Wl this is geuen me is 
wrytinge ofthe bande ofthe LORDE,to ma- 
¥eme onderftonde all the workes of the pa- 
trone. 

And Dauid ſayde vnto Salomõ bis for 
ne: Be thou manly end ſtronge, and mate it, 
feare not,and be not faynebarted,the LOR- 
DEGovmy God fhal be with ehe,and fhall 
not wit hdrawe bis bande, ner fayle the,tyll 
then haue fyniſhed euery worke forthe ſeruy 
ce in the houſe of theL ORDE.Debolode, the 
conrfes of the preſtes and Leuites to allthe 
Offyces inthe houſe of God are with the in 
ecuery worke. and are willinge, and bane wiſ⸗ 
domeẽ to allthe effyces:and fd banc the pry 
ces andall the people for euery thinge that 
thou haſt todo. 

The XXX. Chapter. 
Vid tynge Dawid ſayde vnto allehe A 
congregacion: God bath chofen Ga- 
Tomon ene of my fonnes, which yet is 
ongeandtender. Sut the worke ts greates 
—* it is not a mans palace, but the LORDE 
Sods. et haue J after all my abilite prepa 


E 
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ted vnto the houſe of God, golde forthe veſ⸗ 
fels ef golve, ſyluer for them of ſyluer, braſſe 
fozebem of biaffe, yron for thẽ of yron, woo 
foz them of won, Gnix ſtones, ſet Aubyes, z 
fFones of dyuerſe colonres,z all precious fio 
nes,z Marðle ftones in multitude. Befydes 
this, for che good wyl ? J haue to the hou⸗ 
ſẽ of God, J baue of myne awne proper 
good thre Mtalẽtes of golde of Opbir,z fe 
uen M. talẽtes of pure ſyluer. which J gene 
vnto the holy houſe of God, beſyde all * J 
haue prepared, to duer laye $ walles of the 
bonfe, ỹ che fame whidy ought to be of gol 
de, maye be of golde: z that it which oughe 
to be of fyluer,maye be of fyluer:and for all 
mianer of worke by che bande of the crafteſ⸗ 
men. And who is now fre wyllinge, co fyll 
bis hande this daye unto the LOR DEY 

Then were the pzynces of the fathers, F 
prynces of the trybes of Iſrael, the captay 
nes ouer thouſandes z ouer hundꝛeds, the riz 
lers quer che kynges buſynes, fre wyllinge,z 
gaue to Y myniftracion in the boule of God 
fyue M. calences of golde, and ten M. gul- 
Dens, and ten M. talentes of ſyluer, eightene 
M.talẽtes of braſſe, and an hundꝛed M. ta 
lẽtes of yron. And by whom ſo ever were foũ 
De ſtones, they gaue them co the treaſure of 
the houſe of che ORHE vnder che hãde of 
Ze hiel the Gerfonite. 

And F people were glad chat they were 
fie wyllinge:foz they gaue it wb a good wyll 
(enen with all cheir bere ) vnto the LOR DE. 
And Dautd alfo F Eynge reioy{ed greatly, 
and pza yſed God,and ſayde befozethe who- 
lecongregacion:prayfen be thou © LORDE 
God of Bfracloure father, vnto the belon- 

h worſhippe and power, glozy,victozy ⁊ 
thantes for all chat is in heauen and earch, 
is thine:thine is * Eyngdome,andebeu are 
exalted aboue all prynces. Chine are riches 
and bonoure before thou reigneſt oner all, 
ineby bande confiftech power and mighe, in 
thy hãde is it to make euery man greateand 

onge. 

38 thãke we the oure God, and pra yſe 
¥ name ofthy glozy: Foz who am I?-What 
is my people 7 that we ſhulde be able with a 
fie wyllto ofjte, as this is done? For of the 
commech all, and of thy bande bauc we ge- 
uen it ther· Foz we are but pilgrems ⁊ ſtraũ 
gers before the, as were all oure fat hers. Ou 
relife vpon earth is as a ſhadowe, and bere 
is noabydinge.© LORDE oure God, allthis 
abundaunce that we baue prepared to buyl 
de the an houſẽ vnto thy name, came of thy 
bande, and is chine alitoget her. I knowe my 
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God, that thou tryeſt the hert,and chat vn⸗ 
faynednes is acceptable onto the : therfore 
bane J geuẽ all this with an onfayned bert, 
ent with a good wyll, and now baueFbad 
toyeto fe thy people( which bere are pxfent) 
offre with a fre wyll onto the. OLORDE 
Godof oure fathers Abraham, Iſaac, ⁊ Gf 
reel, Eepethou cuermore [ody purpofes and 
thougbres in ? bertes of thy people,z prepa 
retbou their bertes vnto the. Andgraunce 
my fonne Salomon a perfecte bert, that be 
maye Eepe thy cOmaundementes, thy tefti- 
monies,z thy ſtatutes, that be maye do ail, 
buylde this palace, which J banc prepared. 

And Danid fayde onto che whole cSgre- 
gacion:® prayſe the ORDE yo God. And 
all the cõgregacion prayed $ LORDE God 
of their facbers,z bored them felves,z woz 
fhipped the LORDE zthen the Eynge, and 
— ſacrifices ie —— And on 

nexte morow offredthey burntofferynges, 
a M. bullockes, a M. rames, a i 
their deynEofferynges ,z Epos offred 
they amongẽ all Iſtaei. And they ate and 
dranke the fame dãie be fore the LORDE with 
greatcioye, and made Salemon the ſonne of 
Dauid kynge F feconde tyme and ano ynteð 
him to be $ prynce forthe LORDE. Sa⸗ 
docto bethe preſt. 

«Thus fat Salomon vpon the ſeate ofy 
LORDEEynge in bis fathers ficade,z prof> 
EE And all Iſtael obeyed bim,z all F ru 

ers zmightie men, z alltynge Danids chil- 
dzenfubmytted chemfelues onto tynge Sa- 
lomon. And $ LORDE made Salomon excel 
lent ⁊ greate in } fighteof all Sfratt, «and 
gaue bim [och a glozious Eyngdome, as no- 
ne bad before him ouer Ffrael. 

So bad Danid now bene kynge over all 
¶IArael And F tymethat he was Eynge ouce 
Iſrael. is fortye yeares : Ae Hebron reigned 
be feuen yeare,and at Jeruſalem thre zebir- 
tie yeare,z dyed ina good age, fullof dayes, 
riches andbonoure. And Salomon bis ſon 
ne was kynge in bis ſteade. 

Thefeactes of Eynge Danid(beeh fuſt 
and laff) bebolde, they are wrytten amonge 
the actes of Samuel the Seer,and amonge 
the actes of the prophet Piatban,and ams 
gethe actes of Gad the Seer, with all bis 
Eyngdome, power andtymes which paffed 
onder bim, both vpon Iſtael z vpon all the 
Eyngodomes of the earth. 


The ende of the firſt boke of 
the Cronicles. 
a9 


The ij. bok of che Cronicles. 
Dhe ſeconde bo⸗ 


ke of che Crotiteles, 


called Paralipomenon. 


What this boke conteyneth. 
hap. I. Of the Fyngvome of Salomon, to 
Mobo the LOR DE appeareth and Salonion 
maketh bis prarer vnco bim. 
ap. I. How Salomon venyfeth to buylde 
the rempleof theLOR DE. 


Chap. mt. How he begynneth to buylde andaf 
rer what fagfbion. 
Chap. Ul. Othe ozuame ntes of the temple. 


Shap. — The Arke is broughte in to the tem · 
le . 
‘an VI.  SalomonfpeaFeth vnto the people 
prayfeth God,and befeFeth bimrobeare fod) 
as mate their pzayer inthe temple. 
p- VI. The fyzecommeth from heauen er 
‘confuuneth the facrifice. The Epnge & thepeo 
ple offre. The LOR DE appearerh vnto Salo- 
mon and promyfeth toheare him. 
. VI. Salomon buyloeth cities and ſub ⸗ 
Duet the Zepthen.Ofbiscapraynes andof 


bis wife. 

Chap. 1X. The Quene of Saba baingeth prefer. 
‘tes unto Salomon,¢ seceaueth giftes of him. 
Salomon dyeth. 

Chap. x. Roboam oppeefiynge the people,ma 

Feth them to fall awaye from bim. 

Chap. Xl. The LORDE wil norfuffre Roboam 

Eynge of Juda Be Jamin to fighte agaynje 

— Se buyloeth cities. 

- XU. Roboam forfateth the lawe of the 
LOR De . The Fynge of Egipte commeth vpon 
bim. The LOR DE delynereth hiss. 

Chap. Xu. Of Abiac Feroboam © their war 

Chap. Xl. XV. OFFyrige Afa- (res. 

Chap. XVi. Baefa cdmeth vp againſt Ala whidy 
‘agrecth with bins,therforers he 2ebuk ed. 

Chap. XVI. Of the reigne of Fofaphar. 

Chap. XVil. Fofaphar maketh frendfhippewith 
‘Adpab, and helpeth bin to fight- 

Chap. XIX. Feby rebubeth Fofaphat for helpyn 
ge the vngooly. Fofaphat amenderh, and ly- 
weth well. 

Chap. XX. The Moabites e Ammonites with 
the Syrians and Edomites go forth agaynjt 
Joſaphat. which prayeth vntõ God, anð he hel 
per bin. 

Chop. XxI. Fofaphatdyeth Joram his ſonne is 
made Pynge , flayeth bis bacthzen and forfa- 
Feth the LOR DE. Edom falleth awaye from 
Suda. God punyfieth Joram. 

Chap. Xx. Dchofias is made Finge, andraFeth 
‘partewith habs fonne. 

Chap. XX. Fotada maketh Joas kynge, e com- 
imaundeth to flaye Arbaliz. 

Chap. XXIII. Whyle Jore da lyucth kynge Joas 
Doth well, but after bis death he forfak cth the 
LOR DE: 2nd becaufe Sacharias reprcueth 

bim,be cSmaundeth to frone bim to death Bis 
ane fernauntes Eyl bim vpon bis bed. 

Chap. XXV. Of Eywge Amafias whic finyteth 
theEdomites fe worfhipperh their Fdols, 
therfore the prophet reproncth him. Ze wyll 
neves fight with the Fynge of Sfeael,whid)o- 
uercemmeth bim eandtaFeth him. 

Chap. xxvi. Of kynge Ofias other wrſe called 


oa 


fp 
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Yſa o2Asarias: of hisbuyloinges, © how he 
became leper for bis prefumpcion. 

Chap. XXVU. OF Forhams reigne,of bis buyloin- 
Ges,and of biswarres. 

Chap- XXViul. Of thewicenFyngeAdas. 

Chap. XXIX. XXX. XXXI. Of the verteous kyn 
GesEsechias,and of bis nobleactes- 

Chap. XXXit. Sennaderiblayeth ſege to Jeruſa · 
— ———— 
erib threateeth,but the LOR DE delywererly 
Jude. Lsedas ts fickeand recouereth. 

Chap. XXXul.Qfrbe reigne of Manaffes, and of 
bisamendment frombis widednes.O fEynge 
Ammon bis fonne. 

yap. XXXUI. XXXV. Of rhe reigne and moſt 
‘vertuous actes of kynge JoGas , and of bis 


Death. 
Chap. XXXVI.Thie monethes reigneth Yondas, 
after whom reignerhsEliadim orber myfe c 
led Foadim, whom tabudovonofozca riety 
nto Babilon,qnd in bis fteade reigneth For- 
himbis fonne,wbich alfo is led awaye captay 
ne vnto Habilon. Sededpiasis made tynge, 
andat the laft caricd awaye preſoner with ald 
thepeople,and Jeruſalem deftroyed. 


The firfF Chaprer. 


= Gov was with bim, z 
gE made bim exceadinge 
h Greate. And Salomon 
r * ſpabe vnto all Ffrael, 
to the captaynes ouer thouſandes and ouer 
hundreds, to the Judges, and to all * pryn 
ces int Iſtael, anð to the che feſt fachers, fo 
that they wente (Salomon andthe whole 
congregacion with hin) vnto the bye place 
wobicd was at Gibea:* for there was ¥ Ta 
bernacle of ¥ witneffe of God, « which Mo 
fes che feruaunt of the LORDE had made 
in > wylderneffe. * For: David bad bioughe 
vp the Arke of God from Kiriath Jarim, 
whan be bad pꝛepared for it: forbebad pit- 
cheda tent for it at Jeruſalem. As for * bre 
fen altare * which Bezaleel the ſonne of Ou 
thefonne of Hur bad made, it was there be · 
fore the habitacion of the LOR DE: and Sa 
lomon and the congregacion ſon ghte God. 
And Salemon offred a thouſande burntof⸗ 
ferynacs vpõ the braſen altare that ſtode bee 
fore the Tabernacle of witneffe. 

In the fame nighte appeared God vnto 
Salomon,andfayde wnco bim: Are, what 
fhal J geue the? And Salomon fayde vuto 
God: Thou haſt done greate mercy vnto 
my farber Dauid, and haſt mademe Eynge 
in bis ſteade. New LORDE God, lee * wee 
dethat thou baft premyſe d vntomy father 
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Danid, be verified, « for thou haſt made me 
Eynge ouer a people, which is as manyinnd 
breas che dujt vpon the earth. Graunte me 
wyfidome cherfoze and Enowlege, $ Imaye 
So out and in befozecbis people : fo: who is 
able co indge chis greate people of thine? 

Then fayde God onto Salomon: For fo 
mod) as thou art ſo mynded, and haſt net de 
ſyred riches ner good, ner bong, ner the ſou 
les of chine enemies,ner longe life, but haſt 
re quyred wyß deme and Eneowlege, to iudge 
my people, ouer whom Fj bane made the Fy 
Se, wypdome cher fore and Enowlege be ge- 
uencke. Morouer, riches z goodand hondu· 
re wyll J gene the, ſo that [och oncas thou 
bath not bene before the amoge the Eynges, 
necber ſhal be after the. 

So came Salomon from the bye place 
(wbich was ac Gibeon) vnto Jeruſale from 
F Tabernacle of witneffe,andreiqued over 
Iſrael. And Salomon gathered him charce 
tec and bozinen, focbar be had a thouſande 
and foure bundzech charetres,zcwoluc thou 
finde horſmen: and chofe appoynted be to 
be inthe chareccities,and with che Eynge at 
Jeruſalem. And the Eynge breughee it foro 
Paffe,thacchere was as moch fyluer z golde 
at Jeruſalẽ as ftones : and as many Ceders, 
as the Molberyes erees,that are in the val- 
Teys . And there were horſes broughre vnto 
Selomon out of Egipte, ztbefynges mar- 
chauntes fetched chem from Rena fozmo- 
ne ye. 2nd chey came vp,and brougbte out of 
pte a charec fo2 fire hũdreth fylmer peo, 
ead an horſe foz an bundiech and fifcye. 
Thus bronghee chey alfo wnro all che Ey 
ares of che Hethites, and to the Eynges of * 


Syrians. 
The . Chapter. 

Saf Clo Salomon thoughte to buylde art 
Di boufé unto the name of the LOR DE,z 
PP on boule for bis Eyng deme: and tolde 
ouechze [core and ten thoujande mien to bea- 
reburcbens, and foure {core thouſande that 
Dewedcymber vps che me unt and thre thou 
ſande and ſire hundreth efficers ouer them. 
And Salomon ſent vnto Hiram the Eyn- 
geof Tyre, ſa yenge: As · thou dyddeſt with 
my facher Tſendedſt him Eeder trees tobuil 
‘de au boule for to dwell in( euen ſo do thou 
wb me alſo. Beholde. J wyl buylde an hou- 
fe onto the name of the LOR DEmy God, 
to ſanctifie it, for to burne good incenſe be fo- 
rebim, and allwaye to peepare $ fhewbied, 
and burncofferynges inthe momyngeand 
in the enenynge, onthe Gabbatbes New 
mones, and folempne feaſtes of * LORDE 


The ij. Chap. Fo. xeij. 


oure God evermore for Iſtael. 

And the houſe char J wyl buylde, ſhal be 
greate: for oure God is greater then all god 
des. Bur who is abléco buylde him an hou⸗ 
fe ? For beauen z the heauens of all heauens 
mayenoc cOpzebende him YObo am J chen, 
thac J ſhulde buylde bim an houſe? But 
* ſer this intent to burne incenſe before 

im 

Sẽ de me now therfore a wyſe ma to woe 
Ee wich golde,fyluer,braffe,yzon, fearlet, pur- 
ple, yalor ſylke and foch one as can grave 
carued worke with che wyſe men chat are 
with mein Jewry and Ferufalem , whont 
my father Dawid ordeyned. Andfende ive 
tymber of Ceder, pyne creandcoftly wodd 
from Libanus:fo2 Iknowe that > ferucun- 
tes can bewetymbervpon Libanus. And be 
holde, my feruaunces ſhalbe with > ſeruaun 
£e8,to prepare me moch cymber:foz the hou⸗ 
fecbat J wy! buylde ſhalbe greatezmarue- 
Tons goodly. 

And beholde. J wyl gene vnto the carpen 
ters chy fernauntes which hewe the tym der. 
trwétyetboufande quarters, of beaten whee 
te,and twent ye thoufande quarters of bar- 
Tye, and twent ye thoufande Barthes of wy 
ne,and trentye thoufande Dacthes of oyle. 

Then ſa yde Hiram the kynge of Tyre by 
wrytinge and ſent it vnto Saleẽ mon: Becau 
fe the LORDE loueth bis people, therfore 
Bach he ma de ? tobe Eynge ouer them. And 
Hiram fayde morouer: Pra yſed be ¥ LORDE 
God of Iſrael, whidy ma de hrauen carth, 
that be bath gené tynge Daum a wyſe and 
prudent fonne , and ſoch one as bath vnder- 
{tondinge co buylde an houſe vnto the LOR- 
DE, zan houſe for bis realme. Ther fore fen- 
de TJ now a wyſt man that bach vnderſt on⸗ 
Ddynge, · enen Hiram Abiwhich isthe forme 


B 


C 


Ke⸗. b 


of woman of che doughters of Dan, and D 


bis father was of Tyre which can workein 
golde,fyluer, braſſe yion, ſtone tymber, ſrar⸗ 
Tet, yalowe fylte,lynnen, purple and to carue 
allmaner of chinges, and tomate what cd 
nynge thinge ſo euer is genen bim, with thy 
wyfemen,and with the wylé men of my ĩor⸗ 
de kynge Dauid y facber. Andnow lee my 
lorde fende the wheate, barlyc,oyle and wy- 
ne vnto bis feruaiices,acozdinge as be bath 
fayde, and ſo wyll we hewe $ tymber vpon 
Libanus , as moch as thou nedeſt, and wyll 
byngeit by flotes nthe See vnto Japho. 
from whence thou mayeft brynge it vp te 
Jeruſalem. 

And Salomon nombꝛed all the ſtraun⸗ 
gers in the londe of Iſrael, acovdinge tothe 
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nombze whan Dauid bis farber nomb:ed 
them: and there were founde an hundreth z 
fifeye thouſande thre thouſande and fire hũ 
dreth. And of che fame he made thre ſcore 
‘and ten thouſaͤnde beares of burthens , and 
foure ſcore choufande hewers vps ¥ mounc, 
and thre choufande andfire bundzeth ouer- 
feers, which belde F people at their worke. 
Tbe lll. Chapter. 


Vd Salomon begannetobuyldethe 

Of houſe of cheL OR D Eat Jeruſalem 

vpon che mount Moria, + thac was 

ered vnto Daud bis father, whid) Da- 

Hid bad prepared for che roreme , vpon the 

coane flooze of Arnan che Yebnfice. In the 

feconde daye of the feconde monerh inthe 

fourch yeare of bis reigne begane beto buyl 

be. And fo layed Salomon the foundacion 

to buylde the houfeof God: firſt che lenge 

thre (core cubytes , the bꝛedth trwentyecubi- 

tes: and the Porche before the wydenes of 

the houſe, was twent ye cubites longe, but 

the height was an hundreth and twencye, 

we be ouerlayed iton the ynſyde with pure 
olde. 

= But the greate houſe ſyled he with py- 

ne tre, and ouerlayedit with che beſt golde, 

and made palme trees and throwne weike 

B theron, and oucrlayed the houſe with pe 

cious ſtones to bentifye it. As forebe golde, 
it was goldcof paruaim . And che baltes 
and pofécs abonc,and the walles,andthe do 
res of it onerlayed be with golde, and can- 
fed Chernbins to be carued on the walles, 
He made alo che boule of the Moſt ho- 
fy, whofe lengch was twent ye cubites acor⸗ 
Dinge to the wydeneffe of the houferand che 
bredth of it was twent ye cubites literylé, 
and be ouerlaycd icwith the beſt golde by 
fire hundreth talentes. And for nales be ga- 
ue fiftye Sicles of goldeinweight,andoner 
layed the chambers with golde. He made al 
ſo in the boufe of che moft holy, trvo Chern- 
bins of carued worke, and overlayed them 
with golde: and thelengch onthe wynges 
of the Chernbins,fo chat one wynge bad fy- 
we cubyres,and touch ed thewallof thebou 
ferand che other wynge bad fyue cubytes at 
f, andcouchedthe wyngeof the other Che- 
rub, 

C Luenfobad one wynge of the ober Che 
sub fyue cubices likewyſẽ, and touched che 
woli of the houſe: and bis otber wynge bad 
fyue cubices alfo, and conched the wyngec i 
the otber Chernb : fo that thefe wynges of 
the Cherubine rere ſpred our tsventye cubi- 
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tes wyde. And they ſtode vps their fete, and 
their face was turned to the houſe warde. 

He made a vayle alſo of yalow ſylke. ſcar 
let, purple and lynworke; andmate Cheru· 
bins heron. 2nd before che houſe he mats 
two pilere fyne and thirtie cubites longe, 
and theEnoppes above cheron, fyue cuby- 
tes.2ind be made thzorone worke foztbe que 
re,and putic aboue vpon che pilers: and ine 
de an hundreth pemgranates,and put chem 
on the wrythren worte. And be fer vp che pi 
lers beforechecemple, the onc ontherighte 
Bonde, and che ocber on chelefte: andcbac 
ontberighte bonve called be Jachin, and it 
onthe lefte honde called be Boos. 


ThHeilll. Chapter. 


CY made a biafen alcare alfo, twen⸗ 
IO} tye cubyces longe, and twent ye cuby- 
tes brove,and ten cubites bye. * And 
he made a molten lauer ten cubites wyde frõ 
the one ſyde co che other rounde aboute, and 
fyue cubytes hye. And a metelyne of thirtie 
cubites mighte compiehende it aboute. And 
ymages of Bullockes were vnder ic. Awd 
aboute the laner (which was ter cubites wy 
de xhere wererworowes of Enoppes, p we- 
remolten withall. 

It ſtode fo vpon the bullockes, thar thre 
were turned torvarde the north, thze rowar- 
de the weſt, chzecowarde the fouth,and thie 
towarde the eaſt, and the laucr aboue vpon 
them, and all cheir hynder partes were on 
the ynſyde. The thick ne ſſe of it was an band 
brevth and the edge of it was like the edge 
of a cuppe, and as a floured roſe. And it com 
teyned thre thouſande Batthes. 

And he made ten kettels, wherof he fet fy 
neon the righte hande and fyue onthe lef- 
te,to wafifhe in them foch ehinges as belon- 
ged tothe burnt offer ynge that the y mighte 
thenftchem cherin: but > lauer(made he) five 
for the preftes to waſh ĩn. 

Ten golden candelfticFes made be alfd 
as they dught tobe, and ſet them in the tem 
ple:fyue on therighte hande, and fyue onthe 
lefte. And made ten tables, and ſet them in 
the temple: fyue on the righte bande, and fy⸗ 
ue on the lefte. And made an bundzech ba 
fens of golde. He made a courte likeroyſe for 
the preſtes, and a greate courte, and dores in 
the courte, and oue rlayed dores with braſ⸗ 
fe. And the lauer ſet he on che righte ſyde 
towarde the ſouch eaſt. And Hiram made 
cauldrous, ſhonels and baſens. 

So Hiram ſymſhed the worke which be 
made for Eynge Galemon in the boule of 
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Goo: namely the two pilers with cheroun- 
dels and Enoppes aboue vpon both che pi- 
fers, and both che weythen ropes to coucr 
botheheroundels of * Enoppes aboue vpõ 
thepilers, and che foure hundreth pomgra- 
nates on both the weythẽ ropes, tꝛvo rowes 
of pomgranates on cuery rope,to coner the 
roundels of the Enoppes that were aboue 
vponthe pilers. 


C  Hemareche ftoles alfoand > bettels v- 
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ponche ftoles,and a laner,andewolue bulloc 
£es chere vnder. 2nd pottes, ſhouels, flefho 
Ees, and all heir veffels made Hiram Abif 
of puremetall for Eynge Salomon vnto the 
boufe of the L OR DE.Fncthe coafts of Jor 
Dane dyd the Eynge cans them to be moſten 
in thicke earth becwene Suchoth and Zare ⸗ 
datha. 

And Salomon made all theſe veſſel⸗ 
which were fo many, that the weightof * 
metall was not co be fonghte out. And Sa⸗ 
lomen made allthe omamentes foz the bou- 
[eof God: namely, che golden alcare,theta- 
bles andthe flpewbzeds theron, the oandel- 
ſtickes with their lampes of pure golde, to 
burne before the Quere acordinge to the ma- 
ner:and che floures andebe lam pes and the 
ſmoffers were of golde, ali theſe were of pu- 
te golde, 

And the Enyues,bafens, fpones and pot- 
tes, were of pure golde. And che intraunce 
and bis dores within vnto the Moſt boly, 
and che doves of the houſe of the temple we 
reof golde.Thus wasall $ worte fyniſhed. 
which Salomon made in che boule of the 


LORDE, 
Chev. Chapter. 
J¢ Lio Salomon breüghte in all $ bis 

facber Dawid bad fanccified, namely, 

fyluer and golde,and all maner of o2- 
namentes, and layed chem in che ereafures 
of che bonfé of God. « The gathered Gale 
mon all the Elders in Iſrael cogetber,all * 
beades of the trybes, prynces of the fathers 
amoge the dildzé of Iſrael onto Jeruſalẽ 
tobzynge vp the Arkẽ of the couenaunt of 
the LOR DE out of the citeof Dawid, thar 
is Sion . And there refozted vnto ebe Eynge 
all the menin Iſtael ac che feaft, chat isin 
the ſtuenth moneth, andall lovers in Fr 
rael came. 

And F Lenites coke the Arke,z bough 
te it vp with the Tabernacle of ritneffe, 
and all tbe boly veffels that were inthe Te 
bernacle:and $ preftes and Lenites brough 
tethem vp. As for kynge Salomon andall 
the cõ gregacion of Ifr ael chat was gatbe 
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red vnto him before the Arke,they offred fhe 
pe end oren, fomany, that no man coulde 
nombze ner reken them. 

Thus che preftes beoughte the Arkeof B 
couenaunt of the LORDE vnto bir placein 
tothe quere of the houſe, euen into > Moſt 
boly wnder the wynges of the Cherubins,fo 
thatthe Chernbins ſpred out eheir wynges 
ouer the place of the Pree zandebe Cheru⸗ 
bins concred the Arte and the ſtaues therof 
from aboue And the ſtaues were [olonge, * 
the Enoppes of them were ſene from the Ar 
Ee before the quere, but onthe outſyde were 
they noe fene. 2nd it was there vnto this 
daye. And there was nochinge inthe Arte, 
ſaue the twotables, which Moſes put ther 
in at Horeb, whan the OR DEmavea coue 
naunt with the dildzé of Gfrael, what tyme 
as they were departed out of Egipte. 

ind whan che prefies wente one of the 
Sancenary (forall > pzeftes chat were fours 
be,fanctified them felues, becauſe the courfes 
were not Eepte the Lenites with all chofe 
that were onder Wfaph, Heman, Jedithun C 
and their children and brethren, beynge clo- 
thedinlynnen,fonge with Cymbales, pſalte 
ries and barpes, and ſtode towarde the eaſt 
parte of the altare, and an hundreth T twen 
tye pꝛeſtes with chem, which blewe x trons 
pettes . And it was, as yf one dyd trompet 
and fynge.as though a voyce bad bene ber- 
deof prayfinge and geuynge chantes onto 
theLORDE. 

And whan the voyce arofe from > trons 
pettes, cymbales and otber infirumentes of 
inuſick, and from prayſinge the LORDE(be- 
cauſe beis gracious, and becanfé bismercy 
endureth foz ener ) the houſe of theL ORDE 
wae fylled on the ynſyde with a clonde,fo ¥ 
the preftes coulde not ftonde to myniſter for 
the cloude:for the glozy of the L ORDE fyl- 
lev the boufe ‘f Gov. 

Vi. 


Den fayde — —— a 


ſa yde that he wolde dwelling darck aRregab 


cloude: J haue buylded an houſe to 
be an habitacioñ vnto the:z a feate, $ thow 
mayeſt dwell there for ever. Andthe Eynge 
turned bis face, and bleffed all the congrega 
cion of Iſrael: foz tbe whole cõgregacion of 
Iſraei fEode,z be fayde:pzayfed bethe LOR 
DEGodof Bfracl, which promyfed by bis 
mouth vnto my father Danid,and with bis 


bande bath fulfilled it, wha be ſayder · Ge 2.Rer.a 
my people our +Re06 


eeebetyme that J broughte 

of the londe of Egipte. I bane choſen no ci 

te in all ¥ erybes of Iſraci, to costes bop 
4m 
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fe for my nameto bechere,nether bane FJ cho 


s.Parz.c ſen eny man to be pzynce oucr my people 


of Iſrael. «ue Jeruſalem banc dyojen, 
foz my nameco be thererz Dauid haue J elec 
te,to be prynce ouer my people of Iſrael. 

And whan my facber Dauid was myn- 
ed co buylde an boule vnto the name of che 
LORDE Gov of Iſrael, the LORDE fayde 
vnto Dauid my facher: Whereas chou waft 
mynded to bryldean boule vnto my nante, 
chou baftdone well:bowbeit thou ſhalt not 
brylve the boule, but chy forme which ſhall 
come out of thy — fect buylde the hou 
ſe vnto my name. 

Thus hath } LORDEnow perfourmed 
bis worbde that be fpate: fox Jam comevp 
inmy father Dauids fteade, and ſyt vpon the 
feate of Iſrael, euen asthe LORDEfayde,z 
haue buylded an houſe onto che name of * 
LORDEGod of Iſrael,⁊ init haue J put > 
rte, wherin is the couenaunt of ¥LORDE, 
which he made with che childrẽ of Iſtael. 
C And he ſtode beforeche aleare of the LOR 

DEin che prefence of che whole congrega- 

cion of SPackand fpzed our bis bandes: for 

Salomon bad made a braſen pulpic,and fee 

icin che myddes of the comte , fyne cubites 

longe,and fyue cubites bode, and thre cubi- 
tes bye:wponthe ſame ſtode be,and fell dow 
ne vpon bis Ences in the prefence of the who 
le cOgregacion of Iſtaei, and belde out bis 


aRegec handes kowarde beané and fayde: «OLOR 


DE Godof Ffrael, there is no god lite che, 
nether in heauen ner vpon earth, thouchat 
Bepefé coucnaunt and mercy for eby ſeruaun 
tes,chat walte before the with all theiv bert. 
Thou haſt bepte promes w my father Da- 
uid thy feruaune: With thy mouth thou fay 
defEic, and with thy bande aft chon fulfyl- 
fed it,as ic is come to paffe this daye . Ftow 
LORDEGod of Iſrael make good vnto my 
father Dauid y ſeruaunt, that which thou 
haſt promyſed him, ⁊ ſayde: Thou ſhalt not 
wand a man before me,to ſyt vpon the ſeate 
Of Iſrael: yf thy childzentepe their waye,fo 
$ they waltein my lawe, lite as thou baft 
“wal€cd before me : Now LORDE God of Gr 
rael, let ¥ worde be verified, which thon haſt 
promyſed vnto Danid eby ſeruaunt 
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and prayer, which thy ſeruaunt maketh be- 
foretbe, fo chacthineeyes be open oner this 
boufe daye and night, even ouer this place 
Govberin thou ſa ydeſt chou woldeſt fer chy 
mame )ebat thou maye ſt beare the prayer, 
which thy ſeruaunt ſhall mate inthis place. 
Meare now cherfore the inverceffion of chy 
ſernaunt and of thy people of Iſrael, what 
fo ever they ſhall defyzein this place: beare 
thou it fromthe place oft hy babitacion,cué 
from beauen:and whan thou beareft it,be 
mercifull. 


Whan eny mã ſynneth agaynſt bis negh s-Res.c 
boure, and an ooth be put vpon bim whid) &xoa2-8 


He ought to ſweare, and the ooth commmerh 
befozetbine aleare in this bonfe, then beare 
thou from beauen,and fe p chy fernaunt ba- 
ue righte, ſo that thou rervarde the vngodly. 
and recõpence him bis waye vpon his awne 
heade, and to ivftifyethe righteous , and to 
geue him acordinge to bis righteonfines. 
Whan thy people of Iſtael is ſmyttẽ be gE 

fore cheir enemies (whyle chey bane fynned 
a gaynſtthe)and yf they turne unto the,and 
Enowlege thy name, and mate their prayer 
and interceffion befoze thein this houlé,ebers 
heare thou chem from beauen, and bemerci- 
full onto the fynneof thy people of Iſtael.⁊ 
biynge them agayne into the londe, thou 
baft geuen themandtheir fathers. 


+ Dban the beauenis ſhut vp ,fotbatic sReane 


rayne noc ( foz ſo moch as they bane fynned 
agaynft che and yf they make their prayer 
inthis place, and Enorclege thy name, and 
turne from their fynnes ( wban thou haſt 
brought them lowe) beare thon chem thers 
in heẽ uen, and be mercifull once the ſynne of 
thy feruanntcs,and of thy people of Iſrael. 
thattbou maycft teach chem the good waye 
wherin they ſhulde walte, andlecit rayne 
vpon thylonde which thou haſt geuen chy 
—— poſſeſſe. 

ban a derth,oz peſtilence, or d20nth, oe 
Blaftinge , or greſhopper 02 catir piller, ts in 
the londe: Oꝛ whan their enemye layeth fege 
to their portes in the löde or whan eny other 
plage or diſcaſe ba ppeneth, who fo ener thẽ 
inaketh bis pzayer 02 peticion amonge eny 
maner of men, oz amonge all chy pecple of 


WD Forchinkef— chouchat Godin very dede 
Efacc.a Orelleth amonge mer vpon earthy « Bebol 
Gees holde, the heauen and  beauens of all bea 

"7" pens maye not cSteyne the:how ſhulde then 


Iſtael. yf enyman fele bis plage and difeale, @ 
and ſpredeth out bis handes vnto this ben- 

ſe, heare thou then from beanen,enen from > 

*feate of thy babitacion, and bemercifull: saattig.€ 


this bene do it, which I haue tnyloed! But 
turne the vnto the prayer of tby feruaunt, 
and to bis fupplicacis (@ LORDE my God) 
thacchou mayeft beare the thantefgenynge 


@nd geue cuery man acordinge to all bis 
wayes, info mech as then Enoweft bis bere 
(for thou oncly knoweſt the bert of the cil- 
dren of men)thatthey maye frare the, and all 


Dan.6.b 


alohes.b 
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waye walke inthy wayes , as longe as they 
iyne in che londe, which thou haſt geuen on 
to oure fathers. 

And whan eny ſtraunger whidy isnot of 
thy people of Iſtael. commech out of a far 
re countre becanfe of thy greate name, and 
mightie bande, and ont ſtretched arme, and 
commeth co mate bis pzayerin this benfe, 
heare thou him then from heauẽ, enen from 
the ſeate of thy habitacion: and do all for F 
which that ſtraunger calleth vpõ the that 
allche nacions vpon earth maye knowe thy 
name,and feare the, as thy people of Iſtael 
dorand that theymaye Enowe, bow p this 
houſe which J haue buylded, is named after 
thy name. 

Wyhan thy people go forth to ¥ battayll 
agaynſt their enemies , the waye that thon 
ſhalt fende chem, and fall pzaye wnto the 
towarde the waye of this cite which thou 
haſt cholen, andcowarde the boule that J 
baue buylded vnto thy name, beare chou thé 
their prayer and peticion from beauen, and 
helpethem to ther righte. 

Wyhan they ſynne agaynſt the(* forebe- 
re is no man that ſynneth not) andthou be 
wroth at them, and gene them ouer before 
their enemyes, ſothat chey carycbemaraye 
captyue intoa countre farre oz nye, and yf 
they turne within their berces in chelonvde 
where they are pzefoners , and (> conuerce, 
andmate their interceffion vnto the inthe 
londe of their captinyte,and faye: We haue 
fynned, and done amyſſe, and baue bene vn⸗ 
godly: and foeurne them ſelues onto > with 
all their hert and with all cheir fouleincbe 
londe of their captiuyte, wherin they are pe 
foners :and mate their prayer towarde che 
waye of cheir oronelonde, which thon ga- 
nefé onco their fathers, and towarde the ci- 
te which thon haſt choſen, and towardethe 
houſe that J baue buylded onto thy name: 
then beare chou their prayer and fupplica- 
cion from beauen,euen from che feate of thy 
dwellynge, and belpe them to their righte 
and be mercifull vnto thy people that haue 
ſynned agaynft the, My God, let chineeyes 
now be opé, and ſeẽ chine eares geue hede vit 
to peayerintbis place. » Aryfe now © LOR 
DEGobd wnto thy reftinge place thou and 
the Arbe of thy firengcb.Aecthy prefies O 
LORDEGod be clothed with bealth, and 
lec thy ſayentes reioyfe ouertbis good. LOR 
DEGobd, turne not awayetbe faccof thine 
anoynted:thinke vpon che mercies of thy ſer 
uaunt Danid. 

The Vil, Chapter. 
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¶ Ltd wha Salomõ badended bis prat A 
Sf er, there fella fyze from beauen,and cd 

® fumedtbhe burntoffer ynge and the o- 
ther offeringes. And the glozy of the LORDE 
fylled che houſe, ſo that ¥ pzeftes coulde not 
go in co che houſẽ of che LORDE, while > glo 
ry of the LORDE filled ¥ LORDES houſe And 
all che chilozen of Iſraͤel fawe che fyze fall 
dorne,and the Slozy of the LORDE ouer the 
houſe: andebey fell on their knees b their 
faces to the grounde vpon the pauemenc, 
and worſhipped, and gaue chantes vnto 
the LORDE,becanfe bets gracious, and bee 
canfe bis mercy endureth foz ever. As fos 
thetynge and allcbe people,chey offred be- 
fore the LORDE. 

Foꝛ kynge Salomon offred two and ewe 
tye thoufande bullockes, and ax hundreth 
thonfande and twent ye thouſande fhepe, z 
ſoͤ both the Eynge and all che people dedica- 
ted the houſe of Gov. 

Dut che pꝛeſtes ſtode in their watches, z 
the Leuites with che mnficall inſtrumentes 
of the LORDE, which Eynge Dauid bad can- 
fedtomate ſor to geucthantes vnto the LOR 
DE,(becanfe bis mercy endureth foz ener)xb 
pfalmes of Dawid thozow their bande. And 
the preftes blerce trompettes over agaynfE 
shem,and all Iſtael ſtode. 

And Salomon halowed the myddelmoſt 
courte, which was before the houſe of the 
LORDE, foz there prepared be che burncoffe- 
rynges and che fat of the flayne offeringes: 
for the biafen alcare that Salonion made, 
mugbe not conteyne all che burncefferinges, 
meatoffery: and the fac. 

And at the fame cyme helde Salomon 
@ feaſt ſeuen daies longe,andall Iſrael with 
bima very greate congregacion, from He⸗ 
math vnto che ryuer of Egipte, and onthe 
eight daye belde bea conuocacion. For the 
dedicacion of the alcare belde they feuen dat 
es,and che feaft fenen dayes alfo. 

But on che thre and twenryeth daye of 
the ſeuenth moneth be let the people go vn⸗ 
to their centes toyfull and with mery bertea 
becanfé of allebe goot,cbat the LORDE bad 
Done vnto Dauid, onto Saloms, and to bis 
peopleof Iſtael. 

oF us Fynifibed Saloms the houſe of E 
LORDE, and thetinges boufe,and all p; came 
in bis bere co mate inthe houſe of the LOR- 
DEand in bis awne houſe, proſperouſly. And 
the LORDE appeared onto Salomon in che 
nighte ſeaſon, andfayde vnto him: J bane 


herde thy pzayer «and choſen this place uns aPanea 


to my felfe Foz an boule of ſacrifyce. 
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Beboloe,whan J ſhut the heave o F ie rai 
ne motor commaunde the greſhopper to cõ · 
fume thelonde, or cauſe a peftilence to come 
amonge my people, to bumble my people, 
which ts named after my name: and yf they 
pzaye,and ſeke my face,and curne from their 
encll wayes,the wyl J beare them from bea 
uen, and wyll fozgene their finne, and beale 
their londe.So ſhal myne eyes now be open, 
and myne cares [al be attente vnto prayer 
inthis place.Chus bane J now choſen this 
houſe, aͤnd fanctifyed it,chat my name maye 
be here foz ener:and myneeyes and my bere 
Phal allwaye bethere. 

And yf chou wale before me, as thy fa- 
ther Dauid walked, fo chat chou do allcbat 
‘J commaunderbe, and Eepe myne ordinaũ⸗ 
ces and lawes, then wyll Fj ſtabliſhe the fea 
te of thy Eyngdome, acozdynge as J pzomy 
ſed thy father David,and fayde:C bon fale 
not wante a man to be lowe over Tfrael. 
But yf ye turne backe, and forſale myne 
ordynaunces and commaundemẽtes which 
J haue layed before you, and fo go youre 
Wwaye,and ferue other goddes,and worhip- 
pechem,thé wyll J roces you out of my lon- 
de that J baue geuen you:and this boufe 
which Fhauefanctifyed vnto my name, wil 
café — outof my prefence,and gene it 
duer to be a byworde and fabell amõge all na 
cions. And euery one that goeth by, fhall be 
aſtonnyed at this bye houſe, and ſhall hyſſe 
atit,and faye: Wherfore baththeLORDE 
dealte thus with this londe and with this 
houſe? Then ſhall it be fayde : Euen becanfe 
they baue foiſaken the LORDE God of their 
fathers (which brought them ont of the lon 
deof Egipte) ⁊ hauẽ clened vnto other god 
des, woꝛ — them,and ſerued thé:ther- 
fore bath be brought allthis euell vpon thẽ. 

The Vill.Chapter. 

BA Lid after twent ye yeares(wherin Sa 
| lomon brylved ebe boule of che LOR 

DE and bis arene houſe) be buylded 

the cyties alfo which Hiram gaue vnto Ga- 
Jomen, and caufedthe children of Iſtael to 
drvell cherin. 2nd Salomon wente vnto we 
math Soba, and made it ſtronge, and buyl⸗ 
ded Thadmor inthe wyldernes, andallebe 
comecyties which he buylded in Hemath. 
de buyloed the vpper and lower Bethoron 
iikewyſe, fo that they were ſtronge cities c 
walles, portes andbarres. And Baclath, 
andall the cornecites which Salomon bad, 
and allthe cities of the charettes andof the 
bore men, and allebat Salomon bad luſt 
to buylde, both at Jeruſalem and vpon Li⸗ 


The viij. Chap, 


banus, and in all che londe of bis domy⸗ 


nion. 


All the remnaunt of che people ofthe He B 
thites, Amozites , Pherefites, Heuites and 
Jebufites, which were not ofthe childzen of 
Iſr ael, and cher childꝛen which they bad 
Tefce bebynde chemin chelonde,(wobom the 
childzen of Iſrael had noe veterly deſtroied) 
thofedyd Salomon mate trybutaries vnto 
this daye. As forthe childzen of Iſrael Sa- 
fomon made no-bondmien of chem vnto bis 
worte,bus they were men of warre,and che, 
fe captaynes,and oucr bis charettes z horſ⸗ 
men.2ind the chefe of Eynge Salomons of- 
ficers were two bundieth and fyftie, which 
ruled che people. 

And Salomon cauſed pharaos dough- 
tert be fetdyed vp out of the cite of Daud, 
into the houſe chat he had bnylded for ber: 

"92 be fayde : My wyfe fall not dwell inthe 

ufeof Dawid theEynge of Iſtael, for itis 

fanctifyed,in as moch as ¥ Aree of eheLOR 
BE is come intoit. c 

Then offred Salomon burncofferynges 
vnto che LGKRDE vpontheL ORDES alta- 
re, which be had buylded be fore the porche. 
eueryone vpon bis daye to offre a fter the cð 
maundement of Moſes, on the Gabbathes, 
Liermones zat the appoynted feafons o 
the yeare,euenthiecymes, namely in > fea 
of onlenended bred, inthe feaſt of wekes, ⁊ 
in the feaft of Cabernacles. 

And be ſet the preftes in ordre to their mi- 


niftracion sacordynge as Dauid bis farber Parad 


bad appoynted, andthe Lenites in their of- 
Fyces,co geue thankes and to myniſter in the 
preſence of the preſtes, euery one vpon bis 
Daye.And che dorekepers in their courfes , e⸗ 
nery onc at bis doze, for ſo hað Dauid the mã 
of Sod commaunded. 
And chey departed not fromebetynges D 

commaundement ouer the preſtes and Le- 
nites in euery matter and in the treaſures. 
Thus was all Salomons buſyneſſe made 
ready from the daye that the foundacion of 
the LORDES houſe was layed, tyll it was fy⸗ 
niſhed, fo chat che houſe of the LORDE was 
all — 


ben wente Salomon vnto Ezeon Ge- Kego⸗ 


ber, and vnto Eloth by rhe See ſyde in the 
londe of Edomea. And Hiram fent im ſhip 
pes by bis ſeruauntes which bad tnowlege 
of the See, and they wente with Salomõs 
feruauntes vnto Ophir, and fetched from 
thence foure hundrerh and fyft ye talentes 
of golve, and boughteit onto Eynge Sale: 


snot, 


3.Rea0.a 
Mattiz.a 
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Thelx. Chapter. 
Yd whan che quene of rid) Arabia 
herde the fame of Salomon, fe came 
with @ very greate tryne to Jeruſa⸗ 

fem (with Camels chat bare fpyces and gol- 
‘de, and precious [tones to prove Salomon 
roith darke fencences . 2nd whan fle came 
nto Salomon, fe [pate onto bim ail thac 
fhe bad denyfed in bir mynde. 2nd chet yn- 
ge tolde berall bir macters,z Salomon bad 
nocbinge in fecrete,but he tolde it ber. 

And whan the Quene of riche Arabia 
ſawe the e of Salomon, and > bow 
ſe that be bad buyloed, che meates of bis ta 
ble,che dwellinges of bis feruauntes, > offt 
ces of bis myniffers and their garmentes,z 
bis butlers and their apparell, and bis par- 
ler robere be wente vpin co the bonfe of the 
LORDE, fhe conlvenolongerrefrayne.2ind 
ſhe fayde onto the kynge: It is true thac J 
baue herde in my londe of chy bebaueoure 
and of thy wyßdome: howbeit J wolde noc 
belene ther wordes, cyll J came my felfe,z 
ſawe it wich myne eyes:and beboloe, the bal 
feof cby greate wyßdome bath noe bene rol 
de me:there is maze in F cthen the fame chat 
FJ baue herde. Happye are chynsen,andbap- 
Pie are theſe thy ——5— allwaye fton- 
de befozethe,and heare chy wyßdome. Pray 
ſed be the LORDEchy God, which bad ſoch 

leaſure vntothe, that be bach fer the vpon 
bic feace to be kynge onto the LORDEthy 

Gov. DBecanfe thy Godlouech Iſtael, co fec 

them vp for ener, therfore barb he orde yned 

> tobe kynge ouer chem, that thon ſhuideſt 
ma ynt a yne iuſtice and equyte. 

And fhe gaue ? kynge an hundꝛeth and 
twent ye talentes of golde, ver y moch 
ce ⁊ precious ftones. Chere were no mo 
fpyces as thefecbat che Quene of ridye Ara 
bia gane ontotynge Saloms.2ind Hirams 
ſeruauntes and che feruaunces of Salomon, 
wyhich broughte golde from Ophir, bough 
te coftly cymber alfo z precious fiones. 

C And of che fame cofilycymber dyd Salo 
mon caufe co mate flares in che boufé of the 
LORDE, —— houſe, and harpes 
and pſalteries forthe Muſicians. There was 
no ſoch t ymber fene before in the londe of Ju 
da Bur kynge Salomon gaue the Quene of 
riche Arabia all that ſhe deſyred andared, Z 
moch more then fhe bad broughte vnto the 
Eynge. And fhe recurned,and departed in to 
bir londe with bir feruaunces. 

The golde that was bronghte vnto Salo 
mornin one yeare,was fire hundreth andfire 
and thie [core talentes, beſydes that > chap 


a 


— 

The ty. Chap, Fo. rev, 
men and marchauntes breughte. And all the 
Eynges ofthe Arabians, and che lordes in ¥ 
londe broughte golde and ſyluer onto Galo 
mon. Of the which Eynge Salomon made 
tro hundꝛeth fpeares of beaten golde, ſo * 
fire bundzech peces of beaten golde came ve 
pd one [peare:z thie hundret h [hildes of bee 
cen golde, ſo that chze hundreth peces of bea 
ten golde came to one [bylde: and rhe kynge 
put thẽ incbe boule of che wod of Libanus. 

2nd che Eynge made a greate ſeate of 
Muery, and ouerlaied ic with pure golde: and 
the face bad fire ſte ppes, and a foreftole of 

‘olde feftened vnto che feate,and it had two 
leanynge poftes vpon both che fydes of the 
ſeate and two lyons ſtode beſide the leanyn⸗ 
ge poftes,and there ftodetwolue Lions vps 
the ſyre fteppes on both che fides. In all real 
mes bath noc fod) one bene made. 

And allEynge Galomons dzynEyngevef> 
fels were of golde, and ali che veffels of che 
bonfé of the wod of Libanus, were of pare 
golde : foz fyluer was retened nothinge in 
Salomonscyme. Foz the bynges fhippes 
wente vpon che Gee with cheervaunces of 
Hits, z came oncein thze yeare,and breught 
goldefylucr, Query, Apes and pPecoctes. 

Thus was kynge Salomon greater chen 
all che Eynges vpon earth, in riches and wif 
dome. And allebe Eynges of F earth defired 
(co fé)Salomons face,and to heare bis wyf- 
Dome, which God bad geuen bim in bis hert. 
nd they bronghe bins yearly euer y maͤ bis 
prefenc: Jewels of filuer and golde, raymẽt, 
harneſſe ſpyces, horſes and Mules. 

2nd Salomon bad foure thouſande cha 
rethorſes, and twolue thouſande boafinen, 
and put chem in the charet cities, and with 
the kynge at Jerufalem . And he was love 
ouer all che knges from che water vnto the 
londe ofthe pbiliftynes, and co the coafte of 
Egipte. Anð the kynge brought tt ſo to pal- 
fe,chat chere was as moch fyluer at Jeruſa 
lem as ftones:andas many Ceders, ae there 
were Molbery trees in che valle ys And the 
re were horſes broughte vnto him out of E⸗ 
gipte,and out of all countres. 

What moze chere is to faye of Salomon, 
both of bis firfEand of bis laft,beboloe, it is 
wꝛittẽ in the Cronicles of the prophet Na⸗ 
than,and in che prophecies of Abia of Si⸗ 
lo,zin Factes of Jeddithe Scer againft je 
roboã > fonne of Nebat. And Salomdreig 
ned at Jeruſalẽ oner all Iſt ael fortie yeares. 
2nd Salomon fell on flepe w bis facbers,z 
was buried in the cyte of Dauid bis father. 
And Roboã bis fonne was kige ĩ bis fieade, 


> 
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The X. Chapter. 
Oboam wente vnto Sichem:foz all 


tae 
—— R Iſrael was come vnto Sichem: to 


eRearg 


Reine 


inate bimEinge.And whan Ieroboẽ 
the onne of Nebat herde thac, which was 
in Egipte (. whither he was fled for kynge 
Salomon) be came agayne onc of Egipte. 
And they fent for bint and called him 2nd 
Jerobdam came with all Iſtael and [pate 
to Roboam,andfayde : Thy father made d 
yorPe greuous:mate thou lighter now ¥ bar 
de bondage of thy father, and  beny yore 
that be layed vpon vs,and we wyll fabmyt- 
te oure felues vnto che. He ſayde vnto them: 
Comecome agayne oner thee dayes. And F 
people wente their waye. 

And Roboant che kynge ared coficell at 
the Elders, which bad ſtonde before Salo⸗ 
mon bis father whyle be lyued, and be fey- 
de: What is youre councell,chat J maye ge- 
uetbis people an anfivere 7 They ſpake vn⸗ 
to bim, and fayde : RF chou be lonynge vn⸗ 
tochis people, and deale gently nich chem, 
and gene them good wordes, then ſhal chey 
allwaye be obedient vnto che. Meuertheleſſe 
be forfote the councell of che Elders that 
they bad geuen bim, and cote conncell at > 
yonge men which were growne vp b bim, 
and ftode before him. 2nd be fayde vnto thé: 
What is youre councell , that we maye an- 
fiveretbis people, which bane fpoten vnto 
me,and faide:t Jake ourc yoo? lighrer, 5 thy 
fatber layed vpon vs? The yorgemen F we 
re growne vp with bim,|pate vnto bim,and 
fayde : Thus fale thou faye vnto the peo- 
ple. that bane calted with chez fpoteneby 
fatber made cure york co beny, mafethou oͤ 
yock lighter, Thus ſhalt thon faye vnto 
them:t1Fy licle finger Malbe thicPer then my 
—— loynes.»f my father bath layed an 
beny yock vpon you,7j wyl make youre yock 
the more. My father chaſtened you wb fcour 
ges, but J wyl beate you with ſcorpions. 

Llow whan Feroboam and all the peo- 
ple came to Boboam onthe thirde daye (a 
cordyngeas $ kinge fayde:Come to me agat 
neon the thirde date) the kynge rane the ant 
harde anifivere. 2nd Robos the Eynge forfo 
Ee ¥ councell of the Elvers,z (pate vnto thẽ 
after $ yonge mens councell,z fayde:mf my 
father banemade yoͤ yock to beny, J wil me 
Ee tt yet heuyer My father chaftened you wb 
feourges , but J wyl beate you w ſcorpiõs. 
bus the Eynge folowed not F peoples mint 
derfor [o was it determyned of Sod, ¥ FLOR 
DE might fEablifhe bis worbde,> which be ſpa 
fe by Abia of Silo, vnto Jeroboã ¥ ſonne of 


The pt. Chap. 
Nebat. But whan all Iſrael ſawe that the D 
kynge wolde not conſente wnto them, * peo 
ple anſwered the kynge, anv ſayde: What 
porcion bane we then in Dawid, or inherta 
ceinthefonneof Iſai? Let euery man of Iſ⸗ 
rael get bim to bis tent. Loke thou now to 
thy boufe Danid. And all Iſrael wenre vnto 
heir tentes,forbat Roboans reigned but o- 
uerthe childzenof Iſrael chat drdeit the ct 
ties of Juda. And Boboam ſent forth Avo 
ram che rentgatherer, but the childzen of Iſ⸗ 
reel fioned bim to death. And Eynge Roboã 
firengebed bimfélfe vpon bis caret, co flye 
vnto Jerufalem.C bus fell Iſrael awate fr 
the houfe of Damd vnto this daye. 

The XL Chaprer, 

Lid whan Roboam came to Ferufa- A 
A ſalem, be gathered together the houſe 

of Juda and Ben Jamin (euen an be 
dreth and foure ſcore choufande choſen men 
of armes) co fyghte agaynft Iſtael, chac 
they mighte bzynge the tyngdome agayne 
wnto Roboam. But worde of the LORDE 
came co Semata che man of God, and fay- 
de:Speate to Roboam the fonne of Salo- 
mon Eynge of Juda,and co all Iſtael F are 
in Juda and Sen Jamin, and ſaye: Thus fay 
eth the LORDE:me ſhal not go vp,ier fyebe 
agaynft youre bꝛethrene let enery man go bo 
me agayne,foz thisis my dede. Cheyberte- 
ned wnto the wordes of $LORDE, and wẽte 
not forth agaynft Jeroboa. 2s for Robos, 
he dweltac Yernfalem , and buylded vp the 
fironge cities in Juda namely Bethleẽ, E⸗ 
tan, Tekoa. Bethzur, Sodho, A dullã, Gath, 
Mareſs, Siph, Adoraim, Laces, Aſeba, Za 
rega, Aialon, and Hebron (whidy were the 
fenfed cities in Juda and BenYamin)z be 
madethem fironge, and fet prynces cherin,z 
pꝛouydedthem of vytayles, oyle and wyne, 
andinall cities prepared be ſhildes and [pes 
res,and made them very fironge. And Fue 
and Ben Jamin were onder him. 

The Preſtes and Leuites alſo camevnto B 
bim one of Iſrael and from all che borders 
therof,2nd lefte their ſuburbes z peffiffion, 
and camt to Jude onto Jeruſalem: foz Je⸗ 
roboam and bis fennes expelled them, that 
they fhuldenot erecnte the offyce of $ pꝛeſt 
bode vnto ? LORDE.ut fo: himſelfe be fo 
ded preftes to F bye places, zto feldedenels 
zcalues,wbich be caufed to make. And after 
them cametheremen out of allebetrybes of 
Hfrael, which gaue quer their hertes to (tte 
} LORDE God of Hfracl,z came co Jeruſalẽ 
for to offre vnt o the LORDEGod of ebeir fa 
thers. And ſo ſtrengthed they > kingdeme of 
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Juda, and macayned Roboam che fonne of 
Salomon chre yeare longe: for they walted 
un ¥ waye of Dawid z Salomon thie yeares. 

C And Roboam coke Mahelath dough⸗ 
terof Tjeremoth } jonneof Damdtowife, 
z Abibail chedoughbter of Eliab F fonne of 
Ffai,robich bare bim ebefe formes: Jeus,Se- 
maria c Saham After ber toke be Macha 
the doughter of Abſalom, which bare hiss 
Abia, Achai Siſa and Selomith. Bue Ro- 
boam loned Maecha the doughter of Abſa 
lom better chen all bis wyues z concubynes: 
for be bad eightenẽ wyues andebre ſcore cõ / 
cubynes, and begac eight twentys fonnes, 
and thie [core Dougheers. And Roboamfec 
Abia che fone of Maecha co be heade and 
pzynce amonge bis brethren: for betbough- 
ce comate bim kynge: for be was wyfe,z mo 
re mightie then all bis ſonues in all ebe coun 
crees of Juda z Ben Yamin, andinallebe 
ſtrongẽ cities. And be gaue chem plenceonf- 
nes of fode,and deſyred many wynes. 


Tbe Xl, Chapeer. 
A AG Ve wha chetyngdome of Roboam 
B was confirmed and ftablyfhed,be for 


ſoke the lawe of che LORDE zall GF 
rael with him. And inebe fyfth yeareofRo 
boam wẽte Siſack thet yngeof Lgipte vp 
agaynft Jernfalem( for they bad cranfare|- 
fed agaynftcheL ORDE) with a thouſande 
and two bundzech charettes, and with thre 
ſcore choufande horſmen, and che people we 
reinnumerable that came with bim out of 
gipte,£ bya, Suchim z ouc of Ethiopia. 
and be wanne the firdge cities that werein 
Jtuda, and came to Jeruſalem. 

Then came Semaia ¥ prophet vnto Ro 
boamandco $ rulers of Guda(wbich rere 
gachered together at Jerũſalem for Siſack) 
Zfayve vnto them: Thus fayeth } LORDE: 
me haue lefte me, therfore haue F lefte you 
alfo in Siſacks bande. Thẽ the rulersin Fr 
reel with che Eynge ſubmytted chem felues, 
andfayde:CbeL ORDEis righteous. 

2%  DBucwbhsFcheLORDE fawe F chey habled 
them felues, } worde of the LORDE cameto 
Semata,z fayde : Chey haue humbled them 
felues,cherfoze wyl J not deftroyetbem, but 
wyl geue chem a litle delyueraunce, that 
my indignacton fall noc vpon Jeruſalem by 
Siſack:for they fhalbe fubdued vnto bim, * 
theymaye Enowe what it is to ſerue me, 
to ſerue the Eynaqdomes of the worlde. 

Thus wẽte Siſack the Eynge of Egipte 
vp to Jeruſalem. z coke the treaſures inthe 
bonfeof the L ORDE, z thetreafuresinthe 
bynges houſe, and caried all awaye, andtoke 


Che xiij. Chap. Fo. reve, 


the ſhyldes of golde. that Salemon cauſed a.Par.g.2 


to matezin ficade wherof Eynge Rebos ma 
de ſhyldes of fiele,, and commytted thé vn, 
to the chefe focemen,rwbich kepte rhe doze o f 
theEynges houſe. And as oftas chet ynge 
wente in to the houſe of che LORDE, * fore 
men came z barethem,z bzougbethem agat 
ne in to y fotemens chaber. And for ſo moch 
as be ſubmytted bimfelfe, * wrath of * LOR 
DE turned frõ· him, fo that all was noc deſ 
troied: for there was yet ſome good in Gude. 

Thus was Roboamebe tinge ſtabuiſhed C 
in Jeruſalem, and reigned. One and fortye 
yeare olde was Roboam wha be was made 
Eynge,and reigned feuentenc yeare ac Jeru · 
falem inthe cite, which the LORDE bad cho+ 
fen out of all the wybes of Iſtael, co fer bis 
name there. His mocbers name was Raema 
on Ammonicifferand be 1d evell,and prepa 
sed not bis bere co ſeke the LORDE. 

Theſe acres of Roboam, both fyrſt and 
faft,are weytten in the actes of Semala che 
Pprophet,z of Jodo che Seer,and are nored, 
Zfoareche warres chat Roboam and Tero 
boam had cogerher aslonge as they lyned. 
ind Roboam fell on flepe wich bis fachers 
@nd was buryed inche cite of Dauid;z Abia 
bis fonne was tynge in bis ſteade. 

The Xil.Chaprer. 
SY V theeightench yeare of kynge Je- 


* 


roboam was Abia kynge in Juda 3 

reigned thre yeare at Jeruſalem. dis 
mothers name was Michaiã the doughter 
Of Veiel of Gibea. And there was warre ber 
trwene Abia and Feroboam. And Abie prey 
pared bimfelfe to the battayll with foure hů 
dreth chonfande fironge choſen men of war 
te. Bur FJeroboam made bimfelfe ready co 
fight agaynjt bim & eight hundreth chou 
Jande choſen men of firengtb. 

And Abia gatt him vp vpon the byll Ze- 
maraim, which lyech vpon mount Lpbeaind 
and fayde:derFen vnts me thon Feroboans 
and all Fftael:2\ nowe yenoe tbat the LOR, 
DEGod of Ffrael bach genenDauid ¥ tyng 
Dome of Hirael for euer vnto him and bis fort 
nes with ¢ Sale couenaunt ? But Jeroboã 
the fanne of Nebat, the feruaune of Salo⸗ 
mon Dauids ſonne, gat him vp z fell awaye 
from bis lore. And chere refozred vnto bins 
wagaboundes and childꝛen of Belial, and 
bauc firengebedebem felues againſt Roboã 
tbe forme of Salons: foz Roboam was but 
youge and of a fearfull bers, and coulde nor 
reſiſte them. 

Now thinke ye to fer youre ſelues agamſt 35 
the kyngdome of the LOR DE amonge — 
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the fonnes of Danid, foz fo moch as there is 
ſo greate a multitude of you,and bane $ gol 
Dencalues* § Feroboam made you for god 
des. Haue yenot expelled the preftes of the 
LORDEthe childꝛen of Aaron andthe Lent 
teszand bane mave you preſtes of youre aw 
ne, euen as the people of che londes? Who fo 
ever commeth co fyll bis bande with a yon- 
ge bullocke and feuen rammes, ſhal be preſte 
vnto chem chat are not goddes. 

But with vsis * LORDE gure God, wh 
we forfate notiand the preftes that minifter 
tonto the LORDE, the dyildzen of Aaron and 
the Lenites in cheir bufines, and euery mor⸗ 
nynge and every cuenynge Eyndle they the 
burncofferynges mntothe LORDE, andthe 
ſwete incenfe,and preparethe flerobred vpd 
the puretable, andthe golden candilftite 
with bislampes,to be kyndled euery euenyn 
ge:for we wayte vps the LORDE oure God. 

As for you, ye baue forſaken him. Bebol- 
de, God is the captayne of oure Hooft, and 
with vs are bis preftes, and the « blowynge 
trowipettes,to trompe agaynft you. Me chil · 
dren of Iſtael fight not aga ynft the LORDE 
Good of ys fathers: for ye fal noepzofpere. 

Clewertheles Jeroboam made a preuy 
watch on enery ſyde, cocome vpon them be- 
hynve,forbatthey were before Juda. and ¥ 
pieuy watch bebynde. Clow wha Juda cit 
ned them, bebolde, there was battayll before 
thé z bebynde. Then eryed they rite ¥ LOR 
DE,z the pieftes tromped with the trompet 
tes,z whe encrymanin Jude gaue g fhon- 
te, God plaged Jeroboam and Iſtael before 
bia and Juda. And che chilozen ef Iſtael 
fied before Juda, and God gaue themin co 
their handes, fotbat Abia z bis people dyd 
a greate flanghter vpon them, and there fell 
wounded of Iſrael fyue hundꝛet h choufan- 
de choſen men. 

Thus were the childꝛen of Iſrael ſubdued 
at that eyme,bue the childzen of Juda were 
comforted, for they putebeir truſt in 3 LOR’ 
DE God of their fathers And Abia folowed 
vpon Feroboam, and wanne cities frS him, 
Dethel with the vyllages therof Jeſana w 
bir vyllages,and Ephron with che villages 
therof, fo that Jeroboam came nomoze to 
ſtrength. as longe as Abialyucd. Andebe 
LORDE ſmote bir that be dyed. 

Clow whan Abia was firengthed,heto- 
Ec fourtene wyues, and begat two and twen 
tyefonnes and firtene daughters. What mo 
re there is to faye of Abia, and of bis wayes 
and bis doynges, itis wrytten in the ſtorye 
Of the prophet Iddo. And Abia fell on flepe 


Lhe pity. Chap. 
with bis fatbers,and they buryed him in * 
cite of Danid:and Aſa bis forme was Eynge 
inbis fieade. Jn bis tyme was che londe it 
reſt ten yearcs. 
The XI. Chapter. 
Td Aſa dyd that which was good ⁊ 
right in the fighte ofthe LORDEbis 
God, and put awaye che firaunge al- 
tares ,andthebye places,and beate tbe pi- 
fers, and berved dorone the grones,and fay- 
de vnto Juda, that they ſhuide fete the LOR 
DE Govdof their farbers, andeo do after > 
Tawe and commanndamentes . 2ind the bye 
places and ymages put be awaye out of all 
the cities of Jude : and the kyngdome bad 
reſt before bina. And be builded ferdge cities 
in Juda, wbyle the londe was in quietnes, 
whyle there was no warre agaynft bim in 
the fame yeares:foz * LORDE gaue bimreft. 
And he fayde vnto Juda: Let vs buylde 
vp theſe cities, and fenſe them rounde abou / 
ce with walles and towres, with portes and 
barres,whilethe tondeis yet with vsrfor we 
baue ſoughte che LORDE onre God, and be 
bath geuen vs reft on every fybe. Gothey 
buylded,and ic wente profperonfly with che 
ind Aſa had an hooſt of mẽ which bare ſhil 
bes z{peares,ont of Juda thre C.thoufande, 
and out of Ben Janin two bidzcth and fow 
ve ſcore thonſande, t hat bare fhyldeaz coul · 
de ſhute xb Lowes, and all theft were migh- 
tic ſtronge men. 

Bue Serah the Moryan came outa 
gainſt the ch an hooſt of a thouſande times 
a thouſande, and with thie hundꝛeth charet · 
tes, ꝛnd came vnto Mareſa . And Aſa wente 
forth aga ynſt him. And they prepared thens 
jclues co the battayll in che valley Zephata 
befide Mareſa. And Aſa called vpon YLOR 
DE bis God and fayde : ¶ LORDE, tt is no dif- 
fevéce b * to belpe by fewe or by many. Hel 
pe vs © LORDEoure God:for oure truſt is in 
the,z in thy name are we come forth againſt 
this multitude. LORDE oure God, let no man 
pꝛeuayle agayrſt the. 

nd the LORDE ſmote the Moriãs before 
Ae andbefore Juda fo that they fled. And 
Aſa with F peoplethatwas by bim,folow 
ed vpon chem vnto Serar. And the Moriãs 
fell ſo chat none of then: remained alyne, but 
were ſmytten before the L ORDE and before 
bis hooſt. And they caricd exceadinge mod 
fpoyle from thence.2ind be ſmote allebe cy- 
ties aboute Gerar, fora fearfulneffe of the 
LORDEcame vpon them 2Andebey ſpoyled 
all the cities, for there was moch fpoyle in 
them, Chey moreebe ventes of the catell al 


4 


.Re.iz. F 


B 


tudiew.: 
uRetge 


Ofe3.b 


Fhe ij. bole of che Cronicles, Che xvi. Chap. Ao. xcvij. 


fo,and toke many ſhepe and Camels, anda 
me agayne to Jeruſalem. 

Tbe XV. Chapter. 

a Vd the ſpꝛete of God came vps Afa- 
> rias the fonne of Obed, which wence 

forth to Aſa. and ſayde vnto him: Hea 
re me Aſa and all Juda z Ben Jamin: The 
LORDE is with you, whyle ye are with him: 
and yf ye ſeke bim, be wylbe founde of you. 
But yf ye forſake him, be ſhal foxfate youal 
fd. Neuerctheles there ſhal be many dayes it 
Wrael, that · there ſhalbe no true God, no 
preft co teach,zno lawe. And whan they tur 
ne in their trouble vnto the LORDE God 
Of Iſraen and fete bim,be flpalbe founde. Ae 
that tyme ſhail ic not be well with him that 
goeth out and in: for there ſhal be greate vp- 
ronres vpon allebem $ dwell onthe earch, 
Foꝛ one people fhall all co ſmyte another, z 
one cite another: for God ſhal vere them ch 
all maner of tronble. But be ye ſtronge, and 
let not youre handes be feble:foz youre woz 
Ee bach bis rewarbde, 

DBD Whan Afa herde chee wordes, and the 
propheciége(of Warias the ſonne)of Obed 
the prophet, be cote a cozage vnto bint, and 

nt awaye the abbominacions out of all > 

onde of jude and Ben Jamin, and out of 
the cities that be bad wonne vpon mount 
pbzaim: and renued the LOR DESaleare, 
wid ſtode before the porche of the LO R- 
DE, 2nd all Juda and Ben Yamin garbe- 
red them flues cogetber,and the ſtraungers 
with them ont of Ephraim, Manaſſes and 
Simeon: for chere fell many onto bim out of 
Iſtael whanchey fawecbattheL ORDE 
Bis God was with bim. Andebey reſorted 
vnto Jeruſalem in the thirde moneth of che 
fyftench yeare of the reigne of 2f4,and the 
fame daye offted they wnro che LORDE of 
the fpoylethat chey bad beoughte, ſeuen hů 
‘deeth oren,and ſeuen choufande ſhepe. 

C€ Andeheyentrcdmco * couenaunt, that 
they wolde fetetbe LOR DE Gov of hei fe 
thers , with all their hert and with all cheir 
ſoͤule. And who fd ener wolde not ſeke FLOR 
DEGod of Iſrael, ſhulde dye, both ſmall ⁊ 
greate, both man and weman; and chey ſwa 
re vnto the LORDE with loude voyce, with 
Phoutinge, with trompettes and with ſhaw 
mes. 2nd all Inda were glad oner thecoth: 
for they bad fivome with alltbeir bert ,and 
they fougbte bim wich 4 whole wyll:and be 
was founde of them,and the LORDE gaue 
them reſt on enery fyde. s 

D — AndAfa ỹ kynge put downe his mother 

from the myniſtracion, that ſhe bad foune 


ded in the groue vnto Miplezeth · And Aſa 
roted out bir Miplezet h. and beate it in fins 
Der, and brent it by the broke Cedron. Bue 
the bye places were mot put downe our of 
Iſtaei. Mer was the berc of Ala perfecteas 
longeas belyucd. And lote what bis fatber 
Bad balewed , and chat be bim felfe bad ba 
Towed, be broughte it in to * bonfeof God, 
ſyluer, golde and ornametes. And there was 
no warre vnto the fyue and thirtieth yeare 
of the reigne of Aſa. 
The XV. Chapter. 

Lithe fire and chutieth yeare of A 

reigne of Aſa, wente Baeſa the kyn sRepe 
QM, seof Fitael vp agaynft Juve, and 
buylded Rania,to lec Ala — Ju 
da, ? be Gee not Go out and in: Bue Aſa 
toke forth che treaiure in the houſe of the 
LORDE, and the fyluer and golde in the kyn 
ges boufe,and ſent it vnto Benadad kyn · 
geof Syria, which dwelt at Damafcon,and 
canfed tofaye vnto bin: Chere is a coue- 
naunt betwee me and the, betwene my fa- 
ther andeby father, therfore baue J fent * 
Fyluer and golde that chou mayeftbieate * 
couenaunt with Baeſa the bynge of Iſtach, 
that he maye departe frome, 

Benadad bertened vnto kynge Wes, and 
fent bis hooft agaynft the cities of Iſtael 
whic ſmote ion, Dan and Abel Miaim, 
and all the corne cities of Nephtali Whan 
Baeſa herdet hat. be lefte of from buyldin⸗ 
ge Rama, and ceeffcd from bis worke. Hue 
Bynge Afa tote all Juda vnto hit, and cae 
tied awaye ? ftones and tymber( w herwith 
Baeſa buylded)and be buylded Geba z Miz⸗ 
pa withall. 

At the ſame tyme came Hanani the Seer 
vnte Aſa che kynge of Juda, and ſayde vn⸗ 
to him: Becauſe thou haſt truſted wntoebe 
kynge of Syria, and not put thy truſt in the 
LORRDEthy God, ther fore isthe power of 
the Eynge of Syzia efcaped thy babe. « We 
re not the Moryans and £ ybians a gteate 
multitude with erceadingemany charettes 
and bozfinen 7 Met gaue theLOR DEthens 
in totby bande, whan thou dyddeſt put eby 
truſt in him: for the eyes of theLOR DElote 
rounde aboute all londes, to ſtrength ebens 
?? are in him with all their hert. Khon haſt 
Done vnwyſely, therfore ſhalt chou haue 
warre from hẽce forthh. But Ale was wroth 
at ? Seer, and put bim in pꝛeſon: for be mur. 
mured with him ouer this thinge. And Aſa 
oppreſſed certayne of the people at > fame 


tyme. 
Theſe acres of Aſa both firſt and laff, be C 
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holde, they are wrytten in the boke of * kyn 

ges of Juda ⁊ Iſtrael And Aſa was difeafed 

in bis fete in the nyne and thirtieth yeare of 
bis reigne, and endured ther over. + Nether 
fougbte bethe L ORDE in bis fineffe , but 
trujted vnto pbificians. Thus fell Aſa on 
flepe with bis farbers,z dycd inthe onc and 

rorcieth yeare of bis reigne, z was buried in 
is arone fepulcre which be bad canfedro 
be grauen foz bim felfe in the cice of Dauid. 

And chey layed bim vpon bis bed, which 

was fylled with fivete oveures z all mance 

Of ſpyces (made after *¶ Apotecaries craft) 

and made a very greate burnynge. 

The XVI. Capter. 

a Viv Folapbhat bis ſonne was kynge 

yy in bis fieade,z waxed mighticaganfe 

Iſrael. And be put men of warre in 
all che ftronge cities of Juda, and fer offi⸗ 
cers in thelonde of Juda,and inthe cities of 
pbraim, which Ala bis father bad won- 
ne. 2nd che LORDE was w YJofapbat:for be 
walked inthe olde wayes of bis father Da- 
uid, zfougbre not Saalim , but cheGed of 
bis fatber,z walked in bis commaundemen 
tes, z not after the workes of Iſtael: therfo⸗ 
re dyd che LORDE ftably[be the tyngdome 
in bis bade. And all Juda gane pzefences vrs 
to Joſaphat, zbe bad greaterichesz wor⸗ 
Phippe. And whan bis here was coragedin 
the wayes of the LORDE,be put downe ſtyll 
the bye places and groues out of Juda. 

BIn the thirde yeare of bis reigne ſent he 
bis peynces , Benhail, Obadia, Sacharias, 
Nethaneel z Michaia, co teach inche cities 
of Judaiz with chem the Leuites: Semaia. 
Llethania, Sebadia, Afabel, Semirvmoch, 
Jonathan. Adonia, Tobia ⁊ Tob Adonia,z 
swith chem y preſtes Elifamaz Joram. And 
they taughte in Juda, ⁊ had thẽ boke of the 
ieee ofy oor ye wh chem,z wente aboute is 
all cities of Juda,ztaughte the fe. 

And che feare ofthe LORD Eom ome 
all $ kyng domes inthe countrees chat jaye 
aboute Juda ſo ¥ chey foughte not aga ynſt 
Joſaphat. And che philiſt ynes broughte 
p̃ieſentes and crybute of fyluer vnto Joſa⸗ 
phat. Andche Arabians broughte him fe 
wenctboufandeand feuen bundzeth rammes, 
and fenen chonfande andfeuen bundzeth be 
Soares. Thus increafed Golapbat, z grewe 
euer greater. And be buylded caffels and coz 
ne cities in Juda. And dyd moch in the ci- 

ties of Jude, andbad valeaunt and migh- 
tie men ac Jeruſalem. 

CAund this was F ordinaunce thorow ont 

the boufe of their facbers , which were ru⸗ 


The xviij. Chap. 
lers ouer the thouſandes in Juda. one a 
captayne, zx bim were ehze hũdꝛeth thou⸗ 
fandemightie men. Nexte once bim was To 
banan > hefe,and with him wereewo burr 
dreth and foure {core chonfande. Nexte him 
was Amafia the fonne of Sichi the fie wyl 
linge of ¥ LORDE, and with bim were two 
hundreth choufande valeaunt men. Of che 
childien of Ben Jamin was Eliadaa migh 
tie man, and with bim were two hundꝛet h 
thoufande ready with bowes and ſhyldes. 
Nexte onto bim was Joſabad, and with 
bim were an hundreth and foure [core chow 
fande barnefjed men of warre. All chefe way 
ted vpon the Eynge, befydes chofe that che 
Eynge bad layedin the ftrdge cities chororw 
out all Juda. 
The Xvi. Chapter. 
Vd Joſaphat bad greate riches and 
worfbippe,and made frend ſhippe ch 
Achab. + And a fter two yeaves wen- 
te be downe to Acha b vnto Samaria. And 
Achab cauſed man ſhepe and oxẽ to be flay 
ne for him and for $ people that were with 
bim. 2nd be connceled bim to govp wnre 
Ramoch in Gilead. And Achab che kynge 
Of Iſtael fayde vnto Joſaphat the tynge 
of Juda: Go with me dnto Ramoth mn Gi- 
lead. He ſayde onto him: J amas thou, and 
my people as thy pecple, we wyll go with 
the vnto che baccayll. 

Dut Joſaphat ſayde wnto che Eynge of 
Iſt ael: Are conncell (Fj praye ehe)tbis Daye 
at the worde of the LORDE, And the Eynge 
Of Iſtael garbered che prophetes together, 
euen foure hundret h men, zfaide onto chan: 
Sbal we go coche battayil onto Ramoth 
in Siſead or fhal I let it aione? They ſayder 
Govp, God ſhal delyuer it inco che Eynges 
bade. Buc Joſaphat fayde: Is there noe yet 
one prophet of the LOR DEbere, } wemaye 
areat bimy The kynge of Iſtael fayde vnto 
Joſaphat: Chereis yer oneman, at whens 
wwe maye are of } LORDE:bue J bate bim, 
for be pꝛrophe ciet h meno good, bur allwaye 
enell namely Micheas the jonne of Jemla. 
Joſaphat fayde: Let not the tynge faye fo. 
And the Eynge of Iſrael called one of bis 
chamberlaynes, z fayde: Bzynge bitber [oo- 
ne Micheas the fonne of Femla. 

And che Eynge of Frac, and Joſaphat 
thetynge of Jůda ſor either of them vpon 
bis ſeate, arayed in their garmentes. Euen 
inthe place atebe dove cf the porte of Ga- 
marta fattbey, andall * prophetes prophe 
cied be fore them. And Sedechias che fonne 
of Cnaena bad made bins hornes of yor, 
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and fayde:Tbhus fayeth theL ORDE: With 
thefe ſhalt chou pußſhe at the Syzians, tyll 
thon brynge chem co naughte. And all the 
pꝛophetes propheciedlitemyfe, zfayde: Go 
Dp vnto Ramoch in Gilead, and chou ſhalt 
pꝛoſpere, and $ LORDE ſhal delyuer icin co 
thetyuges bande. 

And che meffaunger chat wente to call 
Miche as fpate vnto bim,and fayde:Bebol 
de, > wordes of che prophetes are with one 
a@corde good be fore the kynge: lee thy worde 
¶ pꝛaye the)be as one of theirs, and ſpeale 
thon good aiſo. But Miche as ſayde: As tru 
ly as che LORDElynerh,lote what my God 
fayeth vnto me, p wyl I fpeate. And whan 
be came to the kynge, che Eynge fayde onto 
bim: Micheas, ſhůlde we go vnto Ramoth 
in Gilead to the battayll, oꝛ ſhulde we lecit 
alone? He faide:Go vp,and ye ſhal pzofpere. 
‘Je ſhal be gené you in youre handes. Dut > 
Eyngefayde onto bim:7j charge > yetagay 
ne, that thou tell me nocbinge but > trueth 
in the name of the LOR DE. 

Chen faive he:F ſawe all Iſrael featered 
abode vps the mounta ynes as the ſhepe v)ᷣ 
haue no ſhepherde. And the LORDE ſayde: 
Daue theſẽe no lorde? Let euery one turnẽ ho 
me agayne in peace. The fayde the Eyngeof- 

fEael onto Yofaphat : Dyd not Feel che, 

be wolde propbhecie me no good, but enell? 

nd be fayde:Cherfore heare yethewor- 
de of the LORDE: 5 pemereelORDE Ne 
vpon bis feate, and all the hooſt of heauen 
ſtondinge acbisrighte bande zatbis lefte. 
And the LO RDE jayde: Wo wyll difceane 
Achab che kynge of Iſtael. that he maye go 
vp ⁊ fall at Ramoth in Silead: And whan 
one ſa yde thus, another fo, there came forth 
a [prete,and ſtode before * LORDE,andfay 
de J wyl difceauebim. TheL O R D Efayde 
vntð bim: Wherwith? He ſa yde: J wyll go 
forth,and be a falſe ſprete in the mouth ofall, 
bis pzophetes. And be fayde: Thon fhale dif, 
ceauebim, and ſhalt be able: go thy waye, 
and do [o.Bebolvde now, *the LOR DE bath 
geuen a falſe fprete in the mouth of all chefe 
thy pzophetes, andthe L ORDE bath ſpokẽ 
enell agaynftche. 

Then frepte forth Sedechiasthe fonneof 
Cnaena, andfmote Micheas vpon che che⸗ 
£e,and ſa yde: Which waye is the ſprete of F 
LOR DE depatted fro me, to fpeake thozow 
the? Micheas fayde: Bebolde,chon Malt fe 
it whan thou commeft into ¥ ynmoſt cham 
berto byde the. But the kynge of Iſtaei fay 
de: Take Micheas, andlet him remayne ch 
Amon the ruler of the cite, and with Joas 


the fonne of Melech, and faye: Thus ſayeth 
theEynge : Put this man in pzefon, and fede 
bim & bied and water of trouble, tyll co- 
Inc agayne in peace. Micheas ſaide: Yf thon 
—— agayne in peace,then bath not the 
LOR DE ſpoken thorow me. And be ſayde⸗ 
Herken co all ye people. 

So the kynge of Iſrael. and Joſaphat $ 
kynge of Juda wente vp vnto Ramoth in 
Gilead, And F kynge of Iſrael ſayde vnto 
Joſaphat: Chaungẽ thy clothes, and come 
tothe battayll in thine araye. And > Eynge 
of Iſtael chaunged bis rayment, z came in 
totbebattayll. But the Eynge of Syria bad 
conmiaunded the rulers of bis charettes: Re 
that fighte nether agaynfé finall ner greace, 
but onely agaynftcbetynge of Iſtaci. 

Clow whanche rulers of the charrettes 
farce Fofaphat,cheychoughte: It is * kyn 
ge of Iſtael and they wẽte aboute to fighte 
agaynft him. Due Joſaphat eryed, and the 
LORDE belped him. And Godturnedehens 
from bim: for whan the rulers of the caret 
tes farwethat it was not > Eynge of Tftacl, 
theycurned bad from bim. Bue a cercayne 
man bended bis bowe barbe,z ſhot the tyn- 
ge of Iſtael betwene the mawe and che low 
ges. Thẽ fayde be vnto bis charet man: Tue 
nethine bade, and cary me out of the booft, 
foz J am wounded. And the batcayll was 
fore the fame daye. And the kynge of Iſtael 
love vpon bis caret agaynfé che Syrians 
vnt yll che enenynge, and dyed whã the Son 
ne wentedorone. 

The XIX. Chapter. 

é Vt ZJoſaphat the Eynge of Juda ca- 
be me bome agaynein peace vnto Je⸗ 
rufalem. 2nd Jehu ) fonneof Sane 
nithe Seer wẽte forth cometebim , zfayde 
vnto kynge Joſaphat: Shuldeſt chou fo hel 
pethe vngodly, and loue them that hate the 
LORDE?2ind for this cauſe is * wrath vps 
the from the LOR DE: nenertheles there is 
fome good founde in the, that thou baft put 
the groues out of che londe, and haſt prepa⸗ 
red thine bert to fete God. So Joſaphat abo 

dear Jeruſalem. 

nd be wente agayne amonge the peo- 
plefess Berſeba vnto moũt Ephraim, and 

ꝛoughte them agayne to the LORDEGod 
of chew fathers. 2ind he ſet Judges thorow 
out the ionde, in all the ſtronge cities of Ju ⸗ 
da, and a certayne in enery cite. And fayde 
wntothe Judges: Take hede what ye do: for 


yeerecute not the indgment of man, but of 


the LOR DE, and be is with youin tndgmet: 
cherfore let the feate of the LORDE be with 
ca 


e& 


x 
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pou,and berwarre,and do it: fo2 with che LOR 
DE oure God there is no vnrighteouſnes. 
He reſpecte of perfonnes, ner acceptinge of 
iftes. 
And at Jeruſalem dyd Joſaphat ordey⸗ 
ne certa yne of the Leuites and preſtes, and 
of the aronciẽt fathers of Iſtael for * iudg 
ment of che LOKBE and ouer the matter of 
the lawe, and cauſed them co dwell at Jeru⸗ 
falem,and commaunded them, and fayde:Se 
that ye do thus inthe feare of the LORDE, 
in faith fulnes z ina perfect bert. In all cau- 
fs that come vnto you from youre brethren 


(which dwell in their cities ) betwene blonde 
ment, betwene fiatuces and ordinaunces ye 
fhal en forme them, } they ſynne not againft 
you and youre brethren. Do thus, and ye yal 
nocoffende. 
you in all cauſes of } LORDE: fois Sabadia 
the fonneof Iſmaeĩ pzynce in the houſe of 
cers likewyſe the Leuites before you. Take a 
good corage vnto you, and be doynge, and 
Tbe Xx. Chapter, 
Of Sterthis came the dilozé of Moab, 
V of Amanim wh them,to fighte againſt 
¶Joſa phat. And they came and colde Joſa⸗ 
titude araynft che from beyondethe See of 
Syria, z bebolde, they are at Hazezon Tha- 
And Joſaphat was afrayed,z ſet his fa⸗ 
ce to fete  LORDE, ⁊ cauſed a faſt to be pro 
ther to ſekethẽ LORDE. And out of all $ i- 
ties of Juda came they to ſeke the LORDE. 
of Juda z Jeruſalem inthe houſe of LOR 
DE before the new conrte,and fayde: 
thon God in heauen, and baft domynion it 
ail che Eyngdomes of the Heythen ? And in 
is no man that can withftove che. Haft not 
thoug God expelled che inbabiters of this 
geuẽ it vnto che fede of Abzabameby loner 
fo: enerz(o chatcbey bane dwelt in it,z haue 
in,and fa yde:RF chere come eny plage, fiver- 
De,indamét, peffilence, o2 derth vpon vs,we 


and blonde, betwene lawe and commannde 
the LORDE,andfoebe math to come vpon 
Beholde, Amaria the prefé is chefe oner 
ude in all the Eynges matters: NRe bane cfft 
the LORDE ſhalbe wich the good. 
the childzen of Ammon, and certayne 
phat,and fayde:T here cometh a te mul⸗ 
mar,thatis tEngabddr. 
clamed in all Gude. And Gude came coge- 
2nd “Yjofephat ſtode amðge ? cOgregacion 
®OLORDEGOvOF cure fathers, art noe 
thy bandeis ſtrength and porver,and ebere 
fonde before thy people of Sfracl rand haſt 
buylded che a Sanctuary onto ¥ name ther 
wyll ſtonde before this boule cuen before the 


The xx. Chap. 


(foreby name is inthis houſe) and wyll erye 
vntothe in ouretrouble, and chou ſhaͤlt bea 
re, and ſhalt faue vs. Seholde now, the dil- 
dren of Ammon, of Moab they of mount 
Seir, vpon whom + chou woldeſt not ſuffre 
the childꝛen of Iſraelto go, whan they wen- 
teoutof the londe of Egipte, but they we⸗ 
re fayne to departe from che, and motto def- 
troye them: and bebolde, chey deale contra- 
rely with vs, and come to thenft vs out of 
the inberitannce, that thou haſt geuen vs 
inpofleffion. O oure Ged, wylt thou not iud 
e them ? For in vs is no firength to with- 
flonde this greate multitude that commeth 
agaynſt vs. We Enowe not what we ſhulde 
Do, bur oure eyes loke vnto the. And all Ju · 
da ftode before che LOR DE, with their dil- 
— yere and ſe —— B Fach 
ut vpon Jehaſiel che ſonne of Sachari- 
as, the fc shoe J Benaia, the forme of Ichiel. 
the ſonne of Mathania the Teuite of F chil 
dren of Affe pb, came the ſprete of the LOR- 
DE inthe myoddes ofthe congregacion,and 
fayde: Gene hede all chon Juda and ye inha 
bicers of Fernfalem, and chou Eynge Joſa · 
hat: Thus fayeth che —— * yous 

e not ye afraycd, nether feare ye this greae 
te multitude: for itis not ye that figbes bus 
Ged. Tomozor ſhal ye go dorone dnto thẽ. 
ind bebolve,they go vp by Sis,and ye fhab 
fynde them at the reed ſee bythe broke befo- 
re the wyldernes of Jeruel: for ye ſhall noe 
fis hte in this caufe.Do ye but ſteppe forth, 
and fionde, and fethe health of the LORDE 
thacis with you. Scare nor © Juda and 
Ferufalem,and be not afrayed, temorow go 
ye forth agaynſt them, and che L ORDE ſhal 
be with you. 

Thẽ Fofa phat bowed him felfe wb hie fa 
ce to the earth. z all Suda, zebe inbabiters 
of Jeruſalem fell before theL OR D E, z wore 
pp the LORDE.2ndthe Lenites of F 
childzé of the Babathiresz of the children 
of the Corabites aroſe to prayfetbe LORDE 
Godvof Iſrael wd loude voyce onbye. And 
they gatchum vpearlyin *¶ moznynge,and 
wite forth by chew ylderneffe of Chetoa. 

2nd whan they were goynge ont , Joſa⸗ 
phat ſtode ſayde: Herrẽ vnto me O Juda, 
Zyeindwellers of Jeruſalẽ: put youre truſt 
in the LORDEy¢ Govd.z ye frat be fafe:and 
gene credence vnto bis prephetes, z ye fall 
profpere.2ind be gaue conncell vnto F peo 
ple,and appoynted the fyngers onto $LOR 
DE, andebem that cane pzayfe in the berw= 
tyeof bolynes to sot cfosetbe barneffed mz, 
zto faye: O geue thankes vnto the LORDE, 
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for his mercy endureth for ener. And whan 
they beganneto gene thantes and prayfe, 
atbeLORDE canjed the bynder watch that 
was come agaynft Juda, co come vpon the 
childzé of Ammon, Moab z chem ef mount 
Seir , and they ſmote them. Chen ſtode the 
childꝛen of Ammon z Moab aga ynſt them 
of mount Seir,co Danme them , and to deſ⸗ 
troye chem. 2nd whanchey bad deſtroyed 
them of mount Geir, one belped another to 
deſtroye chem felucs alfo. 2nd whan Juda 
came co Miſpa vnto the wylvernes, they 
turned them cowarde che multitude, and be- 
bolde, che deed bodies laye vps the earth, ſo 
that none wasefcaped. 

And Joſaphat came with his people to 
deuyde the |poyles of them. And they founde 
amonge them ſo mach goodes andrayment 
and precious Jewels (which they coke front 
themebacchey coulde not beare them. And 
thre dayes were they deuydinge the fpoyle, 
fozit was fo moch.On che fourth daye came 
they together inco the valley of bleffynge: 
for here bleſſed they the LORDE. Cher fore 
toche place called che valley of bleffinge on 
to chis daye. 

So euery man of Juda z Jeruſalem tur⸗ 
ned back agayne,z Jofaphat before them,to 
go vo Jeruſals with io ye for * LORDEbad 
Seven chem gladneſſe on their enemies. And 
chey entred in to Jeruſalem with pſalteries, 
barpes ⁊ trom pettes vnto che hoͤuſe of che 
LORDE. 2ino chere came a feare of God o⸗ 
ner all tbe kyng domes in the londes, w han 
they herde thatthe LO REhad foughte 
aga ynſt > enemies of Iſtael. Thus was > 
Eyngdeme of Joſa phat in quyetnes, z God 
gane bim rej on euer y ſyde. 

And Joſaphat reigned ouer Fude,z was 
fyue zebirtic yeare olde whan be was made 
Eynge,z reigned fyue z twent ye yeare at Je- 
rufalem, Hts mochers name was Aſuba che 
doughter of Silhi. And be walked inche 
waye of bis father Aja, zdeparted moc al y- 
de fromodoynge F which was righte in the 
ſighte of che LORDE:fauynae that > bye 
places were not put domne, fo2 the people 
bad not yee prepared their bere to the God 
of their fathers. What moꝛe there is co faye 
of Joſaphat, beel che firſt z the laſt. bebol- 
de, it is weytten ithe actes of Jehu F fon 
ne of Hanani. which be noted vp inthe boke 
of che kynges of Iſrael. 

Afrerwarde dyd Joſaphat the bynge of 
Juda agree vb Ahaſia the kynge of Iſrael. 
which was vngodly in bic doynges. And be 
agreed with bin to mate ſhippes, for to go 


vpon the fee. And they mave the fyippes at 
Eseon Gaber. Dur Eliefer the fonne of Do 
dana of Mareſa prophecied agaynft Jofa- 
pbat, and fayde: Becaufecbou Haft agreed 
with Ahafia, cher fore hath the LORDEb2o 
Eenchy workes. And fo * ſhippes were bro 
Een,z mighte not go vpon the Sec, 
The XI. Chapter. 


A Lid Zoſaphat fell on ſiepe ch his fa- A 


thers, ⁊ was buried wb bis fat hers in s-Reang 


the cite of Damd,z Joram bis ſonne 
was Eynge in bis ſteade. And be bad brethrẽ 
the fonnes of Joſa phat: Alaria, Jehiel, Za⸗ 
charias, Afaria, Michael Sephatia. All 
theſe were the childꝛen of Joſaphat kynge 
Of Juda. And their father gaue them many 
giftes of fyluer, goldez Jewels, ſtrongẽ 
cities in JIuda. But the kyngdome gaue be 
vnto Joram:for be was che firſt borne. 
Bae whan Joram came vp ouer bis fa⸗ 
thers Eyngdeme, z bad gotten the power of 
it, be ſie wẽ all bis brethzé with che fiverde,z 


certaynerulers alfo in Iſrael. Two ⁊ thir⸗ +Ree sc 


tieyeare olde was Joram whan be was ma 
de Eynge, zreigned eight yeare at Jeruſalẽ. 
zrwalked in the waye of $ Eynges of Iſtael 
even asthe houſe of Achab dyd( for Achabs 
doughter was bis wifeyz he dyd chat which 
was enell in the ſighte of the ORDE. 
Neuertheles ¥ LORDE wolde not deſtroie B 

the houſe of Damd, for che couenauntes fa- 


Ee, * which be made Daud, andacordin- 2.Rez7-¢ 


e as be had fayde, Phe wolve genebim and 
Bie childien a lancerne for enermoze, 

Ac F famecyme fell * Edomites awaye 
from Juda, and made a tynge ouer cher fel 
ues: for Joram bad gone oucr with bis cap- 
taynes and all tbe dyarettes with bim,z bad 
gottes bim vp inehenight feafon, and flay- 
nethesEdomices on euery ſyde, andthe ru- 
lers of the charettes: therfore fell } Edomi 
tes awaye from Juda vnto this daye. Ae * 
fame cyme fell 2 ybna awaye frombim alfo: 
becanfe be fozfote the LORDE God of bis fe 
thers.de made bye places alfo on the moun- 
taynes in Juda, z cauſed them of Jeruſalẽ 
to go ambezynge,and diſce aued Jude. 

Dut there came a wrytinge vnto him fis C 
the prophet Elias fayenge:Cbus fayeth che 
LORDE Godof thy father Damid:Becan- 
fetbou haſt not walked inthe wayes of thy 
father Joſa phat, nether in $ wayes of Afe 
the tynge of Judea, but walkeſt in the waye 
of the Eynges of Iſtael, andmateft Juða 
and them of Jeruſalem to so awhorynge af 
ter the whozdome of the bonfe of Adhab, 
and baft (layne thy brethzen alfo of thy fa- 

rei 
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thers hone, which were better thé thow. Be 
holde, the OR DE fal ſmyte the wb a grea 
tc plage on thy people,onthy hildzen zeby 
qoyues,and on all thy fubf—aunce. Buc thou 
thy felfe fale bane mod) fickneffe in chy 
bowels, cyll thy bowels go forth from daye 
to Daye for very difeafe. 


BD — So F LORDErayfed vp aga ynſt Joram, 


% 
4aReed 


thatis 
*Odofe 
4s,orber 
myfe cal 
ted Aha- 
fis. 


the ſprete of the pbiliftynes , z Arabians, 
whidy lye beſyde the Moztans,and they wen 
te vp into nuda, and wayffed it,and caried 
a waye all the ſubſtaunce that was founde 
in the Eynges boufé,z bis fonnes,and bis wy 
nes, fo § there was not onc fonnelefce bins, 
fane Joahas bis ySgeft ſonne. And after all 
this dyd y LORDE ſmyte bim in bis bowels, 
with foch a ficPneffe as coulde not bebealed. 
2ind whyle that endurcd from daye to daye, 
wban thecynie of two yeares was erpyzed, 
bis bowels wente from bim w& bis fickneffe, 
and be dycd in eneil difecfes. 

And ehey madenot a burninge ouer him. 
as they dyd vnto bis fathers. Two and thir 
tie yeare olde was be wha be was made kyn 
Se, andreigned cight yeareat Jeruſalẽ, and 
walked not well. And they buried him in the 
cite of Dawid, but noc amdge the ſepulcres 
Of thetynges. 

The Xxil. Chapter. 

If Cito they of Yernfalem made Ocho⸗ 
fias bis yõgeſt forme kynge in bis fice 
de:for themen of rwarre that came vᷣ 

the bocft of che Arabians, bad flayne all $ 
firſt, cherfore reigned Ochefias the ferme of 
Joram Eynge of Juda. Two and foztye yea 
reolde was Odofias whan be was made 
Eynge, and reigned one yeare at Jeruſalem. 
His mothers name was Achaliacthe Scugh 
ter of Amri. And he walked alfo in F wayes 
of the boufé of Achab: forbis mother enty 
fed bim ſo p be was wngodly. Therfozedyd 
beenell in $ fighte of the LORDE, enenas 
¥ boule of Achab:foz they were bis councell 
Seucrs after bis fathers death, to deſtroye 
bim,and be walted after their councell. 
And be wente with Joram the fonneof 
Achab Eynge of Iſrael.co the batta yli vnto 
Ramoth in Gilead,agaynft Haſael che kyn 
cof Syria. But the Syriãs finote Joram, 
fo ¥ heturned back to be healed at Jeſteei⸗ 
for be bad woundes that were geuen bim at 
Rame, whan be foughte with Haſael the 
Eynge of Syria. 2ipd + AWfarias the ſonne of 
jozam Eynge of Juda wẽte downe to vyſet 
jozam > fonneof Achab at Fefreel, whid> 
layeficFe: For it was ordeyned of God vnto 
Oahofias that he fyulve come co Joram, 


Che erty. Chap, 


foto go forth with Foramagaynft Jehu y 


fonne of Ctimfi, + whom the LORDE bad 4Re st 


anoynted to rote out the boule of Achab. 
Nowwhan Jehu woldebeautgedof F C 
boule of Achab, be founde certayne rulers 
Of Guda,and childꝛẽ of Ochofias brethren 
which ferued Ochofias, and be flewe them. 
= 2nd be ſoughte O chofias , andebey ouer- 
toke him, whã be bad byd bim at Samaria: 
zhewas breughte vnco Jehu, whidy flewe 
bim,and they buricd him, for they ſa yde: de 
bis the fonne of Ioſaphat, which foughre 
> LORDE with all bis hert. And there was 
no man mee of the houfe of Odvofias that 
mighte be Eynge. * 


a 


Whan Achaliathe mother of Ochofias 
fawe > bir ferme was deed, ſhe gat bir vp, z 
Buda. But Fofabeach > Eynges ſiſter coke 
Zoas ? fonne of Ochofias , and fiale bins 
re flayne,z put bim with bis norſe in a cham · 
ber. Thus Joſabeath kynge Jorams douhg 
fiom Athalia, ſo p be was not flayne:fozfbe 
was Odhofias fifter . And be was hyd with 
moch as Athalia was quene in the londe. 

Che Xxill. Chapter. 
4 
95 belde ,andtoke che rulers oner bun: 
dreds:namely Afaria F ſonne of Fe 
¥ fonnte of Obed, Maeſeia ¥ fonne of Adaia, 
and Eliſa phat > foune of Sicha with bim, 
in Juda. and broughte F Lenites together 
outof allt he cities of Inda, andthe chefe 
And all the cõgregacion madea conenaunt 
wich the kyngẽ in the houſe of God, and be 
[hal bet ynge,* eué asthe lL ORDEfpate co 
cernyngethe childzen of Danid. * 
de parte of you that entre on the Gabbath, 
Phalbe amonge the preftes z Lenites,xhidy 
de parte intheEynges bonfe,and one thů de 
Parte at the grounde porte. Bat all the peo 
LORDE,andtbatno man goin to the houſe 
of the LOR DE, excepte the preftes and Le> 
they are hale wed. Andlecall ¢ pec pleray 
tevpentheL OR DE. And the L « ae ſhai 


deſtroyed all che bynges fedein the houſe of 
ãwaye frõ amonge the dynges childrẽ we⸗ 
ter, the wyfe of P aed the pꝛreſt, byd bins 
themin the boule of God fire yeares, for fo 
Wein the ſeuenth yeare was Joiada 
sabam, Iſmael $ fonne of Yobanan,Afatia 
Inte the covenaunt : and they wenteaboute 
fathers of Iſtael. to ceme vnto Jeruſalem. 
fayde vnto them: Beholde, the kynges ſonne 
This is it ther fore F ye ſhal dor The thir 
are dozeFepers at the threſholdes: ⁊ one thire 
ple fhalbe in the courtes of the beufe of che 
bites chat mynifier tbere,thcy ſhal goin: fos 
get them reunde abe ute * Eynge, euery ene 
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with bis weapen in bis bande. And who fo 
els goeth into ¥ boufe,lec bim dye. 2ind they 
hall be & the Eynge wha be goeth out zin. 

And che Teuites z all Juda dyd as Joia 
da ? preſt had commenunded, and cuery one 
tobe bis men chat entred onthe Sabbath, 
shofe } wente ofon che Sabbat hrfor Joia 
da > preft ſuffred not thoſe two companies 
¢o parte afunder. And Joiada F pzeft gaue 
the captaynes over bundzeds [pcares z fpyl- 
des, andEynge Dauids weapens, which we 
rein the boufe of God,and [ec all the people 
euery one xb bis weapenin bis bande, from 
the righte comer of the boule, onto che lefte 
comer of the alcare, and co the houſe warde 
abontethe Eynge. And they broughte forth 
thetynges fonne, z fet the crorone vpon bis 
heade, and gauethem the* wytneffe, zma- 
de him Eynge. And Joiada w bis formes a- 
noynted bim,z fayde:God (ane the Eynge. 

Dut whan Achalia herde the noyſe of * 

people ? rannetogetber and pzayfed F kyn 
ge, ſhe wente forth tothe peopleinto > how 
ſe of the LOR DE, and ioked: and bebolve, > 
Eynge ſtode in bis place at > intraunce,and 
therulers and trom; 6 aboute F kynge: 
and alltbe people of chelonde were glad, z 
blewe the crompes , andebere were fyngers 
} coulve playe & all maner of moficall in- 
firumentes. Dut fe rẽte bir clothes,z fayde: 
Sedicion,fedicion. Neuertheles Joiada > 
preſt gat him forth with the capraynes ouer 
bundzeds and rulers of the hooft, andfayde 
vnto them:Bryngeber forth betwene F wal 
les, z who fo ener ſoie weth ber, ſhal be flay- 
ne with > froerde:for che preſt bad cOmaun 
ded, that fhe ſhulde not be flaynein > bonfe 
of the LORDE. Andeheylayed handes on 
ber. And whan fle came attheintraunce of 
the horſgate of the Eynges boule, they put 
ber to death there. 

And Yoiada made a conenaunt berwene 
bim and allebe people,and che kynge Frbcy 
ſhulde be the people ofthe LORDE.Che we 
te allebe people in to the houſe of Baal · and 
deſtroyed it,z brake dorwne bis altaresz yma 
ges ⁊ flewe Wiatban the pieſt of Daal befo 
rethe aleare. And Joiada appoynted F of- 
ficers in the boule of the LORDE amogetbe 
preftes z Leuices « whom Dauid bad ordey 
ned for ¥ boule of the LORDE,to offre burnt 
facr;fices vnto p¶ LORDE, as itis mzytten in 
the lawe of Moſes:  ioye zfonges made 
by Daud. And F porters fer beat F gates 

Of houſe of $ LORDE,F none ſhulde entre, 
aobhid) were defileded eny maner of thinge. 
And beroke the captaynes ouer hůdreds 


Khe xxiiij. Chap. Fo. c. 
andthe mightie men and loives of $ people, 
andallebe people of the londe,and brought 
the Finge doͤwne from the boufe of the LOR 
DE, and bꝛoughte bim thozow the bye porte 
of che fynges houſe and cauſed the kinge fic 
vpon the feace royal. 2nd all che peeple of 
theldve were glad, andthe cite was at reff. 
Dut Achalia was flayne with che fwerde. 


The Xxilll.Chaprer. 

wz Oas was feuen yeare olde whan be a 
sf yeare at Jeruſalẽ. His mothers name 
was Zibea of Berſeba. And Joas dyd thac 
which was right in the fight of the LORDE, 
as longe as Joiada the pzeft lyued. And Jo 
iada gane bim two wiues,z be begat fomnes 
zvoughters . Afrerwarde deuyſed Yoasto 
renue the boule of che LORDE,z gathered to- 
gether the preſtes and Zeuites,z ſayde vnto 
thé: Go forth vnto all checities of Juda, z 
gather chemoney ofall Iſtaelto repayze > 
Hone of God yearly, and do it righte foones 
bue che Lenites made no baift. 

Shen ehe kynge called Ioiada the prynict 
pall, and fayde onto bins 3 Why lekeſt thon 
not vnto che Leuites, } they bingein from 
Juda and Fernfalem,*the colleccion which 
MWhofes the ſeruaunt of che LORDE appoyn- 
ted to be gathered amdge Iſtael for the Ca 
bernacle of witness For vngodlyAchalia 
⁊ bir fonnes bane waifted che boule of Govt 
and allebat was haiowed for the boule of 
the LORDE, baue they beftowed on Daalim. 

Then commaundedthetyngetomatea B 
cheft, and co fet ic without atthe intraunce 
of the boule of the LORDE: z cauſed it to be 

2oclamed in Juda and Jeruſalẽ t hat they 
lve bringe in tothe LORDE, the colleccid, 
which Moſes che ſeruaũt of God appointed 
vnto Iſtael in $ wildernes.T hE were all > 
rulers glae,z ſo were all  people,z brought 
it, and caſt it into the deft, eyll ic was full. 
nd whan the tyme was 24 the Lenices 
ſhulde brynge the Arte at ¥ tinges comaun 
Dement (whan they farce F there was mod 
money therin)eben came the tinges ferybe,z 
be $ was appoynted of the dhefe pecft, and 
emptyed che cheft,and caried it againe into 
bis place.Chus dydebey enery daye, ſo that 
they gathered mod money together. And ¥ 
Einge z Joiada gaue tt vnto * vorkmaſters 
of ? heuſe of the LORDE, and they hired ma 
fons z carpenters to repayze the boule of * 
LORDE, and men that coulde worke in yion 
and braffe,co re payre the honfe of $ LORDE. 

Andche lab ourers wroughr,fothat Free G 

Paitinge in ¥ woke wente —— — 
we ay 
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theit hande, and they ſet the honſe of God in 
bis bewtye, and made it fironge. 2nd whan 
they bad perfonrmed chis,chey brought che 
refyoue of the moncy be fore the Eynge and 
Joiada, wherof chere were made veſſels for 
the boufe of che LORDE, veſſels fo: the miniſ 
traction and burntofferinge,{pones and oma 
mentes of golde and filuer. And they offred 
burncofferynges allwa ye in che boufe ofthe 
LORDE,as longe as Joiada lyned. 

And Joiada wared olde, and had lyued 
longe ynough,and dyed,z was an hundreth 
and chirtic yeare olde whan be dyed: and 
they buried bim in the cite of Dauid, amon- 
Sethe Eynges, becaufe be had done geod vn⸗ 
to Iſtaei, and towarde God z bis houſe. And 
afcer che death of Joiada, camẽe the rulers 
in Iuda, and worſhipped the kynge. 

Chen conſenteð che Eynge vntð thẽ. And 
they forſoke the houfe of the LORPEGeod of 
their fathers, aud ſerued * Groves and yma 
ges. Then came ¥ wrath of che LORDE vps 
Jada and Jeruſalem becanle of this trefpa- 
cv of theirs. Mec ſent he prepheres vnto thé, 
F chey flpulde turne vnto the LCRDE, z they 
teftificd vntothẽ: but they wolde not heare. 

And the ſprete of God came vpron *Fa- 
chary the fone of Jolada the pre jt, whidy 
ſtode oner ¥ people,z fayde vito thé: Thus 
ſayeth Bod : Wher fore do ye tranſgreſſe the 
cOmaundemences ofthe LORDE, whidy hall 
notbe to yé profperitesfoz_ye bane foxfaten 
J LORDE,ther fore pal be fexfate you. Neuer 
theles chey con|pyzcd aga ynſt bim,z ftoned 
bim at ? Eynges cõmaundenient in $ courte 
of the bonfe of che LORDE. And Joas > tin 
ge thought noc on che mercy ? Joiada bis 
facber bad done fez bim, but flewe bis ſonne. 
Llorwichfiondinge whe he dyed, be jayde: 
The LORDE ſhal loke vpon it, and requyze it. 
And vol be yearewas cere aboute, > 

J ans weite vp, Terme to 


of their fathers. Chey erecuted iudgment al 
fo vpen Joas. And whan they departed frd 
him cheyle fee him in greate ſickneſſes. 
VNeuert heles his ſeruauntes conſpyred a⸗ 
gaunſt bim(becaufe of the blonde of the dil 
dé of Joiada the pref} ſſewe him vps bis 
bev,z be dyed, and they buryed bim inthe ef 
te of Dauid, but not amonge the fepulcres 
of theEynges.Chey that conſpyred againſt 


Khe xxv. Chap. 
bim, were thefe: Sabad > ſonne of Gimeath 
the Ammonitiffe,and Joſabad the ſonne of 
Simrith che Moabitiſſe. As for bis fonnes, 
and the fumme that was gatbered vnder 
bim,and the buyldinge of the boule of God 
bebolve,they are wrytten in the ſtor ye in the 
bote of che kynges. And Amafias bis ſonne 
was Eyngeinbis ſteade. 
The XXvV.Chapter. 
SY Mue and twencye yeare olde was A- 
of mafias whan be was made Eynge, 
and reigned nyne and twent ye yeare 
at Jeruſalem. is mothers name was Yoa- 
dan of Jeruſalem. And he dyd F which was 
righcurthefighce of ehe LORDE, buenoe xb 
a whole her. Tow whan bis bingde me was 
in firégcb,be flewe bis fernaiites whic bad 
flaynethe kinge bis father. But ebetr childrẽ 
flewe be noc, for ſo is it wrytten in the bole 
ofthe lawe of 1ofés,* where the LORDE cS 
maundeth,and fayeth:T be fathers ſhal not 
dye for the childzen, nether fal che children 
dye for the fathers:but every one ſhal die for 
bis a wne ſynne. 

And Amaſias broughte Juda together, 
and ſet them after the fathers houſes, after 
the rulers quer thouſandes z ouer hundreds 
amonge all Juda and Ben Jamin and nom 
bred chem from twentye yeare olde z aboue, 
and founde of thé thre hundreth chonfande 
chofen men, which were able to go forth to 
the warre, and car yed [peares and ſhyldes. 
And out of Iſtael appoynted be an bun- 
dreth thoufande fironge men of warre for 
an hundrꝛeth calences of filer. 

But there came aman of Gor vnto bin, 
and fayde:® Eynge,L et noc the hooſt of Gr 
rael come wb the : forthe LORDEis not with 
Iſrael, nether with all the dyilozé of Ephra⸗ 
ins. For yfebou commefé to ſhewe ¥ bolones 
in the battaill,God ſhaͤl make che fall befoze 
thine enemies. Fo: God bath power to bel 
pe, and to canfe for to fall. Amaſias fayde vie 
tothe man of Sod:What fhal be done thet 
with } hundreth calentes p J have geuẽ * 
foudyers of Iſtael 7 The ma of God ſayder 
The LORDE bath yet moꝛe thẽ this to gene 
the. So Amafias feparated out the mien of 
watre which were come to bim cut of E⸗ 
pbiaim, § they ſhulde departed vnto there 
place.Chen waxed their wath very whore 
agaynſt jude, andthey wenre agayne vn⸗ 
to their place in w2otb full difplea fire. 2ind 
Amafias ſtrẽgthed bimfelfe, and caried ont 
bis people, and wente forth into the Sale 
valley,and ſmote ten thouſande of the chil⸗ 
dren of Seir. 
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And the childꝛẽ of Juda coke cen thouſan 
de of ché alyne, whom they broughte vp to 
thecoppe of a mountayne,and cafe che dow 
ne beadlinges from the toppe of che mount. 
p chat they all to barſt in funder.Buc > dil 
Deé of chemen of warre whom Amafias had 
fent awaye agayne(that they ſhulde noc go 
toche battayll with bis people) fell in to the 
cities of Gude, from Gamaria unto Bech 
Horon, and ſmote chze thouſande of mé,and 
tote mod) fpoyle. 

C Andwhan Amafias cameagayne from 
the flaughter of che Edomites, be broughre 
the goddes of che children of Geir, and ma- 
dethem bis goddes , and worſhipped before 
them, ⁊ brent incenfe onto chem. Chen was 
the LORDE very wroth at Amafias, zfene 
vnto bim a pzopbet, which ſayde vnto him⸗ 
Why ſekeſt chou che god des of the people, 
wbich coulde not delyuercheir folbe rom yỹ 
bande ? And whan be talked with bim, the 
Eynge fayde vnto him: Haue they made * of 
the kynges councell? Cec ſſe, why wil: thou 
be ſmytten? Then che propbet ceaffed, z fay- 
de J perceane,chattheLORDE ts myndedto 
deſtroye $, becauſe thou haſt done this, and 
bertenefé not vnto my councell. 

And Amafias ? Eyuge of Inda coke cos 
cell, zfent vnto Joas the tonne of Joabas 
3 ———— 
me, let vs ſe one another Sut Joas the 
geof Iſtael ſent vnto Amafias > Eynge of 

uda ſa yenge: Tbe hawthorne in Libanus 
ſent onto $ Tedꝛre cre in Libanus, ſa yẽ ge: Ge 
ue thy doughter vnto my ſonne to wife But 

a wylde beeſt in Libanus ranne ouer bare 

chorne ⁊ trode it domme. Thou thinkefi; Be 

Golde, haue ſmytten the domices,vberfo 

re is thine bert proude to boaſte. Now byde 

at home: why ſtryueſt chou after myſforta · 

ne,thacebou mayeſt fallz Juda & the? 

VNeuertheles Amaſias conſented not; for 
fo was it broughte to paſſe of God, they 
mighte be geuen in to che handes of theene- 
mies, becanſe they ſoughte the goddes of * 
Edomites. Chen wente Joas che kynge of 
33 vp, z they farce one another, beand 

mafias the kynge of Juda, at Beth Se- 
mes which lyech in Juda. But Jude was 
ſinyttẽ before Iſrael and they fled enery one 
wnto bis tent. 

D And Foas the Eynge of Iſrael toke Ama 
fias > Eynge of Juda,the fone of Joas y 
fonne of Joabas,at Beth Semes, z drꝛough 
te him to Jeruſalem, ⁊ brake downe the wall 
of Jeruſalẽ, from ¥ porte of Ephraim vnto 
the corner porte, ene ſoure hundꝛeth cubites 


The xxvi. Chap. Io. ct, 
longe:and coke with bim all the golde, ant 
filuer,and all che orramentes — —— fe 
Dein ¥ boule of God with ObedEvom, and 
in che treaſures in the Eynges boufe,and che 
hildzé to pledge onto Samaria. 2nd Ama 
fias the ſonne of Joas tynge of Juda, liued 
after the death of Ioas the fonne of Joa⸗ 
bas Eynge of Sfrael fiftene yeare, 

What more chere is to faye of Amafias 
(both the firſt and laft)beboloe, it is writes 
in> bote of the Eynges of Juda z Iſraei. 
And fis the cyme forrh chat Amafias depar 
ted from the LORDE, they confpyzed againft 
him at Jeruſalem. But be fled vnto L achis. 
ThE fEnechey after him vnto Zi achie,z flewe 
Dimebere.2indchey bronght him vps horſes 
z buried bim beſidẽ bis fathers inthe cite of 
Juda. The XXVL.Chapter. 

7 Hen all the people of Inda tole O⸗ 
ſias, which was fyrtene yeare olde, 
and made bim Eynge in ſteade of bis 

father Amaſias. He builded Eloch,z bough 

te ibagayne unto Juda, after that the kyn⸗ 
ge was fallen on flepe with bis fathers Sir 
tene yeare olde was Ofias whan be was ma 
de Einge,and reigned two and fiftie yearc at 
Jeruſalẽ. His mothers name was Jechalia 

—— And he did right in che fygbe 

of the LORDE,as bis facherRimafies had do 

ne, and ſoughte God as longe as Zacharias 
lyued, which pas inthe vifyons of Gods 
and as longe as be fought the LORDE, God 

* * co profpere. 

or be wente forth, and foughte agayn 
pbiliféynes,and brake Sore > Baynes 

of Gach,and che walles of Jabne, andthe 
walles of Afdod,and buyided cities aboute 
APdod,z amonge the philiftynes. Gor: God 
belped him aga ynſt che pbiliftines,againf& 
the Arabians,agaynft chem of: —S 
aga ynſt the Meunites. And > Ammonites 
gaue Ofias prefentes,z bis name came in co 
ELgipre:for be was erceadinge ſtronge. And 
Ofias buylded corres at Jeruſalem vpon 
the comerpozte, and onche valley gate, and 
on otber comers, and madechem ſtronge. 
He buyloed caſtels alfo in che wylderneffe, 
and dygged many welles : for be bad many 
catell, both in the medewes and in he plays 
nes, hußbandmen alfo and wynegardeners 
onthe mountaynes and on Carmel:foz be de 
lyced in hußbandrye. 

ind Ofias had an hooſt of men of warre 
goynge forth co the battaill, rebich were nẽ 
bred vnder the hande of Jeiel the ferybez of 
Wiaefa che offycer,wnder the bade of Hana 
nie of the kynges rulers. UAndebenombsg 
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Of che cheft fathers amonge the ſtronge me 
of warre, was two thouſande and fyre hun 
dieth. And wonder che hande of the hooft 
thre bunvdzech choufandc, and ſeuen thouſan 
de and fyue hundreth mete for the bacrayll, 
inthe ftrengch of anarmye to belpe che Fin 
ge aga ynſt cheenemies . And Ofias pzepa- 
red forallebe hooſt. ſhyldes ſpeares, helmet 
tes,breftplaces, bores and ſiyngſtones. And 
at Jernjalé be made ozdinaunce cSningly,to 
be vpon the towres andin the pynnactes, co 
Ponce arowes and greate fEones. 2nd che fa 
me of bim came farre abrode,becaulé be was 
{pecially belped,tyll be became mighbtie. 

And whan bis power was greate, bis 
bert aroſe co bis arone deftruccion: foz be 
trefpaced aga ynft the LORDE bis God, and 
wente in toche cemple of che LORDE,to bur 
neincenfe vpon the alcare of incenfe. Bue 
Afarias the preſt wence after bim,and foure 
ſcore preftes with bim, valeaunt men, and 
withſtode Eynge Djias,and fade vnto bim: 
*Febelongech nor vnto chy off yce (Oſias)to 
burne incenfe vnto the LORDE, but vnto the 
preftes belongech ic, euen vnto the dildzen 
of Aaron, which are alowed co burne incen 
fe.Go forth ouc of che Sanctuary:foz chou 
offendeft,and it fall be no worfhippe vnto 
the before God the LORDE. 

And Ofias was wroth, and had a cen- 
foure in bis bande. 2nd whyle he murmured 
with the preſtes, che leprojy fpzonge out of 
bis fozebeade in the preſence of the preſtes 
inthe boufe of the l ORDE before the alta- 
re of incenſe. And Aſarias che chefe preſt tur 
ned bis heade towarde him, and fo dyd all 
the preftes, and beholde he wasleper in bis 
fozebeade. And they put him out from eben 
ce. Mee be made haiſt bimfelfe co go forth, 
for bis plage came of the LORDE. Thus be- 
came Ofias ¥ Eynge a leper vnto bis death, 
and dwelt full of lepzofye in a fre houſe: for 
be was put out of the houſe of the LORDE. 
Dut Fozam bis fonne bad che ouerſight of 
the tynges boule, and indged the people it 
the lende. 

What moꝛe there is to ſaie of Oſias (both 
firſt and laſt) Eſay the ſonne of Amos bath 
wiytten it. And Ofias fell on flepe wb bis fa- 
thers,and they buryed bim with bis fathers 
Inthe pece of grounde befide ¥ Eynges ſepul 
eres: for they ſayde: He is Iepozons. And Fo 
thant bis fonne was Eynge in bis ſteade. 

The XXvI.Chapter. 
Otham was fone and twent ye yeare 
olde whan be was made Eynge,and 


sof reigned firtene yeare at Jeruſalem. 


Lhe xvij. Chap. 


Dis mo thers name was Jeruſa the dangh- 


ter of Sadoc:z be dyd righre in thefighte of 


the LORDE 45 did Ofias bis fat her: ſauyn ge 

¥ be wente not in ro cherempleof che LOR- 
DE, and the people yet marred chem felucs. 
de buylded the bye porte of the houſe of * 
LORDE, and on the wall of Opbel buylded 
be mod), and buyloed the cities vpon che 
mounta ynes Of Juda, and in the woddes 
bu ylded be caſtels and towres. 

And he fought wich che binge of che chil 
dren of Ammon,and ouercame them, ſo that 
the childzé of Ammon gaue bint 8* fame yea 
rean hundrech calences of filuer,tenchoujan 
De quarters of wheate, andten thouſande 
Of barlye.So mod) dyd che children of Am⸗ 
mon gene bim ald in $ fecondez thirde yea 
re. Thus became Jotham migbrye, for be gy 
ded bis wayes before the LORDE bis Gov. 

What more chereis co faye of Jotham, 
all bis warres, vnd bis waies, bebolve, it is 
w2yttenin ? bole of thetinges of Iſtael ⁊ 
‘Juda. Fyue and twent ye yeare olde was be 
rohan be was made Eynge, z reigned firtene 
yeare at Jeruſalẽ. And Jothã fell on flepe wb 
bis fathers, z they buryed bins in che cite of 
Dawid, and Achas bis fonne was kynge it 
bis ſteade. Che xxvul.Chapter. 

J¢ Chas was twentye yeare olde whan 
Sf bewas made Eynge, and reigned firte 
ne yeare at Jeruſalem, and dyd noc 
that which was righte in che fighte of the 
LORDE,@8 did Damd bis farber, but walted 
inthe wayes of the Finges of Iſtael and ma 
demoleen ymages vnto Daalim, and brent 
incenfe in the valley of che children of Hen⸗ 
non,and brẽt his awne ſonnes in > fire,after 
the abbominacions of the either, whs che 
LORDE erpelled before the childzé of Iſrael. 
And hedyd facrifice and brent incenfe vpon 
the bye places and vpon the billes, and amð 
geall grene trees. 

Ther fore dyd the L ORDE bis God dely- 
ner bim in tocbe bande of cheEynge of Sy 
tie, fo that they ſmote bim, and caryed a⸗ 
waye & Greate multitude of bis men prefo- 
ners,and brongbte them to Damafcon. He 
was genenalfo vnder the hande of the kyn⸗ 
ge of Iſrael, ſo p be dyd a greate flaughter 
pon bim. Foz pecah the ſonne of Romelia 
finotein Jude an hundreth z twent ye thou⸗ 
fande in one daye( whid) all were valeaunt 
men)ent becanfe they bad foxfaten * LORDE 
God of their fathers. And Sichri a mightie 
ma of Ephraim ſiewe Maeſeia F kinges ſon 
ne,z Afritam che prynce of the honfe, ⁊ El 
Eana the nexte onto the kynge. And the dif 
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Den of Iſrael caried of their bret hren pre- 
foners two hundreth thouſande, wemen, ſon 
nes and dongbters, and toke a greate fpoy- 
fc from them, and broughte the ſpeyle vᷣnto 
Samaria. 

But euẽ there was there a prophet of F 
LORDE,whofename was Obed, which we 
te out to mete * hooſt that camero Gama 
ria, and fayde vnto them : Bebolde, becau- 
ſe the LORDE God of youre fathers is wroth 
at Juda, therforebach be geuen chem ouer 
into youre bandes: bus ye haue flayne them 
fo abbominably,cbat ic is come vnto heauẽ. 
Clow chine ye co ſubdue the children of Ju 
da and Jeruſa lem, to bebondmen and bond 
maydens vnto you. Is not this a treſpace 
then ch you aga ynſt che LORDE ye Gods 
Herken now vnto me,andfende ? prefoners 
Hence agayne,whom ye bane caried awa ye 
from yourebzerb:en:for che wath of FLOR 
DEts fearce ouer you. 

Then gat vp certayne of che dhefeof the 
childzen of Ephraim / Aſarias che forme of 
Fobanan, Barachias the forme of Meſille⸗ 
mot h Ezechias the fonne of Sallum,z Ama 
fa F fonne of Hadlai,agaynft them ¥ came 
from } battayll,z fayde onto chem:xe ſhal 
not brynge the prefoners in bitber, for youre 
myndeis burtomate vs treſpace be ſore the 

LORDE, to mateonre ſynnes and offences 
the greaver:for the trefpace is co moch alles 
dy,z the wrath is fearce oner Iſtael. So the 
booftlefte che prefoners ztbhe pens. before 
Frolers and before che whole cogregacion. 

Then ſtode vp che men (whic now were 
rebcarcedby name and cote che prefoners, 
and as many as were naked amonge them, 
clothed they with ? ſpoyles, z deckte them, 
and put ſhues vpon ebeir fere, and gaue thẽ 
to eate and dzynte,and anoyntedeban, and 
caried chem vpon affes(as many as were fe- 
blejand brougbte themto Jertcho to F pak 
me cite onto eheir brethren, and ame aga y⸗ 
neto Samaria. At the fame tyme fence ys 

Achas vntothe kynges of Affur, they 
fulde belpe im . And che Edomites came 
agayne, and ſmote Juda,and caried fome a 
waye captyne. The philiſt ynes alſo fell in 
tothe cities in the playne,zrowarbde ſouth 

parce of Juda, z wanne Berh Semeo Aia⸗ 
fon, Gederorh,and Socho with the vyllages 
eherof, Cimna wd che vyllages therof.z Gim 
fo with the vyllages cherofiand dwelt ther- 
in Foꝛ } LORDE fabdued Juda for Achas 
fate > Eyngeof Juda, becanfebe made Ju 
ba nated, and rebelled agaynſt the LORDE. 
Any Teglat pilneſſer the Eynge of Aſſur ca⸗ 
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me aga ynſt bim, and beſeged him, zhewas 
not mightie ynough for him. 

For Achas fpoyled the houſe of the LOR- D 
DE, and the Eynges houſe, and of che rulers, 
to gene vnto ¥ kyngẽ of Aſſur, bur it helped 
bum not. Morouer kinge Achas treſpaced yet 
moze againft che LORDE enen in bis cronble, 
and dyd factifyce onto the goddes of them 
of Damalcon, whic bad fimitcen bim,z fay 
de: The godves of che Eynges of Syria bel- 
petbem,therfoze wil J offre vnto them that 
theymaye belpe mealfo, where as the ſame 
yet were fall onto bim andro all Iſtael. 

And Achas gachered che veffels oF hou 
of God cogecber,and brake the veſſels in ¥ 


boule of Gov,z ſhut the doves of the houfe Pana 


Of $LORDE, and made bim aleares in all coz 
ners at Jerufalem,and enery where inthe cy 
ties of Juda made be bye places to burne 
incenfe onto ot her godves,and promoted > 
LORDE God of bis fathers vnto wrath. 
What moze there is to faye of bim and 
of all bis wayes( both firft and ——— 
it is waytten in the bote vf che Eynges of 
Bude and Ffrael. And Achas fell on flepe 
with bie fathers, and they buried bim in $ 
cite of Jeruſalem: forthey brougbe bim noe 
— je * —— sf thetynges of Hf 
ael. An⸗ as bis ſonne was & i 
his ſteade. — 
The XX.Chapter. 
Bechias was Fyne —— yeare of 


de roban be was mabe Lynge,z reig- pers. 


ned nynez twent ye yeares at Jerufa 
lem. is morbers name eae Abia — — 
ver of Dachary.And be dyd that whic wae 
sight in the fight of the LORDE,ae did bis fe 
ther Dauiv.* He opened 
feof theLORDE in the fuſt moneth of > firſt 
xare of bis raigne, zmade chem fironge, z 
broughein the preftes and Lemites,and ga⸗ 
thered them together vnto che Eaſt fireate 
and fayde vnto them: Herken vnto me yehe 
nites, ſanctif ye youre felues now, ye maye 
halowe the houſe of the LORDE God of y⸗ 
facbers,and pot fylebines ont ofthe Ganca 
tuary:for oure fathers bauetrefpaced, and 
Rone $ which was euell nebe ſighte of the 
LORDE oure God, and bane foxjaten bun. Goa 
they turned their faces fromthe babicacie 
of $LORDE oure Good,z turned their backes 
on it, and ſhut the dores of the Pordhe, and 
put out chelampes, and bent no incenfe,2 
Offted no burntfacrifyces inthe Ganceuary 
vnto the God of Iſtael. 
Therfore tothe wath of the LORDE BH 
come ouer Juda end Jeruſaiem, and be 


dores of Phon- a Passed, 
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Hath genen them ouer to befcatred abrode, 
Defolate andre be byffed at, as ye fe with yo 
eies · For bebolve,enen for the fame canfe fell 
oure fathers thorow the fiverde,onre formes 
doughters and wynes were caryed awaye 
captyue tow am J mynded co mate a co- 
uenannt rith the LORDE God of Iſtael, F 
be mayerurne awaie from ve bis wrath zin 
dignacion. Mow my fonnes,be not ye neglis 


Numara Sent: fort he LORDE bath choſen you to fis- 


De before hům and co be his mynifters and to 
burne incenfé onto bim. 

Then rofe che Lenices : Mahath the en- 
ne of Amafai, and Yoel the ſonne of Aſaria 
of the children of the Rabachites. Of che 
childzen of Merari Cis che ſonne of Abts, 7 
Afaria che fonne of Jehaieleel. Of che chil. 


dren of che Gerfonites : Zoah the fenue of 


Sinma,and Eden the fonne of Gor’. Any 
Of che childzé of Eliz aph an: Sinn ich. 
nd of the chüdrẽ of Aſſe ph: Sacary and 
Mathama. And of che chrdzen of Hemant: 
Febiel and Gimei.And of thecdiloien of Je 
ditbun:Gemaia and Vſiel. 

C And they gathered their brethren coge- 
ther,and were fanccified, and wente in acor 
dinge coche bynges commanndement atthe 
sworde of the LORDE,to clenje the boufé of * 
LORDE. 2nd the preftes entred within inthe 
boufe of che LORDE co purifye, and putout 
allcbe onclennes that was founde inthe tẽ · 
pleof tbe LORDE, isthe courte of the LOR- 
DES boufezand che preſtes toke it vp,and ca 
ryed it out in to che brole Cedron. The fyrſt 
daye of the fyrſt moneth beganne they co 
ſanctifye them ſelues, and on the eight daye 
Of. the moneth wentethey m tothe porche 
of the LORDE, and balowed the houſe of * 
LORDE eight dayes, and fynſhed it on the 
ſirtenth oaye of the fyrſt moneth. 

And chey wẽte in tothe Eynge Ezechias. 


AND ſayde: We bane clenfed all the boule of 


the LORDE, the alcare of burncofferynges, 
and allbis vefjels,the table of the ſhewðred 
and all the — therofiand all the orna 
mentes chat bynge Achas caſt awaye whã 
he was tynge, what tyme as be tranſgreſ⸗ 
fed, thoſe bane we piepared aud balowed. 
Deboloe, they are before thealtare ofthe 
LORDE. 

D _  Thechefynge Ezechias gat him vp car 
ly and gathered cogetber the Elders of che 
cite,and wẽte vp onto the houſe of the LOR 
DE, and they brong bee feuen bulloces, ſeuen 
tammes, fenen lambes , and ſeuen be goates 
to be the ſynoffer ynge, for the Sanctuary,z 
fez Buda. WAnd be ſpake onco che preſtes che 


Lhe xxix. Chap. 


childzen of Baron, that they flyulde offre v⸗ 
pon the altare of the LORDE. 

Sochey flewe the bullockes,and the preſ⸗ 
tes cofe the bloude and (pzentled it vᷣpẽ 
altare:and flere the ranmes, and ſpientled 
the blonde vpen the alcare:and flewe t he lã 
bes,and fpacntled the blonde vpen ebe alra 
re. And ¥ goares to y ſyneffer ynge brougbe 
they before the kynge and che Longregacis 
and layed their handes vpon them: and the 
preſtes flerve them, and fpzentied their blow 
de vᷣpon the altare to mate attonemẽt for ail 
Hicael: for tbe Eynge commaunded co offre 
——— yces and ſinofferinges for all Iſ⸗ 
rael 

And he ſet the Leuites inthe houſe ofthe 
LORDE with Cymbales, Pſalteries and bar- 


Pes,ras Daud had ceminaunded,and Gad 4. 


thetynges Scer, andthe propher Na 
forte was che commaundement of the 1 
LE by bis prephetes. And the Aciritre f 
with the Aa 3 all inſtrumentes of Dauid, 
the preſtes with the crompettes. And Eze⸗ 
dias commanded them co effte burnt ſa crt 
fyces vpon the altare. And abcutethe tyme 
that che burntſa crifyce begane to be offred 
the fonge of the LORDE beganne alfo,and * 
tromspettes,and dynerfe inſtrumentes of Da 
uid the kynge of Iſtael and all che congre- 
gacion gauẽ praife thanbesr: and the fonge 
Of the Muſicians, and $ blowynge of the 
trompetcers , endured all tyllthe burntoffe 
rynge was fyniſhed. 

Clow whanche burntofferynge was per 
fourmed, che kynge andall they that were 
with bum, bowed them felues,and gaue prai 
ſe and thanbes. And Ezechias the k ynge wd 
the rulers commaunded the Lenites co pray⸗ 
fe the LORDE with the fonges of Danid and 
Aflaphthe Seer. And they gaue prayſe tyll 
they were toyfull,and they bowed them fel- 
nes and wofbipped. 

And Earchias anſwered and ſaide: Mow 
haue ye fylied youre hãdes vnto the LORDE 
ſteppe forth, and beynge hither > ſacrifyces 
and thantofferynges onto the houſe of the 
LORDE.2ind the congregacion broughte ſa 
erifyces and thantofferynges,and cuery mã 
of a fre wyllinge bert brought burntofferyn 
ges. Andchenombre of the burncofferyn- 
ges thatthe congregacion beoughte, was 
thie [core bullockes and ten,an hundreth rã 
mes,and two bundietb lambes, and alltheſe 
for the — vnto the LORDE, and 


they fanctifyed fire hundreth bullockes, and 
thre thouſande ſhepe. 
Surthe pꝛeſteo were to ſewe, and coulde 
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not pluck ofthe flzynnes ofallebeburntof- 
ferynges therfore cote they their brethren 
the Lenites, cyll che worke was fynifbed, 
and tyll che preſtes were halowed( for che 
Lenttes are eaſier tobe balowed then che 
preftes)and many of the burnt offerynges 
were with the fat of the thantofferynges 
Gnd dzynEofferynges coche burntfacrifices. 
Thus was the mimfiracon of che boule of 
theLOR DEpxpared.And Ezechias reioy- 
fed with all che people, thac they were pze- 
poet with Gov: for ic was done righte 
iſtely. 


The XX. Chapter. 


Juda and wrote letters onto Ephra 


a Of V d Esechias ſent inco all Iſtael and 


im and Manaſſes, that they fhulve 
come to the bonfé of theL OR DE at Jeruſa 
lem, to Eepeeafter unto the LORDE God 
Of Iſtael. And che kynge helde acouncell 
witb bis rulers, and all che cOgregacion at 


Numb Ternjalem, «co kepe Paffeouer inthe fecon- 


Exod.34.¢ 


de moneth:forat chat tyme they coulde not 
Bepe it, becauſe the preſtes were not fancti- 
fied ynough,andcbe people were not yerco- 
me together wnto Fernfalem. And it plea- 
fed the tynge well andall che cSqregacion. 
And they appointed it co be proclamedtbo 
row ont all Iſtael from Berjeba vnto Dan, 
thatchey [hulvecometotepe paffeoner on 
tothe LOR DE Gov of Wrael: for chey were 
not many to kepe it as itis wrytten. 

And che poftes wente with che letters 
from che bande of che Eynge andof bisru- 
fers thozor ont all Iſtaell and Juda. at ¥ 
Eynges commaundement,and fayde:me cil 
‘dren of Iſtael, curne you vntotbeL ORDE 
Gov of Abraham Ffaac and Jacob,andbe 
foal turne to ¥ efcaped, whic are lefte quer 
amonge you from che banve oftheEynge of 
Affizxrzand benot yeas youre facbers and bee 
thzen, which rebelled agaynft che LORDE 
God of cheir fathers, and he gauethé over 
in to defolacton as ye fe youre ſelues Be not 
ye hardnecked now as were youre fathers, 
but offre youre bade wnto the LORDE, and 
comeco bis fanctuary, which be bath fancet 
fied foz cuer, and ferue the LORDE youre 
Gor, 2 ſo ſhalthe mdignacion of bis wrath 
turne awaye from you. For yf yeturne vnto 
the LORDE, thes [hal youre brethren and 
childien baue mercy in the fighte of chem 
which bolve them in captinyte, that they 
maye come agaynein to this londe:* for the 
LORDE youre Godis gracious and merei- 
full,and ſhal not turne awaye bis face from 
‘you, yf ye converte onto bun, 


ctij. 

And che poftes wente from one citeto C 
another inthe londe of Ephraim and Ma⸗ 
naffes, and vncodabulon. But they mocked 
them andlaugbed them to ſcorne. Met were 
ebere fomeof Aſſer and Manaſſes, and of Za 
bulon, that ſubmytted them ſeiues, and ca⸗ 
me to Jeruſalem. And the hande of God ca 
me in co Juda ſo chat be gaue thé one hert 
todo after the commaundement ofthe kyn· 
ge and the rulers atebe worde of che LOR- 
D.Andchere came together vnto Jeruſalẽ 
a greate people,tofepethe feaſt of onlenen- 
Ded bred in the ſeconde moneth, a very grea 
ce congre gacion. 

And they gat chemvp,and put downe y 
*altares chat were at Jeruſalem, and all 
theincenfé put they awaye, and caſt icin to 
the broke Cedz0n, and flewe the Paffeouce 
onthe fourcench daye of cbefecSdemonerh. 
And pꝛeſtes aud Lenites wereafhamed, 
and halo wedt hem ſelues, and broughte che 
burntoffer ynges to the houſe of che LOR- 
DE, and ftode in their ordinaunce, as it was 
acowdinte, after the lawe off Moles che 
man of God. And che preftes {pzentled the 
bloude from che bande of the Zenites: for 
there were many inthe cogregacion whidy 
were not [anctified, therfore dyd the # eui- 
* —— for ——— 

lenfed,chac they mini nctified vnt 
the LORDE. . — 

There were many people alſo of Ephꝛa · 
im, —5 — 
were noe cleane, but ate the after lambe 
not asitis wrytten: for Ezechtas prayed for 
them,andfayde:E be LORD Ewbich is gra 
cious, fhalbe mercifull vnto all them that 
prepare their bertes unto God, co fete the 
LORDEGod oftheir fatbers, thongbhtbey 
be not clenfed after the holy Purificacton. 
And the LOR DE berde Exechias,and bea- 
led che people. Thus the children of Sfrael 
that were founde at Jernfalé, helde F feaſt 
of vnleuended bred feuen dayes with greate 
ioye. And the Leuites and preffes prayed 
the LORDEcuery daye with the londein- 
ſtrumentes of the LORDE. AndEzehias 
[pate hertely unto all } Leuites, which had 
good vnderftondinge in the LORDE, and 
they ate the feaft fenen dayes, and offred 
thatofferynges,and gaue thankes unto y 
LORDEGobd ofcheir fathers. 

And all che congregacion deuyſed to Fe- E 
pe the feaft yet ot her ſeuẽ da yes, and ſo they 
helde it thoſe ſeuen dayes alſo with ioyer for 
Ezechias the kinge of Juda gaue an Hene- 
offerynge forthe cõgregacion, euen a thou⸗ 
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ſande bullockes, and ſeuen thouſande ſhepe. 
But the rulers gaue an Heucofferinge fory 
congregacion, euen a thoufande bullockes, 
and ten thouſande ſhepe. And many ofthe 
preftes ſanctified them ſelue s. 

And the whole congregacion of Juda re 
ioyſed, che preſtes and Leuites, and all the 
congregacion that came out of Iſtael, and 
the firaungers that were come out of che 
londe of Bfracland they thar dwelt in Gu- 
da, and greate ioyewas there at Jeruſalem: 
fozrfence the tymeof Salomon the ſonne of 
Danid che Eynge of Ifael, was there no 
ſoch Goye) at Fern[alé. And che preſtes and 
Leuites ſtoðe vp and bleffed che people, 
and their voyce was herde, and their prayer 
came in to bis boly babitacion in heauen. 


The XXI.Chapter. 
a A Llowban all this was ad fher, all 


the Iſtaelites thac were founde in ¥ 

cities of Juda, wente out, and bake 
the pilers, and berved downe the groucs, 
and brake Downe the bye places and alta- 
res ont of all Juda, Sen Jamis, Ephraim 
and Manaſſes tyll ehey bad deſtroyed che. 
And all che chilozen of Iſtael wente agay- 
ne encry one to bis pofleffion vnto cheir 
cities. 

But Exechias fee the preftes and Lemi- 
tes in their oxdinaunces, encry one after bis 
office, both che preftes and Leuites,for the 
burnefacrificesand thantofferynges,co my 
niffer, to geuetbantes and prayfe in the ga 
tes ofthe booft ofthe LORDE.And the kyn 
ge qauc bis pozcton of bis ſubſtauce for the 
Lurncofferynges in the momynge and cuc- 
nynge, and for the burntofferynges of the 
SGadbath, and of che newmone and ofthe 
feaftes, as it is wrytten inthe lawe of the 
LORDE. 

DB Andhefpatewnco ¥ peo le which dwelt 
at Jeruſalem that they ſhulde gene poꝛciss 
vnto theprefies and Lenites, ptheymighte 
the moze ſtedfaſtiy endure in che lawe of 
the LORDE.2nd wha F worde came forth, 
ebe childzé of Iſtaei gaue many fyrſt frutes 
of corne, wyne, oyle, Bony, and allmaner in⸗ 
creace of the felde,and broughte inmoch of 
all maner tithes. And the dildsen of Iſrael 
Gnd Juda which dwelt in the cities of Ju⸗ 
da, bioughte the tithes alfo of oren and fhe 
pe, and the tithes of ſoch thinges as were 
fanctifyed, whidy they bad balowed vnto 
the LORDE their God, and made berean 
heape, and there an heape. Int he thirde mo 
neth begane they tolaye vpᷣon heapes, and 


Khe revi. Chap. 


inthe ſeuenth moneth dyd they fyniſhe it. 

And whã Esechias with the rulers went C 
tein, and fawe the beapes, they pare the 
LORDE, and bis people of Iſrael. And Eze⸗ 
chias axed the picftes and Lenites concer- 
nynge the beapes. And Afaria che preſt che 
chefe in the boule of Sadoc, ſa yde onto bime 
Sence the tme that they beganne to brytt 
ge the Heueofferynges into ¥ houſe of tl 
LORDE, we baue caten, and are faciffied, 
and yet ts there lefte oner : for the LORDE 
bach bleffed bis people, therforcis this he 
pelefte quer. Then commaunded the Eynge, 
that they ſhulde pzepare cheftes inthe bow 
ſe ofthe LORDE.Andehcy preparedthem, 
and put in the deueofferynges, and tithes 
andchat which was balowed, faithfully. 

And the ouerſighte ofthe famebad Cha 
nania the Lenite,and Simei bis biorberel 
feconde,and Jehiel. Alafia, Vraglach, Afae 
bel, Jerimoch, Jofabad, Llicl, Jeſmachia. 
Mahath and DBenaia, orde yned ofthe han 
de off Chanania and Simei bis brother. 
acodingeto the commaundement of Eyn- 
ge Ezechias. But Afaria was prynce inthe 
bonfe of Sod. And Core F fonne of Janna 
the Lenite the porter of the Lafigate was 
ouer the frewyllinge giftes of God (whidp 
were geuen for Heueofferynges vnto the 
LORDE) and ouer the Moſt holy. And vn⸗ 
der his hande were, Eden, Miniamin, Yee 
faa, Semaia, Amaria,and Sachania inthe 
cities of the preſtes vpon credence, thar 
they ſhulde gene vᷣnto their bethzé acordin 
ge to their courfes,to the leeſt as to the 
Qreateft. 

And vnto them chat were counted for D 
men childzé from thze yeare olde and abouc, 
amongeall ché that wẽte in tothe houſe of 
the LORDE,euery one vps bis daye to their 
office in theit attendaunces aftercheircour 
ſes. And chey that were rebened for preftes 
in the boule of their facbers, andebe Leni- 
tes from twent ye yeare and aboue, in their 
attendaunces after their courſes. And they 
chat were rekened amonge their children wy 
nes,fonnes and doughters amsge the who- 
le congregacion : foz that whic) was ba- 
Lowed,fanctifyed they vpon crevence. The⸗ 
re were men alfo named by name amonge 
Aarons childzen the pꝛeſtes vpon the feldes 
ofthe fuburbesin all ¥ cittes,chatthey ſhul 
de gene pozcions vnto all che men childzers 
amõ ge the preftes,and to allthem thatwe 
re nombred amonge the Leuttes. 

Thus dyd Ezechias inall Juda, and dyd 
that which was good, righte and true iit 
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the fighte of theL ORDE bis God. And in 

allebebufynes chat be tolẽ in bade concer- 

nynge the fernyce ofthe houſe of Sod, acor 
dinge coche lawe and comm aundement, to 

{ete bis Good, that dyd be wity all bis bere, 

and therfore profpered be well. 

Che XXX. Chapter. 
x Eter theſe actes and faithfulnes ca- 
® me Sennacharib the Eynge of A fjur, 
and wentein to Jüda, and pitched be 
forctbe ſtrsge cities, and thougbteto pluc 

Be chem vnto bim. And whan Ezechias 

farce that Sennadherib came, and that his 

face ſtode cofighte aga ynſt Jernfxlem, be 

Qenyfed with bis rulersand mightie men, 

to coner che waters of the elles chat were 

without the cite,and they belped bins: and 
there gathered together a greate people, 
and coucred all ¥ welles and water brokes 
in the myddes of the londe, and ſayde: Left 
the kynges of Aſſur fynde moc water whe 
they come. And he tote a corage vnto him. 
and buylded all the walles where they were 
in deca ye,and made towres theron,and bayl 

Ded yet another wall without, andftreng- 

thed Millo in che cite of Dauid. And made 

moch ordinaunce and ſhyldes, and ſet cap- 

ta ynes of roarre ouer the people. 
BArnd gathered chem vnto him vponthe 
brode ſtrete by the gare of checite,and fpa- 
te bertely vnto them, and fayde:Be ſtron ge 
and bolde, feare not, and be not afrayed for 
thet ynge of 2 ffur,ner all ¥ multitude thac 
is with bim: for chereis one greater with vs 
then with him. With bimis a fleſhly ar- 
me,but with vs is che LORDE oure God,to 
belpe vsandco fighte foz vs. And ¥ people 
— the wᷣordes of Ezechias k ynge 
of Juda. 

Afrerwarde ſent Sennacherib the kynge 
Of Aſſur bis ſeruauntes vnto Jeruſalem (for 
belaye before L achis,z all his hooſt v bim) 
toksechias ¥ tinge of Juda, zo all Juda 
that was at — ———— enge: Thus ſa yeth 
Sennacherib y Eynge Aſſur:Wherin put 
ye youre truſt ye that dwell it the befeged 
Jeruſalem? Lsechias diſceaueth —— 
he maye del yuer you vnto death, hoger and 
chyrſt. and ſa yethh: Che LORDEoure God 
[Hal delyuer vs from the hande of che kyn · 
Ge of Aſſur. Js ic not Ezechias, chat hath 

nt awaye bis bye places and altares, and 
ayde wnto Jude and Jeruſalem: Before 
one altare ſhal ye woxfhippe, and burne in- 
cenſe theron? 
CBnowe ye noe what J and my fathers 


bane done to all ¥ people in the londes? Ha 
ue the goddes of the Heyt hen in the londes 
benẽ able co delyuer their countrees fro my 
Bande What is he amonge all the goddes 
oftheſe He yt henwhom my father dammed) 
that was able to del yuer bis people fro my 
hander $ youre God ſhulde be able to dely- 
wer fromy bande. Cher fore let not zedyias 
now diſceaue you,and let bint not perſuade 
you eny foch thinge,and belene him not. For 
yfno god ofallthe Heythe and kyngbomes 
mighẽ delyuer bis people fro my bande and 
from the bande of my pzogenicours, then 
Phalnot youre goddes beable ro delyuer you 
fromy bande, 

His ſeruaũtes alſo fpake yet more againſt 
theLORDE God, andagaynft bis ſernaunt 
Exechias.And be wrote ã letter to blaſphe⸗ 
methe LORDE Govof Iſtael. and fpate of 
bim, and fayve: Lite as the goddes of rhe 
perpen in — —— aue * bene able 
to delyner their people from my hande, euen 
fo ſhai notthe God of Ezechias delyner bis 
people fro my bande, 

And the cryed with londe voyce in ehe D 
¶Jewiſh langage vnto the people of Jeruſa 
lem that were vpon the wall, comatetbens 
fearfuil and co be fayntbarted, that chey 
mighe wynne the cite. And they fpate 
agaynft the God off Jeruſalem, even as 
aga ynſt che godves off the nacions vpon 
—— were butthe workes of mens 

ondes. 

But contrary wyſe che kynge Ezechias 
and che prophet Eſay the fonne of Amos 
prayed, andcryed unto heauẽ. Andthe L OR 
DE [ent an angell, which deftroyed all the 
mightie men of che booft, and the prynces 
andrulers in ¥ tentes ofthe kynge of Affur, 
ſo that be departed. gpemne with ſhame in 
tobis owne londe.· 
to bis gods bonfe,chey came of bis owne 
body, flere bimebere withthe ſwerde. Thus 
theL ORDE,belped Esechias and them at 
¶Jeruſalem, out of the hãde of Sennaͤcherib 
J Eyngeof Aſſur. and ofall ocber,and mayn 
tayned the fro all on enery ſyde ſo * many 
broughte pzefentes vntothe L ORDE to Je- 
rafe — Semele * Esechias the 
Eynge of Juda. And afterwarde wes be 
exaited itt the fighte ofall Heythen. 

Ac ¥ fametyme was Esechtasdeedficke, gee 


and be pzayed onto the LOR DE, which ma J Resa 
debim promes, and gaue bins a wonderto- Efaasa 


ten. Bue Esechias recSpenfeo noe acordin- 

de as was geuen vnto bim,foz bis bert was 

lifted vprther fore came the wath vponbim, 
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and vpon Juda and Jeruſalem. Neuerthe⸗ 
fes Ezechiãs humbled him felfe becaufe bis 
bere had bene exalted, with chem ac Jeru· 
falens : therfore came not the wrath of the 
LORDE vpon them, whyle Ezechias lyned. 

AndEszechias had very greate riches and 
worfhippe, and made bins treafures of ſyl⸗ 
ner, golve, prectous fEones, fpyces, ſhyides, 
end all maner coftly veffell, and come bou- 
fes for the increace of cozne, wyne and oyle, 
and ſtalies foz all maner catell, and foldes 
forthe fhepe, and buylded bins cities, and 
bad many catell of fhepeand oxen: for God 
gaue bum very mod good. 

Jeis the fametEsechias that couered the 
bye water condytein Gibor,and conveyed 
ic onder onthe weft ſyde of y cite of Dauid: 
for Ezechias profpered in all bis worbes. 
Ducwhantheincerpreters the chefe of Ba 
bilon were fent onto bim,co are queftion at 
bim(concernynge the wondertote that bad 
Dappened in the londe) Ged lefte him · to 
be tempted, thacicmighte beEnownembat 
ſoeuer was in bis bere. 


What more there is to faye of Esechias, 
and of bis mercifulnes, bebolde,it is weyttẽ 
inthe vifion of the prophet Eſay the fonne 
of Amos, and inthe boke of che Eynges of 
Sjudaand frac, And Esechias fell on fle- 
Pe with bis fathers, and they buried bint 
oucr the fepulcres of the dnldzen of Dauid, 
and all Juda andebey of Jeruſalẽ dyd bins 
worfbippe tn bis death: and Manaſſes bis 
fonne was kynge int bis ſteade. 
The XXXII. Chapter. 
HS Anaffes was twolve yeare olde 
X y wh be wasmade Eynge,andreig- 
ned fyue and fift ye yeare at Jeruſa 
lem, and dyd that whidy was euell in the 
fighte ofthe LORDE ceuen after the abomi 
nacions of the Heythen, whom thel ORDE 
expelled befoze the children of Gfrael) and 
turned bacFe, and buylded the bye places, 
(«which bis father Ezechies bad broken 
dSowne and fet vp altares vnto Bealint, 
And made groues , and worſhipped all the 
hooſt of heauen, and ſerued them. He buyl- 
ded altares alſo in FORDES houſe, wher-⸗ 
of the LORDE bad fayde: * At Jeruſglem 
fhal my name be fozener. 2nd vnto alltbe 
Hooft of heauen buylded be altares in both 
theconrtes of ¥ Houle ofeheLORDE. And 
in thevalley of the fonneof Hennon cauſed 
be bis awne fonnes to gothozow the fyze, 
and choſed dayes, z regarded byzdeferyen- 
Se, and witches, and founded ſoͤyt hſa yers 


The xxxiij. Chap. 


and expounders Of tokens, and dyd mock 
that was euell in che ſighte oftheLORDE 
to prouoke bim vnto wreath. 

Carucd ymages alfo and Fools (which S 
be canfed tonzate)ferbe vp in Gods bonfe, ~ 
wherofthe LORDE {aide unto Danid and 
to Salomon bis ſonne: In this houſe at Fe- 
ruſalem which Jhaue choſen out of all che 
trybes of Iſraeſ wyl J ſet my name for euer 
and wyl nomore let the fore of Iſrael remo 
ue fis che londe that FJ appoynted for their 
fatbers, fo farreas they obferueto do all & 
Ihaue comnraunded them, in all thelawe, 
féatutes and oxdinaunces by Moſes. Bue 
Wianaffes difceaucd Juda and chem of Fe 
rufalé,fo that they dyd wore then the Hey 
then, whom the LORDE deſtro yed before 
the childzen of Iſt ael. And theL ORDE[pa 
ke vnto Manaſſes and bis people, and chey 
regarded it not. 

Ther fore dyd the LORDE cauſe the ru- C 
lers of the hooſt of che kynge of Aſſur to co 
me vps thé, which coke Manaſſes preſoner 
wit h bõdes and bounde bim with cheynes, 


zbroughtebim vnto Babilon.* And whan Deutsoe 


be wasintrouble,bemave interceffion befor 
re the LORDEbis Gob, and bumbled bint 
felfe greatly before the God of bis fathers, 
aud prayed and befoughre him. Then herde 
be bis prayer, and broughte him agayne to 
Jeruſalem co bis Eyngdvome. 2nd Manaſ⸗ 
fes knewe that the LORDEis God. 
Afterwaͤrde buylded be ¥ vttemoſt wall 
ofthe cite of Dauid, on the weft ſyde of Bi- 
bon by the biofe,andatthe intraunce ofthe 


Syfhgate, androunde aboute « Opbel,and skfdse 


made it very hye.· And layed captaynes in ¥ 
ſtrõge cities of Juda,z put awaye ¥ firaun 
ge goddes ⁊ Wools outof * houſe of ¥ LOR 
DE, and all the altares which be bad buyl · 
ded vps chemount of the houſe of the LOR 
DE, andin Jernfalem,and caft chem out of 
the cite, and buylded the altare ofebe LOR 
DE, and offred flaynofferynges and thank⸗ 
Offerynges theron, andcommannded Ju⸗ 
da,that they fhuldeferuetheL ORDEGod 
of Iſrael. Neuertheies chonah the people 
offred vnto the LORDE their Gob, yet of- 
fred they vpon the bye places. 

Whatmore there ĩs to ſaye of Manaſſes D 
and of bis prayer to bis Sod, and the wor 
des ofthe Scers that [pate unto bim inthe 
name ofthe LORDE God of Iſrael, behol⸗ 
de, they areamonge the actes ofthe kynges 
of Bfrael. And bis prayer and interceffion, 
and all bis ſynne and offence, z the rowmes 
wherin he buyldedthe bye places z groves 
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and founded ydols, a fore be hũbled bimfelfe, 
beholde they are wrytten amonge theactes 
of the Geers. And mane ſtes fell on flepe 
witb bis fathers, and they buried him tn bis 
bonfe,and Amon bis forme was Eynge in 
Dis ſteade. 

Two and twẽtye yeare olde was Amon 
whã be was madctynge,and reigned two 
yeare ae Jeruſalẽ, and dyd cuell in the figh- 
te of cheL OR DE, as Manaſſes bis father 
bad done. And Amon offred vnto all che 
Jools chat bis father Manaſſes had made 
Gnd fered ché. Ret dyd not he bumble him · 
ſelfe before the LOR DE, as Mt anaffe bis fe 
ther bad ſubmitted bimfelfezbut Anton treſ⸗ 
Paced euer more and more. And bis ſeruaun 
tes cõſpyred agaynft bim, and flewebim in 
bis boufe. Chen finote the people in the lon- 
De all them that had confpyzed aga ynſt kyn 
ge Amon. And che people in the londe made 
Zoſias his ſonne kynge in bis ſteade. 

The xXXIlll. Chapter. 


a w7 Ofias was eight yeare olde whan 
be was madetynge,and reigned one 
y, and thirt ye yeare at Jeruſalem, and 
dydchat which was righte mcbhefighce of 
the LORDE, and walked inthe wayes of 
Danid bis farber, andeurned noe aſyde, ne- 
therco che righte bande ner tothe lefte. Foz 
in the eight yeare of bis reigne ba bewas 
yet buce childe, be beganneto fete the God 
Of bis father Danid: and in che twolueth 
yeare begane be to clenſe Juda and Jeruſalẽ 
fromcbe byc places and groucs,and carued 
ools,and molten ymages: and cauſed che 
alcares of Baalim tobe broken Downe befo 
rebim,and che ymages that were theron, 
bemed be dorvne. And ¥ groucs and carued 
Jools and moltẽ yma ges beate bein peces, 
andmade them to dufé,and ſcatred it vpon 
the graues of chem that bad offred vnto 
them. And the bones of the pzeftes brent he 
vpõ the altares, and fo clẽſed be Fudaz Je 
ruſalẽ ⁊ in > cities of Manaſſes Ephrai. 
Simeon, and vnto Nephtali in their wyl 
derneffes on eueryſyde. And whe he had bio 
ken downe the altares and groues, and ſmyt 
ten the Wools int peces, and hewed downe 
allthe ymages inall the londe of Iſtael, be 
came agayne to Jeruſalem. 


BIn che eightech yeare of bis reigne whe 


#Reaza be had clenfed the londe andthe bonfe, be 


fent Sapban the fonne of Aſalia and Mae⸗ 
ſeia the Shreue of che cite, and Joath the 
fonne of Joabas the Chaunceler, torepayze 
the boufe ofthe LORDE bis Gov. And they 


he xxxiiij. Chap. Alo. ev 
came to Dechias ¥ bye preſt, and there was 
delynered onto them the money that was 
brou ghte vnto the honfe of God, which the 
Leuites (that Eeprethe threſhouldes) bad 
Satbered, of Manaſſes, E pzaim,and ofall 
the refidue in Iſtael and of all Juda zen 
Jamin, and of them that drvelt at Jeruſalẽ 
and they delyuered it vnto the hades of the 
worke men inthe houfe ofthe LORDE,and 
gaue it onto chofecbat wrought inthe how 
fe ofthe LORDEwhere it was indecaye, 
they ſhulde repayze it. And the fame ganeit 
forth vnto tbe carpenters and buylders, to 
bye fie ftone and bewen tymber for the bal- 
tes in the boufes, which the Eynges bad 
defEroyed. 2nd the menlaboured faicbfully 
in the worte. 

And ouer thems were ordeyned, Jahath C 
and Obadia che Aenites of the chũdren of 
Merarl:Zachary and Meſullam of the dhil- 
deen ofthe Kahat hites, to further che woe 
Be, and they were all Lemites that coulde 
playe vpon inſtrumentes. Sut oner thent 
thac bare burthens and furthured all ma⸗ 
ner of wore in all the offices, there were 
ferybes, officers and doze Eepers of the Leni 
tes. And wha they tote ouethemoney that 
was broughte vnto F houſe ofthe LORDE, 
Helchias the preſt founde che bobe of che 
lawe of the LORDE geuen by Moſes. And 
Helchias anſwered, and [aide vnto Saphan 


the Scryber. Pht foundetheboteoftbe 4.Reas.b 
fe 


lawein y bonfe of ¥ LORDE.2nd Helchias 
delyuered che boke unto Saphan. And Se 
phan bareit onto the kynge, and broughte 
¥ Eynge worde agayne,and ſayde: All chat 
was geuen vnder the handes ofthy ſeruaun 
tes,that mate theyrand ¥ money that was 
foundein ¥ boufe of the LORDE,baue they 
gatbered cogecher,and delynered it unto Y 
Officers,and co the workmen. 2ind Saphan 
the Scrybe toldetheEynge, and fayde: del- 
chias the preſt hath velyucred me a bobe. 
And Saphanred cherin before the Eyn- D 
Ge. And whan che bynge herde the wordes 
ofthe lawe, be rence bis clotbes. And che 
Eynge commannded Helchias and Abicant 
the fonneof Sapban,and Abdonthe fonne 
Of Micha, and Saphan the Serybe, and 
Aſaia che Eynges feruaune, andfayde: Go 
‘youre waye,are councell at theL ORDE foe 
me and for the renmaunt in Tftacl, and for 
Juda, concernynge thefe wordes of the bo- 
Eethat is founde. For greateis theindigna 
cion of the ORDE that is gone forth over 
vs becauſe oure fatbers haue not kepte the 
worde of the LORDE, ro do acordin ge as it 
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és waytten inthis boke. Chen wete Helchias 
(with the other chat were ſent from the kyn 
Se) vnto ehe prophetiffe Hulda the wife of 
Sallum che Sonne of Checoath the fonne 
of Hafta the Eeper of the clothes, which 
divelt at Jeruſalem isthe ſecõde parte, and 
they (pate this onto ber. 
 — And fhefayde vnto them Thus ſayet! 
theL ORDEGod of Iſrael: Tell che man 
fent yorontome: Chus fayeth F LORDE: 
Seholde. J wil brynge plages vps this pla 
ce and the inhabiters therof euẽ all the cure 
ſes which are wrytten inthe boble, that was 
red before the kynge of Juda: becauſe they 
bane for Gee me, and bꝛẽt incẽſe vnto other 
goddes to pꝛonobe me with all the woꝛkes 
Of their handes. And my indignacion [hal 
go Une vpon this cite, and ſhal not be 
uenched 
And after this maner ſhal yc faye onto 
the kynge of Juda.that ſent you to are coun 
cell —— RDE:Thus ſayeth *ꝰ LORDE 
God of Iſtaelconcernynge the wordes chat 
thon baft herde: Becanfe chine bert is mo- 
ned, andbecanfe thou haſt bumbledeby ſelfe 
inthe fighte of God, whan thou berdefé bis 
wordes agaynft this place and che inbabi- 
ters therof,and baft fubmytted thy felfe be- 
force me,andrenteby clothes,andrwepte be- 
fore me,therfozebaue J herde the, fayeth > 
LORDE,Bebolve, J wil gather the vnto 
thy ferbers, and ebou fale be layed in chy 
graue svith peace, fo ¥ thine eyes ſhal nor 
fe all the evell that I wyl beynge ouerthis 
ps and — therof. And they 
ꝛoughte fe worde aga yne. 

— fence > Hel e, andcanfed all the El 
jernfalem to come toge- 
ther. And the kyngẽ wente vp in to the bou- 
fe of che LORDE,anbd allthe men of Juda 
and inbabiters of Jeruſalẽ, the pꝛeſtes, the 
Lenices,andall the people both finalland 
greate: and allebe wordes inthe boke ofthe 
couenaunt that was founde in the houſe of 
theLORDE,were red incheir cares. And * 
Eynge ſtode in bis place and madea cone- 
naunt beforethe LOR DE, that they ſhulde 
walteafter the LORDE¢o kepe his cõmaun 
dementes. his teftimonies, and bis ſtatutes 
with all their hert and with allebeir ſoule, to 
do aͤcer dinge vnto all the wordes of the co- 
nenannt that cre weytten in this boke. 

nd there fiode allthey that were foun⸗ 
Dect Jeruſelem and in Hen Yamin. And ¥ 
inhabẽters of Jeruſalem dyd acordinge to 
theconenannt of God the Good of cbeir fa- 
thers, And Fofies pur awaye all abbomi- 


Che xxxv. Chap. 


nacions out ofall the londes that were the 
children of Iſraels, and cauſed all ehemebat 
were founde in Iſtael, co ſerue theLORDE 
their God. *As longe as Gofias lyued, de- 
parted they not from che LORDEthe Goo 
oftheir fathers. 

The Xxxv. Chapter, 


LLO Joſias tepte Paffeoucr vnto the 
LORDE at Jerufalem, and ſlewe the 
Paffcouer on the fourcenth daye off 
the firjé monesh, and ſet the preftes in their 
Offices, and firengthed thems to their my- 
niftracion in the houſe of theL ORDE, and 
fayde vnto the Zenites that taughte in all 
Iſrael, and werejanctijied vnto ꝰ ORDE: 
pᷣut the holy Ate in che houſe chat Salo⸗ 
imon ỹ fonne of Dauid kynge of Iſtael dyd 
buyde. · Qe hal Leare it nomore vpon you- 
re fibers. Se that ye ſerue now thc LOR- 
DE youre Bev, and bis people of Frael, 
and prepare the henẽ of youre fathers tn 
‘youre courfes,as it was appoynted by Da 
uidthe kynge of Iſcacl. end by Saloms bia 
ſonns:and ſtonde inthe Sanctuary after F 
courfe of the fathers houſes amonge youre 
bret hren the childzen ofthe people, Andaf> 
terthe courfe ofthe fathers houſes am onge 
the Teuites, and byll paffeouer , ſanctifye 
and prepare youre brethren, that they maye 
Do acordinge to the worde oftheLORDEby 
es fi I 
1d Joſias gaue lambes andyonge kyo 
des whiz were ina@les,co the —— — 
ge foz thecomontye( all to the paficouce 
Fozenery oie that was founde)inehenom- 
bre thirtye thouſande, and thze thouſande 
oren,all ofthe kynges good. And bis pryn · 
ces oftheir awne good wyll gaue to the He 
ueofferynge for the people, z forthe preſtes 
and Lenites(namely,eldhias, Zachar y and 
FJebicl the pryncesin ¥ hone of God ams 
Gcthe preftes) for the Paffeoucr,trvo thou- 
fandcand fire bundieth, And thre hũdreth 
oren.Dut Chanania,Semaia, Nathaneel 
and bis brethren, Gafabia, Jeiel and Fofa- 
bad che chefe of the Lemites gauethe Leni 
testo the Hene offerynge forthe Paffeouer, 
fyue thouſandeſhepe. z fyue hundreth oxen. 
Thus was the Gods fernyce prepared, 
and the preftes ſtode in their place, and the 
Leuites in their courfes acordinge to the 
Eynges commaundement. And chey kylled 
the paffeoucr , and the preftes coke it off 
their handcs, and ſprenkied itiandthe Bee 
nites toke che fleynnes off them,and remo 
wed che burntofferynge there froms,to gene 
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it amonge the pozcions of che fathers bow 
fes in chemnleiendes of cbeir congregacton 
to offre onto the LORDE,* as itis weyteen 
in y boke of Moſes, Euen ſo dyd they with 
the oren alſo. And they dighte che paffeo- 
ner at the fyze acordinge to thelawe. 2nd 
that which was balowed, dighte they in 
pottes,Fettels, and pannes, and made haiſt 
fez the comon people. Afterwarde prepared 
they foz them félues alfo and for ¥ preftes: 
for the preftes the chüdren of Aaron were 
Occupied in the burntofferynges and fat vn 
tyll che nighte. T herfore mufé the Lenices 
Prepare foz them felues and for the preſtes 
the children of Aaron. 

And ehe fyngers the Hilden of Aſaph 


LPaaeaz ſtode in their place( acordinge to «Davids 


commeaundement) and Aſaph and Heman, 
and Fedichim che tynges Seer, and the poz 
tere atalltbe gates. And they departed not 
from their office. Gor the Lenites cheir bre 
thren prepared for them. Thus was alltbe 
Gods ſerůyce prepared che fame dayc,that 
the paffeouer mighte be tepte, and the 
bornefactifices offred vpon the altare off 
the LOR DEacondinge to the cemnaunde · 
ment of ynge Fofias. 

So the childꝛen of Iſrael that were at 
bande, belde paffeouer at chat tyme, and 
the feafé of vnleuended bred, ſeuen dayes. 
Sence ¥ tyme of Samuel the prophet,was 
NO Paſſeoüer epee in Iſraellike this: and 
no kynge of Iſrael bad holdẽ ſoch a Paſſeo 
neras Joſias dyd, and the preftes, Zeuites, 
all Gude, and ſoch as were founde of Iſtael. 
and ebe inbabiters of Jeruſalem. In the 
eightẽth yeare of che reigneof Jofies was 
this paffeoucr Eepte. 

D ,, Alter this, whan Gofias had prepared 
the houſe. Necho the Eynge of Egipte wen 
te vp to fighte agaynft Carcamis beſyde 
Euphzates. And Fofias were ſorth aga ynſt 
bim. But be fen meffaungers vnto bin, 
fayenge: What haue J to do with the O 
tynge off Juda ? Fam noe come nore 
agaynfé the, but J ſighte aga ynſt another 
boufe:and Gov bath ſa yde that J ſhal ma 
ke haiſt. Ceaſſe from God which is with me, 
that be deftroye che not. Prenertheles Jo⸗ 
fias turned not bis face from him, but pre- 
pared bimfelfe to fighte with him and ber- 
Eened not unto the wordes of Necho out of 
the mouth of God, z cameto fighte him 
spe the playne beſyde Mageddo. But the 

rchers ſhot at kynge Joſias. And the kyn 
Ge ſayde vnto bis ſernauntes: Cary me 
awaye, for J am foze wounded. And bis fer- 


J — 
The xxxvi. Chap. Ao. cvi. 
naũtes toke him from the charet, and caried 
him vpon his ſeconde charet, and broughte 
him to Jeruſalem. And be dyed, and was 
buried amonge the. fepuleres off bis fae 
thers. 

And Al Gude and Jeruſalem mourned 
foz Joſias, and Jeremy berwayled Tofias, 
and all the fynginge men and wemen, fpa- 
ke their lamẽtacions ouer Joſtas onto this 
Daye,and made a cuſtome therof vnto this 
Daye. Beholde, it is weytten alſo amonge 
the Lamencactons. What more there isto 
faye of Fofias, and bis mercy acozdinge to 
the feripture in the lawe of the LORDE, 
and of bis actes (both firfé andlaft) bebol- 
De,icis weytten inthe boke of chee ynges of 
Iſtael and Juda. 


The XXXVL Chapter. 
Sf LT the people of thelonde tote Joa · A 


bas the fonne of Fofias, and made 4.Rease 
bimEyngein bis fathers ſteade at Je End 


ruſalem. Thre and ewentye yeare olde was 
Joabas whan be was made tynge, and 
reigned thre monethes at Jeruſalem. Foz 
the kynge of Egiptẽ depofedbim at Jeru⸗ 
falem, and condemmed the londe in an bun- 
dreth talentes of fyluer, and one calent off 
golde. And the Eynge of Egipte made Elia 
chim bis bother kynge ouer Juda and Je⸗ 
rufalé, and turned bis name Joachim. Bus 
Necho tote bis brother Joahas, and caried 
him in to Egipte. 

Syue and tivent ye yeare olde was Joa · 
chim whã he was made kynge, and reigned 
eleuẽ yeare at Jeruſale, and dybd that which 
ras euell inthe fiighte of the LOR DE bis 


God.» And Nabuchodonoſdr the tynge of g.Reaga 


Dabilon wente vp agaynft bim,and boun- 
debim with cheynes,to cary him vnto Bae 
bilon. And Nabuchodonoſor biougbte cere 
tayne veffelsof ¥ boufe ofebe LORDE vn⸗ 
to Dabilon, and put them in bis temple at 
Dabilon.What more there is to fayeof Fo 
achim, and off bis abbominacions whidp 
be dyd,and chat were founde in bim, kebol- 
de,they are wrytten in the boke of the kyn · 
ges of Iſtael and Juda. And Joachim bis 
fonne was Eynge tn bis ſteadẽ. 
ight yeare olde was Joachim whan be B 
was made Eynge, and reigned thie mone- 
thes andten dayes ar Jeruſalẽ, and dyd > 
which wasenellinchefighteof ¥ LORDE, 
But whã che yeare caine aboute NMabuchs 
donoſor ſent chitber, and cauſed bum be fet ⸗ 
ched vnto Babilon with the coſtly veſſels 
and Jewels of the houſe ofthe LORDE,and 
6s iiij 


4Reas.a Ge. + For he Broogbeebeb gc oftbe Cal- 
Dees vᷣſ for to 
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made Sedechias bis bꝛotherkynge over Ju 
da and Jeruſalem · 
One And twent ye yeare olde was Sede⸗ 


Read chias whan he was made kynge, zreigned 


eleuen yeare at Jeruſalem/ and dyd that 
which was encllin the ſighte of the LORDE 
bis God, and ſubmytted noe himfelfebe fore 
the face ofthe prophet Jeremy, whic ſpa⸗ 
Ee ont ofebe mouch ofthe LORDE. fc fell 
awaye alfo from LL abuchovonofo: the kyn⸗ 
Se oF 
bim by God) and was ſtyfnecked, and bar- 
dened bis bert, thathe ſhhulde not conuerte 
vnto the LOR DEGod of Iſt ael. And all ¥ 
Sufeamenie the preftes,and the people, 
multiplyed their fynnes,acozdingero allebe 
abbominacions of che Heythen and dyfy · 
ledthe houſe ofthe LOR DE, which be bad 
ſanctified at Jeruſalem. 

And the LOR DE Bod of their fathers 


leress.a ſent vitro them early byhis nieſſaungers( for 


ſpared bis peopie and bis babitacion) 
ed eats least the meffanngers of God 
£6 (eome,and defpyfed bis wordes, and bad 
bis prophetes inderqion,foldge cyll che in- 
Dignacion of the LOR DEincreafed ouer bis 
tl was noremedye of healin 


pon them, andcanfed jaye all 
their yongemen with the fwerde inthe how 
fe of cheir Sanctuary, and fpared necher 
ongema ner virgin,netber aged ner grado 
racber, bue gaue hens all in co bis bande. 
nd all che veffels in che houfe of Gov, grea 
te and inal, chetreafisresin the boule of * 
LORDE,and the treaſures ofebeByngeand: 
Of bis prynces,all this caufed be to be caried 
vnto —S——— theybrent the houſe of 
God, and bꝛake downẽ the wall of Jeruſalẽ 
and all the palaces cherof brent they with 
Fore,  ehac all che coftly drnamentes of tc 
were defEroyed. . 
D Anvlote — * ¥ ſwerde hĩ caried 
he awaye vnto Dabilon,zebey became bis 
ſernaũtes, ⁊ the ſeruauntes of bis fonnes,tyll 
the perfians bad the empyrze:* chat * wor 
be ofthe LORDE bythe mouch of Jeremy 
mighte be per fourmed,euert vnt yll the londe 
bad ynough of bir Gabbathes : foz all ebe 
tyne ofthe defolacton was it Sabbath, on- 
tyll che ſeuent ye yeares were fulfylled. 
But inche firfé yeare of Cyrus the kynge 
Of perfia (that the worde of the LORDE 
{poten by che mouth of Jeremy mightebe 
fifsttes Jebe LODDE rayfed vp the ſprete 
ofCyms ehe kynge of perfia,that be cauſed 
ic be pzoclamed thozor out all bis empyze, 


abilon (whic) had taken an oorh of 


Che xxxvi. Chap. 


yee and by wrytinge alfo, fayenge: hus 
fayeth Cyms the Eynge of perfiasCheLOR 
DEGod of heauen bath gevenme all che 
Eyngdomes in the onde, and bath com- 
maunded me to buylde him an bonfe at Je · 
sufalem in Juda. Who feeuer novo 
amonge you is of bis people,the 
LORDE bis Gov be with 
bint, and let him 
go vp. 


The ende of the feconde boke 
of che Cronicles. 


She firft Soke of 
Eforas. 


Whatthis boke conteyneth. 


bap. i. Cys (orberwyfe called Cores) 
the kynge of Perfia ,gencth the Jewes lycéce 
togoagaync to Ferufalem,andto buylde ir. 
. He The nombze of them that wente 
‘vp from Sabilon wnto Ferufalem. 
pap. ul. She people refore to Fernfalem, 
‘the preftes buyloe the altare, Fepe the feaftes 
and factifices,cnd prepareto buylde the tem · 


ple. 
ap. UI. Che Reythen wolde buylde wrt 
ey — —— are ——— 
x¢ labonre they (witn thetr couneell and let · 
ters) to bynder the buyldinge of the tem- 


ple. 
$4 Fn this tyme hecled Aggeus 
COPE, ww sachary The officers of ehersevtbe for: 
bydthebuyloinge,and bynver ft. 
ap. VI. Darits renneth the commannve- 
ment of Cy2us, and geucth rhe Jewes lycéce 
to buylde the temple. 
ap. Vil. Artarerfes fendeth Eßdras vnto 
Derufalem with a darge onto the officers 
beyonde the water. 
Chap. Vul. Thenombze of them that wente vp 
with Spozasvnro Ferufalem. 
1x. sis foxy that the peopleba 
‘nemyrte them felues with the Zeytheniſh ive · 
men. 


. Xe They make @ couenaunt to put 
Cote cari thece betpendly wyers: 
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The firf— Chapter. 
— =A € 
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chat the wordẽ ofthe 
3k LOR DE [poten « by 
4 the mouth of Jeremy 


Miereas.b 


— — ſprete of Cyrus kynge 
of perjia, he canfedic be pꝛoclamed tho- 
tow out all bis empyze, yee and by wrytinge 
alfo,fayenge: Thus fayeth Cyzus the Eynge 
of perfia: Phe LORDEGod of heauẽ hath 
geuen me all the Eyngoomes tn che londe 
» and bath commaunded me to buyloe bint 
an bonft at Jernfalemin Juda. Who ſoeuer 
momwamonge you ts of bis people,the LOR 
DE bis Godbe with bim,andlet bim go vy 
to Fernfalem is Juda, and buylde che houfe 
ofthe LORDE God of Iſtael. He is ¥ Gov 
that is at Jeruſalẽ. And whoo euerremay- 
neth yet inenymaner of place(where beis a 
ſtraunger Aet the mẽ of Bis place belpe bins 
with fyluer and qolde,with good and catell 
of @ good frewill, forthe boule of God ac 
Jeruſalem. 

DB Then gat vp the pryncipall fathers of 
Juda and Ben Jamin and che preftes and 
Lenites,and all they whofe ſprete God bad 
rayfed to goup, and to buylde theboufe of 
the LORDE at Jeruſalẽ. Und all they that 
were aboure them, ſtrengthed their bande 
with veffels of fyluer and golde, with good 
andcatell,and Jewels; befydes that which 
they gane of their awne frewill. And kynge 
Cyzusbroughe forth the veffels ofcheL OR 

2-PA85< DES boule, * whic) Nabuchodonoſor had 

Panta satEout of Jerufalem,and put in bis gods 
Houfe.BurCyms kynge of perfia brought 
thé forth by MTicbhredach the treaſurer, and 
nomb:ed the unto Sefibasar che pzynce of 
Suda. And this is the nombre of them: 
Ebireye bafens of golde,and a thouſande ba 
fons of ſyluer and nyne and twent ye knyues, 


Eb ·as .a 
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thiroye cuppes of golde,and of other ſyluer 
cuppes foure hundreth and ten, and oforber 
veſſels « thoufande.Sochat all the veffels 
both of golde and fyluer,were fyne thonfan 
de and foure hundreth. Seßbasar biong bre 
them all vp, with them that came vp ous 
ofr captinyte off Babilon vnto Jeru · 
ſalem. 


Thell. Chapter. 


rw BeK are the dildsé ofthe londe that A 
wente vp out ofthe captiuyte (whõ 
Nabuchodonoſor the Eynge of Bae 

bilon bad caried awaye onto Babilon) and 

came agayne to Jeruſalem and in to Jude, 
euer y one onto bis cite,andcame with Zoro 
babel, Jeſua, Viebemias, Seraia, Reeleia, 

Mardachai Bilſan. Miſpar, Begesai Re 

hum and Baena. This is now the nombre 

ofthe men of che people of Iſtraei: The chil 
dren of bares, two thonfande,an hũdreth. 
and tivo and ſeuent yer the children of Se⸗ 
pbatia, thee bundzeth andtwo and fenen- 
tye:the childzent of Arath, ſeuen bundieth 
and fyue and feuentye: the dyilozen of pa- 
bath Moab amonge thechildzen of Jeſua 

Joab,two thoufande, eight hundret h and 

twolue: the childꝛen of Eiam a thouſande. 

£109 hundreth aud foure and fift yer the chil · 

dren of Sathu,nynebundzech,and fyue and 

fortye:ebe children of Sacat, ſeuẽ bundreth 
and thre ſcore: the dilozenofBanifirebun 
dieth and two and fortye: the childien of 

Bebai fire hundꝛeth and thre and ewentye- S 

the childꝛen of Aſgad, a thoͤuſande two bun 

dretband twoand croentye: che children of 

Avonicam, fire hũdreth and fire andfircyer 

the children of Bigeuai two thouſande and 

fire and fiftye:tbhe childꝛen of Adin, foure 
bundzeth and foure andfiftye: the children 
of Acer of Ezechias, eig ht and nynetye:che 
childꝛen of Desai, thre hundzeth and thre 
and twentye : the childzen of Jorath, an 
bundzeth and twolue: the childꝛen of Ha- 
firm, ervo bundzeth and chze and erventye: 
the dildzen of Gibbar, fyue avd nynet ye: 
the child:en off Bechleem , an hundreth 
and thie and ewentye:cbe men off Ne⸗ 
topbe fire and fiftye:che men off Anathor, 
an bundzeth and eight and twent ye: the 
childzen off Afinauech , two and forcryes 
the children off Biriath Arim , Caphira 
and Beeroth, ſeuen hundreth and thie and 
fortye: the childꝛren off Rama and Gaba, 
firebundzeth and one and twérye:tbemen 
Off Michmas, an hundreth and two and 
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twentyes the menof Bethel and Wi, ews 
bundzeth and thze andewentye: the childeẽ 

€ Fcboe. ewo and fyftyesthe childien of 
Hiaghis,an hũdꝛet h andfireand ifeye: the 
chüdrẽ of the other Elam a thoufande,trwo 
hundret h and foure and fifeye: che childzers 
Of Harim, thee hundreth and twent ye: the 
childrẽ of Lodbadid and Ono, ſeuẽ hůdreth 
and fyue andemécye:the childrẽ of Jericho, 
thze bunvzcch and fyue and fort yerche chil · 
dien of Senaa, thee choufanve, fire, hun⸗ 
drerhand thirt ye. 

The preſtes · The childꝛen of Jedaia of 
the boule of Jeſua, nyne hundꝛeth and thee 
and fenentye:the childsé of Jemmer, a chou 
fande and two and fiftye:the children of Pa 
{hur,athoufanve and two hũdreth. and fe- 
nen andfortye:the childꝛẽ of Harim,atbou- 
fandeand ſeuentene. sd 

The Lenites. Che childꝛen of Fela and 
Cadmicl of che hildzen of Hodania, foure 
and fenentye. The fyngers, the children of 
Afaph,an hundzcth andeight andewentye. 
The childzen of chedoretepers. The children 
oF Gallum, che childzen of Ater, the childrẽ 
Off Talmon,the dildzen off YAcub, the hil- 
dien OFF Hatita, and the children off So- 
baizellcogerber an bundzeth and nyne and 


thirtye. 

D The Nethinims. the children of Ziha. 
the children of Haſupha, the children of Ta⸗ 
baoth, the children of Ceros, the childien of 
Sie ha, the children of Padon, the children 
of Lebanache children of Ha gaba.the dil 
dien of Aenb, che childiẽ of Hagab, the chil 
dren of Samlai, the childꝛen of Hanan the 
children of Givvel, chedildzen of Gabar, 
the childzé of Reaia,tbe children of Resin, 
the chilozen of Mecuba, the chilozen of Ga- 
fan,ebe childꝛen of Ofa, the childꝛen of Paſ 
feab,the childien of Beffai, che children of 
Afita, the childzen of Meunim, che children 
of Nephuſſim, the children of Bacbuc, the 
childrẽ of Hacupha, the childien of Harbur, 
childrẽ of Raseluth,¥ dulozé of Mebira, 
the children of Darla, the childꝛen of Bar- 
cent, the childꝛen of Siffera, the children o 
TCbhamab, thechilozenof Clesiab, che dil- 
dren of Hatpha. 

The childrens of Salomons feruauntes. 
The hildzen of Sorat, che cildzenofSo- 
pbereth, che childꝛen of | Beene children 
Of Jaela, the chilozé of Darcon,the dildzé 
Of Giddell, che childeẽ of Sephatia, the hil 
dien of Hattil the childien ofpochereth of 
Zebaim, che childrꝛen of Amt. All che Ne⸗ 
thinims and the childꝛen off Galomons 


Che ij. Chap. 


fervanntes were alltogetber,thze hundreth 
and two and nyent ye. 

And theſe wẽte vp alſo Mithel. Melath. 
Thel, Harfo, Cherub, Addon and Immer. 
Dut they coulve noe ſhewe their fathers 
bonfener their fede, whether chey were of Iſ 
tacl. The children of Delata, the hildzen of 
Tobias, the childꝛen of Necoda, fire bun- 
dꝛeih andewo and fiftye. 

And of the cildzen of che preſtes. The 
childꝛen of Habsia,che dildzen of Hacom, 
the children of Sarfillat, which tote one of 
the dangbters of Barſillai the Gileadite 
towife,and was counted amonge the fame 
names: thefe fonghte the regifter of their 
byzch, and founde none, therfore were they 
pur from che preſthode. And Hathirfacha 
faydeontothem,that they ſhulde not eate of 
the moft boly,tyll chererofé vp a preſt with 
the «lighte and perfectnecffe. 

The whole congregacion as one man, 
wes two and forrye thonfande, the bunt- 
dreth andrbre fcore:befyoetheir ſeruauntes 
and maydẽs, of whom there were ſeuẽ chow 
fande, chze hundreth and feuen and thirt ye. 
ind they had two hundꝛeth finginge men 
and wemicn,fené bundzcth andfire andebir- 
tye hozfes,trwo bundieth and fyue and for 
eye Mules, foure hũdrech and fyueand thire 
tye Camels, and ſire thouſande, ſeuen bun- 
dieth and tivent ye Aſſes. 

And certayne ofthe chefe fathers. whan 
they came to the houſe of the LORDE ae 

m3, they rere well m ynded onto tbe 
of Bod, chat it ſhulde be erin bis pla 
cé,and gaueaftercheir abilyte onto the tres 
ſure of che worke,one and thre ſcore thouſan 
de guldens, and fyue thouſande pounde of 
fyluer, and an bundzeth preſtes garmentes. 
So the pꝛeſtes andthe Zeuites, ã ndcerta ye 
ne ofy pesple ane the fyngers, and the poa 
ters,and $ Nethinims dweltin chets cities, 
and all Iſrael in their cities. 


Thelll. Chapter. 
of Clo whan the ſeuenth moneeheawte, 2 


and the childzen of Iſtael were now · a a 
in their cities, the people came toge⸗·xiaa e 


therenen as one man,onro Jeruſalem And 
bere fiode vp Jeſua the fonne of Tofeoec 
and bis bzethzen the preſtes, and Zozoba- 
belebe ſonne of Saaltbiel and bis bret bꝛen. 
and buylded the aleare of the Gov of JF 
reel, to offre burncofferynaes theron, as 
itis wrytten in the lawe of Moſes the man 
of God, and the altare fet chey vpon bis 
ſorettes( for chere was a fearfulnes amonge 


Exod.39.¢ 
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them becauſe of che nactons and lẽdes) and 

offred burncofferinges theron unto $ LOR 

DEcinthe mernyngeand at euen. And bel- 

de the feaft of Cabernacles « as itis w2yt- 

ten, and offred burntſacrifices daylie after 

the nombre as acordinge was, euery Daye 

bis ſacrifice. Afterwarde the daylie burntof 

ferynges alſo, and of the new Mones and 

of all che feaſt dayes of the LORDE that 

were balowed, and allmaner of frewyllin- 

e offtringes, which they did of their awne 
eae vnto the LORDE, 

Bpon che firſt daye oft he ſeuenth mo- 

Ecd.ze neth beganne they to offre burnt facrifices 

vnto the LORDE. But the foundacion of 

the tẽple ofthe LORDEwas not vet layed. 

Neuert heles they gaue money vnto * ma 

fous and carpenters, and me ate and drynke 

and oyle vnto them of didon and of Tyre, 

tobrynge thẽ Cedre cymbre from Libanus 

otherwy by Sce vito. Toppa, acozdinge to the cS- 

Fe called maundement of Cyrus the bynge of perfic. 

*FePHO “Inthe feconde yeare ofebeir commeynge 

vntco the houſe of God at Jeruſalem in the 

fecondemoneth, beganne Zorobabel che for 

ne of Salachiel,and Jeſua the forme of Jo 

fedec, and theremnaunt of their bret hren 

the pzeftes and Leuites, and alltbey chas 

were come ont of the captinyte unto Tera 

falem,andappoynted the Leuices frõ cwen 

tye yeare olde and aboue, to ſe that the woz 

£e of the houſe ofthe LORBEweẽte forwar 

de. And Jeſua ſtode with bis ſonnes and 

bꝛethren and Cadmiel wich bis ſonnes, and 

the children of Juda, to furthur the works 

men ofthe houfẽ of Ged, namely che childrẽ 

of Hemadad with cheir chilozen and their 

brethren che Leuites, 

C Andwhan che buylvers layed the foun- 
dacion of che temple of che LORDE, the 
preftes ſtode in chetr araye, with tromper- 
tes. And che Leuites the children of Waph 

LParazb with Cimbales,co prayfé ¥ LORDEr with 
the Dyticof Danid Eynge of Iſtael. And 
they fimgecogetber, geuynge prsyfezeban 
¥es unto ¥ L ORDE,becanfe be is gracious, 
and becanjé bis mercy endureth 
vpon Iſraell · And all the people 
lsude in pꝛayſinge cheL ORD E,becanfetbe 
——— of * houſe of cheLORDE wes 

jayed. Neuertheles many of the olde preſtes 
and Lenites and ancient facbers, which 
Hav fene the houſe afore in bis foundacion, 
and this was now before their eyes, wepte 
loude. But many flouted with ioye, ſo that 
the noyſe gaue a greatefounde, info ntody 
sbhatebe people coulde nor Enowe ¥ ioyfull 


Nu29.2 
Nuaga 


rr a2 
The iti. Chap. Mo. cviij. 
founde for the noyſe of the wepinge in che 
people: for the people fhouced londe,fo chat 
the noyſe was berve farre of: 
Thellll. Chapter. 

We whan the aduerfaries of Juda A 
93 and Ben Yamin berde, thar che dil 

dren of the captinyte buylded the ré- 
ple vntotheL ORDEGod of Iſtael they cw 
ine to Zorobabel z tothe pryncipall facbers, 
and fayde onto them : We wylbuylde with 
you: for we ~EEctheLORDE youre God lite 
aS ye DO. And we haue vone facrifice onto 
bint,« fence the tyme that Aſſar Hadon the 4.Rea7c 
Eynge of Aſſur broughte vs vp hither. But 
Zorobabel and Jeſua and the oᷣt her awnciẽc 
fathers of Iſtael anfivered theim: It is nor 
inete for vs and you to buylde the houſe of 
oure God, but we wyl buylde alone onto tbe 
LORDE God of Iſtael.“ as Cyrus che fyn- Etna 
ge of perfia hath commaunded vs. 

Then che folke ofthe londe hyndered the 
people of Juda, and made them afrayed to 
bu ylde, and hyred councelers aganſt them 
and hyndereð their deuyce, as longe as Cy- 
tus the kynge of perfia lyucd, vnt yll che 
reigne off Darius Eynge off perfia. Buc 
whan Abafherus waskynge, inthe begyn- 
nynge off bis reigne wiote they vnto bint 
«@ complaynte agaynfé them of Juda and 
Jeruſalem. 

And in the tyme of Art axerſes, wꝛote Bi B 
(lam, Atichudach, Tabeel and the other 
oftbeir councell vnto Arcarerfes the kynge 
Of Perſia. Sut the ſeripture of F letter was 
weytten in the Syrians ſpeach, and was tn- 
terpretacedin the langage of the Syrians. 
Rebum F chaunceler, anvd Simfatebe fery 
he, wrote this letter agaynft Jerufalem to 
Artarerfesthetynge. 

We Rebumehe daunceler,anod Simfat 
the feribe,andocber ofebecouncell of Dina, 
Off Arphafach, off Tarplat, off perfia, off 
Arach,of Dabilon,of Sufan,of Deba, and 
of Elam, and other ofthe peoples wiyom 4 Reaya 
the greate and noble Afirapbar broughte 
ouer, and ſet inthe cities of Samaria, and 
other on his ſyde the water and in Canaan. 
And this is * ſumme ofthe letter that they 
ſent onto Eynge Artaxerſes: 

Thy ſeruauntes the men on this ſyde the C 
water and in Canaan. Be it knowne vnto F 
Eynge,that the Jewes which are come vp 
from thetovs vito Jeruſalẽ in to that eve 
cious wicked cite, buylde the fame,andma 
Ec vp ? walles of it ⁊ brynge it our of F foun 
dacion. Be it knoͤwne now cherfore vnto * 

Eynge, > yfthis cite be buyldcdz che walles 


Aggie 
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made vp agayne,ché fhal not they geuetri- 
bute, toll, and yearly cuſtome, and their de⸗ 
uyce fyaldo ¥ Eynge harme.Butnow that 
we all gretherby which deſtroyed the tem⸗ 
ple,we wolbe nolonger fe che Eynges diſho 
noure. Ther fore fent weont, and.caufed the 
Eyngeto be certified therof That ir maye be 
ſoughte in ¥ Cronicles ofthy progenitours, 
and fo [hale thou fynde in the ſame Croni⸗ 
cles, and perce aue, that this cite is ſedicious 
and noyſone vnto kynges and londes, and 
that they cauſe other alſo to rebell of ol⸗ 
de, and for the fame cauſe was this cite def- 
troyed. Cherfoze do we certifie the Eynge, 
that yf this cite be buylded, andthe walles 
therof mave vp, thou fee kepe not hinge 
on this ſyde the water by the reaſon of it. 

Then ſent ¥ kynge an anſwere vnto Re- 
bumcbe daunceler,and Simfaiche Sery. 
be,and to the orber of their councell that 
dwelt in Samaria, and vnto the other be- 
yonde } water. Peace and falucacion. The 
letter which ye lent unto vs, bath bene opẽ · 
ly red before me, and J bane commaunded 
tomate featdy:andit is founde that this ci- 
te of olde bath made inſurreccion aga ynſt 
Lynges,z how vpre and rebellion bath 
bene commytted therin. There haue bene 
mightictynges alſo at Jeruſalẽ which ba- 
we reigned over allthatis beyonde the wae 
ter,and coll eributeand yearly cuftome was 
Sewer vnto them. Do ye now after this com 
maundemẽt, forbyd the fame men, that the 
cite be not builded,cyll J haue geuẽ cõmaun 
demẽt. Take hede now that yebe noe necli- 
gent here in, leſt the kynge bauebarme there 
tho2ow, 

Llow whe tynge Artaxerſes letter was 
red before Rebum che chaunceler and Sim 
fai the Serybe and their councell, they wen- 
te vp in all che baift to Jeruſalem vntothe 
SJewes,and forbadcbhem with thearmeand 
Guctozite. Then ceaffed the worke of che 
boule of God at Fervfalem,and continued 
fo vnto the feconde yeare of Darins Eynge 


9 erſia. 
— The V. Chapter. 

¢ He prophetes, Aggeus and Zacha⸗ 
8 ry ¥ forme of Iddo prophecied vn· 
to ? Jewes that were in Juda and 
Fernjalé,inebe name of che God of Iſtael. 
Then rat vp Zorobabel the fonneof Sala- 
thiel and Jeſua the fonne of ofedec,andbe- 
ganne to buyloe thé houfe of God at Jeru⸗ 
falem,andwithcbemtbe prophetes of God 
which ſtrengthed thé. Ae the fame tyme ca 
meco the Thathnai chevebice on this ſyde 


Chev. Chap. 


the water, and Sethar of Boſen, and theit 
councelers, and ſayde thus vntothem: Who 
hathcommaunded you to buylde this hou⸗ 
ſẽ. and to make vp the walles cherof? T ber 
tolde we them che names of themen, that 
made this buylvinge. But che eye of their 
Govdcame vpon che Elders of che eres, 
that chey were not inbibyte,tyllthe matter 
was biought before Darius, and tyll chere 
came @rorytinge therofagayne, 

This is the ſumme of the letter * Thath- 
naithe Debyte on this ſyde the water and 
Sethar of Boſen, and their councellers of 
Apharſach (which were onthis ſyde the wa 
ter) fent vnto kynge Darius. And theſe are 
the wordes that they ſent vnto him: Onto 
Darius the kynge all peace. Be it knowne 
vnto the Eynge, thas we came into Ferry 
tothe boufeof y greate God, whichis buyl- 
ded vith all maner of fEonc, and balckes are 
la yed in the walles,and y wo2te goeth faſt 
forth. and proſpereth in their handes · Ne 
uercheles we aredthe Elders and ſayde vn⸗ 
to them: Who hathesmaunded youto buyl 
de this boufé, and to mate vp the walles 
therof! We aredeheir names alſo, that we 
might ccrtifyethe,and haue wrytten t he na 
mes of the men that were their rulers, 

But they anſwered vs w theſe wordes, 
andfayde: Weare the ſeruaũtes ofthe God 
of heauen and earch, and buylde the houſẽ 


} was buyloeomany yeares ag00,+ which sRe oe 


& greate kynge of Iſrael buylded and fer vp. 
Sowbeit whan el fathers prowoted the 


God of heaven vnto wath, he gaue them , per4, 
ouer in the bande of Nabuchodonoſor che and as. 


Eynge of Babilon the Calvee, which bate 
downetbis houfe, zcaried } people awaye 
vnto Dabilon. 

+ Clenercheles in the firfé yeare of Cyrus C 


the kynge of Babilon, F fametyngeCy:us cau⸗ 


commaunded tobuylde this boule of Sov: 
forthe veffels of goldeandfiluerin the bou- 
eof God, which NRabuchodonoſor tobe out 
ofthe cempleat Jerufalé, and broughte thẽ 
inco $ cemple at Babilon,chofedyd Cyws 
theEyngetate out of $ temple at Dabilon, 
*anddelyuered them unto Seß baser by na- 
me, whom be made Debyte, andfayde vnto 
bim : Take chefe veffels, go thy weye and 
biynge them vnto che temple at Serufa- 
lem, and let the houſe of God be buylded in 
his pee Then came the fame Seßbazar, 
andlayed ¥ foundacionofebe boufeofGoo 
at Jeruſalem. Sence that tyme hathicbene 
in buyldinge, and yet is it not fyn ſhed. Rfic 
pleafe > Eynge noiv, let t here be ſearch made 
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in FE ynges treaſure houſe which ts at Babi 
Ton, whether it haue bene Eynge Cyzus com 
maundement, that the houſe of Sod at Je⸗ 
ruſalem ſhulde bebuylocd:z ſende vs > kyn · 
ges mynde concernynge the ſame. 
The Vi. Chapter. 

Hen cSmaunded tinge Darius, that 
fearc ſhulde bemadein ? hbrary of 
} Eynges treaſure hone, which laye 
at Dabilon. So at Egbat hanis ina caftell 
that lyeth in the londe of the Meedes, there 
was founde a bote,z init was there an acte 
wrycten after this maner: In the firſt yeare 
ofkynge C yzus,cSmaunded the fame kynge 
Cyzus tobnyloe * houſe of God at Jeruſa 
lem, in the place where the facrificeis mave, 
zeolaye the foundacion to beare thre (core 
cubites beygbe,z thre (core cubites bredth,z 
thre walles of all maner of ſtones, and one 
wall of cymber , z the erpences ſhalbe ge- 
nen of the Eynges houſe. And the goldé and 
fyluer veffell of > houſe of Goriwhicd Na 
buchodonofozcote out of thetemple at Je 
ruſalem, and broughte onto Babilon Mal · 
be reſtored agayne, H they maye be brough- 
te wnto checemple at Jeruſalẽ co their place 
inco che houſe of God. 

Gee you farre from chem eberfore, thon 
Thathnai Debyre beyonvdethe water, and 
Set har of Bofen,z youre councelers whidy 
are beyondethe water. Let chem worte in ¥ 
boule of Gov,that the Debyte of * Hewes 
and their Elders maye buylde the houſe of 
Godin bis place. J baue commaunded alfo, 
what fhalbedoneto 3 Elders of Juda for 
the buyldinge of the boule of God, thatebe 
re ſhal diligently betaté of the kynges goo 
‘des, even of the rentes beyonde the water,z 
geuen onto the men, and that they be not 
byndered. 

And yf they haue neve of calues,lambes, 
62 goates for the burntoffrynge onto $ Goo 
of beanen,wheate, fale, wyne and oyle,after 
thecuftome of the preftes ac Jeruſalemthe 
re ſhaibe genenthem daylie as is acordinge: 
and fe chat this be nor done necligétly, thac 
they maye offre fivete fanoures unto $ God 
Of beauen,and praye for the kynges lyfe,and 
for bis childien . This commaundement ba- 
ne J gené. And what man fo ever he be that 
altereth theſe wordes, there ſhal a balte be 
taten from bis boufé,and ſet vp,and be ſhal 
bebanged theron,and bis boule fhalbe pzy- 
fed for che dede. 

C But the God that dwelleth in heauen, 
deſtroye all kynges and people, that put to 
their have to alter and co breake downe the 


ow 
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houſe of God at Jeruſalem. J Darius have 
commaunded, that chis be diligently done. 

Then Chachnai Debyte beyoude ¥ wa 
ter, and Sethaͤr of Boſen with their coun- 
celers(co whom Eynge Darius bad fenc)oyd 
their diligence. And ꝰ Elders of the Jeres 
bu ylded, and they projpered thozow the pro 
phecienge of Aggeus the prophet and5a- 
chary the fonne of Iddorand they buylded, 
and fer vp the worke, acordingẽ tocbe com- 
maundement of the Godof Iſtael, andaf- 
ter che commaundement of Cyzus, Darius 
and Arcarerfes Eynges of Perfia.Andchey 
perfourmed the bouje vnto the thirde Daye 
of the moneth Adar,that was thefirte yeas 
re of the reigneof Eynge Darius. 

And the children of Iſrael, che preftes, 
the Leuites,and the other cdhildzen of * cap 
tynite beldethe dedicacion of the boufe of 
God withioye,and offred at the dedicacion 


2 Par.7.a 


Of che boule of God, an bundzeth calues, D 


two hundreth lambes , foure bundzeth goa- 
tes: and forcbe fynofferynge forall Iſtael 
twolue be goates , acozdinge to che nombre 
of shetrybes of Iſtael, and fee che preftesin 
their courfes, and $ Leuites in their offices, 
tomynifter onto God which is at Fernfalé, 
as it is wrytten in the boke of Moſes. 
And the children of che capt ynite helde 
aſſeouer vpon the fourtenth daye of che 
moneth: foz > preftesand Lenites had 
purified chem felues,fo F they were a clea- 
ne as one man, and Eylled Paſſeouer forall 
the childzen of the captynice, and for their 
brethzé che preftes,and for chem felues. And 
thechilozé of Iſtael which were comeagay 
neout of captinyte,and all ſoch as bad fepa 
rated them felues onto chem from the fylebt 
neſſe of the Heythen in the londe, to ſekethe 
LORDE God of Iſtael, ate ⁊ helde che feaſt 
Of vnleuẽded bred fener dayes with ioyer for 


the LORDEbadmade themglad, andture 
nedebe bere of the kynge o} ‘Sfae wnto thé, 
ſo that their bandes were ſtrengthed inthe 
worke of the houſe of God, whic is * God 
of Iſrael. 
The VI. Chapter. 
I Gter thefeactes inthe reigne of Ar⸗ 
of tarerfes Eynge of perfia, there wente 
vp from Sabilon , Efdzas the forme 
of Seraia, the forme of Aſaria, che fore of 
Helhias,the fonne of Sallum, ehe forme o 
Sadoc, the forme of Achitob, che forme o 
Amaria,che forme of Afaria,the ſonne Me⸗ 
raioth,the fonne of Serabia, ¥ fonne of Off, 
thefonneof Buti, the forme of Abiſua, che 
fone of phineas, che fonne of —— the 
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ſonne of Aaron the chefe pꝛeſt. which was a 


Exo ao · a quycFe ferybe in che lawe of Moſes,* which 


theL ORDEGodof Iſtrael dyd gene. And 
>} Eynge gave himall chat herequyzed,acoz 
dinge coche bande of the LORDEbis God 
vpon bim. 

And there wente vp certayne of the chil · 
dren of Iſtael, and of che preftes,and ofthe 
Leuites of the fyngers,of che pozters,and 
of the Nethinims vnto Jeruſalem, in the ſe 
uenth yeare of kynge Artaxerſes. And they 
cameto Jeruſalem in the fifth moneth, that 
is the ſeuenth yeare of the kynge. Foz vpon 
che firſt Daye of che firfé moneth, deuyſed be 
to go vp from Babilon: and on F firfEdaye 
of the fifth moneth came beto Ferufalem, 
acordinge tothe good bande of God vpon 
bim: For Eßdras prepared bis bert co fete 
the lawe ofthe LORDE, and to do it, and to 
teach the precepte indgment in Iſrael. 

B = Andebis is the ſumme of chelecter, chat 
Eynge Artarerfes gaue vnto Eßdras the 
prefé, the ferybe, which was a teacherinthe 
iwordes of theLORDE andof bis fiatutes 
ouer Iſtael. Onto Eßdras che preft and ery 
be in thelawe of the God of beauen, peace 
and falutacion. J bane commanndcd, chat 
alltbey of che people of Iſrael, and of the 
prefies and Lenites in my realme,which are 
inynded of their arone good wyll to go vp 
to Jeruſalem, that they go with che, beynge 
fenc of chet ynge and of the ſeuen lordes of 
the councell co vyſet Ju da and Jeruſalem. 
acordinge to the lawe of God, which is in 
thy bave : And that thou ſhuldeſt cate with 
the, fyluer and golde, which the Eynge and 
thelordes of bis councell geue of their arv- 
He good wyll vnto che God of Iſtael who⸗ 
fe babicacion is at Jeruſalem and all ebe ſyl 
wer and goldetbat thor canfé fynde in all * 
countre of Babilon:wich it that che people 
and preftes gene of their arene good wil vit 
tothe houſe of Goo at Jeruſalem. 

C€ Take thou the fame, and bye diligently 
with the fame money, calves, lambes, goa- 
tes, and meatofferynges and drynkoffer yn⸗ 
ges, to be offred vpon the altare of che houſe 
Of youre God at Fernfalem. And loke what 
it lyketh the and chy brethren to do with the 
remnaunt of the money, that do aftertbe 
wyll of youre God. Andebe veffels thatare 
genenthe foz the mynifiracion inebe bonfe 
of thy God, chofedelyner thon befoze God 
av Jeruſalem. 

And what fo euer thinge moze ſhal be ne- 
de ſull for che houſe of thy Gov, which is ne- 
ceſſary forche to [pende, letthe fame be gene 


Che vij. Chap. 


ont of the kynges chamber. J Eynge Artax 
erfes bane commanded all che treaſurers 
beyonde the water, p lote what ſo euer Eß · 
dras the prefEand ferybe inthe lawe of the 
God of heauẽ, requyzeth of you,tbat ye ful 
fall che fame diligently , ontyll an hundreth 
taléces of fyluer, and tyll an hundreth quar 
ters of wheate, and tyli an hũdreth Dacthes 
of wyne, and tyll an hundreth Batthes of 
oyle, and fale without meafure. What ſoeuer 
belongeth to the lawe of the God of bea- 
net, lee the fame be done with diligence for 
the boule of che God of beaué,that there co 
meno rorath vpon the Eynges realmez bis 
childꝛen. 

And knowne be it vnto you, that ye ſhall D 
haue no auctorite to requyre taxinge ⁊ cüſto 
me, and yearly rentes vponeny of the pref⸗ 
tes, Leuites , fyngers, porters, Tethinims 
a@ndmyniftersin $ houſe of this God. But 
thon Eßdras(after the wyßdome of y God 
that is in thy hande ſet thou iudges andar 
biters, to iudge all che people that is be yon 
de Jordane, eůen all fod) as knowe the lawe 
of chy Sodrand them chat knowe it not tho 
fe fecbat ye teache. And who ſo euer wyl not 
diligently fulfyll che lawe of thy God, and 
the Eyngeslawe, ſhall bane bis iudgmẽt for 
the dede, mbether it be vnto death, or to be 
banyfhed, ozco be condemnedin good, or to 
be putin preſon. 

Prayfed be the LORDE God of onre fa- 
thers, which fo bath infpyzcd > Eynges bere 
to garnyſh the houſe of God at Jeruſalem: 
and bath enclyned bis mercy vntõ mein the 
prefence of tbe Eynge, and bis councelers, 
and before allebe kynges bye eſtates. And 
J was comforted (acordingeto the bave of 
ehe LORDEmy God oner me)and fo gathe- 
red the beabes of “ifracl together, § they 
mighte go pf des me. 

‘be Vill. Chapter. 

Hefe are che heaves of their fathers 

that werenamed, which wente vp vᷣ 

me from Dabilon, what tyme as kyn 
ge Artaxerſes reigned. Of the childꝛẽ of Pht 
neas,Gerfom: of the childzen of Ithamar, 
Danitel:of che dildzen of Dawid, Hactus:of 
the childzé of Pareos, Sachary,and rhe men 
childrẽ nombed with him, an hundreth and 
fiftye. Of the childꝛen of Pabath Moab, 
Elecenaithe forme of Serabia,and ch bina 
treo hundreth males. 

Of the childzen of Sechania, the fonne 
of Jebaficl,and with bim thre hundreth ma 
les. Of the cildzen of Adin bed, the ſon⸗ 
ne of Jonathan, and with bits fifticmaless 
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Of the hildren of Elam, Jeſaia the forme 
of Achalia, and with bim fenentie males. OF 
the childzen of Scepbatia, Sebadia the fon- 
ne of Michael. and & bim foure ſcore males. 

Op the children of Ioab. Obadia che ſon 
ne of Jehiel, and with bimewo hundreth 
eightene men children. O fthe children of 
Selomit h. thefonne of Joſiphia, and with 
bim an bunbdzeth and thre ſcore males. 

Ofthe childzen of Bebai. Zachar y che for 
ne of Bebai,and with bim eight and ewen- 
tyemales Of the children of Aſgad, Joha⸗ 
nan che yongefé ſonne, and rich bim an burt 
dreth and ten males. Of che lafé diloren of 
Adonicam,and chefe were their names: Eli 
pbelec, Jeiel and Semaia, and with them 
threfcore males. Ofthe children of Bige- 
ai, Vthai and Gabud,and with chem fené 
males. And J gacbered chem cogether by 
the water thac renncth rowarde Aheua, ? 
there above we thre dayes, 

2nd whan FJ lofed amonge the peoplez 
the preftes , J founde no Leuites there. ChE 
fence J Llicfer, Ariel, Semaia, Elnathan, Ja 
rib, Elnathan, Natha, Zachary and Wieful- 
lam the rulers, and TJoiarib and Elnat han 
the teachers, and thoſe ſent FJ unto Iddo > 
che feſt at Cafipbia, that they ſhulde fetch 
us in ynyſters for che house of oure God, and 
Frolde them whatthey ſhulde faye vnto Id 
Pe and to bis bicebren che Nethinims ac Ca. 

ſiphia. 

— C acordinge to the good hande of 
oure God vpon us )chey broughte us a wy- 
ſe man from amonge the dhildzen of Maheli 
the fonne of Leui che fonne of Iſtael, euen 
Serebia with bis fonnes and brethren, eigh 
tene. And Haſabia, and with him Jeſaia of 
the childzen of Merari, with bis brethren ẽ 
their fonnes, trwentye. AAndofebeLtechi- 
nims, whom Dauid and the princes gaue to 
myniffer onto che Leuites , two hundreth z 
twencye, all named by name. 

And euen thereatche water befyde Ahe⸗ 
ua, cauſed J a faſtinge tobe pzoclamed, $ 
we mighte bumble dure ſelues before oure 
God,to ſeke of him a righte waye for us,z 
onre childzen and alloure ſubſtaunce. Gor 
J was afbamed to require of the kynge ſou 
Dyers z borfinen,tobelpe us agaynft the ene 
mye inthe waye. For we bad jayde vntothe 
tynge: The bande of oure God is forthe 
beſt vponall themthat ſeke bint, and bis vio 
lence and wrath vpon all them that forfate 
bim. So we faffed.and ſoughte chis at ou⸗ 
ve God,and be berdeus, 


DArnd J coke out twolue ofthe chefe pref- 


The iz. Chap. Fo. ex. 
tes, Serebia and Safabia, and tenoftbeir 
bret hren with chem, and weyed them there 
the fyluer and golde and veſſeis for the Heue 
offeringe vnto the boufe of onre God, whidy 
the Eynge,andchelordes of bis councell and 
prynces, andall Iſrael that were at bande, 
bad geuen tothe dene offerynge: andebere 
yweyed FJ them vnder their bande fire hun 
dreth and fift ye calentes of fyluer, and in fyl- 
uer veffell an bundzeth calentes,and in gol- 
de an hundreth talences, twent ye cuppes of 
golve of a thonfande gulvens, and tro cof- 
tly ornamentes of good braſſe, as cleareas 
golde,andfaydeuntocbem: Meare holy vit 
tothe LORDE, therforeare che vefjels bo- 
Ty alſo, and ſo is the ſyluer and golde that is 
geuen of a good wyll vnto the LORDE God 
of youre fachers: Watch ye therfoꝛe and be⸗ 
pe it, tyll ye weye it downe before the chefe 
ppreſtes and Leuites, and awncient fathers 
of Iſtael at Jeruſalem inthe cheſtes ofthe 
boufé ofthe OR DE. Then toke the preftes 
and Lenites that weyed ſyluer and golde 
veffell,co brynge it to Jeruſalem vntõ bow 
fe of oure Good. 

So we brake vp, from the water of Ahe- 
na on the twolueth daye ofthe firſt moneth. 
togo vnto Jeruſalem: andthe bande of ou⸗ 
re God was vpon us, and delynered us frs 
thebanve of the enemies and preny waytin- 

es by thewaye. And we cametoTFerufa- 
fin, and abode there thre dayes. Bucony 
fourth daye was che ſyluer and golde, and 
veſſeli weyed in the houſe cf oure God vn⸗ 
derthebande of tieremoth the fonne of V⸗ 
rias the preſt, and with bim Eleaſar the for 
ne of Phineas, and with them Joſabad the 
fonne of Jeſua, and Noadia > fonneofBe 
nui the Ceuites, acordingeto the nombrez 
weight of cuery one. Andthe weight was 
all wrytten vp at thefametyme. 

And che children of che captiuyte, which 
were come out of pzefon, offred burntofferin 

es vnto  Godof Hrack:twolue bullockes 
8 all Iſtael, fire and nynetye rammes,fenen 
and fenentye lambes,and twolue goates for 
a fynofferynge, allto che burnt offeringe of 
theLORDE. And they delyuered the kyn · 
ges commyffion vntso the kynges officers,z 
tothe Debytes on this ſyde the water. And 
they promoted the people and the boule of 
Gov. 
The lx. Chapter. 
ZS? Hanallebis — the 
rolers cameto me, andfayde: The 
<. people of Iſrael, and the preftes,z 
Lewites ave not feparated from the nacions 
cy 
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in the londes as touchinge their abhomina⸗ 
cions, namely of the Cananites, Hethites, 
Phereſites. Jebuſites Ammonites, Woabi- 
tes, Egipcians, and Amozites.* For they ba 
ue taten the doughters of thefame,z their 
fonnes,and bane myrte the boly fede with ¥ 
nacions intbhelondes:and the hande of the 
rulers and loꝛdes of conncell bath bene prin 
cipall inthis trefpace. 

Whan F berdechis, Frente my clothes 
and my rayment, and plucte out the beer of 
my beade and of my beerd, and fat mournyn 
Ge. And there reſorted vnto me all ſoch as 
feared the worde of theLORDE God of Hf 
rael becaufe of the greate cranfgreffion.2ind 
‘J fat mournynge vneyll che euenynge facri- 
fyce.2ind aboute the enenyngefactifice J ro 
fe vp fromy beuynes, and rentemy clocbes 
and my raiment,and fell vpon my Enecs,and 
ſpred out my bandes vnto the LORDEmy 
Gov, and fayde: 

My God, F am afhamed, and darre not 
lifte vp minceies vnto the my God:foz oure 
svicedneffes are growne ouer oure beade, z 
oure tzefpaces are waren greate onto ¥ bee 
uẽ. Sence the tyme of oure fathers baue we 
bene in greate trefpace vnto this daie, · and 
becanfé of oure wickedneſſes bane we ands 
Eynges bene delynered in coche hanve of ¥ 
Eynges of the nacions, in totbe fiverde,in 
to captiuyte,in to fpoyle,and in co confafion 
of face,as it is come to paffe this dayc. 

Dut nowis there a litle and fodane gra- 
ciouſnes come fromtbe LORDEoure God, 
ſo that fome of vs areefcaped,ebat be mate 
geue vs a naylein bis boly place, that owe 
God maye lighte oure eyes, and gewe ve a 
litle lyfe in oure bondage. Foz we are bond- 
mien,andé God bath noc forſakẽ ve though 
we be bondmen , and bath enclyned mercy 
onto vs in the ſighte of the Eynges of per- 
fia, that they fhulbe gene vs lyfe , and pro- 
mote the boule of oure God, and to ſett 
the defolacion therof, and to gene vs an bed 
Se int Juda and Jeruſalem. 

 onre God, what [hall we faye now af⸗ 
ter this y that we haue forfaten thy com- 
maundementes, which thon haſt commaun 
ded bythy ſeruauntes the prophetes, and 
ſaide: The londe wherin ye ſhal come to pof⸗ 
ſeſſe tt, is an vncleane londe thorow che fyi 
thines of the people of the londes, in theit 
abbominactons wherwith they haue made 
it full of unclennes on every fyde.* Therfore 
[hal ye not gene youredougbters onto their 
fonnes,and their doughters ſhall ye not ta- 

Ee vnto youre fonnes,and [ete noe their pes 
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ceand welth for euer, that ye maye be ſteon 
Se, andenioye the good inthe londe, and ẽ 
ye and youre childzen maye have the inberi- 
taunce of it for euermore. 

And after all this chat is come vpon ve 
(becanfé of oure enell dedes and greate treſ⸗ 
pace) thououre God baft [pared oure wice 
kedneſſes, and haſt geuen vs a delyueraunce 
as it is comeco paſſe. 

As for vs, we haue turned backe, zhane 
Tce gochy commaundcmentes, to make con- 
tracte withthe people of thefe abbomina- 
cions . Wile thou chen be wroth ac vs, tyll 
we be vtterly conſumed. ſo tbat noth ynge rer 
ma yne, and tyll there be no delyueraunce? O 
LOR DE God of Hfracl,thou arc righteous, 
for we remaine yet efcaped,as itis this aie. 
Seholde, in thy prefence are we in onre tre⸗ 
pace, for becauſe of itis there no ſtondinge 


befozethe, 
The x.Chapter. 

\( Cio whan Eßdras prayed after thie 
A maner and knowleged, wepte and laie 
before the houſe of God,ehere reſorted 
vnto bim out of Iſtael a very greate congre 
Sacion of men and wemen,and children: for 
the people wepte very fore. ind Sachania 
the jonnie of Jebiel one of the dhilozen of 
lam,anfivered,and fayde vnto Eßdra⸗: We 
baue trefpaced agaynft theL ORDE oure 
God,in that we bauetaten ſtraunge wyues 
of all che people of che lonve.Ltow there is 
bope yet in Iſrael cScerninge this, rherfore 
let vs make a conenafit now with oureGod, 
t we put awaye all the wyues (and 
ſoch as are borne of themacordynge to che 
councell of ¥ LORDE,and of them that fea- 
rethe commanndement of onre God, ¥ we 
maye do acordynge tothe lawe.Get the vp 
therfore, forthe matter belonget h wnto the. 
We wyll be with the, be of good comforte, 

and dort, 

Then rofe Eforas, andtoke an ooth of 
therulers, picftes and enites,and cf all Sf- 
reel that they fhuldedoacordynge to this 
worde: andthey (ior. And Eßdras ſtode 
vp before the houſe of Gov, and wente in to 
the chamber of Jobanan the fonne of Elia 
fab. And whanhe came ebither he at-no 
bred, anddzanke no water : foz be mourned 
becanfé of che tranfgreffion of them that 
bad bene in captiuytẽ. 

And they canfed a proclamacion bemade 
thorow out Juda and Jeruſalem, wnto all 
the children whic) bad benein captinite, & 
they ſhulde rather them (elves together vit 
to Jeruſalẽ: And that who ſoeuer camenct 
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within thre dayes acordingeto the denyce 
of the rulers ano Livers, all bis ſuͤbſtaunce 
Phulvebe forfett, and be put out from the cd 
Sregacion of che captine. 

Chen allche men of Juda and Ben Fa- 
min gacbered chem felues cogecber wnto Je 
ruſalem in chee dayes, p is oñ the twentier h 
Daye of che nyenth monecb: and alll che peo- 
Ple fat in che ſtrete before the bonfe of God, 
and trembled becaufe of che matter, and foz 
therayne.2ind Eßdras > preft ſtode vp,and 
ſayde vnto them: + rebauecranfgreffed, > 
yebaue taten ſtraungẽ wynes , tomate tbe 
trefpace of Iſrael yet moze: confeffe now 
therfore unto } LORDE Godof youre fa⸗ 
thers,zd0 bis pleafisre, and feparate youre 
felues from che peopleof be londe, z * 

ſtraunge wyues. ChE anſwered all che co 

‘egacion,z ſayde wich loude voyce : Lec it 

doneas chou baft ſa yde. Suc che people 
Gremany, ⁊ tis a raynye werber, ztbey cã 
not ftSve bere withouc, nether is chis 4 wor- 
Ee of one daye 02 two, for we are many ha 
ne offended in chis cranfgreffion. Lee vs ap 
poyntecnrernlers therfore mall tbe congre 
gacion, } allebey which banccatenftrann- 
Ge wyues in oure cities,maye comeattbe ty 
Ine appoynted,and che Elders of every cite 
and cheir Judges with chem, cyll che wrath 
of cure God becauſe of chis matter be tur 
ned awa ye from vs. 

Then were appoynted Jonathan che fon 
neof Afabel z Febafia che fonne of Thecua 
ouer this macte:. And Meſullam and Gab- 
thai the Lemtcs belpedebem. And che chil ⸗ 
dren of che captinyce dyd cuen ſo. And F- 
das the preſt/ and * arencienc fathers tho 
row the boufé of cheir facbers and all that 
were now rebearfed by name, feparared che 
felues, and fat th · m downe on ele firft Daye 
of the centh monech, co eramé chis matter. 
nd on ¥ firfE da ye of ¥ firf— moneth brough 
te they themacter toa conclufion,concernyn 
Geallebe men Hhad take firaunge wynes. 

And amõge che childzé of che preftes the 
te were men founde had taté ftraunge wy 
nes, namely amdgeche children of Jeſna tbe 
ſonne of Joſedec zof bis beth2é, Maeſeia, 
Elieſer Jarib and Govolia. And they gaue 
their hades chere vpon. that they wolde put 
awa ye their wyues: z for their trefpace offe 
ryngeto gene a rame fo: their treſpace Amd 
ge the childzenof Fmmer, Hananiz Gaba 
dia. Amongethe dHildzé of Harim, Maeſeia, 
Elta, Semaia, Jehiel. and Ofia. Amonge F 
childzen of pafbur, Elicenai, Wacfeia, Ff- 
mael, Vethaneel. Jofabad z Eleaſa. Amon- 
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ge the Lenites, Fofabad,Simet and Celaia, 
Heis char Celica, pethabie, Juda z Elea- 
far. Amonge the fyngers,Elyafib. Amonge 
the powers, Sallum,Celem and Dri. 

Of Ilrael. Amonge che chũdren of pa- 
reos, Ramia, Yefia, Waldia, Meiamin. 
Eleafar, Malchia z Benaia.Amonge y dil 
den of lam, Mathania, Sachary, Febiel, 
Abvy, Jeremoth z Elia. Amonge the cdil- 
Den of Sathu. £lioenai, Eliafib,arbe- 
nia, Seremoth,Sabad z Afija:Amonge the 
Hilden of Bebai, Fobanan, Hananie,Sa- 
bat Athlai. Amonge the chũdren of Ba- 
ni, Meſullam. Malluch,Avaia, Jafub,Seal 
and Jexemoth. Amonge the dildzen of | pe 
bath Moab, Aona,Chelal, Benaia, Macea, 
Maͤthania, Besaleel, Benni and Mianaffe. 
Amonge che dhildzen of Harim, Lliefer, je- 
fis, Maichia Semaia, Simeon,Be Jamin, 
WMallud z Samaria. Amonge che dilozé of 
Hafan, Mathnai. Mathatha, Gabad,£li- 
pheler, Feremat,titanafjez Simer. Amẽge 
the childzé of Bani, Waedai,Amram, duel, 
DBenaia, Bedia, Chelui, Maia, Meremoth. 
Eliaſib. Mat hania Mathnai, Jaeſau, Ba- 
ni, Senui. Simei. Selemia,. Nachan Adaia, 
Machnadbai, Safai, Sarat, Afareel,Sele- 
mia, Samaria, Sallum, Amaria ⁊ Joſph 
Amonge the dildzé of Ciebo, Feiel, Wat 
thie, Sabad, Sebina, Jaddai Joel and Be- 
naia. All theſe had caten ſtraunge wynes. 
2indamonge the fame wynes there were ſo 
me,chat bad borne children. 
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of Eforzas,ocherwyfe called 
the bobe of Nehennas. 
What this boke conte yneth. 
1. Nehemia⸗ tiny 
8 —— —* s mourneth forthe capi 
Chap. A. Lebemias optayneth licence ofthe 
PyngeAerarerfes(othermyfe called Urthafaye 
tha)to go vito Serufalem. 
Chap. il. ~ OGfbuyloinge the cite. 
Chap. Ml. Theofficers goaboureto hynder the 
buyldinge. Che Fewes ward eo prepayre the 
felues to buylde and tofighte. 


Chap. V.  ehemtas reproueth vfury- 
Sonn a: The officers gonboutero by llTebe- 
mias · 
Chap. Vil. The nombze of thems that departe 
DoF om2Sabilon, £18 * 
Chap. VU. In the feaſt of the Tabernacles rea 


derh Eſz dras ihe boke of the lawe· 
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Chap. xX. The lawe is rev before the people, 
whid) are exhorted vnto godlyneffe. 

Chap. X. They renuethe conenaunt with the 
LOR DE,andfealett- 

EHap. Xt. Bow the people are fiundered out’, fo- 
‘me to dwell at Ferufalems, snd ſome in the ct- 
tes without. 

Chap. Xi. The names of the preftes and Lent 


tes that wente vp with Zorobabil .Ofthede- 
dieactonof thewallat Jerufalem. 

Chap. Xi. They feparate the firaungers from 
‘amonge the peopleof God. The porcion of 
the Leuites isappoynted, andthe Sabbath 
renued. 


She firf— Chapter. 
Sep Defeare the actes of 
o| Clebemias che fonne 
of Hachalia. It forts 
nedin y monech Chi 
lew in cwẽtieth yea 
re, that J was inthe 
caftell at Sufansand 
Danani one of my bee 
thzen came with certayne mé of Juda and 
Baredebem bow the Jewes dyd that we- 
Fedelynered andefcaped fromthe captiny- 
te,z bow it wente at Jeruſalẽ. And they fay 
de vnto me: The remnaunt of the captinyte 
are there in thelondein greace myſfortune ⁊ 


4@Reas.b rebnbe, «The walles of Jerufalem are bzo- 


Een dorwne, andthe pores therof are bꝛent 
with fyze. 


aga ynſt tbe. 


BAnð I ⁊ my fathers houſe haue ſynned al 


fo. We haue bene corrupte onto che,in p we 
bane not kepte the cOmanndementes, ſtatu⸗ 
tes zlawes , which thou cSmanndedft + fer 
uaunt Moſes. Ret callto remembzaunce * 

worde that thou cõmaundedſt thy ſeruaunt 


Deutsoa Moſes, and ſa ydeſt: * MF ye trãſgreſſe, then 


wil J ſcater you abrode amonge the naciõs. 
Duce yf ye turne vnto me, and kepe my com⸗ 
maundementesz do them: though ye were 
caſt ont onto che vttemoft parte of beanen 
yet wyl J gather you from chence, and wyll 
brynge you from ebence, euẽ vnto the place, 
that} bane chofen foz my name to dwell the 
se. Theyare thy fernauntes,and thy people, 
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whom thon haſt del ynered thorow thy gree 
teporer z mightiebande.D LORDE, let thi- 
neeares marke the pzayer of thy feruaunc,z 
the prayer of chy feruauntes, whofe deſyre is 
to feare thy name,zletebyferuaune profpere 
this daye,z graunte bins mercy in chefight 
of this man: for J was the Eynges buclar. 


Thell. Chapter. 

LT the moneth Niſan of the twen⸗ 
tieth yeare oft ynge Artarerfes, wha 
y,, the wyne ſtode before him, Itoke vp 
the wyne,and gaucit onto $ Eynge, and J 
was heuy in bis prefence.Chen fayde > Eyn- 
ge vnto me:YOby loteft thouſo ſadly? Thou 
artnotfice,thatis not ¥ matter, but thou 
art heuy harted. Neuertheles J ras fore a- 
feayed,z fayde vnto the kynge: God ſauethe 
Eynges life for ener, ſhulde Inot loke Holy? 
the cite of my fathers buryall lyeth wayeft, 
ztbeportestherof areconfimed wb the fyze. 
Chen fayde the bynge vnto me:What is thẽ 
thy requeſt? Then made J my prayer co che 
Godof heané, andfayve ontocbe kynge:yf 
it pleafethe kynge, anð yftby feruaunche fa 
vonredin thy fighte, J beſeke che fende mein 
to Juda wnto $ citeof my fathers buryall, 

that Imaye buylde ic. 

And F Eynge fayde vnto me. ⁊ ſo dyd the 
queue § fatby him: How loge ſhai thy iour- 
ney cStynue, and wha wile chou come agay 
ne? And it pleafed F Eyngeto ſende me, and 
I ſet bins a cyme,z fayde onto the Eynge: mF 
it pleafe the kynge, iet him geucme letters to 
the Debires beyonde } water, p theymaye 
conueye me ouer , tyll J comeinco Juda: z 
letters vnto 2 ffapb the lorde of the kynges 
30d, he maye gene me wodd foz balkes to 
the gates of the palace, whichare harde on 
the boufe z harde onthe walles ofthe cite,z 
for che bonfe that J fhalentreinto. And > 
Eynge gaue meacowingeto the good ban- 
de of Godvpsme. And whan Fcamero * 
Debites beyonde rhe water, J gaue them * 
Eynges letters . And the Eynge [ent captay- 
nes and horſmen with me. 

Duc whan Saneballath ehe Horonite, 
Tobias the ſeruaunt of the Ammonites her 
de it grened chem fore, } there was come 
a man which ſoughte the weith of the chil · 
dren of Iſraei. And whan J cameto Jeru · 
falem,z bad bene there thzedaies, J gat me 
vp in } night ſeaſon, z a fewe men with mes 
for J coldeno man what God bad gentme 
inmy hert to do at Serufalem: zebere wee 
not one beeſt xb me, ſaue it 7 Frode vpon. 
And J rove by nighte vnto the valley porte 


a 
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before the Dragon welll ⁊ to the Dongpoz- 
te, z confidered walles of ‘Fernfalem chac 
were bzoFert Dorone, 2 the portes therof con⸗ 
famed wb the fyze. And TJ wente over vnto ¥ 
Well porte, z coche Eynges condyte,z there 
was no rorome for my beeſt, pit coulde go vn 
der me. Then wẽte J on in the nighte by the 
broke fyde, z cofidered F wall,z curned back, 
zeamebome agayneto > valley porte. 

D And rulers knewe not whither J wee, 
or what J dyd:foz bither to bad J nor tolde 
the Jewẽs zthe preftes,che councelers zthe 
rnlets,zebe other § laboured inthe worke,z 
Tj aide nto thé:me fe che myferye } weare 
in, bow Jeruſalẽ lyeth wayft,z how F gates 
eberof are bient w fyre come,lervs buylde 
vp Fwalles of Ferujalé, we be nomore & 
rebuée. And Fj colde thé of the good hãde of 
my God which was vps me: And F Eynges 
wordes he bad {poke vnto me. And they [at 
de: Then let vs get vp. And we: buyldev,and 
their bandes were ſtrengt hed to good. 

But whan Saneballat $ Hozonite, and 
Tobias cheferuauncof } Ammonites,zGo 
femcbeArabian herdeit,they laughed vs to 
fcome,and dvefpifed ve,z fayde:YObacistbis 
that ye dor Wyll ye fall arwaye agayne frem 
the Eyngey Then anfivered J chem, and ſay⸗ 
de: The God of heaven fal caufe ve co prof” 
pere: for we bis feruauntes are gotten vp, 
zare buyldinge. 2s for you, ye baue no} 
cid nex right,ner remembzaunce in Jeruſalẽ. 

Theil. Chapter. 

4 Clo Eliafibebe bye preſt gat him vp 
with bis brethien che pieftes,and buy! 
dev the Shepegate. They balowed 

it, and fee vp the dores of it:eucn vnto che 

tower Mea haiowed they it, namely vnto 
the «cower of Hananeel. Nexte onto him 
buylded } men of Jericho. And beſyde him 
buylded Gachur the fonne of Imri ¶ Sue 
che Fyſhporte dyd the children of Senaa 
brylde, chey conercd it,and ſet on the dozes, 
focPes and barres of it. Nexte vnto bim buyl 
ded Meremoth the fonne of Vria the fonne 
of Hacos. Nexte onto bint buylde d Meſul· 
lam $ fonne of Barachias > fonneof Me 

ſeſa beei. Nexte vnto him knylded Gadoc * 

ſonne of Baena. Nexte vnto him buylded 

they of Thecoa. Dut their greate me put not 
their neces to > ſeruyce of their lorde. 

Tbe — buylbed Joiada ? ſonne of 
Paſſt ah z Meſullaim the fonne of Defoviaz 
they couered ic, and fet on the dores lockes z 
barres of tt. Nexte onto them bu ylded Me⸗ 
lacia of Gibeon,and Jadon of Mor ono mẽ 
of Gibeon and of Miſpa, for the ſeate ofthe 
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Debyte on this ſyde the water. Nexte once 
him buyldeð Vſiel the ſonne of Harbaiache 
goldſmyth. Nexte vnto him buylded Hang 
nia  Aporecarys ſonne they repayned Je 
ruſalẽ vnto the brode wall. Nexte vnto bim 
buylded Rephaia che ſonne of Hur, the ru⸗ 
ler of the bale quarter of Jeruſalem. Nexte 
vnto him buylded Jedaic the ſonne of Ha⸗ 
rumaph. ouer agaynft bis houſe· Nerte vᷣn⸗ 
to him buylded Hattus che forme of Haſa⸗ 
bema. But Malchia the ſonne of Harim and 
Haſub che ſenne of Pahath Moab buylded 
oher pece, and the cower beſide the forna 
ce. Nexte vnto him buylded Sallum the ſon 
ne of Halobes che ruler ofthe bal fe quarter 
of Jeruſalem, and bis daugbrers. 

_ Che valley gare buyloed sanum,ahdthe C 
citefins of Sanoah. They buylded it, and fee 
on the dores, lockes and baries therof, and a 
thouſande cubytes on che wall, onto the Ds 
geporte. Sut the Dongeporte buylded Ma· 
lechia che ſonne of Rechab, che ruler of the 
fourch parte of che vynyardes : He buylded 
1,7 fer onthe dores,lo@es z barres therof. 
But the Wellgace builded Sallum ? fonne 
FChal⸗ oſe che ruler ofthe fourthparte off 
Miſpa: He builded it, conered it, ⁊ ſet on * 
dores, lockes ⁊ barres therof, z the wall one 
coche pole of Sybah by the kynges garden. 
vnto the ſteppes chat go dorwne from the ct 
te of Dawd.Afeer him builded Nehemia the 
ſonne of Aßbur, the ruler of the halfe quar- 
tex of Sechzur, vnt yll che orber fide ouer a- 
gaynft che fepulcres of Dauid, and tothe 
pole Aſuia. vnto che houſe of che mightice 

Afecr hint buylded che Leuites, Rebum W 
the forme of Bani. Nexte onto him buylded 
Hafabia F ruler of che balfe quarter at Re 
gila in bis quarter. 2 feer bim buylded their 
dꝛrethꝛẽ Banai che forme of Henadab,the rm 
ler of the balfe quarter of Segila. A fter bing 
buylded Eſer che fonne of Jefua > ruler of 
Miſpa the ober pece hard ouer againfttbe 
Harneffe comer. After him buyloed Darne 
tbe fonne of Sabai the other pece worſhip⸗ 
fully z coftly, frd the comer vnto F dore of F 
boufe of Eliafib > bye preſt. After bim buik 
Ded Meremoth the jonne of Vria the fonne 
of Hacos che other pece,frd F dore of Elias 
fibs houſe, vnto che ende of the houfe of E⸗ 
liaſib. After bim buylded che pzeftes,che me a 
of the countre. After him buylded Ben Ja⸗ 
min and Haſub ouer againft cheir houſe AF 
terché bnylded Afaria the fonne of Miaeltia 
the fonne of Anania nexte onto bis houſe AF 
ter bim buylded Benur F fonne of Henadaw 
She other pece from the boule of Aſaria 
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vnto che turnynge, and onto the comer. 
After him buyloed palalebe fonne of V⸗ 
ſai ouer agaynft the comer z che bye tower, 
whic liech out oucr frStbe Eynges boufe,be 
fydecbe courte of the prefon.Afeer him pe 
Daie the forme of Pareos (As for Nechi⸗ 
nims they dwelt in Opbel, onto F Waterga 
te,comarde che eaſt where ¥ tower lieth our) 
After bim buylded chey of Checoa > ocher 
pece ouer againſt } greate tower, lieth vut 


ePasi.c warde,and onto the wall of · Ophel. 


But from che Horſgate forch buyloed F 
preftes,euery one oncr pve te poufe.2t f 


ter them buylded Sadoe 3 fonne of Immer 
ouer againft bis houſe. Afcer him buylocd 
Semata the fonne of Sachania > Eeper of 
the eaſt gate ¶ Afeerbimbuyloey Hanani« 
the fonne of Sclemia,z Hanum the fonne of 
Salaph F ſixte, J other peace. feer him buil 
Ded Meſuilam che fonne of Berechia ouer a- 
gainſt bis cheſt After him builded Maichta 
the goldſmythes ſonne, ontyll houſe of the 
Vechinims.and of che marchauntes ouer a- 
gaynſt the councell gate and to the perler in 
the comer. And berwene che perier of the 
comer onto theSbepegate builded the gold 
finyches andthe marchauntes. 
Tbe llll.Chaprer. 
A ne Vewban Ganeballat herde that we 
B builded ¥ wall,be was wrorh,zrote 
: greateindignacids z mocked ¥ Jewes 
⁊ fatde before bis brethxé z che mightie ment 
of Samaria: What do the imporée Jewesz 
all chey be thus fiffied > fhall chey offrez 
jal they perfourmeie inone daiezfbaltbey 
make > ftones wholeagaine, $ arc brongbe 
Co duft,z brent? And Tobias che Ammonite 
beſide bim faide:L ct the builde on, yf a fore 
g0 vp, be [hall breate dorone their flonye 
wall. Heare O chou oure God, bow weare 
Defpyfed,curne their ſhame vpon their awne 
beade, $ chou mayceft geue chem ener into 
Defpifinge inchelonde of their captiuite. Co 
Ber not cheir wickedneſſe put nec out their 
ſinne frõ ¥ preſence: for they bane pꝛouoked 
the buyloers. yet buylded we the wall. ⁊ ioy 
ned tewbolecogetber,ento * halfe beigeb. 
And che people were well mynded to Iabo?. 
But whan Seneballac,z Cobtas,and > 
Arabiss,z Ammonites,z APdodites herde, 
¥ the walles of Jeruſalem were made vp, 
and that they bad begonne toftoppe vp > 
Ssppes, they were very wioch, and cofpyred 
alltogether,co comeand fight againft Jeru 
ſalem ⁊ co mate an binderaunce therin. Me⸗ 
wertheles we made o* pater vnto oureGood,z 
fee watchmẽ vps the wall dayez night over 
ag ainſt chem. 2nd Juda ſache: The ſtregehy 
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Of the bearers ts to feble,z there is to moch 
duſt, we arenot ablecobuilde onthe wall. 
2nd és aduerfaries choughe:Chey fall nos 
Enowe nether fe,cyll we come inthe yddes 
amongecbhé,and flaye tham,z bynder $ wor 
fe. Buc whan the Fewes thar ðwelt befyve 
them,came out of aI che places whererbey 
dwelt aboute vs and rolde vs as good as rẽ 
tymes, then ſet J chepeople after cheir byn⸗ 
reds with cheir ſwerdes ſpeares z bores bee 
neth inthe lowe places behynde the wall, z 
loked, and gat me vp,and fayde vnrothe che 
femen andrulers, z co the other people : Be 
not ye aftayed of chem,chynte vpon ¥ grea 
te LORDE whic) ought to be feared,z fighte 
foz yd brethren, formes, dau ghtere,rwyuee,z 
houſes. Neuertheles whan ð enemies berde 
J webad goeten worde of it,God broughte 
their councell to naughte / and we curned all 
againe co the wall,enery one vnto bis fabs. 
nd from chat cime forth it cameto paffe, > 
the balfe parce of the yongemen dyd the la, 
bonre,z ebe otber balfe parce helde the pea 
res, [hyldes,bowes, and breftplates,and the 
rulers ſtode bebynde all che boufeof Juda, 
Shich buylded on the wall, z bare butthts, 
from thoje that laded ché. With one bande 
Bydebey F worke,and with the orber heide 
they the weapen. And euery one § buylded, 
bad bis fiverde girde by bis five,z fobuilded 
they. And the trom peiters ſtode befide me. 
And J ſayde vnto the pryncipali men, z 
rulers, and to $ other people: The worke is 
Greate zlarge,z we are feparated vpon the 
swall one farre from another. $ o€e in what 
place now ye beare the noiſe of > trompe,re- 
forte ye thiter vnto vs.;OureGod fal fight 
for vs,z we wil be labourige in } worte.And 
thebalfe parce of che belde 3 ſpeares fid $ 
mrominge [pritige, cill } ſtarres came forth. 
nd at Ffametymefayde J vnto people: 
Every one abyde with bis ſeruaunt at Ye 
sufalem, $ inthe night feafon we maye gene 
attendance to F watch, andetolaboure om 
the dayetyme. As for meandmy biechien,z 
my ſeruauntes, and > men of che watch be- 
Hynde me, we put never of oure clothes, fo 

fo moch as to iwaſhe oure felues, 

The V.Chapter. 

Wf Vd there arofea greate complaynte 
Sf of ¥ people, z of ebeir wynes againfé 
 cheir bretbren the Jewes. And ehere 
were fome § fayde:oure fonnes and dough- 
ters are to many , let vs tate come for the,z 
eate,that we maye lyue.Gome faide: Let vs 
fet olondes, vynyardes z honfes to pledge, 
ztake spec in the derth. But fome {aides 
ZLer vs borowe money of the binge vps via 
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ry for onre [ondes and vynydrdes. Mow ate 
oure brethrens bodies es oure arene bodies, 
and their childzen as oure children: els fhul- 
de we ſubdue onre fonnes and doughters on 
to bondage, and fome of oure Dougbrers are 
fabducd allready,and no firengeh is therein 
oure bandes, and orber men [hal bauc oure 
londes and vynyardes. 

But whan J herde cheir cemplaynte and 
ſoch wordes;i¢ difpleafed me fore, and J ad- 
Byfed foinmy mynde, § J rebutedebe conn 
celers, and che rulers, and fayde vnto them: 
+ Wyl ye requyze vſur y onc of anot her And 
J broughte a greate congregacion aga ynſt 
them, and ſayde vnto them: We (after oure 
abilyte) baue boughte oure bectbien the 
FJerwes, which were [olde vnto the Heythen. 
And wyl ye fell youre brechzen, whom webs 
ue boughte vitro vs 7 Chen beldecheycheir 
pesce,z coulde fynde notbinge co anfivere. 

And F ſayde: Fe is not goodchat yedo. 
Oughtẽ ye noc to waltein che feare of God, 
becanfe of the rebube of the Heythen oure 
enemies J and my biethié,and myferpann 
ces haue lent them money and come:but as 
foz vfirry,lee vs leque it. Cherfore this fame 
Daye ſe that ye reſtore thẽ cheir londesagay 
ne, their vynyarbes, oyle gardens and bon- 
ſes, and the hundreth parte of che money of 
the come, wyne and oyle that ye baue won- 
ne of chent.C ben fayde they: We wyl reftore 
themagayne, and wyl requyre not hinge of 
them,and wyl do as thou haſt potent o> 
J ealled che preftes,and coke an ooth of the, 
thacthey fhulvedo ſo· And J ſhoke my lap⸗ 
pPe, and ſa yde: God Hake oũt euery man af- 
ter the fame maner frõ bis houſe andlabou- 
re, that maynteynech not this worde: euen 
thus be be ſhaken out, and voyde. And all + 
congregacion ſayde: Amen, and prayſed the 
LORDE.Undebe people dyd fo. 

+ And from che cyme forth that it was 


C commytted onto me co be a Debyce in the 


o · eſd.a.a 


londe of Judea, namely from che ewentieth 

yeare vnto the two and tbirtiech yeare off 
kynge Artarerfes (that is twolue yeare ) I 

and my bethzé lyued not of (och ſuſtenauñ · 
be as was geuen to a Debyte: For the olde 

Deb ytes that were before me had bene char 
geable vnto the people, and bad takẽ of thé 
bzed and wyne, and foztye Syclesjof fyl- 
ner:Qee and ebeir feruauntes had oppzeffed 
the people. But fo dyd noc J. and that be- 
canfe of the feare of God. Fj laboured alſo 
inthe wore vpon che wall,and boughte no 
lode. And all my ſeruaũtes came thitber to- 
gerber vnto F worke. Morouer there were 


‘ z . 
Che vi. Chap. Fo. ext. 
at my cable an bundieth and ſiftie oft he Je 
wes and rulers, which came vnto me, from 
amonge the Heythen, chat .are aboure vs. 
nd there was prepazed me daylie an ore, 
and fire chofen ſhepe, and byrdes, and euct 
once in ten dayes a Greate fumme of wyne. 
Met requyred not J the lynynge ofa Lebyce 
foz 3 bondage was grenous wnto F people. 
Thynkbe vps me my God vnto ? beft,acovdr. 
ge to all that J baue done for this people, 
Tbe Vi. Chaprer. 

Tio whan Saneballac, Tobias and 

Goftmebe Arabian, andebe ocber of A 

gure enemycs berde, thar J bad buyl- 
dedthe wall. and thar there were no mo gay 
pes cher in(borbeit atthe famecymebad 5 
not banged the dores vpon the gates ) Sã⸗ 
neballat and Gofem fens onto me, fayenges 
Come andice ns meve cogether in che vylla 
ges vpon che playne ofthe cite Ono. Neuer 
theles they thoughte todo me euell. Not · 
withftondynge J fence ineffaungers vnto 
them , ſayenge: J haue a greate buſynes to 
do Jcan not come downe. Che worke ſhul · 
de ſtonde feill, yf J were necligent, and came 
Dorwne to you. Bowbeit they ſent vnto me as 
good as fouretymes aſterthe fame maner. 
And F gaue the fame anſwere. 

Then fene Saneballat bis ſeruaunt vnto 
me the fifth cyme, with an open letter in bis 
bande, wherin was wrytten: It is tolde the 
Heythen , z Goſem bach fayve it that thoͤu 
and the Jewes thynte co rebell:for } which 
canfé thou buyldeſt the wall, and wylt be 
their Eynge in theſe matters, and baftordeys 
ned the prophetes to preach of che at Jeru⸗ 
falem, andcofaye: eis tynge of Juda. 

Now fhal chis come to the tynges ea 
res:come now therfore, and let us tare oure 
councell together Neuertheles J ſent vnto 
him ſa yenge: There is no ſoch thinge done 
as chou [ayeftithou haſt fayned it out of ebé 
ne orne bert. Gorebey were all myndedee 
mate us afrayed, and thoughte: They fhal 
withdrawetheir handes from the worke, $ 
they hal noc laboure. Howbeit J firegebe? 
my banbe the more. 

And J came onto $ houſe of Semaia F ſon⸗ 
ne of Delata the fonne of Mechetabeel. z hE G 
bad fbuc bim felfe within, z fayde: Let ns 
come togerber it to > houſe of God, ene vn⸗ 

to Fmyddes of F céple, z [parte F dores of F 
cẽple: for they wyl come to flaye yee ent it 
the night wyl they cometo putthe to deaths 
Due FJ fayve: Shulde ſoch amé fiye? Shuĩ⸗ 
Deford ama as J am,gointo > céple,co fa 

ue bis lifer Jwyl not goin, 
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For J perceaued, that God had not ſent 
him: er ſpake be prophecye vpon me,nener 
theleffe Tobias and Sanebaliat bad hired 
him for mone y. Ther fore toke hethe moncy, 
chat J ſhulde be afrayed, and ſo co do and 
Hnne chat they might haue an euell reporte 
of me, toblafpbeme me. My God thynke 
thou vpon Toͤbias and Ganeballat , acor / 
dynge vnto theſe their workes, and of F pro 
pbet Noadia and of the other prophetes, F 
wolde haue put mein feare 

And che wallwas fyniſhed on che fyuez 

twentyeth daye of the monech Elui, in two 
and fyft ye da yes . And whan alld enemies 
herde therof ail the Heithen were aboute 
‘vs, were afraied, and cherr corage failed che: 
forthey perceaucd, that this worte came of 
Gov.And at ? ſame tyme were there many 
Of > chefe of Jude, whofe lecrers were vnto 
Tobias,z from Tobias vntothem( for ebere 
were many in Juda that were fivome vnto 
bim:: foz be was che fonne inlawe of Gada 
nia the fonne of Arab, and bis ſonne Yobar 
nan bad the doughter of Meſullam che ſon 
ne of Darachia,and they [pate good of him 
befozeme,andcolvebim my wo2des And To 
bias fent letvers,co put mein feare. 
The ViLChapter. 
Ow whan we bad buylded the wall 
‘J hanged on che dozes,and che poz- 
ters, fyngers and Lemites were ap- 
poynted. And J cSmannded my brother Le 
nani, and Hancma the ruler of the palace at 
Jeruſalem: for be was a faith full man, and 
feared God mozethen dyd many other and 
i fayde vnto chem: Lee not the gates of Je 
rufalé be opened vnt yll the Sonne be who- 
te. And whyle they are yer ſtondinge in the 
swatch ,the dores fall be ſhut and barred. 
nd there were cercayne citefyns of Jeruſa 
fem appoynted to be watdymen,cuery one it 
bis watd),and aboute bis houſe. As foz F ct 
tc, it was large of rorwme,and greate,but Y 
people were Saws cherin,and the houſes we- 
re not buylded. 

And my God gaue me in my hert, that J 
gatherd toͤgether the pryncipall men and > 
people, to nombꝛe themf and J founde a re- 
giſter of their nombze,* which came vp afo- 
re out of the captinyte (whom Nabuchodo 
noſor ? kynge of Babild had caryed arate) 
@nd dwelt at Jeruſalem and in Gude, enery 
‘one vnto bis cite, and were come with Zoro⸗ 
babel, Jeſua Nehimias, Afaria, Raamia, 

Naheman Wardachai, Dillan, Miſpereth. 
Digeuat,Ctehum and Baena. 
This is the nombꝛe of the men of che peo 
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ple of Iſtael. Khe children of parcos were 
two thoufande,an bundzeth and two and ſe 
uentye: The children of Sephatia, thre bun 
dzeth ⁊ two and feuencye:the childzen of A⸗ 
re@b,fire hundret h and two and fiftye: $ dil 
dren of pabath Moab amonge the childrẽ 
Of Jeſua and Joab,cwo chonfande,cight hũ 
dzerh,andeightene:the dildzon of Llama 
thonfande,trvo bundicth,and foure and fyf⸗ 
tyerthe children of Sathu, eight hundreth z 
fyue and fort ye the children of Sacai, ſeuen 
hundꝛeth andthre (core: che childꝛen of Ben 
Hi fire bundzeth,and eight and fortye: chil 
dren of Bebai firebundiech andeighe and 
trventye:the childzen of Aſgad, two thouſan 
de, thie hundreth and two and twent ye: the 
children of Aoonicam, ſyre hundreth z chie 
ſcore:the childien of Bigenat, two thonfan- 
De, and feuen and thre ſcorerthe childrẽ of A⸗ 
din, fire hũdreth z fine and fiftye:the childrẽ 
of Arter of Ezechias,cight and nyent ye. c 

The children of Hafism, thre hundieth z 
eighte and twent ye: che dyildzen of Bezat, 
thre bundieth and foure and twent ye: the 
childzen of Hariph, an bundzcth and ewol- 
uerthe childzen of Gibcon, fyue and nyentye 
the men of Dechleem and Liecopha,an hũ⸗ 
dieth and eight and foure ſcore : the men of 
Anachot,an hundꝛeth and eight ond twen- 
tyert he men of Beth finaueth, two and for 
tye :themen of Ritiath Jearim, Caphira 
and Beeroth, ſtuen hundreth and thre and 
fort yert he men of Rama and Gaba, fire bE 
dreth and one and twent yert he men of Mich 
mas,an hundret h and treo and twent yert he 
men of Sechel and Ai,an hundreth and thre 
and twentye:the men of Nebo, an bundzerh 
and two and fiftye:tbe childien ofthe ot her 
Elam, athoufande, treo bundzeth and fou- 
re and fyftye:the children of Haram, thre 
thie bundieth and twent ye: the childzen of 
Sjericho:thze bundreth and fyue and fortye 
the children of Lodhadid z Ono, feuen hun⸗ 
dreth and onc and twentye:the children of 
Senaa, thre thoufanve, nyne bundreth and 
thirt ye. 

The preſtes. The children of Jedaia of D 
the benfe of Jelua,nyne hundreth andebre 
and fenentye:the children of In mer, a thou 
fande and two and fyftye:the children of 
Paſhur.a choufande, two hundreth and ſeuẽ 
and fortye:the childzen of Harim, a thouſan 
De and fencntene. 

The Lenites. Che children of Jeſua of 
Cabmiel amongethe childzcn of Hodue, fou 
re zfenentye . Che ſyn gers. Che children of 
Aflaph , an hundꝛeth and eight and ſort yen 
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The porters were: The children of Sallum, 
tbe children of Ater, the childzé of Talmon, 
tbe childzen of Acub,che Hildzen of Hacita, 
the children of Sobat, alltogetber an bun- 
dreth and eight and thirt ye 
The Nethinims Che hildzen of Ziba, F 
chilozé of Haſupha, the childzé of Cabaoth, 
tbe childzen of Ceros,che childien of Sia, * 
childzen of Padon, the children of Libana, 
thechildzen of Hagaba,the children of Sal 
mat, the children of danan, the cildzen of 
Gidvdel, the children of Gabar, the children 
Of Reaia,the childꝛen of Resin,ehe children 
of Necoda,the childzé of Gafam,che childzé 
Of Dfa,che childrꝛen of paffeab, chechildien 
of Beſſal the children of Megunim the dil 
dien of Nephuſim, che childꝛen of Bachuc. 
che children of + acupha,the childzé of Har 
bur, che chhildzen of Bazlith, che childien of 
Mehida, che children of Harſa, the children 
of Barcos,the children of Siffera the dil- 
dien of Chamab,the children of Ctesiab, F 
children of Hatipha. 
ECThe childrẽ of Salomons ſeruauntes we 
re: The children of Sotai, the childeẽ of Go 
bereth, che childzen of Prida the childeẽ 4 
Eirclasthe childzen of Darcon,the childrẽ o 
Gidvel che hildzé of Sephatia, che childrẽ 
of Hatil, ¥ hildré of Pochereth of Zebaim. 
the cdhildzen of Amon. All ehe Nethinims z 
the childrẽ of Salemons feruauntes, were 
thre hundret h and two and nyne 
And theſe wente vp alfo: Michel Mela, 
Thel.Harſa, Cherub, As, Immer:but they 
coulde not ſhewe their fachers houſe ner 
their fede, whether they were of Iſtael Che 
childrẽ of Delaia, } children of Cobia, zebe 
childréof Necoda, were fire hũdret h T two 
fort ye. And ofthe preſtes were, the children 
of Habaia,the childrẽ of Hacoz the children 
of Barfillai, which coke one of } doughters 
of Darfillai che Gileadite co wyfe, and was 
named aftber cheir name. Thefe ſeughte 
the regifter of their gencracion, and whan 
they foade icnot,chey were put from > preſt 
bode. And Sathirfat ha fayde vnto them. ? 
they ſhulde noc eate of } moͤſt boly,cyll there 
came vpa preft b > lightand perfeceneffe. 
§  Thewhole congregacid as onems, was 
two and fortye chonfande there bundreth, 
and thre [core: befydetbeir fernauntesand 
maydes of whom there rere feucn thoufan- 
de, chre bundreth and fené and thirtye. And 
they baderwo hundreth and ſeuen and fos- 
tie ſynginge men and wemen,feuen bundzeth 
and fire and thirtie horſes trvo hadzeth and 
fyue and fortie Mules, foure bundzesh and 
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fyue and thirtie Camels: ſire thouſande ſeuẽ 
hundreth and twent ye Aſſes. 

And certayne of the arvnciẽt fathers ge 

ue vnto the worte. Hathirſatha gane to che 
treaſure a thonfande guldens, fiftic bafens, fy 
ne hundreth and thyrtie preſtes garmences. 
nd fome of the chefe fachers gaue vnto * 
treafure of che worke,twérye thonfande gul 
dens two thoufandeand two bundzeth pois 
de of filuer. And che other people ganecws 
tye thouſande gulvens , andtwo thouſande 
pounde of filuer,and ſeuẽ and thre [coze preſ⸗ 
tes garmentes. And the preſtes and Leni- 
tes, the Posters , the fyngers, and the other 
of the people, and che Rethinims, and all 
Iſrael dwelt in their cities. 
The VULCbhapeer. 
c Ow whan che feuench moneth ome 26 
nye,and ¥ childzen of Iſrael were it 
€ cheir cities, all the people gathered 
them felues together as oneman vpenthe 
ſtrete be fore the Watergate,and ſayde vnto 
Eßdras the ferybe, that he ſhulde fetch eve 
boBe of chelawe of Moſes which che L OR- 
DE commaunded Iſraei.· And Eßdras the 
preft broughe y lame before the congregaeis 
boch of menand wemen,and of all chat conl 
de vnderſtonde it, vpon the firſt daye of the 
ſeuenth monech , andred cherinin che firere 
that is before the Warergate,from Flight 
momynge oncyll che noone da ye befoze mem 
and wemien and fochas coulde vnderſtonde 
it:and the cares of all che people wereincly 
ned onto the boke of the lawe. And Eßdras 
the ferybe ſtode vpon an bye pulpit of rod. 
which they bad made for the preachynge,z 
befive him ſtode —e— —— nanta 
Drie, Esechias, and Maͤeſeia on bis righte 
Hand: 2nd on bis lefte honde ſtode pedaia, 
Miſael. Malchia, Haftm, Haßbadana, Za⸗ 
chary and Meſullam. 

And Eßdras opened bobe before all $ BW 
people, for be ſtode aboue all * people. And 
whan be openedit, all the people ſtode vp. 
And Eßdras prayed the LORDEthe greate 
Gov.And all che people anfivered Amen, A⸗ 
men, with their handes vp, and bowed thé 
felues,and worſhipped $ LORDE with their 
faces tothe grounde. And Jeſua. Bani,Se 
rebia, Jamin, Acub Sabt hai Sodaia Mae 
tia, Celica, Afaria, Joſabad Hanam. Plaia. 
and the Lenites,canfed > people co gene be 
de vnto the lawe ,z the people ſtode in their 
place. Und they redin the bote of thelawe 
Of God diftincely and pianely, ſo that men 
vnderſtode the thinge that ras red. And 
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dras the preff and ferybe,and the Leuites ỹ 
cauſed the people totate hede, ſayde vnto 
all che people: Chis daye ts boly vnto the 
LORDE youre Good: be not ye ſory ther foze,z 
wepe not. For all * people wepte, whe they 
berde che wordes of thelawe. 

Ther fore fayde be onto them: · So youre 
weye,and eate the fat,and dꝛ ynke che fivete, 
and fende parce onto chem alfo chat haue 
not prepared themſeluesẽ? for this daye is ho⸗ 
ly vnto oure LOR DE,benot ye fozy therfore: 
forthe toye of the LORDE ts youre firength. 
And the Lenites ſtylled all che people, and 
ſayde: Holde youre peace, forthe daye is ho 
ly, verenoe ye youre felues . 2nd all che peo- 
ple wente their waye to eate and drinke,and 
£0 ſende parte vnto orber,and co make grea- 
temyzth, for they bad vnderſtonde the wor⸗ 
Ses that were declared vnto them. 

And on che nexte Daye were gathered to- 
gether che chefe fathers amonge all che peo- 
ple, and the pzeftes and Lenires, vnto Eſ 
dras the ferybe, that be ſhulde teach eben 
¥ wordes of che larwe, And chey founde writ 
ten inthelawe,* bow that the LORDE bad 
commeannded by Moſes, thatthe childrẽ of 
Iſrael ſhulde drvell in bothes in the feaft of 
the ſeuenth moneth. And fo they caufed icbe 
declared and proclamed in all their cities, z 
at FJerufalem, ſa yenge: So vp vnto moũt 
and feed Olyue branches, P ynebraunches. 
Uiywh:aunches, palmebsaundyes, z braun 
ches of thicPetrees, to make bothes asitis 
wrytten. 

And ? people wente vp, and fetched thẽ. 
and made them botbes;euery one vpon the 
rofe of bis houſe, anð in their courtes, and int 
the courtes of the houſe of God, and in the 
ſtrete by the Watergate, and in the ſtrete by 
Ephraims porte. And all ehe congregacion 
Of chem that were come agayne out of the 
captyuite , made borbes, and dwelt therin: 
for ſence the tyme of Joſua the ſonne of Nũ 
vnto this daye, bad not che childzen of GE 
rael done [o,and chere was very greate glad 
neffe. 2nd every daye from the firfE daic vn 
to the laſt, red bein the boke of the lawe of 
God.And fiuen dayes helde they the feafe,z 
on the eight daye the gatberyngetogetber, 
acordynge vnto the maner. 

The X. Chapter. 
¶ the foure and twentieth Saye of 
this moneth came the childꝛen of IF 
rael together with faftinge and ſack 
clothes,and earth vpon them,and feparated 
the fede of Iſtaei from all che ſtraunge chil ⸗ 
dren,and ftove and Enowleged their fynnes, 
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andthe wyckedneſſes of their fathers, ane 

ſtode vp incheir place,and red in the bote of 
thelawe of the LORDE their God foure ty⸗ 

mes on the daye, and they Enowleged, and 
woꝛrſhipped the LORDE their God fourety- 

mes on che Daye. And the Lenites ſtode on 

bye, namely Jeſua, Dani, Cadmiel, Seba- 

nia, Suni, Serebia, Dani,and Chenani, and 

cryed loude vnto the LORDEtheir God. And 

the Leuites, Jeſua, Cadmicl, Sant, Haſabe⸗ 
nia, Serebia, Hovdia, Sebania, petbabia,fay 
de: Stonde vp, prayſe the LOKDE oure God 
for euerrand let thantes be geuẽ vnto the na 
me of thy glozye, which excelleth all chan- 
keſgeuynge and prayfé.LORDE,thou art alo- 
ne, thou haſt made beauen, andebe heauen 
of allbeanens, with all theit hooſt the earth 
and ali t hat therin is,the Sceandall that is 

therin:ehou geueſt life onto all,and hooſt 

of beauen bore themſelues vnto the. Chow 

artthe LORDE God, that haſt choſen Abia, 

and broughte bim out of D2 in Chaldea,«z 

called bim Abzabam ,and founde bis bere 

faithfullbefozeebe,. andmadeft a conenaiic 
with bim,to gene vnto bis fede the londe of 
the Cananites, Hethites, Amorites, phercfi- 
tes, Jebufites,and Girgofites, and haſt mas 
* thy wordes: for chou art righteous 
And haſt confidered che myfery of oure fa 

thers in Egipte, and herde their complainte 
by the reed See, and ſhewed cokes and won 
ders vps Pharao, andon all bis fernaiites, 

and on all bis people of bis londe : for thou 

Eneweft $ they were pefumptuons zcrucll 
againſt chem, z fo maͤdeſt chon *the a name 

as it is this daie. And the reed Gee artedſt 

t hou in funder be fore them, forbattbey wete 
cthorow the myddes of the See drye ſhodee 
their perſecuters thzereft thou in tothe de⸗ 
peas a ftone,inthe mightie waters, andled 
deft them on the da ye tyme ina cloudy py, 
ler and onthe nighte feafonin a piler of fy⸗ 
re,to ſhewe chem lighte inthe waye $ chey 
wente. 

Thou cameſt do wne alſo vps mount Si 
Nai,and ſpakeſt vnto them from beanen,and 
gaueſt chem rig hte iudgmentes true lawes, 
geod commaundementes and ſtatutes, anð 
Declared vnto them thy holy Sabbath,and 
commaunded chem pzeceptes, ordinaunces, 
and lawes, by Moſes thy ſeruaunt: and· ga- 
ueſt them bed from beauen whan they wee 
rebongrye, and* broughte forth water for 
themout of the rock whanchey were thy:- 
ſtye: and piomyſed them, tbat they ſhulde 
go in, and take poffeffion oft he londe where 
ouer chou haddeſt lyfte vp chine hande foe 
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ne then. 
euercbeles oure fatbers were pzonde 
and bardnecFed, fo chacthey folored nor y 
cSmanndementes,and refufed to beare,and 
were not myndefull of che wonders F chow 
dyddeſt foztbhem: but became obſt ynate and 
beady, in fo mod chat they turned back co 
their bondage in their diffobedience. Buc 
thou my God forgaueft,and waft gracious, 
mercifull,pacient, and of greate goodneffe, 
and forſokeſt chem not.» And though they 
made a molten calfe(andfayde: This is thy 
God, thar broughte the out of thelonde of 
gipteand dyd greace blafpbemies, yer foz 
fobefecbou chem not inthe wyldernes,acor- 
Dinge tothy greate mercy. * And F cloudy 
piler departed noc from them on > dayety 
me to lede them the waye nether the piler of 
fyre in the night ſeaſon. to ſherve them lighte 
in cee * chat they hte “a 
nd chou gaueſt chem thy go ꝛete to 
enfourme pet ts * withbeldeft hoe thy 
Manna from eheir mouth, « and gaueſt thẽ 
water wha chey were thirſtie. Forcye yeares 
Tonge madeſt thou prouyfion for chem in the 
roylderneffe, fo that they wanted notbinge: 
sebeir clothes wared not olde, andcheir eee 
ſwelled noc. And thou gauef— che Eigdomes 
⁊ nacions, zpartedfethe acordinge cotheir 
pozcions,f> that they poffeffed* thelonde of 
Sibontynge of Hefbon,z che londeof Og 
> Eynge of Balan. + And eheir hildzé mul 
ciplyedft chou asthe fiarres of heauen, and 
broughteſt che in toche londe wherof chow 
addeſt (poten vnto their fathers, that they 
ulde go in to it, and haue it in poſſeſſion. 
And ¥ childꝛen wente in,and poſſeſſed the 
londe,* aͤnd thon ſubdudeſt before thẽ che in- 
habiters of che londe, euen the Cananites, 
QanefEchems itt to their hanvde,and their kyn 
ges and > people of the londe p chey might 
Dowith chem what chey wolde. And they 
wanne their ſtronge cities, a fat londe,and 
tobe poſſeſſion of houſes p were full of all 
meaner goodes, welles dygged ont, vynyar⸗ 
des, oylgardens, z many frůte full trees: and 
they ate z were fylled, z became fat, lyued 
in welth chozoweby greate goodnes. Meuer 
theles chey were difobedient, and rebelled a- 
gaynſt che. and caſt thy lawe behynde their 
bacFes, * and flewe chy prophetesẽ which ex 
hosted them ſo earnefily, that chey ſhulde cS 
nerte onto the)and dyd greace blaſphemies. 
Therfore gaueſt chouchem oner in to cheba 
deof their enemies chac vexed them. 
And in ytyme of cheir trouble they cried 
vnto the, and chou hardeſt chem from bea 


to 


The ix. Chap. 2o. cxv. 
ben: and thorowthy greate mercythou ga· 
ueſt them fauionrs , whic) belped the out of 
the bande of their enemies. But whan they 
came to refé ,cheyturned back agayne to do 
evell before the:cherforeleftefé chou them in 
the bande of their enemies, fo p theybad > 
deminion ouer them. So they cSuerted, and 
cryed vnto the, and chou her deſt chem froma 
heauen, anomanyacyme haſt thon delyne ⸗ 
red them acordinge to y greate mercy, and 
teffified vntothem̃, thaͤt the y ſhulde turne 
agayne vnto thy lawe. 

VNotwithſtodinge they were proude, and 
bert ened noc vnto thy cõmaundementes, but 
fynned in thy lawes(which a man ſhulde do, 
zlyueinehem)z turned their ſhhulder awaye 
⁊ were ſtyffnecked, zwolde not beare. And 
many yeares dyddeſt thou forbeare them, 
teftificd vnto them thozow > [pzete, euen by 
che officeof yꝓ pzopbetes, z yer wolderbey 
noc beare. Cher fore gaueſt thou thẽ into * 
ave of ? nacions in chelondes. Sut for thy 

eate mercies fate thou haſt not vecerly co 
famed chem, nether forſak en them: foz chow 
atta gracious and merci full God. 

Tlow oure God,chou greateGod, migh- g 
tic andcerrible, thou that Eepeft coucnannt 
and mercy, regarde not a litle all the trauay 
fe $ hath happened vnto vs, z ouretyngess 
prynces, vcflee.propberee, farhere zalltby 
people, fence the tyme of the kynges of 2f- 
far vᷣnto this daie.Chou artrighteousin all 
} chon baft bioughte vps vs: for thou haſt 
done righte. As for vs, we baue bene vngod 
ly, and of Eynges, prynces, preftcs z fathers 
haue not done after ¥ lawe, ner regarded y 
SHmaundemences, zeby earneſt ex hortaciss 
wherwith chou haſt exhorted chem, z bane 
notferued > in their Eyngdome, andin thy 
Greate goodes F thou gaueſt them, and in 
thelargeand plenceous [Sve which thon ga 
ueſt them to good, and bane not conuertes 
from cheir wicFed worbes. Beholde therfore 
are wein bondage this daye: Meceuenin the 
lõde that thou gaueft onto oure fathers, to 
enioyethe frutes and goodes cherof, bebol- 
de, there are we bondmen. And greate is the 
increafe of it unto the kynges, whom thou 
haſt (ec ouer vs becanfe of oure fynnes, and 
they bane Dominion ouer onre bodies and ca 
tell,anbd we are in greate trouble. 

And in all this made we a ſure couenaunty 
zroroteit,zlece prynces, Leuites ⁊ pꝛeſtes 
ſeale it. The x. Chapter. 
o~ Hefealers were: Nehemias that is) 3 

Sathirſatha the ſonne of Hachalia 
“ and Sedechias, Seraia, Afaria, Ger 
we 
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remy, Paſhur, Amaria , Walchia, Hattus, 
Sebania,Walludy, Harim. Meremoch, Obs 
dia, Daniel, Sinthun, Baruch, Mefullam, 
Abia, MWeiamin, Maaſga, Bilgai and Ge- 
maia:thefe were preſtes. 

The Lenires were: Jeſua ? ſonne of Als 
nia, Binui amonge the dildzé of Henadad, 
Cadmiel. And heir bret heen Sechania, Ho 
dia, Celita, Plaia, auan, Micha. Rebob, 
Halabia,Sachur,Serebia, Sebania, devia, 
Dani and Beninu . The heades of the peo- 
pic were: pareos pabath Micah, Elam, Se 
thu, Dani, Bum, [gad,Seba:,Advonia, Bi- 
genat, Adin, Acer, Hesechias, A fir, Hodia. 
aſum, Bezai. Hariph. Anatbor, Lrenbai, 
agpias Meſcam Hefir, Meſtſabrei Sa 
dec, Jaddua, platia, Hanan,. Anaia, Hoſeia, 
Hanania, Haſub, Halohes, pilba, Sobek, 
Rebun, Saſabna . Maeſeia. Abia, Hanan, 
Anan, Malluch, Sarim and Baena. 

And the ot her people, che preftes , Reni- 
tes, porters, fyngers, Nethinims, ⁊ all they 
thac bad ſeparated them ſclues frem > peo 
ple in the [odes vnto the lawe of God, with 
their wyues, ſonnes and daugbecrs,as many 
as coulde vnderſtonde it, and their lordes 
that badrule of them, receaued ic for their 
biechren. 

And they came to ſweare, and to bynde 

Tof.2s¢ them ſelues with an oot h to walke in Gods 
+ FIC Tie, whidy wae geuen by Mofes the fer- 
uaunt of Ged,thac they welvde obferve and 

do acordinge vnto all the commanndemen- 

tes, invgmentes andftatutes of the LORDE 

Dent.7-a oure God; *and that we woid. not geue ou 
re doughters vntothe people in the lode, ne- 

ther totake cheir deughters for oure ſonnes. 

stfu. And yf > people of thelove bꝛoug hte wa 
re onthe Gabbath, and all maner of vytay 

les co fell, that we wolde noc cate it of thens 

* onthe Sabbath and on the boly dayes. 
—— 35.2 * And chat we wolde let the ſeuẽth yeare be 

Heise fre concernynge allmaner of charge. 

C Andwwelayeds ſtatute vpon oure felues, 
to gene yearly > thirde parte of a Sycleco 
the myniftracion in the houſe of onre God, 
namely tothe [hewbzed,to the daylie meat- 
Offerynge, co che daylie burncofferynge of 
> Sabbaches, of the new mones and feaſt 
Dayes, and to the chinges chat were fanctt- 
ficd, and coche fynofferynges , coreconcyle 
Iſe ael with all, andcoall che bufynes in > 
bonfe of oure God. 

And we caſt eh loc amonge the preftes, 
Leuites and the people , for offerynge of * 
wod. to be brought vnto * houſe of ¢ God 
from yeare to yeare, after the houſes of oure 
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fathers, that it might be brent at cymes ap 
poynted, vponthealcare of theLORDEow 
te God, as itis weytten in chelawe:and year 
lyto brynge the firftlinges of ¢ londe,z the 
firftlinges of oure fruces of alltrees, yeare 
by yeare,wnco > houſe of theL ORDE: and 
the firftlinges of oure ſonnes, and of ourc ca 
tell,as itis weytten inthe lawe: and the firſt D 
linges of oure oxen anð of oure ſhepe, that 
we ſhulde brynge all this tothe houſe of ow 
re God vnto the preſtes that myniſter in the 
houſe of oure Godrand that we ſhulde bryn 
tze the firſtlinges of oure dowe, and of oure 
Seueoff eringes, and che frutes of all maner 
trees, of wyne aiſd and of oyle, vnto che pꝛeſ⸗ 
tes tothe cheſtes of che boule of oure God. 
Andebhe cithes of oͤlsde vnto the Lenites, * 
the Leuites might haue the tithes in all che 
cities Of oure myniſtracion. 

And the preſt che ſonne of Aaron ſhal v 
the Leuites haue alſo of the tithes of * Le 
uites, ſo that the Leuites ſhal brynge vpthe 
tithes of their tithes vnto che honfeof oure 
Sed to the cheſt in F ereafrre honſe. For the 
children of Iſtael andthe children of Lent 
MHall bryngẽ vp the Heuee fferynges of the 
come, wyne and oyle vnto the —5 there 
are the veſſels of the Sanctuary, z the preſ⸗ 
tes $ myniffer, andthe porters Z [yngers, ¥ 
we foxfatenot the houſe of oure Gov. 

The Xi. Chapter. 
Cy} Nd the rulers of che people dwelt ac A 
Sf Yernfalem. But che other pec ple caſt 
loetes therfore, fo thac amogetenone 
parte wente to Jeruſalem in coche holy cite 
Co dwell, and nyne partes inthe cities . And 
> people chanted all the menthat were wil 
lingeco dwell at Jeruſalem. 

Theſe are the heades of the londe that 
dwelt ac Fernfalenr. In the cities dwelt Du 
da euery one in bis poffeffien $ was in the ir 
cities, namely Iſrael,t he preſtes. Lenites, > 
Nethinims, and che childzen of Salomons 
feruauntes.And at Jeruſalẽ orelt cerrayne 
Of che childꝛen of Joda z of Ben Jamin. 

Of ehe children of Juda: Athara the ſon 
ne of Ofia F ſonne of Zachary, the fonne o| 
Awaria,che ſonne of Sephatia,the fonne o| 
Miabelalcel,of che dildzen of Phares. And 
Mae ſeia che forme of Barudy, che fonne of 
Chal Hofe, che fonne of afaia,cbe fonne of 
Adaia, che ſonne of Goiarib,che fonne of Za 
hary,thefonne of Siloni.Allebe childré of 
Phares that dwelt at Jeruſalem, were fou- 
reC.andeinbe zebie [core valcannt men. 

Theſe are the Hilo of Ben Jamin:Gal 35° 
lu the forme of Meſullam, > fonneof Joed. o.rarse4 
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the fonne of Pedaia the fonne of Colaia, > 
fonne of Wiaefeia,che ſonne of Ithiel. * ſon 
ne of Jeſaia. 2nd after bim Sabai,Sallaiz 
nyne hundreth and eight and twent ye. And 
Foeclebe fonne of Sichri bad the ouerſight 
of them:and Juda $ fonneof Haſnua ouer 
the feconde parce of the cite, 

Of che preftes chere Dwele: Jedaia $ for 
ne of Foiarib, Jachin. Scrata the fonne of 
Helchias > foune of Meſullam, the forme of 
Sadoc,che ſonne of Meraioth, che ſonne of 
Achicob, was prynce in the honfeof God:z 
bis brethrẽ that perfournmied the worke in * 
boufe: of whom chere were vitj. C. and req. 
And Adaia che fonne of Jeroham, the ſon⸗ 
neof plalia,che ſonne of Amzi, the forme of 
Sachary,che fonne of Paſhur z bis breth:z, 
chefe amdgethe facbers: of whom there we 
re two hundreth andewo and foztye. 2nd 
Amaffat che fonne of Wfariel che forme of 
Abulai,cbe fore of Meſillemoth, che fonne 
of Immer : and bis beerbzen were valeaunt 
met, of whom there were an hundreth and 
eight and twent ye. And their ouerſeer was 
Sabdaiel the ſonne of Gedolin. 

Of the Leuites: Semaia the ſonne ofa 
fib, che fonne of Aftitam,the fonne of Dafa- 
bia,the fonne of Bunni: And Gabthatand 
Joſabad of the chefe of the Lemites,inebe 
outrwarde bufynes of * boule of God. And 
Mat hania the forme of Nticha,the forme of 
Saboi,the fonne of Affaph, which was che 
pzyncipall co begynne the thantefgenynge 
vnto prayer.2And bachuchia $ feconde ams 
ge bis brethzen,and Abda the forme of Sam 
mua, the fonne of Galal, the fonne of Jedi- 
thun. ll the Leuites in the holy cice were 
two bundzeth and foure z foure fcoze, * And 
> porters Acub and Talman, and cheir bre 
chren § kepte the portes, were an hundreth 
andewoand ſeuent ye. As forthe reſidue of 
Iſtael, the preſtes and Lenitcs,chey were it 
all che citics of Jude, every one in bis inbe- 
rit aunce. 

And che Nethinims dwelt in Ophel: and 
Biphe and Gifpa belonged vnto the Nethi 
minis. The onerfeer of the Leuites at Jern- 
ſalem, was Vſi che fonne of Bani,the fonne 
Of Hafabia,the fonneof Mathania, the ſon 
ne of Micha. 

Of the chilozen of Affaph there were ſyn 
gersaboute * buſynes in ee houſe of God: 
foz it was the Eynges commaundement cd- 
cernyngetbem,thac > fyngers ſhulde deale 
faitbfully,every daye as acordinge was. 

And Pcehaia the fonne of Wiefefabeel of 
the childꝛẽ of Serah the ſonne of Juda nex 
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tethe Eynge in all matters concernynge the 
people. And the cildzen of Juda that were 
without in the townes of their londe, dwelt 
fomeat Kiriath Arba, and in the vyllages 
therof, z at Dibon,and in the vyllages ther- 
ofrand at Cabzeel, and in $ vyllagestherof 
and ac Jeſua, Molada Dethphalet, azar’ 
fal, Berjeba and in their vyllages:z at St- 
clag and Mochona, andin their vyllages: 
And at Enrimmon, Zarega, Feremuth,Se- 
nosh, Adullam and in their vyllages: Ache 
chis,andin the feldes therof: At WeEa,and 
inthevyllages therofi and dwelt from Ber⸗ 
feba vnto the valley of Hinnom. 

Fhe childzen of Ben Jamin of Gaba, 
dwelt at ATidcymas,Aia, Bethel andin their 
vyllages.2nd at Anathorh, Lob, Anania, 
az02, Kame, Githaim, Ha did, Ziboim. 
Lieballac,£.0d,Ono z inthe Carpéters val- 
ley. And certayne of theLenites p bad pore 
cions in Jude, dwelt in Den Yamin, 

The Xi. Chapter. 

Seſe are F preftes and Lenites that 

wente vp with Zorobabel F ſonnẽ of 

Saalebtel and with Fefua: Seraia, 
Zeremy Eſdras. Amaria. Malluch Hattus. 
Sechania, Rebum, Meremoth, ovo, Gin- 
thoi, Abia, Meiamin, Maadia Bilga,Se- 
maia, Joiarib. Jedaia, Sallu, Amok, Hel- 
chias Jedaia. Theſe were the heades amd- 
getbe preftes and their bret hꝛen in the tyme 
Of Jeſua. The Leuites were theſe: Felina, BE 
nut, Cadmiel, Serebia, Juda anð Matha⸗ 
nia,ouer che office of tchantefgenynge, they 
zebeir brethrẽ · Sachuchiaz Onni and their 
breth2é, were abouteebem in the watches. 

Jefe begat Joachim . Joachim begat 
Eliafib . Eliafib begat Jotada . Joiada be- 
gat Jonathan. jonathan begat Jaddua. 
And in the cyme of Joachim were thefe che 
chefe fathers amonge the preftes: namely of 
Seratawas Mieraia, of Jeremy was Ha- 
nania, of Eßdras was Meſullam, of Ama- 
rig was Johanan, of Maliuch was Jona⸗ 
than, of Sebania was Joſeph, of Havin 
was Adna,of Meraioth was Helcat,of Id 
do was Zachary, of Ginthon was Miefuila, 
of Abia was Sicha, of Miniamin Moa. 
dia was piltai, of Bilga was Sammua, of 
Semaia was Jonathan, of Joiarib was 
Mathnai, of Jedaia was Vf, of Sallat 
was Callai,of Amok was Eber, of Helchi- 
as was Haſabia, of Gedaia,was Nethaneel. 

And in the tyme of Eliafib. Jotada, Jo⸗ 
banan and Jaddua, were the chefe fathers 
amonge the Lenites,and the pzeftes wryttẽ 
vnder the reigne of Darius Perſian. The 
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chilozen of Lenithe pryncipall fathers re- 
xe wrytten inthe Cronicles , vncyll che cyme 
of Dobanan che forme of Eliaſib. Andchefe 
were the chefe amdge the Lenites, Haſabia, 
Gerebia and Jeſua the fone of Cadmiel, z 
their bzethzen ouer agaynft chem, ro gene 
prayſe and thantes, acosdinge as Dawid > 
m4 of God had orde yned it, one watch ouer 
agaynft another. Mathania, Bacbudia, 
Obadia, Mefallans, Talmon and Acub we- 
te porters in the watch at the threſholdes of 
the gates. Theſe were in the tyme of Foia- 
chim the forme of Jeſua the fonne of Joſe⸗ 
bec,and inthe tyme of Nehemias thẽ Deby 
te,and of the pꝛeſt Eß dras the ferybe. 

And in che dedicacion of the wall at Je⸗ 
ruſalem, were the Lenites ſoughte out of all 
their places, chat they mighte be broughte 
to Jeruſalem, cofepe ) dedicacion in glad- 
nefie wlth thanke(genynges, with fynginge, 
with Cymbales, pfalceries and harpes. And 
the childien of che fyngers gathered thẽ fel- 
nes cogetber from the playne countre gbou 
te Jernfalem, and fromthe vyllages of Ne 
thopbatbi, and from che houſe of Gilgal,z 
out of the feldes of Gibea z Afmaneth : foz 
$ fyngers bad buylded chem vyllages abou 
te Jeruſalem. And > preftes and Lenices pu 
sified chem felues,and clenſed the people,the 
Sates andthe wall. 

And FJ cauſed the prynces to go vp vpon 
the wall,and appoynted two greate queres 
of thantefgeuynge, which wéte on the righ 
te hande of the wall cowardethe gan) yo 
te, and after chem wẽte dofaia, and balfe of 
the prynces of Juda ⁊ Afaria Eß dras Me· 
fallam, Juda, Ben Jamin, Semaia and Je⸗ 
remy: and certa ynẽ of the preſtes childrẽ ch 
trompettes, namely Zachary F ſonne of Jo 
nathan, the fonne of Scmaia, the fonne of 
Wiathania,the forme of Michaia, the fonne 
of Sachur,cbhe forme of Affapb,and bis bee 
then, Semaia, Afareel, Milalai, Gilalat, 
Maai, Clachanecl and Juda and Hanan, 
with the muficall inſtrumentes of David > 
man of God. 

DAndð Eß dꝛas $ ferybe before thẽ cowar- 
de the Wellgate, and they wente vp ouer a⸗ 
gaynſt them vpon the ſteppes of the cite of 
Dauid at the goynge vp of the wallto che 
boufe of Danid, onto the Watergate Eaſt 
warde. 

The other quere of thankeſgeuynge wen 
te ouer again them, and J after them,and 
the balfe parte of the people vpon > wall, 
towarde $ Fornace gate vpwarde, vnt yll * 
bꝛode wali, and co * porte of Ephraim and 
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tothe Oldgate, and to > Fyſhgate, andto 
thecower of Hananeel, andto the tower oF 
Meah, vnt yll che Shepegate. And in F pre 
ſongate ſtode they ſtyli, and fo ſtode the tivo 
queres of thantefgenynge of the bone off 
God,and J and the haife of the rulers with 
me,and the preftes, namely Eliachim, Mae⸗ 
fei, Wiiniamin, Michaia, Elioenai, Sachas 
ty, Hanania, with tröpettes, and Maeſeia, 
Semaia,Lleafar, Ofi, Jobanan, Utaldia, 
lam and Afer. And thefyngers fonge low 
de,and Fefrabia was the ouerſeer. 

And che fame daye were there greate fa- 
crifices offred, zthey reioyfed: for God had 
geuẽ chem greate gladneffe,forbat both the 
wynces andchildzen were ioyfullzebemyh 
Of Jeruſalem was herde farre of. 

Ae the famecyme weretheremen appoyn 
ted ouer che treafure cheſtes ( wherin were * 
Seue offer ynges, the firfilinges and the ti⸗ 
thes)tbar they ſhulde gather chem ontof F 
feldes aboute the cities, to deſtribute t hẽ ve 
tothe preftesand Zeuites acordinge tothe 
lawe:for Juda was glad of the preftes,and 
Leuites, chatthey ſtode and wayted vpon 
the office of their God and the office of the 
purificacion.2ind the fyngers z porters ſto⸗ 
de afterche commaundemét of Danidzof 
Salomon bis fonne: » for in the tyme of Da 
nid and Affaph, werethe defe fyngers fount 
ded, and the fonges of pzaylé and thanbeſge 
nynge onto God. In che tymc of Zorobabel 
and Nehemias, dyd all Iſtael geue porciõs 
onto the ſyngers and porters, euer y daye bis 
poꝛcion, and they gaue thinges halowed vm· 
tothe Lenites, andthe Lenites gaue thin⸗ 
ges that were fanctified, onto the childrẽ of 


Aaron. 
A was redin eares of the people, the 
rewas founde wzytten therin, * the 
Ammonites and Moabites ſhulde neuer coe 
mein to the congregacion of Ged, becauſe 
theymett nottbe childzen of Iſrael b bed 
and water," and byzed Balaam againft thẽ 
thathe ſhulde curfe chem: nenertbeles cure 
Godturned > curfe into a bleffynge. Mow 
whan they berde the lawe, they ftparated 
from Iſtael euery one chat bad myrte bins 
felfe cherin. And before this bad the preſt 
liafib velynered che deft of F houſe of ou⸗ 
reGod wnto bis tynfinan T obia:foz be bad 
made bim a greate cheft, andebere badebey 
afozetyme layed the meatofferynges, fran- 
Eencenfé, veffell,and the tithes of come,wyne 
and oyle (acordinge tothe commanndement 
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geuen tothe Leuites, ſyngers and porters) 
and the Heueofferynges of the preftes- 

Bustin all this was noc Fat Jeruſalem: 
fozin * cwo and chirtieth yeare Of Artaxer 
{es Eynge of Babilon, came F onto the fyn- 
Ge,and after certayne dayes optayned J ly- 
cence of the kynge to comeco Jeruſalẽ. And 
J gattnowlege of F euell that Eliaſib dyd 
wnto Tobia,in that be had made hima cheft 
inthe courte of che honfe of God, andic gre 
wed me ſore, anð J café forth all the veffels of 
Tobias houſe out of che cheſt and comma 
ded chem to clenfe che cheſt. And chicher 
bꝛoughte J agaynethe vefjels of che houſe 
Of God, che meacofferynge andebe incenfe. 

ind J perceaned,thatthe porcions of * 
Lenites were nor genen them, foz the which 
cauſe the Lenites and fyngers were fled,cue 
ty one to bis londe for co worte. Then repro. 
wed Jthe rulers, and fayde: Why fozjate 
we the bone of God: Buc J gathered them 
togecher, and ſetthem intheir place. Then 
brought all Juda the tithes of come, wyne 
and oyle vntõ the treaſure. Anð J made trea 
ſurers ouer treaſure euen Gelentia > preft, 
and Sadoo the ferybe,z of the Leuites pe- 
daia and vnder their hande Hanan the jon- 
neof Sachur the ſonne of athania: for 
ebey were counted faithfuil, and cheir offt- 
eas, tO deſtribute vnto their brethren. 
» Thynke vpon me Omy Godbere in, z wy 
Penos out my mercy,that J haue fered on 

houſe of my God, z on che offices therof. 

Acthefame cyme fawe J fome eredinge 
wyne pif onthe Sabbath, and bzyngin- 
ge in clufters and affes laden wyth wyne, 
grapes, fygges, and bryngingeall maner of 
burcbens onto Jeruſalem, vpon the Sab- 
bath daye. And J rebuted them carneftly > 
fame daye chatchey folve ¥f vytayles. Chere 
dwelt mé of Tyre alfo cherin, which brongh 
te fy hh and allmaner of ware, andfoldeon 
the Sabbath vnto the childzé of Juda and 
Serufalem. Chenreproued % cherulers in 
Suda, and [aide vnto them: What euell thin 
geis chis that yedo, and breake the Gab- 
bach daye? Dyd noe onre fathers euen thus. 
and oure God broughte all this plage vpon 
vs ⁊ vpon chis cite? And ye male the wrath 
move yet vpon Iſrael, in that ye brealbe the 
Sabbath. 

And whan the portes of Gernfalem were 
drawen vp before the Sabbath, J commas 
ded to ſhutt che gates, and charged that 
they hulde not be opened tyil after the Gab 
bath:and fome of my fernauntes fee J at the 
gates, ¥ chere ſhulde no burthẽ be biough- 


agar P dee 
Khe rij. Chap. Fo. exvij. 
te in on the Sabbath daye.T hen remayned 
thechapmessand marchauncesonce or twy 
ce quer nigbte without Jeruſalem with all 
maner of wares . Chen reproued J them fer 
re, ſayde vnto them: YObycary yeall night 
aboute the wall? xf ye do it once agayne I 
wil laye handes vpon you. From that tyme 
foxh came they nomore on the Sabbath, 
And IJ fayde wnto the Leuites which were 
cleane, thacthey ſhulde come and Eepetbe 
Sates, to balowerbe Sabbath daye. Thyn / 
Ee vps me(D my God)cScernynge this alfo, 
zfpare me acowdyngetothy greate mercy. 

And at che fame tyme fare J Gewes, 
that maricd wynes of Afood, Ammonand 
of Moab , and heir children fpate balfe in 
the ſpeache of Aſdod, and couldenot ſpeake 
in} Jewiſh language, bat by * ronge migh 
teams perceaue euery people. And J repro 
nedebem,and curſed them, z finose certayne 
men of thé, and plucte them vp,and tote ait 
ooth of thems by God: Ne fal not geue yor- 
re daughters vnto eheirfonnes nether ſhal 
yetate their daughters vnto youre fonnes, 
or for youre felues. Dyd not Salomon ) tyn 
ge Of Iſtael fynne ther invz yer amonge ma- 
ny Heythen was there no Eynge lite him, 
be was deare vnto bis God, andGod made 
Dim kynge ouer all Iſrael, and the ouclan- 
diſh wemen, 

And one ofthe children of Joiada ebe 
fonne of Eliafib > bye preft, bad mavea co 
tracte wyth Ganeballach the Horonite: but 
J chacedbim frome. Omy God, ehynte 
thon vpon them that are quyte of che preft 
bove,and bane defyled the conenannt oftbe 

reſthode and of the Lenites. Thus clenfeo 
them front all ſoch as were ontlandifly, 
and appoynted the courſes of the preſ⸗ 
tes and Lenites,enery one to his 
Office,and to offre the wod 
at tymes appoynted, 
and che firſt fru 
tes. Thyn 
te 
thon v- 
pon me® my 
Gor) forthe beſt. 


The ende of the ſeconde bobe of 
Efdzas, otherwyle called 
thebote of Nehe⸗ 
mias. 
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Chap. 1. Abafucrus makerha greate feaftt 
‘pis lordes andpzynces , callerh for Daftbrtt 
quene ſhe commerb not , therfore ts fhe Depe 
fed from the Eyngdome. 

Chap. UM.  Amongerhe daughters, Heſter plea 
feth tbe kynge Mardocheus geucth the Fyng 
warnynge of bis barme. 

Chap. ul. Amadis gveate with the kynge hatet 
IMiardedeus that wil not woafhippehins,an 
cSmaundeth toflaycall the Jewes. 

. Il. Grearehenynes amonge the Jewe 

Ebap. V.  xefter cémeth before the Fynge,an 
byddeth bi nand Amantoa feat · Aman ma 
Ferh a galowe for ardocheus 

Chap. Vi. Mardodycus is recompenfed forbt 
frendfoippe fhewed vnto the Fynge. 

Chap. Vil. sefter praycth fo2 bit people, Ama 
Ishangedon the galowe that bebad prepare 
for tMarbodjeus 

Cheap. Vill. The kynge geucth Amãs houſe vnt 
the quene,and at bir requejt he cauferh Ama 
wiytinges to be called agayne- 

Chap. 1X. Amansfonnes are hangedalfo aw 
—— flayne. The Fewes kepe a toy 
ull feait. 

Chap. X. Of theauctorite of Mardocheus v 
der theFynge. 

The firf— Chapter. 
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{| fuerus, which reigne 
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thiopia, ouer an bun 
dieth and feuen ani 
y twent ye londes, wha 
fy key | cyme as be fat on bi 
q ſeate roiall inthe cal 
tellof Sujan in che chirde yeare of bis reig 
ne,be made a feaft vnto all bis prynces an 
feruauntes, namely onto the mihgtie men ¢ 
poe and Media, to the Debities and ru 
lers of bis countrees, thac be mighte ſhew 
tbe noble riches of bis tingdome,and the gl 
rious worſhippe of bie greatneffe, man 
dayes longe,cucn an hundieth and foure fe 
re dayes. 
And whan theſe da yes were erpyred,th 
Eynge made a feaft vnto all the people tha 
were inthe caftell of Sufan, both onto gre 
te and finall, ſeuen dayes longe in the court 
of che garden by the kynges palace: wher 
there banged whyte, reedz yalow clothet 
faffencd with coardes of lynnen and fea 
fo infiluer rynges, vpon pylers of Marbi 
‘one. 


The bencheo were of golde and filucr m 
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be vpon a pauement of grene, white,: 
peepee recuse ——— 
in veſſels of golde, and there was ener. dans 
ge of veffell. 21nd che Einges wine was m, 
acordynge to the power of thetynge . Any 
neman was appoynted what be fhulve dain 
Be: forthe Fynge bad commannded alltbe of 
ficers of bis boule, that eucry one ſhuide do 
as it lyke d him. And che quene Dajtbimave 
@ frat alfo fox the wemen in the palace of 
Ahaſuerus. And on che fenench da ye whan 
thetynge was mery of the wine,be comaun 
ded Nichuman, Biſtha. Harbona, Bigtha, 
Abagcha, Gethar and Charcas, ehe feucn 
chamberlaynes(that dyd ſeruyce inthe pre- 
fence of Eynge Ahaſuerus) to feed) the que- 
ne Vaſthi with the crorone regall that he 
might fhewe } people and prynces bir fait 
nefje:for fhe was bewrifull. But the quene 
Vaſthi wolde not come acthe tynges wor- 
be by bis chamberlaynes. Then was che 
Eynge very wroth, and bis indignacid Eynd- 
ledin bim. 

And che Fyngefpakcto * wyſe men that C 
had vnderſtondinge in the ordinaunces of 
the londe( for che tinges matters muſt be ba 
dled before all fod) as haue Enowlege of the 
fare and iudgment: And the nexte vnto him 
were, Charſe na, Sethar, Abmatha, Tharfis, 
Meres Marſena and Memuchanthe ſeuen 
prynces of che Perſiãs, and Meedes, which 
ſawe the kynges face, and ſatt aboue in the 
kyng dome )What lawe ſhulde be execute v⸗ 
ponche quene Vaſthi becaule ſhe dyd not a- 
Lormynge co the worde of the kyntie by bis 
chamberlaines. THE ſaide Memuchã before 
the tynge ⁊ che pzynces : The quene Vaſthi 
bath not onely Done euell agaynft the kinge 
but alfo agaynft altebe pzynces and all the 
people in ail the londes of Eynge Ahaſuerus 
for ehis de de of the quene ſhall come abrod? 
wneo all wemen, ſo that chey hail vefpye 
their bufbandes before cheir cyes,and all 
faye:The kynge Ahaſuers <Smaunded Vaſt 
bi $ quenc co come before him, but fhe wol 
Deno. And fo fall ee prynceſſes in perfia 
and NMedia faye iyreroyſe vnto allche tyn- 
ges prynces, whan ebey heare of this debe 
Of ebe quene, thus hall here aryfe defpyte 
fulnes and wrach ynough. xf itpleale * 
kynge, let there go a kyngly —* 
from bins, and lee tt be weytten acordynge 
to the lawe of the perfians and sryenians 
and not co be — that Dalton ee 
me nomore before Fynge Abafrervs, a” 
thetynge gene the kyngdome vnto an⸗ 
that is beecer chen ſthe. 
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And } chis wrytinge ofthetynge which 
fhalbe made, be publifhed thozor out all 
bis empyze (robich is gzeate)thatall wynes 
maye bolve their huß bandes in bonoure , 
both amonge greate and inal. 

This pleafed the Eynge and the pzynces, 
and the Eynge dyd acozdDynge to the worde 
of Memudyan. Chen were there leccers ſent 
forth in coall cheEynges londes , inco cuery 
londe acosdingeco che wrytinge the: of,and 
toeuery people after cheirlaguage, euery 
man fhulve be lovde in bis arone houſe. 2nd 
this canfed bebe [poten after the language 
of bis people. 

The ll Chapter. 

1¢ Ster thefeactes whan che diſpleaſure 
Sf of Eynge Ahaſuerus was layed, be 

F thougbte vpon Vaſthi, what ſhe bad 
done, and what was concluded concernyn- 
geber. Chenfaydecbe tynges feruauntes: 
Let there be fayre yonge virgins ſoughte 
for che Eynge,and lec che Eynge appoynte o- 
uerfeers inall > londes of bis empyre, that 
they maye brynge co: fre all fayre yonge 
virgins vnto the caftel of Gufan coche We 
mens buyldinge, onder che hanve of Hegai 
thet ynges clamberlayne,chattepetbebe we 
men, andlet bim gene chem cher apparell. 
And loke which damfell pleafech cheEynge, 
let her be quene in Vaſthis ſteade. Chis plea 
fd ehe bynge and he dyð fo. 

In che caſtell of Suſan there was a Fe- 
wwe, whofe name was Mardocheus, the ſon⸗ 
neof Jair, the forme of Simei , che ſoͤnne of 
Cis, che fonne of Jemini, which was carted 
awaye from “jernfalem ,* whan Jechonias 
the kynge of Juda was led awaye, (whons 
LClabuchodonofor che Eynge of Babilon ca 
tiedawaye and be noriſhed Hadaſſa ( that 
is Heſter) his vncies dangbeer : for ſhe had 
necher father ner mother, and ſhewas a fay 
re and beut yfull damſell. And whan bir fa- 
ther and morber dyed, Mardocheus recea⸗ 
wed ber as bis arene daughter. 

Clow whan ? kynges cõmaundemẽt and 
cõm yſſion was publifhed, z many dãſels we 
re broughte together vnto che caftell of Su- 
fan onder $ bande of Hegai, Hefter,was take 
alſo onto  Eynges houſe vnder $ hande of 
Segai ỹ keper of* wemée,z the damſell plea⸗ 
fed bim,z [he founde grace in his ſighte . And 
be put bered bir maydẽs in } beft place of * 
Womẽs buildige. And Hefter fhewed it not 
vnto bir people zbir Eynred : for Mardoche 
us bad charged ber, $ fhe ſhulde not cell it. 
And Maidocheus walted every Daye before 
F courte of} Womẽs buyloinge, phe might 
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Enowe bor Heſter dyd, and what ſhulde be 
* of — 
nd whan the appoynted e Of euer 

damſell came that * pats tyn 
ge Ahaſuerus, after that fhe bad bene cwol- 
ue monethes in the deck ynge of the wemen 
(for their deck ynge muſt baue fo moch tyme, 
namely firemonetbes with Balmez Myr 
te,zfiremonethesxb good [pyces, ſo werethe 
wemẽ beutifyed )then wence there one dam 
fell onto > Eynge, and what ſo ever ſhe re quy 
red, ? muſt be geuẽ her to goxb her ouc ofthe 
Womens buyldinge onco $ kynges palace. 
ind whan onecame inthe cuenynge, > ſa⸗ 
me wéte frõ bim on ? morow in to ) ſeconde 
boule of wemen, vnder the hande of Saaſ⸗ 
gas the tynges chamberlayne, which ke pte 
>} concubines . And ſhe muſt come vnto che 
Eynge nomoze , ercepte tt pleafed the kyn · 
ge, and that be canfedber co be called by 
name. 

Clow whanebe tyme came of Hefter the 
Daughter of Abihail Mardocheus vncle 
Arhom he had receaued as bis awne daugh- 
ter) } fhe ſhulde come tothe bynge. ſhe deſy ⸗ 
red nochinge but what Hegai che kynges 
chamberlayne the keper of the wensen ſa yde. 

And Heffer founde fauoure inche fighte 
ofall ehemebacloted vpomber. 2nd Heſ⸗ 
ter was taken vnto kynge Ähaſuerus in co 
the houſe royall, in the tenth moneth robidy 
ts called Tebeth, in che ſeuenthe yeare of bie 


reigne. 

Andthe bkynge loued Heſter aboneallebe 
wemen,and [he founde gzace and mercy im 
bis fighte before all che virgins : andbefec 

quences crounevpon bir beade,and made 
ber quene in ſteade of Vaſthi. And the kyn 
ke made a gieate feaſt onto all bis peynces 
and ſeruauntes ( bid) feaſt was becaufe of 
Heſter) and let the londes be in quyctnes, & 
gaucroyall giftes. 

ind whan the virgins were gatheredto 
gether che feconde tyme, Marvodjens (at 
inthe kynges gate. And as yet had not Heſ 
ter fhewed bir kynꝛed and bir people, acoz- 
dingeas Mardocheus bad bydden ber: foa 
defterdyd after the worbde of Mardocheus. 
lite as whan be was hir tutoure. Beebe fa- 
me tyme whyle Mardocheus fat in thet yn- 
ges gate,two of che Einges chamberla ynes. 
Digthan and Theres which kepte the doꝛe 
were w20th, and fongbt to laye rheir hanves 
on the kynge Abafuerus: Wherof Mardo 
cheus gat Enowlege,andtolde it vnto quene 
Hefter, and Hefter certified ehe Bynge cher 
of in Mardocheus name. And whan inquiſt 
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cion was made, it was founde fo. And they 
were both hanged on cre: and it was wryttẽ 
in che Cronicles be fore che Eynge. 
The lll. Chapter. 

Seer t heſẽ actes dyd che kynge promo 

te Aman che fonne of Amadathi che 

Agagite, vnd fee him bye, z fet bis few 
te aboue all * pzynces that were with bim. 
And all che kynges ſeru auntes chat were in 
the gate, bowcd cheir Enees,and dyd reueren 
ce onto Aman:foz the kinge bad fo cSmaun 
ded. Dut Mardochẽus bowed not the Enee, 
and worfhipped bint not. Chen che Eynges 
ſeruauntes whid) were intheEynges gate, 
Jayde once tiFardodyeus: Why tranfgreffefe 
thou che Eynges commaundementy 2nd 
whan they (pate this daylie vnto bins, and 
be folowed chem not,chey colde Aman, that 
ehey mighte fe wherbir Mardochens mat- 
ters wolde endure: for be bad colve them, * 
be was a Jewe. And wha Aman fawe, that 
Mardocheus bowed moe the Ence vnto him, 
ner worſhipped him, be was fall of indigna 
cion ⁊ deſpyte, that be ſhulde laye hondes o- 
nely on ti lardocheus for they bad ſhewed 
bim } people of Mardocheus, bůt be ſought 
to deftroye che people of Mardocheus, and 
all the people that werein the whole empy- 
ve of Ahaſuerus. 

nthe firft moneth that is the moneth 
Niſſan, in ¥ cwoluech yeare of kinge Aha⸗ 
Juerus, was there occafionand opoztunyte 
fougbe by Aman, from once daye to another. 
@nd from the fame moneth vnto the ewel- 
ueth moneth, chatis the moneth Adar. And 
Ams fayde vnto Finge Ahaſuerus: Chere is 
@ people (Catered abzode and difperfed amon 
geall people in all the londes of — 
te, and their lawe is cStrary unto all people, 
and they do not after chetynges lawes, ne⸗ 
ther is it che binges profit co fuffre thẽ after 
gbis maner. f it pleats thetynge, lee bine 
woryte,that they maye be deftroyed, z fo wil 
‘TJ weye Downe ten choufande talentes of fil- 
wer, onder the bandes of the workmen, to be 
broug ht in co chet ynges chamber. Then to 
Ee the kynge bis rynge from bis bande, and 
Saueit onto Aman che fonne of Amadacht 
the Agagite che Jewes enemie And che Ein 
ge ſayde unto Aman: Let the filuer be genen 
the,and that people alfo,to do witball what 
pleafech the. 

Then were the kynges ferybes called on 
¥ thirtenth daye of the firfé monech, zebere 
was wrytten(acowdynge as Aman commaũ 
ded)vntothe Eynges prynces, andto the De 
bites every where in thelondes, and ko the 
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captaynes of enery people inthe conntrees 
on euery ſyde, acozdynge to the wꝛytinge 
of cuery nacion, and afar their language 
inthe name oftynge Abafuerus,and fealed 
with the kynges rynge. And the wzytyn- 
ges were fent by poftes into allthe Eynges 
ISdes,to rote out,co Eyll, and to deftroye all 
ewes, both yonge and olde,childzé and we 
men in One Daye(namely vpon the thirtenth 
Daye of the twolueth monech , which is the 
moneth Adarandco fpoyle cheir goodes. 

This was the ſumnie of che wzytinge, & 
there ſhulde be a commaundement geuen us 
alllondes,to be publiſhed vnto all people, > 
they ſhulde be ready agaynft thefame daye. 
And che poftes wente in all the haiſt acoz- 
dynge torheEynges commaundement. And 
inthe caſtell of Sufan was the cOmaunde- 
ment denyfed. And the Eynge z Aman fac z 
dzanke. Dut ¥ cite of Sufan was difquieted. 

Che illl.Chapter. 

2 Han Mardocheus perceaned all A 
that was done, be réte bis clorbes, 
and puton a (ack cloth,z afflyes,z 

wente out in to the myddes of the cite, and 
cried [onde andlamentably,and came before 
the Eynges gate:fozthere might no man en 
tre witbin the fynges gate that hada ſack 
cloth on. 2nd in all lSves z places, as farre 
as the Eynges worde and commaundement 

extended, there was greate lamentacion a- 
monge the Jewes, and many fafted, wepte, 
mourned, z laye in ſack clothes z in aß ſhes. 
So Hefters dãſcls, and bir dyamberlaines,ca 
mic and colde it ber. Then was the quene ex 

ceadingly aftonnyed.2ind ſhe fentrayment, 
that Mardocheus ſhulde put them on, and 

laye the ſacklot he frombim. But Mardo⸗ 
chens wolde not taͤle them. ThE called Heſ⸗ 
ter Hathac one of che kinges chamberiaines 
(wobich ſtode beforeher) and gaue bim a cõ · 
maundement wnto Mardocheus/ that be 
might tnowe whatitwere,and wher fore be 
dyd fo. So Hathacwente forth to Mardo⸗ 
chens vnto the firete of the cite, whic) was 
beforethe Eynges gate. 

And Mardocheus tolde him of all } had B 
Happened vnto bim,andof the fume of fil 
ner that Amã bad promyfed to weiedowne 
tn the Eynges chamber becanfe of * Jewes 
for co deſtro ye them,andbe gaue bimebe co 
pyc of the commaundement,that was deny 
fed. at Suſan to deftroye them, tbat he migh 
te ſhewe it onto efter, and to ſpeake to ber 
andcharge ber, } [he ſhulde go into che kyn 
Se,and make ber prayer and [upplicacion vᷣn 
co him for bir people. 
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And wh Hathat camein,andcolde Hef> 
ter the wordes of Mardocheus efter ſpa⸗ 
te onto Hathat, and cOmaunded bim co faye 
wnto Mardocheus: Wil the Eynges fernann- 
tes,and the people in che londes of thet yn- 
geEnowe, chat who ſo euer commeth within 
the courte vnto > Eynge, whether it be man 
oꝛ women, which is not called, che cSmaun- 
dement is chat che fame ſhal dye immediat- 
Uy,ercepte the kynge holde out the goldé cep 
ter vnto bim, that be maye Lyne. 2s for me, 
I haue nocbene called to come in to che kyn 
ge now this thirtie dayes. 

nd whã Mardochens was certified of 
Heſters wordes Mardocheus bad faicagat 
ne vnto Heſter: Thynke not co ſaue thine aw 
nelife, whyle chou arc in * kynges houſe be 
fore all Jewes:foz yf thou hoideſt thy peace 
at this tyme, chen [hal the Jewes bane bel- 
pe and delyneraunce out of anotber place, 
zthou ⁊ thy fathers houſe ſhalbe yed. 
And who knoweth whether thou art come 
tothe byngdome, for this cymes ſake? Heſter 
bad geue Mardocheus this anſwere: Go 
thou ¥ waye then, z gat her together all > 
Je wes are founde at Sufan, z faſt ye for 
Bie, § yeeate noe ⁊ drynke not in thre Dayes, 
nether daye ner nighte. J zmy damſels wil 
faſt likewyſe ſo wyl J go in tothe Eyngecd 
traryto the cOmaundement : yf J periſhe. J 
periſhe. So Mardocheus wente bis waye 
dyd all ? Heſter had cSmaundedbim. 

The Vv. Chapter. 

A Ld on the thirde daye put Heſter on 
bir royall apparell , and ſtode in che 
courteof ¥ Einges palace within over 

aga ynſt the Eynges houſe. And > kynge fac 

vpẽ his royall ſeate in ¥ kynges palace ouer 
agaynſt ) dore of che houſe And whan che 
kynge ſawe Heſter the quene ſtsdinge in tbe 
roͤurte ſhe founde gracein bis ſig hte. And ¥ 
kynge helde out the goldẽ cepter in bis bade 
towarde Heſter. So efter Rrepee rorth,and 

touched the coppe of > cepter.Chen fayde ¥ 
Eynge unto ber: What wilt thou quene Hef> 
tervz what reqnyzeft chouiare ene che balfe 
of > empyze,zit [hal be geuẽ che. Heſter fay- 
dercef it pleafe FEyngelec * Eynge z Aman 
come this daye unto > banket FJ baue pre 
pared. be kynge ſa yde: Cauſe Amancome 
ke batft, Phe maye do as Heſter hath ſaide. 

¶Noͤw whã che bynge z Aman came to * 
banter Heſter bad prepared, the Eyngefay 
de unto Hefter whan be had dronken wynez 
Hoffer, what is thy peticion vic ſhal be gene 
che And what requyzeft thour euen the bal- 
feof cheempyze,it [yal be Done, 


Che v. Chap. fo. cxix. 
Then anfiwered Hefter and ſayde: My peo 
ticion and defire ts, of haue — 3 
in ? ſight of the kyngeeyf ic pieaſe che tin 
ge to geue me my peticion, andto fulfill my 
requeſt, chen lec che kynge z Aman come co 
the bance § J [hal pzepare for thé, and fo 
wil FJ do comozow as the Eynge bath fayde. 
Chen wence Aman forth che fame daye 
loyfull andmery in bis mynde. And whan 
befawe Mardocheus in thet ynges gate, * 
he ſtode not vp and Eneled before bim, be 
was full of indignacion at Mardocheus. 
Neuertheles he refrained bimfelfe:and whe 
be came bome,be fent, and called for bis fré 
des,and Geres bis wyfe, and tolde them of 
the glory of bis riches and the muleitnde of 
bis chilvzen,all cogether bow che tynge bad 
promoted bim ſo greatly, and how ebat he 
twas taken aboue the prynces andfernaun- 
tes of che tynge.Aman Taybe Mozoner : Mee 
and defter che quene let no man come wich 
the Eynge vnto the bancket that fhe bad pe 
pared, ercepte me, andtomozow am J bid- 
den onto ber alfo with the kynge. Buẽ in all 
thisamj notfatifficd as longe as J fe Mar 
Docheus the Jewe ſyttinge in * kynges gate 
Then fayde Seres bis wife and all bis fren- 
des unto bim: Let chẽ make a galowe of fif- 
cubites bie,z tomorow fpeate thou vvnto 
the Eynge,chat Mardocheus maye bebans 
gedcberon, yf thou cõmeſt merely with the 
Eynge onto the bancket. Aman was well 
content witball, and cauſed a galowe to be 


prepared. 
The V.Chapter. 

¢ defame night coulde noe the kynge 
——— he commaunded to brynge 
¥ Cronicles and ſtor yes: which whe 
they werered before ¥ kinge they happened 
onthe place where it was wrytté,borw Mak 
docheus badcolde,that the Eynges two he 
berla ynes (which kepte Fercfholdesyfougbe 
to laie hondes on kinge Abafuerus.Andthe 
Eynge ſaide: What worſhippe and good ba 
ue we done to Mardocheus therforer Ther 
faydethe kyn ges feruauntes that myniſtres 
vnto bim. Chere is nothinge done for bitte 
nd che Eynge fayde: Who is in * courte? 
¶ for Aman was gone in to ? conrte withoue 
before } tingesboufe, > emight fpeate vm 
to $Bingeto hange Mardocheus on Fere, F 
be bad prepared foz him. And the kinges fee 
nauntes [aide vnto bim:Bebolde, Amã fro 
deth in the courte. Che kynge aide: Let bina 
come in.2ind whã Ames came in, ? kinge (at 
de vnto bin: What [hal be done vᷣnto $ maz, 
whom the Eynge wolve fayne beynge vnto 
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woꝛſhippe: But Hama choughe in his here: 
Wom ſhulde the Eynge els be glad to bey 
Se vnto worſhippe. bur mes 2nd Aman jay 
De vnto the Eynge: Let cheman vnto whom 
the Eynge wolde be glad to do worſhippe. 
be broughte hither, that bemaye be arated 
with the royall garmentes which the Eynge 
‘vfech to weere sand che horſe that the Eyn- 
gerydeth vpon, and that the cromne royall 
niaye be fee vpon bis heade And let this ray 
ment and horſe be delyuered vnder the han⸗ 
de of one of the Eynges prynces, that be 
maye araye theman withall (whom the Fyn 
ge wolde fayne bonoure) and cary bim vpon 
ebe bozfecbhorow the ſtrete of the cite, and 
canfeic co be proclamed before him: Thus 
fhal ic be Done co enery man, whom the kyn 
ge wolde fayne honoure. 

The Eynge fayde: Make haiſt, andtake 
(as thou baft fayde) the raymẽt and the hoz 
ſe, and do even fo with Mardocheus ¥ ewe 
that ficrech before the tynges gate, andlet 
nothinge fayleof all that chou baft (poten. 
Thencoke Aman the ra yment and the hoz 
fe, and arayed bim, and broughte him on 
horßbacke thorow the ſtrete of the cite and 
proclamed be fore him: Euen thus ſhall it 
be done vnto euery man whem che Eynae is 
difpofedco honoure. And Mardocheus ca- 
me agayne to the Eynges gate, but Aman 
gat bun bome in all the haiſt, mournynere 
with bare beade, and tolde Geres bis wyfe 
and all bis frendes, enery thynge that bad 
bappened him Then fayde bis wife men and 
Serves bis wyfe vnto bim: yf it be Mardo⸗ 
cheus of the fede of the Jewes, before wh 


thou haſt begonne to fall, thou canftdo no- 
tbhynge vnto bins, but ſhalt fall before bins. 
Whyle they were yer caléynge wich him, ca 
me the tynges chamberlaynes , and cauſed 
Amano make haiſt to come vnto the banc 
tee chat Heſter had prepared. 
The Vi.Chapter. 
1¢ Cid whan the Eynge and Amar ca- 
Ey) me to the bancFet that quene Heſter 
F bad picpared, the kynge fayde onto 
Heſter on che fecondedaye whan he had od 
Eenwyne: What is chy peticion quene Heſ⸗ 
ter,that it maye be geuen ther2ind what re- 
quyzeft chou 7 Ree areenen halfe of the ems 
pyze,and it [hal be done. Hefter F quene an 
fivered andfayde: nf J baue founde grace 
in thy fighte ® Eynge) and yf it pleafe che 
Eynge,chen graunte memy lyfe ac my deſyre 
and my people for my peticions fate: for we 
are foldeto be deftroyed,to be flayne,andto 
periſhe. And wolde God we were olde co be 
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bondmen and bondwemen, then wolde J hol 
de my conge, fo ſhulde not the enemye bẽ ſo 
hye to the kynges barme. The Eynge Ahaſ⸗ 
vers ſpake ⁊ ſaide vnto quene Heſter: Wat 
is he that ? Oz whereis be p darre preſüme 
in his mynde to do ſoch a —— that 
maner? Heſter ſa yde: The enemye and aduer 
[ary is this wicked Aman. 

As for Ams, be was erceadingly afraicd 
before * kynge z F quene.Andehe kynge aro 
fe frs che bancket ⁊ fis F wyne in bis diſplea 
ſure, and wente in to the palace garden And 
Aman ſtode vp, and beſoughte quene Heſter 
foz bis iife: for be ſawe y there was a miſcha ũ 
ce prepared for him of the Eynge allready. 

And whan the kynge cameagayne ouc of 
the palace gardeninco > parler wherethey 
Had caren, Aman hadlayed himvpon the 
bed that Hefter fac vpon. Chen ſaide the kin 
gerwyl be fozcethe quene alſo beſyde me in 
the boufes As fooneas that worde wente 
out of the kynges mouth, they coucred A⸗ 
mans face. 2nd Harbona one of the cham- 
berlaynes that ftove before thetynge,fayde 
Debolve,there ſtondet h a galowe in Amãs 
houſe fiftie cubytes bye, which he had made 
for Mardocheus, that ſpake good for > tin 
ge. The kynge ſayde: ange him theron. So 
they banged Aman on the galowe that he 
bad mave for Mardocheus Then was the 
kynges wrath ſtylled. 
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Be ſame daye dyd kynge Ahaſuerus 
br geue the houſe Sfamanche jeaves 
ay enemye, onto quene Heſter And 
Mardocyeus came before F Einge:foz Heſ⸗ 
ter toldebow chat be belged vnto her. And 
the kynge put of bis fynger rynge,whidy be 
had taken from Aman,z gaueit vnto Mar⸗ 
Docheus . And Heſter ſet Mardocheus ouer 
the houſe of Aman. And Heſter (pate yet mo 
re before the kynge, and fell Downe at bis fe⸗ 
te,z beſought him that he wolde put awaye 
the wyckednes of Aman the Agagite, and 
bis deuice that he hadymaginedagainft + 
Jewes. And the Eynge helde out the goldert 
cepter vnto Heſter. Then roſe Hefter,and ſto 
de before thet ynge, and ſayde: uf it pleaſe 
thetynge, andy fT bane foũde gracein bia 
figbe,z yf itbe conenyent for che tinge, and 
yf tebe accepred in bisfighte,tben let it be 
sorytté, p theletters of che deuyce of Amã 
the fomne of Amadachat the Agagite,maic 
be called agayne : which letrers be wrote, to 
beftroie * Jewes inall * kynges lõödes. For 
bow can JI ſe the euellthat ſhal happẽ once 
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my peeplezand bow can J loke vpon the be~ 
firuction of my Eynredy 

Then jayde F kynge Ahaſuerus vnto que- 
ne Zeſter, and co Nardocheus the Tere: 
DBebolde, FJ haue geuen Heſter the boule of 
Aman, zhim bane they hanged vpona tre, 
becaufe be layed bade vpon * Jeres. Wry- 
te ye nore therfore forthe Hewes, as it liketh 
‘you inche Eynges name, and ſeale it with > 
Eynges rynge (fortbe weytin ges that rere 
wryctten in > Eynges name, and fealed with 
tbe Eynges rynge, durſt no man dyfanulle.) 
Then were the Eynges ferybes called atthe 
famecyme inthe chirve moneth, that is the 
moneth Siuan, on thethre z twenticth daie. 

CAnd it was wryrcen( as Mardocheus cS 
maunded)vnto the Yeres and to the pzyn- 
ces,co the Debitics and capraynes in the 
bondes from India vneyll Ecbiopia,namely, 
an bundieth and ſeuen and tivent ye londes. 
vnto euery one acordinge to the rrytinge 
tberof, oncocuery people after their fpedye, 
and co the Jewes acordingẽ totheir wrytin- 
geand language. 

2nd ic was written in the Eynge Ahaſue 
tus name,and fealed with che Eynges rynge. 
And by poſtes that rode vpon fiwyfte yonge 
Mules, fence he rhe wrytinges , wher inthe 
Eynge gzauntedthe Jewes (in what cities 
fo ever they were)to gather chem felues to 
gether, and co ſtonde fortheir lyfe, and for 
£0 rote out,to flaye,and to deſtroye all the 
power of tbe people and londe that wolbde 
trouble chem, with childien and wemen, and 
to fpoyle their gocd vpon one dayein allebe 
londes of Eynge Ahaſuerus, namely vpon 
thechircench daye ofthe twolueth moneth, 
whidyis the moneth Adar. 

wD _ The fume of che wrytinge was, bow 
there reas a cOmaundement geuen in all lon 
destobe publified unto all che people,that * 
Jewes ſhulde be zeady agaynft chat dayero 
auenge chem felues on their encmies, 2nd 
the[poftes chatrode vpon the Mules made 
haiſtwitha il fpede,acordinge coche Eynges 
woe: andthe commaundement was deuy · 
fed in che caftel of Suſan. 

As for MTardodeus he wente out frem 
the Eynge in royall apparell of yaloro and 
wbyte, and wyth a gzeate cro wneofgolde, 
beynge ara yed witha gaiment oflinnen and 
purple, and $ citeof Sufan reio yſed z was 
glad: but vnto the Jewes there was come 
Tight and gladneffe, zioyez worſhippe. And 
i au londes and cities , in to what places fo 
encr the Eynges worde and commaundemẽt 

reached, there was toyez myrth, pzofperite 
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and goed Sayes amonge the Jewes: info 
mod) chat many of the people in the londe 
became of the Jewes beleue, for the feareof 
the Jewes came vpon then 
Thelx.Chapter, 

Li che cweluech monech,thatisthe B 

monech Adar, vpon che thyrcenth 

Daye, which the Einges worde and co 
Maundement bad appoynted,tbat it ſhulde 
bedone,euévpon Fame daie $ che enemies 
ſhulde haue defiroyed the Mewes to haue 
oppreffed them. it turned contrary wiſe euen 
$F che Jewes ſhulde ſubdue their enemies. 
Then gathered che Jewes cogecher in their 
cities within all * londes of Eynge Ahaſue 
rus, colaye honde on foc as wolde do the e⸗ 
uell, ⁊ noman coulde wit hſtonde them: for F 
feare of thé was come ouer all people. And 
all the rulers inthe londes,and prynces and 
Debities,and officers of che tinge promoted 
the Jewes: for the feare of Mhardecheus ca 
me vpõ che. For Mardocheus was greate in 
the Eynges boufe, z the reporte of bum was 
noifedin all loves, how be increafidz gree. 

Thus the Je wes finoce all cher enemies 
swith @ fore flaughecr,and flewe and deſtroy 
ed, ẽ Dyd after cheir wyll vnto [och as rere 
their aduerfaries. And at ¥ caftell of Sufan 
flewethe Hewes and deféroicd fyue hũ dreth 
men:z flewe Parfandatha,Dalpbon, Aſp 
tha, porarha avalia Aribaeba parmaltna S 
Arijjat,Aridai, Vaieſatha. the ten formes of 
Aman ¥ forme of Amadachi F enemie of the 
Jerwes:buc on bis goodes they layed no hau 
Des. At the jemecyme was che kynge certi, 
fied of che nombre of chofe chat were flaine 
ac the caftell of Sufan.Andehetynge fayde 
wnto quene defter:The Jewes haue flayne 
and defiroyed fyue hũdreth men at > caftell 
of Sufan,and che ren fonnes of Amã: What 
fbalchey do in the other londes of * kynge? 
What is chy peticion, t hat it maye be geuen 
the ? ⁊ what requireft chon moze to be done? 
Heſter fayde:f it pleafe thet ynge,let bine 
faffre cheJewes tomorow alfo to do acordin 
ge wnto this dayes commaundement, that 
they maye bange Amans ten ſonnes vpd > 
tre. And the Eynge charged to do fo, andthe 
commaundement was denyfed at Gufan, = 
Amans ten founes were hanged. And the 
¶Jewes gathered ché felues together at Su- 
fan, vpon the fourrenth daye of the moneth 
Adar, and ſlewe thre hundꝛeth men at Su⸗ 
ſan but oncheir goodes thcylaicd no hãdes. 
2s forthe other Je wes inthe tynges|s- & 

des, they came together, z ſtode for their ly⸗ 
ues, Z gatt reſt frõ their enemies and flewe 
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Of cheit enemies fyue and ſeuent ye thouſan · 
be, bowbeit they layed no bondes on their 
goodes. Chis was done on che thirtẽth daie 
of themoneth Adar, and onthe fourtenth 
daye of che fame moneth refted they, which 
@ayeebey orde yned co be a daye of feaftin- 
geand gladneſſe But the Jewes at Gufan 
were come togetber both on che thyrtenth 
aye and on the fourtenth , and on the fyf- 
tenth daye chey refted, and che fame daye or⸗ 
Deyned they co be a daye of feaftingez glad 
nes . Cherfore che Hewes that dwelt in the 
vyllages and wnwalled townes, orde yned > 
fourcench Daye of che moneth Adar, ro be a 
Daye of feaftinge and gladnes,and one fent 
giftes onto another. 

And Mardocheus wrotethefe actes, and 
feneche waitinges vnto all the Jewes F we- 
re in all $londes of Eynge Ahajuerus , both 
nye and farre, chat they ſhuide yearly recea 
neand bolde che fourtench and fiftench daie 
of the monech Adar, as the daies wherin F 
ewes came to reſt from their enemies,z a6 
@ moncth wherin their payne was turned 
totoye,and their ſorowe in co proſperite: that 
they ſhuide obſerue the fame as dayes of 
svealth and gladnes,and one to fende giftes 
vnto another, z to diſtribute vnto the poore 

nd che Jewes receaued it that they 
bad begonne to d0, and that Mardocheus 
wore vnto them: howthat Aman the ſoͤnne 
of Amadat hai all F Jewes enemye,bad de 
uyſed co defiroyeall che Jewes, and caufed 
the lot to be café fozco pur chemin feare and 
to brynge them to naughter and bow Heſter 
wente and (pate to the kynge that tho- 
row letters bis wicked deuyce ( which be 
ymagyned agaynft che Jewes)might betur 
ned vpon bis aivne beade, and how beand 
bis ſonnes were hanged onthe tre. For the 
webid) canfe chey called this daye purim af 
terthenameof thelor, acozdyngeto all > 
wordes ofthis wrytinge:and what they the 
fe — bad ſene, anð what bad happened wis 
tocbem. 
& And the ewes fer it vp,andtotcit vpon 


Lhe x. Chap, 


eben and their fede,and vponall ſoch as to 
ned chemfelues vnto bea that id pad 
not myſſeto obferue thefe twwo dayes yearly, 
acordynge as they were wrytté and appoyn 
ted,borw  thefe dayes are not to be forgot- 
ten,but to be Eepte of childers childꝛen ame 
ge all kynreds in all londes and cities. They 
are Re dayes of Purim, which are not to be 
ouerflipte amonge the ewes, and the me- 
moziall of them dughtẽ not to perifhe from 
their fede, 

And quene Heſter che danghrer of Abi⸗ 
bail and Mardocheus the Jerwe, wrote with 
all auctorite, to confirme this ſeconde wry⸗ 
tinge of Purim, and ſent the letters vnto all 
the TJewes in the hundreth and ſeuen and 
twentye londes of Fempyze of Abafiserus, 
with frendly and faith fisll wordes, to confir 
me theſe dayes of purint, intheir cymeap- 
poynted, acordynges as Mardocheus abe 
ewe and Heſterthe quene had ordeined cd- 
cernynge them:lyte as they vpon their foule 
and vpon their fede had cofirmed cheactes 
of che + faftinges and of bir cẽpiainte And 
Hefter comaundedeo ſtabiiſh chefe actes of 
this Purim, and co wiyte themin a boke. 

The x. Chapter. 

Lhd the tyn ge haſuerus layed tribu 

te vpon the londe, and vpon the Iles 

of the See. As forall > worke of bio 
power andancrozyte,and F greate worfhip 
Br of AFardocheus, which the tynge gane 
im, bebolde, itis wzytten in the Cronicles 
of che Eynges of trlediaz perfia, Gor Mare 
Docheus the ewe was the feconde nerte vn 
to Eynge Ahafuerus, and greate amonge » 

Fewes,and accepted amonge the mul 

titude of bis drethren, as one f 
ſeketh che welth of bis peo 
ple, and fpeatech the 
beft for all bis 
ſede. 


The ende of thefeconde parte of 
the Olde Teſtament. 


Heitg€ 


The boke of Sob. 


She Soke of 


Job. 
What this boke conteyneth. 


Chap · Lit, The proſpertte of Fob,andhow 
Godgeueth Satan power ouer his body AD 
goodes which bets content withall 

i. Theflefy cannot fuffrerandhere 
‘Tsdeferibed the onpacient man, that grud- 
geth agaynft thetudgment of God. 

Chap. ill. Jobs frendes comforrehim,and 
Geuchis fpnnes the blame of his punyfomet- 

- «Ve Chatnoman ts without fynne- 
Aprayfe off theallmightynesfe andlouynge 
Eyndneffe of Goo- 

Chap. Vi. Joberenfeth his owne vupacien- 
ce,layerh ypocryfie tobis fredes charge. AD 

fayeth they are bur Dyffemblers- 

Chap. Vil. frendly contencton that Job 
‘maketh with God, fhewinge the myferable 
lifeand rranayle of man. 

VUL Baldadreproueth Fob. The na- 
‘tureof ypocryres- 
‘bap: IX. 2lCmen are ſynners in thé fight 
‘of God, and righruoufneffe commerb only of 
ime puny fier alfo whom bewill. 


Chap: Yo manis without fynne, nether 
maye eny man efeape the honde of God 
Chap. Xt. Gophar reproucth Fob of fynnes 


‘and for fo mod) as no man maye with{ronde 
God,he bydderb him be paciée. 

Chap. Xt. Wil chinges come off the mightie 
‘OwinaunceofGod Che wicked haue better 
Dayes then the godly. 

Chap XUL. Fob fpeakcth ashethinFeth, re- 
prowteth the ypoceyfy of bis frendes,and co 
mendeth the wifvome of God. 

Chap. xXull, Themiferable life off man. 

Chap. XV. XVI. Loman is tnnocét before God⸗ 
The conuerfacton of the vngodly- 

Chap. XVil. ob declareth bis myfery- 

Chap. Xvul. BHaloadrepzoueth Fobas vagod 
y.and fhewerh the punyfhment off the wic- 

‘ed. 

Chap. XIX. Job ſpeweth his mferable ef 
tate,and reproueth bis frendes,in tharthey 
increace his payne. 

Ap. XX. punyfinent off the proude. vn · 
godly and ypocrytes- . 
Chap. XX. Wicked menhaueprofperite in 
‘this wo2lde.Godpunyfherh acozdingetobis 
owne will 

Chap. . They tell Fob,that is punyſh · 
‘ment cometh for bis fynnes- 

Chap. XXIt. XXUIT. Fob defendeth bis innocécy 

p.  XXV. LTomiis innocét before God. 

Chap. XXVI Fobmodeth bis frédes becan- 
fethey go aboureto prove rbetbynge, that 
hedenteth nor.Che power of God. 

Chap. XXVil. God punyfheth vs nor acozwinge 
ro oure merites,bur ts mercifull and fparerl 
euen the ongodly Agayne,be daftencth the 
mojt righteous(as Job was)with aduerfite. 

Cheap. XXVIL The wifoome Ad foreFnowlege 
of Gov. 

Chap. XXIX. The profperite thar Fobwasing 
fore Bis nnocency and good dedes · 


hep. 


Chap. 
Cheb, 


Khe fire. Chap. eo. i. 


XXX. Ze complayneth of hismyfery: 
‘how theignozaunt andfymple people ie 
bim to feozne. 
XXX Berehesrferh his innocée life. 
XXXIL. Sobs frendes areangrie, and 


‘Dep: 
foxfsEebins. 
ap. XXX. Godpunyfheth for fynne, yer 
beereth hea mefe prayer. 
XXXILL. Job withftveth the wordes of 
them,whidy faye,that the wicked only are puů 


Chap. “Xxx. IXXL-XLL The foreEnow 
lege and wifoome of Gov. 

ap. -XLU. Jobs frendes are repzoned, 

— IS reſtored tobis proſperite a⸗ 


The fuſt Chapter. 


— N thelode of Hus there was 
nan called Tob:an innocent 
i | —* and vertuous man ſoch one as 
KS ie ‘f iM feared God,andefchucdevell. 
a Thisman bad vij.fonnes,and 
ti.donghters. is ſubſtaunce was vij . M. 
epe i M. camels, v. C. yock of oxen, v. C. 
aſſes, and a very greate houjholde: ſo y 
was one of the moſt principall men amõ · 
ge all them of the eaſt countre. His ſonnes 
now wente on euery man, and made bancket · 
tes:one Daye int one hovfé,anotber daye in a · 
nother,and ſent for cheir ti. fiffers,to care z 
drinte with chem. So when they had paſſed 
ouer the tyme of cheir bancPettinge rounde 
aboute, Job ſent for them, and clenféd them 
agayne ſtode vp carly, and offred fer every 
onea betofferinge. For Job thought thust 
eraduenture my fonnes bane done ſome of- 
Rince,anb baucbene vnthankfull coGod in 
their bertes, And thus ———— daye. 
a 


Gen · az· d 


lob.aa·c 


Fhe ij. Chap. 


Iturne thither agayne. TheLORDE Gane, Eccli.go.b 
andtheLORDEbath taken awa yecthe LOR. Sens-d 
DE bath done bis pleafirre now bleffed be F pratns.a 
name off the LORDE. In all theſe thinges loba.b 


The boke of Sob, 


DB Clow vponatyme,when the ſeruauntes 
Toba-2 of Godcameand ſtode be fore the LORDE, 
Sat han came alſo amonge theim. And the 
LORDE fayde vnto Sathan: Fromvhence 


uPess. 


commeſt thou? Sathan anfivered the LOR- 
p DE, and fayde: J baue gone aboutethe lsc, 
GND walked thorow it. 

Then ſa yde the LORDE vnto Satha:bafé 
thou soe confidered my ſeruaunt Job, bow 
tbat beis ait innocẽt and vertuous ma: ſoch 
one as feareth God,and efchueth evell, and 
that there is none lite bin in the londe: Sa 
than anfivered,and fayde onto the LORDE: 
Doth Fob feare God for nanghe 7 haſt thou 
not preferned dim, bis boule, and all bis ſub⸗ 
ſtaunce on euery fyde7 haſt thou not bleffed 
the wozkes of bis hondes7 Is not bis poſſeſ 
fionencreacedinebelonder But laye thyne 
honde vps him a litle touch once all chat be 
hath and I boldeybe fall curſe the to thy 
face.2And che LORDE fayde vnto Gathanilo 
all chat be bath,be in thy power: only vpon 
bim (elf fe chat thou laye noc thine honde. 
Then wente Sathan foꝛth fromthe LORDE. 

Low vpona cercaynedaye when bis fon 
nes and dougbrers were eatinge, anddzyn- 
kinge wyne incheir eldeft brothers houfé,che 
re came a meffaunger vnto Job, and ſayde: 
DObyle the oren were a plowinge, andthe 
Affes goingein che pafture beſyde them:the 
Sabees came it violéely, and tobe them all 
awa ye: yee they haue flayne the fernauntes 
with the fivearde,and J only rannemy wa- 
‘ye,to tell che. 

And whyle he was yetfpeatynge, there 
came another, and ſayde: The fyre of Godis 
fallen from heauen, it hath conſumed z brẽt 
vᷣp all the ſhepe and ſeruauntes: and J only 
ranne my wa ye, to teil the. In the meane fea 
ſon whyie he was yet ſpeakinge, there came 
another, and ſayde: The Caldees made thre 
armies, and fellin vpon the camels, which 
theyhaue caried awaye, yee and flayne the 

> ſeruauntes with che fivearde:and J only am 
gottẽ awaye,tocell the. Whyle be was ſpea 
Binge,there came yet another, ãd ſa yde: Thy 
ſonnes and doughters were eatinge ãd dryn 
kinge wyne intheir eldeſt bzothers houſe, gd 
ſodenly there came a mightie greate wynde 
out off the South, and ſmote the iiij. coz- 
ners of the houſe: which fell upon thy chil- 
dren ſo that they are deed:and J am gotten 
awa ye aione, to tell rhe. 
Then Job ſtode vpand rente his clothes 
Phaued bis heave, fell downe vpon the groũ 
de, worſhipped, and ſayde: Nated came J 


Feces, out of mymothers wombe, and nared [hall 


dyd Tob not offende, ner murmured fooliſh 
lyagaynfé Gov. 


Che (LL Chapter. 
Thappenedalſo apon atyme. chat A 


when the ſeruauntes of God came Z Jopab 


iy fode befozethe LORDE, Sathan ca- 
mealfoamongerbem, and ſtode before him. 
And the LORDE fayde vnto Gatrban: 


Srom whence commeft thou?r Sathan an~ p.re5.b 


ſwered and ſayde: J baue gone aboute the lõ 
de, and walked thorow it. 

Then faydethe LORDE vuto Sathan:ꝛ 
Saſt thou not confidered my fernaunt Gob, 
bowrbacbeisaninnocent z vertuousman 
foch one as feareth God, and eſchueth euell, 
and that there is nonchte bimin thelonde 7 
But thoumoucdefE me agaynfé bim , to pu- 
nyfl Am:yet is it in vayne, for be contynn- 
eth fill inbis godl yneſſe. 

Sathan anſiweredthe LORDE, and fayde: 
Syne fo: flzynneryee a man will gene all F 
ener bebath, forbis life. But la ye thine hone 
de vpon bim, touch bim once Spies the bone 
and fleſh and Iholde)he pall curfe the to 
thy face.Chen ſa yde the LORDEwnto Sa- 
* haſt thou him in thy power, but 

re his life. 

P Se wente Sathan forth fremtbeLOR- S 
DE, and finote Job with maruelous fore by- 
les, from the fole off the fore onto bis cror- 
ne:fotbatbefat vponthe grounde in the af 
fhes,andferaped of the etter off bis (ores 
with a porfherde. 


Then faydebis wife vnto him: Doſtthou 5, 24; 


yet cOtynuein thy perfectneffevcurfe God, z 
dye. But Gobfayde onto her: Thou ſpeakeſt 
lite a fooũſh roma. Seinge we haue recea · 
ued profperite acthebonde of God, wherfo 
re ſhulde we not be content withaduerfice al 
ſor In all theſe thinges, dyd not Job ſynne lbs 
with his lippes. 

Aow when Jobs frendes herde of all ¥ € 
trouble, that happened vnto bins, rhere ca- 
me thre off thems, encry one from bis owne 
eres namely, Eliphas the Chemanite, 

ldadthe Subite,and Sophar the NRaa⸗ 
mathite. 

For they were agreed together co come, 
to ſhewe their compaffion vpon him and to 
comfeztebim. So when they lifte vp theit 
eyes a fare off, they Enewe him not. 


A 


Simile 


P) 


The boke of Sob. 


Then they cried, and wepte: then every 
one off them rente bis clothes, and fpzyncF- 
leo duft vpontheir heades in the ayre. They 
fac them downẽe by him alſo vpon the groun 
de vq̃· dayes and vij. nightes. Nether was 
there eny of chem that ſpake one worde vit 
to bim, foz chey farcecbat bis payne was ve 
ry Greate, 

The ll. Chapter. 


Iq Ster this opened job his mouth, and 
curſed bis daye,and fayde:loft bẽ that 
daye, wherin J was borne: andthe 

night,in the which iẽ was ſayde: there is a 
manchilde conceaued. The fame daye be tur 
nedto darckneſſe, and not regarded of God 
from abone,nether be ſhyne ð vpõ a" Light: 
but be conered with darck neſſe, and che 
doweofdeath. Lerche dymmneclonde fall 
wponit, and let it be lapped in with for0- 
we. Let the darckſtorme oͤuercome ynight. 
let it not be reckened amonge the dayes oF 
the yeare,ner counted inthe m: 
pyſed be chat mighe,and difcommended : lee 

mthat cure the daye, geue it their curfe 
alfd,euen chofe that bereadytorayfe vp Ze 
uiathan. Leecbeftarres bedymme thozorw 
darckneſſe of tc. Levit lote for light,burlecic 
[e none, nether the ryfmnge vp of tbe faye 
momynge: becauſe it ſhut not vp the woin · 
be that bareme, ner hyd theſe ſorowes fro 
myne eyes. 

Alas, why dyed Inot in ¥ byths Why 


iere as a dyd not J peryſh, as fooncas J came out 


9 
my mothers wobe7Wby fee theyme vps “ff 
ir knees? Why gaue they me ſuck with cher 
breſtes? Then ſhulde J now haue lyen frill, 
I ſhulde haue flepte,and —————— as 
the tynges Folozdes of ¥ earth, whidy bryl 
de them felues fpeciall places: As the pryn · 
ces thatbane greate ſübſtaunce of goloe, z 
their boufes full of iver. baer} weecty 
Gad no beynge, oz were as atbhige borne out 
of tyme(thatis put aſyde) ether as yonge 
childzen, which never fae the light. There 
mufé che wicked ceaffe from their tyranny. 

€ there foc as areouerlaboured,be at reſt:the · 
reare thoſe letten out fre, which haue bene 
in prefon,[o that they hearenomore the voy 
ceoftheoppzeffoure: Therearefinalland 
greatexchebonde man,and betbatis fre fro 
bis mafter. 

Wher foꝛe is the light genen,robim that 
is in myſery? and life vnto them, that ba- 
ue heuy hertes? (Which longe for death,and 
ic commeth noe: for yf theymight fynde tbe 
it graue, they wolde be maruelous glad, as 


The it. Chap. Ao. ij. 
thofetbatdygae vp treafure) Torbe man 
whofe wayeis hyd whidyGod kepeth backe 
from bis. 

Thisis the canfe, that J fygbe before J 
eate,andmy roaringes fall out hte a water 
floude. For the thyngethat J feared, ts cor 
mevpen me: andtherbyngetbat J was ae 
frayed of,is bappencd vnto me. Was J noe 
happy? Had 3 noe quyetneſſe? Was JI nos 
inrejtz And now commerhfoch myfery v- 


pon me. 
3 and fayde onto bim: Mf we begynne 
tocomon with the, peraduẽture thou 
wile be myſcontent, but who can withoͤlde 
bimfelf from jpeatyngerBebolde,thou haſt 
bene a teacher of many, and haſt comforted 
Eby wernee bane Re wp ehofeeba 
y wordes bane fet oſe that were 
—— beftrefrejj Bence weate tnees, 
ut nowt har +e plage is come vpor the, 
thon ſhrẽckeit acra yenow chat it bath con 
chev chyjc.fitbou are faint bared. Where is 
noweby fearcof Gov, thy fredfaftneffe, chy 
pacience;and the perfectneſſe of thy lifer 
Confivzee(F pra ye the who eucr peryfhed,be 
yogeaninnscenty Oz, when were the godly 
eyed? As ſorthoſe chat plowe wicFed- 
neffe(as I haus fenemyfel fand (owe myfche 
fecbeyreape ¥ fame. For whe God bloweth 
»pon chem, chey peryſh, and are deftroyed 
thorowthe blaſt of bis wꝛꝛath. The roaringe 
of thelyon,the cr yenge off the lyoneſſe, F 
—— lyds whelpes are brekẽ. The gree 
te lyon per yſheth becauſe be cã get no pray 
— the lyons whelpes are ſcatred abro⸗ 


There is ſpoken vnto me a thynge in coun B 
cell, which bath geuen a terrible ſounde in 
myne eare with ¢ vifionin the night, wher 
men are fallen a flepe. Soch feareand drede 
came vpõ me,thar allmy bones ſhoke. And 
when the wynde paſſed ouer by me, the hay · 
res of my fleſh ſtoͤde vp. 

Then ſtode chere one before me, whofe fa- 
ceF Enerwendt:an ymage there was, and the 
wether was fill,fo that J berde this voycet 
Waye a man be inféified before God 7 Mia- 


The MI. Chapter. 
Sen anſwered Eliphas of Theman A 


ye there eny man be iud ged to be clene, by rea jobr⸗a 
fon of bis owne workes? Beholde, he hath Plaligza 
founde vn faythfulneſſe amonge bis cwwne Roms. 6 
fernauntes, and proude difobedience amon sPead 


ge bisangels. 
How moch moꝛe thẽ fal epextyce beet 
ey 


Tob.ad 


Galac.a 


Danse. 


Khe boke of Hob, 


in houſes of claye, whofe foundacion is bat 
earth)bemoth eaten? Chey fhalbe deftroy 
ed from the mornynge onto the enenynge: 
yee they [hall perifly, ozener they be arwarre: 
and berafenarweaye fo clene,thatnone of thẽ 
ſhall rema yne, but be deed, or euer they be a- 
warre off it. 


Che V. Chapter, 


BW Ace Ame me one els, yf thou canſt fynde 
e enyryee loke aboute che, vpon eny of 
NO) the holymen. As forthe fooliſh man 
Difpleafare kylleth him, and anger ſla yet h ¥ 
ignozanne. J haue ſene my ſelf whentbhe foo 
Pfalss.d [ify was depe roted that his bewt y was fove 
ly deſtroyedrthat bis chiidren were without 
prefperite or health: that they were flayne 
In the doze,and no mã co delyner them:t hat 
Deus. d his harueſt was eaten vp off the bungrie: 
that the weapened man bad fpoyledit, and 
that the thurſtie had droncke up bis riches. 
‘eis nor che earth that bryngeth forth tra· 
mayle nether commeth ſorowout of ¥ groũ. 
derbut it is man, that is borne vnto myſery, lt 
te as the byrde for to fle. 
But now will J fpeate off che LORDE, 
andtalte of Godnvbich doth chinges, that 
Devash ate vnfearcheable,andmarueles without nd 
ito bre:Wbich geueth rayne vpõ the earth, and 
ponreth water vponallebinges: which fec- 
teth vp chem of lewe degre and ſendet h prof 


sReab perite,rocboferbararcin bewyneffe: Mhich 
deſtroyeth the denyces of che ſot yll. ſo chat 
Ehmsc theyarenorable to perfourme the thynges 


1Cors.c that cheytate in hove: which compaleth ¥ 
Pfalsa-b  rvyfe in their orone crafcyneffe, and cucrero- 

werbthe councell of che wicfed: In ſo moch 
deu as e that they runne inco darck neſſe by fay:eda- 
ye, and grope abouts them at the noone da- 
ye,liteasin thenigbt. 

And fo bedelyuereth the pooze frem the 
ſwearde, from their mouth,and from the bo- 
de of the cruell: that the poozemaye banc bo 
pe, zthattbe mouth of the oppꝛeſſoure ma- 
yebeftopped. 

C Bcheloe, happicisthe man, whom Goo 
Prob panyfheth:therfoze,defpyfence then y haf 
LESSEE Cenyngeof the Allmighty· Sor though be 
Okeca matea wounrde,be geucthamedicyne agay 

ne: though befimyce,bis honde matecbwbo 
le agayne. 

Hedelynereth che ont of fire troubles, fo 
thatin che ſeuenth there can no harme te uch 
the. Incthe myddeſt of honger be ſaueth ¥ 
frombdeach:and when it is warre, from the 
power of the ſwearde. 


Dal.o · a 


The vi. Chap. 


Se ſhall kepe the from the perlous tonge 
fe ees Tonble —— thou ſhait 
not nedeto feare. Gudefiruccionandderth pralso 
thon ſhalt be mery, and ſhalt not be afra yeð 
forthe beaſtes of theearch:But the — 
inthe londe fal be confederate with the, 
the beaftes of che felde fall gene rhe pea- 
* 


cẽ: 
meetbou [hale fe,that thy dwell ynge ple 
ce ſhalbe in rtd fhale bebolve thy ſub · 
ſtaunce, and bencmoze punyſhed for ſynne. 
Chou fhalc ſe alſo that chy fede ſhali encre 
ce and that thy poſterite ſhalbe asthe graſ 
fevpontheearth. Thou [hale come tothy 
graue ina fayre age, like as ¥ corne ſheeues 
Gre brought in to the barne in due feafon. 
Lo,this ts the matter, as we oure ſelues hae 
we proued byerperience. Ther fore nowthae 
thew heareſt it,cate better hede tothy ſelff. 


The Vi. Chapter. 


Ob anfivered, and fayde:Oebarmy 
mifery weereweyed,and my punyfh- 
Vſ ment ia yed inthe balaunces: foꝛ then 
Plhulde it be heuyer,thenthe ſonde of the fee. 
— the cauſẽe that my wordes are fo ſo · 
rou 
Foꝛthe allmig hty hath ſhott at me with 
bis arowes, whofe indianacion bath dronẽ · 
ke vp my ſprete and ¥ terrible fearcs of Ecd 
fight aga ynſtme. Doth the wilde affe reare 
when bebath graffer Dz crieth che ore, whe Amoesa 
bebath foover ynoughs Maye a thynge be 
eaten vnſeaſone d, or wit heut faley YObar. 
taiſt hath ¥ wbytewithin the yeke an egg? 
The thinges that ſomet yme J miðe ht not a 
waye witball,are now my meãte for very ſo 
row.· O that Imight haue my deſyre: O¥ 
Sod wolde graunte me thethyngge, that J 
longe foz:E bat be wolde beg ynne andfing 
te merthat ke wolde let bis honde go, z bew 
me downe. Thẽ ſhulde I haue feme cs fortes 
xXee J wolde defyze bum my payne, that be 
ſhulde not ſpare. for J willnocke aga ynſt F 
wordes of the holy one, 

What power haue Jto endure? Oꝛ what BH 
is myneende,that myſoule might be paciẽt? 
Is my ſtrengththe ſtrength of ſtones 7 Oz, 
is my fie ſh made of braſſe: Am able to bel 
pe ſelf Is noemy firengeh gore fro me, 

Ec as yf one withdicwe g gocd dede frem 
bis frende,and forſote the feareof Gods My 
ne orone brethren peffe cucr by me asthe we 
terbroke, that hafiely runneth t horor ¥ val 
leys. Bue they thar feare the horefi oſt, the Passe 
Snowe ſhal fall vponthem. 


Denas.g Jlayed me downe to fle 


Che boke of Job. 


When their tyme cSmech, they ſhalbe def 
troyed and ——— and when they be fee on 
fyze.chey ſhalbe r· moued ont of cheir place. 
forthe pacbes y they gout, are croledr they 
haiſt after vaynethinges, and ſhal periſh. 
Confidze che patches off Cheman,z the way 
es off Saba, wherin they baue pur ebeir 
truſt Confounded are they that puceny cõ· 
fidence inchem: For whẽ they came to optey 
ne the thynges that they loked for, they we⸗ 
re bꝛought do confucion. 

uz ſo are ye aiſo come vnto merbut now 
that ye ſe my myfery, ye are afrayed. Dyd 
‘TJ def yz you to come hyther? O2,ro geue me 
eny off youre fubftaunce To del yuer me 
ame from the enemies honde, or to faue me 
fromcbe poweroff the mightie: Teach me 
and J roll holde mytonge: and yf J do er · 


te, me nt. 

WOberfore blame ye thenthe wordes, that 
ave wellanderuly [poten 7 which of you cat 
Sepsone cpatiny Sas ynge eulyesar yearel > 
tyll co check mens fayenges, and can fpeate 
many worbdes inthe wynde. Re fall vponthe 
fatherleſſe, ãd goaboute to ouerthzowe you 
re owne frende. YOberfozelote not only v- 

on me, but vpon yeure ſelues: whether J 
ye, or no Turne in to youre owne felues ( 
praye you) be ind fferent iudges, and confi- 
Ddremyne vngyltineſſe: whether there be eny 
vnrightuouſneſſe inmy tonge, or vayne wor · 
des in my mouth. 


The VILChapeer. 
% SY the life off m ã vpon earth a 


C 


very bara yl Are net bis dayes, lite 

X chedayesofanby:ed feruauntes For 
liteas a Londe ſeruauni deſyreth the ſhado 
we, and as an hyrelinge wolde fayne haue 
an ende of bis worbe: Euen > haue Flabow 
red wholemenctheslonge(butin vayne)and 
manyacarefullsight haue J tolde. When 
e Iſayde: O when 
ſhal Irye? Actayne. J longed ſore for the 
night. Thus am} full off ſorowe, till it be 
darcke. My fiefhis clothed with wormes, 
fylthineſſe and duſt: my ſleynne is wythered. 


lob.⸗ and crompledtogether:my dayes paſſe ouer 


44:4 mozefpedely,thé a weeuer can weene out bis 
we bbe, and are gone, 92 J am awarre. D re- 
membrꝛe, that mylife is tuta wynde, ad that 
myne eye ſhal nemore fetbe pleafures therof 
yee and that none other mans eye ſhall fe me 
eny moze. §o2 yf chou faſten thine e yes vpon 
me, J come to nangbe.lite as a cloude is cd- 
famed and vanyſhẽed awa ye, euen ſo he that 


DThe viij. Chap. Ao. ti. 


goeth downe to bell, commeth momoze vp, 
nevturnetbagayneinto bis boufe, nether 
hall bis place knowe bim eny moze. 

Therfore J rill not fparemy month, bue 
rill fpeateinthetrenble of myſprete in ¥ 
byctterneffeof my mynde will F talke. Amy 
a fee or a whalfyfh,thatchouFepeft me fom 
prefon7 When Ithynke my — com 
forteme, ſhail haue ſomẽ te freſ ſhinge by 
talt ynge wich myſelf vpon my couche Thẽ 
troubleſt chou me with dzeames , ãd mabeſt 
mefoafrayed thorow viſiens, that my ſouie 
wyſſ heth ratherts be hanged, and my bo» 
nes to bedecd, 

I can ſe no remedy. J ſhall lyne nemore: 
O ſpare methen,formy da yes aͤre but vayne 
What is man;that chou haſt b.min dy re 
putacion, and ſetteſt fomod by bint 7 Chor 
takeft diligent care for him, and ſodẽly deeſt 
thou trye him. 

Why aceft thou not frome, ner letteſt me 
alone ſo ionge till Iſwalow downe my fpet- 
le? J haue offended-wohae yal 5 do vnto y, 
O chou pꝛeſeruer off mens Why haſt chow 
made me to ſtonde in chy waye, and am ſo he 
uya burden vnto myſeif? Why doeſt chow 
not forgeue me my ſynne Wyerfore takeſt 
thou not awaye my wickedneſſe? Beholde, 
now muſt I flepe inthe duſt: and yff thou ſe⸗ 
keſt metom̃orowinthe momynge, J ſhalbe 
gone. 


TheViil Chapter. 


6 Henanfwered Baldad the Subite, 
and fayve: How longe wilt thoutal- 
ke of fod) thinges? how longe ſhaly 

mouth fpeate ſo pronde wo:des7 Dot h Hoo 

peruerte thet hinge that is laufill7O2,d0eb 
the Allmightie deſtroye the thynge that is 
right? Whẽ thy fonnes ſynned agaynft bim, 
dydnot he punyſhthẽ for their wickedneſſe? 

MfFebou woldeſt now reſorte vnto God b 

tymes,and mate thine bumble prayer to 

Allmighcie:yf chou woldeſt aye a pureand 

a godiy life: ſhulde be not wate vp vnto the 

immediatly,z gene the the bewtie of rith- 

tuoufueffe aga yne? In fomoch, that whe- 
rei focuerthou hadveftlitle afoze, chou ſhul 
deff now baue greate abundaunce.Enquere 

of chem that bauckencbeforethe,fearch dili 

gently amongethy forefathers: Namely, yÿ 

wearebut of yefterdaye, and confidre not, 
that oure dayes vponcarth are butha very 
fhavow. They fhall fheweehe they ſhalĩ 

tell che, yee they will gladly confeffe the ſa · 

me. 


ae iij 


Danza 


Matto 
Dev'.g.2 
Genara 


Tobe 


Dew.30.8 


Phaligsa 


The bofe of Gob. 


1H  Wiayeareffhe be grene without moyft- 
neffermaye che graffe growe without wa- 
tery Noꝛbutlor euer it be ſhot forth, and oz 
ener itbe gatbered)it wytbereth , be fore eny 
other berbe.sEuen fo goeth it wich allcbent, 
that forget God: and euen thus aiſo ſhal the 
ypocrytes hope come to naught. His confi 
dence ſhalbe deſtroyed, for he truſteth in « 
ſpyders webbe. 

He leeneth him vpõ his houſe, but he ſhal 
not ſtonder he holderh him faſt by it, yet hal 
be noc endure. Oft cymes a thinge doth 
Noriſh, and men thynte that it maye abyde 
ebe Sonneſhyne: it ſhutech forth the braun 
ches in bis garden, it taketh many rotes, it 
mochthat it is like an boule off fiones. 
Duc yf wt be taken out off his place, cuery 
man denyetbit,fayenge: Iknowe the noc. 
Lo,chus isit w' him, that reioyferh in bis 
orvne doinges:andas foz other, ihe y gromwe 
out of theearth. 

Beholde, God will not cafEawaye a ver- 
tuous man, nether wil he helpe the ongedly, 
Thy mourh ſhall be —————— 
thy lyppes with gladneſſe. Theythat bate 
the, ſhalbe confounded,z y drwellinges of ¥ 
vngodly ſhal cemeto naught. 

ThelX.Chapeer. 
4 Ob anfwered,andfayde: As for ¥ 
Pal.ig2.a FEnowe it is fo of atrenth,¥ aman 
robe 7, compared vnto God, can not be iuſti 
inbas.a feo. be wil argue wich him, be fhall nce 
be able co anfivcre bim vnto one amonge a 
thouſande. He is wyſe of bert,and mightie in 
ſtrength. Who ener profpered,thac rofc par 
teagaynft himẽ He tranjlatecbebemofitay- 
nes,o2 ener they be awarre, z ouerthiorweth 
theminbiswzath. de remoneth cheearth 
out of bir place, that bir pilers ſhake with- 
all. He commaunderh the Sone, z it ryfecb 
not:be cloſeth vp the ftarres, as it were vn⸗ 
dere fi gnet. He humſeif alonefpzederh cut ¥ 
beauens,and goerh vponthe wawes of the 
4 ale ce. He mabeth the waynes of heauen, the O 
5 rions, the —— andthe ſecrete places 
cal: ——— 


fenen are vnſearcheable, yee and wonders wit hout 
nombie. 
henne Rf became by me, Imight noe loke vps 


svich bie bim: yf be wente bis waye, ſhulde not per 
deFens. — mf bebebarty —— eny —— 
waye who wil mabe bimreffoze it aga yne? 

MWho wil ſaye once him:what doeſt chou 
Se is Gov, whofe wꝛath no manmaye with 
ſisde:but che proudeſt of all muft fEoupe vit 
der him. How ſhulde J chen anſwere hum or 


The ix. Chap. 


what wordes ſhulde J fynde ont agaynſt 
him? Reethough Fj be rightuous, yerroill J 
net geucbim one worde agayne, burmetely 
fubmyctce my felf co my indge. All be it that 
I cali vponbim,and bebeare me, yeram J 
not ſure ¥ be bach berdemyvoycezbe trou 
leth mefo with therempeft, and woundeth 
meoutof meaſure without a cauſe. He will 
noclermy ſprete be in reff, but fylleth me wẽ 
bytterneſſe. 

Rf men will ſpeake of firengeh, he is the © 
ſtogeſt of all: yf inẽ will [peake of rightouſ⸗ 
nes, who darre bemyrecorde? yf J will iuſti 
fie my ſelfan yne owne mouth (all cõdemne 
me: yf I will put ſorth my ſelf fora perfecte 
man ,he ſhal pꝛoue me a wicked doer: For 
that Iſhulde be an innocent, my cõſcience 
— it not, yee Imy ſelf am weery off 
my Life. 

This onethige wil J faye: he deftroyeth eects, 
both therightuous z engodly. And though ad 
be flayefivenly w* chefcourge, yet laugheth 
Beat the punyſhment of themnocent. As 
forthe worlde be geucth it oner into che 
wer of the wicked foc) astberulers phi 8 
ofallionves are full. Is it not for whereis 
there eny, but he is ſoch one? D 

My da yes bane bene more ſwifte, then a A⸗ 
runner: they are gone ſodenly, and haue ſene 
no good thunge. They are paſſed awaye, as 
the —55 that be good vnder ſale, and as 
the Aegle that haiſteth coche pray. When 
‘Jam purpoͤſed to forget mycemplayninges 
to chaunge my countenannce, and to cõ for · 
temy felfichenam J afrayed ofall my wor⸗ 
£es, for Jknowe, thou fauoureſt not an euell 
doer. Xf Ibe then a wicked one, why haue Fy 
laboured in vayne? Though Fj waſſhed my 
lf with finewe water,andmabe myne hon⸗ 
des neuer ſo clene, yer ſhuldeſt chou dyppe 
mein ¥ myre myne orone clothes fhuldedve 
fyle me. For he ¥ Imuſt geue anſwere vnto 
and with whom J goto lawe, is not a man 
as J am Nether ĩ thereeny dayes man to 
reproxe bot hthe partes, or to laye bis hove 
betwirtevs. Lerbimtate his rod awaye 
frome, yee let him mate menomore afrayed 
of bim,andeben ſhal J anfwere bim with- 
outenyfeare. Sozaslonge as Yamin ſoch 
fearfulneffe,3 canmate noanfreres And 
whyvitgreneth my foule colyue, 


Che X.Chapter. 


7 Lvertheleffe, now will J put forth A 
my wordes:3 wil fpeate ont of che 
¢ very benyneffe off my foule, and will 


The boke of Gob. 


Faye vnto God: ® do not condemneme, but 
fheweme thecaufe, wherfore chou iudgeſt 
Ine on this maner. Thinkeſt chou it well do- 
Ne,to oppreffe me,to caſt meofibeinge a wor 
Be of thy hondes) and to mante yne the coun 
cell of che ungodly ? Haſt thou fleßſhy eyes 
then, or doeſt chou loke as man iobeth? Are 
thy dayes as the da yes of man and thy yea- 
res as mans yeares rebar thou mateſt ſoch 
inquificion for my wickedneſſe, and ſearcheſt 
outmy ſynne? where as (notwithſtoͤndinge) 
thou kno weſt that Jam no wicked perfor, z 
that chere is no manable codelyuer meent 
of chine onde. Thy bondes Hane made me, 
zfalbioned me alitogether rounde aboute, 
wilt chou thendeftroye me fodély’® remem- 
bre ¶ J beſeke the) how thatchou madeft me 
of chemoulde of the earth, and ſhalt bzyn, 
gemeto cartbagayne. 

aft chou not miiked me,as it were mylck: 
andturned ime to cruddes life cheſe Thon 
haſt coucred me with ſu ynne and flefh, and 
foyned me togetber with bones z fynowes. 
Thon haſt graunted me life, and doneme 
good:and the diligenthedetharthontobefé 
vᷣpon me, bath pzeferucd my fpzere. 

Though thou byvefechefechinges ineht 
nebert, yet am I ſure, that chou remembzefé 
tbe all. Wher fore dideſt chen Fepeme, wher 
¶Ihnned, andbafé not clenfed me fromyne 
Offence? YF Jo wickedly, wois me therfo- 
ser Xf J be rightuons, yee darre Fnoclife 
vp my heade: ſo full am of confucion,and 
fe myne owne miſer y. 

C _ Thou hunteſt me oue (beynge in heuyneſ 
ſeas it were a Tyon, and troubleſt me out of 
meafare. Thou bringeſt freſh witneſſes a⸗ 
gaynft me, thy wrath increaſeſt chou vpon 
me, verymany arethe plagesthar Jamin. 
Wherfore haſt thou brought me outofmy 
mothers wombe O that bad perifhed,z 
thatno eye had fene me. f they had caried 
me tomy graue, as foone as J was bore, 
then ſhulde J benow, as chough J bad ne- 
uer bene, 

Shall noe my ſhort life come foone to art 
ende? D helde the fro me,leemealone, that 
J maye cafemy Elf alicle: afore J go thy- 
ther, from whence J ſhal notturne aga yne: 
Namiely, tothat londe of darck neſſe ⁊ Ihe - 
dowe of death: yeeinto that darck clowby 
fondez deadly fhadowe, whereas is no or⸗ 
bie, but terrible feareas inthe darck neſſe. 

The XL Chapter. 
A den anſwered Sophar the Naama 
* thite, and fayde:S bulde not he that 
matech many woides, be anſwered? 


Che rij. Chap. Go, iij. 


Sbulde bethat bableth moch, be commen- 
dedeberiny Shulde men geue care vnto che 
only 7 Thou wilt laugh other mento fcozne, 
zfhalno body mocke theagayneWilethou 
[eye vnto God: The thinge that J take in 
honde, is perfecte,z Jam ciene in thy ſight? 
O that God wolde /peate,and open bis lip- 
pes aga ynſt the, that be might ſhewe the 
(cucof bis ſecrete wyfoeme)boromanyfol- 
De bis lawe is: chen ſhuldeſt thon Enowe, 
* Govbad forgorrenche, becanfe oftby 
ynnes. 

Wilt thou fynde out God with thy ſekyn 
ge? vilt thou attayre to che per feccneſſe of 
the Allmightie? He is pyerthe beaut, what 
wilt thou do7Deper thẽ Hell, how wiletbow 
thenEnowe bim?s is lengeverceadeth the 
length ofthe earth, and bis becdth ¥ bredth 
ofthe fee. Though he tůrne ali chinges vp 
fyde dorene, cloſẽ them in, oz thruſt thẽ toge 
ther, who darre check him therfore? 

Gorit is be, chat tnoweth the vanite of B 
men: be fe: 


teth bim elf, andebe fonne of manis lites 
wylve affes foale . Rf chow baddeft now a 
rightberte,z liftefEvprbine hondestomar- 
de him: yf chou woldeft put awaye the wic- 
Pedneffe, which chon baftin bonde, ſo that 
no ongodlyneffe dweit in thy houfe: Then 
—— ser nie Pa Larrea fha- 


thou be ſure, and haue no nee 

deto feare. 
Shen ſhuldeſt chow ſorget thy mifery, 
and thynte nomore vpon it then vponthe 


waters thatrunneby. Then ſhulde thy life 
beas cleare asthenoone daye,and fprynge 
oath ao the mornynge. Chen mighteft chow 
comforth, in the hope that thou aft: 
zflepequyetly, whenthon art buried. Chen 
ibulbefeeboucateeby ref and nomã to ma 
— ——— ſhulde ſet moch 
bythe. Ao forthe eyes of the ungodly, they 
be confamed,and not efcape:theit hope 
ibe mifery and ſorow of mynde. 
The XI. Chapter. 
O Job anfivered, and fayde:Then R 
(1 Donte) ye are the men alone, and 
me ſhal perifh with you. But 
I haue vnderſtodinge as well as ye, and am 
no leſſe then ye. Ree who Enoweth not theſẽe 
tianges'E bus be that calleth vpð Gov, and 
sebhom Godbeareth, is mocked of his negh⸗ 
boure r; the godly z innocent manis laugh · 
ed to fcome. Sodlyneſſe is a light deſpy⸗ 
ea pace oreperisgi is ſet fort hemto 
omble vpon. 
p Ma tis 


their wickedneſſe alfo, fyulve treed 
benot chen confidze it? vaynebody exal- leresrd 
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Khe boke of Hob, 


The houſes of robbers arein wealeh and 
profperite, theythat malicioufly medle a · 
ga ynſt Sod, dwel without care: yee God ge 
uech allebinges richely with bis honde. 

Are the catell, they ſhal enfourme che: 
thefoules of cheayze, and they flalicell y= 
Speake to the earth, and it ſhali ſhewe the: 
Oꝛ tothe fyſhes of the ſee, aud they fal cer 
tifie the. What is be,bur betnoweth, that y 
bode ofeheLORDE made alltheſe: In who- 
fe bonde is the foule of euery Lynynge thin · 
ge, and the breth of all men. Haue nõot the ea 
res pleaſure in hearinge, andrhe mouth in 
taſtinge the thinge that it eateth? Amonge 
olde perſonnes there is wyßdome, and amõn 
gethe aged is vnderſtõdinge. Nee with God 
is wyßdome and firengeh, itis he that bath 
councell z forcknorwlege. Rf be breale dow 
nee thinge, who can ferit vpagaynesxf be 

neta chinge, who wil open it? Beholde yf 

e witholde the waters, they dzye vp : NF be 
leeché go,they deſtroye the earth. With bim 
is ſtrength and wyßdeme: be knoweth both 
the diſceauer, and him that ts diſce aued. 


C He carieth awa ye the wyſe men, as it we- 


re a ſpoyle, and bryngeth the iudges out of 
their wyttes. He lowſeth the gyrdle of kyn · 
ges, and gyrdeth their loynes witha bonde. 
he ledetha wa yethẽ preſtes into captinyte, 
and turneth the mightie vp ſyde dorone. He 


rar. ice tabeth the verite from outofcbe mouth, T 
Eze14h diſapoynteth ¥ atjed of their wyßdeme. He 


Luc.ia·a 


poureth outconfircion vpon prynces,and co 
forteth chem that bane bene oppzeffrd.LoFe 
what lyerh hyd in darcPneffe, he declaret h 
it oͤpelyand the very ſhadore of death brin 
gech heto light. He both increaſet hthe peo · 
ple, and deſtroyeth them: He maketh them 
to mulciplie, anddzyueth them awaye. He 
chaungeth the herte of the prynces and kyn 
ges of the earth, anddifapoynterh them: ſo 
thacchey go wadringe out of thewaye, and 
grope mthe darcke wit hout light, ſtackerin 
geto and fro like dꝛoncken men. 
The Xi. Chapecr. 
©, all this baue J ſene with myne 


% gD 
£2, eye, berde with myne care ,z vnder⸗ 


Prowi7.d 


D ſtonde it. Lote what yefnewe,that 
famedo J tnowe alfo, nether am J infiricz 
ico you. Neuertheleſſe FJ empurpofed to 
taite with the Allmughec, andmy deſyre is 
to comen with God.As foz you, ye are work 
maſters of lyes:and vupzcfitable pbifici- 
ans alltogether. Wolde God ye Eepte youre 
tounge, chat yemight be taken for wyſe men. 
ci dre heare my wordes, and pondietbe 
ſentence of my lippes. Will yemateanfive- 


Khe rxiiij. Chap. 

xe for God with lyes,and mãte yne him with 
difceate7VOil yeaccepte ¥ perjonneof Gov, 
andintreace for bimz Sbal chat belpe you, 
roben becalleth youto retenynge 7Chynte 
yerobegylebim, asa manis beg yled 7 pu- 
nyſh you hall beand reproue you, yf yedo 
fecretly accepteeny perfonne. Sballbenot 
mate youafiayed, when he ſheweth bimfel fe 
Shal not his terrible feare fall vps your you, 
reremembzaunce fbalbelite the duft,z you- 
re pꝛyde ſhalbe turned to claye. 

Hoͤlde youre tonges now, and let me ſpea · B 
ke, ſor chere is ſome thinge come in to my 
mynde. Wyher fore do J beare my fleſh in my 
teth, and my ſoule in myne hondes? Lo,the- 
re is nether cõ forte ner bope forme, yf be wil 
flayeme. But yf J fycweandrepzonemyne 
owne we yes inbis light, beis encnthefame, 
thatmateth mewhbole:and whytheremia ye 
noOMpocrite come before him, Heare my woe 
Des, and pondꝛe my ſu yenges with youre ea 
res, Beholde, though ſentence were geuen v- 
pon me J am ſure ko be knowne ſor vn gilcy. 
Whatis be, that will goto lawe with mez 
For yf J bolve mytonge.J ſhal dye Meuer 
theleffe graunte nie ij thinges, and then will 
not hyde my felf frem the. 

Withdrawẽ chine honde frome, Tlet not C 
the fearfull drede of che mate me a frayed. 
Andthen ſende formetothelarec, y Fj maye 
anfecere fez nry felfiozels , let me fpeate,and 
geue thon the anfivere. How greate are m 
myßdedes z fynnes 7 Let me bnewe m cate 
greffions z offences, Wherfoꝛre hydeſtthou 
thy face, and boldefé me for thine encmyez 
Wileehou be ſo cruell zertreme vnto aflyen 
ge leaf and fele we vpon drye fiubble 7 that 
thou layeſt ſo harplytomychar ge and wilt 
vtterly vñdeeme, for ¥ fynnes of my yougthe 
Thou haſt put my fote in the ftoces :thow 


wit hnondinge) muſt confuse hte as ã foule 
An that is borne oͤf a weman hath A 
and — —— flome. Hefiyeth as 
open thine cyes vpon ech one, andto brynge 
ge: No body. The da yes cf man are ſhorte 


Feftthe fteppes of my fete: whereas Yinct- 
carion,and as a cloth that is moth eaten, 
The xl. Chapter. 
§ nr but a ſhorte t yme toͤlyue, and is foll 
of dyuerſe miſeries. He cẽmeth vp, 
tt were a ſhadowe, and neuer continueth in 
one ſtate. Thinbeſt thou it now well donc,to 
me befoze the inindg ments Who canmate 
it cleane, that commeth of an vncleane thin 
nembre of bis menethes are kne wñne only 
vntothe. Chou haſt apoynted hem bis beun 
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des, be cannot go be yonde them. So from 
bim, chat he maye reſt a litle: vntill bis daye 
come, which he loketh fez, like as an byzelin- 
ge doth. 

RF a tre be cutt dorvne, there is femme hope 
yet, chat it will ſproute anð ſhute forth the 
braunches againe: For though a rote be wax 
en olde and deed inthe grounde, yer whẽ the 
ſtocke getteth che fencof water, tt will bud- 
De, andbrynge forth bowes, lite as when it 
was firft planced. But as for mar, when be 
is deed, periſhed and con ſumed awaye what 
becommeth of him? The fleudes whenthey 
be dryed vp, Tthe ryuers whenthey be emp- 
tie, are fylled agayne thorowthe flowinge 
waters of the ſeer but when man flepeth, be 
ryſeth notagayne, vntill the beauen periſhr 
be ſhal noc wate vp ner ryfe oůt of bis ſie pe. 
DO chacehou woldeſt kepe me, and hyde mẽ int 
the hell, vntill thy wrath were ſtilled: to ap 
poynte me a tyme, wherin chon mighteſt re- 
me mbre me. axye a deed man lyue aga yne? 
All che dayes of this my pilgrema ge am J 
lot ynge, whenmy chaungince [hal come xf 
thou woldeft buccallme, 7 ſhulde obeie theꝛ 
only deſpyſe noc the worte of chine owne 
hondes. 

§o2 chon haſt nombꝛed all my goyngtes, 
yet be not thou to extreme vpon my ſynnes. 
Thou haſt ſealed vpmyne offences, asic we 
re in a bagg: but be mercifull vnto my wic- 
kedneſſe. The mountaynes fallarcayeatthe 
laff, cherocPes are remoued cut of their pla- 
ce, the warers pearſe thorowthe very tones 
by litle and litle, tbe floudes waffhe a wa ye 
the arauell zearth: Euen fo defiroye? chow 
the hope of man in like maner. Thou preuay 
leſt aga ynſt him, ſochat be paſſet h aͤwa yer 
thou chaͤungeſt bis eſtate, and putteſt bint 

om the. Whether bis childzert come to wer 
ipe or no, be cannot tell: Andy fipey be 
men of lowedeare, be knoweth not. Whyle 
he lyueth. bis fleſh muft haue traua yle: and 
whbyle the ſoule is in ban, be muſt bein fo- 


rowe. 
The XV. Chapter. 

* Hen anſwered Eliphas the Thema 
nite, and ſayde ·Shulde a wyſe man 
> geue ſoch an anfiwere( as it were one 
that (pate inebe wynde)andfyll bis ſtomac 
Ee with anger 7 Thourẽ proueſt rF wordes, 
that are nothinge wroth :aud ſpeakeſt the 
thinges, which candono goed. bm fez fba- 
me, thou baff ſet it aſyde els woldeſt thou 
not mate [> many wordes before God: bute 
thy wickedneſſe teacheth thy mouth, and fo 
thou haſt choſen thea scaftie conge, Chine 


Che rv. Chap. Fo. v, 


owne mouth condemneth the, and not Jryee 
thine owne lippes fhappe the an anfwere, 
Pig chet ——— borne? 

2, waſt thou made before the hylles? 
thou — the fecrete — — 
all wyßdemẽ is to litle for ¥ What knoweſt 
thou, ¥ we knowe not? What vnderſt ondeſt 
thou, but we can the ſame? With vs are olde 
and aged men, yee ſoch as haue lyued lon- 
ger then chy forefathers. 

Doſt chow nemoꝛẽ regarde che comforte 
of Gods butthy wicked wordes wil not ſuf 
fre the. Why doth thine herte mate the ſd 
proudesWby fron defé thou fo greatly inthi 
ne one conceate 7 Where vnto lofetbine 
eyes, ythym ynde is ſo puft vp aga ynſt God 
z letteft ſoch wordes go out of thy mouth? 
Whas is man, chat he ſhulde be vncleane? 
what bach be (which is borne of a weman) 
wherby be might be knowne to be rightu⸗ 
⸗ous Beholde, he hath founde vnfaithfulneſ 
feamdge bis orvne ſanctes: yee the very bear 
uens are onclene in bis fight.%or mod) mo- 
rechen an abbeminable and vyle mã, which 
dryncketh wickedneſſe lite watery J will cell 
the, beare me: J wil ſhewe the a thinge, that 
Jenowe:whid wyfemen bauerolve,z bach 
noc benebyd fromebeir fathers: vnto whom 
only the ionde was geuen,chatno ſtraunger 
ſhuide come amonge them. 

The vn godly deſpayreth allehedayes of C 
bis life,zchenombze of acyzauntes yeares is 
vnknorvone. A fearfull ſounde is ener in bis ea 
res, woben itis peace, yet feareth be deſtruc 
cion: He beleneth never co be delyucred out 
of darcPneffe, the ficeardeis allwayetefore 
bis eyes. When be goeth forth eo get bis ly- 
uinge, bechinterh planely , chat chedaye of 
darck neſſe is at honve. Gozow and careful⸗ 
neſſe make bima frayed, z <Spaffebimrenns 
de aboute, life as it were a Binge with bis 
hooſt redy to the batta yll. For be bath ſtret · 
ched ont bis honde agaynf— God, zarmed 
himſelf agaynft ¥ Allmightic. Serunneth 
pꝛeudly vpon bim, z with a ſtiff necke figh- 
tech beagaynft bim: whereas be couerer 
bis facewith fatneffe, andmateth bis boy 
welll ytynge. Ther fore ſhall bis dwellynge 
be in deſolate cities,z in bonfts which noms 
inbabicerh but are become heapes of ſtones 

Se fall not be rich, nether fall bis ſub· 
ſtaunce continue, ner encreafe vpon earth. 
Se ſhal neuer come out of darckneſſe the fla 
me [hal deye vp bis braunches, with ¥ blaſt 
of the mouth of God ſhal be be takẽ awaie. 
Heroil nether applye himſelf co fait hfulnes 
nex tenth, ſo ſore is he diſceaued wy vanites 
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de ſhall periſh, afozebis tyme be woꝛne 
— 1 ſHal not be grene. He ſhal 
be pluckte of as an vnt ymely grape from ¥ 
vyne, and ſhal let bis floure fall, as che ol yne 
doch. Forthe congregacion of Rpocrites is 
vn fruce fuli. the Fyre yal conſume the bou- 
ſes of ſoch as are gredy coreceane gifres. He 
vonceaneth tranayle, he beareth myſche fe z 
his body beyngeth forch diſceate. 

Che XVI. Chapter. 
Obanſwered, and ſa yde. J haue oft 
tymes herde ſoch thinges Miſerabie 

geuers of comfortẽ are ye, all the ſor 
teof you.Sball notthy vayne wordes come 
xettoan ende? Oz, haſt t hou yet eny more to 

ayes J conde fpeate, as ye do alſo. But wol · 

de God, chat youre foule were in my ſoules 

ſteade sehen ſhulde J heape vp wordes a· 

aynſt you, and ſhake my heade at you. J 
— comforte you mith my mouth,and re- 
eaſe youre payne with ¥ talkinge of mylyp 
pes.5ut what [hall J do 7 Foz all mywor- 

Des, my ſorow wil not ceaſſe:and though I 

holde my toge, yet wil it not departe fro me. 

And now chat Jam full of payne, andall 

that J baveveftroied awberof my weyncles 

beare wytneffe)cbere ſtsderh vp a dyffemb- 
lerto mate meanfiverc with lyes comy face. 

He is angrie etme, be barech me, and gnaf- 

fhech vponme with bis tech . Myne enenty 

fizonlech vponme with bis eyes. 

They haue opened their mouthes wyde 
vpon me, and finyttenme vpon che chete def” 
pitefully, they bane eaſed ché felues thozow 
myne aduerſite. God bath geuen me oucr to 
thewngodly,anddelyncred meintothebon 
des of ¥ wicked. Iwas ſomt yme in wealth, 
but fovenly bath be brought meto naught. 
Hebatheaten me bythe neck, be bach rence 
meé, quid fet me , as it were a marck for himto 
ſhute at. Se bath compafedmeroundeabou 
tewith bis dares, bebath wounded my loy 
nes,znot (pared. My bowels hath he pon- 
red vpon ibe grounde. He bach geuẽ me one 
wounde vpon another, and is fallé vpen me 
lite ¢ giaunte. Ihaue ſowed a ſack clocb v- 
pe an flzynnc,andlye with my fixengeh in 
thedufé. 

C Ay faceis fwollé with wepinee, zmyne 
eyes are waren dymne. Kowbeit thereis no 
wickedneſſe in my hondes, and my prayer is 
clene O earth. ceucr not my blonde, and let 
my erienge fynde no rorme. For lo, my wit- 
neſſe is in heauen, and he that knoweth me, 
is aboue in the beyth. My frendes laugh me 
to ſcorne but myne eye poureth ont teares 
vnto God. Thougha bovy might pleate w 
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God, as onemandoch with anot her, yet the 
nombrꝛe of my yeares arecome, z muſt ge 
the waye, from whence J fbalnot eurne ae 


Sayne. 
The XVI. Chapter. 
Mbzeth faylech, my da yes are ſhor · 
9 tened, Jam harde at deathes deze, 
¶Ihauẽ diſceaned no man, yet muſt 

mynceye cStinue int heuyneſſe. O oclyverme, 
and fetme bythe, who ſhali chen be able 19 
t hruſt my hont es together: Thou baft with 
holdẽ theit hertes from vnderſtsdinge, ther⸗ 
fore ſhall chey not be fer vp an bye. He pro- 
mifech bis frẽdes parte of bis good, but bis 
ownẽ childrẽ ſpende it. Hebath made me as 
it were a byworde of che comon people, J 
ans bis geſtinge ſtocke amõge thẽ. My coun- 
tenaunce is heuy for very anger, zthememe- 
bres of my body are becomelite a ſhadowe. 
Vertuous mẽ ther foꝛe fhall wel cofidzethis, 
and the inuocent ſhaltare parte aga ynſ ye 
Rpoerite. 

Therightuous wil kepe bis waye, and he 
—— cleane handes, wil ever be ftronger z 

‘onger.2s for you,turne you,z get you ben 
ce, for F can not ſe one wyfe ma amonge you. 
UWby dayes arepaft, mythoughtes are vaniſ 
hed awaye, which haue vered myne berte, 


yet the graucismyboufe, and J muft mate 
and my fifter. What belpeththen mylonge 
intotbe pytt, zlyc with me in the ouft. 

and ſa yde:when wil yemateanende 
counted as beeftes,z reputed fo vyle in you- 
nes remoucd out of their place becanfe of 
The light ſhalbe darcke in his owellinge,z 
oxic councell [hal caſt him downe. Foz bis 
gilder,and thetburftic [hal catch bim. The 


chaungingethe nightin to daye,z ¥ lightin 
to darcknes. Though J tary never femoch, 
my bedin thedarcPe. J call crupcion my 
father, and che wormes call my mother 
tarienge? Or who wil fulfill cbetbinge,thae 
Floke forr All that bane, fall godowne 
The Xvi. Chapter. 

Hen anſwered Baldadthe Subite, 
x Of yonre wordes? Marcke well, and 
confidze, we wil fpeate alſo. Wherfore are we 
re fight: Whydeſtroyeſt thou thy felf with 
anger? S hal ¥ earth be forſaken, or the ſto. 
Shal not the light of the vngodly be put 
outzycethe flame of bis fyre ſhal —— 
bis candle ſhalbe put out with bim. Sis pre 
fimptucus goinges fhal be teptein,and bis 
fete fhaltetaten inthenett,and be ſhal wall 
ke inthe ſnare. His fore ſhaibe holden in the 
ſnare is layed for hůn in che grounde, ande 
pytfall inthe waye, 
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B = Searfulneffe ſhal mate him afrayedone- 
weryfyde, that be ſhall not knowe, wherero 
get ouc. Songer ſhalbe his fubftaunce, and 
myffozcune hall bange vpon him. He ſhall 
eate bis orone ſle ynne yee bis owne armes 
ſhall be deuonre, beynge a firſtborne of de- 
ath. All bis comfozteand hope fhalbe roted 
out of bis dwell ynge, very fearfulneffe ſhall 
brynge bim co the Eynge. Ocber men fall 
dwelin bis houſel which now is none of bis) 
and bzymftone fhalbe ſceatered vponbis be 
bitacton. His rotes fhalbe dryed vp beneth, 
7 aboue [ball bis baruefé be cutdowne. is 
semembzaunce [hall perifh from the earth. 
bis name ſhall noc be prayſed in the ftretes: 
be fhalbe diyuen fromebelight incodarcF- 
neſſe and be café clene out of the worlde. He 
ſhall nether baue children ner Eynf foltes a- 
monge bis people, no ner eny poſterite in his 
conntre: yongez olve ſhalbe aſtonyſhed at 
bis death. Soch arenowthe dwellyngesof 
the wicked, andebisis ¥ placeof bunebat 
EnowethnorGod. The XIX. Chap. 

Ob anfwered,z ſa yde: How loge wil 

ye veremymynde,z trouble me with 

woꝛdes? Lo, tentymes haue yerep:o 

uco me: are ye notaflamed, fozco laugh me 
fo co ſcorne yf J go rwr0nge, J go wrongeto 
my felf.25ue yf ye wil enbaunce y¢ felucs a- 
gaynſt me, zaccufe meto be a wicked perſon 
ne becaufe of the ſhame that is come vpon 
merknowe this chen, ¥ itis Gov, whic) bath 
bandleome fo violẽetly, z hath compafedme 
aboute with bis fcourges. Beholde though 
‘FJorie, yet violéceis done vnto me. J cannot 
be herve: Chough J complane, there is no- 
neto gene ſentẽce with me. He bath hedged 
vpmy path. Icã not getawaye, be bath fer 
darckneſſe in my gate. 

He hath ſpoyled me of myne honoure, z 
taten the crowne awaye fromy heade. He 
bath deſtroyed me on eueryfyde, and Jam 
vvndone: My hope bath be taken awaye 
me, as it were a tre plucte vp by the rote. is 
wrath is kyndled agaynſt me, be taketh me, 
astbough J were bis enemy. 

Sis mon Of warre came together, whidy 
made their waye ouer me , and befeged my 
dwellinge rounde aboute. Hebath put my 
brethren farre awaye frome, and fe 3d, as we 
re of myne acquanntaunce,are become ſtraũ 
fers ontome. Myne orone Eynf foltes haue 
forfaten me,andmy frendes haue put me out 
of remembiaunce. Theferuauntes andmay 
‘dens of myne owne houſe rate me fora firaa 
ger, and Jamt become as an aleaunt in their 


figbe. 


The ry. Chap, Ao. vi. 

When F call vponmy ſeruaũt, be geueth 
me no anfivere:no though Ipraie bim with 
my mouth. Myne owne wyfe maye not aby⸗ 
de my breth, Jam faynetofpeate fayre vnto 
the children of myne owne body. meethe ve- 
ry deſerte fooles deſpyſe nse, and when J am 
gone from them, they ſpeake euell vpoñ me. 
Au ſoch as were my moſt familiers, abhorre 
merand they whom J loued beſt, arceurned 
agaynft me. My bone hangeth to my flzyn- 
ne,and the fleſtz is awa ye only cbere is left 
me the flzynne aboute myteth. Haue pite v- 
pon me, haue pite vponme(o yemy frendes) 
forthe bande of the LORDE hathtouched 
me. Seynge God perfecureth me, wil ye vere 
me alfo? Haue yenoe yet ynough of chetrow 
ble of my fleſh? 

O thacmy wordes were written, Otbat 
they were putin a bote: woldeGod they we 
re grauẽ rw an yon pine in leade or in fione, 
Foꝛ Jam ſure, that my redemer lyueth, and 
thar ſhall ryſe out of che earth in thelac- 
ter daye:that Iſhal be clothed againe with 
this filzynme, andfeGovinmy flefy. nee I 
my felf ſhal beholde him, not with orber bũt 
with theſe ſame eyes. My re ynes are conſu⸗ 
med wit hin me, when yee faye: YOby do noe 
we perfecute him? we baue foundean occa- 
fion aga ynſt bins. Sucbewarre of the ſwear 
de, forthe fwearderwylbeavenged of wicked 
neſſe, and be fure,chatthereis ã iudgment. 

The X. Chapter. 

Hen anſwered Sophar the Naama 

chite, and ſayde: For the ſame cauſẽ 

do mythoughtes compell me toan- 
fivere.2And why:my mynde is ceffedhereand 
there. J bauefufficiently herde che check yn- 
gez reprofe, cher fore amt J purpofed tomas 
Ecanfivereaftermy vn dinge. Knoweſt 
thou noc this, namely: that fremcbe begyn- 
ninge(euer fencethe creacion of man vpon 
carth the prayſe of the ungodly bath bene 
fhorte, and thatcheioye of Mpocrytes con- 
tinued but ¥ ewincklinige of an eye Theugh 
be be magnified vp to the heauẽ ſo that his 
heade reacheth onto the cloudes: yer be pe⸗ 
riſheth at che laft lite donge: In famed f 
they which baue fenc bim, faye: Where is be? 
He vanyfheth as a drꝛeame ſoͤ that he can no 
miozebe founde, z paſſeth awaye as a viſion 
in F night. So that the eye which ſawe bins 
before, getteth now no fight of bim,z bis pla 
ce knoweth him nomore. His childrẽ goa beg 
ginge, their handes bringe thé co fororw and 
heu yneſſe. 

From bis youth bis bones are fal of vyce, 5 
sobich ſhal lie dorene wv him in ¥ earch. bE 
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wickedneſſe is ſwete in his month, be hydeth 
it vnder bis tonge. Chat be fauoureththat 
wyill he not forſake, but kepech tt cloſe in bis 
thiote. Themeatethat he eateth, ſhalbe tur 
ned to the poyſon of ſerpẽtes wit hin bis bo- 
dy The riches y he deuoureth, ſhall be per- 
breate aga yne, for God ſhal dra we them out 
of bis bely. The ſerpentes heade fall ſucke 
bum, and che adders conge fall flaye him: 
forbatbe ſhal nomore ferberyuers and bro/ 
es ofbony and butter: Buůt laboure ſhal be, 
z yetbanenorbinge cocate. Greatetrauay- 
le [hal be mate forriches, but he ſhal not en- 
ioye them. And why? he hath oppreſſedthe 
pooze, and not helped them: houſes bath be 
ſpoyled, and not bů ylded them. His bely cou 
de neuer be fylled, therfore ſhallhe periſh in 
bis couctoufneffe. He deuoured fo gredely, y 
he left nocbinge bebynde, therfore bis goo- 
des ſhal noͤt profpere.C hough be bad plen⸗ 
ceoufireffe of euer ythinge, yer was he poore, 
ztberforeheis but a wretch on euer y ſyde. 
Forthough y wicked haue neuer fo moch 
to fyll bis bely, yet God ſhal fende bis wath 
pon bin, and cauſe bis batta yllto rayne o· 
ner bim: ſothat yf be fle the yzon weapens, 
be [hall be ſhott wath the ſtele bowe. Thea- 
rowe fal be taten forth,z go outat bis bac, 
Be, and a glificringefiveardethozow ¥ call 
of bim, feare ſhal come vps bim. Chere ſhal 
nodarctnes be ableto bytebim. An vnkynd 
ted free [val confume bim,andloterwbat rer 
mayneth in bis bonfe, it [hall be deftroyed. 
The heauen flpalldectare is wickedneffe, Z 
the earth ſhaltabe parteagaynft him. Che 
ſuͤbſtaunee that be bath in bis boufe, fhalbe 
tatcnawaycand periſh, inthe daye of the 
LORDES wrath. This isthe per cion that ¥ 
wicked ſhal bare of God, anvehe beretage 
thatbe mayelote for of the LORDE, 
The XxI. Chapter. 
Od anfivered,and fayde:G O heare my 
[§ wordes,andamendey¢ flues. Suf 
J, fremea litle , chat J maye fpcateal- 
Jo, andebélangbmy wordes to ſcorne, yf ye 
will. Js it with a man, that J mabe this diſ⸗ 
putacis? Which yf it were fd, ſhulde not my 
jpꝛete bethẽ in ſore trouble? MNarck me well. 
be abaßſhed, andlaye youre bade vpon you- 
remouth. For whẽ J pondzez confidzetbis, 
am afrayed, and my fleſh is finytten roith 
care, Wher fore do wicked mẽ lyne in health 
and proſperite, cometo their olde age,zin- 
creaſe in riches: Their hilders childen lyue 
in their ſight. Ttheir generacion beforet heir 


Proab eyes. Their houſes are ſa fe from all feare, for 
Hebusa she rodð of God doth noe finytethe. Their 


Khe xxi. Chap. 
bullocte gendzeth,andehat not oucofeynie: 
their cow calueth,andis not vnfiucefull. 

They Ende forththeir childꝛen by floctes, 
and their ſonnes ledetbe daunce. Chey bea⸗ 
rewithcbemtabzetres and harpes, and ha⸗ 
ue inſtrumentes of muſick at t heir pleafire. 
They ſpende their dayes in weithyneſſe: but 
ſoͤdenlythey go downeto bell. They faye vit 
to God: Fo from vs, we defyze not the know 
lege of thy wa yes. What maner of felowe 
is che Allmightie, that we ſhulde ſerue him? 
What profit fyulvewebaue,co ſubmitte ou⸗ 
re ſelues vnto bimy £9,thereis vtterly no go 
odneſſe inthem, therfore will not J haue to 
do wich the councell of the vngodly. How 
oft ſhalthe candle of Y wicked be put out? 
hew oft commeth their defiruccion vpon 
chem? O what ſorowe ſhall God geue them 
for cheir parte in bis wrath? Zee theyſhal be 
euenaschaffc before the wᷣynde, and a6 duſt 
thatthe ſtorme carieth a wa ye. 

And though God ſaue their childꝛe from 
foch fozorwe, yet wil be ſo re wardet hẽ felues, 
thacthey ſhal tnoweit. Their owne deſtruc 
cionandmifery ſhal they fe withtheir eyes, 
and drynke of the fear full wrath of the All⸗ 
mighty. For whath carcth he, what become 
of bis houſholde after bis death? whoſe mo 
nethes paſſe awaye ſwifter then an arowe. 
nas mochthẽ as God hath ¥ hyeſt power 
Of all. who can teach bimeny Encwlege?One 
dycth now when he is mightie z at bis beft, 
rich and in pꝛoſperite· euen when bis bowels 
areatthe fatteſt, and bis bones full of mary. 
Another dyeth in ſorore and henyneffe,and 
neuer had good daies. LT ow flepethey both 
alitcintbeearth,ztbe wormes coucr them. 
Bue FY kno we what yethinke, yee and what 
ye yma gin agaynft me vᷣnrightuouſly. Foz 
ye faye: where is the prynces palaces where 
is the dwellynge of the vngodly: Are eny 
manthat goeth by the waye,and(yf ye will 
notregardetheir tokens z dedes)be ſhal tell 


you, thatthe wicked is kepte vnto the daye 
fdeſtrucclon and thatthe vngodiyſhalbe ™ 


brought forth inthe daye of wrath. Who 
darrerepzoue him for bis wa yes to bis fe cee 
who rewarbdeth bim foz the vngracioufnefje 
that he doth? net fhal bebe bronghe to bis 
graue,and watch amongethe beapcof the 
deed. Thẽ fal be be fa yne to be buried amẽ⸗ 
ge the ſt ones by the brokefyoe. All men muſt 
folowe him, ztbere are innumerable gone 
befoze him. D hew vayne isthe comforte Y 
ye geue me? Are not youre anſweres cleane 
contrary to right and treuth? 
The Su. Chapter. 
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The bofe of Gob. 


> DEliphasthe Chemanice gaue an 
frvere,z fayde: Maye aman be cõpa⸗ 
red vnto Godin —— though 
be jemeto him ſelf, foro be lite bimz What 
pleafire bach Godin y thou art rightuous? 
@zwhat doch it profice him, ythy waies are 
perfecte ? Is be afrayed to reproue rhe, z to 
jtephe forth w cheinco indgment 7 Cometh 
notchis for y greate wickedneſſe, z foz thine 
vngracious dedes which arcinnumerabley 
Thou haſt tate che pledge fromeby bethze 
fornaughe, zrobbedebe nated of their clo- 
ebinge:Co foch as were weery,baftthou ge. 
uẽ no waterto Dzynke, chou haſt withozawe 
bred frõ che bungrie:Sbulve fody onethẽ as 
vſeth violéce,re2zdgez oppreffion (doinge all 
thinges of parcialyte,z bauynge refpecteof 
performes well inthe lode 7 Thon haſt ent 
wyddowes awayeemptic and oppreſſed the 
poorꝛe fatherleſſe. 

Therfoꝛe art thou co d aboute with 
ſnares oneuery fyde,zfovély vered vd feare. 
S huldeſt thou thẽ ſe no darckneſſe Shulde 
notthewater floude runne ouercbe vy Now 
becaufe y God is byerthe the heauens, T be / 
canferbou ſeiſt yche ſtarres are ſo bye, wile 
thou therfore faye: Tuſh, bow ſhulde God 
Enowe 7 Doth bis dominion reach beyonde 
the clondes7Tufh, che cloudes couer him, ¥ 
be maye not fe, for be dwelleth in heauen. 
Well,thon wile tepeche olde waye, ¥ all wic 
Eco mé bane gone: both olde z yonge, whofe 
foundacionis a runnynge water, which faye 
wnto God:go from vs, and after chismaner: 
Tufh, what wil che Allmightiedo vnto vs! 
where as be(not with ftdoinge)fyllech cheir 
houſes rW all good. Which meanyngeof the 
vngodly be farre frome. Go w toy ſhalthe 
godly, and with gladneffe ſhal the innocence 
fe.thactheir increafe hai be hewen downe,z 
their pofterite conſumed with che fyze. 

T — recdcile the vnto God,z be con- 
tent. ſo ſhal all thinges profpere wieberight 
well. Receaue the lawe at bis mouth, la ye 
vp bis wordes in thine herte. Gor yf thou 
wilt turne to the Allmightie,chou ſhalt ſton 
de faſt, zall vnrightuduſne ſſe [hall be farre 

from chy dwellinge: He ſhal genetbeanbar 
ueſt, which in plenty zabundaunce fhaller- 
ceadethe duſt of the earth, and the golde of 
Ophir like ruer ſtones. Neethe Ällmightie 
bis owne felf ſhaibe thine barneft,z the bea- 
peofthymoney. Chen ſhalt thou haue thy 
delyte nthe Allmightic,zlift vpthy face vt 
to Gov. Thẽ ſhalt chou make thy pzaycr vn- 
tobim, zbe ſhal bearethe, Tthou ſhait kepe 
thy promyſes. Che, loke what thoutakeſt in 


A 


Che xxxiij. Chap. Ao. vij. 
bonve, be fhalmate it to profpere withebe, 
and the al Hall ſhyne —7 pls wayes. For 
whoo bumblerb bunfelf, bim [hal be ſet vp: 
and who ſo loketh mebely ſhaibe healed. xf 
thon be innocẽt hẽ ſhal faueche:andthorow 
the ongiltyneffe of thyne handes ſhalt chon 
be del yuered. 

The XXIll. Chapter, 
Obanfivered, and ſa ydꝛr Ny fayenge 
is yet this da ye in bycrernes,ano my 

QY., bandebeny amonge my groninges. 
Ochat J might ſe him z ‘ibe bun: O chat 
Jmighe come before his feate, to pleacemy 
canfebeforebim,andco fyll my mouth with 
grgumentes · That 3 might knowe what an 
ſwere he wolde geneme:z chat Imighe vn⸗ 
DerfEonde, what he wolde faye onto me. Wit 
be pleateagaynféme with bis greate power 
z fleengebsos wyll be leane bim felf veterly 
vponmes Obno, let him not do fo wich me. 
Dut let hym geue melite power to go trola- 
we, then am Iſure to wynne mymatter. For 
though J go before ,F fynde bim noe: yf I 
come bebynde,"3 ca get no tnowlege of bun: 
RFT go onthe left ſyde to pondze bis wo2- 
es , Jcannocatreyne onto them: Agayne, 
IFD So onthe right fyoe,be hydeth bimfelf, 
¥ J cannocfée him. Bue as for my waye, be 
Enoweth it:zerieth meas ¥ goldein ¥ fyre. 
Lienertheles my fete fepe bis path, bis 
byeftrece bane Jholden, and not gone out: 
ies haue not forfaten the cõmaundemẽt 
of his lippes, but loke what he charged me 
with his mouth that haue J ſhutt vp inmy 
berte. It is he himſelf alone, robo will turne 
him bac? He doch as him liſtech, and bzyn- 
gethto paffe whatbe wil. Here wardeth me 
Inco my bofome, zmany other thinges mo 
doth be,asbemaye by bis power. Cbisis F 
caufe,that F fhzente at bis picfince, forbat 
Shen J confidze bim, J ama frayed of him, 
§o2 infomoch asheis Gov, be materhmy 
berte foft:andfeyngethatheis Allmiabtie, 
beputeeth mein feare. Thus cannot I get 
outof darck neſſe the cloude hath fo conered 


my face. 
The XXII. Chapter. 

ae Onfideringe then chat there is noty- 
mebyd fromthe Allmightic, how bap 
peneth it t hat they which tnowe bins, 
wil not regarde bis da yes? For ſome mẽ the⸗ 
re be, that remoue other mẽs londe markes: 
that robbe themof their catell. and kepe the 


A 


% 


arc 


fame for their orone:thar dyue aywaye the af *Ro ꝛ⸗.c 


feof the facherleffe:chatrate ¥ wyddowes 
ore fora pledge: that chruſt the poore out of 
the waye,z oppreffe the fymple of ' * worl Axo⸗a⸗·a 
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detogether. Beholde the wilde affesin y de 
ferte goby tymes (as cheir maner isſto ſpoy · 
fe: Reethe very wilderneſſe miniſtreth foode 
fortheir children. They reape che come fel- 
de that is not their orvne: and gather the gra 
pes out of bis vynyarde, whom they bauc 
oppreffed by violence. They are the canfe y 
fo many men are naked and bare , bauyn- 
geno clothes to couer thems and kepe them 


BD from colve: So that when che fyowers in 


Apoc.e.b 
—— 


Luc a⸗a.d 


the mountaynes bauerayncd vpon them, ⁊ 
they be all wett,they haue none oͤther ſucou· 
re, but to bepe thein amonge the rockes. 

They ſpoyle the ſuckinge fatherleſſe chil · 
dren, and pucthe poozein pzefon: Jno mod 
that theylet them gonated without clothin 
ge, and yet the hungrie beare the ſheeues. 
The pore are-fayneto laboure in their oyle 
mylles, yeeand to treade int their wyne preſ⸗ 
fes, and yet to ſuffre chyxft. The whole ate 
erteth vntotbheL ORDE with figbinge ,the 
foules of che flayne matecheir complaynce: 
But God deftroyerh chem not for alichis, 
whereas they(notw [todinge)arerebellions 
and difobedient enemies : which ſeke not bis 
light and waye, nerturne agayne into bis 
pach. Tymely ge mornynge dotheyary- 
{eto murthur the fymple and pooze, zinthe 
night they goa ftealinge. 

The eye of the vngodlyis lite the aduou · 
terer that wa yteth for the darckneſſe and fa- 
yeth thus in him ſelf Tuſh. there ſhal no mã 
fe me, Tſo he diſgyſeth bis face In the night 
ſtaſon the y earch the houſes, and hyde chem 
ſelues inthe da ye tyme, but wil not knowe F 
light. Fer as ſoone as the daye breabeth, the 
ſhadowe of death commeth vpõ them, and 
they go in horribie darckneſſe. Che vngodly 
is very ſwyft: D ¥ bis porciõ alfo vpõ earth 
were fivyfterthen ¥ runnynge water, which 
fafftech not ¥ ſhipinã to beholde the fayzez 
pleafaiie vyniardes.D ¥ they( forthe wicked 
neſſe which they bane done) were drarren to 
the bell, fooner ché ſnowe melteth atthe bee 
te.D yail cSpaffion vponthẽ were forgottẽ: 
¥ their Daynties were wormes:thatebey we 
re ciene put ontof remembsannce,z vtterly 
hewe downelitean vnfrute full tre. For they 
mante yne the baren, zmatetbem ¥ they can 
not beare, z onto wyddowes they do no go⸗ 
od.Tbey plucFedowne themightie w their 
power, zwhenthey them (elues are gotten 
»p,they arenener without feare,as longeas 
they line. Andebongh theymight be fafe, yet 
tbey wil not receatte it, for their eyes loke v- 
poncheir ovonewayes. They arecralted for 
alitle, but ſhortly are they gone, brꝛought to 


Fhe xxvij. Chap. 
extreme ponerte, ztaté ont of the waye: yee 
z vtterly plucte of as theeares of corne. Is 
itnot [or YObo wil thé repzonemeas alyar, 
z faye ¥ my wordes are nothinge worthẽ? 
The XXv. Chapter. 

awe Sen anfivered Baloadthe Subite, 2 
x Z fayde: power z feareis with bim 

8S abouc,thatmateth peace (fictinge)in 
bis byneffe, whofe men of warreare innume 


rable,and whofe light aryferb ouer all. But Plaliigs.a 
Job 4. 
ficd7@:, bor canbe be clene,thatis borne o — 


how maye a man copared vnto God, be iuſti 


a womans Bebolde,the Moone ſhyneth no 
thinge in comparifonco bim, ztbeftarres a- 
re vnclene in bis fight. Horemod) moretbé, 
ma, thacis but corruͤpcion: and the ſonne of 
man, whichis but a worme? 
The XXVI. Chapter. 
Ob anfivered, andfayde:® how hel A 
pefé thou the weabe? what comforte 
1, geueft thou vnto bim chat bath no 

ſere gch· Where is ¥ coficell ¥ thou ſhuldeſt 
gene him, which bath no wyßd ome? Wilt 
thou fo hhewẽthine excellent riĩghtuouſnes? 
Before whom haſt thou fpoken thoſe wor⸗ 
des Who made the breth to comcoutof ¥ 
mouth The giauntes zwortbies ¥ are flay- 
ne,zlyewnder y worlde wi their cSpanions: 
gcezall they whid) dwell beneth in the hell 
are not hyd fis bim,zthe very deftruccion it 
Rf cã not be kepte out of bis fight..%eftret- 
cheth out ¥ north ouer theemptie,z bageth 
¥ earth vpSnethinge. Hebyndeth ¥ warer 
in bis clondes,thatthey fall not doð ne toge 
ther. He holdeth back bis ſtole, that it cã not 
be fene,and ſpredeth bis cioudes before it. 

e hath cSpafedthe waters w certayne 
boundes , vntill the daye T night ceme to art 
ende. Che very pilers of heanétréblez qua- 
feat hisrepiofe. He ftillethehe fee with bis 
power, ⁊ — bis wyßdome bath be fee 
forth ¥ worlde. With his ſpꝛete hath be gar 
n:fhedthebeanés, z with his hande hath be 
woundedtberebellions ferpét. Chis is now 
a ſhorte ſumme of bis doynges. Sut whois 
able fufficiently to rebearce bis workes? 
Who can perceaucand vnderftondc ¥ thon 
dre of bis powers The XXVI. Chap. 


oy Obalfo proceadedand wẽte foxb in 
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bis communicacion, ſayẽge As tru 

Tyas Godlyneth (which hath talen 
arayemy power fro me)⁊ the Allmightie. 
that bath vexed my mynde: My lippes [ball 
talteof no vanite,and mytonge ſhal ſpeabe 
no difceate, whyle my bieth isin me, and as 
longe asthe wynde (that God bath geuen 
Modis inmy nofirels. 
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What this boke conteyneth. 


urll. 
€oap. Vv. 


fortarvodens. 

Chap. Vill. The Eynge geueth Ames houfe onto 
the quene,and at hir requejt he caufeth Amis 
wiytinges to be called agayne- 

Chap. 1X. Amansfonnes are hangedalfo ,and 
Than flayne. The Fewes Fepe a toy- 

Chap. %. OF theauctorite of ardochens on 
Der theFpnge. 

The firf— Chapter. 
— A bE thetymeofAba- 

1 {| fuerus, which reigned 

from India vnto &- 

thiopia, over an bun- 
dieth and feuen and 
twencyelondes, what 
tyme as be fat on bis 
= feace roiall inthe caf- 
tellof Sujan in che chirde yeare of bis reig- 
ne,be made a feaft vnto all bis prynces and 
feruauntes, namely onto the mibgtiemen of 
erfia and Media, to the Debities andru- 
jers of bis countrees, that be mighte ſhewe 
the noble riches of bis Fingdome,and che glo 
rious worfbippe of bis greatneffe, many 
dayes Ionge,enen an bundzeth and foure {co 
re dayes. 

And whan theſe Oayes were expyzed,the 
Eynge made a feaft onto all che people that 
were in the caftell of Sufan, bot h wntogres 
te and ſmall, ſeuen dayes longe inthe courte 
of che garden by the kynges palace: where 
there banged whyte, reed z yalow clothes, 
faffened with coardes of lynnen and fcar- 
[cc infiluer rynges, vpon pylers of Marble 


fone. 


The benches were of golde and filuer ma 


The fire Chap. 


be vpon a pavement of grene, white, yalowe 
and black Marble. And F drinke was caried 
in veſſels of golde, and there was euer chaun 
ge of veſſell And che kinges wine was moch 
acordynge to the power of the kynge. And 
neman was appoynted what be ſhulde vin 
Ee: forthe Eynge had commannded allthe of 
ficers of bis boule, that eucry one ſhulde do 
as itlyBed him. And the quene Vaſt hi made 
a feaſt alfo for the wemen in the palace of 
Ahaſuerus. And onthe ſeuenth vaye whan 
thetynge was mery of the wine,be csmaun 
ded Hiebuman, Diftha, Harbona, Bigtbas 
Abageba, Sethar and Charcas, the ſeuen 
chamberlaynes(chat dyd fernyce in the pre⸗ 
fence of Eynge Abafucrus)to fetch the que- 
ne Vaſthi with the — ———— be 
might fhewe > people and pzynces bir fait 
nee ay Tbe was bewoesfull But the quene 
Vaſthi wolde not come at the kynges wor- 
de by bis chamberlaynes. Then was the 
Eynge very wioth,and bis indignacis Eynd- 
ledinbim. 

And che kynge ſpabe to * wyfementhat C 
bad vnderſtondinge in the ordinaunces of 
the londe( for the knges matters muſt be hã 
died before all ſoch as haue Enowlege of the 
lawe and iudgment: And the nerce onto bina 
were, Charfine, Secbar, Aomatha, Tharfis, 
Meres, Marlena and Memuchanthe ſeuen 
prynces of the perfigs,and Meedes, whidy 
faweebe Eynges face, andfatt aboue in the 
Eyngdome) bat lawe ſhulde be execute vr 
ponche quene Dafthi,becan(e ſhe dyd not a- 
cordynge to the worde of thetynge by bis 
chamberlaines.Thé (aide Memuchã before 
the tyngez the pzynces : The quene Vaftbi 
bath not onely donc euell agaynft the kinge 
but alfo agaynft all the pzynces and all the 

ple in ail the londes of kynge Ahaſuerus 
for this dede of the quene ſhall come abrode 
wnto all wemen, ſo that they ſhall deſpyſe 
their hußbandes before cheir eyes, and ſhall 
ſaye: The kynge Ahaſuers cSmaunded Vaſt 
bi quene to come before bim,but fhe wol 
Denote. And fo fall che peynceffes in Perſia 
and Media faye lyBewyfe vnto all the kyn · 
ges prynces, whan they heare of this dede 
of che quene, thus ſhall there aryfe defpyte 
fulnes and wrath ynough. Uf it pleafetbe 
Eynge,lecchere go a Eyngly commaundemẽt 
from bim, andlec tt be weytten acozdynge 
to the lawe of the — and Medians 
(and not co be tranſgreſſed) that Vaſthi cos 
me nomore before Fynge Ahaſuerus, and lee 
the kynge gene the kyngdome vnto another 
that is better chen fee 
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God forbydde that J fhulve graunte you 
re cauſe to be right. As forme, vntill myne 
ende come wil 3 never go fromyne innocents 
ey· My rightuous dealynge wil Ikepe fale, 
not foxate it: Formy confciencereproueth 
me notin all my conuerſacion. Ther fore my⸗ 
neenemy ſhalbe founde as the vngodly,z be 
taketh parte agaynft me, asthe vnrigh- 
tuous. What hope bath y Rpocrite though 
be haue greate good, and though God geue 
bins riches after bis hertes vefyze 7 Doth 
Godbeare himebe fooner, whé he erieth vn 
to biminbis neceffite ath be foch pleafure 
zdelyteinthe Allmightie, chat he darreall- 
waye call vpon Goodz J wil teach you in the 
name of Gov,z theebinge that Ihaue of ¥ 
Alimightie,wil F noe kepe from you.Bebol- 
De, ye fEonde in yo owne conceate,astbough 
yeEnew all thinges. Wher fore then do ye go 
aboute rd foc vayne wordes, ſa yẽge: This 
is the pozcionthat the wicked ſhall baue of 
God, ztbhe beretage that CT yzauntes ſhal re 
ceaucof ¥ Allmightie.f he gee many chil- 
S26, chey [al perifh w the fivearde,zbis pot 
terite Phall bane fcarceneffe of bed. Lote 
whom he leaueth bebinde bim, they ſhal dye 
z beburied, znoman ſhall bane pite of bis 
wyddowes. Though be haue as mod) mo- 
ney as the duſt of cheearth,zrayméitasres 
dyas the claye, bemayewell prepare it: but 
the godly [hal put it vpon bim,andebe inno 
cét [hal deale out the money. is houſe ſhal 
endure as the moth, T as a bothe that the 
watch man maketh. When the rich mandy- 
eth. he carieth not hinge with bim:beis go- 
nein ¥ twincklynge of aneye. Defiruccion 
taketh holde vps him as a water flonde,z ¥ 
tẽpeſt ſtealeth bimawaye in the night ſea · 
ſon. A vebement wynde carieth bim hence, 
Separteth: a ftomre plucFeth bim out of bis 

lace. It rußſheth in vponbim,and fpareth 

im not, bemaye not eſcape fromthe power 
therof. Chanclappemécheir hõdes ac bint, 
yee and ieaſt of bim, whérheylote vpon bis 
place. Tbe Xvill. Chapter. 
Sew Hereare places wherefyluerismol- 
rs té,z where goldcistrycd:where yron 
wD) is dygged out of the grounde ſto⸗ 
nes reſolued to metall.Chedarcnes ſhal on 
cecometoanende, be can ſeke out the groun 
de of allthinges:the ſtones, the darcke the 
hoꝛrible ſhadowe. w che ryner of water par 
teth bea [under the ſtraunge people, ¥ Eno- 
weth no good neghbourheade: ſoch as are 
rude, vnmanerly z boyfteous. He bzyngeth 
foode out of the earth, z¥ which is vnder, 
conſumeth be with fyre. Chere is founde & 


Che xxix. Chap. Fo. viii, 
place, whofe ftones are clene Gapbirs, and 
where ¥ clortes of the earth are goide. The· 
rets a waye alſo that the byrdes Enowenor, 
that no vulturs eye bath ſene: wherin ¥ prow 
dezbyemynded walte noe, zwherenolyon 
conmieth. bere putteth be bis honde vpon 
thefiony rocFes, zouertbhzoweth the moun⸗ 
taynes.R yuers florwe out of theroces,z lo 
fe what is pleaſaunt, bis eye feythic. Out 

of drophes bryngeth be greate floudes toge 
ther, Tthe thinge that is hyd bryngeth hero 
Tighe. Sow commeth a man then by wyfdo B 
mez YObere is che place that men fynde vn⸗ 
derſtondinge 7 Derely no man cantell how 
wortby a thinge ſhe is, nether is ſhe foũ de in 
the loͤde ofthelyuynge.Chevdepefayceh:fbe 4.c 
is not in me. The ſeẽ ſa yethe ſhe is not with Pro2.a 
me.Sbe can not be gotten for the moſt fy- 

ne golde , nether maye the pryce of her be 
bought wich eny moneye . R wedges of 
golde of Opbir,no precious Onix ſtones, no 
Sapbirs maye be compared onto ber. £9, 
nether golde ner Chzifzall, nether ſwete o- 
dours ner golden plate.Chereis not hinge [> 
worthy 02 ſo excellẽt, as onceto benamed unt 
to ber: for parfecte wyfidome goeth farre be 
yondethé all. CheTopas that cSmeth out 
Of Jude, maye in no wyſe be licFened vnto 
herẽ yee no maner of apparell bow pleafaunt 
and fayze ſo euer it be. 

Froin whẽce then commeth wyßdome 
where is thẽ place of vnderſtoͤndiuge? She 
is hyd from che eyes of allmen, yee frõ the 
foules of the ayre Deſtruccion z death ſaler 
we haue herde tell of ber w' ourceares, Bue 
Gorfeych bit waie,z knoweth bir place. Foz 
be beboldeth theendes of che worlde,andlo 
keth vponallehacis vnder che heauẽ When 
he we yed the wyndes, meaſured ¥ waters: 
when he ſer the ra yne in ordie and gaue the 
mightie floudes a iawe: Then dyd he ſe ber, 
the declarcd he her, prepared her and Enewe. 
ber.2ind vnt o man be ſaͤ yde: Beholde to fer 
rethe LORDE, is wyßdomnie: ⁊to forfatecuell, 
is vnderſtondinge. The RX. Chap. 

GCL D Fob proceaded and wite ferbin of 
bis communicacion fayenge:® ¥ 3 
were as J was in the monethes by 

Pafé, zinthedaves whe God preſerued mez 
when bis —— vpon my beade: whe 
‘FJ rwente afterthe ſame light ⁊ ſhyne euẽ tho 
r̃w the darckneſſe. As it ſtode wime, whe I 
was welthy ⁊ bad ynough: whẽ God prol> 
pered my boufe: when the allmighticwas 
with me:wbhenmy houſholde foltes ſtode a⸗ 
boute me:whé my wa yes ranne ouer vd but- 
ter, zwhen che ſtony rockes — — 
ij 
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The boke of Job, 


Of oylerwhen J wentet horowthe cite vnto 
the gate,z whẽ they ſet me a cha yre int ¥ fire- 
B terwhẽ the yonge mẽ(as ſoone as the ſa we 
me) hydthẽ felues, z whenthe aged aroſe, 
ſtode vp onto me:whẽ the princes left of che 
ir talkinge ⁊ laied their hã de tot heir mouth: 
whéthemightiefepte ſtill their voyce, and 
aebé their tonges cleued to the rofe of their 
mouthes. When all they y herde me, called 
me happie: ⁊ when allthey y ſawe me, wyſ 
Phed mc good. For Idelynered y poore wihẽ 
he cried,z the fatherleſſe y wanted helpe. Le 
ſhulde banc benc loft, gaue me a good woz 
De,z ¥ widderwes bert pzsifed me. And why? 
‘FJ put vpon me rightuduſnes which conercd 
meas a garmẽt, Tequite was my crewne. FJ 
was an eye vnto the Llynde,z 4 fote to the la 
Ine. J was a father vnto che poore, whẽ I 
Encre not their cauſe. J fougbe ic out diligẽt 
ly J bisite che chaftes of ¥ vnrig htuous, 


pluctethefpoyleoutof cheir teth. 
CTher foꝛe, Ithought verely, ¥ F fhuloe 
baucdycd inmy neft:z ¥my dayes ſhutde ba 


uebeneas many as thefondes of thefec. Foz 
my rote was [pred out by the waters ſyde, 
the dew la ye vps my corne. My hone encrea 
fed morezmoze, and my bowe wasenerthe 
fironger mmy bande. Onto me men gaue ea 
re,methey regarded, z ww fylencetbeytar-ed 
— my coticell RF Ihad ſpoken, they wolde 
aue it none other wayes , my wordes were 
ſo well caten amonge thẽ. Chey wayted for 
mc, as the earch doth foztberayne:z gaped 
vponme, asthe groũde doth toreceaucehe 
latter fhower. When J laughed, they Enew 
well it was net earneſt: zebis ceftimony of 
my cofitenaunce pleafed thẽ nothinge at all. 
When J agreed vnto their waye.J wasthe 
chefe, Tat as a bynge amonge bis feruaun- 
tes: Or as one that comforteth ſoch as bein 
heuyneſſe. Che Xxx, Chapter. 

BR GYR Venow they chacaremy inferiours 
B ⁊ yonger then J, haue me in deriſion: 
yee euẽ they, whofe fat hers J wolde 

haue thought ſcorne toõ haue fet w the dog- 
ges of my catell The powerz ſtrẽgthof the 
tr hãdes might do me no good,z as fo: their 
ageitis ſpet paſt awa ye withouteny pro- 
fic. For very miſery z bonger,they wente a⸗ 
boute in the wilderneſſe lite wꝛetches z beg ⸗ 
gers. pluck ynge vp berbes from amongetbe 
duß ſhes, z the Jumpers rote was theirmea 
te. And when they were dryuen men 
cried after them, as it bad bene after a thefe. 
Their dwellinge was beſide foule brotes,yee 
inche caues z dennes of the earth. Ops the 
drye heeth wẽte they aboute crienge, ⁊ in the 


The xxxi. Che; 
brome hilles they gathered them together. 
They were the children of fooles z vylanes, 
which are deed awaye frõ che worlde. tow 
am JYebeirfonge,z am become their ieſt in · 
gefioce. they abborreme,they flefarre fro 
mez ſta yne my face nF fpetle. Foz ¥ LORDE 
bath opened bis quyucr, be bath byttme,z 
put a brydleinmymouch.Dponmyrightha B 
de they reſe together aga ynſt me, they haue 
hurte my ſete madeawaye to deſtroye me. 

z my pach haue they clene marred. It was 
fecafy forthem to dome harme, that theyne 
dednomen to belpethé. Chey fell vponme, 
as it had bene ¥ breatyngein of waters,z ce 
meinby beapestodefroyeme. Sear fulneffe 
is turned aguynfé me. Myne bonoure var 
n fhech awaye moze fivifely chen wynde, 
my prefperite Departeth fice hte asitwere 
a@clonde. Ther fore is my myndepoured full 
Of benyneffe,z ¥ dayes ef trouble haue tabẽ 
beldevpenme. My boncs are pemfertho- 
rewiny night ſeaſon, my fynewes tate no 
refé. With allebeir pox er hane they daun- 
gedmy garmic, z gy:dedmetherwith,as it 
were wi @ coate. Jaim euẽ asit were cia ye, 
am beceme like af flyes 2 duft. Whẽ J erie vit 
tothe, thou doeſt necheareme:zthough 3 
fiendckefozecke, yet thou regardeſt menor. 
Thou art becememyne enemye,z wy vio- 
lc hã dethou tabeſt parteagaynfime. Inty 
mes paſt theu dideſt ferme vpanbye, asi¢ 
were aboue ¥ winde but now haſt thou geuẽ 
me a very (Sze fall. Sure J am, ¥ theurwilt C 
delyuer me vnto dcath: whereas a lodgyng 
is prepared for all mẽ lyumge Pier vfence 
HIELO dO violẽ ce vntothẽ, ¥ are veftroyed all 
ready:but x bere burteis done,there vſe thei 
tobelpe. Dyðd not J wepe in ¥ tyme of trou⸗ 
ble? Sad not mys feule cSpaffion vps ¥ peo- 
re XRet neuertheleſſe whereas J loked foz go 
od euell bappencd vntẽ me: and whereas J 
waited for light,there came darck neſſe. My 
bowels ſeeth win mez tate ne reff, fo: F da 
yes of my trouble are ccme vps me. Wietely 
zlowly came in, yee z without eny diſpiea 
ſure: I ftode vp in ¥ cSgregacien,z conimo- 
ned with ebé But now. Yama cdpanyon of 
dra gons. Ta felewe of Eſtriches. My flzyn 
ne vps meis turnedto black, my benes are 
brẽt w heate:my barpeis turned to ſorow, 
my pipetomwepinge. The XXXL. Chap. 

Made a conenaunt winyneeyes, °F A 


wolde not loke vpõ a dafell. Sorbor Matesc 
Greate a porcis ſhal hauec of God Fesli-are 
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The bok of Job. 


deſtruccion miſery came vpon him · Doth 
aot be ſe my wayes, T tell all my goin ges? 
Mf TB bhaue cleued vnto vanite, oz yf my fere 
haueẽ runneto difceane:let me be weyed inant 
eauen balaunce, that God mayefemy inno⸗ 
cency « Xfſo be that J bane withdra wen 
my fote out of the right waye, yf my bere 
bath folowed myne eyefight, yf J bauefiay 
sed or defyled my hõdes: G chen is it reaſon 
that J fowe, and another eater yee that my 
Seneracion and pofterite be clene roted out. 
Rf my bere hach lufeed after my neghbours 
wife, or yf Jbauclayed wayte at bis doze: 
O chen let my wife be another mans barloc, 
and let other lye with ber. Forthis is ¢ wic- 
Eedneffe andfynne, thatis worthy tobe pu- 
nyfhed, yeea fyre that veterly ſhulde confir- 
me, zrotcout all my ſubſtaunce. Dyd J euer 
thynte (come to do righe vnto my feruafites 
and maydens, when they bad enymatter a- 
gaynft mer But ſe yngethat Soð wil ſytt in 
trdgment, what ſhal I do: And for ſo moch 
as he wil nedes vyſet me, what anfivere [hal 
°F geue himẽ He that faſhioned me in my mo 
hers wombe,made be not him alſor were we 
not both ſhappen alytein oure mothers bo- 
dies ? When the poore defyzed enytbingeac 
me,baue J denyed it them· mane ZY caufed y 
wyðdo wẽ ſtonde waytinge for mẽ in vayne? 
Saue J eaten my porcion alone, that the fa- 
therles bath had no parte with mez(foz mer 
cy grewe vp with me fro my youth, zcom- 
paſſion fromy mothers wombe.) Haue I fe- 
ne eny man periſhthorow nakednes z want 
of clothinge 7Dz,eny poore man for lack of 
ra yment, whoſe fyves thanted me not,becas 
febewas warmed wi ¥ woll of my ſhepe⸗? 
Dyd Jeuer lyft op myhonde to burtethe 
fat herleſſe Ree inthe gate where J ſawe my 
felf to bein auctorite: Thẽ let myne arme fall 
fro my ſhulder, zmyne armeboles be broken 
from the ioyntes. For J haue ener feared f 
vengeauncez punyſhmẽt of Good,z Enew ve 
ry well, y J wasnocableco bearebis burthẽ. 
Saue J pũt mytruſt in golde Oꝛ haue J ſay 
de to the fyneſt golde of all: thou art my cðft 
dence? Haue J reioyſed becauſe my ſubſtaun 
ce was greate, and becauſe my honde gat ſo 
moch: Syd J ener greatlyregardetheryfin- 
ge of the Sonne?®2z,havd Fj che goinge dow 
ne of ¥ Moone in greatereputaciony ath 
my bert medled prinely eny diſceate? Oz, 
dyd Feuer kyſſe myne owne honde ( that we 
re a wickedneſſe worthy to be punyſhed, for 
thei ſhulde J haue denyed the Godthat is 
aboue.) Hane JI euer reioyſed at the hurte of 
myne enemy? Gꝛ, was J euer glad, yeny bar 


Che xxxij. Chap, eo, ty. 
me bappened vnto him: Ob no, never fir 
fred my mouthto do fod) a —— —— 
him euell. Ret they of myne owne houſhol⸗ 
de ſayenvho fhallecvs,co haue oure bely ful 
of bis fleſh? J bane noe fuffied a firaunger 
tolye wi out, bur opened my dozes onto him. 
Have Feuer doncenywicFeddedewheretho 
201 F flamed my felf beforemen:Ozeny ab 
Hominacion, ¥ J was faynetobydeit 7 For 
YF D bad feared eny greatemulcitude of peo 
ple: Oz yf J bad bene diſpyſed of ¥ fymple, 
Ob chen ſhulde JIhaue bene afra yed. Chus 
haue J quyetly ſpent my lyfe, and not gone 
out at y dore. Gthat Ihad one which wol · 
Debeareme.Lo,thisis my cauſe Let y Ail · 
mightie gene me anſwere: z let him that is 
my cStrary part y ſue me with a lybeil Then 

ball J cate it vpon my ſhulder. Z asa gars 
jade aboute my heade. J haue tolde the nom 
bre of my goinges, and delynered them vnto 
bimascoe prynce. But yf cafebe that my 
londe crie aga ynſtme, or the forowes ther- 
of mate eny complaynte: yf J baue eaten 
the fiutestherof vnpayedfoz, yee yf Ihaue 
rene eny of the plorwomen:T ban, lecebife 
es growe in ſteadẽ of my wheate, z thoes 
fezmy barlye. 

Here ende the wordes of Fob, 


The XXXL. Chapter, 
O theſe thre men wolde ſtryue nomo A 
ve w Job becauſe be helde himſtif a 
rightuous man. But Eliu che ſonne 


D 


of Darachel the Buſſite of che Eynred of Genasd 


Ram, was very ſore diſpleaſed at Fob, chat 
be called bimfelf iuſt before God. And with 
obs thre freves he was angric alfo,becau- 
fetbey bad foundeno reafonable anfiverero 
ouercome bim. Now taried Eliu cill they 
bad endedtbeir communicacion with Job, 
for why vthey wereelderthenbe. So when 
Eliu ¥ ſonne of Barachel ¥ Buffice fare, 
that thefe chze men were notable to mate 
obanfwere,be was myſcontent: ſo that he 
Faue anſwere bimfelfand fryde:C onfiderin 
vey FJ amyouge, z yebemen of age, Iwas 
afeayed , z durſt not fhewe forth my mynde, 
foz Feboughethus within my (elf: Febecd- 
meth oldemen to fpeate,ztheagedto teach 
wyßdome. Euerymãcno doute)bath a myn 
be, but it is the inſpyracion of the Allmigh⸗ 
tie that geueth vnderftondinge.2 men are 
not wyſe net her doth euery aged man vnder 
ſtonde the thinge that is laufull. Therfore 
wil Ffpeateal/ocin ſo farre as Imaye be her 
de)zrwil ſhewe yow myne opinyon. Foz Whe 
Dhar wayted till ye made aͤn eee of youre 
bit 
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taléynge, zberde youre wyfdeme,what ar- 
gumẽtes yemade it youre communtcacions 
yee when J bad diligently pondzed what ye 
fayde, J founde not dne of youthat made eny 
gsood argument agaynſt Job, or that direct 
Tycoude mate anſwere vnto bis wordes: leſt 
ye ſhulde prayſe youre ſelues, co haue founde 
out wyßdome: becauſe itis God that bach 
caft bim ouc, zo man. CTenercheleffe, feyn- 
ge bebach not {poten vnto me,therfoze will 
not J anfivere him as ye hanedone( forthey 
were [> abafifhed, thattbey conde nor mate 
anfivere,ner [peste one wo2de)bucin ſo moch 
as yewil not ſpeake, ſtondinge fEillhEe dom: 
men 7 makinge no anfivere : J haue a good 
Dope formy parteco ſhappe bim an anſwere 
to ſhewe him my mean ynge. For J am full 
of zvordes Tthe ſprete that is within me cõ⸗ 
pellech me Behoide. J am as the new wyne 
whic hath no vente, z burftech the new veſ 
fels infunder. Therfore wil F fpeate, thacy 
mayebaue vẽte: J wil open my lyppes, and 
mate anſwere. J will regarde no maner of 
perfonne, noman wil Iſpare. For yf J wol- 
de goabouteto pleafeme, J Enowe not how 
foone my mater woldetate meawaye, 
The XXXIL Chapter. 
“CARI erfore, heare my wordes (D Fob) 
SNS zherten onto all, chat J wyll faye: 
Aw Debolde, J wil openmy mouth, z 
my tonge ſhal fpeate out of my chawes. My 
bere fhall ordre my wordes a right,z my lyp⸗ 
pes [bal talte of pure wyßdome The ſprete 
of Godbath mademe,zthebzech of che All 
mightie bath geuẽ me my life. rf thon cafe, 
thers gene me anfivere:pzeparetby felf to ftd 
De before me face to face. Bebolde, before 
Godam J euen as thou, for J am fafhioned 
Gnd madẽ euẽ ofthefamemoulde. Cher fore, 
thonnedeft not beafrayed of me, nether ne 
Deft thou to feare, that iny auctorite fhalbe 
to heuy forthe, Lt ow haſt thou ſpolen in my 
neeares,z J haue herde y voyceoftby woz 
des: J am clene withonteny fawte. J am in- 
nocent, zthereis no wicFedneffe inme. But 
lo, be hath pyted a quarell agaynft me, zta- 
kethme fozbis enemy: be bath put my fore 
inthe ftockes, zloteth narowly vnto allmy 
pathes. Beholde, vnto theſe vnreafonable 
iwordes of thyne wil J mate anſwere. 
Shulde Sod be reproued of man? Why 
doeſt thou then ſtryue aga ynſt him, becauſẽ 
be geueth the noaccomptes of all bis doin 
Bes7 Forwhẽ Gor doth once commaunde a 
Ebinge,there ſhulde no man be curious,tofe- 


———— atch whet her it be right. In dꝛeames and vi 
ſions of the night feafonGvbenflomb:ynge 


Khe xxxiiij. Chap, 


Seth vps mé,thatthey fallaflepeintheiv Danza 
bedvdes)be ———— in the eares, he in⸗ Nait ·a· b 


fourmeth them, ⁊ ſheweththẽ planely, that 
itis be, which withdzarverh man from euell. 
dglynereth bim from pryde, fepeth bis foule 
from deftruccion, z bislife from F ſwearde. 
be chaftencth bim with ſick neſſe, z brin geth 
him to bis bev:be laieth ſore punyſhmẽt vps 
Bis bones, forbathislifemaycawaye wno 
bied, z bis foule abhorret hto eate eny dayn⸗ 
tie meate: In ſo moch, that bis body is cle- 
ne conſumed awa ye ⁊ bis bones appeare no 
moze. His ſoule dzaweth onto deſtrüccion, 
bis lifeto death. Clow yf there be an angel 
(oneamonge a choufande)fent for tofpeate 
vnto mã, andto ſhe we him the right waye: 
thé che LORD Eis mercifull vnto bim,z ſay⸗ 
eth: He ſhalbe delyuered, y be fali not dow- 
neto deſtruccion. for J am ſufficiently recð 
ciled. Than bis fleſh (which bath bene in mi 
ſery troͤuble ſhalbe, as ĩt was in his youth. 
For yf he ſul mitte bimfelf vuto God, be is 
gracious ,z ſhewet h bim bis countenaunce 
toyfully,z rewardeth man for bis rightuouſ⸗ 
nes. Sod) a refpectc bath be vnto mẽ. Cher 
fore let a man cofeffe,(zfaye:)Joffended,bue 
he hath chaſtened ⁊ refourmed nie:J dyd vn 
rightuouſly, neuert heieſſe be bach not recõ 
penſed metherafter. mee be bath delynered 
my foule from deftruccion, zmylife, that it 
feyth ¥ light.£0,tbus worketh Godallwa- 
ie with ma, tbat he kepeth bis fonle from pe⸗ 
rifhinge, zlatteth bimenioyetbe light o 
lyninge Marke well(® Yob)z heareme:bol- 
de the ftill,wneill J baue (poten. But yf thou 
haſt enyt hinge td faye, thenanfivereme and 
{peate,foz thy anſwere pleaferbme. vf thou 
haſt nothinge, chen beare me, and holde thy 
tonge,fo ſhal teach the wyß dome. 
Tbe XXXIlll. Chapter. 
Siu proceaded forth in bis cẽ munica 
MY clon, zt ſayde: Heare my woꝛdes ( O ye 
wyfe men) berten vnto me, ye ¥ baue vnder- 
ftondinge. For liteasthe month taſteth the 
meates , fo the eare proneth zdifcerneth the 


woꝛdes. As for the iudgmẽc, let vs Reitout s.Cor.s 4. 


amonge¢ felues, ¥ wemayctnowe what is 
right.2ind whys Job bach ſayde: J am righ 
tuous, bur God doth me wꝛonge. I mufé ne- 
des be alyar,though my canfe beright:z vio 
lẽtly am J plaged, whereas Imade no faw 
te. where ĩs there [ody one as Job, y drinket h 
vp ſcorne fulnes lite water which goeth in ¥ 
company of wicked doers, z waiket h vn⸗ 
godly me: For be ſaieth: Though a mã be go 
9d, yet is be naught before God. Therfore 
beste vnto me,ye ¥ haue vnderſt ondinge. 
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BFoarre be it from God, thathe ſhulde med 
lewith wĩckedneſſerand farre be tt from the 
Aullmightie, y he —— with vnrigh- 
thous dealynge: but be rewardeth the woz. 
Fes of man, and cauſeth everyman to fynde 
acordinge to bis rosyes. For ſure it is chat 
God cõodemneth no man wrongeoufly, and 
the iudgmẽt ofthe Allmig htie is not vnrigh 
tuous. YOborulech the earth in bis fteader 
Oꝛ, whom bath befecco gouernethe whole 
worlde: To whom bath be geuen his berte, 
forte dzawe bis ſprete and breth vnto him⸗ 
All fleſh fhal come together vnto naught, 
all mẽ haͤlturne agayne onto earth. Xf thou 
now baue vnderſtdinge, heare what ſaye 
and herkento che voyce of my worbdes. 

Maye hebe mave whole, thatloucch no 
sight? xf chou werea very inmocent man, 
ſhuideſt chou then —— — beise- 
uenthe fame, ¥ knoweth che rebellions kyn⸗ 
§es,z fayeth to princes: Ongodly men are ye 
Se bath norefpecte vntothe perſonnes of Y 
lordiy regardet h not the rid) more thé poo 
re. Forthe y be all che worke of bis hondes 
C Bebe twincklingẽ off aneye fhallebey be 
flayne:and acmydnight,wben the people z 
thety:auntes rage,chen ſhal chey perifh, qo 
be taken awaye withoutbondes. 2nd why? 
bis eyes lote vponthewayes of man,andbe 
feych all bis goinges. There isno darcknes 
ner thicke ſyadowe, ¥ can hyde the wicked 
doers from him. For no ma ſhalbe ſuffred co 
gointoindgment with Goo. 

Many one, yeeinnumerable doth Fe pu- 
nyſhe and fetterh other in their ſteades. Foz 
be knoweth their euell z darcke wortes,ther- 
fore ſhal they be deſtroyed. They that were 
in y ſteade of Seers, dealt like vngodlymẽ. 
Ther foꝛe turned they bac traytorouſly and 
vn faithfully frõ bt, z wolde not receaue bis 
wa yes. ſo moch that they haue cauſed y 
woyce of the poore to come vnto bim,z now 
be beareth che cSplaynte of ſoch asareinne 
Ceffite. NF he delyner z graunte pards, who 
williudge ozcondemne? But yf he hyde a- 
wa ye bis countenaunce, who wil ture it a · 
boute agayne, whether it be tothe people oz 
D ?eny many For the wickedneſſe ſynnẽ of yy 

people,be maketh an ypocrite to reigne ouer 
thé. For ſo moch then as FJ haue begonne to 
talke of God, I wil not hyndre the. RfI ba- 
ue goneamyffe,enfourmesme: yf Jj bane do- 
ne wꝛonge, J willeaneof. Wüt thou not ge 
ue areafonableanfivere? Art thoͤu afrayed 
of eny thinge, feyngerbou begãneſt firſt to 
ſpeate, z not Fr For els the men of vnderſtõ 
dinge ⁊ wiſdome that haue herde me, mig ht 


Che xxxvi. Chap. Ao. x. 
ſa ye: What caft chou ſpeabe: As fo: Job he 
bach necher fy oF es to — ipo eee 
ly.© facher,lec Job be well tryed, becauſe be 
be bach turned bimfelf to F wicFed:yce abo 
ue bis fynnes be bath blafpbaned, which of- 
fencebe bath done euenbeforevs, in y be 
ſtryueth agaynft Gov with bis wordes. 
The XXV Chapter. 
“> Liu fpate morouer and ſa yde: Thin. A 
3 keſt thou it right that thoů ſa yeſt: J 
am rightuous before God? Seinge 
thou ſa yeſt ſo how doeſt thou knowe itz 
What thinge haſt chow more excellẽt, thẽ J 
¥ am a ſynner Ther fore will FJ geue anſwẽ · 
re vnto the ztby frendes:lote vnto the hea · 
uẽ, ⁊ beholde it:cofidze ¥ clondes, howtbey 
are hyer chen thou. xf choufynneft, what 
doſt thou vnto hime Rf chine offences be ma 
ny, bow getteſt thou bis fauoure? RF chou 
berightuous,whatgeueftthoubimy dz, 


what receaueth be of thy andes 7 Of fody ee. 
an vngodly performe as thon, z of ¥ foe Sane 


of mañ that is rig htuous as thou pꝛetendeſt 
tobeithereis a greate criez cOplayntemave 
by thethat are oppieffed with violence, yee 
eneryman complayneth vponthe cruell ar- 
meofcyrauntes. For ſoch one never fayeth: 
Whereis Godthat made mezad ¥ fhynech B 
‘vpon ve, that we might pzayfe him in the 
nightsWbid) geueth vs more vnderfisoin 
gethen be doth che beaftes of theearth,and 
teacheth vs moͤre then the foules off heauẽ. 
k_ RF eny ſoch compla yne,noma geueth an- 
Frvere, and ¥ becaufé of the wicFedneffe off 
pronde tyrauntes. Sut yf a man call vpon 
Gor, doth noe he heare him y Doth not the 
Almighne accepte bis crie Whã chou ſpra 
keſt then ſhulde not be pardontbe, yff chow 
opentbhy [elf befozebim,and purebytruftin 
bimiTben vſeth he no violence in bis wath 
netherbath be pleafire in curious and depe 
inquificions. Ther fore hath Fob opened bis 
mouth but in va yne,gd folifhly bath he ma⸗ 
de ſo many wordes, 


The xXXXxVI.Chapter. 


Liv pꝛoceaded forth in his talkinge. 

z ſayde: holdethe ſtill ¢ litle, and I % 

fhalfhewethe, what Ybane yet to 
fpeateon Goods bebalfe.3 wil open onto y 
yetmoze of myne wnderftondingeand prone 
iny maker rightuous. True aremy wordes, 
nolye:andthe knowlege wherwitball F ar 
gue agaynftthe,isperfecte. Bebolpe,Goo 
cafteth notawaye ¥ mightic; for he himſelff 
is mightie in power and —2 — 
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As for the vngodly, he preferncth thẽ noe 
butbhelpeth che poozetotheirright. Hetur- 
neth not his eyes awaye fromtberightuous 
he ſetteth vp Eynges in their Trone and cõ· 
firmeth chem,fo thet they allwaye ſyt ther 
in. Bue yf they belayedin pꝛeſon and chey · 
nes, or bounde with che bondes of pouerte: 
then ſhewethhe themtheir workes ad dedes 
and the ſynnes whenv'ehey haue vfed cruell 
violence. 

He with punyſhinge and nurturinge off 
them, rowneth them in the eares, warneth 
them to leaue of from their wickedneſſe, and 
to amende. YP they now will take hede and 
be obedient, chey ſhall weere out their da yes 
in profperite,and cheir yeares in pieaſure GO 
toye. But yff they will not obeye, they ſhall 

go thororo the ſwearde, ⁊ periſh or ener they 
de ararre. As for ſoch as be fayned, dyſſem⸗ 
blers and ypocrytes they heape vp wrath 
foz chens felues: for they cail noͤt vpon bim, 
thoughthey bebis prefoners. Thus their 
foule periſheth in foolifhneffe,and cheirly fe 
2v' ¥ condéned. The poore del yuererh he out 
of bis ſtra ytneſſe, anð comfozteth fochas be 
in neceſſite and trouble. ven fo hall be be⸗ 
pe the( yf chon wile be content) fromthe bot 
conileffe pytte that is beneth: z yf thou wilt 
holde che quycte, be ſhal fyll chy cable with 
plentcon efi. 

Neuertheleſſe, chon haſt condemned the 
indgment ofebevngodly, yee euen fod) a iud 
gment and fentence halt thon fuffre. Foz 
then ſhal not thy caufe be feilled vith crucl- 
tic,ner pacified withmany giftes. HathSod 
dened then that the glorious life off thez 
all foch mightie men ſhulde not be put dow 
ne? Prolonge not thou thetyme,till there co 
me a night for the,to fee other people inthy 
ficade. Sutbewerrechat thou curne not a⸗ 
ſyde to wickeoneffe and ſynne which hyther 
rothou haſt chofenmozethen meteneffe Be- 
bHolde,Govis of a mightie hye porwcr:Whe 
reis there ſoch a gyde andlawegeneras ber 
Who wilrepzoue him of bis wa ye? who wil 
faye vnto bim:tbou baft done winger 

O confidze how greate and excellent bis 
workes be, whom all men loaue and pzayfe: 
yee wondꝛe at bim,and yet they fe bint but 
afarreofBebolve,fo greatcis Good, that he 
paſſeth ourc knowlegẽe nether are we able to 
rome to ¥ experiẽce of bis yeares. Hetur⸗ 
nethy water to ſmaldroppes, he dryueth bis 
cloudes together for to rayne ſo that they 

oure Downe and dzoppevpon men. He cart 
pzedcout the cloudes (a couerynge off bis 
tabernacle)and cauſe bis light to ſhyne vps 


Che xxxvij. Chap. 


them,andto coner the botome of the fee 
Dy chefethinges gouerneth be bis people, 
and geueth che abundaunce-of meate. In F 
turnynge of a hande be bydeth the lighe, z 
ac bis commaundement it commeth agay⸗ 
ne. The ryſinge vptherof ſheweth heto bis 
frendes andeothe catell. 
The XXXVIL Chapter. 
Tebis my hert is aſtonnied, and mo- 
ued out of bis place. Heare then the 
foundcof bis voyce, and the noyfe ¥ 
goeth out of bis mouth. de gouerneth ene- 
ry thinge vnder the heaven, andbis light 
reacheth unto the ende of the worlde. A roa- 
ringe voyce foloweth bim: foz bis glozions 
magefty geneth foch a thondre clappe,that 
(though aman heare it yet maye he not per · 
ceaucit afterwarde. It geueth an horrible 
foronde ,when God ſeñndeth out bis voyce: 
greatetbinges doth be, which we cannot cð · 
prebende.YOben be commaundeth the fito- 
we,it falleth vpon the earth: As ſoone as be 
eueththe rayne a charge, Immediatly the 
wers baue their ſtrength and fall downe 
He fendeth fearevpon euery man, chat the 
might knowe their orone workes, Thebeef> 
tes ein to their dennes, z take their reſt. 
Out of che ſouth commeth the tempeſt, and 
colde ont of the north. 

At the beth of God,the froſt commeth, z 
the waters are ſhed abzobde. The cloudes do 
theirlabourein geuynge moyſtneſſe, the clou 
des poure downe their rayne. de diſtribu⸗ 
teth alfoonencry ſyde, acordinge as it plea · 
ſeth him to deale out his workes, that chey 
ma ye do, what ſo ener he commaundet h the 
thorow the whole worlde: whether it be to 
punyſheny londe, or todo good vnto them. 
that ſeke him. 

Herken vnto this (o Gob) ſtonde ſtill, and 
conſidrethe wonderous workes of God. Are 
thou of coũcel with God, when he doththe· 
ſe thinges? When be cauſeth the light to co 
me forth of bis cloudes? Art thou of bis coe 
cell, when he ſpredeth out the cloudes? Haſt 
thou the perfecte knowlege of bis wonders? 
and bow thy clothes are warme, whe the lõ · 
deis ſtillt horo w thefouth wynde: haſt thou 
helped him to fpzed outthebeanen, which is 
to loke vᷣpõ, as it were caſt of cleave metal? 
Teach vs what we ſhal faye vnto bi, for we a 
re vnmete becauſe of darcknes. Shal it be tol 
de him what J ſaye? Shulde a man ſpeabe. 
orfbuldcbetepeit baker For euery mã ſeit h 
notthelight,¥ he kepeth cleare in the clou⸗ 
des, which be clenſeth whan be maketh the 
wynde to blowe.Goldeis bought out of the 
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north, but the pꝛayſe and honoure off Gods 
feare commeth fro God himſelf. It is not we 
that can fynde out theallmightie: for in po 
wer, equite and rigtuouſneſſe be is hyer thers 
canbe expreſſed. Seinge thenthat enery bo- 
dy feareth bim, why ſhulde not all wyſe men 
alſo ſtsde in feare of biz Chap. XxvIul. 
Cy Hen|pate the LORDE vnto Fob out 
of the ſtormẽ, and fayde: wbacis be, 
thatbyvech bis mynde with foolyfy 
wordes Gyrde vpthy loynes lite a ma, for J 
will quefEion che,fé chou geue me a Dyzecte 
anſwere. Where wafétbou,when Ila yedy 
foundacions of the earth? Tell planely yff 
thon baft onderftondinge. Who bath mea- 
fared ic,Enoweft thou? Oꝛ, who bach [pred y. 
Tyne vpon it? Where vpon ftdde thepilers of 
it ? Oꝛ wholayed y comer ſtone? where waft 
thon when the momynge ſtarres gaue me 
prayſe, ãd when alltheangels of Govdreioy 
ſed? Who ſhutt che fee with dores, when it 
brake forth as a childe out off his mothers 
wombe? When J made the clondes to be a 
coueringe for it,andfivedled it with ¥ darc- 
ke? when J gaue it my cOmaundement, ma- 
byngẽ dores ⁊ barres for it ſayenge: Hither 
to ſhalt thou come, bur no further, and bere 
Phale choulaye Downe thy pzoude and bye 
wares. Haſt thou gent chemomynge bis 
charge(as ooneas thou waft bozne)and fhe 
wedthe da yeſpringe bis place, y it might ta 
ke holde of the comers of cheearth, z ¥ the 
vngodly mightbe fhate out? Their cokes z 
weapés haſt thou tur ned like claye, z fet thé 
vp agayne as the chaunginge of a garment. 
Ree chou haſt ſpoyled che vngodly off cheir 
light,z brokẽ the arme of the pzonde.Camefé 
thouencr intothe groũde of che ſee, Or, haſt 
thou walked in ¥ lowe corners of ¥ depe Ha 
we che gates of death bene opened onto the 
or haͤſt chou fencthe daze of enerlaftige trea 
fare? Haſt chou alfo perceaucd, bow brode 
earth is? Now yf thoubaft knowlege of 
Gil, che ſhewe me where light dwelleth and 
where darcknes is:y‘ choumayeft bringe vs 
vnto their quarters, yf chon cafttell the wa- 
yeto ther houſes. Kneweſt thou( when thou 
waſt borne bow olde thou ſhuldeſt ber 
Wenteſt ehou ener in tothe treaſuries off 
the firowe,oz baft choufene ¥ fecrete places 
of che hale: which J baue preparedagaynft 
thetyme of trouble,agaynftcbetyme of ba 
tellz warre By what waye is thelight par 
ted, zebe hearedealt out vponearth? Who 
deuydeth che abundaũce of watersintory- 
ners, 92 who maketh awaye for the ſtorniy 
wether, yl it wareretlh zmoyfturech y* dzye 
z baren grombde:to mate the graffe growe int 
places where no body dwelleth,z in the wil 


Che xxxix. Chap. Go. xi. 


dernes where no ma remayneth Who isthe 
father of rayne? O2, who bath begotten the 
droppes of dew? Oucof whofe wöbe came 
the ye’ who bath gendred the coldnes of ¥ 
ayre? y the waters are as harde as ftones, z 
Tye congeeled aboue the dvepe. daft thou 
brought ¥ vij ſtarres toget her? Oh art thou 
able ko breake the Circle of heauẽ? Cãſt thou 
bainge forth che mornynge ſtarre or the eue- 
nynge ſtarre at cGuenienccyme,z cõue yethẽ 
hoͤme aga yne Bnoweſt thou the comfe off 


heauẽ, ¥ thou mayeſt ſet vp che ordinaunce 


therof vpõ earth? Morouer café thou life 
vpthy voycecoy® cloudes, y theymaye pow 
re dorne a greaterayne vps ther Canſt thou 
thõdre alſo ¥ theymaye gotheir waye T beo- 
bediẽt vnto the, fayége:lo, bere are we Who 
geueth furewifdcmoe,o2 ſtedfaſt vnderſtõdin 
de? who nombreth che cloudes in wiſdome? 
whoftillech y vehement waters of the bea- 
uẽ? who turneth the clotres co duſt, Ahẽ to 
be clottes agayne? Hunteſt thou the praye 
ſrõ the Lyon,oz fedeſt thou bis whelpes lyẽ 
ge in their dẽnes ⁊ lurkinge in their couches? 
who prouydeth meate forthe rauen, whe bis 
yonge ones crie onto God, gd fle aboute for 
want of meate? Chap. XXXIx. 

¶Noweſt thouthẽ tyme when che wil 

de gotes brige forth their yoge amd 

ge che ftony rocPes 7 Dz layeſt chou 
wayte whenthe hindes vfceto farone 7 Rete 
neſt thou che monethes after they ingendie, 
¥ chou knoweſt the tyme of their bearinge 2 
DOzwhen theylye downe,when they caſt che 
iryongeones,z whentbey are delyucred off 
cheirsrauayle zpaynesowrtbeir yoge ones 
Srowe vp Z ware greate thorow good fedin 
Serwholecterh the wildeaffe go fre, or who 
lorefeth che bodes of the Moole? nto whõ 
IJ baue geuen the wyldernes to be their how 
fe,ztbe vntilled londeto be their drvellinge 
place.Thattheymaye geue nd force fo2 the 
multitnde off people inthe cities, nether to 
regardethe crienge of the dzyner:but to fete 
their pafture aboute the mofitaynes,z to fo- 
lowe vpon the grenearaffe. Wyll the vni⸗ 
comebe ſo tamẽ as todo y feruyce,ozto ab 
de fell bychy cribberCaftchou bynde y* y: 
aboute bim in thy fororves,to mate bim plo⸗ 
wea fter thein y* valleis? Ma yeſt tbeutry 
bi(becanfe be is firSge)oz cẽmitte thy labo’ 
vnto hĩ? Ma yeſt thou beleue bi,y* be wil bit 
ge home y! come,orto caryenythinge vnto 
y barnerT he Eſtrich( rwhoͤſe ftthers are fay 
rertbé y® wynges of the ſpars bante) rhe 
bebatblayed bis egges vpon the greunde. 
he bredeththem in che duſt, and forgetteth 
them:fotbat they migbht be troden with fe, 
te, 02 broben with [eummie wilde bea ft. 
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So harde is he onto bis yong ones, as 
though they werenot bis, and laboureth in 
wayne without eny feare. And that becanfe 
God hach caken wiſdome from bim, z hath 
not geuen him onderftondinge. YOben bis 
tymeis,be flyeth vp anbye, and careth ne- 
ther foz horſe nev man. 

€ Haſt chou geuen the horſe is firength, oz 
lsrned him to bowe downe bis nec with few 
rerthat be letreth him felf be dryuen forth li 
te a greflpopper, where as the fioute neyen 
ge that bemateth,is fearfull>bebreatech ¥ 
grounde with che hoffesof bis ferechearful 
Vy inbis ficength, and rumneth to mete the 
harneſt men. Delayeth aſyde all feare, bis 
ſtomack isnot abated, nether ſtarteth be 
aback for eny fiverde.C hough the quyners 
rattle vᷣpon him though che fpeareand fil 
de gliftve:yet ruff beth be in fearfly, and bea 
tech vponthe grounde. He feareth not the 
noyſe of che crompetres,butas foone as be 
beareth the [hawmesblowe, tuſh ſayech 
be) for be ſmelleth ehe batell afarreof, ¥ noy 
ſe che captaynes andthe ſhoutinge. 

D  Commech ic chozow chy wyf dome, that 
the gofhante flycth towarde thefouth 7 
Soththe Aegle mounce vp z make bis neſt 
onbyeatchy commaundement? He ab ydeth 
in the ſtony rockes, ãd vponthe bye toͤppes 
ofbarde mount ynes, where no man can co 
me, From thence maye be beholde bis pzaye, 
andlote farre aboute with his eyes. dis yor 


Mat.sg.€ ge ones are fed with blonde, and where eny 


Decdbody lyech,thereis he immediatly. 

Moꝛouer. God fpake vnto Gob and fay- 
de:Canbetbat firyueth with che Allmigh- 
tie,be at reſt? Shulde nor be which diſputet h 
with God, geuc him an anſwere? Fob anfive 
redthe LOR DE, fayenge:Bcbholde, J am to 
vyle a perforne, to anfivere the, therfore will 
Ilaye my bantevponmy month. Once or 
tryfe haue 5 (poten, but J will fayenomoze. 

The XL. Chaprer. 
Ben fpatecbeL ORDE vnto Fob ont 
* of the ſtorme and ſa yde: gyrde vp ¥ 

lobsa,a x Toynes lite a man,and tell methe tb 
ge that J will axe the. Wilt thou difanulle 
my iudgment? Or, wilt thou condenmeme, 
¥ thoneby ſelf mayeſt be made rightuous 
stbine armethen lite the arme of Godz 
Mabkeththy voyce ſoch a ſoũde as bis doch? 
Toen arme thy ſelf with thine owne power, 
vp decke the in thy ioly araye,ponre out the 
indianacion of thy wꝛatheſe that thon café 
Downeall ¥ pzoude,lote well,chat thoume 
eft all ſoch as be fiubburne,to obeye:treade 
allebe ungodly onderthy fere, cafe che dow- 


Khe xli. Chap, 
neintothe myze,and conertheir faces with 
darckneſſe: Chen will J confeffe alfo, that 
thyne omne right onde bath ſaued the. 

Seholde, the cruell beaf—eeohom I made B 
w theywhich eateth haye as anore:lo, how 
firongebeis in his loynes, and what power 
bebathinthenauell of bis body. de fpze- 
deth ont bis tale like a Ced:etre, all bis vay 
nesareftiff. is fhynnes arc like pipes off 
braffe, bis rygge bones arc like fiaues of y2o 
Firſt when God made him, he ozdened che 
wyiderneſſe for him, y the mounta ynes ſhul 
de geue hem graffe,whereall the beaftes off 
the felde cate cheir paſtyme· Hẽ lyet hamsgẽ 
theredes in che Moͤſſes che fennes hyde bint 
with their ſhadowe, and che wylowes of the 
broke couer bim roundeaboute.Lo, without 
enylaboure might be dzynte out the whole 
floude,and fuppe off Jordane without eny 
trauayle. Who darrelayebende vponbim o 
penly,and vndertaketocatd bim7D:, who 
darre put an hobe chorow bis nofe, ãd laye a 
ſnare for hini? 

Darreſt thou dra we out Leuiathan wit h C 
an angle, or bynde his tenge with a ſnare? 


bore his cha ftes t herd wwith a nauie? Wyll 
he make many fayic wordes withtbe(thyn- 
keſt thou)or flatre the: Wyll be mate a cone 
naunt withthe? Orart t hoͤu able for to com 
pell himto dothe cont yniall ſeruyce? Wilt 
thoutatetby pafiyne iwl bimas with a byz- 
de, or gene bin vnto thy maydens, that thy 
cempanyons maye bew b.m in peces, tobe 
parted amonge the marchaunt men? Canſt 
chou fyll che nett wi bis ſirynne, or y fyſh pa 
nyer with bis header Darreſt theulayebon- 
de vpon bimz It is better forthe to confidze 
what harme might happẽ the there thorow 
and not to touch bim. Foꝛr when thou thyn- 
keſt to haue holde vpon bim,be ſhall begyle 
the:sEuery man alſo that ſeyth bim, ſhali go 
backe. And whyzebere darre none be ſo bol- 
de,astorayfebim vp. 
The XL. Chapter. 
MURQD Hoisableto ffondebeforemerO:, A 
who bath genenmeeny thynge a- 
2a forebande,that J amboundeto re 
warde bimagayner All thinges vnder bea 
uenaremyne. J feare bim not, wheeberbe 
chzcaten oz fpeate fayze. Wholiftet h bim vp 
and firipeth bim ont of bis clothes 02 who 
tateth bimby the byttof bis brydle⸗? Wi 
openeth the doze of bis facer? for he bath hor 
ribletetherounde aboute, His body is ce ue⸗ 
red witb fcales as it were with ſhyides, lock 
Gein,tepte,and well cSpacte together. One 
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The boke of Gob, 


is fo ioynedto another, that noayre can co 
me in:yee onebangech ſo vponanocber,and 
ſticke fo cogether,thatchey cannot be ſunde 
red. His nejinge is lite a gliſteringe fyze,and 
bis eyes like che mornynge hyne Duc of bis 
month go torches and fyze brandes, ont off 
bis noftrels there goeth a finote, like as cur 
off an bote ſeetinge pott. His breth maketh 
tbhecoales burne,the flame goeth out of bis 
mouth. In his necke remayneth firength, 
and before bis face ſorowe is curned co glad- 
neſſe. Chemembrzes of bis body arcioyucd 
ſo ſtrayte one co another and cleue fo faſt to 
gether that he can not be moued. 

dis hert is as harde as a ſtone, ãd as faſt 
asthe ſtythye that the hammer man ſmytet h 
vpon. When he goechrthe mightieſt off ail 
are afrayed, and the wares heuy. Rif be 
dra we out che ſwearde, there maye nether 
Ipeare ner bieft place abyde hum. se ſetteth 
a@s5moch by a ſtrawe as by yrs, and as moch 
bya rotten ſtocke as by metall. He ſtartech 
noͤt awaye for him that bendeththe bore, z 
as forſlynge fiones, he careth as moch fez 
ſtubble as forthem. He counteth the bam- 
mer no better chen a ſtrawe he laůg heth bins 
to ſrorne that ſhaberh che fpeare. He trea- 
detbh che golde inthe myre like ¥ fharpe por 
Pherdes. He makeththe depe to ſeeth and boy 
le like a pott, and ſtereththe ſee together like 
anoynement. The waye is light after bin, 
the depe is biswaltynge place. Vponcarth 
ts there no power lite vnto bis, foz be is fo 
made,that be fearech not. nif aman will <o- 
ſidre all bye hinges, chis fame is a Eynge 9- 
werall che children off pzyde. 


The XLil. Chapter. 


HE Fob anfiveredthe LORDE, and 
fayde: Iknowe thar thou haſt po- 
wer of all thinges, and that thereis 
notboughe hyd vnto the. Foz who cantepe 
bis orone councell ſo ſecrete, bur ic fhall be 
Enornes Ther fore haue J ſpolen vnwyfely, 
feynge chefe thinges arco hye and pajicmy 
nevnderftondinge. O herken thou vᷣnto me 
alfo,and lermefpeate : anfivereme vnto the 
thingetbat J will axe the. J haue geuen dili 
gent eare ontothe,andnow 3 ſe y withmy 
necyes. Wher fore J geuemyneorne felf y 

blame, and cate repentaunce in the duſt and 
aſſhes. 

Now whẽ the LORDEbabd ſpoken theſe 
wvyrdes vnto Yob,befayde vnto Lliphas y* 
Themanite: Jam dijpieaſed with cke z thy 
two frendes, for ye baue not {poten the thin 


Che rly. Chap. Ao. xij. 


ge ¥ isright before me, like as my ſeruaunt 
“Job bath done. Ther fore tale vij.oren and 
feverrrammes,and go co my feruaunt Fob, 
Offre vp alfo foz youre ſelues a brentoffer yn 
ge, and lat my feruaunt Job praye foz you. 
im will J accepte, and not deale with yor 
after youre foolifhneffe: in that ye haue not 
ſpokẽ y thinge which is right like as my ſer· 
uaunt Job hath done 

So Eliphas the Themanite, Baldad y 
Su hite and Sophar che Naamathite we 
te cheir waye,and did acord yuge as the LOR 
DE commaunded them. The LORDE alſo ac 
cepted che perfonne off Job, and che LORDE 
turned bint onto Job, whé be prayed for his 
fiendes: mee the LORDE gaue Jobtwyſe as Mattaod 
mod) as he had afore. el 

And thẽ came chere vnto him all his bre- 
thzen, all bis ſiſters with allebem that bad 
bene off bis acquãtaũce a fore, and ate bed 
withb.min bis boule, wondꝛinge ac him, ao 
comfoztinge bim quer allthe trouble, chat 
theLORDEbad brought vpon bim. Euery 
mã gauebima ſhepe and a Jewell of gelde. 

nd the LORDEmavde Fob richer then be 
was before:foz he bad rity. 111. fbepe,vi. AF. 
camels, a M.yock oré, andatibatfes. He 
Had children alld: vy. ſennes and ij. dough⸗ 
ters. Che ſirſt he called Daye, the feconde, 
pouerte:therbirde, All plenteouſnes. In all 
the londewere none founde fo fayre, as the 
doughters of Gob, z their father gaue them 

euberitaunce amonge their brethren. 

A feer this lyucd Job rl. yeares, fo 
ehathe fawe bis children, 
bis chilvers children vn 
tothe fourth gene- 
racion. And 
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fe Se 
dyed, beinge oldez of a per 
fecte age. 
The endveof che bore of Fob. 
The firF pſalme. 
eae Dleffed is ¥ man,y goeth not 2% 
¥ abyveth nec in the waye off Pals. 

I &,' teoftbefcomefull, Burde- 
lyteth in thelawe fe y —— z — Prose 
Soch a mã is like a tre plated by ¥ water} 
de, ¥ brĩgeth forth Fa ag Fone ſcaſon. Tereww-be 
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a5 be Walter. 
PAG inehecouncell of ¥ ongodly: —* 
fynners,z ſytteth notin F fea- 
bimfelf in his lawe both daye and night. f 
y: 


Pro. 


The Pſalter. 


B _— Sisleenes hal woe fall off ad loke what 


ſoeuer bedoch,it ſhal proſpere. As forthe on 
Sodly it is seers lo ipo they areli- 
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ye from of the grounve. T her fore the vngod 
ly Phallnocbe able ro finde in the iudgmẽt 
nether the ſynners in che congregacion off 
therightuous. SozrtheLORDEaloweth y 
wa ye ofthe rightuous,bur the waye of the 
vngodly periflye. 

Tell. A pfalme of Daud. 


a SX dy dotbe Heithẽ grudge vwhy do 


? the people ymagyn vayne thinges? 
se Thetyngesof the earch ſtsde vp, 
and the rulers arecomecogerber, agaynſt 
the IGRDE ãd agaynſt bis anoynted. Let 
vs breabe cheir dondes a ſunder. and caſt a · 
waye their yocke from vs. Neuertheleſſe, 
he that dwelleth in heauen, ſhall laugh the 
to ſcorne: yee euen che LORDE bimfelff Hall 
banethem in der ſion. Then ſhal befpea- 
Be vnto them in bis wrath, and ve xe theim in 
his ſore diſpeaſhre Xet haue Iſet my kyn⸗ 
ge vpon my holy billof Sion. As foz me 
“Swill pꝛeach chelawe, wherefthe 1ORDE 
Bach fayde onto me: Thou are my fonite, 
crhis daye haue J begotten the. Deſyre off 
me, and J ſhall geuethe the Heithen for thi⸗ 
neenberitaunce, ee the vttemoſt partes of 
the woꝛlde for thy poſſ Mon. Thou ſhalt ru⸗ 
le them with a rodde of yron, and breabe thẽ 
in peces like an ert hen veſſell. Be wyſe now 
therfore(o ye kynges)be warned, ye that are 
iudges ofthecarth. Serue the LORDE 
with fearc,and reio yſe before bim with rene- 
rence. Ayflecbe fonne,lefe che LCRDE be an- 
grie,and ſo ye perifh from the right waye. 
Sorbis wrath fhalbe Eindled ſhoͤrtlyrbleſſe 
aveall they that put theirtruft in bim. 
The Ill. A pfalme of Daud. 


W Hy arethey fo many(o LORDE)Y 
% BS trouble me? a greate multitude are 
Ke they, chat ryfe anaynft me. Xce 
many one there be that faye off my fule: 
thereis no belpe foz bim in God. Sela 
Dut chon(oLORDE)aremy defender,my woz 
Mipe, ãd the lifter vp of niy heade. FJ call 
pon the LORDE withmy voyce, and he bea 
reth meout of his holy bill. Sela Flayed 
me downe and flepte,but Iroſe vp agayne, 
forthe LORDE fufteyned me. J am not afray 
ed for thouſandes of the people, that cépaf> 
femcroundeabente. Op LORDE,and belpe 
me,om 7 Gon: for theu ſmyteſt all mye ene> 
mies pponthe chete bones, and breatefiche 
teth oF the wngodly. Zelpe belonaceh on 
tocbeL OR DE, therfore let chy bleffynge 


—8 


The v.pfalme. 


be vpon 
— Serre Sraime of Daniv. 
8 Eare me whẽ J cal,oGodofmyrigh % 


tuoufites,chou that comfoztefé me ut 

my crouble:baue mercy vᷣponme, and 
berten vnto my prayer. @ ye fonnes off 
men: bow longe will ye blafpheme myne bo - 
noure? whyhaue ye fod) pleafisse in vanyte,z 
feteafterlyesr Gelw Knowe this, that 
the LOR DEvealeth maruelouſly with bis 
faynte: and when J call vponthe LORDE, 
bebearechme. Beangrie, but fynne not: Ep! 
coms nf youre owne bertes vps yo" beddes, 
zremébze yo? felucs.Gela. Offre ¥ ſacri 
fice of rightuouſnes, put yo" truſt in ¥ LOR 
DE. Therebemany y ſaye:whoͤ wil dovs 
eny goodr whereas thou(o LORDE)baft fhe 
wed vs the light of y countenaiice. Chow 
reioyſeſt myne berce, though their encreace 
be greateborbin come z wyne. Therfore 
wil J layeme downe in peace,z take myreft: 
foz thou LORDE only feeteft mein a a ſure dwel 
iynge. The V. A pfalmeof Dauid. 


SY aremy woꝛdes (o IORD) conſidꝛe A 
mycallynge. Omarkethe voyce of 
my peticion.my Eynge z my Good: for 
wntothe wii Jnmec my prayer. Heare my 
voyce bytymies(oLORDE) for early inthe moz 
ninge wil J gett me wntotbe, yeez ¥ w* dili 
gece. Gor thouartnot the God ¥ bath plea 
fure in wicFedneffe, theremaye no vngoͤdly 
Pperfonnedwelwiththe. Soͤch as be cruell 
maye not ſtonde in thy ſight, thou art an ene 
mic vnto all wicke d doers. 

Thon deftroyeft the lyers: the LORDE ab- 
borreth the bleude thurſtie and diſceat full. 
Sut as fo: me. J val coine in to thy houfe,e- 
nen vpon the multitude of thy mercyr ad in 
thy feare wyll J worfhipetorardetby boly 
téple. Lede me(oLCRDE)ineby rightuouſ 
nicffc,becanfe of myne encmyes,gd make thy 
roaye playne befoze me. Gortbhere is no 
faithfulneffe intheir mouthes: they dyffem- 
bleincheir bertes:the.r thzote is an open fe- 
pulchrerwith ch eir tonges they diſceaue. 
Punyfhchem(o Godrbat they maye periſh 
in their owne ymaginacions: café them out 
becauft of chemultitute of their vn godlineſ 
ſe fozrtheyretellagaynfé the. Agayne, lee 
alltbem that put their truſt in the,reioyfes 
yee let thein ener be tenynge of thantes, be⸗ 
caufe thon de ſendeſt them· that they which 
loue thy name maye be io yfull inthe. For 
thou LORDE geueſt thy bieſſinge vnto che 
rightuous:and withtby fauorable byndnes 


chou de fendeſt him, as with a ſhylde. 
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The Vi. A pſalme of Danio. 

% LORDE, rebuteme not in thine an ⸗ 
¢ Ser:Ob chaſtẽ me not in thy heuy dif 

pleaſure. Hauemercy vpon me (0 
LORDE)fFoꝛ “J am weate: o LORDE heale me, 
for all my boñes are vered. My ſoule alfo 
ts in greate trouble, but LORDEbow longe 
Turne the(ol ORBE)⁊ delyuer my foule:Ob 
ſaue me, for thy mercies fate. For in death 
no manremẽ breththe: Ob who wil geue the 
thantes in che bell? Jam weery of gronyn- 
gerEuer y nightrwaffhey my bedde,z water 
my couche with myteares. thy cofitenaiice 
is chaunged foz very inwarde grefe, J cõſu⸗ 
meawaye, “J baue fomany enemies. A⸗ 
waye frome all ye wicked doers, forthe LOR- 
DEbath berde tee voyce off my wepinge. 
CbeLOR DEbath herdemynebumble peti- 
ciõ the LORDE receaued my prayer. All 
myns enemies fhalbe cSfoundedzfoze vexedr 
yeethey ſhalbe turned backe and put to ſha· 
me, and that right ſoone. 

‘be Vil. A pfalme of Daniv. 
LORDEmy G00, in ¥ do J croft: ſa 
neme frõ allebe ¥ perfecuteme,z de- 
Iyuerme. Leſt he bantch vpmy for 

Icli€e alyon,ztearettin peces,whylethereis 
nonetobelpe. O LORDEmyGod, vff 3 
bane doneeny (och thinge:yf therebe eny on 
rightnonfnesinmybades: RAF J haue re· 
warded euell oncoché y‘ dealt frendly wo me 
or hurte thé y w out eny cauſe are myne enes 
mies: Then let myne enemie perfecute my 
foule,z tate me:yee let hĩtreade my life dow· 
neintheearch,zlayemynebone in duff. 
Sela. Stdde vp(oLORDE)in y* wrath, life 
vp thyfelfouer the furious indignads of my 
neenemiessaryfe vp( for me)inthe vengeaun 
cethat thou haſt promyfed. That the con 


® gregacionof thepeople maye come aboute 
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the, for their fates cherfore lift vpthyſelff a- 
Sayne, TheLORDEis iudge ouer the peo- 
p̃lei Auenge me then (oLORDE) acozdinge to 
myrightuoufnes zinnocency.Ob letthe wic 
Ccdnes of the ungodly cometoanende: but 
mante yne the iuſt, thou rightuous God, y* 
trieſt the very hertes Tthe reynes. Myhel 
pe cometh of God, which preferuethebemy 
are true of berte. Godis arightuous ind- 
§e,z Godiseuerthreateninge. YF men wil 
notturne, be bath whetbis ſwearde:he hath 
bent bis bowe z made it ready. He bath 
prepayzed bimebe weapens of death, ⁊ or⸗ 
Denedbis arowestodeftroye. Bebolde,be 
trauayleth with myfchefe, bebath cSceaued 
vnhapp yneſſe, and brought fortha lye. 

bath grauen and dygged vpa pytte, but he 


Dhe ix. pſalme. Fo. xiij. 

al fall himſelf i = 
oar Gorbve open 
bis ovnebeave, z bis wicFednes fall fail v- 
pornbisovnepate, As forme, Jwill gene 
wore — —— for his — 
nes ſake, 
— ———— OR 


The Vl. A pfalme of Danid. 


2) LORDE onre gonernoure: how won 


derfullischynameinallebe wolder 
bowercellentis thy glozyaboue the 
beauens? Ontofebe mone of thevery ba 
bes z ſuck linges thou baft ordened pzayfe,be 
cane of chineenermes, ¥ thon mighteſt def- 
troye theenemicand theauenger. $o2 J 


confidze chy beauens, enen the worte off thy 


on vnder bis fete. epe and oxen, yee 
and the beaſtes of the feide. The foules of 
the ayrerthe fife of the fee, and what fo wal 
kerhthorow the wayes of thefee. dO LOR- 
DE oure gouernoure, bow wonderfull is thy 
name in allthe worlder 
The IX. A pſalme of Daniv. 
— geue ke toed —— 
with my whole herte, abe o 
allthy maruclous wortes. is wil 
gladz reioyfe inthe, yee my fon: es wil Ima 
ke of thy name, o chou moſt —— Beẽcau⸗ 
fetbou baftdryué myne enemies abacke they 
weredifcoficed,z periſhed at thy preſence. 
Sorebou haf— manteyned myrighe and my 
caufe: thon fytteft inthe Crone thatartthe 
trucindge. Thourebuteft the Aeithen,and 
deſtroyeſt the ungodly,chou putteſt one the- 
ir name fozener and ener. ‘enemies fiver 
des arecometoanende, thou haſt ouert hro⸗ 
wert heir cities, their memoziall is perifhed 
withthe. But ¥ LORDE endureth foꝛ euer 
be bath prepared bis ſeate vnto indgmet. 
He gouerneth y* woride with rightuonfites 
z miniftreth trucindgmét onto che people. 
ThHeLORDEIs a defence forthe poore,a defer 
ceinebetyme oftronble. Cherforetheyy 
Enowethy name, put their truſt in Fe for thou 
CLORDE neuer fayleſt thẽ, chacfete the. a> 
rayſe the LORDE which dweileth in Sion 
woe people of bis doinges. And why 
e maketh inquyficion for their ———— 
c 
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Plalavc remembzeth them:be fozgetteth not the cont 


pla ynte of the poore. Haue mercy vpSme 
(@LORDE) conſidre the trouble that Jamin 
amdge myne enemies thou that lifteſt me vp 
from y gates of dearth. That J maye fhe 
we all cby prayſes within the poses off the 
doughter Sion, andreioyfein chy fauynge 
bealeh. As for the Heithen,cheare ſunckẽ 
dorone in the pytte that they maderin the ſa 
menette, which thex fpzed out priuely, is the- 
ir owne foretaté. Thus y LORRDEis Encw 
ne to execute true iudgment, whẽ the vngod⸗ 
ly is trapped inthe workes of bis owne han 
des. Sela. The wicked muſt be turned vn⸗ 
tobell,and all the Heithen y forget Gov. 
But the poore ſhal not allwaye be out of re- 
menibaunce,the paciécabydinge of fochas 
be incronble fhall noc periſh foreuer. Op 
LORDE,let noc mau bane the vpper bade, let 
the Heithẽ be cSdemnedbefozerhe. GLOR- 
DE, feca ſcolemaſter ouer thẽ that the Heit hẽ 
————— Se 
a. 


dere the Hebrues begynne the x. pſalnme. 

yart thou gone ſo farre of,o LOR- 
SYS DErwilt thoũ bydetbyfelff in tyme 
of trouble? Whyle ¥ vngodly bath 
the ouer hande, the pooremuft ſu ffre perſe cu⸗ 
cion: O thacthey weretateninehe ymagi- 
nacitonswhidtheygoaboute. Sor the vn 
godly maketh boofé of bis orvne hertes defy 
re,the cnvetons bleffech bim felfiand blafpbe 
metpthe LORDE. The vngodlyis fo pꝛrou · 
de and full of indignacis, that he careth not: 
uctheris God before bis eyes. His wayes 
are allwa ye filtbic, chy indgmentes are farre 

ont of bis fight, be defyecb all bis enemies. 
Sorbe ſa yeth in bis herce:Cufly, J fbalnencr 
be café downe, there ſhal no barme bappé vn 
tome, is mouth is full of curfynge, frau⸗ 
de and difceate:wnder bis tOge istrauayle T 
ſorow. He ſytteth lurk ynge nthe gardens, 
that he ma ye pryuely murchur the innocent, 
bis eyes are ſet vpõ the poore. He lyeth way 

tinge ſecretly, as it werẽ a lyon in bis denne. 
He lurketh that be maye rauyſh the poore, 
yeeto rauſſhthe poore, when be bath gotten 
him in to his nett. Then finyteth be, chen 
oppreſſeth bez caſteth downethe poore with 

his auctorite. For he ſayeth in his herte: 
Tuſh Sod bath forgotten, be bath turned a 
waye bis face, ſo y bewillnencrfe ie Aryſe 
o LORDE God lift vpt hine honde, and forget 
not the poore. Wherfoꝛe ſhulde che wicked 
blaſpheme God, and faye in bis herte: Tuſh, 
he careth not for it? ¶ This thou ſeiſt, for 
thou conſidreſt the myferyandfozowe: The 


he xi. pſalme. 


pooꝛe geueth himſelff ouer in to thy bande, 
and committeth him vnto the, for thou art 
the helper of the frendleſſe. Breatethou ¥ 
arme off the vn godly and malycious, ſearch 
oucche wickedneſſe which be hath done that 
he maye periſh. CheLORDEis kynge for e- 
ner, ye Heithen ſhal periſh out off bis londe. 
LORDE, thou bearefé the deſyrous longinge 
offthe poozeitheir herte is fire,chacthinees 
re herkeneth therto. Helpe the fatherleſſe 
aud poore vnto their right, that the vngodly 
be noͤmore exalted vpon earth. 


The X. A pfalme of Dauid. 


YT the LORDE put Imy truſt: how 
SY will yethen faye tomy foule : chac fhe 
AY, flnlve fle asa byrde vpon youre bill? 
Sorlo,che ongodly haue bie their bowe, and 
made redy their arowes in the quyner: that 
they maye priuely ſhute at chem, which are 
true of berce, The very foundacion baue 
they caſt downe, what cã the rightuous che 
dowithally BuetheLORDE isin bis holy 
tenrple,the LORDESfeatcisinbeauen: he 
cSfidereth it with bis cyes, his eye lyddes be- 
holde the childꝛen of men. The LORDE feith 
both the rightuons and vngodly, but who 
ſo deliteth int wicFcdnes,bim bis foule abboz 
reth. Bpon the ongodly be fbalrayne fna- 
res, Fyre, bꝛymſtone ſtorme andtempeft :this 
rewarde ſhal they haue to deynke. So: the 
LORDE is rightuous, ãd he loueth rig htuouſ 
nes, bis countenaunce beholdeththe thĩge y 
is iuſt. 

The XL. A pfalme of Dauid. 


Elpe LORDE, for there is not one fayn- 
A) temozervery ferve fait hfull ave chere a 
mengethedpildzen off men. Euery 
man cellethl yes to bis nen hbo? they do but 
flater with theirlippes and diffemblein che. 
ir herte. OthatcheLORDE wolderete out 
@lloifceatfulllippes, ãd thetonge that (pea 
reth prondetbinges. Which faye:Oure cd 
gefbulte prenayle: we are they that ought 
tofpeate,wheoislordeoner vs? Now for 
the troubles fate off theoppreffed, z becanfe 
of the complaynteof the peoze, 3 rvil vp (fa- 
yeth che LORDE)Y wil belpethe, and fee thé 
atreft. The wordes ofthe LORDE are pure 
wordes:entas ¥ fyluer, which frem earth is 
tried and purified vij-tymes inthe fyre. Be⸗ 
pe thérherfoze(o LORDE)and pieferue vs fis 
this gencracion fozener. And why? when 
vanite and yoylnes gettcth the over bande 
amongethechildzen of mes,allare full of ¥ 
vngodly. 
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Che Pſalter. 


The XII. A pfalme of Dauid. 
& Dro longe wilt chou forget me o LOR- 
£ DE7zfo2 enerzbowlonge wilt thou by- 

a de thy face frome? Ob bow loge ſhall 
I fete councell in my fouley ho w longe ball 
be foveredinmy bercevhowlongefbalmy 
neenemictriumpbeouermes Confidze, Gd 
beareme,oLORDEmy God: lighten myne 
eyes, chat J flepe notin death. Leſt my- 
neenemie faye: bane preua yled aga ynſt br 
for yf J be café Downe, they thattrouble me 
willreioyfeacit. 

Sut mytruſt is in chy mercy,and my here 
is ioyfullinthyfauynge bealeb. J wil fynge 
of the LORDE, thatdealeth folonyngly with 
me.(Qee J wil prayfe chename of the LOR- 
DE che mofé byeft) 

The xill. A pſalme of Danid. 

He foolifly bodyes faye in their ber- 
tes:Cufh,chereis no Goo. They are 
couupte, ãd become abbominable in 
eir Doynges,chere is not one ¥ Doth good. 
TheLORDEloked downe frõ heauẽ vpo the 
childzen of men,to fe yf there were eny that 
woldevnderftondezfeteafter God. But 
they areall goneout ofthe waye, they are 
alleogecber become vnprofitabler there is no- 
ne that doth good, no not one. * Theirth:o 
te is an open ſepulere, with their tonges they 
bane difceaned,the poyſon of Aſpes is vnder 
theirlippes. * Their meuth is fullof curſin 
Se and bytternes, their fete are finift to ſhed 
blonde. * Deftruccion wretchednes are in 
their wayes, ãd the wayeof peace haue they 
not knowne:there is no feare off God before 
theireyes. How can they haue vnderfton- 
Dinge, y worke myfchefe, eatinge vp my peo- 
ple,as tt were bzed,z call not vps y LORDE? 

Ther foꝛe fal they be brought in greate 
feare,foz God ftondeth bythe generacion of 
therightnons. 2s fozyou, ye haue made a 
mocFe at the coficell of the pooze,becanfebe 
putteth bis truſt in che LORDE, Ob ¥ the 
ſauynge health were geuen vnto Iſtael one 
Off Sion. Obebat cheLORDE wolde dely⸗ 
nerbispeopleont of captinyte. Thẽ [bul 
——— Iffael ſhulde be right 
glad. 


The XII. A pfalme of Dawid. 
2 ORDE, who fall orwell it thytaber · 

f 2 , Maclevrbo hal reſt vpõ ¥ holy bill? 
Euen be ¥ ledeth an vncoꝛrupte life: 

that doth the thinge which is right, ad that 
ſpeakeththe trench from bis berte. He y 
vfeth no difceatin histonge:he thar doth no 
eucll cobisnegbbeurc, z flaundzeth noc bis 
negbbours. He yſetteth noc bythe vngodly 


The xvi. pſalme. Fo. xiiij. 

but maketh moch of thé that feare the LOR- 
DE:be ¥ fweareth vnto bisneghboure ⁊ diſ⸗ 
poynterbbimnor. He that geuet h noe bis 
inoney vpoͤn vſury, and taketh no rewar de a 
— Who ſo doth theſe thĩ 
des Malneuer be remoueð. 

Che XV. A pfalme of Danid. 
Referuc me(o God) for in the do J 
truft. J bauc ſayde vnto y LORDE: 

® chou art my Gov, my gooves are no- 
thingevntothe. All my dvelyteis vponthe 
ſanctes that arein the earch, and vpon fod 
like. But they ¥ runnea fter anorber,fhall 
Daucgreate trouble. Their drynkoffer yn · 
ges of blonde wil not J offre, nether mate 
mnencion of their namemmy mouth. The 
LORDEDimfelf is my good and my pozcion, 
thou manteyneft myenberitatice. Cheloce 
is fallen onto meine fayze grounde, yee be 
nea goodly beretage. J wilthante the LOR 
DE foz geuynge me warnynge:my reynes al- 
£ baue chaſtened me in che night feafon. 
A fore honde ſawe FJ God allwa yes before 
ine, for he is on myright honde, that J ſhul· 
de — b 

ber fore dyd my bert reioyce,z my tunge 
wis gladmy fleſh alfo ſhall reſt in pied 
S02 why ? thou fhalenot leaue my foule in 
bell, necher fale thou fisffre thy ſa ynte co fe 
conupcion. Thor baft fhewedme the wa⸗ 
es off life: thou fhalemate me filll of toye w' 
thy councenaunce.2¢ chyright hande chere 
is pleaſure and ioye foz eucrmoze. 

Che XV. A pjalme of Danio. 


b) 


EY Bare ¥ right(@ LORDE)cofiveemycs 2% 


playnre:berten vnto my prayer, that 
Gecb ose out of a — — 
my fentence come forth frõ thy preſence and 
Toke vpont he thinge that is equall. Thou 
haſt proved z viſited myne herte in che night 
feafon:thow haſt cried mein the fyze, haſt 
founde nowicFednes in mer for J veterly pur 
—— my mouth ſhulde noe offende, 
ecanfe of the wordes of thy lippes,7j ha⸗ 
ue kepte me fro the wortes of men,in y waye 
off che murthurer. Ob ordre thou my goyn- 
gesintby pathes, that my fore fEeppes flip- 
pe not. For vntothe I crie, hearemeo God: 
enclynetbine eares tome, and herkẽ vntomy 
wordes. Shewe y maruelous louinge kinð 
neſſẽ thou that ſaueſt them whidy put their 
tzuſt in the from fod) as reſiſt thy righthon- 
de. Repemeastheappleof aneye, vefen- 
de me vnder the fhadowe of thy wynges. 
Sromtbe vn godly chattronbleme, fromyne 
enemies which compaffe my ſoule rounde ge 
boute. 
Ce ij 
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The Pſalter. 


Which mante yne their orvne welthyneſſe 
with oppreffion,z cheir mouth ſpeakerh prow 
decbinges. Theylye waytinge ing waye 
onenery ſyde, curnynge their cyes downe to 
thegrounde. Litcas a lyonchacis gredy 
of bis pray, z 45 it were el yonswhelpelurc- 
kynge in his denne. Vp LORDE, difpoynce 
bint T caſt him downe:delyuer my ſoule with 
thy ſwerde from the vngodly. §r5 chemen 
of thy bonde(oLORDE)fromtcbe men off che 
woride which bane ther pozcionin chis hfe: 
whoſe belies thou fylleſt wich chy treaſure. 

They haue childꝛen ac cheirde}jzc,and lea 
netherefte of their fiubftaiice fortbeir babes 

But as forme, J will beholdethy preſence 
in rightnouſnes: and when thy glozyappea- 
seth,"4 fal be facisfied. 

The XVILA pſaume of Dauid when be 

was delyuered from the bonde 
off Saul. 
W.Mouethe(o LORDE my ſtrẽgth. 

J TheLORDEtsmry fuco*, my refuge, 
AM, my Sauio® my god, mybe'peri whd 
Scanjet: my bucfler, ¥ borne opmaybcalchz 
iny procecci6.3j wil prayfe y LORDE ⁊ cail v 
ponham ſo fhal J befafe fro myne enemies. 
Cle ſorbwes of death cSpaffedme,zthe bꝛo⸗ 
bes of vngodlynesmademe afrayed. The 
paynes of bell came aboute me,the ſuares of 
death tole holde vpõ me. Ret in mycrouble 
IJcail ed vpõ the LORDE, ⁊ cõplayned vnto 

My God. So he herde my voyce out eff bis 
holytẽple ⁊ my cõplaynte came before bi, yee 
eutints bis eares. Thẽ cheearch er.mbled 
zquakcd,the very foũdaciõs ofthe hilles ſho 
ke ⁊ were remoued, becauſe he was wrethe. 
There wites ſmoke out of his noſtrels ãd a 
cõſum ynge fyre out of his mouth. ſo y coales 
were kyndled at it. He bowed che heauẽs z 
cane downe, ⁊ it was darcke onder bis fete. 
He rode vps the Cherubins ⁊ dyd fle: be ca- 
me flyenge with che wynges of che wynde. 
He made darck neſſe bis panylion rounde a- 
boute bi,with darcke wacer ẽt hicke cloudes 
tocouer bine. Atthe brightnes off bis pre- 
fence checloudes remoucd, with bale fiones 
zcoalesof fyre. The LORDE alfo thondred 
oucofy beané,z thebeyth gaue his chondie 
w' bale ftonesz coales of fyre. He ſent out 
bis arowes zfeatred thẽ. he caſt fore lighte- 
ninges,zdeftroyedehé. The fpunges of wa 
tere were fene,z the foundacds of the roũde 
wourlde weredifcoucredat ¥ chiding(o LOR- 
DEjat the bleftinge z beth of thy diſpleaſu⸗ 
re. He ſent do wnẽ fidthe heyth eo ferdy me,z 
toke meontof greate waters. de delyuered 
aie fromy fErongecnemics, and fromy foes 


The xvij. pſalme. 


which were to mightie fer me. They pꝛeuen 
ted me in the tyme of my cronble,bucy*LOR- 
D was my defence. He brought me forth 
alſo into lyberte: z del ynered me, becauſe be 
had a faust vnto The LORDE ſhail re- 
warde me a frer myrightuous dealynge,z a- 
cordinge to the cléneffc of my hõdes hal be 
recSpenfeme. Foꝛr J bane tepre che wayes 
ofbeLORDE,7z bauenorbebaucd myfelfrvic 
EcdlyagaynfEmy God. J haue an eye onto 
all bis lawes,z café not cut bis commande 
miéces frS me. Vncorrupte will J be before 
Gi,zwil efthue myne owne wick ones. Ther- 
fore ſhal ¥ LORDErewarde me a frer my righ 
tuous dealinge, Tacordinge onto yl cléneffe 
of my hõdes ĩn his eye ſight. With cheboly 
thou fhalebeboly,z w y innoeẽt the u fale 
beinnecée. With the clene thou ſhait be clene 
zwithche frowarde thon ſhalt be frowarde, 
Sorrhon Pyalefancehe poore oppꝛeſſed. briĩ 
gederne che hye lokes of che proude. Chow 
lighecft my cãdie o LCRDE my God:thou ma 
EcfemydarcFnefjeco be light. For incbe J 
can dijcofit an hooft of me: yeein my God 
ot leape quer the wall. 

Thewaycof Govis a perfecte waye: the 
wordes of the LORDE are tried inthe fyre:he 
is a ſhylde of defence, for allebem that truſt 
in him. SozwhoisGod,butthe LORDE 
Oꝛ who hat heny firength, but oure Gedẽ 
It is God that hath gydedmewich ſtrẽgth 
and made my waye vncoꝛrrupte. He bach 
made my ferclitcbartesfere, and ſet mevp 
an hye. Heteacheth myne hondes to fight 
and maketh myne armes co bieake euen a 
bowe off fiele. Chow haſt geuẽ me che defers 
ce of thy health, thy right bande vpholderh 
me, and thy louynge correccion maketh me 
greate. Thou haſt made rowme ynough on 
der me for to go,that my fore ſteppes ſhulde 
not ſlyde. Iwill folowe vpenniyne enemi- 
es, anð tabe cthem: Jwill not turne till they be 
diſcemßted. Irvill ſmyte them, they Pall 
not be able to — ———— vider my fere. 
Thou haſt gyrded me with firengrh vnto y® 
bacell,thou haſt t hꝛowẽ them all downe vñ⸗ 
derme,thatrofe vp agaynſt me. Thou haſt 
mademyncencmics toturne their backes v- 
ponme,thon baft deſtroyed thẽ y hated me. 
Chey cried, but there was none to helpe thẽr prose 
yeecten onto the LORDE,but he herde thé gz” 
not. Iwill beate them as finall asthe duſt 
be fore the wynde, J mill caſt them cut as y* 
clayeintheftretes. Thou ſhait delyner me 
from the ſtryuinges of the peopie, theu ſhalt 
mate me the heade of the Heithẽ. A people 
whoem J haue not Enormne, yall ſerue me. 
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As fooncasthey heare of me, they fall 
obeyeme, but the ſtraunge childrẽ —— 
withme. The ſtraunge children are waxẽ 
olde,and go haltinge out of their pathes 
The LORDE lyuethẽ Fd bleffed be my helper, 
prayfed be theGovofmy health. Euẽ ¥ 
God which feyththat J beauenged, and ſub 
dueth the people vnto me. cis he that de⸗ 
lyuereth me fro my cruell enenties:ebou ſhalt 
lift me vp from them that ryfe agaynft me, 
thou ſhalt ryd me from the wicked man. 

For this cauſe J wil genethantes onto Yy 
(9 LORDE)amonge che Gentiles, and ſynge 
aReag Praylesvnco thy name. Greate profpente 

Sdgeueth be vntobistynge, and ſheweth louint 

ge kyndneſſe onto Dauid bis anoynted,yeez 

‘wnto bis fede for euermore. 

Che XVI. A pfalme of David, 

A Gamo He verybeanés declarethe gloryoff 
Rowe God, Ad the very firmamét fhewerh 

his hãdye worke. One daye tellech 
another, and onenight certifieth another. 
There is nether ſpeãch ner laguage, bůt the 
ir voyces are herde amõge thẽ. Their ſou⸗ 
Rowe de is gone out in to all londes, and their wor⸗ 

desintotheendes of the worlde. 

In thẽ bach be ſett a tabernacle for ¥ SS 
ne, wbid cõmeth forth asa bzydegromeout 
ofbis chambze,zreioyfeth as a giaunteto rũ 
ne his courſe. It goeth forth frõ the one en 
de of the heauem and runneth abonte vnto 

B chefameendeagayne,z there maye nomã by 
de himſelf frõ che heate cherof. Thelawe 
oftheLORDEisa perfectelawe, it quicke⸗ 

Plal.i7-¢ neebebefoule. The teſt mony of ¥ LORDE 

Pa is true,z geueth wif dome even wnto babes. 

Macwe The features of theL ORD Eareright,z re- 
toyfe the herte: y cOmaundemét of ¥ LORDE 
is pure,and geucth light onto theeyes. 

Che frarcoftheL ORDE iscleane,z endu 
reth for euerrthe iudgmentes of the LORDE 
are true and rigtuous alltogetber. Wore 

rosa pleafintaretbeythenrgoloe, yee then moch 
Fyne golde: ſweterthen hony z the bony cons 
Plalag.a D& · Theſe thy feruaunt kepeth, for kepin ⸗ 
“" Geof chemebereis greaterewarde. YObo 
cantell, howoft he offendeth? Ob clefetbon 
mefromyfecrete fautes. Bepethyferuat 
tealfo from pieſumptuous fynnes, leſt chey 

set the Dominion ouer me:ſo [hal I be vnde- 

ledz innocẽt frsthe greate offence. Wee 
ehewordes of my mouth zthe meditacis of 

my berce ſhalbe acceptable vnto the o L OR- 

DE,my bel per and my redemer. 
_ Che XIX. pſalme of David. 

ae %cLORDE beare the inthe tyme off 
trouble,the name of the Gov of Ja- 


Roas.a 


The xx. Chap. Ao. rv. 
cobdefendethe. Sende the belpe fis the 
Sanctuary,z firengeb y out of ' ‘ion Re 
mmembze allcby offerynges,and acceptecby 
brent facrifice. Sela. Graunte: thetby ber 
tes defyze,z fulfillall chy mynde. We will 
reioyſe in thy health, zriipbein ¥ name of 
the LORDE oure God: the LORDE perfourme 
ail thy peticiss. 
LORDE belpeth bis anoynted, and will heare 
bim frd bis holy beauen :mightic isthe bel- 
peofbisrighthsve. Somẽ put their truſt 
in charettes ſome in horſes: but we wil remẽ 
bre ¥ name of che LORDEoureGov. They 
arebroughe dorvne and fallen, but we are ry 
ferandftondevpright. Sauc(LORDE)t 
belpevs(o Eynge)when we call vpon the. 

The XX. A pfalme of Danid. 
ORDE, bow toyfull isthetynge in y* 
» firengch7© bowerceading? gladis 
be of chy fauynge bealthy Chow 
haſt geuen bim bis hertes defyze, z haſt not 
put bim frdche request of bis —7 — Sela. 
Foꝛ thou haſt preuceed him w' liberal blef- 
finges,z ſet crovone of golde vponbis bea 
ve. Heaflredlifeof chez chou gaueft bins 
alongelife,ené for euer zener. Sis honou- 
re is greateinthy fauynge health, gloryand 
Breate worſhipe ſhalt thon la ye vpon bim. 
Forthou fale gene him eueriaſtige felicicez 
matebim gee. w thetoyeof y cofitenatice. 
And whyibecanfethe tinge putteth bis truſt 
inthe LORDE,z inthe mercy ofthe moft hieſt 
befbalnocmyfeary. Lecallebineenemics 
filecbybonve, let thyright bonde fynde out 
allehé yhate the. Chou fhalemate che li- 
ea Fyre ouen intyme of chy wrath :eheLOR 
DE ſhal deſtroye thẽ in bis difpleafire, zebe 
fyre [hall confismether. Their frute fale 
thou rote out of the earth, z their fede fro a⸗ 
ee the hildxéofmen. $d2 they intẽded 
myfchefeagaynft the,z ymagined fod deny 
eEEs, as they were not able to perfonrme. 
Ther fore ſhaltt hou purebéto flight,z with 
tby fringes thon fhalematereadytbine aro 
wes aga ynſt the faces off them. Be chow 
eraltedO(LORDE)in thine owne ſtrength, fo 
wil wefynge and prayfe thy power. 
Chexx. A pfalme of Dauid. 
= NGov,my God:why haſt thou for 
8 ater mery wordes of my cõplayn⸗ 
te are farre fromybealth. my 
So dAcrie in the da ye tyme, but chou hea⸗ 
reſt not: and in the might feafon alfo 3 tate 
no reſt. et dwelleſt thouinthe Sanctus 
ry,otbou worſhipe of Iſtael. Oure fathers 
Doped in che theytrujted inthe, ãdthou oyb⸗ 
eee delyner them. Chey <a vpon the, 
cw 
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and were helpedrthey put their truſt in the, 
and were not cõfounded. But as forme, J 
am a worme and no manra very [Comte Of ME 
andthe outcaſt ofthe people. All they y 
feme,laugh meto feome:they ſhute ont their 
lippes, and ſhake their heades. He truſted 
in God, let him del yuer him: let him helpe bi, 
yf he wil haue him. But thou are hẽ that 
toke me out of my mothers wõbe: chon waſt 
my bope, when J banged yet vpen my mo- 
thers bieftcs. J daue bene left onto theener 
fence J was beane, then art my God, ené fro 
my mothers wombe. O gonot fro me thẽ 
forcronble is harde at honde, and here is no⸗ 
ne to helpe me. zeate bulles are comea~ 
boureme, face oren clofe me in on euery ſyde. 
They gape vpon mewith their meuthes, as 
icwerea ranipinge and roaringe lyon. 

ams poured cut hte warcr, all my benes 
arcoucoficyut: my bert in the myddeſt off 
my body is eüen like meltinge ware. My 
ſtrengthis dried vp litea porfherve, mytun- 
ge cleneth comy goomes, and chou bafé 

rꝛought me in tothe duſt of death. For dog 
ges are ceme aboute me the coũ cell of ¥ wic 
Ecvhachlayedfegearaynfime. They pear 
ſed my bondesand my fete.) might haue col 
de all my bones:as for them,they frove ſtarin 
ge and lokinge vponme. They haue par- 
ted my garmentes amonge them, ad caſt lot 
tes vponmy veſture. 

But be not chou farre fro me, OLORDE: 
thou art my fircourc, baift t he to beip: me. 
Delyuer my foule from the ſwearde, my dear⸗ 
linge from the power of the dogge. Gane 
me fromebelyons month, and heare me ſrõ 
amongethe bores off the vmicomes. So 
will Joeclarethy name vnto my brethren, is 
the myddefé off the congregacion will J 
prayſe the. O prayfecbeLORDEyethat fea 
re hun:Nagnifie bimali ye fede of Jacob, z 
lee all ¥ fede of Iſrael fearchi. For he hath 
not def pyro ner abhorred che myſerable eſta 
te of the pocze:be bath net byd bis face fro 
me, but whé J called vnto bim, be berde me. 
J wil p:ayfe the in the greareconaregacion, 
and perfourniemy vowes in the ſight off all 

The pooꝛe ſhal eate gd 
be ſatisfied: they y ſere after y LCRDE hal 
prayſe him: youre herte ſhal lyne for eucr. 

Allthe endes of che worlde ſhal remembꝛe 
th m ſelnes, ⁊ be turned vntothe LORDE: and 
ell the gencracions of the Heithen ſhal wor⸗ 

fh pe before him. For thetyngdomeis the 

ORDES, and be ſhaĩ be the gouernoure of y* 
dcithen. All fochaske far vps earth, fhal 
eace alſo and worſhipe: Wilebey that lye in 
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the duſt, and lyue fo hardly, ſhall fall downc 
before him. The ſede fhallferuchim, ane 
preadoftheLORDEforeuer. They ſhal 
eme.⁊ declare bis rig htueuſnes: vnto a pee 
ple char ſhal be borne who the LORDE bath 
sade. 

The XXI1. A pfalme of Dauid. 
YeLORDE is my ſhepherde, Jean 
wante not hinge. se fedeth me in a 
grene paſture ãd ledeth meto a freſt/ 

water. Ge quickeneth my foule,z baingeth 

me forth in che waye of rightuoufnes fozbis 
namesfate. Though Ty fhulvewalte now 

inche valley of the ſhadẽroe of death, yet J 

feare no cuell,foz thou art with merthy ftaffe 

aztby ſhepehote cõforte me. Thou prepa⸗ 
reſt a table before me agaynſt mine enemies: 
thon anoynteſt my heave with oyle, fylleſt 
mycnppe fall. Oblcechylonyngetynones 

⁊T niercy folowe me all che dayes off my life, 

that J maye dwell inthe boule off the LOR- 

DE foꝛ euer. 

The XXULA pfalme of Danid. 
Se earth is the LORDES, zall that 
be therin is:the cõpaſe of che worlde ad 
SS all ¥ dwell cherin. For he bath foũ · 
dedit vpõ the ſees, buylvedit vponthe flow 
des. Who ſhal go vpinto che billoff the 

LORDE?®:2, who fal remayne in bis boly 

placer tEntbe ¥ batbinnocér bodes 7 a 

cleneberte: whidyliftetbnot vp bis mynde 

vnto vanite,z fiveareth nottodifceane. Ze 
ſhal receauethe bleffinge frd the LCRDE, ãd 
inercy frs Ged his farioure. Thisis ¥ ge- 
neracid of thé y‘ fetc bim, of thé y‘ fete y* fa 

6,0 Jacob.Sela, Open yo* gaves(o ye pet 

ces)letthe euerlaſtinge dozes be opened,y* y* 

Eyngeof alozymayecemein. YObois thie 

Eynae of glory It is the LORDE ſtrõge and 

m.gbeie,cucs: the LORDE mightie in batell. 

Open youre gates (oye prynces letthe e- 
uerleftinge dores be opericd, y" the Eynge off” 
glozymayecemein. Wyo is this tynge off 
glezyy It is che LORDE Of hocftes,beisthe 

Eyngeof glory. Sela. 

Tbe XXilll. A pfalme of anid. 

Xs Liroche(oLORDE)Glift vp my foule. 


UT y God, Jrrufeiny® :Ohleteme noe 
2ey be confounded, lefé myne enemies 
triipheouerme- ¶ For allthey y' hope in y* 
fhalnockeafbamed:burfech as bhe ſcorne full 
deſpyſers w outacanfe.they ſhall be put to 
cõfucis. Shewe me thy wayes(oLORDE) 
zteach me thy pathes. Lede me in y· trueth 
and lerne me, for thon art the Ged eff my 
health, and intheismy hope all the daye lon 
ge 
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Call to remembraunce, O LORDE, thy tert 
dermercyes ztbylouingeEyndneffes, which 
bauebene ever of olde. Gh remẽbre not ¥ 
fynmes ⁊ offences of my youth, but acordin⸗ 
ge ontothy mercy chynte vpon me (O@LOR 
DE)forthy goodneffe. O how fredlyzrigh 
tuous is theL ORDE, therfore wil he teach 
fynners in che waye. He ledetb che ſym 

le aright, and foch as be meke ché lernerh 
te bis wayes. All chewayes of theL OR- 
DEare very mercy z faith filneffe, onto ſoch 
astepebisteftamentandcouenaunt. Sor 
thynames fate, OL OR DE, bemercifull vn- 
tomy ſynne, foritisgreace. What ſo euer 
he bethat feareth the ORDE, be ſhal fhe- 
ywe him che waye that be bath choſen. 
is ſoule ſhall dwell at cafe, and his ſede 
Pall poſſeſſeche londe. The ſecretẽ of che 
LORDEis amonge themthat feare him and 
be ſheweth them bis couenaunc. Myne 
eyes are ener lok ynge vnto thel ORDE,foz 
be ſhal plucke my fete out of ¥ nett. Tur- 
ne the vnto me and bane mercy vponme, foz 
Jam deſolate and inmiſery. The ſorowes 
of my herte are greare, © brynge me out of 
my troubles. 

Loke vpon my aduerſite and mifery, and 
fezgeue me all my fynnes, Confidze boro 
myne enemies aremany,andbearea mali- 
cious bate agaynftme. O tepe my foule, 
and delynermesleeme not be confounded, foz 
I haue put my truſt in the. Lecinnocency 
and rightuous dealinge wayte vpon me, for 
mybopeisinthe. DelywerFfracl(® Goo) 
oucof all bis trouble. 

The XXv: A pfalme of Danid. 
ANS Echoumyinoge( O ORDE) for J 
B walke innocentiy: my truſt is in the 
L ORDE, therfore ſhall J not fall. 
ramenme OL OR DE, and pzoue mez 
trie ouemyreynesandmybert. Yor tbylo 
uynge Eyndneffe is before myne eyes ,and J 
walke in thytrueth. I fyenocamdge vay- 
ne perſonnes, and haue no felliſhipe with che 
diſceatfull. TJ bate the congregacion of 
the wicked, andy will not ſyt amonge the 
wngodly. 

Efasb 3 wafifhe my hondes with innocency © 
B LORDEcndfogeFtochineaulter. That 
Fmaye flhewe the voyce of thy prayfe, and 

teilof all chy wonderous wortes. LOR’ 

DE, “jloue the babitacion of thy bonfé, and 

¥ place whereeby honeure divelleth. O 
Deftroye noc my foule with che fynners, ner 

mylife witbebeblondeburftic. In whofe 

hondes is wicFedneffe, and their right bon- 

Exossa de is full of giftes, Rut as forme F will 
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walke innocently:® delyner me,and be mer- 
cifull vnto me. My fore fiondechrighe: J 
wil prayſe thec LOR DE)in the congrega- 
cons. 

The XXVL A pfalme of Danid. 
caw He LORDE ismy lightand my be- 
—* alth: whom then ſhuide J fearerche 

LORD Eische ſtrengthof my life, 
fezwhom tht ſhulde J be afra yed⸗ Cher 
fore when the wickcd(evenmyne enemies z 
my foes)came vpon me,to eate vp my fleſh. 
they fiombledandfell. Though an hooſt 
of men were layed agaynſt me, yet yal not 
my hert be afrayed: and though there rofe 
vp warre againſt me, yet wil J puc my truſt 
inbim. Gne thinge haue J defyredof the 
LOR DE, which J wil requyre: namely, that 
IJ maye dwell in che houſe of the LORDE all 
thedayes of mylife,co bebolde the fayre ben 
tie of cheL ORDE, and ro vyſet bistemple. 

Sor inthe tyme of croublebe hath byome 
in his tabernacle, yee in the fecrete placeof 1. 
bis dwellinge barb he kepte and ſet me vp 
vpon a rocke of ſtone. And now bath be 
tie vp my beadeaboue myne enemies that 
Spaſſed me rounde aboute, Therforewil 
effie in bis dwellinge the oblacion of tha 
Bef gevynge:F wil both fyncez ſpeale pzay- 
fisuntotheLORDE. dcrké vncomy voy 
ce(OL ORD Exhen Jj crie vnto the: bane 
mercy vpon mezbeareme, My hert ſpea· 
Beth vnto the, my face fetetbebe, yee LOR- 
DE, thy facewil fete. Ghyde not thou 
thy face frome, cãſt not thy feruannt of in 
difpleafure. Thou art my fuccoure, leane 
me not, nether foxfateme, O Goomy SGe- 
uioure. Gormy fatberand my mother ba 
ue foxfatenme , but theL ORDEbath taten 
mevp. Shewe methy waye OLORDE, 
and ledemeinthe right path, becanfeof my 
ne enemies. Delyuerme not in to che wyl- 
les of myne aduerſaries, ſor there are faiſe 
wytneſſes ryſen vp againfEme,andthey yma 
gyn myfchefe. Exenerebelefie.3 beleue ve 
rely to ſethe goodneſſe of the LORDE inthe 
londe of the lyuynge. Otar ythou y LOR- 
DE Sleyfure, be ſtronge, let chine hert be of 
good comforte, and wayte thou fill forthe 
LORDE. 
The XXVI. A pſalme of Danid, 
Vtothe wil J crie, omy flronge der 
eS fence: chinte no ſcorne of me, left yf 
thoumate theas though thou ber- 
deſt not) J becomeliterbem, chat go dene 
in to y pytte. Heare the voyceof my buns 
ble peticion, when J crie vntothe, and holde 
vp iuy hondes towarde thy bel ytemple. 
a ce ag 
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O plucke mengt awa ye amonge the vn· 
godly and wicked doers, which [peate frend 
Tycocbeirneghboure, but ymagin myſche fe 


incheirbertes. Rewardethem acordinge 
to their dedes and wickedneſſe of their oro⸗ 
ne inuencions. Becompenſe them afrer ¥ 
workes of their höddes, payethemrbarehey 
haue deferued. For chey regarde nocthe 
workes of theL OR DE, nerthe operacion of 
bis hãdes:ther fore ſhal he bieake chem dow 
ne,and not buyldvechem vp. pzayfeobe y 
LORDE, foz be bath berdethe voyceofmy 
bumble peticis. CheLORDEismy ſtrẽgth 
and my ſhylde: my herte hopedin bin, 73 
am belpedstber ſore my bert daiifeth for ioye, 
and J will fynge prayſes vnto bim. The 
LORDE isthe firength of bis people, beis 
thedefender and Samonre of bis anoynted. 
WO belpechy people, gene chy bleffynge vit 
to thy enherit aunce: fede t hem and fecthens 
vp for ener. 
TheXXVvIUI.A pſalme of Dauid. 
Serybe vnto the LOR DE (o yemigh- 
tie aſcribe vnto the LOR DE worfhi- 
peand firength. Seue the LORDE 
the honoure of bis namc, bowe youre felues 
tothe boly magefty ofthe LORDE Jjeis 
the LORDEthat commaundcth theaters: 
Bris the glozions God that makerh y thon- 
DdersitistheLORDEy ruleththe fee. Che 
voyce of the LORDEts mightie in opera- 
cion , che voyce of the LORDE isa glozions 
voyce. The voyce of the LORDE bzeateth 
the Cedze trees: yee the LORDE breateth the 
Ceders of Libanus. He maketh them co 
fleippe likea calfe:Ribanus and Sirion lite 
a youge vnycorne. The voyceoftheLOR 
DE vewiveth the flames of fyre:the voyce of 
theLORDE fhateth the wilderneffe, yeetbe 
LORDE fhateth che wilverneffe of Cades, 
The voyce of the ORDEmoneth ¥ bys 
des ⁊ diſcouereth the thicke buß ſhes: in bis 
temple ſhal euer y man ſpeake of bis honou· 
re, The LORD ſtiſleth the water floude, ⁊ 
¥ LORDEremayinch a kynge for euer. The 
LORDE ſhall geue power vnto bis people, 
theL ORDE ſhal gene bis people the bleiſyn 
Se of peace. 
The XXIX. A pfalmeof Dauid. 
Wil magnifie ¥ (© LORDE) fo thow 
Haſt ſet mevp, znot fuffred my foes 
, totriipbeouer me. OLORDEmy 
God,F cried onto the, and thou haſt healed 
me. ThouLORDEbafé broughe my foule 
out of hell:t hou haſt kepte my life, whereas 
they go downetothe pytte. Synge pzay- 
ſes onto the ORDE (9 ye ſa yntes of bisyge- 
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nethantes onto bim for a remembraunce of 
bis bolyneffe. 


is in life: benyneffe maye well endure fora 
night, but ioye commeth in the mornynge. 
As forme, whe J was in profperite, J fay 
de:Tuſh. J fal never fallmoze, (2nd why? 
thouLORDE of thy goodneſſe haddeſt ma · 
demy bill foftronge.)Butas ſoone as thou 
turnedeſt thy face frome, J was brought in 
feare. The cried J onto ¥ (O LORDE) yee 
wnto YLORDEmadeJmy prayer. YObat 
proficisthere in my blouve, yf J godowne 
to corrupcion? Wiayetheduft geue than· 
kes vnto ye? Or ſhal it declare thy faithful- 
neſſe? Heare ( G LO RDHand hauemercy 
vponme:LORDEbetboumybelper. Anð 
ſo thou haſt turned my enynefle in to ioyer 
thou haſt put of my ſack cloth ,z gyrded me 
ww gladneffe. Chat my honoẽ? mighefyn- 
gepzayles ontothe wf out ccaffynge: O LOR 
DEmy Gov, Iwũ geue thankes vntothe for 
euer. 
The XXx:A pfalme of Dauid. 
Li the, O LORDE, is my truſt : let me 
never be putto Sfucion, but delyuer 
AY, me in thy rightuonfireffe. Bowe 
Downe thine care come, mate haiſt to dely- 
uerme: betboumy ſtronge rocke and a houſẽ 
of defence, thatthoumayeftfaueme. For 
thou art my ſtronge holde z my caftell: O 
be thou my gyde, Tede me for thy names fa- 
fe. Drawe me out of the nett y chey haue 
layed priuely forme, forthou art my ſtrẽgth. 
Into thy hondes J commende myſprete: 
thou haſt delyneredme O LORDEthou God 
oftrenth. Ihatethemthat holde of vant 
ties,and mytruſt is inthe LORDE. J iwill be 
glad and reio yſe in thy mercy; fort hou haſt 
confidzed my trouble, chou haſt knoͤwnẽ my 
foule it aduerfite. Chow haſt not delyue⸗ 
redme ouer in tothe bodes of theenemie, but 
baft ſet my fetcinalargerorome. Haue mer 
cy vpon me, OLORDE, foꝛ J ansintrouble, 
myneeycis conſumed for verybeuyneffe,yee 
my foule and mybody. Wiylifets waren 
olde with henyneffe,and my yeares wi mour 
nynge. My ſtrẽgth fayleth me becauſe of 
my aduerfite,and my bones are corrupte· I 
ambecomes veryrepzofe amongeall mye 
enemies, my neghbours z they of myneow- 
neacquauntaunceareafiayed of me:they y 
femein che ſtrete, cõ ve yethem ſelues frome. 
Jam clente forgotten and out of myndeasa 
Secd man: J am become lite a bzofen veſſell. 
For J baue herde che blaſphemy of the C 
muiritude euery man abhorrerh me: they ba 
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ue gathered a conncel cogetber agayn 
and are purpofed totake awaye my life. 
Bucmy bope isin ¥ OLORDE,zFfayes 
thouarcemyGov. My tymeisineby bon 
de: delyuer me fremthe hoͤnde of myncene- 
mies, ⁊ fromthem y perfecuceme. Shewe 
eby ſeruaunt the lightof thy countenaun- 
ce, belpe me foz chy mercies (ate. etme 
notbe confounded( oL ORDE) foz J call v- 
pon therlet the ungodly rather be pũt to con 
fucion, and —— thebell. Let the 
lyenge lippes be put to ſy lence, which crnel- 
ly, dißdanedly ⁊ deſpite fully ſpeake aga ynſt 
therightuons. © bow greate and mam- 
folveis thy good, which chou baift byd foz 
chem that frare yy Orobat hinges brin 
geſt thou to paffe for them, that put their 
truftinche,enen be fore the ſonnes of menz 
DCThou hydeſt them priueiy by thine owne 
prefence from che pꝛoude men, chou kepeſt 
chem fecretly in chy tabernacle, from the ſtri 
feoftonges. ChantesberotheL ORDE, 
for be bath fhewed me maruelous greate 
Eyndneffe ina fironge cite. For whenthe 
fovane fearecame vponme, Iſa yde: Jam 
raſt eut ofeby fight. Neuertheles thor 
herdeſt myne bumble prayer, when J cried 
vnto the. OlouetheL ORD Ecallyebis 
faynees forthe LOR DEpveferueththe faith 
full, and plenteouſly rewardeth he the pzou- 
de doer. Be ferdge therfore Ttalẽ a good 
herte vnto you, all ye chat put youre truft 
intheLORDE. 
The XXXL. A pſalme of Danid. 
Leſſed are they, whofe vnrightuouſ 
be nefjeis forgeuen and whofe fynnes 
are couered. Bleſſed is che man, 
wnto whomebe LORDE impnteth no fyn- 
ne, in whofe fprere there is no gyle. Gor 
wbyle J belve my tonge, my bones confis- 
medawaye thozorwmy daylie complaynyn- 
ges. And becanferby hande was ſo heuy 
vponme both daye and night, my moyſture 
was like the dꝛouih in Sommer. Sela. 
Ther foꝛe J confeffed my ſynne vntothe. 
and hyd not m̃yne vnrightuouſneſſe. fai 
de: will knowlege myne offence,andaccu- 
ſe my felf vnto the L ORDE, and ſo thou for⸗ 
gaueft me the wickedneſſe of my ſynne. 
Sela. Forthis ſhal euery ſaynte mate 
bis prayer vnto the indue ſeaſon, ther fore 
ali not the greate water floudes come nye 
im. Chow art mydefence inthe trouble 
thatis comeabouteme, O cSpaffecbou me 
abonte alfo with cheioye of delyueraunce. 
Sela, rvil enfozmerhe,and ſhe we the 
the waye wherinthou [yale gor Jwil faften 
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myne eyes vpon the. Be not ye now lite 
bozfes zmooles , which haueno vnderſt on· 
dinge. Wyoſe mouthes thou muſt bolde 
with bytt ⁊ bzydle, yf they wil not obeie rhe. 
Sꝛeate plages [hall ¥ ongodly haue, but 
who ſo puceeth bis truſt inthe L ORDE, mer 
cy [hall compaffe bim on euery ſyde. Be 
glad(o yerightuous)andretoyfe inthe LOR 
DE, be ioyfullall ye chat are true of berte. 
The XXX. A pfalme of David. 
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R for ic becommeth well theiuſt to be 
thantfull. Prayſethe LORDE with 
barpe: fynge pfalmes onto bim with heh 
teandinfirumentoften firynges. Ginge 
bim ¢ new fonge, yee fyngeluftely onto bins 
zwithagoodcozage. Forthe worde ory 
LORDEisetruc,and all bis workes are faith 
full, He loueth mercy zimdgment,¥ carch 
1s full of the goodneffeofcbe LORDE By 
the wordeof the LORDE were thebeauens 
made, zall the booftes of them by ¥ bretly 
ofbismourh. egatbherech ¥ waters to⸗ 
getberas it were ina bottell,zlaiech vp che 
Depein fecrete. Let all the earth fearctbe 
LORDE, and lecall ehem that dwell in the 
woꝛlde, ſtõde in awe of bim. oz loke what 
he fayeth, ic is Done:andloFewhar be cẽõmaũ 
Ddeth, it ſtondeth BE The LORDE be: 
geththe counceil o che Heithenco naught, 
andcurmech the denyces of the people, 

But the coficell of che LORDEendureth, 
and the thoughtes of his bert from genera- 
ciontogeneracion. Dleffedareche people 
thacbolvetheL ORDE for their God, z blef 
Ed are the folte whom bebath chofen tobe 
bis beretage. TheLORDEloterh downe 
from heauen, z beboldech allebe ——— 
inen: frem bis ſtron ge ſeate heconfidzcth all 
eben dwell in the woride Zeoniy bath 
faſhioned allche hertes of them, ztnoweth 
alit heir workes. ¶ Akynge is not helped by 
bis orone greate hooſt, nether is a giaunte fa 
ued thozow themight of bis owne ſtrẽgth. 
— hoꝛſe is * a vayne thynge to ſaue a 
i, itis not the power of bis ſtrẽgththat 
can delyner him. 4 —— ** 
LORDEloketh vntothem that fearebim, z 
putt heir truft inbismercy. Thatbema- 
yedelynercheir foules from death, andto fe- 
dethem in the deare tyme. Leronre foule 
paciently abydcetheL OR DE, fezbeis onre 
helpe and ſhuͤde. So fhaloureberte reioy 
feinbim, becaufe we banc bopedinbisboly 
name. LecebymercifalléynoneffecoLOR 
a EDbe Upon ¥8, like as we put oure truſt in 
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The XXXII. A pſalme of Danid, 
VWil allwa ye gene thankes vnto the 
( LORDE, bis pzayfé [pal ever beinmy 
month. Wty foule fhall mate bit 
boajt isthe LORDE:the pooꝛe oppꝛeſſed ſhal 
bearetherofandbeglad. WD prayle ¥LOR 
DEwithme,andlet vs magmifie bis name to 
gether. FfougherhbeLORDE, andbeber 
deme, yee he delynered me ont of all my fea- 
xe. Theythat haue an eye onto bim, fhal- 
be lightened, zebeir faces ſhall not be aſha⸗ 
med. This poozemancricd vnto che LOR 
DE,and beberde bim, yee and delyuered him 
out of allbis troubles. The angell ofthe 
LORDE pitcheth bis tente rounde aboure 
them chat feare bim, and delyuereththem. 
O taiſt and ſe how frendly the LORDE is, 


B bleſſed is the many truſteth in him. O fea 


rethe l ORDE, yey be his ſayntes: forthey 
that feare him lacke notbinge. Therich 
ſal want and ſu ffre bunger,but they which 
jekethe .O RBE ſhal waãt no maner of chin 
ge, that is good. Come hither (0 ye chil · 
dꝛen herben vnto me. J wil teach youthe fre 
re of the LORDE, Who ſo liſteth to lyuc 
wolde fayne fe good dayes. Let him re- 
frayne bisconge from enell and bis lippes 
that they fpeate nogyle. Let him efchue 
eucll, anddo good: Let him fete peace zen- 
ſue it. For theeyes of the LORDE are ouer 
therightuous, and his eares are open vnto 
cheir prayers. Bue che face of theLORDE 
beboldecbrbhem that do euel, to deſtroye the 
remembraunce of chem out of the earth. 
When che rightuous crie,cheL OR DE 
heareth them, and delyucrethebhé out of all 
their troubles. The LORDE ts nye wnto 
them ¥f are contrite in bert, z wil bel pe ſoch 
as be of an hũble ſprete. Greatearcyftrow 
bles of the rightuous, but the LORDE dely- 
uereththem out of all. He kepeth all their 
bones, ſo y not one of them is bꝛoken. But 
miß fortune ſhal flaye the vngodly, andthey 
that hate ¥ rightuous fhalbegiltie. The 
LORDE delynereth the ſoules of bis ſeruaũ 
tes, andalltbey that putcheircruft in bin, 
Phalnot offende. 
The XXXII. A pfalmeof Dauid. 
Tryue thou with them (oLORDE) 
‘YS thotftryue wme fight thou aga ynſt 
them that fiaht aga ynſt me. Laye 
honde vpon the ſhylde and ſpeare, andfton- 
de vp to helpe mre. Drawe out thy fivear- 
de, and ſtoͤppe the waye a gaynſt them that 
perſecute me, faye vnto myſoule: Fam y bel 
Fe. Let them be cõfounded and put to ſha 
inc, that (eke after my ſoule:let thẽ be turned 


Che xxxiiij. pfalme, 


bac? and brought to confucion, that yma 


ginmyfchefe forme. Ketthẽ be as ¥ duſt Plilerb 


befozetbe wynde, and theangell of the LOR 
DEfeateryngecbe. Lercbeirwayebedarc 
fe and flippery,and the angell of the LORDE 
to perfecute them. For they bauc pzyucly 
laied their nett to deftroye me without a cau 
fe, yecandmadea pitte for my foule, which 
I neuer deſerued. Letrafodane deſtruccis 
come vpon him vnawarres, and y nett chat 
be bath layed priuely, catch him ſelf, that be 
ma ye fallincobisornemyfthefe. But let 
my ſdule be ioyfull inthe LORDE,andreioy- 
feinbisbelpe. All my bones ſhal fare:LOR 
DE, who is like vnto the? which delyuereſt y 
poore frem thoſethat are to ſtrongẽ for bin, 
yee the poore and che nedy from bis robbers. 
Salle witneſſes are ryſen vp, laye to my 
charge thinges that J knowe not. They 
rewarde me cuell for ood, tothe greate dif- 
comfoztbofmyfoule. Neuertheles, wher 
they were ſick. J puton a fack cloth: bum- 
bled my foule with faftinge, andmy prayer 
turned in to myne orone bofome.. Tj bebar 
ued myſelf asthougbithad benemy frende 
or my brother, J wire benely, as one ¥ mour 
nech foz bis mother. Buin myaduerfite 
YY reioyfe, and gatherthemtogether: yee 
very lame come together aga ynſt me vna- 
warres makynge mores at me,z ceaffe not. 
With ¥ grevyz ſcorne full ypocrites,they 
gnaß ſheb vponme withebeirteth. LOR- 
DE, whanwiltthenlote vpõ this? O reſ 
toꝛe myſoule from ¥ wicFedrumonte of thé, 
mydearlingefromebelyons. So wil J ge 
ue Y thankes in the greate con gregacion Z 
prayfetbeamonge moc people. O let thé 
nottrifipbe over me, thatare myne enemies 
fornanghe: O let them not wyncke wi their 
eyes, that hate me withonta canfe. And 
why? their comonynge is not for peace, but 
they ymagin falfe wordes agaynft y outcaf 
tes of the londe. They gape vpon me wt 
their mouthes, fayenge:theretbere: we ſe it 
with oure e yes. This thou feift, oLORDE: 
holde not thytonge thẽ: go not farre fro me, 
OLORDE, 2Arwake(LORDE)andftonvde 
vprauen gethou my canfe,my God, and my 
LORDE. judgeme(oLORDEmy God) 
acordingeto thyrightuouſneſſe. ytheytriũ. 
phe not ouer me. O let thẽ not ſaye in the⸗ 
ir hertes: there there, ſo wolde we baneit. O 
let them not faye:we haue ouercome him. 
CTet them be put to confucion and fhame, 
thatreioyfeat mytrouble: let thẽ be clothed 
withretufe and diſhonoure, that booſt thẽ 
ſelues aga ynſt me. et them alſo be glad 
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and reioyſe, that fauoure my rightuous dea- 
linge: yeelet them [ayeallwaye:bleffed be y 
LORDE, which bath pleaſure in the profpert 
ceofbisfecuaunt. And as fozmyconge,ic 
ſhail be talk ynge of thy rightuouſnes and of 
thy prayſe ailche daye longe. 

The XXXV. A pfalme of David. 


ey Where ſheweth me che wicFedneffe 
Sy ofthe ungodly, that there is no fea 
re of God before biseyes. For he 
dyffemblech be fore bis face, folongetill bis 
abbominable fynne be founde out. The 
wordes of bis mouth are vnrightuouſneſſe 
anddifceate, be wilnorbelerned todo good. 
He ymaginethmyſche fe vpon bis bedve, 
he wili come inno goodrwaye, ner refafecbe 
chinge chatisenell. Thymercy(OLOR- 
DEyreacheth ontocbebeanen,and thy faith 
falneffe onto the cloudes. Thyrightuonf- 
neſſe ſtondeth lite the ſtronge mountaynes,z 
thy tudgmente litecbe greate depe. Chow 
LORDE preſerueſt both mz z beeſtes. Dore 
precious igebymercy(O Sodythat the chil · 
Deen of men maye put their truſt under ¥ ſha 
Dowe of chy wyngesy They fhalke ſati 
fied with che pléceoufneffeof chy boule, and 
thon [hale gene chem deynke of theryuer of 
thy pleaſures. For by theis Y well of life, 
zin eby light, [hall wee light. O ſpꝛebe 
forch thylouyngetyndneffe vntothem chat. 
Enowetbe,zebyrightucufiies vntothẽ that 
avetrucof bert. Vlet not the fore of pzy- 
de ouertake me, O let noe the bande of ¥ vn 
godlycaſt me downe. As forwicked doers, 
they fall they are caft dorwne,z are notable 
coftove. The XXXVI. 2% pfalmeof Dauid. 
SY Rerenot chy elf atthe vngodly, be 
not thou envious agaynftthe euell 
= deers, or they ſhall ſoone be cut 
dorwnelite ¥ grafje,z bervytheredenenas ¥ 
grene herbe. Put thou thy cruftin~LOR 
DE, ⁊ be doingẽ goodꝛſo ſhalt thou dwell it 
thelonde,zverely it ſhal fede the. Delyte 
thou inthe LORDE, ⁊ be ſhal geue the thy ber 
tes deſyre. Cõomitte thy waye vnto y LOR 
DE, fet thy hope in him and be ſhal brynge it 
topaffe. Ree he ſhall make thy rightuouf- 
neſſe as cleare as che light. Athy tuft dealin⸗ 
geas the noone daye. Holde the ſtill in y 
LORDE, and abyde paciẽtly vpon him:but 
greue not thy ſelf at onet bat bath profpert- 
te,andlyueth inabbominacion. Leaucof 
ſrom wrath let go diſpleaſure, let not thy ge 
loufy moue the alſo to do euell. For wicked 
doers ſhal be roted out, but they that paciet 
ly abyde the LORDE, ſhal enheret the londe. 
Suffre yet a litle whyle,z ¥ ungodly ſhal 


Xe xxxvi. pſalme. Fo. xviij. 


be clene gone :thou ſhalt loke a fter bis pla- 
ce The ſhal be awa ye. But the mẽke ſpꝛe· 
ted Hai poffeflecbecarth,z bane pleaſure in 
moch reſt. The vngodly la yeth wayte for 
eheinft, gnaß ſheth vpon him whistecbe, 
But ¥ LORDElaugbech him co ſcorne, for 
befeith Ybisdayeiscominge. Thevngod 
ly drarec out the fiverdez bende their bowe, 
to caſt downe ¥ fymplez poore, and to flaye 
ſoch as go ¥rightwaye. Cleuercheles,cheir 
fiverde ſhal gothorowtheir one bere, and 
their bowe ſhalbe brokẽ. A ſmallthinge ¥ 
the rightuous bath, is better then greate ri⸗ 
ches of che vngodly. For the armes of Y 
wn gedly ſhalbe broken, but the ORDE vp- 
bolderhtberightuous. The LORDE Eno 
weth the dayes of the godly, ztbeir enberi- 
taiice fhalendure for euer. They fhal noe 
be Sfounded in ¥ perloustyme,zin ¥ Daye 
es of derth they bane ynough. As 
for ¥ ongodly.cheyfhall pexife:z whe ¥ e- 
nemies of ¥ LORDEarcit their floures,tbey 
{hal <Sfume, yeecuen as the finote fyalebey 
fume awaye. The vngodly*bozowerh 
and paieth nocagayne, but therightnonsis 
mercifullzliberall, Soch as be bleſſed of 
bim, fhal poffeffecbe lonve: zebey whom be 
curfeth, halberoted our. Tbe LORDEo?- 
dreth a goodmans goinge, z bath pleaſure 
inbiswaye. Though be fall, be fhalnorbe 
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urte, forthe LORDE vᷣpholdeth bim wf bis D 


bade. Fj bauchene yonge, znowam olde: 
yer [awe F neuer the rightuons forſakẽ, ner 
his feverofetecbeirbied. The rightuous 
is euer mercifull,z ledeth gẽtly cher fore ſhal 
his ſede be bleſſed. Sle frsenell,zd0 ¥ chin 
ge that is good, fo ſhait thou dwell for euer. 

ie ¥ LORDE loueth ¥ chinge Yis right, 
be forſaketh not bis fayntes,but they fhalbe 
preferned foʒ euermore: as for the fedeof the 
vngodly it ſhalbe roted out. Reetherigh- 
tusus ſhal poffeffe ¥ (Sbe,z dwell therin for 
ener. Chemouch of the rightuous is erer 
cifed in woyfidome,z bis toge talbeth of iudg 
ment. Thelawe of bis Godis in bis hert, 
therfore flyal net bis forefteppesflyde. The 
wn godly feyth the rightuous , z goeth abon 
tetoflayebim. BuctbeLORDE wil notlea- 
uebinsin bis hõdes, ner cõdemne him when 
beisindged. opethouintheLORDE,z 
Eepebis waye:z be fhal fo promotethe ,thac 
thou hale hauethe isde by enberitaiice,z fe, 
whenche vngcdlyfhallperifhe. Imyſeif 
haue ſene the vn godly in greate power, z flo 
riſhinge like a grene baye tre:but when 3 
wente by,lo,be was gone: Iſought bim, but 
he coude no where be founde. 
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Che Pſalter. 


Kepe innocency, andtate hede vntothe 
thingecbacistight, forrbat [hall brynge a 
man peaceatthelaft. As for che trãſgreſ 
fours,they fost periſhe together, and the vn 
godly ſhal be roted oͤut at ¥ laſt. Thebcl- 
pe of the rightuous comnieth of che LOR- 
DE, heis their ſtrength inthe tymeof trou- 
ble. TheLORDEfbal ſtõde by thein, and 
fauecbem: be ſhal del yuer them fromthe vn 
godly, andbelpethé, becanfethey put their 
trofé in bins. 

The XXXVIL A pſalme of Danid. 
Deme noccorebute( OHLORDEDIN 
thincanger:Ob chaſtẽ me not in thy 

@ beny diſpleaſire. For thy arowes 
ſtick faſt in me, and chy honde pꝛeſſeth me ſo 
re, There is no whole parteimmybody,be 
cauſe of thy diſpleaſure chere is no reſt in my 
bones, byzeafonofmyfynnes. For my wic 
kedneſſes are gone ouer my heade, andareli- 
Be a fore burthen,to heuy forme to beare. 

My woundes ſtynckẽ Lare corrupte, tho 
row my foliſhneſſe. am brought in to ſo 
greate troubie and miſery, that J go mour- 
nynge all the daye longe. Foz my loynes 
ave clene dried vp, and chere is no wbole par 
teinmybody. Jam fẽeble and ſore finytcé, 
SJroare forthe verydiſquietnes of my bert. 

LORDE, thon Enoweft all mydefyze,zmy 
gronyn ge is not byd fromebe. My bert 

aunteth, my firength bath fayledme,z the 

lightofmyneeyesisqonefrome. Mylo 

ners ⁊ frendes ftondeloFynge vpon my tron 
ble,and my kynſmen are roned farreof. 

They that ſoucht after my life, and to do 
me euell {pate of lyes and ymagined diſcea · 
te all the daye longe. As forme, J was li⸗ 
fea deaf mã, and berdenct: and as one that 
were domme, nocopenynge bie month. J 
am becomeas a man that heateth not, and 
that can matenorefiftannce ri bis month, 

§orinthe(O@LORDE )is wy truſt, thou 
€ ſhait heare me, OLORDEms God. Ny 

Defyreis, ¥ myne enemies trummRhe not ouer 

me: for yf my fore flippe,they reioyſe greatly 

againfime: ¶ Jam redyto ſuffte trouble, anð 
my heuyneſſe is enerinmyfiaht. For JI cõ· 
feſſe my wicke dneſſe. zmy fynne greuet h me, 

But myne enemies lyne, and are mightie: 

and they that bate me without a canfe, are 

many in nombꝛe. Theythatreardemee- 
uell for good,ſpeake enell of me,becanfe J fo 
lowe the thingerbat good is. Forſake me 
not(® LORDE my GooO go not farre fro 
me. Haifethecobelpeme, OLORDEmy 
ſuccoure. 

The XXXVIL A pſalme of Dauid. 


A 


Che xxxix. pſalme. 
Sayde:J wil kepe my waies, cthat J 
offended not in my toͤnge. And ſo 

1, 7 fouemy mouch, wh yle the vng od- 

lylayed wayte forme. J heide my ronge, 
was domme, Irepte ſyence, yee euẽ front 
Good wordes, but it was payne and grefeto 
me. My hert was hote within me, zwhy- 
le Jwas thus muſynge, the fyre kyndled: (> 
that Iſpake with mytonge. LORDE, let 
me Enowe mynecende, andthe nombre of my 
Dayes:that Imaye be certified what J want 
te. Beholde, thou haſt made my dayes a 
ſpanne longe, and mylifeisasitiwerenothin 
ge before the. O how vayne are all men ly 
unynges Sela. ee every man walketh 
as it werea Phadowe, and diſquietet h him. 
felf in vayne :bebeapeth vp riches, and can 
nottelltowbombegathereththem. 2nd 
nowLOR DE, wherinfhall I comfozte me? 
mybopeisinthe. Delyuermefromall my- 
* Meg — Esters me nota ſcorne vnto 
the fooliſh. ylẽce, and open not my 
—— — done it. Turne thy 
plages awaye fiome, for J am cõoſume d tho- 
row the feare of thy hãade· When thou pu 
nyſheſt man fozfynne, thon chaſteneſt bim: 
ſo chat his beutie conſumeth awaye liteas 
it were a mot he. O bow vayne are alimen? 

Sela. Hearemy prayer OLORDE, and 
confidze my callinge: ſheive not thy feif as 
thoughthouſaweſt not myteares. For Gans 
@ firaunger and pilgrymmewith the, as all 
my forefathers were. Ob (paremealitle, 
that maye refreſh myfelf; befoze J go hen 
ce, and be nomoꝛe fene, 

The R. A pſalme of Danid, 
Wayted paciently for theL ORDE, 
which enclyned bimfelf ontome, and 

Yo berdemycallinge, He brought me 
out of the horrible pitte,outof the myzc and. 
clayerbe ſet my fete vpõthe rocFe,and ordred 
my goinges. de hath put anew ſonge in 
my month, euen a thanktefgenynge onto on 
reGod. Many men ſe ynge this. fhal feare 
the LORDEæ put their truſt in hinn. Blef- 
fedis the man that ſetteth bis hope in the 
LORDE, andturneth noe vntothe proude,z 
to foch as go aboute with lies, O LORDEmy 
God, greate are ¥ wonderous workes which 
thoubaft done: zin thy thoughtes towar- 
devs there mayenone belicFened vnto the, 

FJrwolde declare them,and fpeate of thes 
butthey arc fo many,thatthey cannotbetol 
de. Sacrifice andofferinge thou woldeſt 
not haue · but abody haſt thou ordeined me: 
burntofferyngesand ſacrifice for ſynne thou 
Hafinoralowed. Then ſayde I: Lo I co 
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The Pſalter. 


me. In the beg ynn ynge ofthe boke it is wait 
tenof me,cbac J ſhuĩde fulſill chy wil O my 
God, Tthat am contẽt to doryee thy lawẽ 
is within my herẽ. Iwil preach of y righ 
tuouſneſſe inche greate comgresacion:£0,5 
wil not refra yne my lippes,o LOR DE,z that 
thou knoweſt. I do not hyde yrightuouſ⸗ 
nes in my bert, my talEyngeisof thy trench 
and ſauynge health: Jkepe not thy louynge 
mercy and faithfuineſſe backe from the grea 
tecongregacton. Turne not thou thy mer 
cy frome o LORDE, but letthy louynge kynd 
neſſe and treuth allwaye prcferueme. For 
innumerable troubles arecome aboute mez 
my fynnes bane tater ſoch bolve vpon me, 
that J am not able tolote vpryee they are 
mo innombze chen thebayzes of mybeade, 
and my hert hath fayleome. OLORDE, 
let it be thy pieaſure co deliuer me,mate haiſt 
LORDto helpe me. Letthem be aſha⸗ 
med and cõfounded, that ſeke after my fou- 
le, to deftroieic:leeebem fall backwarde and 
be putto confircion, that wyſh me euell. 
Letché foone be brought to ſpame, that 
crie ouer mer therethere. But let all thoſe 
that ſeke the, be ioyfull and glad in the: and 
lec all ſoch as delyte in thy ſauynge bealeh, 
ſaye ailwaye the LORDEbe prayfed. As 
forme, Jam poorꝛe ⁊ in myſery, but the OR- 
DEcareth forme. Thou art my helper 
redemer, mate nolongetariége,o my Good, 
The XL. A Piaimeof Daud, 
MH Lefferishe,¥ conſidꝛeth ¥ pooze: ¥ 
B LORDXſhal delyuer him inthe tyme 
oftrouble. TheLORDE ſhal pre- 
ſerue bins, and kepe him alyue:be fhalmate 
bimco profpere vpon earth,and ſhal norde- 
lyuer bim inco ¥ ivil of bis enemies. Che 
LORDE ſhal re fieſh bim , when bel yeth fick 
vpon his bedd, yee thou mateft bis bed in all 
bisfidneffe. Wfayde:L OR D Ebemerci> 
full onto me, bealemy foule , for Fhaue fyn- 
nedagaynftthe. Myne enemies [peatee, 
aell vps me: whan fhal be dye,and bis name 
perifher Though became into fe, yet mea 
ned be falſede in bis bert, hea pinge myſche fe 
vpon himſelf. Alltheythat hate me, run, 
netogether aga ynſt me, and ymagin euell a+ 
gaynſt me. They haue geuen a wicked ſen 
tentce vponme:when belyeth,befhalryfe vp 
momoze, Ree euen myne orne familier fren 
ve, whom truſted. whichd yd eate my bred, 
bath lift vp bis hele agaynſt me. But be 
thou mercifull vnto me(o LOoRPEa yſe thou 
e vp, and I ſhal rewardethen. Sythis 
Ff Enowetbhon fauoureſt me, that my enemie 
foalnoctriumpbhe ouer me. Thou haſt vp 


Khe xli. pſalme. 2o. riz. 
Holders me becanfe of my innocency, and fee 
me before thy face for euer. O bleſſed be y 
LORDEGod of Iſrael, from hẽce forrband 
for euermore Amen, Amen. 

TheX Ll. A pſalme of ¥ childrẽ of Corah. 

ay Ste as the bere defyreth the water 
£2, drokes, ſo longeth my foule after the, 
<2 oGov. My feule is a churſte for 
God,yee euẽ forthe lynynge God: whe fal 
Become, zbebolve the faceof Goody My 
teares are my meate daye andnight, whyle 
itis Daylicfayde vnto me: whereis nowtby 
Govr LClowwhen J thinke there vps, 
poure out my bere by my felfifoz wolde fay 
ne gobence iwiththẽ multitude, Z paffe over 
withthem onto the houſe of God, in ¥ voy 
ceof prayſe z thantefgenynge,amonge fod 
as Eepe boly Daye. Whyart chou fo full 
of beuynes(o my fonle)z why art cheuſo vis 
uietewithin me? ¶O put thytruſt in G od. 
poz wil yet gene him thankes, forthe helpe 
of bis countenaũce. My God, my ſoule is 


vexed within me: therfore J remẽbre the lon jolue ia. a 


de of Fordane,ztbelicle bill of Hermonim. 
Dnedepe calleth another webe voyce of 5, 


thy whyftles, all chy wawesz water flou- tones.a 


des are gone ouerme. TheLORDEbath 
promifed bis louynge kyndneſſe daylie, cher- 
fore wil J prayſe bim inthe night ſeaſon, and 
mate my prayer vnto y Godof mylife. 
wilfaye vnto God my ftony rok : why ba 
thou forgotten mez why go J thus benely, 
whyle the enemie oppreffechmer Wbhylé 
my bones are bioken, z whyle myne enemies 
caſt me in the tethe, daylie ſayenge vnto mes 
where is now thy Goð: Why art thou ſo 
heugomy ſoule why areebou ſo diſcſuieted 
wit hin me? ® put ehytrnfé inGoo, for J 
wil yetthante hun forthe belpe of bis coum 
tenaunce,and becauſe be is my.God- 
TheXLIL. pfalme. 

ue ſentence vponme(o God)zde- % 

fendemy canfe agaynftcbe vnholy 

people : Ob delyuer me fromthe dif- 
ceatfullz wicFed man, ozcbon(o God) 
axemy fitégeb : why haſt chou ſhot me frons 
the? Why go A chen ſo henely,wbyletheene 
mie oppreſſet h me? Ob fende ont y light 
ztby trueth, ¥ they maye lede me ⁊ bzynge 
me vnto thy bely bill and to thy dwellinge, 

That J maye go in tothe auiter of Goo, 

euen vntothe Cod which is my ioyez pleaſu 
re,z vponthe harpe to geue thãkes onto y. 
o Gov, my Sod. Wyhy art thou ſo heuy o 
my ſoule why art thou fd diſquieted within 
me O put thy truſt in God, for J wil yet ge⸗ 
ue hꝛm thates for y helpe of bis nee 
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Khe WBfaleer, 


cc and becanfé be is my Good. 
be XLII. 2b pfalme of ¥ childeẽ of Corah. 
E baueberde with F cares(o God) 
¢ fathers haue tolde vs, what thou 
haſt done in their cyme, of olde. 
show thou baft dzyué out the Seit hen vvẽ 
thy bonde,z placed thẽ in : how chon haſt deſ 
troyed thenactonszcafetheour. Forthey 
gat not the londein peffeffion chozowtbeir 
orone fiverde, nether was icchcit owne arme 
thackelpedthem. But thyright hãde, thy 
ne arme ⁊ the light of thy countena unce, be 
cauſe thou haddeſt a fauoure vnto them. 
Thou art y kinge zmy God,thou ſendeſt 
helpe vnto Jacob. Thorowy, win ere ouer 
chro we oure enemies: z in thy name will we 
treade them vnder, that ryſe vp agaynſt vs. 
Sor Jwill noe cruft in my bowe, itis not 
myſwerde y ſhal helpe me. ¶ But it is chew 
that ſaueſt vs frõ oure enemies, and putteſt 
them to confucion that hate vs. We will 
ailwayemate oure boaſt of God,and prayſe 
thy nanceforener. Sela. But now thou 
forſabeſt vs, z putteſt vs to confucion and 
goeſt not forth with onre bocftes. The 
mab eſt vs coturne oure bacFes vpon ourec- 
nemics,f> that they which bate vs, fpeile ou 
re goodes. ThoulectefEvsbe eaten vpli- 
Ee floepe, zfeatreft vs amonge the either. 
Thou ſelleſt thy people foznanghe, z ta- 
keſt nomoneye forthem. Thoumakcft vs 
to be rebuked of o* neghbours ,tobelaugh 
ed to ſcorne aud had inbderifion,of them that 
Thon baf— made vs 
a very byworde amonge the Heithon, z tbat 
thepcople fhatctheir beades at vs. My 
<Sfircion is daylie befeze me,z the ſhame of 
my facecouerethme, Forthe voyce of che 
flaunderer z blafpbemer, forthe enemic and 
avenger. All chisis come vpon vs, z yet 
haue we not forgottenthe,ner behaued oure 
felues vn faithfully ineby conenaunt. Oure 
bercis not turned bacFe, nether eure ſteppes 
gone out of chywaye. Thatthor ſmyteſt 
vs fo inthe piace of theferpét, z couereft vs 
with ¥ fhadowe of death. RF webadfor 
gottenthenameof cure God, z holdé vp ct 
re hondes co eny firaunge Ged: Sbulde 
noc God fynde it out7 for be Enoweth the ve- 
ry ſecretes ofthe bert. But for thy ſake we 
are kylled ali the daie longe, and are counted 
as ſhepe apoynted to be flayne. VpLoOR 
DE, why Repefteben 7 Awake, and café vs 
novof forencr, Wyer fore bydeft thou thy 
face? wiltchou clene forget cure mifer panð 
oppreſſis? For oure ſonie is brought lorve 
encn vnto the duſt, and oure bely cleneth vn 


The xliuij. pſalme. 


tothe grounde. ArifeolLORDE, belpevs, 
and delyner vs forthy mercie fate. 
The XLII. A pfalme of the chil⸗ 
dienof Comb. 
Wy Rercis dyringe of a goodmatter, 

8 Iſpeake of that,whid> Fbanema 
SQV eof the kyngeꝛ Mytonge is ¥ pen 
ne of areadywryter. Thouartthe fa yreſt 
amongethe dildzen of mẽ, full of grace are 
thy lippes,cher fore God bleffech che for euer. 

Gyzdethe with thy fiverde vpon chythee 
Cothou mightie) wich worſhipe and renoree 
ne. Good lucke haue thou with thine ho⸗ 
noure, ryde on with the trench, mekene ſſe 
rightuoufites: ztby right hove fyal ceady F 
woͤder fuli thinges · Thy arowes are fhar- 
pe, che people ſhalbe ſubdued unto the,euent 
inthe myddefEamonge the Eynges enemies. 

Thy ſeate ¶ oGod )endurech for ener:tbe 
cepter of thy Eynademeisa right cepter. 

Thou bafé loucdrightuoufieffe, zbated 
tniquite: wher fore Gov (whidy ts thy Ged) 
bath anoyntedtbe with the oyle of gladnes 
aboue thy felowes, All chy garmentes 
are liEemyzre, Wleesz Caffia, when then cd 
meftout of thine yuerie palaces inthy benct 
full glezy. Aynges doughters goin chy 
goodly araye, z vpontby right honde ſton⸗ 
dech che quene ina vefture of the moft fyne 
golde. erEen(odoughter ) confidze,z en- 
clynethinecare; forget thine owne: people,z 
thy fathersboufe. So ſhal the kyngt ha⸗ 
ue pieaſure inthy bentic, for beis thyLORDE, 
Pies yale woafhipe bim. The vough- 
ters of Tyre fhalbe therewith gifces,theri- 
che amonge tbe people foal matetheirfirp- 
plicacion befoze the. be Eynges dou, Hg 
terisall glozions within, bir clochinge is of 
wrought golde. She ſhalbe brought vn⸗ 
to thet ynge in rayment of nedle worte, and 
maydens after ber : ſoch as be next ber fale 
be breught vntothe. Withioyeand clad 
neſſe yal they be bronahe, and go in to the 
Eynges palace. Jn ſteade of thy fathers 
thou bajt gotten childien, whoͤm thou hale 
male prynces inalllonves. wů remem· 
bre thy name from one generacis to another: 
therfore [hal che people gene thankes vnto 
the, worldewithoutende. 

The XLV. A pfalmeof che chil- 
dren of Cozab. 


Se LT onretroubles and aduerſite webs A 


a 


€ 


ue founde, that Godis oure refuge, 

oureftrength andbelpe. Therfore 
soil we not feare, though the earch fell, and 
thoughthe billes were caried into themys 
deſt of the ſee. 
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Che Pſalter. 


felSgeas beis in pzofperite, mé ſpeake goed 
of him. Bue whe be folorech his fathers 
generacion,be [hal neuer felight eny more. 
When aman isin honourcand bath no 
vn derſtõdinge, be is compared vnto thẽ bru 
te beaſtes, and becommeth lite vnto chem. 


The XLIX. A pfalme of Afaph. 


¢ %HeLORDE euen the mighticGod 
—* bath ſpokẽ, ⁊ called the worlde front 
& theryfinge vp of the fenne vnto the 
goinge Downe of the fame. Out of Sien 
apeareththe glorieus brutie of Gov. On 
re God fal come, and not kepe fylesce:there 
gocth before hima confimyngefyze, and a 
mightie tempeſt rounde aboute bint. = te 
ſhal call che heauens from abouc, and the 
earth, thatbemayeindge bis pecple. Ga 
thermy fayntes together vnte nie, theſe y 
Feemoze bythe coucnaunt ches byeny offe- 
tinge. And the beauens ſhal teclare bis 
rig htuouſneſſe, for God is iudge himſelf. 
Sela. Heare,omy people :leemefpea- 
Fe,lecme teſtifie amonge you, o Iſtael: am 
God euen thy God. Ireprouẽ the nõt be⸗ 
cauſẽ of thy ſacrifice, ¥ burntofferinges are 
allwaye befoze me. J wil tate no bulloc- 
bes out of thybeufe,ner gores out of thy fel 
des. Sorallthe beeſtes of the felde are my 
ne, and choufandes of catell vponthe billes. 
Binowe all the foules vpon the mountay 
Nes, and the wilde beaſtes of the feive arein 
myfiahe. xf Zbe bongric, Jwil noc tell 
the:foz ¥ whole worlde is myne, and allthat 
therinis. Thynkeſt chou that J wil cate 
the flefl of oxen,ozdzyntcthe blonde of goa 
tes? Offre vnto God piayfe and thaͤnkeſ 
euynge, and payethy vowes vnto the meſt 
yeſt. And call vpõ me in the tymce of tron 
ble,fo wil J heare the, that thou ſhalt than · 
ke me. But vnto the vngodly ſa yet h Gov: 
Why doeſt thou pꝛeach my lawes, and ta⸗ 
keſt my couenaunt in thy mouth? Where 
as thou hateſt to be refourmed, and caſteſt 
my wordes behynde the? Xf thou ſeiſt a 
thefe, thou runneſt with him, and art parta⸗ 
ter with the aduouterers. Thou letteſt y 
mouth fpeate wicFedneffe,ztby tonge payn 
tethdifceatc. Chou ſytteſt atid ſpeakeſt a⸗ 
gaynſt thy brother, yee and ſlaundꝛeſt thine 
Swne mothers ſonne. This thou doeſt, why 
le J holde my tongerand think eſt me to bee- 
uẽ ſoch one as thy felfibuc J wil repꝛoue the 
zemy ſelf ags ynſt the. O confidzechis, 
vye that forget Godrleſt J plucke you awate, 
and there be none to delyuer you. Who ſo 
offreth methãkes and prayſe, be honoureth 


Khe l. pſalme. 


me: ztbis isthe waye, wherby J wil ſhewe 
— oda ra lod ed ſp 


The L. A pſalme of Danid. 


GY Anemcercy vponme(oGodafterthy A 
SY goodnes,z acordinge onto chy grea- 
temercies , do awa ye myne offences. 
Walk me well fromy wicFedneffe, z clen- 
fe me fro my fynne. For FJ Enowlege my 
fautes, and my fynne is euer befoze me. 
Agaynfé the only, aga ynſtt he haue J fyn 
ned, and done cuell in thy ſight:that thou 
mighteſt be iuſtified in chy faynges,and ſhul 
deſt ouer come when thon art iud ged. 
Seholde,J was boꝛne in wickedneſſe, and 
in ſynne hat h my mother conceaucd me. 
Dutlo,theu bafta pleaſure int he treut h 
and haſt ſhewed mefecrete wyfocme. O 
reconcile mic with Iſope and J ſhal be cle- 
ne: waſhthoume, ãnd J ſhalbẽ whyter then 
ſnowe. Ob let me heare of io ye and glad⸗ 
neſſe, that the bones which thou haſt bꝛo⸗ 
Ecn,maye reioyſe. Turne thy face fromy 
ſßynnes, and put out all my myßdedes. Wie 
ke mea clenebert(o God) and renue a right 
ſprete within me. Caſt me not awaie from 
thy preſence, and tate not thy holy ſprete 
frome. O gene me the comforte of thy 
belpe agayne, and ſtabliſh me with thy fre 
fpzece. Chen ſhal Iteach chy wayes vnto 
thewiced, chat fynners maye be conuerted 
wntothe. Delyner me from bloudegyley- 
neſſe o Ged, thou that arc the God of my 
health, that my tonge maye pzayfechy righ 
tuoufneffe. Opcnmylippes(@ LOR DE) 
thatmy month maye ſhewe thy prayſe. 
Sor sfthou haddeſt pleafirein facrifice, 
Fwolde geue it rhe: but the u del yteſt not it 
burntefferynges. The ſacrifice of Godis 
atronbled ſprete, a bꝛoken and a cStrite bert 
(oGodfhalechounocdefpife. O be fano- 
rable and gracious wnto Sion, that the wal 
les of Jeruſalem maye be buylded. For 
then fbale thou be pleafed with the ſacrifi⸗ 
ceof rightuouſneſſe, with the burntoffer yn· 
ges and oblacions : then ſhal theylayebul- 
lodes vpon thine aulter. 


The Li. A pfalme of Dauid. 


2 Dy boaſteſt thou chy Kl fitbou Ty- 
SS raunt — — * 
Godendureth yet daylie. 


ey Wherẽ as the goodneſſe of 

Thy tonge yng 
ginet h wick edneſſe, and with lyes it cutieth 
like a ſharpe raſsure. Thou loueſt vngra⸗ 


ciouſneſſe more thẽ good,totalte of lyes mo 
re thenrightuouſneſſe. Seda. 
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Thou loueſt to ſpeake all wordes ¥maye 
do hurte, Ochou falſe tsge. Therfore ſhal 
God cleancdeftroyetbe, finytethe inpeces, 
plucke the oucof thy dwellinge, and roͤte the 
outof che londe of che lyuinge. Sela. 

Therightuons ſhal fecbis, z feare, and 
laugh him tofcozne. Lo,thisischemsa, y 
toke not God for bis ſtrẽgth, but truſted vn 
tothe multitude sips tiches, z was migh 
ticin biswicFedneffe. As forme J amlite 
a greneolyuecre in ¥ boule of God:my truſt 
isinthetender mercy of God for euerz ever. 

yrvil allwaye geue thankes vnto the, for 
thatebou haſt done: anð wil hope in thy na- 
me, for thyſa yntes lite it well. 

The Lit. A pfalme of Dauid. 

He ſooliſh bodies faye in their ber- 

tes: Tuſh, there is noGov. Cor 

ruptearethey, and become abhomi ⸗ 
nable in their wickedneſſes:there is notone, 
that dorb good. Gov loked downe from 
heauen vpdthechildzen of men,to fe yf cbe- 
re were eny that wolde vnderftonde, ozfete 
afterGov. But they are all gone out of Y 
wa ye, they arcall become vnpiofitable: tihe 
reisnone ¥ Doth good, no not one. Howcã 
chey haue vnderſtondinge, that are the wor ⸗ 
ters of wickednes eatinge vp my people as 
it were bred, call not vpon Gob? Chey 
are afrayed, where no feare is: for God bree 
Beth the bones of them that befégetbe:rbou 
putteſt them to confiscion, for Goddefpiferh 
them. Oby chefanynge bealch were ge- 
nen vnto Iſrael oucof Sion: Ob ehacebe 
LORDE woldedelyuer bis people ont of cap 
tiuyte. Then fhulve Jacob reioyfe,z GF 


rael ſhulde be right glad. 
The LI. A —— Dauid. 
LY lpeme(o God) for thy names fate, 
n> and delyuner me in thy ſtregth. Hea 


z remy pzayer(o God)confidzethe wor 
des of my mouth. For firaungers are ry- 
fen vp agaynftme, and ehemightie (which 
haue not God beforetheireyesfefeafter my 
foule. Sela. Butlo,Godismybelper: 
it is he that vpholdeth myfoule. Ze ſhall 
rerardeenell onto myne enemies, and inthy 
treuth ſhalt thou deſtroye them. A frewil 
offeringe wil J geue the, and prayſe chy na 
meoL ORDE, becanfeitis fo comfortable. 

Forthou haſt delyuered meousof all my 
trouble, foebat myneeye ſeyth bis vefyze vpo 
enemies. 
The Lill, A pſalme of Danio. 
Eare my prayer(o God)and hyde not 


A 24 
H thy ſelf fromy peticion. Take hede 


vntomie and beareme, how piteouſly 


he (i. pſalme. Fo. ret, 
Jmourne z <Splayne, Theenemie crieth 
fo,zebewngodly cemmeth ono faſt: for theỹ 
aremynded to Dome fomemyfchefe, fo ma- 
liciouſly are theyferagaynfime. Myher 
teis henywitbin me, andthe feare of death 
isfallenvponme, Searfullneffe and trem⸗ 
linge are come vpon me,and ant bozrible die 
de bath ouermbelmed me. Andy fayder 
Debat J had wynges litea done, that I 
might fle fommbere, and be atrefz £9, 
then wolde J get me awaye farreof,and 
remayneintbewilderneffe. Gela. 

‘ZF wolbde mate baiftco efcape, from the 
flormywyndeandtempeft. Deftroiecheir 
tonges( oLORDE )anddenydechens, for J 


fe onrightuonfnes z firifein ¥ cite. This B 


geeth daye and night aboure the walles, 
myfchefeand vyceareinehe myddeſt of it. 

Wicedneffeis cherin, diſceate and gyle 
go not o⸗out of hir ſtretes. fit weremyne 
enemietbatrenyled me, J coude beare it: or 
Fone that ought me enell wůl dyd threaten 
me, Iwolde hyde myfelffrombim. Bue 
itisthoumy companyon, my gydeand my- 
ne owne familicr frede Webadfivereand 
ſecrete coͤmmunicacion togetber,andlouyn 
gly walked wetogether in y honfeof Gov, 

Zet deat h come baftely vpon them, and 
letchem go downe quict into bell, for wic- 
kednes is amonge them incbeir dwellinges, 

As for me J will call ontoGod, andche 
LORDEfbalfbelpeme, Inthe eneninge, 
momynge andat noone daye wil Jmourne 
and —————— eare my voyce. 

itis be chat delyuereth my ſoule in pea- 
ce, fromebemebatlaye waite forme: for they 
aremanyagaynfime. eeenen Gootbhat 
endureth foz ener, bat beareme,and brynge 
them domne. ela. 

Forthey wil not turne: and whyr they fee 
re not God. Mee they laye hondes vpon 
fh as beat peacewith bim,andforbei brea 
ke his couenaunt. Their mouthes are fof- 
terthen buttcr,z yetbanethey batell in their 
myndeztheir wordes are ſmoother then oyle, 
and yet be chey very fiverdes. D caffthy 
burtben(oz care) vpon the L ORDE, be fal 
noriſh the,and not leaueche rightuous in vn 
—* But as fort hem thouco Gov) 

alt caſt them downe intothe pitte of def- 
truccion. The bloudthurſtie and diſceat · 
full halnotlyne out hai frheir daies Neuer 
theleffe my cruft is inthe. 

The LV. A pſaime of Dauid. 
E mercifull vnto me (o God) formen 
wil treade me downer theyare daylie 
fightinge ⁊ troublinge me. miyne 
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enemies treabe medaylic vnder theit fete, for 
they bematy, y proudly fight agaynftme. 

Neuerrheieſſe, whe am afrayed, J put 
my croft inthe. I wũ com forte my ſelf in 

Gods worde, yee Iwil hope in God, and not 

feare:What can fieſh then do vnto me? 

They vexe me daylicin my wordes: all y 
they ymagin, is to do me euell. Theybhol- 

Deallcogetber, Tkepe them ſelnes clofe:they 

marc my fieppes , bore they maye catch my 

fonle. But in vayne, for ic ſhal efcape che: 
and why 7 thou (9 God) chy Difples fare 

BD Phalecafevowne ſoch people. Chou teileſt 
my flitcinges, chon puttefi myteares inthy 
borell, and nombreſt thenꝛ. When ſo eucr 
°F call vpon the; myne enemies are put to 
flighe: wherby J knowe, that theu are my 
Gor. In Gods wore wil J reioyfe,incke 
LORDES woꝛde wil J coniſorte me. Bee 
in God do F truſt, ⁊ amnocafracdiwhar cã 
manthẽ do vnto me? Vnto the(o God wil 
‘3 payemy vowes, onto ¥ wil geue thãbes 
Tpayle. For thou haſt dvelyveredmy fou 
lc fed death, zmy fere fro fallinge, y Jmaye 

waltebefoze Godin ¥ light of ¥ lynynge. 
8 The LV.A pſalmẽe of Dauid. 

B E mercifall vnto me(o God)be mer· 
cifull vnto me, fer my ſoule trůſtet h in 

rt vnder the ſhadoree of chy wyngies ſhal 
remy refuge, vntill wickedneſſe be euerpaſt. 

Fcall vnto Ged y moſt hyeſt. enẽ ¥ God 
¥ fhalbelpeme vpagayne. He ſhal ſende 
Fis heauen, z ſaue me fro che reprofe of hun 
thatweldeficalowemevp. Gel. 

This fhal God ſende, for bis mercy and 
Faith fulneffe fate. Fj lye with my feulea- 
mongecbe cruclllyons:enenamonactbe chil 
Dien of men, wheſẽ tet he are fpearcs anda- 
rowes, and ther tongea harpe ſarerde. 

Set vpcby felfio God abouethe heauẽs, 
and chy glozy aboue alltbecarth. They 
haue layed a nett for my fete, z pzeffed dor- 
nemy ſoule: they bauedyageda pyt before 
me, andare fallen intoirtbem flues. 

Sela. My hert is ready o God my bere 
is ready, to ſynge and geue prayſe. Awake 
(omy gloryſawabe lute and barpe, J my ſelf 
wil aͤwake rightearly. I wil geue thãkes 
vnto the (oLORDE)amongetbe people, FJ 
wil ſynge pra yſes vnto the emonge the Her⸗ 


a 


phalues.b CDE Gor y greatnes of thy mercyrcacheth 


wntorbebeanens,and chy faith fulneffe vnto 

thecloudes, Get vptby felfio Ged) abo⸗ 

ue the beans, ztby gloryaboue all y carth. 
The LVIL A pſalme of Dauid. 

x4 § youve myndes be vpon rightue uſ⸗ 

neffe in Dede, chen iudge the ehinge 


Lhe (wit. pſalme. 


thatts right, o ye ſonnes of men. But ye 
ymagin myfchefein youre hertes, and youre 
bondes dcale with wiedneffe. Thevn- 
godly are frowarde, euẽ frem cheir morbers 
vomðbe: as ſoone as they be borne, they goa 
firaicz ſpeake lyes. They are as furions 
as the ferpent,cnenlitechedeaf Adderthat 
ffoppech bir carcs. That fhe fhulve noe 
beare the voyce of the charmer, charme be 
neuer ſo wyſely. Breakerheirtech(oGen) 
in their mouthes, finycerhe cha ft bones of 
the iyons whelpesinfonder, oLORDE, 
That they maye fall awaye, like water y B 
rumeth a pace: and that when they ſhote 
their arowes, the y ma ye be brokẽ. Lerthé 
Lõſume awa ye like a ſnale liket he vnt yme · 
ly frute of a weman, and let them noc the 
Gonne. Oꝛ ener yourethoznes be fharpe, 
the wrath ſhal cate chem awa ye quyce, li- 
re a ſtormy wynde. Tbe rightuous fhal 
reio yſe when be feychebe vengeannce, and 
foal wafh bis fere in the bloude of che vn⸗ 
godly. Sothat men fhalfaye:verely,che- 
re is a rewarde fo: ¥ rightuons:doutles, the 
reisa Sod that iuð geth the earth. 
The LVI. A pfalme of Dauid. 
Elyuer mc fro myncenemies(omy A 
God)z defendeme frõ che y ryſe vp 
- aga ynſt me. O delyuer mi froche 
wick ed doers, æ ſaue me frõthe bloudthurſt ie 
mẽ. Foꝛlo, they lye waytinge for my foule: 
ymightie mẽ are gatheredtogether a gainſt 
me, w out eny effence or fautẽ of me,oLOR- 
DE. Cheyriinez prepare thé felucs, wi our 
my fanre:Arife, come chou belpe me,zbebol 
De. Sedde vpol ORDE Gov of hooftes, 
chou God of Iſtael,to vyſet all Heithen: be 
notmercifull vᷣnto thé y offende of malici- 
ous wickedneffe. Gela. Let thẽ go to ⁊ 
fro, ⁊ runne aboutethe cite yeulingehtedog 
ges. Sehoide theyſpeate caga ynſt mey 
cheir mouth fwerdes are vn dertbeirlippes, 


ſor who repꝛouet hthẽ: ¶ But thou(o 


2 


laugh all Heithẽ to ſcorne. Myſtrẽegthdo 
‘J afcrybe vnto the, for t houco God) art my 
Sefender. Sod ſheweth me bis goodneſſẽ 
plenteouſly Sod letteth me femy deſyre upd 
myneenemies, Slayethẽ not, lefimy peo 
ple forgerit: but ſcatre thẽ abrede withtby 
pewer ⁊ put thẽ dewne, OLORDE oure de feñ 
ce. For y ſynne of theirmonth, forthe wor 
des of theirlippes, z becaufe of their pzyde, 
let thẽ betaten:z w hy! heir — geisof 
eurfyngezlycs. Cofimechemin y wrath, € 
coſume thẽ ¥ theymayeperifh,zEnowe y it 
is God, which rulech in Jacob and in allthe 


aeie ⸗.x 


Reape 


Phal.sa.¢ 


OR- pfal.z.a 
DEfhale have them in derifion, thou ſhalt Pro.¢ 


The Pſalter 


Palse.a wolde. Gela. Letthé go tozfro,zrine 


aboute the cite, youlingeliEedogges. Let 
thé runne bere z chere for meate, and grudge 
whencbey banenorynongh. As forme, 3 
sol fyugeof chy power, ad pzayfe thy mercy 
bet ymes inthe —— thou art my dẽ 
fence and refuge in thetyme of my trouble. 

Vnxothe (omy ftrengch)wil J fynge, foz 
thoulo Sod)art my defence, and m̃y mera ful 
Gor. 

The Lx. A pfalme of Danid. 

% Govd,chou ¥ haſt café vs oucandfea- 
tred vs abrode, thou y haſt bene ſd ſo 
re diſpleaſed at vs, cSforte vs agay⸗ 

ne. Thou ¥ haſt remoued the lsde ⁊ deuy⸗ 
dedit,bealethe ſores therof for it ſhaketh. 


Ffasd Thou wedthy people heüythinges 
—8 Rhett pies vs a — Off wyne, ¥ we 


ſlobꝛe withall. Ret haſt chou geuẽ atorẽ for 
[och as feareche, ¥ cheymaye caftit vp in F 
treuth. Sela. TChaceby beloucd might be 
Delyuered, belpe chem with thy right bande, 
Bw avbeareme, Govbath fpotéin bis Sac 


Thaluoza duary whichthinge reioyferbme)y wil deny 


de Sichẽ, zmece outthe valley of Suchoth 
Salaad is myne Nanaſſes is nyne, Ephra · 
im is the ſtrength of mybeade, Juda is my 
captayne. Moab is my waſhpotte. ouer 
Edom wil J ſtretch out niy ſhue Philiſtea 
Phalbegladofme. Who will le dẽ me in to 
the ſtronge cure: Who will bainge me in to 
Edom? Shalt not thou do it,o Gov, thow 


Pralgs.b ¥ Daft café vs ouc:thou Goo, y' wencefEnoe 


out w' o hooftess O be thou oure heipe in 
trouble,foz vayneis che helpe of man. Cho 
ꝛo w Godwe ſhal do greate actes, for it is be 
chat ſhal treade dorne oure enemies. 
The LX. A pſalme of Dauid. 
A mY Karemycrienge(oGod)genehede vn 
H tomy prayer. Fromthẽ endes of y* 
earch wil J call vnto the whe my ber 
te is in trouble:Ob ſet me vp vps anbyeroc- 
ke. Foꝛ thou art my hope, a firongetorer 
ſormẽ agaynſtthe enemie. J will dwell it 
chy tabernacle fozener, that J maye be ſafe 
vnder the couer ynge of thy wynges. Sela. 
§or chow (o LORBE) baft herde my defyzes, 
kheu haſt geuen an beretage vnto thoſe ihat 
fearetbyname. Thon ſhalt graunte the 
Eynaea loge life, chat bis yeares mayeendr- 
xe thorow out ail generaciens. That be 
ma ye Dwell beforeGod fozener: Oh iet thy 
louyn ge mercy ⁊ faithfulnes preſerue him. 
So wil J allwaye ſynge prayſes vnto thy na 


Palsch me,¥ Ima ye dayiie perfourme my vorwes. 


Tbe LX A pfalme of Danid. 


* NTE ſoule wayteth only vpon Gov, for 


The lxii. pſalme. Fo. xxij. 
ofbim commethmybelpe. Ae only is bad 
firegth,my faluacion,my defence,fo ¥ 5 fal 
not greatly fall. Howlonge wil ye ymagus 
myfchefeagaynft euery man x ye ſhal be ſia y⸗ 
neall ¥ fozceof youryee as a tottringe wall 
ſhal yebe,zlitea brotenbedge. Therdeny 
ceis only how to put bim out, their delyte is 
ĩ lyes:they gene good wordes nitheir mouth 
buccarfe weheir berte. Sela. Neuert heles 
my foule abydeth only vpon God, fozbeis 
myGov. Heẽ only is m y ſtrẽgth, my faluact 
on,mydefence:fo y J hal noẽe fail. In Sod 
ismy bealcb,my glozy,my migbe,zinGodis 
my truft. Opuc yo* truſt in bim allwaye(ye 
people) poure out yo* hertes befozebim, foz 


B 


but vayne, mé are diſceat full · vpõ the wei ish 
tes they areal together —— en vante 
it ſelf O truſt nocin wiongezrobbery, gene 
not yo* ſelues vnto vanite: yf riches incrcafe, 
ſet not yol herte vpon them . God ſpare once 
& worde, twyfe haue J herde the ſame r that 
porer belongech vnto God. That thor 


LORDE ase mercifull.⁊ that thou rervardeſt Rom.2a 


euer ymanacordinge to bis workes. 
The LXILA pſalme of Dauid. 
God, thou art my Good: early wil} A 
fetethe. My ſoule thurſterh for tbe, Plal-ueh 
my flefplougetbafcertheinabaréez 4% 
deie lve, where no wareris . Thus do Flote 
ſor the in thy Sactuary,ebac I might bebol 
de power ⁊ gloy. Forthylouynge tynd 
eis berrer chen lift wy lyppes [lal pꝛa yſe 
the. Asldgeas J liue wil magnifie the 
Zuft vp my hondeõ in chy name. Myfou= 
le is ſatiofied ent as it were with marry z fat 
neffe, when my mouth prayfeeb the withioy= 
filllippes. Jn my bedde wil J remembie 3D 
¥ zwhEF wate, mytalt yn ge haibe ofthe. 
Fort hon haſt bene my helper, z onder the 
Phadoweof ¥ wynges wil J reioyfe. Hy 
foule bangeth vpon che,ebyright honde vp 
Holoechime. y fete after my foule, but 
in vayne, for they [bal go vnder the earth, 
Chey ſhal fallinco che fwerde, tea poris 
forfores. Bucy kynge fhalreioy(e in Goo: 
all they that fiveare by bym, [hal be comme 


ded, fortbe mouth of lyers flalte topped, — 
— Ad. 


‘be LXUL& pſalme of Dai 
EY Eare my voyce(o Gob)in my coplayn A 
te, pꝛeſerue mylife frõ feare of ¥ enemie 
Sydeme fromtbe gatheringe toge 
ther of ¥ frowarde frs ¥ heape of wicked do 
ere. Which wheete their tũ ges lites fiver: 
Se, ⁊ ſhute w* eheir veninous worbdes hteas 
wWarowes. That t hey maye prevely buteey 
innocẽt, ⁊ fovély ce bic him wont eny ſearẽ. 
De iüi 


Kes. 6 
Sod is oure hope. Sela. As formen,chey are Pial.gra 


The Baler. 


They haue venyfeomyfehefe,and comme 
nedamongethem felues, how theymayela- 


tRessd ye ſnares: cuſh( [aye the y) icho hall fe thems 
p=) 


Ephew.a 


paises <2) De io yfull in Goocall ye Sdes) ſynge 
© 


Chey ymagin wicFedneffe, and kepe it ſe⸗ 
ereteamongetbem flues, enery manin ¥ de 
peofbisherte. Buc God ſhall fovenly ſhu 
tewith atarowe,¥ they [hall be wounded. 
Mee their ownetunges That mate them fall, 
In fo moch that who fo feyth ché,fhal laugh 
chẽ to ſcorne. Andallmenchacfeic,fhal ſa 
yerthis hath God done for they ſhal percea- 
ue,¥ it is his worke. Therightuous ſhal re 
intheLORDE, and put bis truſt in him: 
and ve they y aretrucoff berte,fhalbeglad 
therof. 

5 TheLXil. A pſalme of Danid. 

Houle God art pra yſed in Sion,and 
—* vntothe is che vowe perfourmed. 
CED Thou heareſt che prayer, therfore S- 
meth all flefy vntothe. Ouremyfdedes pre 
uayleagaynft vs,ob be thou mercyfull vito 
curefynnes. Bleſſed is the manrwbhs chon 
chofefé and receancfE onto the chat be maye 
tivell in thy courcerbe ſhall be fatisficd with 
the pleafures of thy houfe,enen off eby boly 
temple. earevsacoidinge vnto chy ws- 
der full rightuouſneſſe, o Sod oure faluacid: 
thouchacare the hope of all che endes of ¥ 
carch,and off thebsovefee. YObich in bis 
ſtrength ſetteth fast themofitaynes,z is gyr⸗ 
ded aboute with powcr. Which fiilleeh ¥ 
tagigcof the fec, theroaringe off bis ware 
es,and the woodnes of thepcople. They 
that dwell in y* vttemoͤſt partes are afrayed 
at thy totens, thou mal ejt both cbe momyn 
ge and euen yn ge ſtarres to prayfe F. Thow 
viſeteſt the earth,chou watreft it,andmatefE 
tt very pienteous. Cheryucrof Govdis full 
of waters, thou pꝛepareſt man bis come, ad 
thus thou prouydeſt forthe earth. Then 
watreſt bir fozgrves, thou breabeſt che harde 
clottes therof, thou mabeſt it ſoft with y* 
droppes of rayne, and bleſſeſt the increaſe of 
ict bon crowneſt the yearewith thy goed, 
andthy fotefteppes dzoppe fatneffe. The 
dwellinges of the wildernes are fate alfo, y* 
they dzoppe witball,z the litlebilles are plea 
faunconcuery ſyde. The feldes are full of 
fhepethe valleys ſtonde ſochicke with corne 

ylaugh and ſynge. 
Thẽe LXxV. A pſalme off Danid. 


pꝛayſes vnto the honoẽ of his name 

mate bis prayſe to be glorious. 
Saye vnto God:O how wonder full are thy 
workes? thorow the greatneſſe of thy power 
[hal thine enemies be confoũded. ‘by all 


The (evi. pſalme. 


the worlde wolde worfhipe che,fynge of the 
and peayfe thy name. Sela. © come bither 
andbebolve the wortes of God, whic is ſo 
wonderfullin bis doinges amonge the dhil- 
dren of men. eturnedebe feeinco drye ls 
de, ſothatthey wente thorowthe water on fo 
te:cherfoze wil we reioyfeinbim. He rulech 
witb bis porwer for cuer, bis eyes beholde the 
people:therennagates ſhal notbe able to ex⸗ 
alte them ſelues Sela. Omagnifies? Goo 
(ye people mate ¥ voyce off bis pꝛayſe tobe 
berde. Which holdeth o ſdule in life, and ſuf⸗ 
freth not oure fete coflippe. Foꝛ thou (o 
Godhaſt proued vs thoͤn haſt tried vs like 
as ſyluer is tried. Thou haſt brought vs in 
to captiuyte, and layed trouble vpon oẽ loy⸗ 
nes. Thou haſt ſuffred men toryde ouer o* 
heades, we wẽte thorow fyre and water, butt 
thou haſt brought vs out, and re freſhed vs. 
Ther fore wůl FJ go intothy houfe w* brẽt 
offeringes, to payetbe my vores, which J 
pꝛomiſcd w mylippes, andfpate withmy 
inouth, when J was in trouble. Iwil offre 
vnto the fatte drentſacrifices with th-fincte 
of rames, 3 will offre bullockes and goates. 
Sela. Ocome bicher and herkẽ (all ye that 
are God) yj wil cell you, what he hath done 
formyfoule. J called vnto bir’ my mouth 
and gaue him prayfes with myciige. (2K 
‘J enclyne vnto wicFednes with my berce, F 
LORDEwil notheareme.) Therfore Goo 
bach berdeme,ad confidzed the voyce off my 
prayer. prayfedbeGod, which hathnoc 
café out my prayer, nerturned bis mercy fro 


me, 
The LXvi. piece. 

Od be mercifull onto ve, bleffe vs, z 

ſhewe the light off bis countenafice 

aponvs. Sela. That wemaye 
Enowe ¥ wayevpSearth, ¥ ſauynge health 
amonge all ete en. Let thepeople pzay- 
ſeche(ð Sed yee iet all people pꝛa yſe the. dO 
Ice the people reioyſe and be glad that thou 
indgeft che folke rig htuouſly, and gouerneſt 
thenacions vpõ earth. Letthe people pray 
ſe the(o GSod) iet all people peayfe the. God 
euen oure owne God) gene vs bis bleſſinge. 
that the earth maye bringe forth bir increaſẽ 
God bleffe vs,and let allebe endes of ¥ worl 
de fearebim. 

The LXVI. A pfalme of David. 
Et God aryſe ſo Mai bis enemies be 2 


a 


. eatered,andtbeychatbatebim, ſhal dNum e⸗ 


Defle before him. Like as che ſmoke 
vanifbeth, fo ſhalt thou dzyne them awa ye: 
and lite as ware meltethat the fyze, ſo ſhall 
the vngodly periſh at the prefence off Gov. 


Exo.14.€ 
Tolues.d 


Ese 


Eccli.s.e 


Che Wfalecr 


But the rightuous ſhal be glad zreioyfe 
before Gov, they fhalbemeryzioyful. Ob 
fynge unto God, fynge prayſts wncobis na- 
me:magnifie him ¥ rydeth aboue the heauẽs 
Gobofe nameis ¥ LORDE)z reioyfé before bt. 
*eisa father of ¥ fatberleffe,beis a defen 
der of widdowes:eue Godinbis boly babies 
si5. Hetsthe God ¥ maketh méto be ofone 
mynde in a boufe,z beyngeth ¥ prefoners out 
of captinice in due feafon, bucletrerh Frenna 
gates cStinue in fearceneffe. @ God, when 
thou wẽteſt forth before ¥ people, whe chew 
ludics.a WEtefEthorow ¥ wilderncs.Sela. Che earch 
ſHoke ⁊ ¥ heauens dropped ar che preſence of 

® Govin Sinai, acy prefence of God which ie 

¥ GodofFfrael. Thou o Goo ſendeſt a gra 
cious rayne vpon thyne enherita fice, z refref- 
heſt it when icis dye. That chy beaftes 
maye Dwell therin, which thou of thy good- 
nes baft prepared for che poore. TheLOR- 
DEflpal geucebe worde wẽ greate hooffesof 
Lusgelifies. Binges w their armies hal 
fle,z they of houſholde ſhal denyde ¥ fpoy 
fe. OF (o be ¥ yelyeamogethe pales,chedo 
wes fecbers ſhalbe couered with fyluer,z bir 
winges of che coloẽ of golde. DObenthe Ail 
mugbcie ſetteth Eynges vpSthe earth, ic fal 
beclearecueninthedarfneffe. The bill of 
Saſan is Gods bill,che hill ofBafanis a ple 
Scousbill. YObyboppe yefo, ye greate bil- 
les? Jc pleaſet h Godcodwell vps chis bill, 
yeetbe LORDE wil abydein it fozcuer. The 
charettes of God are many Meymes athou 
€ fanve,the LORDE is amogethem intbe boly 
Sehe+ Ginat. Chou art gone vpan bye,thou haſt 
[cd captyuite captyue,zreceaucd giftes foz 

meee euen ſorthy enemies,that they might 

dwell withthe LORDE God. Pꝛrayſed be the 

LORDE da ylie, euẽ —2— which helpeth vs, 

T pourech bis bencfires vps vs. Sela. The 

od Fis ð Sauis® euẽ Godthel ORDE by 

whSwe efcapedeath. Che Godthacfiny- 

teth bis enemics vpõ the beades z vponthe 

ha yre ſcalpes: [och as go on ſtill incheir wi- 

kednes. TheLORDE bath fayde:fomewil F 
bungeagayne from Baſan. fome wil Fj bein 
GeagayneftSchedepeofebefee. Thattby 

fore maye be dipped in che blonde of ebinee- 

nemics , ztbat thy dogges maye licke it vp. 

‘Be is well ene (oGod bow thou gee, 

bow chou my God and kynge goeft in the 
Sanctuary. The fyngers gobefoze,and 

then che mynftrells amonge the maybens 
withthetymbiels. =O geuetbantes unto 

D Godthe LORDEIn the congregacion, forthe 
welles of Iſtael. Therelitle Beniamin,ebe 
Prynces of Juda, the pzynces ofsabulé, and 


Deutso.d 


Exouzd 


Exo 20.0 


Tofre.b 


Indizo 


Che lxviij. pſalme. Ao. xxtij. 
the prynces of Nephthali beare rule amõge 
then. Thy God hath cõmitted ſtrẽ gth ore 
tothe, ſtabiiſh che chinge(o God) that ehou 
haſt wrought invs. Forthy tẽples ſake at 
ruſalem ſhal kynges beynge preſentes vn- 
tothe. Reproue the beeſtes amonge there- 
des,the beape of bulles withthe calues:t ho⸗ 
fecbacdzynueformoney. Obfeatrethe peo- 
plethac delyte in bata yle. The prynces fhal 
come outof Lgipte, the Morians lode fal 
ſtretch outbir bondes wnto God. Synge 
vnto God,o yet yngoomes ofthe earth:o, ſyn 
Se pꝛayſes vntothe LORDE. Sela. 
Which ſytteth inthe heauens ouer all frõ 
the beg ynnge: Co, he fhal ſende out bis voy⸗ 
ce, yecandebacamightie voyce. Aſerybe 
yetbe power onto Goo, bis glozyis in Iſta⸗ 
«land bis mighcin the clondes. Godis 
wonder fullin bis Sanctuary, be isthe God 
Of Iſtael, be will gene firengch andy power 
wnto bis peopls.Bleffed be Good. 


The LxVI.A pfalmeof Dawid. 


SY Elpeme(oGod)forebewatersareco A 

A'S) MeinenEontomyfoule, Iſticke faſt 
in the depe myze, where no grounde 

is:3 am come into depe waters and the fion 
des wildzormne me. Yam weeryofcriene 
Semychroreis drye, my fight faylech me, for 
wayringe folonge vponmy Gov. Chey y 
batemewithouta cauſe are mo then the hay 
res of my heade: the ythat are myncenemies 
zwoldedeftroye me gileleffe, avemightie: 3 
am fayne to paye thetbinges y 7 nener to- 
te. God,thou knoweſt my fympleneffe,and 
my fauces arenot bydfromebe.  Leence 
themebat truſt in theo LORDE God of | boof 
tes) —— formy cauſe: let not choſt y 
Etethe, be confounded thorow mie, o God of 
Iſtacl. Andwbhy zforcby fate doFfuffre B 
reprofe, hame concrech my face. Jam be- 
come & ftraunger vnts my brethren, andar pſalau.c 
aleaunt wntomy mothers chhudren· For toh. wie 
the zele of chine boufe bath enen eaten me, Roma 
andthe rebukes of themebat rebuked. the, is 
fallen vpon me. I wepte and chaſteneð my 
felf w faſtinge, andchat was turned to my 
reprofe. J putona factecloth, andtberfo- Tobyo.a 
re chey ieſted vpon me. Theythat fatt in the Trens.€ 
gate, [pateagaynftme, andebe dronckarde⸗ 
made fonges vpon me. ButLORDE, 3 
mademy prayer onto thein an acceptable 
tyme: %eareme(o God)with thy greate mer 
cyzfurebelpe. Cateme out of che: mye ¢ 
Hucke not · Obletme be delyuered fid the F 
Dateme,z outof ¥ depe waters. Left ¥ wa 
Ger floude dꝛowne me,thattbe depefivalows 


Toh,13.€ 
Plalisg.c 


Mata7.d 
Johas-¢ 


Roun 


Mat. ane 


Atad 


Lxo · ao · 


Plalss.c 


The Pſalter. 


C menoevp,z¥ the pitte ſhut not bir month 
vponme. dearemce(oLOR DE) foz thylo- 
wynge Eyndneffe is con fortable:turne the vn⸗ 
to me acordinge vnto y greate mercy. Dy 
de not thy face from thy ſeruaũt, for J am in 
trouble: G haiſt y to helpe me. Drawe nye 
vnto my ſoule, and ſaue it: Ob delyuer me be- 
cauſe ofmyne enemies. Thou knoweſt my 
reprofe my ſhame ⁊ my difhons :my aduer 
faries are ali in thy ſight. Che rebuke brea 
keth my hert, z maketh me heuy: J lote, foz 
fome co haue pitie vponmiec, but there is no 
man:z foz fometo cS forte me, but I fynde no 
ne. They gaue me gallcocate,z whe was 
thurftie,chey gaye me vyneger to drynke. 
Let their table be madea ſnare to take them 
ſelues withall, an occaſion to fall Ta rewar- 
Devuto them. Let their eyes be blynded, chat 
they ſe not: T euer bowe do wne their backes. 

Ponre out thy indignacien vpon them, 
zlee chy woth full difpleafuretate olde of 
them. = Let their habicacion be voyde, zo 
man codwwellintheir tentes. For they per- 
ſecute him whom thou baftfinytten,z befyoe 
thy woundes they bane geuen bins moo. 
Let them fall fd one wickedneſſe toanother. 
Tnot ceme intothy rightuouſneſſe. Let thẽ 
be wyped outof Y bore of the lyuinge T not 
be written amonge the rightuous. As for 
me, J am poore in heuyneſſe, let thy heipe 
defendeme,oGod. That J maye prayſe y 
name of God — 
thantefgenynge. This ſhal pleaferheLOR 
DEbetter then a bullocte,chatbath hornes 
boffes- DO confidzre thiszbe glad (yethat 
be in aduerſite fete after Gov,z yo foule ſhal 

yue. 

Foꝛ the LORDE heareththe pooꝛe, ⁊ deſpy 
fet not his preſoners. Let heauen ⁊ earth 
praife him the ſee Zall that mouet ht herin. 
Foꝛ Gov wil ſaue Sion, zbnyldeche cities of 
Sjuda,that men maye dwell ebere,z baucthe 
in poffeffion. The fide of bis feruauntes 
Phaliberecit,zebey thatlouc bisname, ſhal 
dwelltherin. 

The LXX.A pfalmeofDaniv. 
SE AifE theo God)to delyner me,z to bel 
£ eme,OLORDE. Let thébe fhamcd 

P22) z confoundedthat ſeke after my foule: 
let them beturned bak wardez put toͤ con fu 
ciõ that wyſh me euell. Let them ſoone be 
broughtto ſhame. ¥ crie ouer mert here there. 

Buůt let ali thoſe that ſeke theʒ be ioyfull 
glad inthe: and let all ſoch as delyte in thy ſa 

uynge health, ſa ye alwa yer ¥ LORDEke pray 

fed. As forme, Jam poore ⁊ in miſery, ha 
iſt the Sod forto helpe me. Thou art my 


D 


E 


The lxx. pſalme. 


belpemy redemerzmy Godroh make no lon 
Setarienge. 
TbheL Xx pfalme- 

LL che,o LORDE,is my truſt, let mene 
ge ( uerbe put to cOfucis, butryddemez 
i, delyvermethozow thy: rightuouſneſ⸗ 
ſceencune thine eave vnto me, z helpe me. 
Be thoumy ſtronge holde (where vnto JIma 
yeallwoaye fie thou that haſt promifedto bel 
peme: for thou art myboufeofocfencezmy 
caftell. Delyuer meco my God)out of yhã 
de ofthe vngodly out of the hande ofthe vn 
rightuouszcruellman. Soztbou(oLOR- 
DEGod)areche thingerbar J loge foz, thew 
aremybopeenen fro my youth. Ihauelea 
Ned vps ¥ euer ſens Iwas bome,tbou are be 
that cofemeout of my mothers wombe,ther 
fore is my pzayfe allwaye of the. Fam be- 
come a wonder vnto the multitude, but my 
ſure truſt is inthe. Oblet my mouth be fyl 
led with thy prayſe ⁊ honoure allebedayeld 
ge. Caſt me not awaye in myne olde age, foz 
fatemenctwhen my ſtrength faylech me. 
Sormyne enemies fpcate agaynféme, Tthey 
thatlaye wayte for my foule, taEetheir coms 
cell rogerber,fayenge:God bath forſabẽ bins, 

erfecure bim, tate bim, for there is none to 
Bape bin. Gonotfarre frome,o God:my 
Gov, haiſt theto helpe me. Let them be co 
founded ẽ perifh, chat axe aga ynſt my ſouler 
iet thẽ be couered with fhamez difhonoure, 
that ſeke to domecnell. As forme, J wil pe 
ciẽtly abyde allwaye, Zwil ener encresfethy 
prayfe. · Mymouth ſhal fpeate of chy righ- 
tuonfiteffez fanynge health all the daye loͤge, 
fozJEnowenoendetherof. Letme go in o 
LORDEGod)⁊ J wil mate mencion of thy 
power andrightuoufneffe only. Thou(o 
Gor )haſt lernedme fro my youth vp vntill 
now,therfore wil J tell of ¥ wonderous woz 
tes. Foꝛſake menor(o God)in myne olde 
age, when J am gray beaded: vntili J haue 
Phewedebyne arme onto childers children, 
thy powertoall themthat are yet for to co- 
me. Thy rightuouſnes (6 God)is very bic, 
thouthat doeft greatetbinges:o God, who 
is like vnto the? O what greate trou⸗ 
bles z aduerſite baféthou fhewed mez ⁊ yet 
dideſt thou turnẽ ⁊ refreſh me, yee z brough · 
teſt me fromthe depe ofthe carth agayne. 
Thou haſt brought meto greatehonoure, 7 
comforted me on euer yſyde· Ther fore wil 
pꝛayſe the zeby faith fulneſſeo Sob) playẽ 
Ge vponthelute, vnto the wil I ſynge vpon 
che harpe o theu holyone of Iſtael. Mylip· 
pes woide fa yne ſynge prayſes vntothe: zfo 
wolde my foule, whom thou haſt del yuered. 
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The Pſalter 


My tonge talketh of chy rightuouſneſſe 
all the daye longe, foztbey are confoundedz 
brought vnto ſhame, y ſought to do me euel. 


The LXI. A pfalmeof 
“& 


Salomon. 


Eue the tingechy iudgmẽt (o God) 
and thy rig heuouſne ſſe vnto the kyn 
gesfonne. That he maye gouerne 


reward thy peopie acordinge vnto right, and defen⸗ 


decby poore. That the mounta ynes nia ye 
brynge peace, and the litle billes rightuouſ⸗ 
nes vntothe people. He ſhal kepẽ che ſym 
ple folke bytheir right defende thẽ dildzé of 
the poore,and punyſh the wrongeous doer. 

Thou ſhalt be fearcdaslongeas ¥ Sor 
ne and the Moone endurech, frem one gene- 
racionto another. He ſhal come dorone li· 
ke the rayne in co a fleſe of well, and like the 
droppes chat water ¥ earth. In his tyme 
Pyalrightuonfiteffe flonfh, yee and abundaũ 
ceof peace,folongeas theLiiooneendureth. 

dis dominion ſhalbe from the one ſee to 
the other,and frointhe flonde vnto the worl 
desende, They chat divell inthe wildernes, 
ſhal Eueletefezebim,z bis encmies ſhal licke 
theoaft. The kynges of che feeandof the 
sles flyal bzynge prefentes, ¥ kinges of Ara 
byz Saba ſhall offre giftes. All kynges 
Hal woꝛſhipe bim , z all Heit hẽ ſhal do him 
ſeruyce. "Gos be ſhal veliner the poore whe 
becrieth, zthenedy ¥ bathne belpe. He 
Pat be fanozable co the fymplez pose, be 
i 


B 


al preferue che ſoules of (och as be in aduer 
ite. He ſhal deliuer their ſoules from extor 
cion'z wronge,z deare ſhaltheit bioude be is 
his ſight. Be ſhal lyne, T vnto bim fhalbe 
geuẽ of y goide of Arabia: prayer hal be 
made euer vᷣnto bim,z daylie feat bebe pray- 
fed. There fhaltean heape of cᷣꝛne in the 
earth bye vponthe billes, bis frute ſhal ſha⸗ 
te lite Zibanus,z hal be grenein che cite,h- 
re graſſe vpStbeearth. His name ſhal en 
dure for euer, bis name ſhai remayne vnder 
the fonneamongethe pofterites, whic fhat 
be bleffedthorow bim,z all che Heithen hal 
prasle him. Bleffed beeheL ORDEGod, 
euen the God of Sfracl, which only doth wd 

Dezoustbinges. And bleffedbethe name 

of bis maiefty for ener and alllondes be ful · 

‘filled with bis glozy.Amen, Amen. 

Here ende the prayers of Dauid 
the ſonnẽ of Jeſſe. 

A The LXA. A pfalme of Afaph, 
ow louynge is Ged vneo Iſtael. 
to ſoch as are of a clene bert? Tle 

uercheleſſe my fete were allmoſt gone, my 


Khe lxxij. pſalme. Ao, xxitij. 


treadinges had wel nye ſſipte. And why. 
Twas greued at y wicked to ſethe vngodiy 
ĩn ſoch proſperite. Forthey are in no parell 
of death. buüt ſtonde faſt like a palace. Chey 
come inno misfortune lite other ſolke nether 
arethey plaged life other men. And this is 
the cauſe that they be ſo puft vp in pzyde, z 
— with cruelte and vnrigt huouſ 
neſſe 
cuen awhat theylyſt. Corrupte are they, and 
fpeate blafpbemics maliciouſly, proude and 
pꝛeſumptuous are their wordes. They 
jtretch forth their mouth vnto the beaucn,z 
theirconge goeth thorow the worlde. Ther 
fore falltbe people onto chem, and there out 
fice theynofinallauauntage. Tufh(aye 
they ) hoiv ſhuide God perceaue it vis there 
Enorlege inthe moft hyeſt⸗ Lo, thefeare 
the vngodly,chefe profpere inthe worlde,the 
fe baueriches in poliettion. Shulde Feber 
clenfemy bert in vayne (thought )z wafh 
mybondesininnocencyy YOberfeze fhul- 
de J be then punyſhed daylie, z bechaftencd 
euery — *xee FJ had allmoſt alſo 
fayde euen as chey:butlo,then ſhuide J bane 
condemned the generacion oftby children. 
Thenehoughe Feo vnderſt onde chis, but it 
was to harde for me. Vntill J wẽte in to Y 
Sanctuary of Govd,zconfidczed the enteof 
theſe men. Ltamely,bowebou haſt ſet thẽ 
ing ſlippery place, thatthoumaieft caſt thẽ 
downe headlynges ⁊ deſtroyethẽ. © how ſo 
derily Do they confine, perifh,z come to a fear 
fuilender ee euen like asa dreame wher 
oneawwateth,fo makeſt thou theit ymageto 
vaniſh out oftbecite. Thus mybert was 
greued, zit wente euen thorow my reyes. 
So fooliſh was Fandignozaunt,andas 
it werea beeftbefore the. Neuertheleffe 
FJamallwaye bythe, thou hold eſ mebymy 
rigbtbande. Thou ledeſt me with thy cot 
cel, and afterwarde receaueſt me vnto glo- 
ry. O what is there prepared fo: mein hea⸗ 
uenvebere is not hinge vps earth, that Ide⸗ 
fyzein comparifon ofthe. Myfleſh andmy 
berte faylerb,but Ged isthe firengehef my 
bert, and myporcionforcuer. Serlo, they 
that forfate the, fhal perifhe, then deftroyeft 
ail them that ccmmitte fornica cion agta ynſt 
the. Sut it is good for me,to holde me fafeby 
Gov, to put my truſt inthe L OR D EGod, 
andcofpeate of all chy workes. 


The LxXxII. W pſalme of Aſaph· 


O God, wherfoꝛe doeſt chou caſt vs ſo 
cleane awaye ? why is y wrath ſo ho 
———— ſhepeofy baſture⸗ © 
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thynke vpon thy congregacion, whom thon 
haſt purchaſed frõ che beg ynnynge:the ſtaff 
of thine inheritaunce, whom thou haſt re⸗ 
demed euen this bill of Sion wherin thou 
dwelleſt. Treade vponthem with eby fere, 
⁊ caſt them do wne tothe grounde for the e⸗ 
nemie bath deſtroyed allcogether in che Sãc 
tuary. Thy aducrfarics roarcin thy bou- 
fes, = et vp their baimers foztotens. Ten 
maye ſe the axes glifterabouc, like as thoſe 
that hewe inthe woð. They cutt downe all 
the ſylinge worke ofy Sactuary w bylles z 
ares. They haue ſet fyre vpon y Sãctuary 
they haue defiled ¥ dwellynge place of y na 
me euẽ vnto the groũde. Reethey ſa ye in the 
tr hertes: Let vs ſpoyle thẽ all together thůs 
haue theybrent vp all the houſes of Godin 
thelondc. We fe ouretotens nomoze,thereis 
not one prophet more, no not one that vnder- 
ſtondeth enymore Ob Soo bow tue at 
theaduerfarydotbhis difhonoure. bow loge 
Phalthe enem̃ie blafpheme thy name? foze- 
ver? Whywit hdraweſt thouthine honde? 
why pluckeſt chou not thy right hode out of 
thy boſome, co conſume chine enemies? 
But God is my kynge ofolde, the helpe that 
is done vpon earth he doth it himſelf· Theu 
deuydeſt ¥ ſee thorow thy power thou brea· 
keſt the heades of the dragss inthe waters. 
ThoufinyccfEtheheadesofLeuiachanin 
peces , 7 Geucfi bimto bemeate forthe pey- 
pleinthe milderneffe. Thou dyggejt vp 
welles z biokes , cheudzyefevp mightic wa- 
ters. Thedaycisthyne,zthe night is thi · 
nerthou haſt prepared the lightes zthe Gon 
we. Thou haſt fer all ¥ borders ofthe earth 
thow haſt made boch Semmer ⁊ wynter. 
Remembre this (o LRDX)howthe encmie re 
buteth,zbowthe fool· ſh people blaſpheme 
thy name. G delyuer noͤt the ſoule ofthy 
turtle doue vntot he beeftes, z forget not the 
congregacon ofthe poore for euetr. Lobe v 
pon the conenaunt, for the darcke houſes of 
thecarth are full of wickedneſſe. Olet not 
the ſymple go awaye a foamed, for the poore 
Znedy gene prayſes vntothy name. Aryſe 
(9 God z manteynethine orone cauſe, remem 
bre howthe fooliſhmã blafpbemeth the day 
lie. Forget not the voyce of thine enemies, 
for che preſumpcion of them that batetbe, 
increafech ener moze z moze. 
The LXXUl. 2 pfalme of Aſaph 
Vto the(o God)will we gene chates, 
yee onto thewyll we genetbantes, z 
ſeynge thy nameis fonye, we willtell 
Of chy wonderous workes. When Smaye 
get a convenient tyme, fhal indgeacozdin- 


Khe lxxv. pfalme, 


gevntoright. Theearchis weate zall that 
ischerin,buc J beare vp birpilers. Sela. 

Iſayde nto the madde people: deale not 
ſo madly, Ttothe ungodly ſet not vp youre 
hornes. ¶ Set not vp youre hoꝛrnes an bye,z 
ſpeake not with a ſtiff necke. For prom̃ociõ 
commeth nether fromebe ner from the 
weſt, ner yet frothe wylderneffe. And why? 
God is the iudgerhe putteth downe onez fet 
teth vp another, For in the honde ofthe LIOR 
DEthere is acuppe full ofſtronge wyne,z be 
poureth ont of the ſame: As forthe dꝛegges 
therofiall ¥ ungodly ofthe earth fhalozynte 
them, zficFe themout. Bue wil talke of 
the God of Jacob, ⁊ prayfebim for ener. Ali 
the hornes of the vngodly will I breabe, z 
boznes oftherightuous halbẽ exalted. 

The LXXV.A pfalme of Afapb- 
LT Juda is God Enowne, bis name is 
greatein Iſrael. Ae Salem is his ta 
2, bernacle,z bis dwellinge in Sion. 
There bꝛeaketh hethe arowes ofthe howe, y 
[hylve,the fiverdez the whole baͤttayll. 
Sela. Thouart ofmorebonourez mighe 
thẽ the hilles ofrobbers. The preudefhalbe 
robbed z flepetheir flepe, z ¥ mightie fhalbe 
able to do not hinge withtbar bodes. Whe 
thou rebukeft them (o God of Jacob) both 
the charettes z horſmen ſhal fall on flepe. 
Thou art feareful, for whomaye abyde in y 
fighe, when thouarcangrier YObenthou 
lacteft chy iudgment be berde from heauen, 
theertherembleth zis fill. Ree when God 
aryfeth to gene indgment,zto belpeallthem 
thatbeinaduerfitevponearth. Sela, 
When chou punyfheft one man, be muſt 
knowlege that thou art redy to punyfh other 
mo. Lokcwhat ye premyſe wntotbheL OR- 
DE youre God, fethat Fepeit, all ye thatbe 
rofideaboute him: brynge prefentes vnto him 
Youghetolefeared. Which tabeth awa ye 
the beth of pzynces, zis wonder full amõge 
the kynges of the earth. 
The LXXVI. A pfalme of Aſaph. 
wf Cried vnto God with my voyce, yee 
euen vito God cried Iwith my voy- 
AN cezbeberdeme. In chet yme of my 
tronble ſdught the LORDE, J heide vpmy 
hondes vnto him in the night ſeaſon, for my 
ſoule refuſed all ether cemfoꝛte. When I 
was in benyneffe, JIthought vps God:whe 
my hert was vered,then dyd Iſpeabe. 

Sela. Thou heldeſt myne eyes wakyn 
ge J was fo feble that J coude not ſpeabe 
Chen remembred F ehetymes ofolde, zthe 
yeares that werepaft. “called toremem- 
braunce my fongeinchenight, 3 commoned 
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with myne owne berte, and ſought out my 
fprete. Wilthe LORDE café our for euer? 
B = Wilbhebenomoreintrearedy Ys bismer 
ey cleanegones Js bis pzomyfe come veter- 
lycoanende forenermozes Hath the LOR- 
DE ſorgotten to be gracious? Oꝛ. hath he 
ſhut vp bis louyngẽ kyndneſſe it difpleafis- 
rey Sela. At the laſt J came 
tothis poynte, chat Ithought: OD why are 
thou fo foolifhz cheright honde of chemoft 
byeft canchaungeall, 
Therfoze wil J remembze the workes of 
tbe LORDE, and callto mynde thy wonders 
ofoloecyme. I wil ſpeake of ali thy wor- 


kes, and my talk ynge ſhalbe of thy doinges. 
c Thy waye(o God)is holy, who is fo grea- 
tezmighticasGody Thou art the God, 


that doth wonders, thou haſt declared thy 
Bxo14.d poweramongetbepeople. Chou with thi 
ne armebaft delyneredeby people, euenthe 
fonnes of Jacob and Joſeph. Sela. The wa- 
ters fare ¥ (o God)y¥ waters ſawe y, were 
afrayedry depthes weremoued. The thicke 
cloudes poured out water, ¥ cloudes thode 
red, andcby arowes wenteabove. Thy 
thonder was berderounde aboute, theligh- 
teninges [hone vpon the grounde, the earth 
was moued andfbote withall. Thy waye 
was in the ſee, andeby pathes in che greate 
waters, yet coude no man knowe thy foreftep 
pes. Chou leddeſt thy peoplelite a floͤcke 
of ſhepe by the bonde of Moſes and Aaron, 
4 ‘Che LXXVILA pfalme of Aſaph· 

Sy Earemy lawe(o my people) encline 
& yo cares vntoy wordes of my mouth. 
Maris.e ‘wil open mymouthin parables, 
Exod ap fpeateof hinges of oide. Which we 
sndpe Hate herdegnd knowne and foch as oure fa- 
Ephes.a thers hauetolde vs. That we ſhulde not by 
deebem from the children ofthe generacions 
to comerbut to fhewethe honoure ofthe LOR 
DE, bis might and wonderfull worktes chat 
hebathvone. He madea covenauntwith 
Exo.1ne Jacob, and gaue Iſrael a lawe, which be co 
andid maunded oure forefathers to teach their chil 
Deurs.d den. That their pofteritemightEnowe tt, 

andthe childzen which were yet vnborne. 
Totheincent ¥ when they came vp, chey 
might fhewetherchildzenthefame. That 
they alſo might put their truſt in God,z not 
£0 forget what he had done, butte kepe bis 
Exeis.b COMmaundementes. And motto be as their 
andie.c forefathers, a frowarde and ouerthwarte 
Deut-332 gencracion, a generacion that fer not their 
Berte aright, and whofe ſprete was not true 
23 rowarde God. Lifeas chechilozenof E⸗ 
phraim, which beynge harneſſed and carien · 


Che lrevij. pſalme. 2o. xxv. 
tye bowes, turned them felucs bacFein thety 
meofbatcayll. They kepte not che cone 
naũt of God, z wolde notwalte in bis lawe. 

They forgat what be haddone, andthe 
wonderfull workes that be bad ſhewed for 
them. Maruelous thinges dyd he in the 
ſight of their fat hers in the londe of Egipte. 
euen in the felocof Zoan. He deuyded the Exoia e 
ſee and let chem go thorow it, and made the 
waterstoftonde like a wall. In the daye proud 
one ey ledebem witha se > ere all the Exo.t7 ie 
night thorow with slightoffyz. He cloa⸗ Auao 
—— — coe — oa tee Sore 
uethem drynke therof, as it had bene out of 
the greate deapth. te brought waters 
out of the ſtony rocke, ſo that they gusſhed 
out like the ryners. et for all chis chey ſyn · 
ned agaynſt bins, and prouoked the moſt hy · 
eſt in the wilderneſſe ·  Theyrempred God 
in cheir hertes, and requyreð meate for the⸗ 
ir luſt, Forthey ſpake aga ynſt God and ſay Eeo · ic. 
Dez Mee yee, Sod ſhal prepare a table in the Numua 
wylderneſſe ſhall he? ¶ Oo he ſmote the ſto⸗ 
nyrocke, chat the watery ſtreaines gusſhed 
out, and the ſtreames flowed withall: but 
bow canbe geue bred and prowyde flefh for 
bis peoples WhentheL ORDE herde chis, 
hewas wrth :forbe Dia wastyndled in Fa 
cob, and benydifpleafure agaynft Iſtael. 

Decaufechey beleued noc in God,and pue 
not their truſt in his helpe. Gobe commak 
ded the cloudes aboue and opened thedores 
ofheauen. He rayned downe Manna vᷣps Exo.ic.e 
them for to eate, and gaue them bred from 2 

wen. Then ate they angels fode,forbe tohed 
fenecbem meateynough. he caufedthe 
eaſt wyndeto blowe vnder the heauen, and 
thorow bis power be brought in the fouth 
wynde. Se made fleſhto rayne vpon thent Exoice 
as thicke as duſt and fethered fouleslitethe an ine 
ſonde of y fee. Helet it fall amõge their tẽtes 
roũde abounte their habitaciẽs. Sotheyate 
‘zwere fylled, fozbe gaue them their orone de 
Fyre. They were not diſpo ynted oftheir luſt. Numarg 

But whyle ¥ meatewas yet in theyr mow 
thes: The heny wrath of God came vpSebé, 
flewe ¥ weltbieft of ché,zjinotedowne ¥ do 
fenmen of Iſrael. Bue forallehischeyfyn D 
ned yet moze, andbelened net bis woderons Numa 
wortes, Therforetheirdayes were confit 
Med itt vanite, and ſobenly their yeares were 
gone, When he ſlewe them, they, ſought 
him, and turne d chem carly vito God, 

They t hought thenthat Sod was their 
Pcoure, and thaͤt the bye Sed was their re⸗ 
demer. Neuert heleſſe, they dyd but fiater 
him in their mouthes and dviffembled sich 
Be 
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him in their tonges. For their herte was 
not whole with bun, necher continued they 
in his couenaunt. Buc he was ſo merci- 
full.chet be forganetheir myfecdes,andde- 
ſtroye dthem not: ¶ Reemany a tyme tur⸗ 
ned be bis wath awaye, and wolde not ſuf⸗ 
frebis wholedifpleajurcee aryfe. For he 
confidered ¥ they were but fleſh:euen a wyn- 
de that paſſeth awaye, and commech not a⸗ 
gayne. © howoft haue they greued bin 
inchewilderneffer Sov many a cyme ba- 
ue they pronoked biminthedefertcey They 
turned bacFez tempted God, and moued che 
boly oneinGrael. Theythonght net of 
Dis hade, in J vaye when be deiynered chan 
from che bande of fenemie. Hew he had 
mronghe bis mira cles in gipte,and bis wõ 
ders in the londe of Zoaan. How beturned 
their waters inco blonde, ſo that they might 
not drynke oftberyners. ew be fenely- 
fe amonge them, ty catecbem vp, and freg- 
Ses to deſtroye chem. sow be gaue ebeir 
frutes vntothe catirpiller,andtheirlaboure 
vntothe greſhopper pow be bett downe 
their vynyardes with ha yle ſtones, and their 
Molbery trees with the frof— How be 
finore thetr catell with bayleftones,and the- 
ir flockes with hote thðder boltes. How he 
ſent vpon them y furiouſneſſe of bis wath, 
anger ⁊ diſpleaſure: with trouble and fallin- 
ge in of euel angels. When he made a wa- 
yeto bis fearfull indignacis, and ſpared not 
their foules from death, yee and gaue their ca 
tell ouer to the peftilence. When be ſmote 
allt he fuſtborne in Egipte, the moſt princi- 
pall and mightieſt in y dwellinges of Ham. 

But as for bis owne people, he lad chem 
forth lite fhepe, and caricd them in the wyl- 
derneſſe like a flocke. He bꝛought them out 
fafely, chatthey ſhulde not frare, and cucr- 
whelmedtheirenemicswiththefie. He ca 
ried them vnto the borders of bis Ganctua- 
ryreuen in to this bill, which be purchaſed 
withbisrightbande. Ledyd caſt out the 
Peithen be fore them, cauſẽd their londe to be 
deuyded amonge them for an heretage, and 
made ¥ tribes of Iſtael to dwell in their tẽ 
tes. Sozall this theytempted and diſplea 
fed the moſt bye God, and Eeprenct bis ceue 
naunt. Bucturned their backes and fell a- 
waye like their forefathers, fiarcingeafyte li 
Eeabiotenbowe. And ſothey greued him 
with their bie places ,z prouoked him with 
their ymages. When Godberdetbis, be 
was wrth, and toke fore diſpleaſure at Iſra⸗ 
el. = So ehathe forſoke the rabernacle in 
Silo, cuen bis habitacion wherin he dwelt a- 


The lxxviij. pſalme. 


monge men. He delyuered their power in 
tocaptinyte, and theit glory in torhe enemi- 
es hode. He gauẽ his people ouer in to the 
ſwerde, for be was wroth with bis heretage. 

The fyze conſnmed their yonge mens, and 
thew maydés were not geuen to mariage. 

Ther preftes were flayne withthe ſwer⸗ 
de, and there were no wydde wes tomate la⸗ 
mentacion. Sothe LORDE awakidas 
one eut of ſlepe, and lite g giaunte refre ſhed 
wit h wyne. He ſmote bis enemies in y hyn 
Der partes, and put them toa perpetuali ſha⸗ 
me. He refuſed thẽ tabernacle of Joſeph. 
and choſe not the teybe of Epb:aim. Ne⸗ 
uertheleffe, he choſe ¥ trybe of Juda, euẽ the 
hill »f Sien which he loued. And there he 
buylded his temple on hye, and layed y foun 
dacion of it like ¥ grounde, chatit might per 
petuallycndure. ¶ He chofe Damd alfo bis 
fernatic, and toke h m awaye frem the fhe- 
pefoldcs. Ashe was folowinge che yo- 
yes Greate with yonge, becote him, chat be 
might fede Jacob bis peeple, and Iſrael bis 
enberitaunce. So he fed them wich a faith 
full and true bert, and ruled them with all ¥ 
diligence of bis pe wer. 

The LXXviil. A pfalme of Aſaph. 

& God, ¥ Zeithen are fallen in tot hine 
heretage thy bolytemplebaucthey 
de fyled and made Jeruſalem an bea 

pe of fiones. The deed bodies ofthy fer- 
uauntes baue they geuen vnto y! feules of 
theayreto bedencured, and the fleſh oftby 
fayntes onto ¥ kecftesofthelonde. Their 
bloude haue they ſhed lite water on euer y fy- 
de of Fernfalem,and there was no mã to bu- 
riecbem.  Wearebeceme an open ſhame 
‘onto onre enemies, a very [come and derifi- 
onvnrothem that are ronndeabente vs. 

L ORDE, bow longewilt thou be an- 
grie 7 ſhal thy geloufy burnelite fyze for e⸗ 
ber? ¶ Poureout thy indignacion vpon the 
Seit hen that Enowe the not, and vpon the 
kyngdomes that call not vponthy naͤme. 

For they haue deuoured Yacob,and layed 
waifte bis dwellinge place. Oremebrenot 
onre olde fynnes, but bane mercy vpon vs (z 
that ſoone for we are cometo greate myfery- 

Helpevs(D God ¢ Sanyo® foz ¥ alozy of 
sname:o delyuer vs, zforgene vs ¢* ſynnes 
foz y names fate. YOberfore fall ¥ Heithẽ 
ſayewhere is new their God? o let the 
vengeaunce of thy ſeruauntes bloude that 
is ſhed, be openly ſheired vpon the Heit hẽ in 
oure ſight. Olet the fozoufullfighinge of 
the preſoners come befoꝛe the and a cordinge 
vnto y power of thine armẽ, preſerue thoſe yy 
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arcappoyntedtodye. And forthe blaſphe 
my wherw o neghbours baue blafpbemed 
¥ ,veroaroctbe(oLORDEfenefolde int co their 
bofome. So we ybe ¥ people zfhepeoftby 
pafture, ſhal genetbetbantes foz ener, z wil 
allwaye be ſhewinge forth thy prayfe more 


moze. The LXX. A pfalmeof Afapb. 


Sy Eareothou herde of Iſtael chou 
G ledeſt — —— 3 
@ fhewe ¥ felfirbou ¥ [yrreft vps ¥ebe 
rubins. Before Ephraim, Sẽ Faminz Ata 
naſſes: ſtere vpthy powerz come belpe vs. 
Turne veagayne(o God) ſhewe the light of 
thy countenaiicez we ſhaibe whoie. LOR 
DEGod of booftes, how loge wilt t hou bean 
ie ouer the prayer oftby peopley Thon 
Bape froeberonbeoetce of teares, yee thou 
haſt geuen thẽ piẽteouſnes of teares to dryn · 
te, Choubelt made vs avery ſtrife vnto o? 
neghbours ,z¢ enemies laugh vs to ſcorne. 
Torne vs agayne (thou God of hooftes ) 
Hewe the light ofthy cofitenatice, zwe fhal 
Efas.a be whole. Thou haſt brought a vynyarde 
Ierein-b ontofgipte,chou dideſt caſt out ¥ Heithẽ 
Marod 7 plateie, maybdeférorwme forit,z ca 
ſed it to tabe rote ſo yitfylledtbelove. The 
hilles were couered withebe ſhadowe ofit, z 
B fo were the ftronge Cedietrees wi the bowes 
therof. She ſtretched out bir brafiches vn 
Flalsea to thefee,z bir bowes vnto the water: Why 
haſt thou chen boten downe bir hedge, that 
allcbey which go by,pluce of bir grapes? 
The wilde bore ont ofthe wod hath wꝛutt 
ic op, the beeftes of the felde bane deuoured 
it. Turney agayne (thou God of hooftes) 
loke Downe from beanen, beboloez vifertbis 
vynyarde.. ¶Manteyne it, that thy right hs- 
de hath plãted the ſonne whom̃ ehou may⸗ 
deſt ſo moch of fortby ſelf. Gozwhyvitis brẽt 
with fyre, zlyeth waiſt: o let thé periſhe at 
therebnteofthy wrath. 

Let thy honde be vpon the manof thy 
right bonde,z vponebeman whõ thou may⸗ 
def fomodyofr pe thine owne ſelf. And ſo 
wil not we go backe from the:ob let vs lyue, 
zwefbal callvpontbyname. Turnevsa- 
SayneoL ORDEGodof hooftes, fhewethe 
light ofeby cofitenatice, zwe fhal be whole. 

ThelLXxx, A pfalme of Aſaph. 

=> Mnge merely vnto God which is o* 
fixégebmate a chearfil noyſe vntoy 
Soð of Jacob. Tate ¥ pſalme, bryn 

ge hither the tabret, the mery harpe lute. 
Dlowe vp the trõpettes in the new Moone, 
Aeaoa vpon oẽ ſolẽ pne feaſt daye. For this is che 
vſe in Iſtaei, Ta lawe ofthe God of Jacob. 
This he ordened in Joſeph fora teſtimo 
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nyavhen be came out of Egipte, Thad herde 
a ſtraũge lãguage. When he eaſed his fhul- 
der from the burehẽ, Twhen his hondes we- 
redelynered frsthe pottes. Whẽ thou call Exo.3.b 
deſt vpon mẽ introuble. J belpedebez herde —— 
the, whatt yme as che ſtorme vpoche. J ~°"7" 
pꝛoued the alſo at the water — - Sela. B 
Seare omypcople, for J affirethe o Sta 
el, yf thou wilt herken vᷣntõ me: There fbal 
no ſtraunge God be in the, nether ſhalt thou 
worſhipe eny other God. 7j am the LORDE 
thy God, which brought the out of theldve 
of Egipte:opẽthymouth wyde, I fbal fyll 
it. But my people wolde not heare myvoy- 
ce Iſtael wolde not obe ye me. So Igaue 
thé vp vnto their owne hertes luſt, Rerthẽ 
folowe their ove ymagmacions. Oym⸗ 
people woldeobeyeme, for yf Iſtael wolde 
walteinmy wayes. J ſhulde foone put dow 
ne their enemies, Tturne myne hõde agaynſt 
theitaducrfaries, The haters of ~ LORDE 
Phulvemyffe Iſtael. but their t yme ſhulde en 
dure fo: ener. He ſhulde fedethem withthe 
wheate floure ſatisfie rhem with bo 
ny out ofthe ſtony rocke. 
The RXXI.A pſalme of Aſaph. 
Od ſtondeth in the congregacion of 
the goddes, zis a iudge amonge the 
a indges. — fark ye gene wid 
geindgment,z acce; ¢ perfonnes ofthe 
wmngodly7Sela. Defendeche poorer — 
lent feebar fochas beinnede zneceffitebane 
right. Delynertheoutcaftez poore,z fane 
bym fromebe bande ofthe vngodiy. Le- 
nertheles,they wilnot be lerned z vnderſton · 
de, but walte on feillin darckneſſer therfore 
muſt all the foundacions ofthe londe Lemo 
ued. Ij banefayderyeare gobdes, ye all are 
ehechiloxé of ¥ moft byeft. But ye ſhai dye 
Litemen,z fallliteone ofebetyzauntes. Ary 
feo God)ziubdgethouthe earth, foz all Hei- 
then are thine by enberitannce. 
Che L XXXL pfalme of Afapb. 
SY Hldenot thy tonge(o God tepe not 
D ſtul fyléce,,vefrayne ot ¥ felfjo Goo. 
: Sorlo,thy enemies mates murmu 
ringe,z they y bate the, lift vp their beade. 
They ymagin craftely agaynfetby people,z 
take councellagaynfé thy fecreteones. Co⸗ 
me(fayetbheylet vs rotechem ont fromamon 
getbe people, charthe name of Iſrael maye 
be put out ofremẽbꝛraunuce. Sortbeybaue 
caſt their heaves tog ether with one conſent 
Zare cofederate agã ynſt the. The taberna⸗ 
cles of the Edomices ⁊ Iſmaelites, the Wig. 
abitesz Hagarenes. Gebal, Ammonand 
Amalech: the Philiſt ynes with oon thes 
e ij 
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dwellat Tyre. Aſſur alf is ioyned wntoebe 
⁊ helpe the childꝛen of Loth. Sela. 

But do thou tothemas vnto the Madia⸗ 
nites, vnto Siſera and vnto Jabin by ¥ bzo- 
ke of Cyſon. Which periſhed at Endor, 
became as the dõge of y earth. Mabe their 
pꝛynces like Dzeband5ceb: ee mate all 
their pzynceslitcas Zebea and Salmana. 

Which faye: we wil haue the houſes of 
Gorin poffeffions Omy God,matechem 
Ute vnto a whele, and asthe finble before 
thewynde. Litcasa fyre that burnech vp 
the wodd,zas cheflametbhat conſumet hthe 
meuntaynes. Perfecute chem euen ſo with 
chy tempeſt, ⁊ make them afrayed with thy 
ſtorme. Mare their faces afamed(oLOR 
DE)¥ cheymaye ſeke thy namẽ· Let thẽ be 
cSfoundedz vexedeuer mozez more: Let thẽ 
be putto ſhame ⁊ periſh. That they maye 
knoͤwe. that thou art alone, thatt hy name is 
the LORD Band that thou only art the meſt 
hyeſt ouer ali the earth. 

The LXI.A pſalme ofthe chil 
dren of Corah. 

Howamiabie are ydwelliges, thou 

LORDE of hooſtes? Myſoͤule bach 

a deſyre lsginge for ¥ courte of y 
LORDE, my hert ⁊ my fle[y reioyfe in f Lynyn 
geGov. For the ſparow bath founve biran 
bonfe, ztbe ſwalowe a neſt where ſhe maye 
laye bir yogezené yaulters @ LORDE of bocf 
tes, my kynge ztmy Goo. O how bleffed 
are theythat dwell in thy houſe, the y are all- 
waye prayſinge ¥. Bleſſed are y men who 
fe ſtrẽgth ts in ¥ ,in whofe herte aie y wayes. 

Which goinge thorowthe valeofmyfery, 
vſe it fora rsll, andebe poles are fylled with 
water. Theygofromftrength to firengeh 
and fo theGov of Gods apeareth wnto thẽ 
inGion. OLORDEGod of hooftes, bea- 
re my prayer : herken o God of Jacob. 

Deholde o God oure defence, loke vpon 
thefaceofthyncanoyntcd.  Forone daye 
in thy courteis berter chenatbhoufande : J 
had rather be a doze keper inthe houſe of my 
God, chen to dwellin che tentes of the vn⸗ 
godly. Forthe LORDEGobdis alight and 
Defence, cheL ORDEwil gene grace z wer⸗ 
Pipe, and no good chinge fhal be witholde 
fremetbem, chat lyue a godlylife. OLOR- 
DEGod of hooftes,bleffedistheman,¥ put’ 
teth bis truſt inthe. 

The LVĩI.A pfalme ofthe dil 

dren of Corah. 
G2 ORDE, thou barcft alone vnto thy 
a , londe, chou dideſt bringe agayne the 
<Q captinyte of Jacob. Chow vid- 


Lhe lxxxv. pfalme. 


deſt forgene the offence of thy people, and Pialsi.a 
couerdeſt all their — 

Thou tokeſt awaye all chy diſpleaſure, 
turnedeſt thyfelf fremthy weothfůl indigna 
cion. Turne vs then (o God o* Sanioure) 
let thine anger ceaſſe from vs. Wilt thou 
be diſpleaſed at vs for euer ? wilt thou firesdy 
out thy wrath from one generacion to anode 
ther? ¶ Wilt thou not turne agayne ⁊ quyc⸗ 
Fen vs,thattby people maye reio yſe in the 

I wil herken what the LORDEGod wil 
frie, foz be ſhal fpeate peace vnto bis people 
and to bis ſa yntes that they turne not them 
ſelues vnto fooliſhnes. For his ſaluacion 
is nye them that frare him ſo that glozy ſhal 
dwell in oure ionde. Mercy andtrueth are 
met together rightuouſneſſe and peace kyſſe 
ech ot her. Trůeth ſhal ryſe out of ¥ carth, 
and rightuouſneſſe hal loke downe frem hea 
uen. 2AndwhyrtheL ORDE ſhal ſhewe lo 
uinge kyndneſſẽe and oure londe ſhal geue hir 
encreafe. Rightuouſneſſe ſhal go before 
bim, and pzepare the wa ye for bis commyn- 

je. 


hye LXXXV. pfalme A prayer of Danid. 
Gwe dorne thinceare(olL OR D E) 
B and heare me, for J am cõ fortles and 
poore. O kepe my ſoule, for Tj am 
boly:my God, helpe thy ſeruaunt that put- 
tethbistruftinthe. Bemercifull vnto me 
(OLORDE)fozJcalldaylievponthe. Cõ 
forte the ſouie of thy feruaunt, foz vnto theo 
LORDE)d0Flifevp my foule. Forthou 
L ORD Eart good and gracions,z of grea- 

temercy onto all them that call vpon the. 
GeuceareL ORD E vntomy prayer and 
pondzemy bumblevefyze. In the cyme J 

my trouble J call vpon the, for chou beare 
me. Amonge the goddes there is nonclite 
eheoLORDE there is not onethat cã do as 
thou doeſt. All nacions whom thou haſt 
mabe, ſhall come and worſhipe before the o 
LORDE, and ſhal glorifie thyname. Sor 
thou art greate,thon doeſt wonderous thin- 
Hes, thon art Godalone, Lede me inthy 
waycCoL ORD Exbat Imaye walteineby 
trueth : O let my bert delytein fearyngethy 
name. Ythanke the oOLORDEmy Gov, z 
soil prayfecby name fozencr. For greate is 
thy mercy towardeme, thou haſt delynered 
my foule from ¥ nethermoft bell. a God, 
the proude areryfen agaynſt me, andthecd 
gregacion of y mightie feFeth after my for 
le,z feenot ¥ before cheir eyes. 


⁊ trueth. Ocure che then vntome, haue 
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mercy vps mergeue thy ſtrength onto eby fer 
waunt,z belpeche fone oftby handma ydẽ. 

Shewe fome coke vpon me for good, chat 
they which bate me, maye ſe itand be afba- 
mebd:becanfetbos LOR DEbaft belpedme,z 
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fulneſſe do J beare thy burthens. Thy 
wꝛothfull difpleafure goeth oucr me, the feas 
re of the oppreſſeth me. They come rounde 
aboute medaylie lite water,and compaſe me 


togetberoneneryfyde. My louers and fia 


comforted me. des haſt chou put awaye fro me, and turned 

ThelXV A pfalme ofthe chil · awaye myne acquantaunce. 
— Oren of Corah. Che LXXVII.A pfalme of Ethan 
—— CX Fe foundacions are vps che holyhil the Eſrahite. 
— H lesrthe LORDE loueth the gates of St Rfonge fhal be allwaye of the lo- A a 
SS onmoze,cheally¥ owelligesof Jacob. 8 Byngetyndneffe ofthe LORDE,  Pitlisoa 
Dery egcellécebiges are [pote of ¥ Thou ci my month wil J ener be fhewinge 
teof Gov. Sela. Jwilthintevps Rababz thy faichfulueffe FES one generacion to ano 


Babils ſothat they ſhal knowe me ecthe 


Philiſt ynes alfozchey of Tyre withthe Mo —— 


ne ſayde: mercy 
for ener, chy faith fulneffe [halechou ſtabin 


[hal be fee x; 


bans. Lo,therewasbebome. AndofSi inchebeauens. haue made a couenqune aReg7.< 
on it ſhalbe reported, thathe was bome it with my chofe n Ihane ſio e onto Danid Plal una 
ber,enen the moft hyeſt which bath buylded myferuaunt. Thy ſede wil I ſtabliſh for e+ 
ber. The LORDE, caufeit bepreacedz — ner, and feevpthy Crone from one genera- 
written amonge eopkexbarbe was bor · ¶ cion to another. Seda. 
ne: Sela. @LORDE the very heauẽs fhal prayfe th 
Therfore che owellingeof all fyngersz wonderous: woͤrbes, yee Tthy faitbfulncsin F Plalusa 
daunfers is inthe. congregacionofthefayntes. For whois 
TheLXXvVI.A pfalme ofehechil beamongethe clondes,thatmayebecSpared 
deen of Corah. wnrotbe LORDEZ Meexbhatis he AMONGE Plalss.b 


a LORDE God my Sauyeoꝛ Icrie daye 
znighthefozethe: Oblermy prayer 
entre in tochy pzefence, enclinecbine 

eare mneomycallynge. Formy ſoule is full 
of trouble,z mylife draweth nye wntobeil. 
Jamcoũtedas one ofthẽ that godowne vn 
tothepytre, J am euẽ as a mã chat hat h no 
ſteẽ gth. Fre ãmsge the deed, lite untocbe ¥ 
lye in che graue which be our of remembraü · 
ce, and ave cutt awaye from thy honde. 
Chon haſt layed me in the loweſt pytte, in * 


Mare.c 


darckneſſe and in the depe. Thy indiana-  se:thon haſt layed the foundacis of cheroũ 
cion lieth bard vpon me and thou vexeſt me de woride and au thatt herin is. Thou haſt 
S withalltbyflondes. Sela. Thou haſt madeche nowh and the fouth, Tabor and 


putawayemyneacquataunce farre frome, z 
inade me to be abhoͤrred of them ‘2 am ſo 
faſt in preſon that J cannot get forth. 

My ſight fayleth for very trouble:L O R- 
DE,Jcalldayliewpsthe,and ſtretch out my 


Phals.a hondes vnto the. Doeft — won- isthepeople(oLORDE that can reioyfe in 
Ddersamongetbe deed? Canthepbyficias the and walketh in the light of thy counte- 
rayfethems vpagayne, that the ỹy ma ye pꝛay · naunce, Their deliteis intbynamealltbe C 

Efasad ſeche? Maye thy lonyngetynonesbefherw dayelonge, and thoror⸗ thy rightuouſneſſe 


ed in the graue, orthy faithfulneſſe i def- 
trucciony ye thy wonderous workes 
beEnowne inthe darcke, or thy righteoufnes 
in the londe whereall thinges are forgottẽ? 
CBnrothe F cvie(oLORDE) and early cd 
meth my prayer before the. LORDE, why 
putteſt chou awaye my ſoule? YOberfozeby 
deſt thou thy facefromer ¶ My firengebis 


. Re. 16. a 
Gone for very ſorow and miſery, with fear- —8 


founde Dauid my ſervaũt, ———— ⸗Kex 
ei 


aRege 


a-Rerc 
3-Regb 


Pſal·ↄ1. a 


Pfal.79.b 


Che Pſalter. 


fe haue Janoynted him. My honde fbat 
belve bun faſt, and my arme hal ſtrengeh 
bim. The enemie hal noe euerceme him, 
and che forme of wicFedneffe fhal noc burte 
dim. fhal ſmyte dorvne bis foes befoze 
bis face, and plage chemebat bate bim. 
My trueth alfo z my mercy fhalbe with 
Bim, and in my name ſhal his borne be eral- 
D ted. Fuoil fecbisbonde inchefee, and bis 
sight honde in the flondes. He ſhal callie: 
thou art my father my God,andche ſtrengeh 
ofmyfaluacion. And J wil mate bins my 
firſt borne, hyer then the kinges of theearch. 
My mercy wil J kepe fez bins for cuer 
more, and my, couenaunt [hall ſtonde faſt 
withbim. Sis ſede wil J make toendure 
for euer, yee and his Troneas thedayes of 
Deane. Bucyf bis childrẽ forſake my larve, 
and walbe not in my iudgmentes. Rfthey 
breake myne ordinaunces, and Ecpence my 
commaundementes. TY wil vyfer their of- 
fences withthe rodde, and their fyrmes with 
feourges. ¶ Neuert heleſſe my lenyngetynd 
heffe wil J not vtterly tate from bins, ner 
fate mytruech to fayle. ly couenaunt 
wil F not breate, ner difanulle the: thinge ¥ 
E is gone out of mylippes. FJ hauẽ ſwornẽe en⸗ 
ceby my belyneffe, that Iwil not fayle Da⸗ 
nid. — His fede fhalendure for ewer, and bis 
Fate alſolibe as che Some before me. He 
fhalftonde fast for enermozeasthe Moone, 
and as che faith full witneffe in beauen. 
Sela. 


Bucnowebon forſabeſt 
nd abbourefé thyne anoynted, and art dif- 
pleaſed atbim. — Then haſt turned backe 


the coucrauntof thy fernannt, and caft bis 
crowne to the grounde. Thou haſt cuer 
thzowne all bis bedges, and broke downe 
bis ſtronge holdes. Alcthey chargo by, 
ſpoyle him, beis become a rebube vito bis 
negbbours. Thou ſetteſt vp the right hã⸗ 
de of bis enemics , anbmateft all bis aducr- 
faryestoreioyfe. Thou haſt taken awa ye 
the ſtrength of bis ſwerde and geueſt hum 
not victory inthe batta yll. Thou haſt put 
out bis glory, and caſt his Crone downe to 
S-ehegrounve, The dayes of bis youth haſt 
thou ſhortened, and couered him with diſho 
noure. Sela. 
LORDE, bowlongewwilt thou byde thy 
felf? ¶ For euer ? hal chy wrath burne lite 
fyre? © remembze hor ſhorte my tymeis, 


Gensc haſt thou made all mẽen for naught?· bat 
eb·⸗ · d man is betbatlyneth,and ſhal noe fe death? 


Maye a mã del yuer bis orvne ſoule from 
the honde of hell? Sela. 
LORDE, where are thy olde louynge kynd ⸗ 


Khe lxxxix. pſalme. 


neſſes which thouſworeſt vnto Dauid inth: 
trueth? Remẽbre LORDEtherebutethat 4] 
multitude ofthe people do onto thy ſeruaun⸗ 
tes,z bow Ybaue borne it in my bofome. 
Wherw chine enemies blaſphemethe, ſlaũ 
der ¥ foteſte ppes of y anoynted. Thantes 
be to che LORDE for euermore: Amen, Amen. 
Che LXXXIX pſalme. A prayer of 


Moſes che man of God. 
ORDE, thou art oure refuge from one A 
u 


generacion to another. Beforethe 

mountaynes were brought forth, oz 
enuercheearth zche worlde were made, thow 
are God from encrlaftingeand worlde with 
gucende, Thon curnef— manco vefiruc- 
cion, Agayne, thou ſayeſt: come agayne ye 
children of men. Fora thoufande yeares 
in thy ſight are but as yeſterdaye that is 
paſtẽ and life as it were aniabe watdy. 

As ſoone as thou ſcatreſt them, theyare 
euen asa flepc, and fade arba ye ſo denly lite 
the graffe. Fu the mornynge it is grene 
and groweth vp, but in the euenyngẽe it is 
cutt downe and wyt hered. Sozweconfime >5, 
awa ye in thy diſpleaſure, and are afrayed 
at thy wrothfull indignacion. Thou 
ſetteſt cure nnfitetes before the, and cure 
fecrete fynnesinthelight of thycountenaun 
ce. Foꝛr whenthou art angrie, all da yes 
are gonie,we bryngeo* yeares to anende, as 
it were ata ylet hat is toͤde. The dayesof 
oure age are iij. ſcore yeares z ten: z though 
men be fo ſtroñ ge that they come to iy. [core 
yeares, yet is their ſtrengt h chen but laboure 
and ſorbwe: fofeone paffeth it awa ye zwe 
aꝛe gone. But whoͤ regardeth the power 
ofchywꝛath.thy fear full zecrrible diſpie⸗ fiz 
ret Deeach vs tonembzecuredayes,that c 
we ma ye applie oure hertes mito wyßde me. 

———— — thelaft, 
and be gracious wnto thy feruaunres. O 
faciffie vs with thy mercy,and that foone:fo 
ſhai wereioyfe and be glad ailthe dayes of 
onrelife. Comforte vs agayne, nowafter 
the cyme that thou baft plaged vs, and for 
the yeares wherin we haue ſuffted aduerfite. 

Shewetby fernauntes thy worte,z their 
children thy glory. Andebe glozicus ma- 
ieſty of the L ORDE cure God be vpon vs: 
profpere thon the worte of gure hondes v⸗ 
Pon vs, proſperet hou cure hond y worke. 

J Tbe XC. pfalme. 
450 fo Owellech onder y vefence of 26 
& the moft byeft, Tabydeth wonder ¥ 
Phavowe of ¥ allmightie: He fal fayeun 
to ¥ LORDE:omy bope,zmy fironge holde. 
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Khe Daler 
my God,in whs J wil truſt. For he ſhal de 
the frõ the ſnare of che hunter Re the 
noyfome peftilence, He [hal couerthe vñ⸗ 
der bis wynges,thatthou ma yeſt be ſa fe vn 
der bis fethers: his faithfulneſſe and trueth 
Haĩ be thy ſhylde and buckler · So ython 
ſhalt not nevecobe afrayed for eny bugges 
by night, mer for arowe that flyeth by daye. 
Forche peftiléce that crepeth in y darck⸗ 
nefje, ner forthe ſickneſſe y deſtroyeth in the 
noone daye. A thouſande fal fall befyde 
the, and ten thoufande acebyright bonde, 
but it ſhal not come nyethe. ee witheby 
neeyes ſhaltthou beholde and ſe the rewar⸗ 
de ofthe vn godly. For thou l OR DEare 
mybope, thou haſt ſce chy boufeof defence 
There ſhal no euell happen vn⸗ 
fhaleny plage come mye thy 
Sor be [hail gene bis angels 
charge oucrthe, to kepe the in all chy wa yes. 
They fhal beare the in cher hondes, that 
thou buroe not thy fote aga ynſt a ſtone 
Thou ſhalt go vpð the Oyon and Adder, 
the yonge Lyon andthe Dragon fhaletbow 
treade vnderchy fete. Becauſe he hath ſet 
his loue vpon me. J ſhal delyner him: J flpal 
defende him, for be bathtnornemy name. 
When he calleth vpon me, J ſhall heare 
him: yee Jam with bim in bis crouble wher 
out J wil del yuer bim,and brynge him to bo- 
noure, Withldgelife wil J fariffiebim, z 
bimmy faluecion. 
Che XC. pfalme. 

T ts a good hinge to geue thankes 
vutotbeL ORDE,andto ſynge pay 
7, [eS onto ¥ name,o moſt yee To 
tell of thy louynge kyndneſſe early in the mor 
nyngeand oF thy trueth inthe night ſeaſon. 
Vpon an inſtrumẽt of ten ſtrynges, vpon 

thelureand with a ſonge vponthe barpe. 
SorthouL ORD haſt made me gladtho 
rowthy wortes, anð J wil retoyfe cucrebe 
operacion of thyhondes. OG LORDE,bow 
glorious are thy wortes thy thoughtes are 
verydepe. An vnwyſe man wil noe Enowe 
this,z @ foole wil not vnderſtsde it. Thac 
the vngodly are greneas thegraffe,andthat 
allthe wortes of wickednes do fioriſh. cobe 
deſtroyed forener, Butthoul ORDEO 

moͤſt hyeſt aby deff worlde without ende. 
or lo,chy enemies (o ORDE)lo,tby enter 
mies ſhai periſhe and all the workers of sic 
kednes flalbefcatredabzode. Buemyboz 
ne ſhalbe exalted like the hoꝛne of an Vnicor 
ne ⁊ ſhal be anoynted with freſh oyle. My 
ne eye alſo ſhal fe bis luſt of myne enemies, z 
myne eare ſhail heare bis deſyre of the wic 


he cxiij. pſalme. Fo. xxviij. 


ked y ryſe vp agaynſt me. The rightuous 
fhat Alouifh bees palinetre, and grow lite a 


A 


Plal.zsa 


Cedzeof Zibanus. Soch as be planted in 
the boule of theL ORDE,be frutefull, plente⸗ 
ouszgrene. Thattheymayefbewe, boro 
truecbeLORDE my ftrégtbis, andtbacthe 
re is no vnrightuoufne ſſẽ in him. 
Tbe XCIl. pfalme. 

HeLORDE is Eynge, andbath puton 

glozious epparell,che LORDE bath 

put on bis apparell,z gyrded hinſeif 
with firégth:be bath made the rounde worl 
de ſo ſure that it can not be moued. From 
that tyme forth bath ¥ ſeate bene prepared, 
thon arcfrom eneilaftinge. The fiondes 
aryfe(o LORDE) the flondes lift vp their noy- 
ſe y floudes lift vp cheir wawes. Lhe waw 
es of the fee are mightie, z rage bowibly: 
but yet the lL ORDEthat dweileth on bye, is 


De 
mightier. Thyteftimontes(oLORDE)are — 
ery fare, bolyneffe becommerh ehyne boule 
fozener. Che XCIll. pfalme. 


LORDE Gob, to whom vengeann- 

cebeligerh:chon God to whom ver 

geaunce belongeth, ſhewe thy ſelf 

Ariſe chou iudge of the woͤrlde zrewar- 

de the —— deſeruyn he LOR 
ow 


DEbowlonge ſhal che vngodly longe 
al the ongodly tryimphe? ow longe 
al all wicked doers. fpeate fo dipdaynedly, 

and mate fod) proude boaftynger They 

finytedownetby — LORDE)and trou· 
ble thine heretagẽ. Chey murthur the wid⸗ 
dowe andthe ſtraunger, and put the fatber 
leffecodeath. And yeeebeyjaie:Tufh,che 
LORDE feyth tot, the God of Jacob regar 
dethienor. Take here, ye vnwiſe amonge 
the people; o ye fooles, wher wil ye vnder⸗ 
ſtonde? Se that planted tkecare, fhalbe 
noc bearezberhatmavethecye, hal noc he 
ſe? Hechac nurcureth che Seit hen, and 
teacheth a man tnowlege, fhal not be pu- 
nyſh? The LORDEFnoweth thethongh 
tesof men,thatcbeyarebutvayne. Blefe 
ſedis the mã whomeboulerneft(oL ORDE) 
andteacheft him inthy lawe. ¶ That thou 
ma yeſt geue him pacience in tyme of abter- 
fice,oneill the pytte be dygged vp forthe vn⸗ 
godly. Foz the ORDE wil not fayle bis 
people, netber wil be foxfate bis interitaun- 

ce. Andwhyrindgment fhalteturned a- 

gayne onto rightnonfiieffe,and all ſoch as be 

trneofbertfhalfoloweit. YOboryfech vp 
with meagaynftchewicPeo:mbotatethmy 
parte aga ynſt the euell doers? YftbeLOR 

DXEhad not helpedme, my ſoule had allmoſt 

bene puree ſylence. 


Bfa.29.¢ 


lob at-b 
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he Pſalter. 


When F faryde: my fore hath flipped,thy 
Pal mercy(OLORDE)bddemevp. ¶ In yF multi- 
Ea tude of the ſororwwes that J hadin my herte, 
thy comfortes haue refreſhed my ſoule. 
Wile chou haue enythinge to do withthe 
ſtole of wickedneſſe, whidy ymagineth my 
chefe in thelawe? They gather them to⸗ 
gether agaynſt the ſoule of the tightuous,z 
condemmne the innocent bloude. But che 
LORDEis my refuge, my Godisthe firégth 
Of my confidece. Be ſhal recompence che 
their wickedneſſe, anddeftroyecbemintheir 
owe maliceryeethe LORDE gure God ſhal 
deſtroye theni. 
Tbe xulll.pſalme. 
Come, let vs pꝛa yſe the LORDE, let 
vs bertelyreioyfe in the firength of 
ourefaluacion. Let vs come befo 
2e bis prefence with chatefgen ynge,z [yewe 
ourefelf glad inbim w pfalmes. Sozche 
LORDEis4 greate God, anda greate kynge 
aboueallgoddes. In bis bendcare all ¥ 
comers of theearth,and the firength of the 
billesis his alſo. The feeis his, fozhema 
de it, andbis hondes preparedthedziclsve, 
© come, let vs * and bowe dow / 
neourefelues: Lee vs: le before the LOR- 
B DXoure maber. For he is oure Godras fez 
Phalaz.2 ye, we are the people of bis paſture, and the 
Rbsab Mepesfbishoves. Covdaye yf yew.l ber 
ab re bis voyce, hardẽ mot youre bertes, as whe 
yepzoncked int yme of temptacion inthe wil 
dernes. Where ye fathers tẽ pted me, pꝛoued 
me, and ſawe my workes. XL.yeareslonge 
was J greued with that generacion,z ſay⸗ 
derthey ever erre in their hertes cheyvercly 
bane notknowne my wayes. Therfore J 
ſware vntothẽ it my wrath, that they ſhul · 
de not enter into my reſt. 
The XCV.pfalme, 
at Synge vnto theL ORDEa new ſon 
oPara7a ge, fynge vnto theL ORD Eallebe 
whole earth. Synge onto y LOR 
DE,7 prayfe bis name, betellynge of bis fal- 
uscion from dayeto daye. Declarebis bo 
noure amontte toe Heithẽ, and his wonders 
Pfal.as.a amonge all people. Foꝛ y LORDEis sree 
accliasd de and cannot worthely be prayfed:be is mo 
retobe fearedthen all goddes. As forall 
¥ goddes of the Heithẽ they be but Fools, 
but it is theL ORDEthatmatethebeants. 
Thankeſgeuynge and woꝛrſhipe arebefo- 
re him, power and honoure are in his Sanc 
Phles.atuary. Aſcrybe vnto the LORDE(oyctin 
redes of the Heithen) aſer ybe vnto the LOR 
DE worfhipeand firengeb. Aſcrybe vnto 
theLORDEthe bonoure of bisname, bryn/ 


Tobis.b 
tloha-b 


Ephe.s.b 


dNo ia e 
Heb.4.2 


The cxvi. pſalme. 


Seprefentes, and comeints bis courte. O I 
worſhipe theLORDEmebebentye of boly- 
neffe, lec the whole earth ſtonde in are of 
bim. Tellicoucamonge the Heithe chat 
theLORDEis tynge :andthatitis be whidy 
bath maverberounde worlve fo faft, that ic 
Lannot be moued and bow that be Mal iud 
gethepeoplerighrncafly. Tet the heaucs 
reioyſe andlecthe earth be glad: ĩet the fee 
matcanoyfe, yee ⁊ all that therin is. Let 
the felde betoy full and aĩl thaͤt is in it, let all 


thetrees of the wodd leape for Bel 
rethe LORDE, for he cemmethꝛ fez be cometh 
to indge the earth: yee with rightuouſneſſe 


al be iudge the worlde, and ¥ people with 
is trueth. 
The XCVI. pfalme, 
HeLORDEis kynge,cheearthmaye A 
= be gladtberof:yeethe multitude of Pialgna 
DO theFlesmaicbegladtherof. Clow 
des and darckneſſe are rounde aboute bin, 
rightuouſneſſe and iudgment are the habita 
cionof his ſeate. There goeth a fyzcbefo- 
rebins, to burne vp bis enemies on euery ſy⸗ 
de. Sis lightenynges geue ſhyne vntothe 
wourlde,thecarch feythitzisafraicd. The 
hilles mele lite war atthe prefenceof FLOR 
DE, atthe pzefence of the LORDE Sf che who 
leearth. The very heauens declare bis 
rightuonfnes, zall peoplefebis glory. CF 
founded be all they that worſhipe ymeages, 
and delite intheir Idols: worſhipe him all ye 
goddes. Sion heareh of it and reio yſeth: B 
yee all ¥ doughters of Juda are glad becau Plal-g7b 
feofebyindamentes,oLORDE. Forthou 
LOKDE art the moſt hyeſt ouer all the earth. 
thou art exaited farre abeue all god des. & 
ye that loue the LORDE, ſe that ye hate rhe 
chinge which ts euell: the LOR DE pꝛeſerneth 
thefovles of bis ſayntes, he ſhal del yuer thẽ 
from rhe hoͤnde of the vngodly. There is 
ſprouge vp alight forthe rightuous,and a 
toy fell gladneffe for (od) as be true herted. 
Reioyfe the: forein the LORDE, yerigh- 
tnous: ant geuetbantes fora reusembaun- 
ce of bis bol yneffe. 
The XCVIL pfalme. 
Synge vnto theLORDEanewfon A 
ge, for be bath donemaruclousebin- Pial.ss.a 
Ges. With bis owne right honde '49* 
and with bis holy arme bath be gortenthe 
victory. The LORDE bath declared his 
fanynge bealth,and bis rightuouſnes bath 
beopenly ſhewed in che fight of the Heithẽ. 
Hebathremembied bisniercy andtrueth Gen.s2.2 
towardethe houſe of Iſael :forbatall the 2 
endes of the worldefe the fanynge bealtbof “"** 


edie a 


Palaga 


Amos 3.b 


Plal.s2.a 


Che Dfaleer 


oure Sod. Shewe youre ſelf ioyfull vnto 

the LORDE all yelondes, fynge, reieyfeand 

fphe.sb genetbantes. PrayfetheL ORD Evpon 

the barpe,fyngevo the barpe with a pfalme 

B oft ‘efgeuynge. With crompetces al- 

z [Havomes : & [pewe youre felues ioyfull 

beforecheLORDEthe Eynge. Let chefee 

matea noyſe and all ¥ cherinis, yee the who 

le woꝛlde ẽ all that dwell cherin. Lee che 

floudes clappe their bondes, and let all the 

hilles be ioyfulltogether. BeforetheL OR 

DE, fozbeis cometo indgethe earth. mee 

with rightuouſnes fall beiudge ebe woel- 
de, and che people with equite. 

The XCVIIL. pfalme. 
A Bi HeLORDE is Fynge, bethe people ne 


Plal.gs.a 


uer ſo onpacient:befytteth vponrbe 
Cherubins, betbeearthneuer fo vn- 
quiere. Che LORDE is greate in Sion,z 
bye aboue all people. Glet men gevethe 
kes vnto thy greatez wonderfulname, for it 
is boly. The Eynges power loueth ind: 
ment, thon preparefeequite , thonerecute| 
iudgmẽt ⁊ rig htuouſnes in Jacob. mag 
iParaga nifie the LORDE¢ Goo, fall downe before 
% bis fore tole, fozbebisholy. Moſes ⁊ Aa 
ronamonae bis preftes, z Gamucl amonge 
ſoch as call vps bis name: chef called vpõn 
Num 13. EheLORDE, zbeberdethe. Se fpate vnto 
‘RE24 chẽ ont of the cloudy piler,forthey tepte bis 
teftimonies,zebelawetbatbe gaue ehem. 
Thou herdeſt the(oOLOR DE Sod thou 
forgaueſt thẽ oGod,z punyſhedſt their ove: 
neinvencions. Omagnifie the LORDEon- 
reGod,andworhipe him vps bis holy bill, 
forthe ĩ ORDEoureGovis boly. 


The XCIX. pfalme. 
4 Be io yfull in God (all yelSves)ferne 

Phil esa theLORDEw gladnes,comebefore 
Plal.o4.b bis prefence vw toye. Be yefire,y 
Feered the TORDEbeis Gods eis be ¥ hathmave 

DS, not we oure elues : we are but bis peo- 

pleztbe ſhepe of bis pafture. Ogoyoure 

waye into bis gatesthé with thankeſggeuyn 

Se, z Inco bis cources vF prayferbeebat full 

onto bins, z[peate good of bisname. Foz 
Plaluus.a the LORDEIs gracious, bis mercy is eueriaf 
nom 


tinge, and bis treuth endureth from genera 
cionto generacion. 
The. pfalme A ehatefgenynge of Danio. 
A Te & fonge ſhalbe of mercy and iudg 
Pialosa ð ment, yee ontothero LORDEWwil J 
fynge. Oleeme baue vnderfion- 
dinge in che waye of godlyneffe, ontillebery 
methac thou ceme vnto me:z fo [bal J wal- 
Ecinmy bonfe w aninnocent herte. Iwil 
tabe nowicked thingein bonde, J baterbe 
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mne Of vn faith fulnteffe,it foal not cleue vn⸗ 
Lites fz frowarde bertefhal departe fro 
me, 3 wil not knowe a wicked perſonne. 

Who fo pꝛeuely ſlaundreth bis neghbou · 

re, him wil J deſtroye: Who febatha pꝛou⸗ 
delotezanbye ſtomacke Ima ye noͤt a waye 
withbim. Myne eyes (hal lote for ſoch as 
be faithfull in the londe, y theymaye dwell 
with me:and who fo ledeth a godly life, fyal 
bemy feruaune. Chere fhall no difceacfisll 

erfonne dwell inmy houſe, bechat tellerh 
Kyes Hal not tary inmy fight. I fal foo- 
nedeftroye all the ongodly of the londe that 
allwicFed doers maye be roted out of the cẽ 
teoftheLORDE, 


Tec pfalme. 


SY Earemy prayer(OLORDEandletmy A 

G criẽge come vntothe. S yde notthy Plaluzsa 
face fromeintherymeofmytronble: 

enclyne chine cares unto me when Fj call, 
beare me, and chat right foone. ~ Foz my 
Dayes are confirmed aroaye lite fincke, zmy 
bones are bent vp as it werea fyte bande. 

My bercis ſmyttẽ downe and wythered 
lite graffe.focbac J forget to eatemy bed. 

Sorche voyceof my gronynge, mybone 
wil ſcarſe cleuetomy fcfh. Jambecome 
lite @ pellicanein the wiloernes, and lite an 
Oule ina broken wall, Ywate,andame- 
nen asit were a ſparow fittinge alone vpon 
theboufétoppe. Fyne encintes reayle me 
alltbe daye longe, theylaugh metofcome, 
and are ſworne together aga inſt me. Jee 
te aſhes with my bred, and mengile my dryn⸗ 
ke with wepynge Andthat becanfe of y 
indignacion and wrath, forthou baft taten 
mevp,andcaftmeawaye. Mydayes are 
gone lites lhadowe, and Jam wythered lite 
Sraffe. uttbhou(oL ORDE )endureft fos 
ener, andeby remembraunce thozow ont all 
Generactons. Arife therfore and haue mer 
£9 vponSion, for it istymetobaue mercy 5 pa, 
vponber,yeetbetymeiscone. And wby? 
thy feruauntes bane a loue cobir frones,zit +9: 
pitiet ht hem tofeberineheouft. The wei * 
then ſhai fearetby name o ORDE)anbdall 
the Eynges of the earth thy maiefty. Sor 
the LORDEfbal buyloevpSion, and hat 
apeare inbis glozy. eturneth him vnto 
the Preyer of the pooze deftitute, and: Sefpy- 
fet not their defyze. This fhalbe roritten 
fortbofe ¥ come after,chatebe people which 
ſhalbe borne maye prayfethe L ORD E, 

Sor He loketh dorone from bis Sanctua 
ry, out of the heauen doththẽ LORDI be⸗ Plalzesb 
boloe che earch, 
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That he maye hearethe mournynges of 
foch as be incaptinyte, and delyuer the chil- 
dren of death. That they maie pread) the 
name of cheL ORDEin Sion, andbis wor- 
fhipeac Jeruſalem. YObenthe peopleare 
gacberedcogetber, and the kyng domes alſo 
to ſerue y LORDE, He hath brought dorw 
nemy ſtrength in my iourne y and ſhortened 
my da yes. Ret wil J faye: O my God, ta- 
Ecmenotawayein ¥ myddeſt of myne age: 
as forthy yeares they endure thororo out all 
generacions. Thouüu LORDE in the begyn- 
nynge haſt layed ¥ foundacion of the earth, 
and the heauens are the workes of thy bon- 
des. They al periflze, butthon ſhalt en· 
dure: they ali ſhail were olde as doth a gar- 
ment,z as a veſture ſhalt thou chaungethé, 
and they ſhalbe chaunged. Sut chou art 
thefame, andtby yeares ſhal not fayle. 

The childꝛen of coy feruauntes [hall con- 
tyne, zebeir fede [hal profperein ¥ fight. 

The Ci, A pfalme of Danid. 

RayfetheL ORDECOmyfoule)z all 
b) thatis wit hin me prayſe bis holy na- 

me. Pzayfethe LORDEO my foule,z 
forget not all bis benefites. Which forge- 
ueth all thy ſynnes, and healeth all eby infir- 
mities. Which ſauethchy lifẽ from deſtruc 
cion, and crovoneth che with mercy z lonyn- 
getyndneffe. Which fatiffiecbeby deſyre 
with goodcbinges, mak ynge the yongeand 
luftyasanAcgle. TbheLORDEerecuteth 
rightuonfneffeand udgment, for ail them y 
ſuffte wꝛonge. He ſhewed bis wayes vnto 
Moſes, and his workes vnto thechildzen of 
Iſtael. TheLORDE is full of compaffion 
and mercy, lonye fifferinge, and of greate 
goodneſſe. He wil not allwaye be dydin- 
e, nether wil be bepe bis anger for euer. 

He hath not dealewith vs after ourefyn- 
NES, Mer rewarded vs acordin Geto ourewic- 
Eedneffes. For loke how hye the heaus is 
in comparifonof the earth, fo greate ts bis 
mercy alfocowardetbem that feare bint. 

Lotchow wydetheeaftis fromthe weft, 
fo farre bath be ſet oure ſynnes from vs. 

Meeliteasa father pitieth bis owne chil- 
‘dren, euen fois the LORDE mercifull vnto 
théthat fearebim. For he knoweth wher- 
of webemade, be remembzeth that weare 
but duſt. That a man in his tyme is but as 
is graffe,z floriſheth as a floure of the felde. 

Sores fooneas the wynde goeth ouer tic 
gone,andthe place therof Enoweth it nomo 
Cre. Butthe mercifull goodneffecf ¥ LOR 


Placid DE endureth for ener and ener ,vpon them y 


feare him, and bis rig htuouſneſſe vpon their 
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childers childꝛen. Soch as kepe his cone- 
naunt,and thinke vpon his commaundemen 
testodorbem, The LORDE bath prepa- 
red bis feace in heauẽ, and his kyngdome ru 
leth overall. Oprayſe the LORDAX yean- 
gels of bis, ye that be mightie inſtrẽgth ful 
fillinge his commaundement, thatme ma ye 
Bearethe voyceofbis wordes. O prayle 
the LORDEall yebis booftes, yeferuauntes 
of bis,chardo bis pleaſure. Ofpeate good 
of che LORDE all yeworkes of bis,inenery 
place of bis dominion:pzayferbouthe LOR 
DE,omy foule. 
Tbe Cl. pfalme. 
Raye the LORDE omy foule:® 
LORDEmy God,thou art beceme ex 
ceadinge glozious, chou art clothed 
with maieftyandbonoure, Thou deckeſt 
thy felf withlight,as itwere w a garment, 
thou ſpredeſt out che heaven lites curta yne. 
Thou volteſt it aboue with waters , chow 
mateft che cloubdes thy charet, and goeft v- 
En thewyngesofthewynde, Thou ma 
eſt thine angels ſpretes, and thy miniſters 
flammes o Se. Thou haſt layed y carth 
vpon bir foundacion, that it neuer moueth 
atenytyme. Thou couereſt it with the de 
peliteas with a garmẽt, ſo that the wat ers 
ſtonde aboue the hilles. But at thy rebu⸗ 
Ee they fle, atthe voyce of thythonder they 
areafrayed. (Chenarethe billesfenealof 
te, zthe valleys beneth in their place whidy 
thou baft appoynted forthe.) | Chon haft 
ſet them cheir boundes, which they mate not 
pelle tome they turnenot agayneto concer y 
earth. 
gevpamonge the valleys and the waters 
runneamonge ¥ billes. That ail the beaſ 
tes of the felbemayebaue drynte,zthatthe 
wylde aſſes maye quendy their thyrſte. 
Aboue vponthe hilles hauethe foules of 
the ayzetheir babitacion, and ſynge amon- 
gethe braunches. Thou watreſt the byl- 
les from aboue, the erth is fylled with ¥ fra 
tes of thy woites. Thou bryngefé forth 
graffe forthe catell, and greneberbe forthe 
fernyceofmen, 
theearth:wyneto mate glad y berteofma, 
oyle to make bim a chearfull conntenaunce, 
z bied to ſtrengthmans herte. The trees 
ofthe LORDE are fill ofſappe euen the trees 
of Libanus which be bath planted. Tbe 
remake the byrdes cheirneftes,and the fyrre 
trees area drvellinge for the ſtorcke. The 
billes are g refuge forthe wylde goates and 
ſo are the ſtony rockes foz ¥ conyes. Thos 
baftappoynted the Moone for certayne fea- 
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fons, the Sonne Enoweth bis goinge dow⸗ 
ne. Thou mabeſt darckneſſe chacicmaye 
benighr, wherin allt he beaftes of the foreſt 
do moue. Ree and che yongelyous which 
roare after the peaye,and [ee their meate at 
God, But when the Sonne ariſeth, chey 
get them awaye toget her and lye them dow 
neintbeirvennes. Then goechman forth 
to bis worke, andtorill bis londe vntilthe 
euenynge. OLORDE, howmanifolde are 
thy workes, right wyfely haſt thou made thẽ 
all: yee the earth is full of thy riches. Go 
is this greate and wyde feealfo,wherin are 
thinges crepinge imumerable, both ſmall 
and greatebeaftes. There go the fhippes 
ouer, and there is that Lcuiatban, whont 
thou haſt made, totatebis paftyme cherin. 
They wa yteall vps the that chou mayefE 
Senetbemmeate induefeafon. Whẽthou 
geueſt it them, they gather it: whẽ thou ope 
neſt chinebonde,chey are fylled with good. 
But when thou hydeſt thy face, theyare 
feroufull yf thou takeſt awa ye their brerb, 
theydye,z areturnedagayneto their duſt 
A gayne, whenthou latteſt chy bieth go 
foztb, chey aremade, and fotbourenucfétbe 
faccoftkeeath. The glorious magefty 
of the LORDE envureth for euer and the LOR 
DEreioyfech inbis woes. Theearch trẽ 
blech at the lobe of bim,be doth bur touch ¥ 
billes and theyfincte, TF wůl ſynge onco 
theL ORDEaslongeas 3 lyue, J wil pray- 
femy God whyle I have my beinge. O 
that my wordes might pleale bint, for my 
ioye is intheLORDE. s for ſynners, they 
Phalbe cõſumed out of thecarth,and che vn⸗ 
godly [hal cometoanende:but prayſt thou 
theLORDEomyfoule. Halleluya. 


The CI. pfalme. 


Geuethankes vnto the LORDE,and 
call vpon bis name :tell the people 
what thinges he hath done. O lee 
youre ſonges be of him: prayſe him, and iet 
youretaltyngc ke of all his wonderous wor 
kes. Geue bis bely name a good reporte, 
let their hertes retoyfe that fete the LORDE. 
Sek€ethcL ORDE, and bis firength, fete 
Dis face enermoze. Remembie the marne- 
lous workes that be bath done, bis wonders 
and the indamentes of bis mouth. O ye 
fede of Abzabam bis feruaune,ye childꝛen of 
Jacobbischofer. He is the LORDE onre 
God, whofe punyfhmentes are thozow out 
all the worlde. Heis allwaye myndfullof 
bis couenaunt, and premyfe that he madeto⸗ 
a thouſande gencracions, 


The citi, pſalme. eo. xxx. 
Ree the couenaunt that he made wi Abia 
Dam, and the ooth that be ſwore vnto Iſa 
Gc. And apoynted the fame vnto Jãcob 
fozalawe, andto Iſrael for ancuerlaftinge 
teffament. Sayenge: vntot he wil 3 geue 
the londe of Canaan, the lott of youre here⸗ 
tage. When there was yet but a fewe of 
them ,andcbey firaungerseberin. What 
tymeasthey wento from one nacion to ano⸗ 
ther, fromone kyngdeme to another. He 
faffred noman co burte them, but reproued 
enen Eynges for their fates. Touch not 
myne snoynted, do my pzopbetes 119 barme, 
Moꝛouer be called fora derth vpon the ls 
de, and vefEroyed all the prouyſion of bred. 
Sut he haðd ſent a man before thein, euen 
Joſeph which was ſolde to bea bondefer- 
uaunt. Theyburtebis fete inthe ſtockes, 
the yron pearſed his herte. Onell checyme 
that his worde camẽ and till the worde ofF 
LORDE had tried him. Thenſent the kin 
ge and cauſed him be delynered, the prynce 
of the people bad let him ge. Se made him 
bdẽ of bisbonfe,z ruler of all bis fabftaun- 
ee. That he might enfourme bis prynces 
@frer bis wil,and teach bis Senatours wy 
Dome. Iſrael alſo came into Sgipte, and 
¶Jacob was a ſtraunger in the love of Ham. 
But he increaſed bis people exceadingly, 
and made them ftronger then their enemies, 
Whofebertcurned,fo that they hated bis 
people, and dealt vntruly with bis fernaum- 
tes. Thenfent he Moſes bis feruaunt,and 
Aaron whem he had defen. Thfe syd 
bis tokens amdgetbem, and wonders inthe 
onde of ham. He ſent darcPneffe andie 
was darcke, for they were not obedient vnto 
bis worde. He turned their waters in to 
blonde, andflewetberfifhe, Their lonve 
brought foreh frogaee, yee euen in their kyn 
ges chambers. fe fpakethe woꝛde, their 
came all maner of flies zlifein all their quar 
ters. He gaue them bale ſtones foz rayne, 
and flammes of fyzein their love. define 
tetheir vynyardes z fige trees, and deftroyed 
the trees that were in their coaftes, Se 
fpate ¥ worbe, andtbeir came arefhoppers 
Z catirpillers innumerable. Thefe ate vp 
allebe graffeintheit löde and denoured the 
frutes oftheir groũde. definote all ¥ firfé 
borne in their lde euen the chefe of allebeir 
ſubſtaunce. Hebroughe chem forth w [yl 
er z golde,there was not one feble perfonne 
amõge their trybes. 
their departinge, forthey were a fraied oft hẽ 
Hefpzedout a cloude to bea couerynge, 
and fyre to geue light inthenightfeaform 
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At their deſyre there came quales,and he 
filled chem withthe bred of heauẽ. He o⸗ 
penedthe rocke of ſtone the waters flowed 
out:foebat rynersranne inthe wilderneſſe. 

For why, be remembzed bis bely promyfe 
which be bad made vnto Abraham bis fer- 
uaunt. Thus he brought forth bis people 
with ioye,and bis chofen with gladneſſe. 

And gauethemebeldves of che Heithe, 
where they toke the labours of thepeoplein 
Poffeffion. Tharebey might kepe his ſta⸗ 
tures,and obferucbislawes. dalleluya. 

The CV. pfalme. Halleluya. 

4 Geuethantes vntotbeL ORDE, foz 
beis gracious, and bie mercy endu- 

reth forener. Who can expꝛeſſe y 

noble actes of the LORDE, ¢2 ſhewe forth all 
bis prayſe? Bleſſed are they that allwa ye 
Eepeindgment, anddorightucufircs. Re 
membre vs (OLCRDE)aceidinge tothe fauou 
re that thou beareſt onto chy people:o vyſet 
vs wreby ſauinge health. That we might 
ſethe pleaſure of thy choſen, that we might 
retoyfe inthe gladneſſe of thy people,and ge 
uetbantes with the enberitannce, We 
haue ſynned with onre fathers, we bane done 
amyffe, we haue dealt wickediy. ure fa- 
thers regarded not thy wonders in tz gipte, 
they kepte notthy greate goodneſſe in reinẽ· 
braunce : but were diſhobediẽt at the ſee, euẽ 
at the reed ſte. Neuercheles, bebe'prot hẽ 
for his names fate, that he might mate bis 
BD power to betnerne. ge rebntedcherecd 
Phaluona fee,and it was dried vprſo he led the thew 
thedepe asin swilderneffe. Thus he ſa⸗ 
ued them from che bonte of the hater, z de- 
lynered them frem the bonde of the enenne. 

As forchoje y croubledehem,che waters 
cnermbelmedcbé, there was net on: of che 
left. Then beleued they in his werde, and 
ſenge pra yſe vnto him. Bucwithinewby 
le they forgat bis woztes,z welve net abyde 
his councẽell. A luſt caine vpẽ eham inthe 
wilderneſſe, ſothat they tempted Eodinthe 
deſerte. Meche gaue them cheir deſyre, and 
ſent i hẽ ynough at their willes. Theyan⸗ 
gred Noͤſes nchetétes,and Aaronthe ſayn 
teoftheLORDE. Sothe earth opemdz 
ſwalo wed vp Dathan, and coucred the con- 

C gregaciõ of Abiram. The fyre was kynd⸗ 
Ico in their company, the flame brent vp the 
Pxo.sz.2 vngodiy. Theymareacalfein Horeb, and 
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de of Sam, and fearfull ehinges inthe reed 
fec. Sobefaydebe wolde baue deſtroyed 
them, bad not Noſes bis choſen fEondebefo- 
rebimin ¥ gapperto turne awaie his wroth 
full indi gnacion, left be ſhulde deſtroye the. 

Ree they thought ſcorne of ¥ pleaſaunt Numaga 
londe, and gaue no credence vnto bis worde. 

But murmured in their tentes, and her · D 
kened not vnto the voyce of the LOR DE. 

Then lift he vp bis honde agaynſt them. 
to ouerthroͤre them inthe wildernes. To 
caft out their Rde amongethenacions, and 
tofeatertheminthelondes. Theyioyncd Numzsa 
them felues vnto Baal pecz,and aterbe offe pe — 
ringes of the deed. Thus they pronoted 
bim vnto anger with their owne invẽ cions 
and the plage was greate amonge them. 

Then fiove vp Phineas and ercured inf 
tice, ⁊ ſothe plage ceafed. And that was Genus 
counted vnto bim for rightuouſneſſe, amon⸗ 
ge all poſterites for euermoꝛe. They an⸗ 
gerd bim alſo atthe waters of ſtrife ſo that 
Moſes was punyſhed forebeir fates. Be 
caufe they pronoted bis ſprete, andbe tolde 
the planely with bis lippes. Nether deſ· E 
troyed theythe Heithen,asthe LORDE com —— 
maundeð the m. But were mengled amon 43 
gethe Heithen, and lerned their worbes. pReg.tsa 

In fo mod) that they worfhipped cheir td.2b 
ywãges which turned to their ewuiedecaye. PUEE 

Meethey offred their formes z theirdongh Lui. 

ters wnto deuels. And ſhed theinnecesit Dev. 
bloude of their fonnes and of their dough· 
ters, whom they offred onto the ymages of anda4.a 
Canaan, ſo that the londe was defiled with 
blonde. Thus were they ftayned w their 
owne workes and wente & whozinge with 
theiroroneinvencions. Therfozewasthe 
wrath of theL ORDE Eyndled agaynft bis 
people, in ſo moch that beabbozred bis ow- 
ne enberitaunce. And gane them ouer in 
tothe honde of the Heithẽ, and they that ba 
tedthem, were lordes ouer them. Theirene F 
mies oppreſſed the, and had them in firbiec- 
cion. Many atymedyd he delyuer then, 
butthey prouoked bim with their owne inve 
cions, and were brought downe for their wie 
Eedneffe. · Neuertheleſſe whe be ſarwe their 
aduerſite, be herde their complaynte. He Deusow 
thenghe vps bis couenaunt, and pitied the, 
acordinge vnto the multitude of bis mer- 
cies. Ree he made allthoſe y hadledebens 
awaye captiue, to pitiethem. Delyuer vs 
COLORDE oure God)e gather vs from ams 
gethe Heithen:thatwemayegencthantes 
totby bely name, z mate oureboaft of thy 
payee ¶Bleſſed be the LORDE Govof Ble Luc! 


Deuts.£ 
3.664. 


4 
Tudic.13.¢ 
Plal. 105.8 


n7 aus. 
Nnac aic 


tro ic a 
Deur.s.a 


P=) 
Plal-77.€ 
—* 
Paras. 


C 


Nuarb 
Efaie 38-b 
Matt.s.a 


Hebaz.c 
aPer2a 


Tonet.a 
Acta7-b 


DB 


Che Pſalter. 


rael from enerlaftinge and worlde without 
ende, and lec all people faye: Amen, Amen, 
Halleluya. The CV. pſalme. 
Gene thantes onto the LOR DE, foz 
beis gracious,and bis mercy endu- 
reth for euer. Let them geuetha- 
£es whom theLORDE bath redvemed, zdely- 
uered fromebe bande of the enemic, 2nd 
gathered the out of the londes, frd the eaft, 
frõche weſt, frs the north z from the ſouth. 
Shey wente aſtraye tn che wilderneſſe in 
an vntroͤden waye, z founde no cite to dwell 
in. Hongriezchirftie,z theit ſoule faynted 
inthẽ. So they cried ontorbeLORDEin 
their trouble, z be delyuered che from their 
diſtreſſe· Heledche forth by ¥ right wate, 
¥ theymight goto ¥ cite wherechey dwelt. 
DOebatme wolde prayfeche goodneffe of 
the LORDE, zthe wonders that be doth for 
the childrẽ of niẽ. For he ſatiſfied the emp 
tie ſoule, z fylled the hongrie ſoule rF good. 
Soch as fat in darck neſſe and inthe ſha · 
dowe of death, beynge faſt bounde in mifery 
zyzon. Becauſe they were not obediet co 
the cõmaundementes of God, but lightlyre 
garded the councell of che moſt bigheft. 
Their berce was vered with labs , they 
fell downẽ, z there was none to belpetbem. 
Sothey cried vnto the LORDE in their 


trouble, z bedelynered them out of their dif 
treffe. Debroughe thẽ ont of darckneſſẽe 
out of the ſhadowe of death, z biate their 


bondesin fonder. - Orbarmen wolde pray 
fe che goodneffe of the LORDE, rebewevers 
that he doth forthe childeẽ of men. For he 
bath brotenthe gates of biaffe, ſmittẽ the 
barres of yzoninfonder. Fooliſh me were 
plaged foreheir offence, z becanfe of their 
wicedneffe. Their fouleabbozred all ma- 
ner of meate,they were ené barde at deathes 
doe. So they cried vntotheLORDEin 
their trouble,z be delynered the out of their 
diſtreſſe. HSe ſent his worbez healed ehé,z 
fancd thé from defiruccion. O that men 
wolde prayſe the goodneſſe of the LORDE,z 
the wonders that be doth foz thechildzenof 
men. Thatthey wolde offre onto him the 
[acrifice of thantefgenynge,andtell out bis 
wokeswith gladnes. They that godow 
neto the fee in ſhippes, z oceupie their bufy 
neſſe in greate waters. Theſe men fe the 
workes of —— — in * 
depe. or at bis worde, ꝛmy wy! 
axyleth ont lifter vpthe wawestherof. 
Cheyare caricd vp cotbe heauen,z dow- 
neagayne tothe depe, their ſoule melteth a · 
soayeinebetrouble. They relete and fro, 
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they ſtacker lite a d2ond en man, and are at 
their wittes ende. So they crie vnto che 
LORDE in their trouble, ⁊ he delynereth che 
out of cheirdifireffe. He mat eih the ſtor⸗ 
me to ceaſſe ſothat the wares are ſtill. 
Thẽ are chey glad becauſe they be at reff, 
T ſo he bryngeth them onto the haauuen where 
theywolde be. Oebatmens wolde prayſẽ 
the goodnes of the LOR DE, andebe wor 
ders that he doth for che children of men. 
That they wolde exalte him in the cSgre- 
gacion of the people,z loaue bim in che jea- 
teofthe elders. Which curnech che flon- 
Des in to Drie londe, and dzieth vp che warer 
fprynges. A frucefull londemakech he ba 
ren, forthe wicPedneffe of them tbat drwell 
therin. Agayne,be maketh che wildernes 
a fEondinge water, and water fpzynges of & 
drye grounde. There he ſetteth Hos bon- 
grie, that they maye buyloethem a citeto 
Swellin. That cheymayefowe their groũ 
de, plante vynyaydes, to yeldethem frutes 
of increafe. He bleffécbebers, ſoͤthat chey 
multiplie exceadingly and fuffrech noe their 
catellto decreaſe. Wheẽ chey are mini| 
⁊ brought lowe thozow oppreffid,thorowe- 
nyplageoztrouble. Though he ſuffre chẽ 
to beenell intreated thorow tyzaunces,ozlee 
them wandie out of the waye inthe wilder- 
neffe: met bel; be the pooꝛe ont of mi- 
fery(at thelaftand materh him an boufhol 
de lites floce of ſhepe. The rightuons 
wil cSfidzc this and retoyfe, chemouth ofall 
wicedneffe hall be topped. bo fo is 
—* * dagen th etpinges —2 — 
vnderſtonde lonynge neſſes of 
LORDE. — * 
The CVI. A pſalme of Dauid. 
Sod my bert is ready co fynge,zto A 
Geueprayfe. Awake(omy glory) 
Gwatelute z barpe, “J myfelfe will 
awaterightearly, wil geuethates vn⸗ 
torbe(o LOR DE)amongethe people, J wil 
ſynge prayfes onto the amonge the Heithe. 
For the greatneffe of chy mercy is higher 
then the beanens, andtby faicbfulntefferea- 
cheth vnto the clondes, Get vp chy ſelf 
© Gov) aboue the heauẽs ⁊ chy glory aboue 
allthe earth. That chy belouch mayebe 
delynered: belpethen with thy righthanbve, 
z heare me God bath fpoter in bisSane 
tuary(wbich thinge reioyferh me.) J will 
Ruyde Sichens, and mete ont the valley of 
Suchoth. Galaadismyne, Wanaffes is 
inyne, Ephraim is che ſtrẽgth of mybeabe, 
Juda ismy captaine, abis my waſh 
iene eee ena ſhue. 
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Philiſtea ſhal be glad of me. Who wil le 
deme in toͤ the ſtronge cite Who wil bryn · 
ge me in to Edom? Shale not thou do it 
(© God which haſt caſt vs out:chou God, y 
wenteſt not forth with oure hooſtes? O 
be thou ¢ belpe introuble, foz vayneis the 
belpeofman. Thorow Godwe fhalldo 
greate actes, foritis be ¥ yal treade dow⸗ 
ne oure enemies. 
The Cvill. A pfalme of Damd. 
Glde noe thy cdge,o God of my pꝛay 
fe. For the mouch of the vngodly, 
yee andthe month of he difceacfirll 
is opencd vponme, and ſpeabẽ agaynft me 
with falfetdges. They compafe me abeu⸗ 
te wieh wordes of hatred, z fight agaynft 
mewithent &canfe. For the loue that J 
Had vnto them, they take now my contrary 
parte, but} geue my felf vnto pra yer. 
Thus chey rewarde me eueil foz good,z 
hatred for my goodwill, Geran vngodly 
man to beruler ouer buns, z let Gatan fter- 
de at his right hande. When fentenceis 
geuen vpon bim, ler bum be codempned, and 
Tet bis pzayer be tured into fynne, Let 
bis dayes be fewe, andbis bifhopzicFe ano- 
thertate, Let bis childꝛen he fatherleſſe 
bis wifes wyddowe. Let his children be 
wagabundes,and begg their bred: let them 
fete it,aschey thacbedefiroyed. Let the 
ertozctoner cofume all chat be bath, and let 
firaungers fpoyle bislaboure. Tet there 
benoman to petic, ner to haue compaſſion 
wponbis facberleffe dilozen. Let bis en- 
De be deftruccion, andintbe neste gencra- 
cion let his name be clene put out. Tet the 
wickedneſſe of bis fathers be had inremens 
braunceincbefight of cheL ORDE, andlet 
not the ſynne of bis mother be done awa ye. 
Lect chem beallwa ye beforeehe LORDE, 
but as forthe memoziall of chem felues, lec 
it periſh fromoucof theearth. And that 
becauſe bis mynde was not to do good, but 
perfecuted the poore helpleſſe, and himt hat 
was merebartoe bette ,toflayebim. is 
delice was in curfynge,andtherfeze fhailic 
happẽ vnto him: he loued noe bleffynge,and 
ther ſhall be farre frs him. Ze ciothed bing 
felf rich curfynge lite as with a rayment: 
yee it wente in to bis bowels like water, and 
Lite oyle in to his bones, Letithe vnto him 
as theclote chat he hath vpon him, and as 
the gyrdle that he is gyrded withall. Let 
it thus bappen fiom the LORDE vnto my- 
ne enemies, andto thofe that ſpeabe euell a- 
gaynft my foule, Sut deale thou withme 
COLORDE Gov )acordinge onto thy name, 


The cx. pſalme. 


for fiveteisthymercy. O delyner me, for 
Jam belpleffez pooze,z my herte is woun- 
ded within me. go bence lite ¥ yadowe 
that departerh,and am dryuen awayeas F 
grefboppers. My knees areweate tho- 
row fajtinge, my fleſh is dried vp for want 
offacieffe. Jam becomea rebute onto 
then, they lote vps me and ſhake their bea 
des. Helpe meo LORDEmy Govd,ob ſaue 
me forthymercies fate. Thartheymaye 
Enowe,bow that this is thy hande and that 
thou haſt done it. Though they curſe yee 
bleſſe thourand lec thein be chſounded that 
ryfevp aga ynſt me but let chy ſeruaunt re 
ioyſe.Tet myne aduerſaries be clothed 
with their one ſhame, as with a cloate. 

As forme, J wil gene thankes vnto the 
LORDE with my mouth, and prayfe bim a- 
mongethemuletende. For he fiondeth at 
the right bande of the poore, to ſaue bins 
from [och as condempne bis foule. 


The CX.A pfalme ofDamid. 


%eLORDEfayde onto myL ORDE: 

Syt chou on my right hande, vntill 

“J mate chine enemies thy foteſtole. 

Chel ORDEfhal fenderhe rovdcofeh 

power ent of Sion, be thou ruler euen in 
inyddeſt amonge thine enemies. a the 
daye of thy power ſhal thy people offre the 
frewill offeringes with an holy woufhipe, ¥ 
Dewe of thy byzth is ofthe wSbe ofthe mor 
nynge. The LORDE fivare,and wil noe re- 
pent: Thou art a preſt forener after ¥ order 
of Meichiſedec · TheLORDE vpon thy 
right honde, ſhal finyte euen kynges inthe 
daye of his wꝛath. He ſhal bẽ ind ge ams 
gethe Seithen, be Phal fyll chem with decd 
bodies, and ſmyte in fonder the heaves ouer 
dyuerfe countres. He Paldzynte of the 
broke inthe waye, therfore ſhai be life op 
bis beade. 


Thecxpfalme. Hallelnia. 


Wil gene thantes wnto the LORDE 

with my whole berte: fecretly amon- 

ge the faithfull, and in the congre 
gacion. The wortes ofthe LORDEare 
Greate, fought ont ofall thẽ that haue plea 
fure therin. Dis worke is worthy tobe 
pzayfed and bad in honoure, and bis righ- 
tuonfneffe endureth fozener.  Themerci- 
fuil z gracious LORDE bath fodoncbis mar 
velous wortes, ¥ they ought to be bad inre 
mẽbraũce. He geueth meate onto che y fee 
te bins, be is ener myndfallof bis couenaũt. 
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He ſheweth his people the power of his 
workes that he maye geue thein the hereta · 
ge of the Heithen. Che workes of his hs 
des are verite zindgment, all bis cẽ maunde 
mẽtes are true. Chey ftonde faſt for euer 
ener, Tare done intruech zequite. He ſent 
redempeion vnto bis people, be bath com- 
maunded bis conenaunt for ener,bolyzrene 
rentisbis name. The feare of the LOR- 
DEis the begynnynge of wyfdome,a good 
vnderfEondinge bane alltheythat dotheraf 
terrthe prayſe of it endurech for euer. 

TheCx.. pſalme. Halleluya. 
Leſſed is theman y feareth the LOR 
DE, zbath greate delite in his com- 
Sis fede ſhall be 
ie vpon earth, the generacion of the 
faith full Phalbebleffeo. Riches z pléceouf 
neffe cin bis houfe,z his rig htuouſnes 
endureth for ener, Vnto the godly there 
ariſeth vp light inthedarcineffe: beis merci 
fal,louyngezrightuous. Wel is him that 
is mercifull, z lendech gladly, põdreth bis 
worbdes w' diferecion. — For be [halnener be 
moued, therightuous ſhal bẽ had in an euer 
laſtinge remembzqunce. He wil not be a· 
frayed for enyeuell tydinges, bis bertefton- 
veth faſt Tbeleueth in YLORDE. Sis her 
te is ftablifhen, be wil not ſhrencke, untill be 
ſe bis deſyre vpon bis enemies. De bath 
{pared abrode, z geuẽ tothe poore, bis righ 
ruouſnes remayneth foz ener, bis home ſhal 
be exalted wi bong. The vngodly fhalfe 
it,zit [hal grenebimzbe fball gnafh w bis 
teth z confume awaye,zthe deſyre of the vn 
godly [hal perifh. Tbe CXIL pial. Halleiuya. 
— ye ſeruauntes) 
3 O prayfethenameoftbeL ORDE, 
oy Bree bethe name of theL O R- 
DE, frsebis tyme forth for euermore. The 
LORDESname ts worthy to be prayſed, frõ 
theryfinge vp of the Sonne onto the goin · 
gedorne of thefame. The LORDEis bye 
aboucall Heithen, and bis glory aboue the 
beanés. Who is like unto theLORDEou- 
re God, ¥ bath bis dwellinge ſo hye which 
humbleth bimfelf, co bebolve thatis in bea- 
uenandearth? ¶ Which tateth vpthefym- 
pleout ofthe duff, andliftetbthe poozeout 
ofthemyze, Chat he maye ſet him amon⸗ 
ge the pzynces, euen amongethe prynces of 
bis people Which maketh the bare wo 
man totepe honfe,andto bea ioyfull mother 
ofcildien.  Halleluya. 
WR TbheCxil.. pfalme. 
88 Hen Iſtael came out of Egipte, ⁊ 
the houſe of Jacob from amonge 


maundementes. 
mightie v} 


oe * * * ° 
Che cxüj. pſalme. 2o. xxxij 

that ſtraunge people. Juda was his Sãc⸗ 
tuary, Iſrael his dominion. The ſee ſawe 
that,and fled. Jordan turned backe. The 
mountaynes (lzipped like rammes,z chelicle 
Hillesliteyongefhepe. What ayled the (o 
thou fee )that chou fleddeft 7 and chou For 
dan, that thou turnedeſt backe? NXc moun 
raynes that ye fleippedliterammesz and ye 
litle billes, like yonge ſhepe? The earth 
trembled atthe pzefence of the LORDE, at 


the pꝛeſence of the God of Jacob. Which eExo.r.b 
turned the barderocFeintoa fiondingema- Nuzo.b 


ter, z she flynt ſtone in to a fpzynginge well. 
Here the Hebꝛues ——*— the 
CXV. pfaline. 

Not vntovs(oL ORDE)ot vnitovs, but B 
vnto thy name geue the pra yſe. for thy lovin 
ge mercy and faͤit hfuines. Wherfore ſhal 

Seithen ſa ye: where is now their Gove 

As for oure God, bets in heauen he doth 
what ſoeuer it pleaſeth him. Their yma- 
ges are but ſyluer and golde, euen the worte 
ofmenshives. They haue mouthes, and 
ſpeake not: eyes haue they but they ſe not. 

They haue eares, and heare not:noſes ha 
ue they but they ſmell not· They haue han 
des and bandlenot, fete banethey, butthey 
can not go, nether can they ſpeake thorow 
theirchiote. Theythat made chem, are li. 
te vnto them, and ſo are all ſoch as put their 
truſt int hem. But let Iſrael truſt ĩn y LOR 
DE, for beis theirfiscoure z defence. Let € 
thebonfe of Aaron puceheir truſt in y LOR 
DE, for beistheirficourezdefence. The 
that fearetheL ORDElet thé put their tent 
intbeL ORDE, foz beis their fucoure and de 
fence. TheLORDE ts myndefull of vs,z 
bleffech vszbe bleffech y houfe of Ffrael , be 
bleffet ¥ houfeof Aaron. mee Hebleffeth 
allebemebat fearethe LORDE, both finall z 
greate. CheLORDEencreafe you more z 
mozeryou, and yourechildzé. For ye are F 
bleſſed of che LORDE, which made heanen z 
earth. Ail the whole heavens arethe LOR 
DES, butthe earth hath be geuẽ vnto ¥ dhil- 
drẽ of men. Thedcedprayfenoethe(oLOR 
DE)nether all they that go downe into ſylen 
ce. But we wili prayfetheL ORDE, from 
this tyme forth for euermoze. Halleluya. 

The Qull.pſalme. 
Am wel pleaſed ythe ORDEbath A 
herde y voyce of iny prayer. That 
he hath enclyned bis eare vntome, 
therfore wil J call vpõ him as longe as I iy· 
ue. The ſnares of death cSpafedme roun- 
de aboute the paynes of bell: gat holde vpon 
me. J foundetroubleandbenyneffe. Ther 
Si 4 
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called Fj vpon ¥ name of the LORDE:9 LOR- 
DE,dclyner my ſoule. Gracionsis ¥ LOR 
DEzrighcuous, yee oure God is mercifull. 
Tbe LORDE preferueth ¥ ſymple. J was 
biougbedowne, and he helped me. Tur- 
neagayne chen vnto thy reſt(o my foule)foz 
the LORDE bath genen the thy deſyre. 
And why ? chou haſt delyuered my ſoule 
from death, mynecyes from teares, and my 
fete from fallinge. wil walte before ¥ 
LORDE,in che londe of the lyuynge. 

The CXV. pfalme. 

This pfalmedo the Hebrues toy ne vnto 
iethat Goeth before,and itis with 

them theCxvipfalme- 

Beleued, and therfore hauc Fj (poke, 
x age Sef but J was fore troubled, — 2* 
Roms.a Cy S, inmy haiſt: All men arelyers. 
What rewarde ſhal F geue vnto ¥ LOR 
DE, for all che benefices ¥ be hath done vnto 
mez Ywilreceane the cuppe of faluacis, 
and call vpon the name of the LORDE, 

J wil payemy vowes int the prefence of 
all bis people, right deare inthe fight of 
LORDE is the death of bis faynces. 
LORDE, Jameby feruaunt, J am thy fer- 
uaunt, andthe (donne of chy bandmayven, 

Hebr..c thou haſt broken my bondes in fonver. 
Phalsia wil offre the the factifice of thantcs geuyn 
ge, and wil call vpon thename of the LOR 
DE. Fwil paye my vowes vnto the LOR 
DE inthe fight of all bis people, in che cour 
tes of the LORDES bonfe,cué in che myddeſt 
of che,o Jeruſalem. 
Tbe CXVi. 
4 Pꝛa yſe the LORDE all ye Gentiles, 
Roms. lande bim all ye people. For his 
mercifull Eyndnes is ener moze and 
mez towarde vs, z the trueth of che LOR 
DEenbdurech fozener. Halleluya. 


Pfal.ssb 


The CXVIL. pfalme, 
A Gene thankes vnto the LORDE, foz 
* be is gracious, and bis mercy endu- 
a reth for euer. Let Iſrael now con 


feffe, y his mercy endureth ſor ever. Let 
© she boule of Aaron now con feſſe chat bis 
mercy endureth for euer. Ree let thẽ now 
that feare the LORDE, confeffe,that bis mer 
ep endureth fez ener. T called vpon the 
LORDE in trouble,and the LORDE berde me 
at large. The LORDE is my helper, J wil 
not feare what man doeth wncome. The 
LORDEts my belper,z7j flgal femy defyre 
myne enemies. eis betcer co truſt 
LORDE, then te put eny confidence tn 

eis berrer uſt in che LORDE, 
2oo pureny confivecein-pzynces. All 


The cxviij. pfalme, 


Heithen compaſed me ronnde abonte, but in 
the name of the LORDE wil Jj deftroye thé. 

They kepte mein on encry fyde,but inthe 
name of the LOR DE, wil deftroyethem. 

They came aboute nic lite bees , z were 
as bote as the fyze in the thornes, but in the 
name of the LORDE J wil deftroyetbem. 

They thruſt arme,thac J might fall buc 
the LORDE wes my belpe.” EheLORDEIs Exo.s.a 
my firégth , zmy fonge,z 1s become my fal- Hausa 
uacion. Tbe voyce of ioye z myꝛth is in 
the dwellynges of ¥ rightuons,foz ¥ right 
bande of the LORDE bath gotté the vicrozy. 

The right bande of the LORDE hath the 
pꝛeem ynence, theright have of the LORDE 
bath gottẽ the victory · I wil not dye, but 
iyue, and declare the workes of the LORDE. 

The LORDE hath chaftenedz comwecteme, 
but he hach not geuen me ouer vnto death. 

Open me the gates of rightuouſnes, y J Bassa 
maye goin there thororo, gene thãbes vn⸗ 
totheLORDE. ThisisthedoreoftheLOR 
DE, therightuons fhallencrein thorow it. 

Jebanterbhe,y thou haſt herde me,z art C 
becomemy falnacid. The fame ftone which Marr.sre 
thebuyloers refufer, isbecomethebeadefto Act42 
neintbe comer. Tbhiswas the_LORDES 
doinge, ⁊ it is maruelous in o eyes. This 
ischedaye which the LORDE bath made let 
vs reioyfeand be gladinit. Helpe now 
LORDE, OLORDEfenbe vs now profperite, 

Bleſſed be he that cSmeth in tbe name of matt.ara 
the LORDE,we wilh you good luce yerbas Mirus 
beof the houſe ofthe LORDE. Govisthe on 
LORDE, z bath ſhewed vs light: O garmfh 
the folempne feaftwith grene braunches, euẽ 
vnto the hornes of Y auiter. Thou art my 
God, I wilthante therthou art my Goo, 
and J wil prayſe the. O geuethankes vn 
totbeLOR DE, for he is gracious, ⁊ his mer 
cy endureth for euer. 

The — pſalme. 


lepb. 

Leffed arethofe y be wnbdefiled inthe A 

waye: which walke in the laꝛwe of Y. Plalua 
LORDE. Bleſſed are they that kepe his teſ 
timontes,z fete him with their wbele herte. 

Whid) walke inbis wayes, z do no wic- 

tedneffe. Chon haſt geuen firayte charge 
to kepe thy commaundementes. Gthat 
my wa yes were ſtabliſhed to kepe thy fiatn- 
tes. Sofhulde J not be confounded, why 
le J haue reſpecte vnto all thy commaunde- 
mentes. I wil thanke the with an vnfay⸗ 
ned berte, becaufe Jam lerned inthe indg ⸗ 
mentes of thy rightwoufneffe. Tj wil kepe 
thy fiatutes,o forfate ment vtterly. 


Deve.g.s+ 
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Beth. 

B Wherewithall halla yonge man clenfe 
biswayer Euen by rulinge bimfelf aftereby 
worde. Withmy wholebertedo J fete ¥, 
O let me not go wꝛonge ont of thy comann- 


peice b demẽtes. Thy wordes haue J hyd within 
and 11.¢ 


my berte, y J ſhulde not fynne aga ynſt the. 

Pꝛayſed be thou © LORDE® teach me 
thyftatures. Wit hmylippes wil J be tel- 
lynge out all the iudgmentes of thy mouth. 

“Jbaueas greate delitein chewayeoftby 
teftimontes, as in all maner of riches. % 
wil exercifemy (elf incby cOmaundementes, 
zbanerefpecce vnto thy fotepathes. My 
Delite flyalbein thy ſtatutes, J will noe foz- 
get thy wordes. 

Gimel. 

C do well vntothy ſeruaunt that Ima ye 
lyue and kepe thy wordes. Open thoumy 
ne eyes,z (> ſhai I fpic out wonderous thin- 
ges in y lawe. Jama ſtraũger vpdearth, 
D bydenorthy Commanundementes frome. 

My feule breateth ont, for the very fer- 
nent defyze that J baue allwaye wnto thy 
indgmentes. Thon rebutefé the pronde, 
curfedare theythac departe from thy com- 
maundemites. Ocurnefro me fbamezre 
bute, for J kepe thy teſtimonies. pPrynces 
alſo fyez ſpeabe agaynſt me, but thy ſeruaũt 
is occupied in thy ſtatutes. In chy teſ⸗ 
— is my delite, they are my counce- 

ers. 


Daleth. 

DMyſoule cleueth coche duſt, O quicken 
IAknow⸗ 
leged my wayes, z chou herdeſt me, ® teach 
sechen thy, tes. Make me to vnder⸗ 
ſtonde che waye of chy commaundemétes,z 
fo ſhal J talte of chy wonderous workes. 

My Joule meiterh awaye for very heuy 
neſſe, o ſet me vp acordinge vnto thy worde. 

Take frome the waye of lyenge,z graun 
temetbylawe. I haue choſen che wayeof 
trench, thy iudgmentes haue J layed before 
me, I ſticke vnto thy ceftimonies,oL OR- 
D bed ania sede Jwil —— waye 
of thy commaundementes, whenthou haſt 
comforted my herte. 


E Teach me o LORDEthe waye of chy ft 
tutes,and J fbaltepeit vnto the ende O 
geue me vnderſtondinge, and Iſhal kepe y 
ĩawe, yee J ſhai kepe it with my whole hertẽ. 

Lede me inthe path of thy commaunde · 
mẽtes, fortbatismydefyre, Enclyne my⸗ 
neberte vnto thy teſtimonies, T not to cuve- 
touſnes. O turne awaye myne eyes, leſt 
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they beholde vanite,z quickẽ me in thy waie 
O fiablifh chy worde in thy feruaunc, YJ 
maye feare the. Take awaye the rebuke ¥ 
Jam afraid of for thy iud ginẽtes areamia 
Ble, Bebolve,my delite is in thy commaũ · 
demẽtes, o quyckẽ ies inthyrightuouſneſſe. 
ait. 


Let thylonynge mercy comevnto melo ¥ 
LORD Ejandtby fanynge health acozdinge 
vnto chy worde. That Ymaye geue an · 
fivere onto my blafpbhemers , foz my truſt is 
in y worde. O take noe ¥ worde of treuth 
vtterly out of my mouth, fo: my hoͤpe is in 
thyivdgmentes. So ſhal J allwa ye kepe 
thy lawe, yee for euer and eueẽ· And J wil 
walke at liberty, for Tj fetethy commannde- 
mentes. J wil fpeake of thy teſtimonies 
euen before kynges, and wil not be aſhamed. 

My delite fhalbe in chy commaundemen- 
tes, which Floue. My hondes alſo will J 
lift vp ontothy commaundemẽtes which J 
loue, zmy taléynge ſhalbe of thy ſtatutes. 

Bein, 


O thynke vpon chy ſeruaunt as concer- GS 
nynge ¥ worde wherin chou haſt cauſed me 
to put my truſt. For it is my comforte in 
my trouble, yee thy worde quycFeneth me. 

The pronde Hane me ereacly in derifion, 
yet ſhꝛencke noc J from chy lawe. Ire⸗ 
membzeebyencriaGingeindgmentes (C AI0R 
DE)anvdant comfoꝛted. Jam hoꝛribly a⸗ 
frayed for ¥ ongodly,that forſabe thy la we. 

Thy ſtatutes are my ſonges in che houſe 
of my pilgremage. Jebynte vpon chyna 
meoLORDE)inehenighe/eajon,and kepe 
thylawe. It is myne owne, for / tepethy 
commeundementes. 


Thouarei ee * LORDE} * 
uartmy porcion o ORDEVJ am pur 
poke to teperbrlawe, — 
le peticion inchy preſencẽ vo my whole ber 

te, obemercifull unto meacordinge onto yt 
yworde. Fall myne owne wayesto remem 
biaunce,andturne my fete in co thy teftimo- 
nies. Smatebaifé, and prolonge not the 
tyme,toEepetby commaundemites. The 
congregactons of the vngodly haue robbed 
me,but J forget nor thy lawe Ae myd- 
night fEonde I vp.to genethates wntothe, 
foztbetndgmentes of chy rightuouſneſſe 

Jama companyon of allebem that fea- 
re che and Eepecby commanndementes, 

TCheearch(oLORDE)is full of chy mer- 
cy,®© teach methy — 


Beeb. 
GDLORDE, thou haſt dealt frendly with J 
thy feruaunt,acordinge vnto thy rworde, 


Sf Wj 


Jmatemyne hum Nu.v.c 


Plal.cs.a 


Phalsaa 
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O lerneme Eyndneffé, nourcoure z know⸗ 
lege, for J beleue thy commanundementcs. 
Defore Jwas troubled, % wente won- 
Se, bucnow I kepe thyworde. Thouare 
Mattaigc Sood and frendly, O teach me chy fiacures. 
The proude ymaginlyes vponme, bury 
kepe thy commaundemẽtes with my whele 
berce. Their herte is as fat as b:awne,bue 
my deliteisincbylawe. “Jers good fezme 
that J baue bene in trouble, that J maye 
lerne chy ſtatutes. The larwcofebymouch 
is Dearer ontome,thétboufandes of goltez 
fyluer. Joo. 
BW  Thybhadreshanemavemeand fafhioned 
Gen rd me, © geueme vnderſtondinge that maye 
Tobia lerne thy commaundementes. They chat 
feareche, wil be glad when they fe mic, ecar 
{EF pucmycrufEinchy wore, Jenones 
LORDE)¥ chytudgmentes areright,ard y 
thou of very fait hfuůlneſſe haſt canfed mic be 
troubled. GOletthy mercifuileyndneft be 
my comforte, acordinge to the pomyfechat 
thou haſt made vnto thy feruaunt. Glet 
ebylouynge mercies come vnto me, that 3 
mayelyue, forty lawe is my delyte. Lt 
the proudebe confounded, whidy handle ſo 
falſiy agaynft me. But kee ſoch as feare 
the,z fnoweeby teftimonies, beturned vn- 
tome. Olet my berte be vndefyled in thy 
ſtatutes, that J be not aſhamed. 


Caph. 
Z _ Wty foulelongech for thy fanyngebhealeh, 
for mytruſt is ineby worde. Myne eyes 15 
Se ſore for chy worde ſayẽ ge: Gh when wile 
thou cOforte me? Gor Jam becemelhte a 
botell in ¥ finote, yee do not J forgeeeby fia 
Phalssa tutes. *oromany are che dayes of thy fer 
andas.b aunt? Whẽ wilt chou be auenged of my ad- 
Iere.s.b uerfaries? The proude hane dygged pit- 
tes for me, which are not a feerthy lawe. 
All thy commeanndemétes aretrue they 
perfecute me falſly, O be thou my belpe. 
They haue almoſt madean endeofmev- 
poncarch, but J forſake not thy cemmaunde 
mites. DO quyckẽ me after Y louinge kynd 
nes , z fo ſhall I kepe the teſtimonies of thy 
mouch. 


Lamed. 

ti , OLORDE, thy worde endureth for euer 
Phal.sib in heauẽ. Thy treuth alforemayneth fiom 
andis.a one Seneracion to another :thou haſt layed 
— the foundacion of eheearth, and ic abydeth. 
and. See They cStinue chis daye acordinge totby 
ordinaunce, for all thinges ferue the. OF 

my delyte were nocin thy lawe , J fhulde pe- 
nfbeinmytrouble. J wů nener forgetehy 
omaundementes, for withthe chon quyte 


Dhe cxvꝛiij. pfalme, 


neſt me. Jam thine, oh helpe me, for J fe- 
Eechycommanndementes, The vngodly 
laye wa yte fozme to deftroyeme, but Fj confi 
die thy teftimonies. Iſe that allebinges 
cometo an ende, but thy commaundemẽt is 
exceadinge brode. Mem. 

® whata loue haue J vntorbylawerall WN 
the daye longeismytaltyngeofit. Thou 
thorow thy commaundement haſt made me 
wyſer thé myne enemies, for itis ever by me. 

Bhaucmore vnderſtondinge then allmy Deu.4.2 
teachers, for thy teſtimonies aremy fiudye. 

Mee Fam wyfer chenthe aged, for Eepe 
thy cOmaundementes. TFrefraynemy fere 
fromenery cucllwaye,that J maye kepethy 
wordes. FZ fhrencF not fromeby iud gmeñ 
tes, for thoũ teacheſt me. O how ſwete are Ezeab 
thy wordes vnto my throte⸗ ¶ ꝝee more thẽ wis, 
Deny vnto my mouth. Thorowthy cem⸗ 
maundementes J get vnderſtondinge, cher- 
fore J bate all falfe wa yes. 

Num. 


Thy woꝛde is a lanterne vnto my fete Ta O 
light vnto my pat hes. Tj haue ſworne T am * * 
fied faſtly purpoſeð to kepe the indg mẽtesof Pals: 
thy rightuouſneſſe. J am troubled aboue 
meaſure, quycken me(o LORDE)acordinge vn 
to thy worde. Letthe frewilofferinges of 
my mouth pleafethe(oLORDE)ztead) me y 
iudgmẽtes. Myſoule is allwa ye in my hõ· 
de, yer do not J forget thy lawe. The vᷣn⸗ 
godly haue laieda ſnare for me, but yet fiwar 
ne not J frõ thy cSmaundemetes. Thyteſ 
timontes haue J claymed as myne bererage 
fozener:z why-they arethe very io ye of my 
herte. Japplyemyne herte to fulfill chy ſta 
tutes allwaye,cuen vnto the ende. 

Ihate ¥ — 310. 
ite y vn godly, butthy lawe do J loue. 
——— Hylde, mytrnftis bg 
in thy worde. Awaye frome ye wicked, F 
wil kepethe commanundementes of my Gov. 

® Fabliſh me acozdinge vnto thy worde, 
F¥IJmayelyue,zleemenoebe difapoynted of 
mybope. Heldethoume vp,z lary be 
faferyceF ſhal ener be taltyngcoftbyftacu 
tes. Thoutreadeftdorwneallebe y Depar- 
te fiem thy ftatutes,fortbey ymagin but dif 
ccate. Thou putteſt awa ye ail the vngov- 
lygf the earth lite droͤſſe therfore Fj louethy 
teſt monies. My flefh trebleth for feare of 
the, and J ama frayeð of thy iudamẽtes. 


in. 
Ideale wthethinge yislanfulle right, a 
O genemenot cucr vito my oppzeffeurs. 
Derbou ſuertie for thy ſeruaũt to do him 
good, thatthe proude do me no wꝛonge. 


The Pſalter 


Myne eyes are wayſted awaye nF [ok yn- 
Se for thy healch. z for * worde of thy righ- 
cuouſneſſt· O deale withthy ſeruaunt acor 
dinge vnto thy louynge mercy, and teach me 
thyſtatutes. Jain chy ſeruaunt, O graun 
te nie vnderſtõsdinge, that Ima ye knorde thy 
teſtimonies. Ic ĩs tyme for theco .ORDE) 
to laye to thine ove, for they haue deſtroyed 
thy lawe. For J loue thy cSmaundanites 
aboue golde and precious ſtone. Therfore 
holde Iſtraight all chy commaundemẽtes, 
and all falſe wayes J vtterly abbozze. 

e. 


Thy teſtimonies are wonder fill, cherfoze 
doth myfoulefepecbem. When thy worde 
goech forh, it geueth light and vnderſtdin 
e, eüẽ vnto babes. J oppẽ my mouth⁊ dra· 
we in my breth, for J deſyre thy commaunde 
mẽtes. O lofetbou vpon me,and be merc 
full, as thou vſeſt to do vntothoſe y loue a4 
name. Oꝛdre my goinges after thy worde, 
that no wickedneſſe raigne inme, O dely⸗ 
ner me from the wrögeous dealinges of me, 
and ſo ſhal Jkepe thy commaundemẽtes. 
Sbewe ehelighe of thy countenaunce onto 
tby feruaune, and lerne me thy ſtatutes. 

M yne eyes guſſ be out with water, becauſe 
men kepe not thy lawe. 
Zadi. 


SRBightuous arethowoLORDE)ztrueis ¥ 


iudgmẽt. Theteftimonies thar thou haſt 
commafided, areerceadingerightuous and 
true. Myzele bach euen confismed me, be- 
caufemyne enemies bane forgoͤtten thy wor · 
des. Thy wordeis tried to the vtte moſt, z 
thy ſeruaunte loueth it. Jam ſmall and of 
no reputacis, yet do not J forget thy cẽmaũ · 
dementes. Thyrightuouſne ſſe is an euerla 
ſtinge rightuouſnes, and thy lawe ts true. 
Trouble and heuyneſſe haue takẽ holde vps 
me, yet is my delice inthy commanndemen- 
ces. Therighcuoufies of chy teftimonics 
ss enerlafEinge,o graunte me mnderftondinge, 
andj fal Tyne, 


oph. 

Icall wmy whee berte,beare me (o LOR 
DE)Y wil kepe thy ſtatutes ee ene vpS 
the do J call, belpeme,and J fhaltepe ¥ tcf 
timonies. arly in y momynge do F crie 
vnto the, for in thy worde is my truſt. My⸗ 
ne eyes preuẽte ¥ night watches, yJ might 
beocenpiedinthy wordes. Heare my voy- 
<XKoLORDE\acordige vntothy louynge kynd 
neſſe, quyckẽ me acordigeas thou art wot. 
They drawe nye Yof malice perſecute mez 
ave farre frs y lawe. Be thou nye at hõde 
alſoco LORDEyfoꝛthy promiſẽs are faithfull. 
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As concernynge thy teſtimonies, J haue 
Enowne euer ſens the beg ynnynge,that thon 
haſt grounded chem foz ener. 

Res. 


O confidze my sduerfite,zdelyuerme, foz V 


Ido not forget thy lawe. Mante yne thou 
My caufeanddefendeme, quycken me acor⸗ 
dinge vntothy worde. Heaith is farre frõ 
the vngodly, forthey regarde not thy ſtatu· 
tes. Greateisthymercy(oL ORDE)qnye 
ken me as thou art wont. MWanythereare 
that trouble me, and perſecute me, yet do not 
IJſwarue frõ thy teſtimonies. We greueth 
m̃e whan F fe that the tranſgreſſours kepe 
notthylawe. Conſidrecl OK Dhhow Flo 
uethy comaundementes, O quycken mẽ w 
thy louinge kyndneſſe. Thy worde is true 
from euerlaſtinge, all the iudgmentes of chy 
rightuouſneſſe endure for euermore. 
Sin, 

Theprynces perfecute mewithone caule, 
but my berte fiddech in awe of chy wordes. 

Jamas glad of chy worde as one ¥ fyn · 
deth greate fpoyles. 2s for lyes, Jhatez 
abhorre them but thy lawe do I loue· Ge- 
uen t ymes a daye do J prayſe the becauſe of 
Ebyrightuousindgmentes. ¶ Sreate is thẽ 
peace ¥ theybauewbichloue ¥ lawe, Tthe 
are not offended atic, LORDE,7lote foz y 
fauynge bealeh,z do afterthy Smaundeme- 
tes. My ſoule kepeththyteſtimonies, zlo 
ueththẽ exceadingly. kepe thy cõmaun 
demétes z teſtimonies, for alimy wayes are 
before the. Thau. 

Letmy cSplaynte come befozethe(oLOR 
DE)geueme vnderſtondinge, acordinge vnto 
thyworde. Oh let my ſupplicaciõ come be 
fore the delyuer me acordinge to thy promy- 
fe. My lippes ſhall ſpeake of thy prayſe 
ſeynge thou haſt taught me thy ſtatůtes. 

See mytsge ſhall ſynge of thy worde, for 
allthy cSmaundemétesareright. Let thy 
hãde helpe m⸗e fez haue choſen thy comate 
dementes. Blonge for thy ſauynge health 
(OLORDE)zinthylaweismyvclyte. Ob 
let my foulelyne Tpra yſe the, ¥ thy iudgmen 
tcsmayebelpe me. “J go afirayeiteafbe 
pethatis loft: Ob fete tby ſeruaunt, for Joo 
not forgetthy commanundementes. 

2 The CXIX. pfalme. 

Hen Jam introuble. J — 
RDM be anſwereth me. 
uer my ſoule (o ORDE) frSlyengelippes,z 
frõ a diſceatfulltsge. What rewarde fhal 
be geuen or done vnto the, thou falſe tonge? 

Euen mightie ⁊ ſharpe arowes, w hote 
burnige coales. Woismey ——— 
ig 


3-Par.o.d 
Efa.ss.a 


Efasb diſpleaſed at ys. 
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endureth ſolsge: J dwell inthetabernacles 
of theſoroufull. My ſoule hath loge dwelt 
amongecbem,chatbe enemics vnto peace, 
laboured for peace, but when J fpate ther 
Of, cheymade chem co bacayll. 
The CXX. pfalme, 
4 ag Lift vp mynceyes vntothe billes, frõ 
whence commeth my helper tity 
heipe cometh euen fromthe ORDE, 
which bath made heauen and earcrh. Se 
will not ſuffrethy fore tobe moncd,and be y 
fepethche,flepethnot. Beholde, he that ke 
ech Iſrael doth nether flontbze ner ſlepe. 
be L OR DE bimfelf isthy teper,the LOR 
DEis thy defence vpon yrightbonde. Go 
thac cheSonne [bal not burnethe bydaye, 
necher the Moone by night. TbheLORDE 
prefernech the from all enell, yee it is the LOR 
DEchath kepeth chy (oule. Che LORDE pre 
ſeruech thy goinge out and thy cOmyngein, 
fromcbis tyme forth foz euermore. 
The CXXL, A pfalme of Dawid, 
was glad, when they fayde vnto mer 
wewil go in to the hoͤuſe of che L OR- 
E. Qure fete ſhal ſtonde inthy ga 
tes Jeruſalem. Jeruſalẽ is buylded as 
a cite chat is at vnitẽ in it ſelf. Gor there F 
tzybes go vp, euen thetrybes oftheL ORDE: 
to efi vnto Iſtael. co geue thanckes vnto 
thenameoftheLORDE. Foꝛ there is the 
feate of iudgement, euẽ the ſeate of che honſe 
DS ofDamd. O praye forthe peace of Jeruſa 
lé, they fhal profperetbat icone the. Peace 
bewithin y watles,and pienteouſnes within 
thy palaces, Formy bicthienand cempa- 
nyons fates, J wil wiſh the —— mee 
becaufe of y houſe of che LORDEoure God, 
I wil feterodotbe goo. 
The CXXI. pfalme. 
. Citoche lift J vpmynceyes, thon ¥ 
5 dwelleſt in the heauens. Beboloe, 
Deuen as the eyes of ſeruaũtes loke vn⸗ 
toche handes of their maſters: and as the ey 
es of a ma yden vnto the handes of bir ma- 
ſtreſſe, euen ſo oure eyes wayte vpon the LOR 
DEG God, vntill he haue mercy vpõ vs. Ha 
ue mercy vpõ vs(OLORDE) haue mercy vpon 
vs, for we arc vtterly deſpyſed. Oure foule 
is fylled wcthe ſcorne full reprofe of the wel 
tby, zwith y defpitefulneffe of the proude. 
The CXXIL A pfalme of Dawid. 
4 SY the LORDE had not bene ofourefy- 


2 


Dde(now maye Iſrael ſa ye Rfthe LOR 

DE bad not bene ofeure ſyde, whe me 
rofevpagaynfivs: They had fwalowed 

3 ys vp quycle, when they were fo wzothfully 
Reethewaters had dꝛow 


Che cxxvi. pſalme. 


ned vs,the ſtreame bad gone ouer oure ſoule. 
The depe waters ofthe proude had gone 
euẽ vnto oure ſoule. Bur prayſed be FLOR 
DE, which bath nor geuen vs quer fora pray 
vnto their teth. Ourefouleis eſcaped euen 
as a byrde out of che ſnare of y fouler: ¥ ſna 
re is brokẽ, and we are delynered. Oure hel 
a ſtodeth inche name ofthe L ORDE, which 
hathmade beauen and earch. 
The CXXMl. pfalme. 
Beythat put cheirernftin y LORDE, 
are euẽ asthemount Sion, whic) ma- 
ye not be remoued, but ſtõdet h faft for 
exer, The hilles ſtonde aboute Yernfalem, 
euen ſo ſtondeth che LORDE rounde aboute 
bis people, frd this tyme forth foz evermore. 
That the rodd of the vngodly come not in to 
the lott of cherightuons, lefttherightucus 
put theit honde unto wickedneſſe. Do wel 
(OLORDE)wnto thoſe that be good and true 
Of berte. As forfochasturncbacke vnto 
their owne wick edneſſe the LOR DE ſhal le- 
de them forth with che euell doers: but pea⸗ 
ce bevpon Iſrael. 
The CXXv.pfalme 
“AD Hen the LORDE turneth agayne F 
captinyteof Sion, then ſhal ewe be 
lie vnto them thatdzeame. The 
Phal oure mouth be fylled with laughter. and 
ouretongewitbioye. Thenfhalichefaycd 
amonge the Heichen:theL OR DE bath dove 
greatethinges fozthem. Ree the LORDE 
bath done greate thinges foz vs allready, 
wherof awe reioyſe. Tuͤrne dure captinyte(o 
LORDE)astheryuers inthe ſouth. They 
thatfoweintceres,fhalreapeintoye. dey 
now goeth biswayewepigez beareth forth 
good fede, ſhal come agayne with toye, and 
brynge hie fheanes with bim. 

The CXXVI. A pfalmeof Salomon. 
XceptetheL ORDE buylde the houſe, 
their labour is but loft that buyide it. 

ErceptetheLORDE Eepethecite, 
the watchman wateth butinvayne. eis 
butlofélabour that yeryfe vp early,and tate 
noreft,buteate the beed of carefulneffe: for 
loke to whom it pleaferh him, be genech it in 
flepe. Lo,childzen and ¥ frnte of the wom 
beare an beretageand gift, that cSmeth of 
theLORDE. Tite as the arowesinthe bo 
de of the giaũte, euẽ ſo arẽ the yonge dyldzé. 

Sappie is thems, ¥ hath bis quyner full 
of them: they fhal noc be afbamed, when 
they fpeate with their enemies in the gate. 
The CXXVIL. pfalme. 
Leffed areall they & 
'DE,zwalte in his wayes. Sor thou 


atfearethe LOR A 
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Galas.b 


A 


Cala.o.a 


a 
Exon. 
aRegd 


Pro.ioc 


Eccĩ.n.b 


Plalarb 


Fhe Dfaleer 


ſhalt cate che laboures of thine owne bon- 
Des: wellisthe,bappicart thou. Thy wi 
—— a frucefull vyne vpon the wal- 
es of thy boufe. Thy children lite che o⸗ 
Tyne braunches roũde aboute ytable. Lo, 
thus [bal y ma be bleffed, ¥ fearech the LOR 
Nume.d DE. TbheLORDE ſhal fo bleffe the out of 
lob t ¶ Sion, chat thou ſhait ſe Jeruſalẽ in profpe 
fobiaga rite ail chy life longe. RXce that thou ſhalt 
ſe thy childers childzé, T peace vpõ Iſtael. 
The Cxxvul.pſalmẽ. 
Any a tyme haue they fought a- 
O$) Cseynfé me fio nsy youch vp (maye. 
Iſrtael now faic). Neemanyarcyme 
baue chey foughe agaiſt me fro my youth 
vp, bue they haue not ouercome me. be 
lowers plowed vps my backe Tmade loge 
Porowes. Bur cherighcows LORDE bath 
ewen y yocPeof ¥ ungodlyinpeces. Bet 
them beconfoundedzturned bac warde, as 
Pialusa many a6 haue euell will ae Sion. Let 
thé beeué asthe baye vpon the boule cop- 
pes, which wythereth afore it be pluckte vp. 
Wherofthe mower fyllech noe bis bande, 
nether be that byndech wp the flheaucs, 
bis bofome. So that they which goby,faye 
not ſo moch asithe LORDE profpere you, 
we wiflh you good lucke in the name of the 
LORDE, TheCxXX. pfalme. 
Weofthedepecall J vnto the(o IOR 
DE)LORDE hearemy voyce. Ob 
wD lectbincearcs conſidꝛe well rhe voy⸗ 
Tob s.a ce of my complaynte. mfthow( LORDE) 
Plaigaa wilt be ertreme to mard’e robat is Done a · 
myſſe, Ob LORDE, whomaye abyde it? 
Bucebere is mercy with che, chacrbou ma 
xeſt befeared. Bloke for che LORDE, my 
foule doch wayte for bim, and in bis rode 
is my truſt. My ſoule dorh paciently aby 
de the LORDE, frö che one momynge to the 
other, Lee Iſrael truſt in che LORDE,foz 
with the LORDE there is mercy and plen- 
Efa.gzd teous redempcion. And be fal redeme 
Iſrael from all bis ſynnes. 
The CXxX. A pſalme of Dauid. 
>) ORDE, Yam not bye mynded, J ba 
Eccli.s.¢ £e. ue no proudelotes. I do not exerci 
<)femyfelf in greate matters, which are 
cobyeforme. But J refrayne my ſoule and 
kepe it lowe, like as a childe ¥ is weened from 
bis mocber, yee my ſoule is euen as a weened 
Silde · Lee Iſraei truſt in the LOR DE, frõ 
this tyme forth for euermoꝛe. 
The CXXXL pfalme 
£2 OR DE, remembre Dawid and all bis 
aro: Fl trouble. Sow he ſwore vnto YLOR 
iD DE, ⁊ vowed a yore vnto ¥ mightie 
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one of Jacob: J wil not come within cheta- 
bernacle ofmy boufe,ner dymme vpĩ to my 
bedde. wil not ſuffre myne eyes co flepe, 
ner myneeye lyddes to fldber. Vntill J fyn 
de out a place fortbe LORDE,anbabitacié 
foz the mightie one of Jacob. Lo,we berde 
of thefame at € phzaca,z foũde it in y¶ wod. 

We wil goinco bis tabernacte,z fall dow 
nebefoze bis foreftole. 2rifé(o LORDE) into 2,Pare.g 
chy reftinge place thou ⁊ ¥ arte of yſtrẽgth. 

Let thy preftes be cloched wich rightuouf> exo.sa 
neffe,andler thy fayntes retoyfe. For thy ſer Ephes.b 
uaunte Dauids fate curse nor awa ye the pre 
fence ofcbineanoynted. The LORDE bath B 
made a faithfull oot h onto Danid,z be fal Re. 
not [pent frem it: Ofthe fiute of thy body LP: 
PhalZ ſet vpon thy ſeate. RFtbychildzen 4, 
wil kepe my couenannt, z myteſtimony y F 
ſhallerne ché, cheir chüdrẽ alſo ſhhal ſyt vps 
thy ſeate for euermore. GortheLORDE 
bath choſen Sis, tobe qn habitaciõ for bint 
felf bach be choſen ber. This ſhalbe my 
refé,berewil J rel, for J haue a delite ther 
in, Frill bleffe bir vycales ww incresfe,z 
wil faciffie bir poore with bred. J wil dec Phal.as.d 
tc bir pzeftes with bealth,z bir fayntes ſhal Etsicor.b 
seioyfez beglad. There fall “jmatethe Luce sl 
Home of Dauid to floriſh; Jhaueordened 2-R: 
@ lancerne foz myne anoynted. As forbis '** 
enemies , % ſhal clothetbé wy [yame, but v ⸗ 
pon bimfelf [hal bis crovone floriſh. 

The CXXXIL. A pfalme of Danid. 
B Eholde, how good ioyfull athinge A 


it is, brethrẽ tõ dwell together in vni Phils.a 

te. It is like ¥ precious oynement Ephe-4.4 
vponthe beade, that ranne downe onto the 
beerd, euẽ vnto Aarons becrd,z wẽte dorvne Exos0.d 
tothe ſleyrtes of bis clothinge. Lite the Leumc.b 
dewe of Hermon, which ſell vpon the bill of Proup.b 
Sion. FortheretheL ORDE promifed bis 
bleffynge,and life for euermoze. 

The Cxxxul.pſalme. 

Eholde, O prayfetheLORDEall ye A 

feruauntes of the LORDE, ye that by Pfal.nza 
night ſtõde in the houſẽ ofthe LOKDE. G 
lift vp youre handes inthe Sanctuary, and 

rayfetheLORDE, TbheLORDE ymave 
zearth,bleffecbe out of Sion. 
be CXXXIII. pfalme, 

Prayle y name of ¥LORDE,peaifeie A 

Oye feruatites of FLORDE. Re ¥ ſtõ c.i.u⸗a 

dein ¥ houſe of y LORDE,inebecour 458 
tes ofthe boufe ofoureGov. D prayfetbe 
LORDE, foztbe LORDE ts gracious: ofyn- 
ge prayles vnto bis name, for it is lonely. 
Joi why, the LOR DE bath choſen Jacob Dev.sc 
vVnto bim fel fiz Iſrael for bis owne poffeffin. *4€ 


134. 
Tima 
Nad 


Che Pſalter. 


SoxJ Enowe ¥ ¥ LORDE is greate.z ¥o* LOR 

DE is aboucall goddes. What ſo euer ¥LOR 

DE pleafeth, y doth be in heauẽ ⁊ in carth. 

® inthe feczinall vepeplaces. He bzyngeth 

Tac10€ forrh che cloudes from theendes ofthe worl 

de heturnech y lighteniges vucorayne,bain- 
gige the wyndes out of their treaſuries. 

Exo.1z€ YObid ſmote the firſtborne of Egipte, both 

ae of man and beeſt. He bach fenccokens and 

wonders into the myddeſt ofthe(orbou lon 

de of Egipte vpon Pharao and all his fer- 

lofuiz.a yauntes. Wyich ſmote dyuerſe nacions, 

Nam.ns ſlewe mightie kyuges. Sihon kynge of ¥ 

beut · a Amorites, GOgthe kynge of Baſan and ail 

the kyngdomcs of Canaã. And gaue their 

(Sve foran herecage,foz an heretage vnto Iſ⸗ 

rael his people. Chynanse(oLORDE)ends 

reth fozener, ſo doch thy memoriall (o LOR- 

deun·e DE) from one generacion to another. Sor 


the LORDEwill auẽge bis people, z be graci- 
C ous vnto his ſeruautes. As forthe ymages 
* — of the Heithẽ, they are but ſyluer and golde, 
Efa 44. 
iere io a 


the worke of mens hãdes. They haue mou 
thes,z ſpeake notieyes hancthey, but they fe 
not. Chey haue eares, and yet they beare 
not nether is there eny breth ĩ their mouthes. 

They that mabe them, are like vnt o them, 
T ſo are all they that put their truſt in thẽ. 
Pꝛa yſe the LORDE yeboufé of Iſtael pra yſe 
the LORDE ve houſe of Aaron. Prayſe the 
LORDE ye houſẽ of Leni, ye that feare ¥ LOR 
DE,pztyfetheLORDE, ppꝛayſed bethe LOR 
DE out of Sion, which dwelleth at Jeruſalẽ. 

Halleluya. 

The CXXxv. pfalme. 

& Gene tbantes vnto the LORDE,foz 
beis gracious, and bis mercy endu- 
reth for euer. O geuethates vnto 

tiz.a the Sod of all goddes, for bis mercy endu- 
iMac.4¢ reth for euer. Otbante theLORDE ofall 
Deuno.d Tordes , for bis mercy endureth foz ener. 
Iud.z.d Which only doch greate wonders, for bis 
Phii.71¢ mercy endureth for ewer. Wyhich by bis 
wyfoome made the heauens, for bis mercy ert 
Tobss.a dureth forener. YObidy layed out the earth 
Pfal.az.a aboue the waters, foz bis mercy endureth foz 
Gear eycr. YWhichbathmade greatelightes, for 
bis mercy endureth foz ener. Che Sonne 
to rule the daye, foz bis mercy endurcth for e- 
ver. The Moone and theftarres to gouerne 
the night, for his mercy endureth for euer. 
Bxo12.e Which ſmote Egipte with their firfEbozne, 
for bis mercy endureth for ener. And 
zougbt out Iſrael from amonge them, for 
bis mercy endureth for euer. With a migh 
tic bade and a ſtretched out arme, for bis mer- 
cy endureth for euer. Which dewyded the 
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reed ſee in to partes, for his mercy endureth 
for euer. And made Iſtael to gorbozow Yy Exoge 
inyddeſt ofit, for bis mercy endureth for euer 
Bur as for Pharao and bis hoofé,be ouer 
threwe thein in the reed fee, for bis mercy en⸗ 
dureth forener. YObichled his people tho. 
ror the wylderneffé, for bis mercy endureth 
forener. Which finote greateEynges , for lotu.a 
bismercyendurech fozeucr. Ree and flere 
mightie kynges, foz bis mercy endureth for 
ever. Gibontyngeof the Amorites for his Nasrc 
miercyendureth for euer · And Ogthetyn- Au⸗.a 
ge of Baſan, for bis mercy endureth for ener. 
And gaue awaye their ionde for an hereta 
ge, for his mercyendureth for euer. Euen 
foran heretage vnto Iſrael bis ſeruaunt, for 
Dis mercy endureth for euer YObich remẽ 
breth vs, whẽ we are in trouble, for bis mer- 
cy endureth for euer. Which geueth foode klalaoz. d 
vnto all flefh, for bis mercyendureth for euer. 
O geue thankes vnto the God of heauen, 
for bis mercy endureth foz euer. 
The CXXXVI. pfalme. 4 
MebewarersofBabilonwe ſat dow 
be neandrwepte, when we remẽ bꝛed Si and;.b 
on. As for oure harpes, we hanged 
then vp vpon the trees, that are therin. 
ThE, cheycharled vs awaye captyue, requy 
red of vs a fonge and melody ino* heuynes? 
fynge vs oncof the fongesof Sion. chow 
fhal we fynge the LORDES fonge ina ſtraũ⸗ 
ge ldver RFF forget the(o Jeruſalem) lee 
myright hanvebe forgotten. xf Joonot 
remembre the, lee my tonge cleneto the rofe 
of my mouthryee yf J preferze not Jeruſalem 
inmymyth. Remeinbꝛe the childzé of E· ines 9 td 
domo LORDE\inthedaye of Jeruſalem bor fra7' 
they [ayde:dorvne with it,vormne with it, euẽ 
tothe grounde. O doughter Babils, thou Eeu.c 
hale come tomiſery thy elf: yee happie flat ete ne 5 
bebe, that rewardeth ¥ as thou haſt ſerued 
vs. Bleſſed ſhal he de, that taketh chy dil 
dren, and thro weth them agaynfethe ſtones 
The OVV. A pfalme of amd. 
Oil gene thãkes wutothe(oLORDE) A 
with my whole bere, enen before the 
70 FOddes wil Iſynge prayſes vnto the. 
J rwil woꝛſhippẽ towarde thy holytẽ pie 
and payfe thy name becanfe of thy lonynge 
Eyndneffe and treuth, for thon haſt magnifi- 
edthy worde, acord ynge vnto thy greate na 
me. When Icall vpõ the,thou heareſt me, 
and endeweſt my ſoule with mod ſtrẽgth. 
All the kynges oftheearth hal prayſe theco 
LOR DEywhen they beare the wordes of thy 
mouth. Meethey [hal fynge int he wa yes of 
the LORDE, that greateistheglozy of the 


Exo . is i.n 


lud.a.a.4 


Mat7.a 


Phalis.a 


The Daler 


Paluiza LORDE. Forthoughthe LORDE be bye, yet 


Tob.14.b 


a 


amons.a 
lere.33.d 


P=) 


Phil.ssa 


bach bere{pecte unto y lowly: as for ¥ prow 
de, he beholdeth bimafarreoff. Though 3 
walke ĩ ¥ myddeſt of cronble, yer [hale chou 
refrefy me: chou [hale ſtretch forth chine ba- 
De vps thefuriou{nes of myne enemies, z ¥ 
righthande ſhal ſaue me. Che LORDE ſhal 
make good for me, yee thy mercy(o LORDE) 
endureth foz ever : defpyfenot then che wor · 
ke of chineorone handes. 

The CXXXVIM. W pſalme of Dauid. 
LORDE, thon fearcheft me out, and 
Enowefé me. Thou knoweſt my 
Dornefyctingezmy vpriſynge thou 

vndẽ · ſtsdeſt my choughres afarre of Thon 
arc @boucemy path z aboute my bedd, ⁊ ſpy⸗ 
eſt out all my wayes. Sorlo, chere is noca 
woꝛde ĩ my tõge, but thou(o IQRDE)XxCnoweſt 
it allto gether Thou haſt faſhioned me be 
hinde T before, zlayedebine hove vpon me. 
Soc Enowlege isto wonderfull z excellẽt 
for me J can not atteyne vnto it. Whit her 
[hal J gFo then fromeby ſpꝛete? Or. whit her 
{bal fie from chy prefencer wf ciymme 
vp into beaucn,chou art chere: yf I go Dow 
nẽ to hell thou art there alſo. XRf Icake the 
wynges of che mornynge, zremayne in the 
vctemoſt parce ofthe ſee: Euen there alſo 
al chy honde lede me, and chy right hande 
alboldeme. RFF faye: peraduceure the 
darckneſſe ſhal cover me then ſhal my mabe 
becurnedtodaye. Ree the darcFneffeisno 
darckneſſe with she, but the night is as clea 
reas the daye,che darckneſſe light are both 
alike. For my reynes arecbyne,thou haſt 
couered me in my mothers wombe. FJ wil 
geue thãkes vntothe, for Jam wõderoduſly 
made:maruelous are thy workes, and that 
my ſoule knoweth right well. My bones 
are not hyd fromebe, though Fj be made ſe⸗ 
cretly, and faſhioned beneth in the earth. 
Thine eyes fe myne vnparfitneſſẽ they fton- 
de all watré i chy boke:my dayes were faſhi 
‘oned, when as yet tbere was not one oftbent 
drove deare are y coficels nto me o Godz 
® bow greate is che finnme of them? xf 
Frell them, they are mo in nombze then the 
fonde: when J wate vp , Fam prefent with 
the. Wile thou noc flaye ¥ wicPed(ob God) 
that the bloudethyrſtie mighte departe fro 
mez For they fpeate vnriabe of the thine 
enemies exalte chem ſelues prefumptuonfly. 
I bace chem (OLORDE)that batethe,z 
J meaye not awaye with chofe chat ryfe vp 
agaynft ther Yee J hate them right fore, 
therfore are theymyneenemies. Trye me 
(9 God) and fete the grounde of myne heres 
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proneme,zeramenmythougbtes. Lote 
well, yfcbere beeny waye of wickedneſſe in 
me, zlede mein the waye euerlaſtinge. 
The CXXXIX. A pfaline of Danid. 
Elyuer me(o LORDE) frem the euell 
men , oh pꝛeſerue me from the wicked 
men. bic ymaginmyfchefe us 
their bertes,z ficre vp ſtrife all che dayelon- 
ge They fharpen cheir conges lite a fer- 
pent, Adders poyſon is wonder their lippes. 
Sela. Bepeme(oLORDE)fromcbe ban 
de of the wn godly, preferue me from the wie 
ked men, whidyare purpofedco ouerthrowe 
mygoinges. The pronde bauelayed a ſna 
re for me, Tſpeed a nett abrode with coardes, 
yee ⁊ ſetttrappes inmy waye, Sela. 

But my fayenge is vnto che LORDE:thow 
are my God, heare the voyce of my prayer o 
LORDE. OLORDE God,then ſtrength o 
my bealch, chou haſt covered my beave in 
daye of batta yll. Let noe ¥ ongodly bane 


a 


bis defyze( DLOR DE) let him noc haue bis > 


purpofe,lef— they be to pꝛoude. Sela. Let 


the myſchefe of their one lippes fall vpon Walz 


¥ bead of ché,¥ cOpafeme aboute. Let bore 
burnynge coales fall vpõ thẽ, let thé be café 
into che fyze,andintoche pytt thatthey ne- 
uerryfevpagayne. Aman full of wordes 
ſhal not profpere ese earch: amalicious z 
wicked perfon ſhal be hunted arwaye and ve- 
firoyed. GureJam,thatebeL OR DEwil 
auenge the poore,and manteyneche cauſe of 
thebelpleffe. The rightuous alſo [hal ge- 
ue thãkes ontothyname, z che iuft hal com 
tinwe in thyfighe. 
The CxL. A pfalmeof Dauid. 


ORDE,Ycall vpon eher haiſt the vn 2 


Co me,and conſider my voyce, wi 
<Jeriewntothe. Let mypzayer be fee 


foeh inebyfight asthe incefe,and leeebelife 23 


tinge vp of my hades be an enenynge facrifi 
ce. 
yee a watch at the dore of my lippes. a 
let not myne bere be encl yned to eny euell the 
Ge, to be mynded as the vngodly oz wicked 
men, left J eate of [och thinges as pleaſe thẽ 
Let the rightucus(rather finyte me frend 
Ty,and repzoueme:/o wil I tateit,as though 
He bad poured oyle vps my heave: it Phalnoe 
burte my beabve, yee J wil praye yet for theit 
wiedneffe. Theirivdges ſtoble acthe ſto 
ne, yet beare they my wondes, ¥ they betoye 
full. Oure bones lye ſcatered before ¥ pytt 
life as when one graueth and dyaget 
thegrounde. Bue myneeyeslote vnto - 
oLORDE God in the is my truft,ob caſt noe 
out my ſoule. Kepe me frõ yſnare which 


v2 oa 


Seta rwatch(o LORDEnbeforemymouth, Ecclizae 
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Pfal.sona 


Tob.4.b 
as.aisb 


Plal.76.a 


Plal.c2.a 


The Pſalcer. 


they bauclayed forme, and fröthe trappes 
ofthe wicked doers. Letthe ungodly fall 
in to cheir owne nettes together, vntill be 
gone by them. 

The CXL A pſalme of Dauid. 


Crie vnto che LORDE with my voy 
ce, yee euẽ vntothe LOR DE do Ima 
Ee my ſupplicacion. I poure out 
my compla ynte before bins, and ſhe we him 
of mytroubile. When my ſprete ĩs in heuy⸗ 
treffe,foz chow knoweſt my pathrin the waye 
ere in I walte, haue they preuely la yed a 
nare forme. I loke vpon my right honde ⁊ 
ſe there is no man that iwil knoͤwe me. Jha 
ue no place to fle onto,no man careth for my 
ſoule. Therfore do J crie wntoche(o LOR- 
DE)andfaye:thouart my hope and my porci 
on in the londe of the lyuynge. Cõoſidre my 
complaynte, for Jam brought very lowe. 
Wb delyuer me fro my perfecucers, for they 
are to ſtronge for me: Bꝛynge myſdule out 
of preſon that J maye'gene chates vntothy 
name:wbich thinge yfchou wilt graiite me, 
then ſhai the rightuous reſorte onto my - 
any. 
bs The CXL. A pſalme of Dawid. 
> Lave my prayer(o LORDE) cenfidze 
SY my ———— forthy treuth 
rightuouſneſſe ſake. And entre nor 
incotudament with thy ſeruaunt. for in thy 
ſight ſhal no man lyn ynge be uſtfied. Foz 
the enemie perfecaterh my ſeule he ſwyteth 
my life dorwneco the grounde, be layeth me 
inthedarcPneffe,as the deed men cf the woud 
be. Therforcis my ſprete vered wit hin me, 
and my herte within meis vefolate. Met do 
Jremebze the cymes paſt, 4 mnfe vps all y 
ywortes, yee FJezxercifemy felf inthe wortes 
oftbybondes. ſtretch forth my hondes 
wntothe,my foule crieth vnto the out of she 
thyzftielonde. Sela. Ycareme(oLORDE) 
and that foone, for my ſprete wareth fa ynt e: 
hyve not ¥ face frome, ieſt J be lite wnto thé 
that go downein tothe graue. Obletme 
beare thy louynge Eyndneffe by tymes in the 
mozynge, for in the is my truſt: fhewe thou 
methe wayethat J ſhulde waltcin, for Fife 
vp my foule vnto che. Del yuer meco LOR- 
Dfro myne enemieo, for Jreſorte vnto the. 
Teach me to do the chinge chat pleaſeth 
the, for thou art my Todrlet thy louynge ſpre 
teledeme forth vnto the londe of rightuouſ 
neſſe. Quyckẽ melo ORDE) foꝛ thy names 
fate, and for thy rightuouſneſſe fate brynge 
myfouleoutoferonble. And of thy good- 
nejft ſrater myne enemies abrode, and deſtro⸗ 


The cxliiij. pſalme. 
ye all chem that vexe my foule, for: Jamthy 
ſeruaunt. 
The QXI. A pſalme of Dauid. 
< Leffed be che LOR DEmy refuge, 
B which teacheth my hãdes to warre, 
zmy fyngers to fight. My bope 
and my caftell, my defence andmy delynercr, 
my ſhylde in whomd truft,whidy gouernet h 
the people that is onder me. LORDE, what 
is mã that thou baft ſoch refpecte vncobimy 
Or the forme of man that chou ſo regar deſt 
bimy Man is like a thinge of naught. his 
tyme paſſeth awa ye like a foanowe. Bowe 
thy beanés co ORDE)z come domne, touch 
ehemountaynes, y they maye ſmoke withall. 
Sende foiththe lightenynge ⁊ {carer che, 
Pouce out thine arowes and confume them. 
Sendedorwne thine bande from aboue,vely- 
uct meandtatemcoutof ¥ greate waters, 
fromebe bande of firanngechildzé. YObo- 
fe mouth taltech of vanite,z cheirrinhtbhave 
isarighthanve of falfeve. Chat Jmaye 
ſynge a new fonge vnto the(o God) z ſynge 
ayfes vnto the vpon 4 tenftrynged lure, 
hou that geueſt victory vnto Fynges , and 
haſt del yuered Danid thy ſeruaunt 3 the 
parell ofthe fiverde. Ganeme and del yuer 
me fromthe bonve of firaunge dyildzé,who- 
ſe mouth taltech of vanite, and therright 
Rees is aright banvdeoffalfede. Chace 
nites ma ye Grorve vp as the ySge plantes, 
and that oure dou hters maye be as the po 
liſhed comers ofthe temple. That o* aar- 
ners maye be full and plenceous wich all ma 
ner of ftoare:that oĩ ſhepe maye brynge forth 
thonfandes and bundzeth thouſande in oure 
villages. That oure oxen maye be ſtronge 
to laboure, that there be no myſchaunce, no 
Decaye,and no complayninge in oure ſtretes. 
Seppiecrethe people that be in ſoch a ca 
fe: yee bleſſed —— 
LORDE for their God. 
The CXL, A pſalme of Dauid. 
Wil magnifie the(o my God Tkynge) A 
J wil prayſe y name foz ever z ener, 
QW, Eucry vaye wil J geue thankes vnto 
the,and prayfe y name for encr and ener. 
Greateis the LORDE,z maruelous worthy 
to ke prayfed, there is no ende of bis grect- 
neffe. One generacion ſhal peayfe thy wor 
kes vnto anocher and teciace thy perrer. 
As ſoꝛ me J wil be talt ĩge of thy worſhipe 
thy glory, thy prayſe anv wẽderouus workes 
So that men ſhal fpeake of che might of 
thy maruclous actes and tell of ¥ greatnes. 
The memoziall of Ya bundaunt kyndnes 
ſhal be ſhewed, and mẽ ſhalſynge ofthy righ 
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teonfiteffe. The LORDE is gracious and 
mercifulllonge ſufferynge Tof greare goed· 
neſſe. The LORDE islonynge vnto euery 
man, and bis mercy is ouer all bis xo 2Fes. 
All chy wozkes pzayfe theo LCRDE)and thy 
fayntes genetbanteswntothe. Theyfhe- 
wẽethe glozy of thy kyngdenie, and talt e ofp 
power. That y power, thy glory T migb- 
ryneffe of chy kyngdeme might be Enowne 
¢ mntomen. Thy Eyngdomeis an euerlaſtin 
£ geEyngdome,z thy dominion endurech the- 
3 row out allages. The LORDE vpbol- 
deth all foch as ſhulde fall,and liftetb vp all 
c. thofethacbedowne. Theeyes of allsvay 
tevponthe,and thou geucfé chem their mea- 
teinducfeafor. Thou openeſt thine have, 
C and fylleſt allehinges lynynge with plente- 
ouſneſſe · The LORDE is righteous in all 
bis wayes ,z boly in all bis weites. The 
LORDE is nyevntoall chem that call vpon 
Dis, yee all (och as cail vpon bim faithfully. 
de Lia 2 deſyre of chem thacfeare 
bim, be bearcth their crie, and helpeth cham. 
The LORDE preferucth all cham that lo 
ne bim, but fearercth abrede all the ungodly. 
My mouch hal ſpeabe the prayſe of che 
LORDE,Andlecall flefh geuethantes vnto 
His boly name fo: cucrandcuer. Halleluya. 


The CXLV. pſalme. 
BP Rayfe the LORDEComy foule: why 
28* le J lyne wil J pꝛayſe the LORDE, yee 
paayi 
. as légeas J baue eny beynge, J wil 
Fynge prayſes vntõ my Gov. Dpnenocyd 
truftin pzynces, ner inthe childe of man, foz 
thercisnobelpeinché. Foz when Fbeeth 
of man govth farch, he ſhaĩ turne aga yne to 
bis carth,and ſo all bis thoughtes periſhe. 
Dleffer is hetbat hath F Godof Jacob fez 
bis belpe,and whofe hope is in the LORDE 
bis Gov. Which made beauen and earth, 
$ fteandallebat cherin is which tepech bis 
pꝛomiſe for euer. Which helpeth them to 
right ſuffre wronge, which fedcth hon· 
grie. The LORDE lowſeth men ont of pre 
fon,the LORDE geueth fight tothe blynde. 
The LORDE belpeth che vp that are fal- 
Te, che LORDE loneth the righteous. 
The LORDE careth for the ſtraungers, be 
Ddefendeth ? facherleffeand wyddoweras for 
the waye of > wngodly, beturneth it vpſyde 
downe. The LORDE thy God(o Sionis 
Eynge for euermoꝛe, and thorow out all gene- 
raͤcions. Halleluya. 
The CXLVI. pfalme. 
a Prayfetbe LORDE, foritis a geod 
ebingeto fynge pzayfes vnto $ God: 
Dyee a ioyfuil and pleaſaunt thinge is 


B 


it to be thantk full. The LORDE ſhal buyl 
de vp Jeruſalẽ, z gat her toget her cutca 
tes of Iſrael. Ze healech che contrite in 
berte, and byndet h vp their woundes. He 
celleth the noͤmbre of the ftarres,and calleth 
themallbytheirnames. Greateisé LOR 
DE, and greateis bis power, yee bis wyfde- 
meisinfinite. TbheLORDEfecteth vp ?? me 
te,zbeyngeth * vngedly dewneto F groũde 

© fynge vnto FLORDE wh thankeſgeuyn· 
ge, fynge prayſes vpõ ? harpe vnto $ Goo. 

Which couereth > heauen eb cloudes, pꝛe⸗ 
pareth rayne for ?? carth, zmatech > graſſe 
to growe vpen the meuntaynes. YObich ge 
uerh foder onto > catell,z fedeth > yongera- 
uens ¥ call vpõ him. Se hath no pleafure 
in the —— ofan horſe, net her del ytet h be 
in enymãs legges. But the LORDES de- 
lyte is in them that feare him, and put their 
truſt in his mercy. 

The CXLVIL, pfalme, 
This pſalme do thehebruses toyne vnto tt, 
before. 


thet goeth 
" Rayfe ¥ LORDE o Fernfalé, prayfey 
* Soð o Sion. For he maketh faſt y 
baries of 9 gates, z bleſſeth y childrẽ 
within}. Se maketh peaceinyborders,z 
pier, X with ¥ fldofrobeate. He fenderh 
orth bis cSmaundemeét vps earch, bis worde 
rũneth fiviftly. De geueth firowe hte woll, 
zfeavereeh ¥ borefiofe lite a » He cafteth 
forth bis yfe litemozfels,rvbo is ableco aby- 
debis frofér He fendech out bis worde and 
meleeth them,be blowerh w bis wynde,z the 
raters florve. He fheweth bis worde vito 
Jacob, bis ſtatutes z oxdinaunces vnto Iſ⸗ 
racl. Ze bath nocdealte fo wall che Zet- 
then,nether haue they tnowlege of bislare 
es, Halleluya. 
The CXLVII. pfalme. 
a the LORDE of heauen, pzayfe 
im in the heyth. ꝛa yſe him all ye 
angels of bis, prayfe bi all bis hooſt. 
Pꝛayſe him SonnezHToone, prayfe bint 
all yeftarres zlight. Pꝛayſt him ali ye hea 
ucns,z ye waters be vnder the heanens. 
Lctthem prayfetbename ofeheL OR DE, for 
becSmaunved,ztheyweremade. Hebath 
made thẽ faft fo: ever and ener, be bath geuẽ 
them a lawe which ſhal not be broke. Pray 
ſe the LORDE vponearth, ye whalf ſhes anð 
all depes. Hyꝛe and ha yle, ſnewe z vapors 
ynde and ſtorme, fulfillynge bis worde. 
Mounta ynes and all billes, frutefullerecs z 
all Ceders. Beaftesandall cacell,woues 
zfetbered foules. Kynges of theearth z 
all people, princes z allindges of worlde. 
Rongemen zmaydés, oldemen ones children 
is 
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Let them prayſe the name of the LORDE, 
for bis name only is ercellent,and bis prayſe 
a@bouc heauen and earth. He exalteth the 
horne of bis people, all his ſa yntes hal 
prayfe bim,the children of Birael, euen the 
peoplethatferuech bim. Halleluya. 

TheCxLx. pfalme, alleluya. 
Syngevnro} LORDE s newfonge, 
€ leethe cSgregacion of ſayntes pray 
febim. Let Iſrael retoyfe in him 
thar madc bim, and let the children of Sr 
on be ioyfull in their kynge. Tetthem pzay- 
fe bis name inthe dañce,ſet them fynge pray 
ſes vnto bim with tabrettes and barpes. 
For the LORDE bath pleaſure tn bis peo⸗ 
ple, and belpech the mekeharted. Let the 
ja yntes ke ioyfult with glozy lec chem re- 
loyfein their beddes. Let the prayfes of 
God bein their mouth, and ſharpe freerves 
in their handes. To be auenged of the Hei 
thé,z to rebuke the people. To bynde char 
Eynges in dheynes , zeheir nobles withlyne 
Bes of yron. That they mayebe auenged 
of them,asit is rwzitten,Socd honoure haue 
allbisfayntes. Halleluya. 
The Cl. pfalme. Halleluya. 
Prayfe the L ORDE in bis Sanctu 
ary, prayſe him in the firmament of 
his power. pzayfebimin his noble 
actes, prayſe him in Bis excellée greatneſſe. 
Prayfé him in the founde of che cronipet, 
prayfe bim vps thelute and barpe. ray 
fe bim in the cymbals and daunſe, pra yſt him 
vpon the ſtrynges and pype. Pꝛayſe him 
vpõ che welleuned cymbals, pra yſe him 
vpon the loude cymbals. Ler 
every chinge > bach breth, 
pꝛayſe the LORDE, 
Saileluya. 


The ende of the Ppſalter. 


SELA. 
synthe pſalter this wowe Sela commeth very oft. 
Avd(efrer the mynde of theiterpzerers) tt is afmody 
fo faye as,allwaye, contymually,for ener, forfoyth. 
verely,a liftinge vp of the voy ce.or to mates panfe 
Aud carneftly bo confider,andro ponder the fentece 


She Pꝛouerbes 


of Salomon. 


Whar this boke conteyneth. 


Chap. 1 TChewyfoome of Godcaileth vsby 
the mouth of Salomd,crortethvs,andgcuerl 
vs warnynge to efdhuethe wicked: whofe va 
godly céuezfacioninwordeandworke,andpy 
ny{pment alfo of the fame,ts here deferybed. 

Chap. 1.  Yowwifoome maye be gorren,and 
whatprofit commeth of it- 

Chap. Ul. Aeerorteth us rothe feare of God 
andro pacience:he commendeth wyRDoMe, SF 
requyrethus to elene vnto the fame. 

Chap. ill % fatherly erortacion vnto wiſdo 
mewith the profittherof, and how weought 
fo refrayne the mébzes of oure body f26 eucll- 

Chap. Vv. — Se erozteth onto wyß dẽe. andto be 
warre of barlottes :berelleth what barme ma 
ye folowe thezout, whe men medlewith ſoch: he 
recdyeth men, louyngly to cleuewnto their mae 
sieowyucs and deferybeth the endeof theon- 
godly. 

Chop. vi. Be warneth mento bewarre of ſuer 
rifbipe ex orteth the flouthfullro laboure ſhe 
weth the wif edneffe of falfetonges and requy 
reth men tobewarre of aduoutry, becaufertis 
more perlous then theft or felony. 

Chap. Vil. Se crorteth vnto wißdo me, ſheweth 
the condicions of barlortes,andwharhurthap 
pencth wnro fod) as enclyne tothe pronocaciss 
and defyres of the flef. 

Chap. VI. WyFoomecalleth men fiwetcly vnto 
ber, andtelleth them what treafurcand power 
foebath. Acsmendacion and prayfe of wif- 
Dome,wherourevery mã is crorted to cleue vñ · 
tober. 

. IX. 


Chap. Wyßdome crieth vps the ignoraũt. 
‘and promifeth them greatethinges. The foo- 
Lif maner of alight woman. 

Chap. X.. From this chapter forth vnto the 
XXXI,there are Deferibed many fivete, lonely 
and wy ft fentences , whic) tead) menwyGdome 
andivhat profit commeth oft: Agayne,bow 
men mare auoyde foolifhneffe,and the burte 
therof. 

— XXXI Wyßdome warneth us to bewarre 
‘of cuellwomen,and deferybeth the cducrfact- 
* mance, & behauoure of an honeſt maried 
wyfe- 
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lomon the fonne of Dauid kynge of Iſra 
el:to [ernie vyßdome nurcoure, vᷣnderſton 
dinge, prudence rightuouſneſſe iudgment 
and equite. That the very babes might 
haue wyt, and that yonge men might ba- 
ue knowle ge and wnderftondinge. By ber 
ringe,the ryfe mã ſhal cme by moze wyſ⸗ 
dome: and by experience, be ſhal be moze 
aptero vnderſtonde a parable, andebe in 
terpretaciontherofitbe wordes oft he wy 
fe,and the darcke ſpeaches of the fame. 
The feare ofthe LORDEis the begynnyn 
geof wyfdoome. But fooles dvefpyfe wyf- 
Domeand nurtoure. 
Thefirfe Chapter. 
d| 2 fonne,bearetby fathers doc 
si) tzyne,and forſake not the lawe 
M| of ¥ mother:fo2z that ſhal biyn- 
IE ge grace vntothy beade,z fal 
be a che yne aboute thy necke. Whyfonne, co 
ſente not vnto ſynners, yfthey ent yſe the. and 
faye: come wyth us, let us [aye wayte for 
bloude, z iurke preuely for cheinnocét wyth 
out a canfe let us ſwalowe thé vp lite > bell, 
let us Denourethé quyce and whole,as tho- 
ſt chat godorne intoche pytt. So ſhal we 
fynde all maner of coſtlyriches and fyll oure 
houſes —— Taſt inthy lott amon 
ge us, we ſhal baueall onepurfe. 
£4y fonne,walte nocebourd chem,refray 
ne} fore frö their wayes. Gortbeir fete riine 
to enell,z arebaiftietofbed blonde, Dut in 
vayneis > net layed forth before the byzdes 
eyes. Meethey thé felues laye wayte one foz 
airotbers blonde, and one of thẽ wolde flaye 
another.  Thefearethe wayes ofall fody 
as be couctons , that one wolde rauyſh ano- 
thers life. 

Wyßdome crieth withent,z putteth forth 
bir voyce inthe ftretes. She calleth before F 
congregacion in F open gates, and ſheweth 
bir wordes thozow F cite, fayenge:® ye chil 
d2€,how loge wil yeloue chilð yſhneſſe? bow 
longewil ſcorners delyte it fcomynge,z > 
cnwyft be enemies vnto knowle ge? G curne 
yor vnto my corieccion: lo J wil erpꝛeſſe my 
m ynde vnto you, and make you vnderſt ode 
my wordes. ¶ Seinge then that Ihaue cal 
led and ye refuſed it: haue ſtretched out my 
honde and no mã regarded it; but all my coũ 
cels haue ye deſpyſed, and ſet my conecciõs 
a nar ght. Therfoꝛe ſhai J alſo laugh in 
yoͤ deſtruccion, and mocke you, when ? thin- 
gethat ye feare cometh vpon yeu:euen whe 
Fthingerbat ye bea frayed of, fallech in ſo⸗ 


he ij. Chap. Ao. xxxviij. 
denly lites ſtorme, and ySmifery like a tem⸗ 
peſt? yee whã trouble and heuyneſſe cometh 
vpon you. Then ſhal they call vpõ me, but 
vwil not heare:they [hal fete me early, bur 
they [hal noe fyndeme: And F becaufechey 
bated Enowlege, andreceancd not} feare of 
} LORDE, but abhoued my councell, and 
defpyfedmy coneccion. Therfore ſhal they 
eate > fruces of their orone waye,and be fyl- 
ledxbd cheir owne councels: foz turnyn ge a 
waye of Fs vnwyſe hal layecbé,z F profpert 
of fooles fhalbe their owne deſtruccis. Bue 
who fo barteneth vnto me, ſhal dwell ſa⸗ 
fly, and baue ynough without eny feare of 
eueli. 

Rfonne, yf chou wilt receaue my A 

J wordes, and Eepe my cOmaundeme 
as 5 tes by the,cbat thine eare ma ye her 
Ben vnto —— applie thine hertet hen 
tovnderftsvinge. For yfthou crieſt after 
wyßdonie ⁊ calleft for knowiege: yf thou fe 
keſt after ber as afcer money, and dyggeſt 
for ber as fortzcafure: Thẽ [halechou vᷣnder 
fionde > feare ofthe LORDE, and fynde > 
Enovlege of God. ForitistheL ORDE 
chat geucth wyßdome, ont of bis mouth com 
meth Enowlege and vnderfiondinge. He 
preferueth > welfare of the rightuous , and ,, 
Defendeeh them F walte innocently: be ke- 
peththem in > right path,and preferucth > 
waye ofbisfayntes, Then fhale thou vn- 
Derftonde rightuoufireffe, tnd gment andequi 
te, yeeandenery good path. Rfwyfdome 
entre into thine berte , andy foule delyte in 
Enowlege : then ſhal counceil preferue che, 
and wnderftondinge ſhal tepethe. That 
thou mayeft be delyuered fro > euell waye, 
and fromebeman y ſpeabeth fiowarde thin- 
ges. From fod as leaue the bye firete, and 
waltei > wayes of darck neſſe: which reioyſe 
in doynge ewell,and delyte i wicked thinges: 
whofe wayes are croked, and their pathes 
flaunderous. 

That thou mayeſt be delynered alfo from 
the ftraunge woman, and from ber that is 
notthine owne: which geueth ſwete wordes, 
forſak eth thebupbande of bir youth,and for 
getteth the conenaunt of hir God. For hir 
houſe is enclyned vntodeath,and bir pathes 
vnto hell. All chey chat goin vnto ber, coe 
me not agayne,netber tate they holde of the 
waye of life, 

Thatthou ma yeſt walke in F good waye, 
and kepe the pathes ofthe rightuous. For 
the iuſt ſhal orwell in the ——— the inno 
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centes ſhal remayneinit : buethe vngodly Foꝛ the LORDE flyal be beſyde the, z Fepe 
ſhalbe roced out of * londe,and the wicked chy forepebou eee taten. Refuſe ite 
doers fyalberatenout of it. to bo good vnto bim chat ſhulde haue it, fo 
Tbhell.chapter. longeas thine hande is abletodot. Gaye D 
~ ici aad not unto tby neghboure: go thy wayez co- 
Sie Mfome, forget not my lawe, but fe me aga ynẽ tomorow sil J geue the:where 
* 8 Ptbineberctepemy comaundeme as thou haſt now to geuẽ him. Intende 
tes. Sorthey [hal prolsge da yes no hurte vnto thy neghbonze, ſe yn ge be ho⸗ 
zyeaves of plyfe,zbzynge } peace. Betmer peth to dwell in reſt by the. Seryne noe 
cyz faithfulnes neuer go from ? sbynde thẽ lightlyrb enyman, where ashebath done > 
abouty necte,z weyte them inthetables of mobarme. Folowe not a wicked man, and Prova 
thine herte. So ſhalt chou fyndefaudand  chofé noneof bis wayes:foz the LORDE ab- 
00d wnderfondinge in * ſight of Sod and horieth che frowarde, but bis fecrete is ¢- 
men. pPutchytruf—inFLORDEwithall mongethe rightcous. The curfé of the 
thine berte, and leane not vnto chine cwne LORDE isin the houſe ofthẽ ongobdly, bue 
wnderfiondinge. ¶ In ail chy wayeshaue  bebleffech che dwellinges of che rightcous 
refpecte vnto him, and be fal ordre thy As forthe feomefill , be fyal laugh the 
Efase gomges. Benotwyfeinchineorne con- tofcome, but he fal geue grace vurothe 
Romn< Coace, but feare $LORDEandveparte from lowly. The wyſe ſhalhaue bons in poffel> 
yt fal thy nauel be whole, aͤnd thy bo- aia Phame is the promocid chat fooles 
nes ftronge, aue, 
onoure the LORDEw vᷣ ſubſta unce. zx The Mll.Chap. 
> firfelinges otal thine encreafe: fo feat thy CY Eare(D ye cilozenyebe fatherly eroz 26 
barnes be fylled with plentcoufneffe , and 32) tacid, z take Good hede,that ye maye 
chy preffes ſhal flowe ouer with fivere wy- lerne wyßdome. Ree ſhal geuc you 
ne. {by fonne, defpyfe noe the chaſten yn · @ good rewarde, yfye wil not forfate my 
ge of} LORDE,necherfaynterhenthou are awe. For when J myfelf was my fatbers 
rebutted of hint. Gorwhs the LORDE louer, deare fonne,andecenderly beloued of my mo- 
bim be chaſtenech: and yet delyteth in hun ther, he taught mealfofeyentesdee thineber Deuro.b 
enenas a fatherinbisornefonne, Weil is tereceauemywoides, Fepemy commannde 975 
bim that fynderh wyfdome,z opreyneth von mentes,and thou ſhait Lyne. 
derftondinge, for the gettinge of it is becver Get the wyfoome, getthe vnderſtondin⸗ 
thenenymarcaundife of fyluer, Athe profit ge, forget not ) wordes of my month, z ſhrẽ 
Pros.a oficishetterthen goide . Wyß deme is more Fence fromebem. Sozxfate ber nor, and 
worth thé precious ftones, zall > chinges F ¢ hal preferne the : lone ber , and fhe 
thon canft defyre,arenot to be compared wit al€epethe. The chefe poynte of wyf- 
tober. Vpon bir right hande islonge life, Ddomeis, that thou be wyllyngeto opteyne 
z vpon bit lefthanve is riches zhond. wyfdenic, and befozeall thy Foodes to get 
Hix wayes are pleafaunt wayes,andall thevnderftondynge. Mabte mod of bers pes re.d 
Gens.b bir pathesarepeaceable. Gheisatreofli andfhe fhal promoce the: mee yf thou em- aen 
feto chemebatlaye holde vponber,andblef braceſt ber, fee foal biynge the vnto ho- 
{ed are theychat kepe ber faft. noure, 
C  Withwyfoomebath * LORDElayed the Shefbalmatethea graciousheave,and 
fotivacion of $ earth, zthorowwnderfton-  garnifly the with $ crovone of glory . Heare 
Dinge hath be ſtabiiſhed F heaves. Chorow my ſonne and receauc my wordes thatthe 
bis wißdome $ depthes bicate vp, z > dou- eares of thylifemayebe many. FJ wil 
Des droppe downe the dew. My ſonne let —5 waye of wyßdeme, and lede the 
not thefe thinges departe from thyne eyes, inche right pathes Sothat yftbou go- 
but bepemy iawe and my counceli: ſo ſhall it eff cherin — no ſtraͤytneſſe hynder 
de itfe vnto thy foule, grace vnto y mouth. ther and when thou runneſt chou fhalenct 
Then ſhait thou waltefafelyinywayez fall. Take faſt holde of doctryne, let ber 
thy fore ſhhai noe ſtombie. mftbouflepeft, not gorkepe ber,fo2 ſhe is thy life. 
thon ſhalt not be afrayed, but ſhalt tabe chy Come notin the path of the wngodly, Piatra 
reſt ⁊ flepefivetely. Thou neddeſt not to be and walke not in the waye ofthe wicked. ands6.8 
afrayed ofeny fodane feare, nether fo: the Efehueie,z gonoe cherin : veparte afyde, 
violent ruſ ſhinge inof cbewngodly,whenic rpaffeoucrby i. For chey cannot flepe, 
commeth. ercepte they haue firſt done ſome myſchefer 
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nether tabe they eny reſt, ercepte they haue 
firſt done fomebarme. For chey eatẽ the bꝛed 
of wickedneſſe and du kethe wyne of robbe- 
ry. The path of the rightuous ſhyneth as 
che light, and is ever brighter z brighter vn · 
tothe parfectedaye. But y wayeofthe vn⸗ 
godly ts as the darcEneffe,wbherin me fall, oz 
they bearwarre. 

UBy fone, marcke my wordes, andencly- 
ne thine eare vnto my faynges. Lee chem 
not departe from thuie eyes , kepe them euen 
in che inyddeſt ofthine herte. For they are 
life vnto all thoſe chacfindethe, and health 
vnto all their bodies. Kepe thine bert with 
all diligence, ſor there vpoͤn hangeth life. 

ut awa ye from thee frowarde mouth,and 

let thelippes of launder be farre from the. 
Let thine eyes bebolvethe thinge ¥ is right, 
⁊ let thine eye lyddes lote ſtraig ht befozethe. 

Pddzeche pach ofthy fere,fo ſhal all y way 
es be ſure. Curnenot afyde, nether co the 
right hande ner to chelefte,burwitholvetby 
fote from euell. 


V. Chapter. 

forme, geue hede vntomy wyfoo- 
§ ) me,z bowe thine eare vnto my prudẽ 
cez¥ chou mayeſt regarde good count 
cell,and thattbylippesmaye Eepenurtonre. 
For che lippes of an harlot are a dꝛoppin 
ge hony combe, and hir throte is ſoſfter then 
oyle. But at $ laſt ſhe is as bitter as worm 

wod,and as ſharpe as a twoedged fiverde. 
Dir fete go dorwne onto death , andbir ſtep⸗ 
pes pearfe thorow vnto bell. She regardeth 
not che path of life, ſo onftcd fafé tre bir way 
es,thatthou canſt not knowe them. Heare 
me therfore (omy ſonne and departe not frõ 
the wordesofmy month. Kepe thy waye 
farre from ber, and cone not nye ¥ dores of 
birboufe. That thou geue not thine honoĩ 

vnto another and thy yeares to the cruell. 
That other men be not fylled with chy goo⸗ 
des thatthy labours come not in a firaun- 
ge houſe. Meethat thou mourne not at the 
aſt( when thou haſt —— thy body and goo 
des)and then faye: Alas, why bated J nur- 

toure? why dyd my beredefpyfe correccion? 
Wherfore was not Jobedient vntothe voy- 
ce Of my teachers,z herEened not vnto thein 
that in fourmed mez J am come almofEinco 
ell myff ortune in the myddeft ofthe multitu⸗ 
de and congregacion. Drinke of the water 
of thine orone well, and of theryners that 
runne outof thine owne ſprĩges. Let ywel 
Tes flowe ont a brode, that chere mayebery- 
uers ofwater inthe ſtretes. But let them be 

only thine orone,z not ſtraungers with the. 


Khe vi. Chap. 2o. xxxix. 


Letthy well be bleſſed, and be glad with che 


; : € 
wifeoftby youth. Louynge ts che bynde, pe 


and frendly is the Rodzlet ber breſtes al- 
wa yẽ faciffiethe, and holde the ener content 
with birloue. Myſonne, why wilt thou ha 
ucpleafirein an barlot, and embrace the bo- 
fome of another womã? 
es arcopeninthefightof che LORDE, and 
He povereth all cheir goinges. The wicked 
neffés of che ongodly [hal catch himſelß and 
withthe nares of bis owne ſynnes ſhal bebe 
trapped. Becaufe be woldenot be refour- 
med, be eat dye: and for bis greate fooliſh · 


neſſe he bẽ deſtroyed. 
The Vl. Chapter. 
M boure,choubaft faſtened thine hove 
wWanother ma: yee thou aͤrt boũde 
with fom tet taten wt were 
owne ſpeach. rfore( my ſonne dothis, dil 
chargetby felf, for chon art comet to yinegh 
boursdaunger. Gotby wayethenfoone, z 
intreatetbyneghbonreilet nor thyne eyes IN 
Ri ner thine eye lyddes flomber. Gane thy 
elf as a doo fed ¥ honde,zas a byrde fis the 
hode ofthe fouler. Go tothesEmmet(thos 
ſlogarde cõſidie bir wa yes, ẽ lerne td be wyfe 
She bathno gyde,no ceacher,no leder yet 


thereth bir foodet ogether ĩ y barueft. gow 
loge wile chon flepe,thouflogifh maz Whã 
wile thou aryſe out of thy flepezmeeflepeon 
ſtill alicle,flober a litle, folde chine handes to 
gether yet a litle that thou mayeſt fiepe: fo 
Prat ouerte come vntothe as one ytrauay⸗ 

eth by thewaye, z neceffite lite a wapencd 
man. A diffemblynge perfon,a wicked man 
goeth with a frowarde mouth:he wynckerh 
with bis eyes, betotencth whis fete,be po yn 
teth w bis fyngers, be is euer ymageninge 
myfchefe z fiowardneffe in bis bert ,z can- 
ſeth difcorde. Therfore fal bis deffruccion 
come baftely vps bim,fodenly ſhal be be all 
tobroEen,and notbe healed. 

Chere befirethinges, whic) the ORDE 
batech,z tbe fenenth be veterlyabbozeth: 
A pꝛoude loke, a dyffemblyngetonge, hades 
that ſhed innocent blonde, an berte ¥ gocth 
aboute w wicked ymaginaciss, fete that be 
ſwift in rennynge codo myfthefe,a falſẽ wyt⸗ 
neſſe y bzingeth vp lyes,z ſoch one as ſoweth 
diſcorde amonge brechꝛen · My fonne,tepe 
thy fathers cSmaundemites,z forſake not ¥ 
lawe ofthy mother. Put thẽ vptogetber in 
thine berte,and byndeche aboute thy necPe. 
That they maye lede the where chou goefk, 
prefernetbe when thoů artaflepe,z ¥ wher 
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thou awabk eſt, thou mayeſt talke of the Foz 
the cemmaundement is a lanterne, and che 
Tawealight:yee chaſtenynge znurcoure is ¥ 
waye of lifeyebac they maye Eepe che frõ the 
euell woman,z from tbe flateryngetongeof 
the harlott: y thou luſt not after ber beury in 
thine herte, z left thou be takẽ wi bir fayre lo 
kes. An harlot wil mate a mã to begg bis 
bred, but a maried woman wil bunt for ¥ pre 
cious life. Maye a man take fyre in his be⸗ 
ſome, and bis clothes not be brent? Or can 
one go vpon hote coales, and his fete nor be 
burcey Euen ſo, who ſo euer goeth in to his 


neghbours wife,and touchech her, can nee 
the fe chat ſtealeth to ſatiſfte his (oute, when 
he is hongerie: but yf be nia ye be gotten, he 
he mab eth recompence with all che goe d of 
his houſe. But roho ſo cõmittech aducutrie 
life to deſtruccion. He getteth him ſelfalſo 
ame z diſhonoẽ, ſoch as ſhal never be put 
not beitreared, no though thou wolveft ofc 
bin greace giftes to mafeamendes , be will 
The VI. Chapter. 
s LB ſonne, kepe my wordes, z Taye vp 
my cOmanndeméces zmy lawe,cué 
as che apleof thinceye,z chon ſhaͤlt Lyne, 
inctherable of chine bert. Gaye vnto wyſ⸗ 
Dome:thou are my ſiſter, and call vn derjion- 
frõ yſtraũge woms,z frõ y harlot which ge 
neth ſtrete wordes. For out of the wyndo we 
helde the fimple people:z amonge other yon- 
ge foltes J ſpyed one yonge foole goinge o 
wardethebarlottes houſe in the twylight of 
ofthe euen ynge, when it begãne now to be 
bim a womã in anbarlotres appareli(a diſ⸗ 
ceatfull,waton zan vnſtedfaſt rwema:who- 
without, now ĩ ¥ fireres,z lurbeth i euer y coz 
nerſhe caught ¥ ysge mã, kyſſed him was 
this da ye J perfourmeit. Therfore came J 
forthto meteche,that J might fete thy face, 
bid with coucringes z clothes of Egipre. 
M y bed haue J made co finell of Myrꝛe, A⸗ 


bevngiltie. Men donot veterly deſpyſe a 
reſtoreth agayne ſeuen cymes aſmoch, or els 
with a womã, he is a fool, and bryngerh bis 
out. For the gelouſy wrath of the mã will 
notreceanerbem. 
my cOmaundemétes by the. Kepe 
Bynde them vponeby fyngers , z weyte thẽ 
Dinge thy Eynfiwoman:tbat ſhe ma ye kepe ¥ 
of my boufe J loted thozow thetrelics,zbe- 
wer the ſtretes. by the comer in the waye to- 
night and darcke. And beboldechere mete 
fe fire conde noc abyde in ¥ houſe, now is fhe 
not aſhamed fayege: J bad a vowets paye,z 
end jo bane foundethe. J haue deckte my 
locsandCynamom, Come,ler vs lye coge- 


Fhe vig Chap. 
ther,ztateoure pleaſure till icbe daye light. 
Sorshe goodman isnot av home, he is go- 
nefarrecf. Se hathtakenthe bagg of mo- 
neye with bim, who can tell whe be cometh 
hemer Thusawith many fivere wordes fe 


ouercame bin, and with bir flateringe lipe 
pes ſhe wanne him· 

ymmediatlybe foloweth ber, as it were 
an dreled to the flaugheer(and like as te were 
tothe ftoctes, where fooles are punyſhed) ſo 
longetill [ye barb wennded bis lyner with 
Hirdarceili€eas yf a byrde haiſted tothe fue 
remot tnowinge chat che parell of bis life ly 
ech therevps. Zearemenow ther fore d my 
founedand marcke the wordes of my mouch. 

Lee not thine berte wandze in bir wayes, 
zbe noc thon difceaucd in bir pathes. For 
many one bath ſhe woũuded and café Dovone, 
yremany 4 ſtronge ma bath fhe flayne. Hir 
houſe is the waye vnto bell, where men go 
Dern to the chambers of death. 

The Vill.Chapecr. 
Oech not wysdome crievoorhnot on 
derftondinge put forth bir voyce? 

2) Scondeth fhe not inthe bye places 
inthefirctes z wayes7 doch ſhe not erie be- 
fore the whole cite,z mtbe gares where men 
goourziny It is you,o ye men( ſa yeth lye) 
sobom Fj call. Wnro youco ye childeẽ of me) 
lift J vp my voyce. Tate hede vnto Enowle 
Geo ye ignorafit, be wyſe in berte oye fooles. 
Gene eare, for J wilfpeateof greate mat- 
ters,z open my lippes to cell chinges that be 
right. For my throte ſhal be caléynge of F 
trueth,z my lippes abhorꝛe vngodlyneſſe. 

All the wordes of my mouth arerightuous, 
there is no frowardnefjener falfede therin. 
Chey areall playneto (och as wil vnderft5- 
ve,z right to thé that fynde kne wlege· Re 
ceane my doctre yne therfore and noe ſyluer, Pr 
Enorlege more then Fyne golde. Foz wyſdo * 
me is more worth then precious ſtones, yee 
all the thinges that thou cãſt deſyre, ave not 

to be compared vnto it. 

wyſdome haue my dwellynge w Enow B 
lege, and prudent councell is myne Crone. 
With meis the — LORDE, and ¥ 
efchuynge ofenell. As foz pzyde, difoayre, 
ancuell wa ye,z a mouth that fpeateth wic- 
fed thiges, J vtterly abboze the Jcange 
ne councell, and bea gyte: J bane wnder- 
fiondinge, 5 haue ſtrength. 

Thozrow me,tyngesreigne:thozew me, prĩ 
ces mate tuft larves.Chorere me, lordes beare 
rule, and allindges of ¥ earth execute iudg⸗ 
mẽt. J am lonynge vnto thofetbat loucme, 


and they that fete me early, foal fynde me. TUS" b 
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Riches z honoure are we, yee excellent 
goodes zrightuoufises. My frute is bet- 
ter thé golde z precious ftone,z myne entcres 
ſe moͤre worth chen fyne ſyluer. J walte in ¥ 
waye ofrightuoufites,z in che ſtrete of iudg 


The x Chap. eo. xl. 


Repꝛoue nora (comer, leſt he owe the e- 
uell wil: but rebuke ¢ wyfe man, and be wil 
Touetbe. Gene a difereteman bute an occa B 
fion,z be wilbe che wyferiteach a rigbtucys 
man, andbe roilincreafe. The feare of che 


mene. Chat ¶ maye fende profperice to chofe — 


that loue mẽ to encreaſe their treaſure. 
CThe LORDX himſelf had me in poses 
in the begynnynge of bis wa yes, or euer be 


LORDEis the begynnynge of wysdome,z priiob 
the knowlege of holy thinges is vnderſton · Eccli.1.c 
dinge. Forthorow me y da yes ſhalbe pro· Pro-4-b 


hiag.b egame his workes afezeryme. J haue bene ny. AXbSchou be wyſe.y wysdemie ſhal doy 
Becls4-B drdened frSeuerlaftige, z fis Fbeginnynge ſrife good: but yft hou thynreſt [eozne ther⸗ 
or euer the earth wasmade. When Jwas of icfhalberbineownebarme. A fooliſh 
bozne, there were nether depthes ner ſprin ⸗ reſtleſſe woman, full ofrvordes, and ſoͤch one 
Ges ofwater. Befoꝛe the foundacions of as hath no Enovelege, ſytteth inthe vores 4 
mountaynes were layed, yee be fore all hilles ir houſe vpð a ſtole aboue in the cite,to cal 
was J borne. Theearthandalltharisv- fod) as go by and walke ſtraight in their 
pontbe earth was noc yet made, no not the wayes · YObo fo isignozaune (fayeth lye) 
Sap.o.b Groundeicfelf. Sozrwbenbemadcebebea- let him come hither , and to the vnivyſe fhe 
pens, Jroas prefent:whabeferthe depthes ſayeth: ftollen waters are fivete, z the bred 
in ordre: whan bebangedthe cloudes abo / that is preuely caten, bach a good taiſt. 
nue: whan he faftencd che [pzynaes ofthe de- But chey cõſider not that death is there, 
lobas.s- pe: Whan he ſhutt che fee within certayne and that hir geftes go downe to bell. 
38.8 —— ¥ — —* * fe ouer Tbe x.Chapeer. 
ety marcFes. When he layed the founda- * 9 
* cions ofthe earth. J was with bin, oꝛdeinge Thefeareprouerbes of Salomon. 
allebinges,velytinge dayliez reio yſynge all S Wye ſonne mabeth a glad father but ¶ 
wa ye before hin, As forthe roũde copafe an vndiſerete forme is the heuynefje of Proas-c 
of bis worlde, J mate it'ioyfullfoz my dely bismother. Treaſures that are wic ere 
Sophs.d teis to be amodge the children of men. kedly gorten,pzofit nothinge, but rightuout 
Ther fore harken onto me(o yechildzen) —_neffe delynereth from death. TheLORDE Prow.c 
for bleffid are they chat kepe my wayes- sol noc let the foule ofthe rightnous ſuffre 
O geue eare vnto nurtoure, be wyſe, and hoger, but heputtech ¥ ongodly frõ bis de- 
refuſe it not. Bleffedis F man that heareth  fyze. An yole bande maketh pooze, but a 
ine, watchinge daylie at my gates,zgeuyn- quycke laboringẽ hande maketh riche. 
ge attendaunce at the poſtes of my dores. Who fo gathereth m Sommer, is wyſe 
For who fo fyndeth me, fyndeebhife, and bat be chat is ſlogiſh in harueſt, baingeth 
PoalopeaynefauoureoftheLORDE. But bimfelfcoconfucion. Louyngeand fauo- 
who fooffendeth agaynfé me, burteth bis rableisthe face ofthe rightuous, but y fore 
oronefoule, Allebeythatbhateme,arethe  headc ofthe vngodiy is paft ſhame, and pre⸗ 
Toners of death. —— — ofthe 7 oe F(al.nu. a 
aire a good repoꝛte but the name ofthe vir 
Thelx.Chapter. godly Thalfeynte. A wyfe man wil recea- 
% ue warnynge, bute foole wil ſooner be ſmyt · 


2 Ysdome hath buylded herſelf an 
Houſe, and hewen out feuen pilers: 
GA fhe bath flanghced, pomzed out bir 
wyne,and prepared bir table. Gbebath 
fent forch bir maybdens co erie vps che hyeſt 
place ofthe cite: Who ſo is ignoraũt let him 
come hither. And to the vñ wiſe fhe fayde: 
O come on youre wave, eate my bred, and 
drynke my wyne, which J have poured ove 
fozyou. Foꝛſake ignorãũce, and ye ſhal ly · 
ue: and ſe chat ye goin rhe waye of vnder · 
ſtondinge. 
Wb fo repꝛoueth a ſcorne full performe, 
— ſelf diſhonoure: and be that re · 
uketh rhe vngodly ſtayneth himſelf 


Tonged,and the yeares of thylife ſhal be ma 


ten in the face. Se that leadeth an inno · 


cont life, walteth ſurely but who ſo goeth & praia 
Eedtsnd 


wrõge waye, ſhalbe knoͤwne. Sey wynteth 
with bis eye wil do ſome harme: but he that 
bath a foolifhmouth,fhalbe beaten. The 
mouth of a rightuous mat ts a well of life, 
but ¥ mouth ofthe vngodly ts paft (hame,z 
pꝛeſimptuous. Euell will ftereth vp firt- 
fe,butloue couereth ¥ multitude of ſynnes. 

In Flippes of him yhath onderftooinge 
a mã pal fynbe roysdome,but ¥ redve beld- 
gethto ¥ backe of ¥ fooliſh. Wyſe mẽ laye 
ap Enowlege,but ¥ mouth of ¥ ſooliſh is nye 
deſtruccið. The rich mãs —— are bis (XG 
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gebolde,but pouerte oppreſſeth the poore. 
The rightuous laboureth to do good, but 
the wngodly vfeth bis increafé vnto ſynne. 
To take hede vnto ¥ chaftenynge ofnur- 
toure, is ¥ wayeoflife: but be that refuſeth 
tobe refourmed,goeth midge. Diffemblyn 
ge lippes Eepe batred fecretly, andbe thac 
ſpeaketh eny flaunder,isa foole. Where 
moch bablinge is, there muft nedes be offen⸗ 
cerhe that refrayneth bis lippes,is wyſeſt of 
all. An innocent tonge is anobletreafu- 
re,but the herte ofthe vᷣngodly is nothinge 
worth. Thelippes ofthẽ rightuous fede a 
whole multitude but fooles fhal dye in their 
owne foly. The bleffynge ofthe LORDEmae 
Ecth rid) mé, as for carefull traua yle it doth 
nothinge therto. A foole doth wickedly z 
maketh but @ ſporte ofit : neuertheles it is 
wysdome fora man to bewarre of fod. 
The thinge that the ungodly areafrayed 
of. hal come vpon them, bue the righcuous 
[bal baue their deſyre · Khe wngodly is lite 
a tempeſt that paffech oucr zis nomoꝛe ſe⸗ 
ne, but che rightnous remayneth ſure foz er 
ner. As vyneyer isco theteth,andas finote 
is vnto ¥ eyes euẽ ſo is a flogifh perfonne to 
themebatfendebim forth. The feareof ¥ 
LORDE maketh a loge life,but ¥ yeares of ¥ 
vn godly ſhal be ſhortened. Khe pacient a- 
bybdinge ofthe rightuous ſhalbe turned to 
gladneffe, bucehe hope of the vngodly ſhal 
periſh. The waye ofthe LORDE genctha 
corage onto ¥ godly, but itis a feare for wic 
bed doers. The rightuous Mal neuer be o- 
uerthrowne, but J vᷣngodly fhal nor remay- 
neinthe londe. The mouth ofthe inft wilbe 
taléynge of wysdome, but theconge of the 
frowarde ſhal perifh. The lippes of the 
rightuous are occupied in acceptable thin- 
ges , but the mouth of che vngodly taketh 
them othe worft. 
Thexl.Chapter. 
Salfe balaunce isan abbominacion 
vntothe LORDE, but a true weighs 
pleafech bim. Where pryde is, there 
is ſhame alſo and confucion: but where as is 
lorvlynes, there is wys dome. The innocent 
dealynge ofthe iuſt fhalledetbem , but the 
wn faith fulneſſe ofthe defpyfers ſhaibe their 
owne deſtruccion. Riches helpe not inthe 
dayeof vengeaunce, but rightuonfneffe dely 
uereth frõ death. Therightuonfnes of ¥ 
innocent ordreth bis waye,but the vn godly 
ſhal fallin bis owne wickedneſſe. The righ 
tuoufnneffe of the tuft ſhal delyner them, but 
the defpyfers fhbalbe taten intheir owne vn⸗ 
govlyncffe. When an vngodiy man dyeth, 


Khe rt. Chap. 

Bis bope is gone, the confydence of riches 
ſhal 5 The rightuous ſhalbe del yue⸗ 
red out of trouble, zthe wngodly ſhal come 
in his ſteade. Thozorw ¥ mouth of y dyſſem 
bler is bis neg hboure deſtroyed, but thorow 
knowlege ſhal theinft be delyuered. When 
it goeth well with cherightuous,the cite is 
mery:and when the ungodly perifh,thereis 
gladneffe. YOben the inft are int wealth,che 
cite proſperethe but whan the ungodly bane 
therule,icdecayeth. 2 foole bzyngeth vp a 
flannver of bis neghboure, but awyfe man 
wiltepe it fecrete. A dyffemblynge palsy 
wil diſcouer preny chinges., but be that is 
ofa faith full bere, will Eepe conncel. Whe⸗ 
re no Good councel is there the people de- 
caye: dut where as are many that can geue 
councell,thereis wealth. He that is fuertye 
for a firaunger, burteth bimfelf:bucbe chat 
inedleth not with fuertefhippe,is fure. A 
Gracious wemsmanteyneth honeftic, as foz 
themightie,cheymanteynerydhes. ey 
bath a gentle liberall ſtomacke is mercifulls 
butwho fo burteth bis neghbeẽ, is a tyraũt. 
Thelaboure ofthe vngodly profpereth 
not,buthe chat foweth righenofnee,| al ree 
ceaue a ſure rewarde. Life asrightuonfiies 
bryngeth life, euẽ ſo to cleue vneo euell, bryn 
geth death. The LORDE abhoꝛreth a fay⸗ 
ned bert, but he hath pleafirein them thac 
Gre vnde fyled. It ſhal not helpe ¥ wicked, 
though they laye alltbeir hondes cogether, 
but the fede ofthe rightuous ſhalbe pzefer- 
ued. A fayze woman without diferere ma- 
ners, is lite arynge of golbe ina fivynes 
ſnoute. The iuſt laboure foz peaceand trã⸗ 

quylite, but the ungodly for diſquyetneſſe. 
Some man geuẽth out bis gooðdes, and is 
the richer, but ¥ nygarde(hanynge ynough) 
wil departe from nothinge, and yetis cuer 
in pouerte. He that is lyberali in geuynge 
haue plentyrand he ihat watereth hai 
ec watered alſo himſeif. Who ſo hoordeth 
vp his bear tear eurfed amonge the pee- 
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Salomons Pꝛouerbes 
The XI. Chapter. 
9 bo fo loueth wyßdome, wil be con- 
8B rent to be refourmedrbut he that ha 
tethtobe reproued, is a foole. A 
good man is acceptable vnto the LORDE, 
buc ỹ wicked wyl becondempne. Aman cã 
not endure in ongodlyneffe,buc > roce of 
righteous [hal nocbe moucd. A ſtedfaſt 
woman is & crorone vnto bir huß bonde: but 
fhechacbebaucth berfelf onbonefily,isa coz 
supcion in bis bones. The thoughtes of * 
sightcous areright,butche ymaginacion of 
the ongodlyaredifceacfull. Thecaleynge 
Of the vᷣngodly is, bow they maye laye way 
te for bloubde, but che mouth of F righteous 
wildelynerthens. Or euer thou canſt turne 
the aboute, the vngodly ſhal be ouert hꝛerv · 
ne, but the houſe of the righteous ſhal ſtsde. 
A man be conimended fo: bis wyfido- 
me, but a foole ſhal bedefpyfed. A fimple 
man bid) laboureth and worketh, is better 
thé one chat is gorgious and wanteth bred. 
A righteous man regardeth the life of his 
catell,bue the ungodly haue cruell berces. 
He that cillech bis lsðde ſhal haue plenteouf 
neſſe of bredrbut be p foloweth ydylnes, is 
a very foole. The deſyre of * vngodly hun 
tech after myfchefe, bur the rove of cherigh- 
teous beyngeth for fruce. The wicked fal 
leth in to ibe ſnare chorow ? malyce ofbis 
owne mouth, but the inft ſhal eſcape out of 
parell. Euery man ſhal enio ye good acoz 
Dingeto the innocency of bis mouth,and af 
ter the workes of bis baves (hal bebe rewar 
ded. Lokewhata foole tateth in honde, 
be thinteth it well done:but he is wyſe 
wyl be coficeled. A foole vetereth his wrath 
inallebe haiſt but a diſcrete man forgeueth 
wronge. ¶ A iuſt man will tell che trueth. 
ſhewethe thinge yỹ isright:but a falſe wyt- 
neſſe diſceaueth. A flaunderous perfonne 
pricketh lite a ſwerde, bute wyfé mans ton · 
e is wholſome. A true mouth is euer con 
7 a dyſſemblinge tõge is ſoone chaun- 
ged. Theythat ymagin euell intheir myn 
De, wil diſceaue: butthe councelersof peace 
Phalbeaucioye folowingerbé. Therefhal 
nomy(foztune bappen onto the inff, but che 
wngodly ſhal be fylled with mifery. The 
LORDE abbouzeth diſceat full lippes, but 
they thatlaboure for trenth,pleafe bint. He 
that hath vnderſtõdinge, can byde bis wyf- 
domezbut an vndiſcrete berte telleth our bis 
foolifhneffe. A diligẽt bande fhal bearers 
ie, but the ydle ſhal be vnder tribuce. deny 


Lhe xiij. Chap. Fo. xli. 


neſſe diſcorageth > herte of mars, but a good * 
—* 
Eccli.go.e 


worde mabech itgladagayne. The righ- 
teous isliberall —* — ——— 
waye ofthe vngodly wil diſceaue thems fel- 
nes. 2% difccatfall man [hal fynde no vai 


tage,bucberbat is concent  thacbe bath, >.tim.cb 
In ehe waycof Hebs2 


is more worth thẽ golde. 
righteouſneſſe chere is life, as for eny ocher 
waye, it is the pach vnto death. 


The XI.Chapter. 


Wyſe forme wyll receaue bis fathers 
warnynge,but be is ſcornefull. wyll * 
not beare when be is reproucd. a 
good mã [hal enioye che frute of bis month, 
but he that bach a frowarbde mynde, ſhalbe 
ſpoyled. He that kepeth his mouth, kepeth 
bis life:but who ſo ſpeaketh vnaduyſed; fyn 
deth harme. The fiscacbeswolbe feyne be 
we,and can not get bis defyze: bur the foule 
ofthe diligent fhal haue plenty. 2 ngh- 
teous man abboueth lyes, but the ungodly 
ſhameth boch ocberandbimfelf Bighre- 
oufineffe kepeth the innocét in the waye, but 

vngodlyneſſe ſhal ouert hrowe the ſynner. 
Some men are riche, thoughthey haue noe 
thingc: agayne, ſe me mẽ are pooze hauynge 
greate riches. With goodes euery man 
Delynereth bis lift.andthe poore wyl not ke 
reproued. The light of che richreous ma 
beth toyfull, but che candleef che vngodly 
fhalbe put odut. Amongethe prondethere B 
is euer fivife, butamonge theſe chat do all 
thinges with aduyfement, there is wyfido- 
me. Saſtely gottẽ goodes are foone{pent, 
but they that be gathered together with 
the bande, ſhal increafe. Longe tarienge 
fora thinge that is dyfftrred greueth * ber 
te: but when the deſyie commeth, it is a ere 
oflife. Wyo ſo deſpyſerh the worde, de⸗ 
ſtroyeth bimfelf: but be that frareth the cS 
maundement · ſhal haue peace. The lawe 
is a wel of life unto the ivyſe. that it maye 
Eepe bim from the ſnares of death. Good 
vnderſtondinge geueth fanoure, bur barte 
isthe waye of the defpyfers. A yſe man 
doth all chinges with difcrecion,but a foo- 
le wil declare bis foly. An vngodly meſſaũ · 
ger beyngech myfchefé, but a faith full em- 
bafficonre is wholfome. He chat thin- 
Eeth ſcorne to be refeurmed, commeth to 
pouerte and ſhame: but who fo receaneth 
coreccion, ſhal ceme to honoure. When 
@ defyre is bzonghe to paffe, it delyteth 


the foule s bur fooles abbore bun that Sapae 


Prow.¢ 


Prog 
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eſchueth euell. He that goeth in the com 
pany of wyſe men, ſhal be wyſe: but who fo 
is a cõpanyõ of fooles ſhal be hurte. Myſ 
chefe foloweth vpon ſynners, but the righ⸗ 
cuous fhalbauea good rewarde. Which 
their childers childrẽ ſhal haue in poſſeſſis 
for che riches of the ſynner ts layed vp for F 
iuſt. There ts plenccoufneffe of fove in 
the feldes of the pooze, T hhaibe increafed 
oucofmesfure. He that ſpareth the rodde. 
hateth bis ſonne:but who ſo loueth bim,bol 
deth him euer in nurtoure. Therightuous 
eateth, and is ſatiſfied, but ¥ bely ofthe on- 
godly bath never ynough. 
4 Tbe Xl. Chapter. 

Wyle womã vpholdeth hir houſe, but 

a fooliſh wife piucketh itdowne. 

Who fo feareth the LORDE, walketh 

in cheright pach: zregardech not him that 
abhorrech the wayes ofthe LORDE, Yn 
the mouth of the foolifh is the booftinge of 
lordſhipe bur ? lippes of > wyfe wilbe warre 
Of dy. YObereno oren are there the crybb 
is emptie:but where the oren laboure,there 
is mod frute. A faithfuil wytneſſe wyl noe 
Dyffemble, but a falfe recorde wil mate a lye. 

A ſcornefull body ſeketh wyfdome,z fyn- 
Seth it not: but Enorelege is eafy co comeby, 
vnto bimebat wil onderftonde. Se ¥ chow 
medle not with a foole,z do asthough thor 
badveft no tnowlege. The wyßdome of 
bim chat bath vnderftondinge is, rotate be 
de vnto bis waye,but the foolifhneffe of che 
vnwyſe difceancth. Gooles mate but a ſpor 
te of ſynne, but there is fauourable lone amd 
getberightuons. The herte of bim that 
bath vnderftondinge wil nether difpare foz 
eny ſorow, ner beto pzefimmpeuons foreny ſo 
Dane ioye. 

The houfes of the vngodly fhalbe ouer⸗ 
throwne, butthe rabernacles of ¥ rightens 
Phal floꝛiſhe. Thereis awaye, whidy fome 
menthinte to be right, but cheendetherofle 
deth ontovcath. Che berteis foroufull e⸗ 
uen in laugbrer,and theende of myrth is be 
byneffe. An vn faithfull perfonne fhal be 
Filled with bis owne wayes,but a good mg 
twyl bewarre of ody. An ignoraͤut body 
beleneth all ebinges,but who fo bath vnder 
ſtondinge, loketh well to bis goinges. A 
woyfe mans, feareth,and departeth from euell, 
but a foole gocth on pzefumptuonfly. An 
vnpacient man handeleth fooliſhly, but be 
that is well aduyſed, doth other wayes. 
CThe ignorañt haue fooiiſtynes in poffefis, 

but che wyfe are crowned with Enowlege. 

The euell ſhal bowe them felues before F 
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The rv. Chap. 

good and the vngodly ſhal wayte atthe do 
res of the rightuous. The poore is bated 
euen of bis orone neghbours , but the riche 
bathmany frendes. Who fo defpyfech bis 
neghboẽ, voth amyffe ; but bleffev isbhethat Plai.zea 
bach pyte ofthe poore, They that yma- 
gin wick ednes flpalbe difepoynted:buttbhey 
that muſe vpõ good thinges, vnto foc ſhal 
happen mercy and faithfulneffe. Diligẽt 
labo? bryngeth riches, but where many vay- 
Ne wordes are, truly there is ſcarceneſſe. 

Riches are an omament onto che wyſe 
but cheignozaunce of fooles is very foolt{ly- 
neffe. 2b Faithfull wyeneffedelyucreth fow 
les,butalyar dyfceanecbebem, Thefeare 
of the LORDE is a ſtrõge holde, for unto bis 
be wyl be a ſure defence. The feare ofthe Dd 
LORDE IS a well of life,coanoyde the ſnares 
of death. The increafe and profperite of 
thecomons ts the Eynges honoure, but the 
decaye of the people is the confurcid of the 
prynce. DPacienccis a coten of wifdome, 
but wrath and baiftie diſpleaſure is a coker 
of fooliflyneffe. Amery herte is the life of 
the body, butrancoure conſumeth awaye 
thebones. Se that doth a poozeman w:5 Mathasd 
geblafpbemeth bis mater:buc who fo bath Frou 
pitie ofthe poore, doth honoure vᷣnto God. 

She vngodly is afrayed ofeuery parcll, 
but the rightuous bath & good hope enc in 
death. Wyßdome reſteth in the berte of 
bim that bach underftondinge, andbe wyll 


teach themebatare vnlerned. Rightuouf Pron 
nes ſetteth vp the people, but wycFedneffe 


Layngeth folte todefiruccion. A difercte 
ſeruaunt is a pleafurevnto ¥ kynge, but one 
¥ isnot honefé, pronoketh him vnto wrath. 
The xv. Chapter. A 
Softe ãſwere putteth downe diſplea Pro.rsc. 
ſure, but frowarde worbes prouore and. as.c. 
vnto anger. Awyſe tonge commen⸗ 14 
deth tnowlege , a fooliſh mouth blabbeth ** 
out nothinge but foolifineffe. Theeyesof 
tbeLORDE lotein euery place,both vpon ¥ 
good and badd. 2b wholfome tonge is & 
tre of life,buc be that abuſeth it, bath a bro⸗ 
Ecnmynde. A fooledefpyfech bis fathers 
cozreccion, but be ¥ taketh bedewhan be is 
seproned hal baue} moze vnderſtẽdinge. 
Juche boule of the rightuous are grea- 
teriches, butintheincreafe oftbe vngodly 
thereis myfordie. Arwyfemouth ponreth 
out Enowlege, but F berte of the fooli| 
doth notfo. TbheLORDE abborreth ¥ fa- ‘eel 
ctifice ofthe vngodly, but the prayer ofthe Ems 
rightuous is acceptable wnto bim. The 
waycofthe ungodly is an ebbominacis ons 
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tof LORDE, but who ſo foloweth righteouf 
% nes,bimbeloneth. de char forfatech ¥ 
right ſtrete, fhalbe ſore punyfhed : z whofd 
Daceth correccion,fallecb in codeath. Che 
bell & bir payne is knorvne vnto the L O R- 
DE, bow moch moze then the bertes of men? 
A ſcornefull body loueth noe one ¥rebu- 
keth bim,necber wil be come amonge y wy- 
Prousd ſe. Amery herte makerh « dhear fill counte 
andi7-d ngunce,butan vnquyet mynde maketh itbe 
eckaec yy 2b wyfe berce wil fete after Enowlege, 
but ¥ mouth of fooles medleth with fooliſh 
neffe. All the dayes of che poore are miler 
able, but a quyete berce ts as a cõt ynuall fe- 
Plalss.b aff. Wetter is a litle with the fearcofebe 
+Tim.s.b LORDE then greatetreafure, for they are not 
c without fozowe. Better is ameace of por 
tage with loue,chen a fat ore weucll rill. 
Anangrieman ſtereth vp ſtrife, but he ¥ 
is pacient ſtilleth difcoxde. The waye of 
* —E— is full of thornes, but > ſtrete of 
the rightuous is wellclenfed. A wyfefon 
Prouo a ne matesh a glad father, but an vndiſcrete 
body ſhameth bis mother. A ſoole reioy⸗ 
fech in foolifh chinges, but a wyſe man lo- 
keth well to bis orone goinges. Onadmy- 
fed thonghres fhalcemeto naught but whe 
re as are men pcan gene councell, thereis 
ſtedfaſtreſſe. O how ioyfull a thinge is it, 
& man to geue a conuenient anſwere? O 
bow pleafauntis a worde {poten in due few 
ſon? The waye of lifelederh onto heané, 
aman ſhuide bewarreof hell benech, 
The LORDE wyl bzeake Downe houſe of 
Fproure,bue be fhalmate faſt ? borders of 
} wyddowe.The LORDE abbozech > ymagt 
nacions of > wicked, but pure wordes are 
pleafaunt ontobim. The couetous man 
wꝛutteth vp bis orone boufé, but who foba 
tech rewardes, fhallyue. 2A rightuous ma 
muſeth in bis mynde bow todo good, but > 
mynde of che ungodly ymagineth , bow be 
maye do barme. The LORDE is farre from 
the ungodly, but be beareth > prayer of the 
tigbtuous. Lite as > clearneffeofFeyes 
retoyfeth > herte, ſo doth a good name fede 
Pbones. The eare ¥ harteneth onto whol 
fome warnynge,and enclyneth therto, ſhall 
dwell amonge F wyſe. He that re fuſeth co 
be refourmed, deſpyſeth bis crone foule : but 
he that ſubmytterh bimfelf to correccion, is 


sapa.· c 


Prows.a 


wyſe. 
The XVi. Chapter. 
4 de feare of $LORDE is Fright ſcyẽ 
Se ce of wyßdome and lowĩ ynes goeth 


<A] befozebonds. A man maye well pur 
poſe a thinge in bis harte, but * anfwere of 


The xvi Chap. XFo. xlij. 

Ftonge cSmethofFLORDE. A mã thin Prosa 
keth all bis wates co be clene,but itis $LOR PM! 32-b 
DE faſhioneth $myndes. Cemm ytte thy praisc.a 
workes vnto $LORDE, and loke what thoü 
deuyſeſt. it ſhal proſpere. The LORDEdoth 
allebinges for bis cronefate , yeez whenbe 
Eepeth ? vngodly foz ? da ye of wrath, 

The LORDE abbourech alll preſumptueus 
⁊ proude hertes, there ma ye nether ſtrength 
ner power eſcape. With louynge mercy z 
faith ſulneſſe ſynnes be forgeuen, and whofo 
feareth $ LORDE eſchuet heuell. When a 
mans wayes pleaſe * LORDE, be maketh bis 
very enemies tobebisfrendes. Better is 
it to haue a litleebingerd rightuoufnes, the B 
greate rentes wzongeonfly gotten. 2 me 
deuyſeth a waye in bis berte,buti¢is FLOR 
DE yordꝛeth bis geinges. When ? prophe 
cy is in ? lippes of * kynge, his month fhal 
not go wꝛõge in iudgnient. A true meaſu 
re ⁊ a true balaiice ave $ LORDES, be mabeth 
allxeightes. tis a greate abbominaci> 
when Eynges ave wycFed, for aE ynges feate 
Phulde be holden vp wd righteoufneffe. 

Righteous lippes are pleafaat onto kyn 
ges,and they lone bim F foeateth Ptruech. 

The Eynges difpleafure is a meffaunger 
of death, buta wyſe man wyl pacific him. 

The cherefull countenafice of ? kynge is 
life,and bis lonynge fauéd i asthe euenynge 
dewe. To haue wyfdome in poſſe {Ponts pro.g.a 
better then golde,andto get vnderſtoͤndyn · E 
ge.is moze worththen fyluer. The pathof 
righteous eſchuẽth enell ,zwbho foloterh 
well to bis wayes, kepeth bis crone foule, 

Preſumptuouſnes goeth before deſtruc⸗ 
rion, and after a proude fiomate there fo- 
loweth a fall. Better it is to be of bumble 
myndexb the lowly then to denyde ? ſpoyles 
wb Fpreude. HSe handieth a matter wyſẽ 
Ty, opteyneth good:z bleffedis be, putteth 
bis truf—in}LORDE. Whofo bath a wy- 
fe vnderffondinge, is called to councell : but 
he} can fpeate fayze, getteth moze riches. 
Vnderſtondingẽ is a well of life wnto bint 
hath it, as for $ chaſtenynge of feoles, it 
is but foolifhneffe. The berte of the wyfe 
enfourmeth bis mouth,and amendeth > doc 
tryneinbislyppes. 

Sayze wordes arean hony combe, a refreſ 
binge of ? mynde, z health of > bones. 

There is ¢ waye pmenthinke ro be right, pro 46 
buttheende therofleadeth onto death. 2 dew 
troublous foule difquyeteth bir felfe, for bir Ela. z5. 
owne meuth bath bionghtberthereo. An > 
wn godly perfonne ſterech vp eueil, and in bis 
lippes be is as an whote burnynge fyre. 
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A frowarde body cauſeth ſtrife, and beF 
is a blabbe of bis tonge, makerh deuyſien a- 
miouge pzynces. A wicked mã beg ylech bis 
neghbés, zleverh bint waye pis nor good. 
toc thatwyncPerbw bis eyes, ymaginet h 
myſche ferand be p byteth bis lippes , wyl Do 
Levis g ſome harme. Age is a crorvne of worſhipe, 
yfit be founde in the waye of rig hteouſnes. 
A pacient man ts better then ene that is 
ſtrõgerand he that can rule him ſelfe is moze 
worth then he ỹ wynnet h a cite. The lottes 
are caſt in to the lappe, but their fall ſtsdeth 
inthe LORDE. 
The XVII.Chapter- 
B Etter ĩs a drye —— wb quyetneffe, 


ns thé a full boufe and many fate catell 
Eccle.10.d wferyfe. A diferetefernauc ſhal ba 
ue moze rule thes the fonnes phaue no wyſ⸗ 
deme, and fhal baue lite bereraged che bie- 
Sapza thren. Liteas fylueris tried inthe fyre and 
epeeed golde in the fornace, euen ſo doththe LORDE 
proucthe hertes. A wicked body holdeth 
inoch of faiſe lippes, za dyffemblynge perfo- 
Prous-d ne geucth eareco a difcearjrllcsge. YObo 
EeP3VS folaugheth Fpoore to ſcorne biaſphemeth 
46 As 
bis mater:and be Fis glad ofanctbermans 
hurte, ſhal noc be onpumyfljed. Childers dil 
dren ale a worſhipe onto the eldcra,and the 
fatbers are the bond of the chtidien, Anclo 
quent [peach becẽm eth net a fecle,a dyſſem 
blinge meuch alſo kefi meth net a prynce. 
2% sitercliteis a pꝛecious flone yneo him that 
bach ic, for where ſo euer he becẽmeth, be pro 
ſpereth. Wyho ſo couereth another mans of- 
fence fiteel loue: but be Porfeloferh the fau⸗ 
te, ſetteth frendes at variaunce. One repro 
fe only doth moze good co him F hath wr. der⸗ 
fFSvinge,then an C. firipes vnto a focle. A 
fedicions performefetech myfthefe, Luca cru 
ell meffaunger fal be ſent agaynft bim. Fe 
rere better to come agaynfta fle Bere rob- 
bed of bir whelpes, then agaynft a feclein 
bis foolifynes. Who ſo rewardeth cuell foz 
good,the plage ſhal not departefrs bis how 
PBI Te. Dep foweth difcordez firife,ishteoncy 
dyggeth vp a water bicte: but an open cne- 
mie is hte the water f breabet h cut zréret! 
€ abode. The LORDE batech as well bim 
iuſtifieth $ wngodly.as bim Ff condempneth 
the innocẽt. What helpeth it to gene a foole 
money it bis bode, whereas be bath no myn 
detobye wyßdome? He is a frende that all 
proca Waye loueth and in aduerſite aman ſhal kno 
nb wewbois bis brother. Who fo promiſeth 
bythe bande, zis ſuertie for another, be is & 
foole. re loueth ſtrife, delytet h in fynne:z 
robo fo ſetteth bis dore to bye ſeketh after a 


iregag.c 
seb. 


Che xviij. Chap, 
fall. Who ſo hath a frowarde berte,optey- 
nethno good:and he ỹ? bath an ouerthrwwarte > 
tonge. hal fall in to myſchefe. An vnwyfe 
body bryngeth bunfelfe in to fezowe, and > — 
father of @ foole can haue notoye. Amery shay 
bertematcth alufty age, but a ſororfull mĩ· eccis 30.¢ 
de dryeth vp F bones. The vngodly taketh Fpoara 
giftes outof tbe bofeme,co wiaiftthewayes 
oftndgment. Wyß dome ſhyneth in} face Ecctas.a 
of bim ỹ hath vnderſtondinge. but F cyes of 
fecles wandzetbozeweutalllédes. Anon 
difercte fonneis a grefe vnto bis father, ad 
benynefje vnto bis mother p bare him. To 
panyfh > innocent,and to finyte ? pzynces ¥ 
Seuetruciudgmét,arebotheuell, He is wy 
fe and diſcrete, pzᷣ tempereth his wordes: anð tacoub 
he is amd of vn derſtõdð dinge maketh moch 
of his ſpꝛete. Ree a very foole(aebenbebol Tob 
deth bis tonge)is counted wyfe, and to bane 
vn derſtẽ dinge when be ſhutteth bis lippes. 
The XVI. Chapter. 
SS Ho fo bath pleaſure to ſowe difcer- a 
Ps 
* 


Prob 


de, piketh a quarell in euery thinge. 

A foole hath no delyte in vnderſts 
dinge, but only in thofe hinges wherin bis 
berteretoyfeth. Where vngodlynes is , the- 
re is alfo diß da yne: zfotbere felowech ſha · 
mezd:flbond. The wordes of amas mouth 
are like depewaters, andthe well of wy foo 
meislitea fullfircame. It is not goodto Proa4.¢ 
Tegarde ? perſonne of the vn gedly,cz to put 
backe > righteous in iudemẽt. A fooles lip 
pesareencr biawlinge, and bie meuth pzo- 
ucketh vnto batayll. A feoles meuth is bis 
orene defiruccion,and bis lippes are ? ſnare 
for his orwne ſe ule. Che wordes ofa ſaun⸗ 
derer are very woñdes and go thorow vnto 
the ynmeſt partes ofthebedy. Who fois 
[lenth full and ſlacke in bis labs, is > brot her 
Ofbim > is a waifécr. The name of $LCRDE B 
is a ftronge caffell, righteous flycth vnto 
it,and ſhalbe fancd. But ? rich mas gesdes 
arc bie ſirenge holde, yeeberateth chem for 
an bycwallrogdeabentebias. After pryde 
cSmxcth deſtruccis and hono after lewlynes. 
Ferhat geueth ſentẽ ee in a matter before he Eecla ua 
heare it, is a foole, and worthy to be cenfoun 
Ded. A goed ſtomacke drꝛyueth awaye amas 
difeafe, buewha > ſpꝛete is vexed, whe maye 
abyde it? Awyfebertelabcureth for know 
lege,and a prudent eare feteth vnderſtondin 
ge. Liberalite bryngeth a manto hons and 
worſhipe. ſetteth him amenge arcate men, 

The righteous accuſeth bi ſelf firft ofall, C 
yf bis neghbo come,befhal fynde him. The 
loc pacifieth $ variatice,z parteth # mightie 
afunder, The vnite of brethren is ſtronger 
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thena caféell, and they that holde together 
Halbe faciffied with the frute of bis owne 
mouth, andwith che increaſe of bis lippes 
the power ofthe conge,bethatlouecthit,fbal 
emoyethe frute therof. Oboe fo fyndetb a 
wobolfome benefice oftheL ORDE, The 
poore maketh fupplicacion and piayeth me- 
A frendechardelycech in love dot ha man 
moze frẽdſhipe, and ſticketh faſter vnto him 
The XX. Chapter. 
B Etter is the pooꝛe chat lyueth godly, 
le. Where no diſcrecion is, there the 
foule is not well: and who fois ſwifte on fore, 
man co go out of bis waye,zthenis bis her- 
tevnpacientagaynfé the LORDE. Riches 
of bisomnefrendes. A falferoytneffe [yal 
not rema yne vnpunyſhed, and be chat ſpea⸗ 
beth lyes ſhal not eſcape. The multitude 
reth him that geueth rewardes. As forcbe 
poore, he is hated amonge all bis brethren: 
geueth credéce vnto wordes, getteth not hin 
Gee Se that is wyſe loueth bis owne ſoule: 
eve. A falfe wytneſſe ſhal nocremayne on- 
— — be ſpeatbeth lyes [hal perifhe. 
re vnſemely is it,¢ bonde man to haue ? rule 
of prynces. 2% wyſe man putteth of diſplea 
The kynges diffaus is lite * xoaringe of 
a Lys, but bis frẽdſhpe is like che dewe vps 
ofbis father, za biaulynge wife is like the 
copp of an boufé, where thorow it is ener 
by ¥ heretage of bis elders,buta diferete wo 
ing is che gifte of che LORDE. Slout hfulnes 
ger. Who fo Eepeth the cSmaundemiét, te 
pee bis owne foule: but be Fregardeth not 
poore,léderh vnto ¥ LOR DE:zlofe whatbe 
Tayeth out, ic ſhalbe payed bimagayne.Chaf 
foulebe moned to flaye bi. For greaterwrath 
bryngech barme, therfore ler bim go, and [o 


are like the barre of a palace. A mans bely 
ſhal he be fylled Death andlife ſtonde in 
wife fyndecha goodebynge, z receauethan 
ely, but che riche geneth a rough anfivere. 
then a brotber. 
thẽ the blaſphemer that is but a foo 
ſtombleth haſtely. Fooliſhneſſe matech a 
mate many frendes, but the poore is forſabẽ 
hageth vpõ greate men,zcucry man fauou- 
yee bis owne frendes forſake him, T he that 
and who ſo bath onderftonvdinge,fhal proſ⸗ 
Delicate eafe becdmeth noc a foole, moch mo 
fire,z it is bis bons co lec ſome fautes paffe. 
Pgrafie. An vndiſerete fonneis * heuynes 
dro —* Houſe ⁊ riches mayea mã haue 
bryngech flepe,z an ydell ſoule ſhal ſuffer 6S 
is waye ſhal dye. He p? hath pitie vpon the 
tẽ ¥fonne whyle there is hope, but let sory 
mayeſt thou teach hum merenurcoure. DO 


Che ry. Chap. Fo. xliij. 
geue eare vnto good councell,z be content to 
be refourmed, that thou mayeſt bewyfe bere 
after.Chere aremanydeuices ing mas berte, 
nevertheles the coficell of $ LORDE flpal ft6- 
de. It is a mans worfhiperodo good, z bet 
ter it is to bea poozema,then a dyſſembler. 
The feare of the L ORDE preferuerh che life, 
yee it geneth plẽteouſnes wit hout the viſita 
aiSofany plage. A flouthfull body ſhueeth 
bis honde into bis bofome, fo yhe cannot 
putit tobis mouth. Uf chou ſinyteſt a ſcor 
neful perſonne, the ignoraüt ſhal rate better 
hede: ⁊ yfthou reproueſt one y" bath vnder- 
ſtondinge, he wil be $ wyſer. de hurteth 
bis father or ſhuteth ont bis mother, is & 
fhamefuli zanvnroxtbyfonne: · My fon- 
ne, beare nomoze che doctrine y‘Ieadeth the 
awaye fromtbe wordes of vn derſtondinge. 

A falſe wytnes laugheth indgmẽt to coz 
ue Tehe mouch ofthe vn godlyeateth vp wie 
Eednes. pPunyflymentes are ordened forthe 
ſcorne full and ftripes for fooles backea, 

Che XX.Chapeer. 


AI Nneis a volupeuous chinge,z drs 
* kennes caufeth ſedicion: who fo de⸗ 

AW lycetbeberin, [hal neuer be wyfe, 
The Eynge oughe co be fearedas theroarit- 
ge of 4 lyon,who fo prouobeth bim vnto an- 
ger,offendeth agaynft bis one foule. It 
tsa mans bononre tof —— ſtri 
fe but they y haue pleafiire in hrauumnge, are 
fooleseueryone. 2 flourhfullbody wyl not 
go toplowe for colde, therfore ſhal be go a+ 
beggingein Sommer, and haue nothin ge. 
Wyſe councell in che herte of man is lite a 
water in the depe of the carth, but he that 
bath vnderſtondinge, beyngeth ic forth. 
Many there be ehacarecalled good doers, 
but where ſhal one fyndea true faichful ma? 
Whofo ledeth a godly and.an innocent li- 
fe, bappie ſhal bis chilozen be,robom be lea⸗ 
ueth bebynde bim, 

A kyngethat ſytteth inivdgiment,and lo, 
keth well aboute bim, dryueth awaye alle- 
uell. Who can ſaye:my bere is cleane I ant 
innocent fromfynner Co vſe two maner of 
weightes , or trvd maner of meaſures, both 
thefe areabbominable vntoð the LORDE. 

2 chilve is knowne by bis conuetfacion, 
whether bis woates be pureandright. 2s 
for the bearinge of the care z the fight of ¥ 
eye, ¥ LORDE bath made thẽ both. Delyte 
not chouin ſlepe, leſt thou come vnto pouer 
terbut opẽ thine eyes, zthou ſhalt bane bred 
ynougb. It is naught. It ĩs naught (faye 
men whan they haneit,butwhan it is gone, 
they geue ft & good worde. 2 
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A mouth of vnderſtsdinge is moꝛe worth 
Proc.a then golde many pzecions ſtones and coftly 
andag b Tewels. Cate bis garment that is fuertie 
€ fora ftrannger,zeatea pleogeof bim fo: + 
wntnorne mans fate. Euery mã liketh the 
bud tharis gotten with difceate, but atthe 
laſt is month ſhalbe fylled with graucll. 
Thoꝛow councell che thinges chat men 
denyfe go fozwarderz with difcrecion ought 
warres tobe taken in bonde. Medle noe 
with bim that bewrayeth ſecretes, and is a 
launderer , and difceaueth with bis lippes. 
Exo30-b Who fo curfeth bis father and mother, bis 
Tab Light fhalbe puc out inthe myddeſt of darck 
Dev.ar-¢ nefe. Cheberecage thar conmech to baif- 
2REs-8 eely at thẽ firft, ſhal not be pꝛa yſed at the en 
Rese ve. Saye not thou: J will recompence e- 
D vell, but put y truſt in the LORDE,z be ſhal 
defendey. The LORD᷑ abhoꝛret h tivo ma 
ner of weightes, and a falfebalatice is an e⸗ 
uellebinge. The LORDE ozdzerh every mas 
goinges, for what is he, that onder ſtondeth 
bis orone wa yes? wit isa ſnare for a man 
to blaſpheme that which is holy, zebento 
go aboute wb vowes. A wyfe kynge deftro- 
yeth > wngodly, z bryngeth the whele oucr 
them. The lanterne of ¥ LORDE is ¥ bicth 
of man,z goeth thorot all cheinrearde par 
tesofthebooy. Mercy ⁊ faithfulnes pre- 
ferue the Eynge, z with lonynge Eyndnes bis 
ſeate is hoiden vp. Che — ofyonge 
men is their wo2fhipe,z a gray beabve , is an 
bond vnto aged. Woundes dryue awaye 
encll,and ſo do ſtripes the inwarde partes of 
the body. The XXLChapter. 
a4 Sek ynges hert is in the hande ofthe 
aRegac LORDE, lite as aretbe ryuers of rwa- 
ters he maye turne it whyther ſo ener 
bewyll. Every man thinketh bis ovwne we 
yeto be right,bucthe LORDE tndgeth > bet- 
tes. To do rightuouſneſſe and indgméctis 
moze acceptable to the LORDE thé facrifice. 
A prefumpruous iobe, a pꝛoude ſtomacke 
ztbelanterne of the mngodlyisfynne. The 
deuyſes ofonethatis diligent, bzynge pler- 
teouf{nes:but be Fis vnaduyfed,commeth vn 
Eo ponerte, Who ſo hoordeth vp riches c 
> difceatfulnes of bis tonge, bers a foole,z 
Lite vnto them that ſeke their owne death. 
The robberies of the vngodly ſhalbe their 
orone deſtruccion, for they wolde not do the 
B thyngetharwas right. The wayes ofthe 
frowarde are ftraunge, but > workes of bins 
¥ iscleane,areright. It is better to dwell 
inacomer onder ¥ houfe toppe, then with a 
braulinge woman ine wyde boule. 
The foule of che vngodly wyſheth enell, 
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The ext. Chap. 
and bath no pitie vpon bis neghbeure. 

When the fcoznefull is punyſhed, che ig- 
nozaunttate > better bede: z when a wyſe 
manis warned, be wil receanethe moze vn⸗ 
derftondinge. Cherightuousenfourmeth 
the houſe ofthe vngodly, but * ungodly go 
on fill after their owne wicFedneffe. Who 
ſo ſtoppeth bis eare at the critge of the poo matcusd 
re, he fhal cric himſelf and not be berde, A 
preny rewarde pacifieth difpleafire,and a 
gifte in the bofome ftilleth furionfneffe. 

The inf delytech in doynge the thynge 
thatis right,but the workers of wickedneſſe 
abhorꝛe che ſame. Themanthat wandreth C 
out of the waye of wyßdome ſhal rema yne 
in the cõ gregacion of * deed. He y bath 
pleaſure in banckettes ſhal be a poore man: 
Who fo delyteth in wyne and delicates, ſhal 
not be riche. The vngodly ſhalbe geuen 
for therightuons,zthewicFed for the iuſt. 

Iris better codwell in a rwylderneffe, the Eccli-2s« 
witha chydinge and an angrie woman. In 
a wyſe —— thereis greate treafure 
and plente ouſneſſẽ, but a fooliſh body fpen- 
det h vp all. Who fo foloweth rightucuf- 
neſſe and mercy, fyndeth both life, rghtuouſ 
neſſe and honoð. ¶ A wyſe maͤn ivynneth the 
cite ofthe mightie, and as for the ſtrength > 
cheytruftin, bebzyngeth it done. Who ſo Rab 
Eepech bis month and bis tonge, thefamete o 
peth bis foule from troubles. Ze pis prow 
bez —— called afcomefull ma, 
whic in wrath darre worke malicioufly. 

The volupenoufneffe of the flouchfull is 
bis orvne death, for bis hã des wyll noc labs. 

He coueteth and deſyreth all the da ye lon/ 
ge, but the rig htuous is allwaye genynge z 
kepeth nocbinge bake. The facrifice of Prowh 
oe wngodlyis abbominacion, foztheyoffre 7" 
thecbinge yis gotten b wicFednes.2 falfé Pro.is.a 
woytneffe [hal periſhe, but he wilbe content 
to beare,fhal allwaye bane power to ſpeake 
bimfelf. An vngodly man goeth forth ray 
ly but the inft refourmeth bis orone waye. 

Thereis no wyßdome chereis no wnder- Efas.c 
fiondinge, cheretsno councell aga ynſt the andscb 
LORDE. The horfe is pzeparedagaynft > Plse< 
daye of battayll, burtheL O R D Egeseth 
the victory. 

Che XI. Chapter. 
Sf Good nameis moze worth chen grea- A 


Pro.33.@ 


teriches, and louynge fauéd is better Eccli.41& 
then fyluerand golde. Whether riches Eccla7a 
or pouerte do mete vs , it commeth all of 
God. Arwyfe man feythebe plage andhy 
deth bimEelf, but che foohfl go on ftilland 
are pünyſhed. The ende of lowlynesztbe 


teen ne bing, 


Pro.zza Chor 
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feare of God,is riches, honoͤ, profperite and 
bealeh.Speares and [nares arein } waye of 
the frowarbde,bue be wil kepe bis joule , lee 
bimfle ft5 ſoch. Rf thou teacheſt a childe it 
bis youch what wayebe ſhulde go, be fall 
not leaueit when be is oide. The rich ruleth 
the pooze,and > borower is ferugunt to $ lent 
der. Hep foweth wicPeoneffe, fal reape fo 
owe, z the rodde of bis plage ſhal deſtroye 
A lonynge eye fhalbe bleffed, for be 
B® Geuech of his bred unto F pooꝛre. Café ont > 
icoaefull man, and fo fbal ferife go ont v 
ims, yee vartaunce and flaunder hal ceafe. 


Who fovelyrechro beofa clene berreandof 


gracious lyppes,  Eynge Mal be bis frende. 

The eyes KA > LORDE —— va at 
but as for > wordes of ? deſpyte ful be bryn 
geth them tonaught. Che flout hfuli boðdy 
fayeth:thereis lys ch out. I might te flay 
nein ? ſtrete. The mouth ofan barlocise 


Gengd D¢Pepytt, wherin be fallech that ) LORDE is 


angriewitball. Fooliſhnes fticteth inthe 
herte of $lad, but * rod Of correcciondzinerh 
it awaye. Who fo dotba poore man wienge 
to increafe bis owne riches, geneth (comely) 
€ vwitocherich,and at the laſt commeth co po 
vercebimfelf. My fonne,bowe downetbine 
care, and berten vnto the wordes of wyßdo 
Me,applye $mynde vnto my doctryne: forte 
is a pleaſaunt t hinge yf thou kepe it in thine 
berte,and praceife icin ehy monehn hat chow 
ma yeftallwaye put y truftin the LORDE, 
Hauenoe Iwarned > very oft with councell 
andlerninge? $3 might fhewe > thetreuth 
andt hat thou vb che verice mighteft anfive- 
recbemplayeeny thingeagainfg>7 Gey 
tbourobbe not $ poore becaufe be is weate, 
andoppreffence |impletniupgmensifor > 
LORDE bimfelf wyl defende their canfe, and 
do violence vnto them F bane vfed violence. 
Make no frẽdſhipe with an angriewyl fill 
inan,and Eepeno company $ furious: left 


Peis: thonlerne bis wayes,andreceaue burte onto 
base Sbyfoule. Benoeebou oneofehem $ bynde 


the rbande vps promyfe,and are ſuertie foz 
dett: for yfebou haſt nocbingeto paye, they 
[hal cate awaye thy bed from onder the. 

ſhalt noe remeue the lande marcke. 


noe, Ptbey which be diligencinebeir bufines 
ffonde before tynges, and noc amonge che 
fymple peopler 
The Xx Chapter 
A CGR ben chor ſytteſt at che rable to ea⸗ 
ln lyrb ? thinges that are fer before> 


te wh a lobe, ordre eby ſtif maner 
Wieafuretbineapperite: and yf chou wile 


Dhe xxiij. Chep. Yo, xliiij. 
tule thine drone ſelf. be not euer gredy of bis 
meate, for meate beg yleth and diſceaueth. 


Tare not oucr greate traua yle and iabẽo ee 
be riche, bewarre of foch a purpofe. YOby i-tim.ss 


wilt chou fecebineeye vpon $ tbinge,whidy 
fodenly vamiphethawayer For riches make 
them felues wynges,and tate heir flighe li 
ke an Aegle into Fayre. Eate not thou wh 
Envyous, and deſyre no bis meate for be 
hath a maruelous herte. He ſayeth vnto $+ 
cate and drynke, where as bis herte is not ch 
F. Nee Fmorfels that chou haſt caren [hate 
thou perbreate , and leſe thoſe fivete wor 
des.Cel notbinge into eares ofa foole, for 
be wyl defpyfe the wyßdome of thy wor- 


des. Remoue noe F oide lande marke, and co Proand 


me not wit hin > felde ofthe fatberleffe: Foz 

be} delinerech them is mighticenen be hal 

defende cher canfe agaynfiche. Applicchi S 
ne berte vnto lernynge,andtbite care to the 
wordes of knowle ge · Witholde nde cozzec+ 
¢ion from > childe for yfebou beaceft bimis 
the rodde he ſhal nor dyechezof. Chou finy 
teft bimebthe rodde but chou delyncreft bia 
foule frombell. My fonne, yf phere reced- 
ne wyß dome, myherte alſo reioyce: yee 
myreynes ſhalbe very glad yf / iyppes ſpea 
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begelous to felowe ſynners but kepe $ frill 
in the feare of the LORDE all the dayeloges 
fez theendeisnor yee come, and thy pacient 
abydinge ſhal not be in va yne Wy fonne, 
ueeare z be wyfe, fo ſhal chine bert profpere 
inthe waye: Bepeno companyrd wynebeb 
Lers and ryotous caters of fleſh: for foch as 
be dronckardes and ryot ous ſhai cemeto po 
uerte, z be that is geuen to moch fepe, ſhal 
Gow araggedcote. Geue eare vnto thy fa- 
ther that begat the,and deſpyſe not thymo- 
ther whan [leis olde. Babs forco get > 
treut heſell nov awa ye wyfdome,nourts zon 
DerfESdinge( for a rig hteous father ismarne 
Tous glad ofa wyfe fonne,z delyteth in bio 
foal thy father be alad,andebymother chat 
retbe,fbalreioyfe. tty forme, geue me ¢c 
thyne herte and lectbineeyes haue pleafare 
inmywayes. Soran whoreis a depe grane, 
and an harlot isa narow pytt. Sbe lur- 
beth litea thefe,andebofethar be nor awar⸗ 
refhebiigeth vnto her. Whereis wo? whe 
rets ſorowẽwwhere is ſtrifer here is biatlyn- 
gertbere are woundes without cauſe · whe⸗ 
re be reed eyes? Euen amonge thoſẽ thac be 
ener atthe wyne,and fete out where the befé 
ts. Coke not thou vpon che wyne, oto reed 
it is, and what a coléit geneth inthe glaffe. 
It goeth ——— it by 
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teth We a ſerpẽt, and fiyngeth as an Adder. 
So fhal chine eyes loke vnto ſtraunge wo⸗ 
men,z thine berte ſhal muſe vpon frowarde 
thinges. Ree thou ſhalt beas thoughtbou 
flepte,in Rnyddeſt of F ſee or vpS Feoppe 
ofthemaft. Chey wounded me (fhalechou 
faicjbucic hath noc burte me,they finore me, 
buc 3 felt it not. Whẽ J ant wel wakened, 
Jil go to F deynke agayne. 
The XX. Chapter. 
be) E not thou gelous ouer wicked mez 
defyze not thou tobe amonge them. 
Sor cher herte ymaginech co do burce, 
z their lippes talke of myſchefe. Thorow 
wyß dome an boufe ſhalbe buylded,z  vit- 
derſtondinge it ſhalbe ſet vp. Thozow dif> 
crecion ſhal * chabers be fylled wb all coſt 
iy ⁊ pieaſaunt riches- A wyſe mã is ftroge, 
yee a mã of vnderſtõdinge is better,thé be y 
is mightie of ſtrẽgth. For with diſcrecion 
muſt varres be takẽ in honde and where as 
are many $ can geue councell,there is * vic 
Wyßdomeẽ is anbierhinge, yee euẽ to 
> foole, for be darre not opẽ bis mouth in F 
gace. de § ymagineth myfchefe, maye wel 
be called an wngracions perfonne. The 
thoughte of > foolifh is fynne, z > feome- 
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be querfene z necligẽt in tyme of nede,thé is 
chyſtrẽgth burfinall. Selywes pe go vn 
£0 ðeath. ⁊ are led awaie tobe flainc,z be noe 
necligẽt therin. Qf thou wilt ſaye: I knewe 
nor of it. Thynt eſt thew he whic made 
> heres , doth not cofidze itz z he which 
regardeth y foule, ſeith it not? S hal noc be 
recSpence euer yman acerdinge to bts wor · 
kes? My fonne,thoueateft hony ⁊ > ficece 
bony cõbe becanfe it is gocd ⁊ ſwete in thy 
mouth. Euen fo hall $ Enowlege of wyf- 
dome be unto ¥ foule,as ſoone as theu haſt 
gottẽ it. And there is good hope, yee y ho- 
alnorbein vayne. Laye no preuy wai 
te wickedly vpo > houſe of * rightuous. 
⁊ diſquiete not bis reftinge place. Fora infE 
mã falleth fenencymes, zryfeth vp agayne, 
but > vngodly fall in to wickednes. Reioy 
ce not thou at > fall of thine enemie and let 
not thine herte be glad whan be ſtombleth. 

Leſt ? IORDIGEhen he ſeyth it be angrie. 
turne bis wrath frombim vnto the. Let 
not y wrath ⁊ gelouſy moue $,to fooler + 
wickedand ongodly. And why? F wicked 
bath norbingeto bope foz,z F cadle of the 
vngodly fhallbe put out. My ſonne, feare 
thon $ LRODEt > Einge,z EepenocSpany 
xb } flaunderous:foz the deftruccion fat 
come fovenly, zwho Enoweth > fallof che 
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Lhe xxv. Chap. 


It is noe good,tobaucrefpecte of any per Mowe 


ſonne in iudgmẽt. He ehto ?* vngod 
lyrt hou arc rightuons , fm ſhall the people 
curfe,yee $ comStic Pal abhorre him · Buc 
they rebuke * ungodly ſhalbe cOmended, 
zarichebleffinge ſhal coine vpõ thẽ. Hema 
keth him ſeif co be welllened, that geuet h a 
goodanfirere. Firſt male vp y worbe ỹ is 
Sount ⁊ loke well vito which chou haſt 
in * felde, thẽ buylde thine houfe.. Beno 
falfe wytneffe agaynft y negbbs , hurte 
baunnee wd ylyppes Saye not: 3 rwil baie 
him euẽ as be hath vealee ws me,z wilrewar 
de euery mã acordinge to bis dedes. wen 
teby > felde of > flouchfull,zby > vynyax 
de of the foolifl) mg. Andlo,it was all co · 
nered wrnettels, z ſtode full of thiftles,z > 
ſtone wall was broke downe. This J fawe, 
cõſideredit wel: Jlobed vps it,ztoke ic for 
a warnynge. Mee flepe on ſtill a licle, Sbre 
litle, feldethine hõdes together yer a litle: 
fo ſhali pouerte come vntotheas one tra 
naylech by $ waye, zneceffite lite a wape- 
ned man. The xxv.Chapter. 

D Seſe alſo are Salomons pronerbes, 2 


wyhich the men of Ezechias tinge of 

nda gatheredtogerber. Yris che 

bond of Godtotepe a thingefecrete,but ¥ 
kinges bouéd iste ſearch oucatbinge. The 
heauen ts bie, * earch is depe,and Linges 
hert is vnfearcheable. Tate } droſſe from 
> fyluer,zebere ſhalbe a cleane veffeilcher- 
of. Tate awaye ongodlineff: frs F Eynge,z 
bis feate ſhal bẽ ftablifiped wirightucuines. 
Put not forth y/ (elf in F pzefenceof y kyn 
He, ⁊ preafenotinco ¥ place of greate mer. 
Better itis F it befayde vnto ¥: come vp 
hither thent hou to be —— ¥ prefen- 
—— whem thou ſeyſt with chine 
eyes. net haiſtie to goto thelawe, lefé 
bapplie thou ordze > felf fo at ¥ laft, chy 
neghbé put ¥ to flpame. Handle thy mat 
ter rd y neghbé bimifelf, z diſcouer not ano- 
ther mans fecrece: left whan men beare ther- 
oßit turne to y diſhonoͤ Tleſt thine euell ne 
me do not ceaſſe. Aworde ſpoben in due ſea 
ſon is hte apples of gelde in a ſyluer dyſhe. 
The correccion of the wyſe is ro an obe- 
dient eare, a golden deyne anda Jewel of 
golde. Life as the wyntercoole inthebar- 
neſt.ſo is a faith full meſſaunger to bimtbat 
feat bim, ⁊ refreßſheth bis maſters mynde. 
Who fo maketh greate boaſtes T geueth C 

not hinge is life cloudes z wynde without 


rayne, With pacience mayea prynce be pa pro, 
cified, z wi a ſoft tonge maye Haorontiee be — 
brokẽ. Xf thou findeſt hony,catefomodas Ke · es⸗ 


is ſufficiẽt foz Yr left thon be ouer full, z per 
breake it out againe Withoarwe F foot fis 
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thy neghbours houfe, lef be be weery ofthe, 
and foabboue the. YObofo bearech falfe 
wytneffe agaynft bis neghboure, he is a ve- 
ty[peare, a ſwearde Ta fbarpearowe. The 
hope of the vngodly in tyme of neve, is life 
ae rottentotbandeflippery foote. Who ſo 
ſyngeth alfongeto a wicFed herte, clothech bt 
with ragges inthe colde, and poureth vyne 
ger vpon chalte. RF chine enemic honger, fe 
de him: yf he thyrſt gene him dzynke : foz [> 
hale chou beape coales of fyze vps bis bea- 
De,and the LORDE ſhalreivarde the. The 
north wynde dzyueth awayeche rayne, euen 
[odoth ancarneft fober countenaiice a back 
byrersconge. It is better to ſyt ina corner 
vnder the rofe, then wb a braulynge woman 
in a wyde houſe. A good reporte out of a 
farre countre. is lite colvewater to a thyrſtie 
foule. A righteous man fallynge dorne be- 
forecbe ongodly, is lites troubled well and 
@ fpzynge is deſtroyed. Tire as it is not 
good to cate to moch hony, euen fo be chat 
wyll ſearch out hye thyngẽs, it ſhal be to be- 
wy for him. He that can not rule him ſeif is 
Ute acite, which is broken downe, and bath 
no walles. 


Thexxvi. Chapter. 


ke as ſnowe is noe mete in fommer, 

J net rayne in harueſt: euen ſo ts wor · 
ſhipe vᷣnſemeiy fora foole. Liteas > 

byrde and the ſwalowe take their flightand 
flebere anð there, fo che curfe that is geuen 
in vayne, lal not light vpon a man. Vnto 
the hoͤrſe belon geth a whyppe,to the Affe a 
brydle,anda rodde to the fooles backe. Ge- 
ne noc che foolean anſwere after bis foolify 
neffe, left chou become lite vnto bim:butma- 
Ee} foole an anſwere to bis fooliflyneffe,teft 
be bewyfe in bis ovene cSceate. He islame 
of bis fete, yee d2oncFen is be in vanite, that 
cõmitteth enythinge toa foole. Lite as ic 
isan onfemely thige to bane legges z yetto 
halte euẽ fois a parable in} fooles mouth. 
He y ſetteth a foole in hye dignite, is euẽ 
as yf a man dyd café a precious ſtone vpõ > 
galous. 2 parable ina fooles mouth, is lite 
& thome ỹ pricteth a droncten man in F han 
De. Aman oferperiencedifcerneth all ehin- 
jes well, butwholo byzeth a foole, byzeth 
a oneas wyltatenobede. Like as the 
dogg turneth agayne to bisvomite,enenfo 
a foole begynnech bis foolifhneffe agayne a 
freſh. Rfthou feyefE a man Fis wyſe in bis 
owne conceate,thercis moze hope in a foole 
theninbi. Che flouchfull ſa yechrt here isa 
leoparde in F weye,and a lyon in F myddeſt 


Fhe xxvij. Chap. Fo. xlv. 
ofthefireres. Liteasthe dore turneth a- 
boute vpon the trefholbde, euen fo doth the 
flouch fullweltcr bimetf inbisbedd. The 
flouch fill body ebruftech bis bove in to bis 
bofome,andit grevech bim to pur icagayne 
to his mouth. The flogarde chintech him 
ſelf wyſer, then vij · menthat fyrrandceach. 

Who fo goeth by and medleth with other 
mens firife,beislitcone } takech a dogg by 
F eares. Li€eas one ſhuteth deadly arow- 
es anddartes out of preny place, enenfo 
doth a dyffembler with bis neghboure 2nd 
thenfayeth be: I dyd it bucinfpoze. Where 
no wodd is, chere the fyre goeth out: and whe 
rethe bachyter is taken aweaye,therethe firt 
fe ceafeth. Coles kyndle beate,and woody 
fyreꝛeuen ſo doch a bꝛaulinge felowe fiere vp 
variauncer 2 flaunderers wordes are life 
flatery, but they pearfe > inwarbde partes of 
¥ body. Denymous lippes Ta wicked her⸗ 
te,are lites potfherde couered & fylucr droſ 
fe. Anenemie dyffembleth with bis lippes, 
andin the meane ſeaſon be ymagineth myl= 
chefe: but wha befpeatech fayze,belene bin 
not, for there arc fenen abbominaciss in bis 

- Oboe fo Fepech euell will fecretly 
todo burte,bis malyce ſhalbe ſhe wed befor 
re the whole congrettacion. Who fo dyg- 
geth vp apytt,fhal faltherin:and be wel⸗ 
treth a ftone, flyal ftomble vpon it bymfelfe. 

A dyffemblynge tonge batech onethat re 
buteth bim,and  flaterige mouth worker 
myſchefe. 


The xxvil.Chapter. 


Ake not thy booſt of tomorow, for 
thou Enoweft not what maye bap- 

pen todaye. Let anoͤther mã piay- 
fethe,znot thine owne mouth: yee ocher fol- 
Eeslippes,andnoctbyne. The ftoneishe- 
by, and the fonde weightie : buc « fooles 
wrath is henyerthenthey both. Wrath is 
a cruell tbige,and furion{neffe is a very tent 
peſt: yee who is able to abyde envyer At 
open rebuke is better, then @ fecrete Ione. 
Saithfull arethe wonndes ofa loner, tut * 
kyſſes of an enemicare difceatfull. Aechat 
ts full, abhorreth an bony cembe: but vnto 
bimebatis bogric, enery ſon er thinge is fice 
te. Hethat oft cymes flytteth, is lite a bye 
de} forſaketh hir neſt. Che herte is glad 
Of a ſwete oyntment and fauoure, bata fio- 
mace that c& geue good countcell,retoyferh 
@ mans negbboure. Thyne orone frende 
and thy fatbers frende fe thou forxfate nor, 
but go notin to thy bothers houſe in tyme 
of thy trouble. * 
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Better is a frende at hõde then a brother 
farce of. My ſonne, be ryfe,and thou ſhalt 
take mea glad herte: ſothat J ſhalmake an 
ſwere vnto my rebukers. A wyſe man ſeyn · 
gethe plage wyl hyde him felf, as for fooles 

Proc.¢ they goon ftill.and ſuffer barme. Take his 
garment that is ſuertie for a ſtraunger, Tta 
Ec a pledge of him foz the vnEnorenemans 
fate. Hẽ that is to haſtie to —— 
boure aboue meaſurẽ, ſhalbe raben as one 
geueth him an euell reporte. A brawlynge 
weman and thezofe ofthe houſe droppyn⸗ 
ge in a ra ynie Daye, maye well be compared 
together. He Chatuctayaa ber, refray- 
neth the wynde, andbolvech oyle faſt in bis 
€ psve. Like as one yzs whetterh another, 
fodorh one man cemfozte another. Who 
ſo kepeth bis fyge ere, ſhal enio ye the frutes 
therof:be that wayteth vpon bis mafter, 
ſhal come to honoure. Lite as in one wa⸗ 
ter there apeare dyncrfe faces, euẽ ſo dyuer⸗ 
ſe men haue dynerfe hertes. Lifeashellz 
Ecclisg.a deſtruccion are neuer full, euen ſo the eyes of 
Eeclarb mc can neuer be ſatiſfed. Sylner is tryed 
inthemoulde,z golde in the fornace, T ſo is 
a man whan beis openly prayſed to bis fa- 
ce. Though thou — bray a foole v 
@ peſtell ina morter hie ocemecll, yet wil noe 
bis fooliſhneſſe go frombim. Se ¥ thew 
Enowerthe nombicofthy cacell thy ſelſ and 
lofe well co thy flodes. For riches abyde 
noc allmaye, z the crorvue endurech not for 
ener. Thebaygroweth, > graffe cẽmeth 
vp, berbes are gathered in * mountaincs, 
Thelambes fhal clochethe,z fortheaca 
tes thou ſhalt hauemoneyto y bufbondzy. 
Thou ſhalt hane geates mylcE ynough 
to fedethe,to vpholde thy bufholve,z to fue 
teynetby maydens. 
The Xxvul.Chapter. 
ot He vngodly flyech noman chaſynge 
Leuias.c bim, bůt the rightuous ſtondeth riff 
as a lyon. Becauſe of ſynne ¥ lon 
de doch oft chaunge hir prynce: but thorow 
men of vnderſtondinge wyßdeme a realme 
endureth longe. One poozeman oppꝛeſſin 
ge another by violence, is like a contynuall 
sayne that dcftroyeth ¥ frute. Theythat 
forfate che lawe, prayſe ¥ ongodly: but fedy 
astepetbelawe, abhorre them. Wicked 
men difcerne not the thinge ¥ is right , but 
theythat fetc after the LOR DE, difenffe all 
Pro19% ebinges. A pooremanledynge a godly lit- 
fe, is better then the richethat goeth in fro- 
warde wayes. Wboſo kepeth che lawe,is 
a childe of vnderſtondinge : but he y fedeth 
Srxxyotous men, ſhameth bis father. Who fo 
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increafeth bis riches by vaiitage z wynnyn 
ge,letbim gatberthem to belpe che pooze 
withail. Secbar turneth awayebis eare Prouk 
from bearinge ¥ lawe, bis pzayer ſhalbe ab 
bored. Who ſo ledech ¥ rightuous in to 
an euell waye, hal fallin to bis owne pyte, 
but > iuſt fhal bane che good in poffeffion. 
The rich man thynketh him [elf co be wy 
fe, buethe poore that bach vndaftondinge, 
ca perceane bimwelynough. When righ & Ti 
tuous men are in proſperite, thé doth bonou 
re flouſh: but when the vngedly come vp, > 
ſtate of men chaungeth. de that hydech 
bis ſynnes, ſhall not proſpere: but who fo 
Enowlegeth them and forfaterh them, ſhall 
haue mercy. Wellis bimtbar ſtõdeth all 
waye in are: as for bim chat hardeneth bis 
berce,be ſhal fallincomnfchefe. Liteas g 
roaringe yor and anbongrie beer, euen ſo C 
isan vngodly prynce quer the poore people. 
bere the — —— 
dinge, there is greate oppreſſion wꝛonger 
but yf be be ſoch one as bareth couetouſ⸗ 
neffe,be fhallongeraigne. He that by vio 
léce ſheddeth eny mans blonbve,fhal keg vert 
nagate vnco bis grane, and no man ſhal be 
able to fics bim. Who ſo leadeth a god- 
ly and an inmocét life, ſhalhe ſa fe: but he that 
goeth frowarde wayes, ſhall once haue a 
fall. ey eylleth his londe ſhal haue plen 
recuſneſſe of bred: but he thar foloweth yoil 
neſſe ſhal haue pouert⸗ẽ ynough. A faith- 
full man ts greatly to be conme ded, but He timo. 
that makech to moͤch hat ft for to ke riche, Proasa’ 
foal not be vngiltie. Cobaue refpecte of 
Perfonnes in indoment is net good : And 
soby7be will do wꝛenge. yee euen for a pece 
of bꝛeð. He that willbe richall to ſoone, D 
bath an euell eye, and conſidereth not,that 
— fhallamevponbun. Sethat re- 
nEcth a mar, ſhall fyndemoze faucureat * 
laſt thẽ he that flatrech him. Whoforob 
betb bis facber and mother, and fayethicie Methuse 
nofynne: che fame is lite vnto a moͤrtherer. 
Se that is of a prouve fiemacte, ſtereth 
vp firife: but he that putteth bis truſt in * 
LORDE, ſhalbẽ well febd. ethat truſteth 
in bis orvne bert,is a foole: but he that dea⸗ terear.b. 
leth wifely,flyalbefafe. He that geueth on Pataca 
tothe poore, ſhal not wance:but he thaẽ tur Danica 
netl — his eyes frem ſoch as de in neceſ 
fice, ſhall ſuffte greate pouerte himſelf. 
Oban the vngodly are come vp, inen pro.ze.b 
are fayne to hyde them felues:but whe they andis2 
perifly,che rightuons increafe. 
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We gr Erhacis ſtiffnecked ⁊ wyll not be re Therightuous abhorre the ongodly:b: 
$B) wkee 
Prop.b.d outenybelpe. WhbereFrightuous bate then. 
haue the over bande, ? people ercin pzofpe Thexxx. Chapter. 


rite:but where the ungodly bearechrule,tbe 
re} people mourne. Who ſo loueth wyßdo 
Prog.a Me,makech bis facber a glad man : but he ỹ 
fepech harlottes, ſpẽdech awaye phe bath. 
With eruc iudgment ? kynge fecteth vp the 
londe, but yfbe bea man ỹ raketh giftes, be 
turnech it vpſyde downe. Who foflacreth 
his neghboͤ; layeth a nette for bis fere. The 
fyme of ? wicFed is bis owne ſnare, but > 
righteous [bal be glad and reioyſe. The 
sighteous confivzech the canfe of the poo- 
se, butthe ungodly regardeth no vnderſton 
Dynge. Wicked people brynge a cite in de 
caye, but wyſe men fer it vp agayne. Xfa 
wyſe man go to lawe with a foole (whether 
be deale with hum frendly ozrougbly) be gee 
® tech noreft. The bloubettyyifice bate the 
rightuous, but che iuſt fete ee feule. 
foole poureth out his ſprete alleogetber, bus 
a ease 4 man kepech it in till afterrearde. 
Rfa prynce delyte in lyes, all his ſeruaun 
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tes are vngodly. The poorꝛe and the len · frome vanite andlyes:cene menetl 
Der mete cogecber,thel OR DE ssperneep tener riches,only rane — — 
bothebeircyes, The ſeate of che kinge nynge. Seſt yf I be to full, J den ye $,z faye; Devt s.e 
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Proud Aehfruy mogeth the poore, ſhal continue 
ſure for euermore. Tbe roddeand correc· 
cion myniſtre wyßdonie, but yf a childe Le 
not lobed vnto, be bryngeth bis mother to 
ame. YObenche vngodly come vp, wic 
‘cOneffe increafecb: but the rig hcuous fall 
fecbeirfall. LCTturconre thy forme with coz 
reccion,and be ſhal comforte the, yee be ſhal 
dothe goed at thine hert. Where no pre- 
het is, there the people periſhe: but wellis 
Bins thac Bepeth the A ſeruaũt wil 
noc be che better for woꝛdes, for though be 
vnderſtonde yet wil be not re garde them, 
Rf thou ſeyſt a man chat is haiſtie to 
fpeate mnaduyfed, chon ma yeft crufta focle 
moꝛe then him. He that delicately bzyn- 
geth vp bis feruamit froma cilve, ſhal ma 
fe bim bis mafterac length. An angrie 
man ſtereth vp fitife, and he that beareth e- 
uell wyllin bis mynde, doth moch euell. Af⸗ 
Tobaz.¢ ter pzyde commetha fall but alorly fpzete 
bzyngeth greace worſhipe. Who ſo kepeth 
company x @ thefe, hateth bis orvne ſoͤuler 
he heareth blaſphemies teileth it not ſorth. 
Se that feareth men ſhal haue a fail: bůt 
who ſo putteth bis truſt in the LORDE, fhal 
cometoboné. Many there bethat ſeke * 


cleane, [bal not be clenfed from their fre! 
There are people y Saka pucubele 
i > 
plestethe are fiverdes, and with ee daft 


heil.a womans wombe,and the earth hath — 


q. Bron’ 
to ftome,andfettech bis mothers conmead- —2 


peynces fauoure but encry mans indament 
remmeth fremebe LORDE, 


There be thre thinttes to bye forme, and 
as for che fourth, ic paſſeth my eis 
iiij 


Sap 


Pto.c. a 


Salomons Pꝛouerbes. 


The waye ofan Aegle inF ayze, * waye 
of a ferpent ouer > ftone, $ waye ofa ſhippe 
in ? {ee,z F waye ofa ma a Yonge womg. 
Soch isthe waye alfo ofa wyfepbzeaterh 
wedlocke, whidy wypeth bir mouth lite as 
wha fhe bach eaté,z fayeth:2As foz me, J ha 
ne done no harme. Thorowthre hinges the 
earth is difquicted,z che fourch maye it noc 
beare: Thorow a ſeruaũt y bearecbrule,tho- 
vow a foolep bath greate riches, thorow at 
yole boufwife, chorow an handma yden > 
is beyzcto hir maſtres. There be foure thin 
ges incheearth,the which are very litle:but 
in wyfdome theyerceade thewyfe. The 
Emmettes arc bue a weake people, yet ga⸗ 
therebey ther meate together in > harueſt. 

The conyes are bur a feble folfe, ye mak 
theytheir couches amonge the rocFes. The 
grefboppers baue not @ gyde, yee tocivy 

‘Sich together bybeapes. Thefpyder 
bourethw bir bades,z pin} kynges palace. 

There be threthinges F go ſtiffly but the 
goinge of the fourthis che goodlieſt of all. 
2 Lyon which is Eynge of beaftes,z genet 
placetono man:2l coc ready to fight:% ra 
me:And aE yngeF gocth forth w his pecple. 

If thou be ſd footifly comaguifiey ſelf or 
medleſt cheny ſoch thinge, thẽ laye thine hã · 
de vpoͤny moͤuth. Who ſo chyreth myick. 
mateth butter: he that rubbeth bis noſe ma 
keth itblede,and be chat caufeth wrath, bryn 
gech forth fivife. 

The xxx.Chapter. 

>, Seſe are the wordes of Kynge £La- 
muel,z * leffon p his mother daught 
him. My ſonne thou ſonne of mybo 
dy:Omy deare beloued ſonne, geue not ouer 
thy ſubſtaunce c mynde vnto women, which 
are che beſtrucciõ euẽ of kynges. O Lamuel, 
gene kinges no wyne, geue kynges ⁊ prynces 
no ſtronge dzynte: leſt they beinge dronken 
forgetebelawe,z regarde not ? cauſe of the 
odre, ⁊ Of all ſoch asbeinaduerfite. Gene 
Feonge deynke vnto och as are condempned 
to death,z wyne vnto thoſe pmoure : chat 
they maye drynke it,z forget their mifery z 
aduerſite. Be thouanaduocate z ſtonde in 
indgment thyfelf.to fpeate for all ſoch as be 
dõome zfircourles. Wit hy mouth defende > 
thinge Fis laufull and right,and > canfeof 

F poozeand helpleffe. 


B% Whofo fyndeth an honeſt faithful wo⸗ 


Khe xxxi. Chap. 
mã ſhe is moch moze worth che ‘perles. Che 
berce ofbir huſbande maye ſafely truſt in 
ber,forbat he ſhal haue no neve of fpoyles. 
She wil do him good ⁊ not euel all ? day 
esofbirlife. Shẽ occupieth wollz flay, z 
laboureth gladly bir banves. She is li 
rẽ a marchauntes ſhippe that bryngeth bir C 
vytayles from farre. She is vp in ? night 
ſeaſon to prouyde meate for bir houſholde 
foode ſor hir maydens. She comſibreth |S 
De,z byeth it, and wᷣ the frute of bir hanves 
fhe planceth @ vynyarde. She gyrdeth 
birloynes with firength,and couragerh bir. 
armes. And yf fhe perceane that birbouf 
wi frie doth good, bir candle goeth nor ont 
by night. She layeth bir fyngers tocbe 
fpyndle,z bir bande taketh holde of ? rocke. 
She openeth bir handeto F poore,yec ſhe 
ſtretcheth forth bir hãdes to foch as haue ne 
de. She feareth noc Hebe colde of wynter 
[pat burte bir bonfe, for all bir houſholde fol 
es aredubleclothed. She maketh bir ſelf 
fayre onamétes, bir clotbige ts whytefylte 
zpurple. ir huß bãde is moc ſet by in * D 
gates, whẽ he ſyeteth amonge ? rulers of > 
londe. She makech cloth ofſylke ⁊ ſellech 
it, and delynereth a gyrdle unto *¶ marchaũt . 
Strẽgth and honoure is bir clothinge, z 
in the latter daye ſhe fyalreioyfe. She o⸗ 
peneth bir mouth with wyßdome ⁊ in hir tõ 
ge is the lawe ofgrace. She lobeth welto 
the wayes ofhir houſholde Zeateth not hir 
bred with yoilnes. ir childꝛen ariſe ⁊ call 
bir bleffed, z biz hußbande mateth moch of 
ber. Many daughters there be gather ri 
ches together, but thou goeſt aboue thẽ all, 
As for fausd jcis difceatfull,and bentic 
isa vaynethinge : buta woman 
that feareth the LORDE,fhe 
is worthy tobe pray- 
(ed. Geucher of 
the frute 
of 
birban- 
— hir 
owne workes pra yſe 
her in the * 
gates. 


The ende of the pronerbes o 
—— f 


Che firſt. Chap. Fo. plvij. 
Ottleſiaſte. 


Eynge of Zernſatem. 
Wba this bok conte yneth. Llis bus vanite ſaieth * prea A 
= cher )all is but playne vanite. keclin. b. 
Chap. 1. All thinges (yfamawylcsfiore f Sorwhat els hac a ma,of all 


‘themwel) are but vanite. teuertheles ams 
Sethemall therets notbigewesFer and moze 
‘vnftedfaft, thenmanbim felf- 
Chap. i. Sn this bapter(andintheo- @waye,anocher commeth, but theearch aby 
—— e fears melon: oisbe — dech fill. Che Sonearylerb,the Senne go- 
es oly : é 
bytbismerneshemayeteberrcrcaufemen eb Downe, zreeumnerbro bis place, phe mar 
fode(pyfeallereatures, in refpecteoftheon ye there ryſẽ vp aga yne. The wynde goet dto 
Pe Tyenerlaftinge Gov. warde * Souch, zferchech bis Spafeabsure 
"Eperessnorvigesarecountmpucccsponp — BneO te LToieh,2 fo cmnecbince bimfelf ae 
fe and trauayleinit.roerercifemenwith- gayne. All flondes runneusto the fee, z yet lobi4.b 
Whatfocuer emanenioyethofhisie che fec is noc fylled: the — what place 
the waters runne, thence they comeagayne. 
aa a * — thine ¶ Allthinges are ſo harde Ay9ns mã can expref 
There is norhingefoercellentandhye, fethens. The eye is not ſatiffeb i ſight, che 
—— oficewberevn- — egreis not fylled wb hearinge. Theehinge p 
—— — bath bene, Smeth to paffeagayne:z Achin· 55 
ousvowes. Letnoman maruayle that fo gepbach bene dvone,is done agayne there is 
mod) euell is done, for the — are many no new chinge vnder che Sonne. Is there 
* idemetharoae eny thintze, ———— 
æ not entoye — ————— * —— — loge agoo inchetymes > 
bey be. haue bene before vs. Cheebinge is paftis 
Chap. vir. To — ——— dur of remẽbraunce: Lue ſo che cbiges chat 
—— ——— 8° axe forto come,flyal nomoze be thought vᷣpẽ 
vill. Of the oberiecewbicmenowe amogeche thar come afcer. ymyfelf> Prea 


— —— beyngetynge of Sraelz Jerufale, ap- 
Dis not tobe defpifed. Jers é 7 
hocpomibie foreny mcocepscbonse themes plyed my bo arpa ad dee ha 


a thelabd phetatech vnder che 
Somes One generacid paffech 


PYPeTS 


Bes that bein theworlde. owlege of all cbiges Pare done vnder bea- 
Chap. 1x. Like thinges * pntoall nz. Soch crauaylez labs hath God geuẽ vit 
men: therfore with myrthand 


an fulnehe ro $ childsé of me to exercyle the feluesthert. 

i if — Abad 
meet ——— Thus J haue confivered all che thinges C 

ewodapters are many that Lome to paffewnder the Sne,zlo,they 

wyfeano — wel worthy to — areall but vanicez paces of mynde.The 

xe Ser ſhe Soted cannot bemaybde ftraight,z the fau- 

—— —— —— ewok. tes c& not be nõbꝛed. JI cOmonedxb myneow- 

Defaye: As forall thetbingestharbewndee ne herte,fayege: lo, Fam cometoa Greatce- sPersb 
ſtate and bane gotté moze wyfoome,thé all ande-< 
EEperience. Andebisistheconclucton.chat they ¥ have bene before mein Jernfalem. ee 
there is nothynge ftedfaft and vurablebut myhert bab Greate erpertéce of wyfdome z 
Godbimfelf, whs menoughe tofeare,andto Enowwlege, foz there unto 3 applyed mymyn 
baue bis comaundementes before their eyes dexy¥ J mightEnowewhatwere wyfdomee 
See Fromenvere routh ep wnderfiddinge, whar were errs ⁊ ſobliſhnes. 
And Iperceaued ¥ this alfo was but & vere 
cion — 2 for where moch wyßdome ts, 
there is alſo greatetrauaylez diſquietnes: 
moꝛe knowlege a manbath.themoreis his 
care, The ll. Chapter. 

Sẽ ſayde J thus in my hert: Mow go a 

to, wil tate myne eaſẽ T haue good 

da yes. But lo, that was vanite alfos 
info moch thar} ſayde vnto laughterr thou 
art madd and com yrch:what doeſt thou⸗ 


eregag 
$8.7 


areg-4.9 


$ oa 
Eccleſiaſtes 

So I thought in my herte, to wit hdrarve 
my fleſh from wyne, to applye my mynde vit 
to wyß dome and to cempzchede fooͤiſhneo 
wneill che tyme that(amonge all $ thinges 
whic are onder } Gone) might fe what 
rere beft foz men todo, folonge as they ly- 
ue vnder beanen. 

J made gorgious fayreworkes, I buyl 
ded me pout ,and planted vynyardes: J 
made me ortchardes and gardens of pleafu- 
re,and planced treesin them ofall maner fru 
tes. J mate poles ofwater. to water $ gre 
ne and frutefull crecs withali. J bought ſer⸗ 
nauntes and maydés,and bade areate boul 
holde. 2s for catell and ſhepe, I badmoze 
fubftaunce ofthem,tbenall they p were be- 
fore mein Jeruſalem. FJ gathered fyluerz 
geivecogetber, euen a treaſure of kyn ges 
londes. 

I prouided me ſyngers and wemẽ which 
conve playe of inſtrumentes, to make men 
myrth anð paſtime. I gat me drynk ynge 
cuppes alfo and glaffcs. (Shortly ) was 
greater Zinmozeworfhipe then all my pze- 
Decefjours in Jeruſalẽ. For wyßdome remay 
ned with me: Z loke what fo ever mynecyes 
Defyred, Ilet them banc it :zwherin fo cucr 
nsy bercedelyted or hadeny pleafire, J with 
helde it not fis it. Thus my bert retoyfedin 
all § FJ dyd, and this J coke for the porcion 
ofallmytrauayle, BucwhanZ confidered 
all the workes $ my handes bad wrought, 
and allebe labours that J bad takent herin: 
To, all was but vaniteand veracion of myn 
de, T nothinge of eny value under ¥ Gomne 
Theneurned J meco confidre wyfdome,cr. 
roure and fooliſhneſſe ( for whacis be amon 
ge men,thatmight be comparcdtome * kyn 
Ge in [ody workesz)and J farwe, that wyf- 
Dome ercelleth foolifneffe, as farre as light 
doth darkneſſe. Gor a wyfe man beareth bis 
eyes aboute in bis beade, but the foole goeth 
in the darkneſſe. Jperceaued alſo thatthey 
both had one ende. 

Then thought J in my mynde:æef it hap- 
pen vnto the fooleas it doth vnto me what 
nedeth mechen to laboure eny moze for wyß 
dome? SoJ confeffed within my harte that 
this alfo was but vanite. For the wyſe are e⸗ 
uer as liclein remembzaunce as the foolifh, 
and alltbe dayes for to come ſhalbe fozgot- 
ten, yee the wyfe man dyeth aswell as > foo 
ic. Thus begane Fro be weery of mylife,in 
femoch thac J condeawayewith not hinge 
tbat ts done onder the Some, for all was 
but vanitez veracion of mynde: Mee J was 
weery of all mylaboure, which J bad caten 


Khe tj. Chap. 

wnder the Sonne, becanfe J ſhulde be fay- 
ne to leaue than onto another man,that coe 
meth after ne : for whotnoweth, whetber 
be ſhalbe a wyſe mã oza fooles2ind yet ſhal 
be beleade ofall my labours, whic) J with 
foch wyfdome bane rafen vnder che Gon- 
ne. Is not this a vaynetbinges 

So Feurned me ro refrayne my mynde 
from all ſoch trauayleas J tobe vnder the 
Sonne : for ſd mod asa man ſhulde weery 
bim felf with wyfdeme, with onderftondin 
Ge and oppertunite, and yet be fayne ro lea⸗ 
ue bis labours onto auot her, p neuer ſwett 
ſor them. Thisis alſo a vaynethinge anda 
grearemifery. For what getteth a ma ofall 
$ labd zerauayle of bis mynde, p he taketh 
wnderthe Senne, burbenyneffe,fozowe ⁊ diſ 
quyetnes all 3 dayes of bis lifer In ſo moch 
thar bis herte can not reſt in the night. Is 
not t his alfoa vayne thinge ? Is it not bẽt · 
ter then for ama to eate and dẽynke, and his 
ſoule to be mery in his laboure ? Ree J ſawe 
that this alſo was a gifte of God: For who 
miayecate, drynke, or drynge eny thĩ ge to paſ 
fe wit heut hüun? Andwhyzhe geueth vnto 
mã, what it pleaſet h himẽ iv het her it be wyß 
dome. vnderſtondinge, or glaͤdneſſe. But vñ · 
tothe ſynner be geueth weerynes and ſoror 
that bemaye gatherand beapetogetber > 
thinge, } afterwarde ſhalbe geuen vnt o bim 
whom it pleaſet h God. This ĩs now a vayne 
ebinge, yee a very diſquietneſſe and veracið 
of mynde. 

The Ill. Chapter. 


is vnderthe heauen, bath ts conueni- 


D 


tTimo.4. 


EE jiocnbereye bathatyme,yceallthat of 


ent feafon. There is a tyme to be boz- 
ne,andatymeto dye. Chere is a tyme to plã · 
te, andatymeto plucte vp the thinge, is 
planted: 2 tymeto flayc,and a tymetomate 
whole: 2 tyme to breabe Downe, and acy- 
mẽ to buylde vp: Acymetowepe, anda ty- 
meto laugh: A tymeto mourne, andatyme 
to daunſe Atyme co caft awaye fences, and 
at yme to gather ſtones together: A tyme to 
enbrace, Ta tymeto refrayne from enbracyn 
ge:Atyme to wynne,and a tyme to leſe:Aty 
mero ſpare, and a tyme to ſpende: A tyme to 
cuttin peces and atyme to ſowe together: 
A eyme co kepe fyléce, and a tyme to fpeake: 
Arcymeto lone, zatymeto hate: Arymeof 
warre. and a tyme of peace. 

Whar bath ema els (that doth eny ebin 
ge)but weeryneffe and labourey For astou- 
hinge the trauayle and carefulneffe which 
God bach geuen vnto mé, J ſe that he bath 
geuen it them,to be exerciſe d in it· Allebie 


lob.ia ·a 


Eccliao. 


B 


Ecclan. a 


C 


secũ.. b 
Sap.2a 


A 
Abac. 1a 
Becls.5.a 


Exclefiaftee, 


bach be ordened maruclous goobdly,to every 
hinge bisduetyme. Debath platedigno 
raunce alfoin the bertes of men, § they fbul 
de not fyndeout F grounde of bis wortes, 
whic he doth from > beginningeco ? en- 
de. SoF perceaued, pin cheſe chinges the 
reis nothinge better for a man, che co beme 
ry Tto do well ſo lene asbelyueth. For 
all } aman eateth zdzynFeth, yee what fo 
ener g mã enioyeth of all bis labs, $fameis 
a gift of Sod. Fcofivercdalfo p what fo 
euer God doth, ie cStinueth for euer,z ¥ no 
thinge can be put vnto ic ner tabẽ from it:z 
Sod doth it to F intent, } men ſhulde fee 
re him. Tbe thinge hach benẽ is now:z 
the thinge > is for to come, bath bene a fore 
tyme, ſor God reſtoreth agayne the chinge 
that was paſt. Morsuer I ſawẽ vnder > 
Sonne, ongodlyneffe in the ſteade of iudg · 
ment, ⁊ iniquite in ſteade of rightuouſne ſſe. 

Then thought Iinmymynde: God ſhal 
ſeparate che rightũous fromebe vngodly, 
then ſhal beebecyme T iudgmẽt of all coun 
cels z workes. J cAmoned xb myne ow- 
ne herte all> cOcernyngethe childrẽ of men: 
bow God bath chofencbem, and yer b 
tht apeare,as though chey were beaftes:foz 
icbappeneth vnto men as it doch onto beaſ 
tes. asthe one dyeth, ſo dyeth > orber:yee 
they baue both one maner of bretb, fo p(in 
this aman bath no pzeemynence aboue a 
beeſt but all are fisbdued onto vanite. They 
go all vnto one place, for a6 they beall of 
duſt.ſo [bal they all curne vnto duſt againe. 

DObo Enoweth che ſprete of mas ? goeth 
vpwarde, and che bieth of che beeft goeth 
doͤwne in to thecarths ¶ Wher fore J per- 
ceaue, pᷣchere is nothyinge better fora man, 
then to be ioyfull in bis laboure, for that is 
bis porcion. But ivho wil brynge him to 
fe the thinge, that come after him? 
Che ill. Chapter. 

© FJeurned me, and confidered all 
§ the violent wronge that is done vn⸗ 
der the Gonnezand beholde, the tea 

res Of ſoch as were oppreffed, andebere was 
no man to comfozte them,oz that wolde dely 
uer and defende thent from the violence of 
their oppzeffours. YberfozeFindgedtho- 
ſe that are deed,to be more bappie then ſoch 
as be alyne:yee bim thatis yet vnborne robe 
better at eaſe chẽ they both, becanfe be feith 
not the miferable wortes that are done vn⸗ 
derthe Sonne. Agayne, FZ fare ehacall 
trauayle and diligence of laboure was ba- 
tedof cueryman. This is alfoa vaine thin 
ge, and a veracion of mynde. The foole fol 


Khe v. Chap. XFo. xlviij. 
deth bis handes together,z eateth vp biso- 
wneflefh. Onebandfull (ſaieth Bone bet. 
ter v reſt thẽ borh > handes full with labs 
andtrauayle. Morouer, J turned me, and B 
beholde yet another vanite vnder the Son⸗ 
ne. There is one man, no mo but himſelf 
alone, hauynge nether childe ner brother: 
yet is there noende of bis carefull trauay⸗ 
le, bis eyes can not be faciffied with rides, 
(yet doth he not remembie bimfelf, z faye:) 
S02 whom do Fj tate foch trauayley Foz 
whofe pleaſure do FJ thus conſume awaye 
my lyfe? This is alfo avayne and miferable 
thinge. Cherforetwoare better then one, 
for they maye well enioye the profic of their 
laboure. fone of them fall, bis compa- 
nyon belpeth bim vp againe: But wo is him 
that is alone, for yf be fall, be bath nocano- 
ther to helpe him vp. Agayne, when two 
ſlepe together, they are warme:but bow can 
# body be warmealonez One maye be ouer- 
come, but two maye mate refiftatice:% thie 
folde cableis not lightly broren. 2 poore 
childe beynge wyfé,ts better then an olde kin 
ge, that doceth, and cannot bewarre inty- 
me to come. 
pꝛeſon, zismade a kynge: T another which 
is borne intheEyngdome,commeth vntoð po 
uerte. And J perceaued, ¥ all men lynyn- 
ge vnder the Sonne, go xb the feconde chil · 
de, that commeth vp inthe ſteade of the o⸗ 
ther. 2s forche people * bane benebe 
fore bim, and that come after bim, they are 
innumerable : yet is not their ioyetbe grea- 
ter thorow bim, This is alfo a vaynethin- 
ge anda veracion of mynde. Oban thou 
commefE in co the houfe of God, bepe thy fo 
te, and dzawenye,that thou mayeſt beares 
that is better then che offeringes of fooles, 
forthey Enowe noe what euell they do. 

The V. Chapeer. 
S E not baftie with thy month, zlet 
nottbine bere fpeateeny thigerafh 
— ly be fore God. Foz God ts in hea⸗ 
uen,zebou vpon earth,tber fore let thy wor- 
des be fewe. For where mech carefulneffe ts, 


thereare many dreames: z wheremany woz 


x 


des are, there men mayebeare fooles. Uf pea.s3.4 
Baruc.s,¢ 


thoumate a vorve vnto God, be not flacke 
toperfourmeit. As for fooliſh vowes, he 
bath no pleaſure in them. xf thou promyſe 
enythinge, paye tt:foz better it is chat thou 
make no vowe, then that thon ſhuideſt pro 
mifé, andmot paye. Vſe not thy mouth to 
cauſe y fleſh for to fynne, ¥ thon faye nor be 
fore the angeil:my fooliſhneſſe is in > fauce, 


Someone commeth out of Gen4.b 
rad f URE.16.6 
PROC 
2.Par 35.6 
aneasa 


eRegae 


Eccla.4.a 


lob a20.c 


Tob 1.¢ 


Eccla2.d 


Eccleſiaſtes 


Foꝛr thé God wil be angrie at thy voyce, 
and deftroye all $ workes of chine bandes. 
2nd why? where as are many drrames Z 
many wordes, there are alſo dyuerſe vani 
tics but loke p chon feare God. f th 
ſeyſt the poore to be oppreſſed and weer: 
oujly dealt witball, fo ¥ equite z the vi 
of thelaweis wraiſted inche londe:mar 
noc thou at ſoch iudgmẽt, for one great: mã 
Eepeth coud with another andthe nie beie 
helpe thẽ feluestogether. Che whole lon⸗ 
Dealfowithebe feldes and all that is therin, 
is in ſubieccion and bondage vñto * kin ge. 
He t hat louet h money, wil nener be ſatiſ⸗ 
fied with money: and who ſo del ytech in ri- 
ches, ſhat haue no profit cherof. Is not this 
alſo & vayne thinge Where as many riches 
are,chere are many alſo that ſpende them a ⸗ 
weaye. And what pleaſure moze bath be 
hac poſſeſſeth chem, ſauynge that be maye 
(ote vpon them wich biscyesy Alabonr- 
ingeman flepech fiweccly , whether ic belit- 
Te 92 moch that be eaterh:but che abundaun 
ce of the riche wil not ſuͤffre hůn co flepe. 
Ret is chere afore plage, which J baue fe 
ne onder the Sonne(namely)riches kepte to 
the hurte of bim hath chein in poffeffion. 
For oft times they perifhe with his gree 
temifery anderouble: and yf bebaue a chil- 
de,it getteth notbinge. Life as be came 
nakedout of bis mothers wombe, fo goeth 
he thither agayne, and carieth nothinge a- 
waye with him of all his laboure. Thisis 
amiferab'e plage, ? be ſhal go awaye euen 
as he came. What helpeth ĩt him then , > 
he hat hlabored inche wynde All che daies 
of bis life alſo muft be cate in the darcke, 
with greate care fulneffc,fictneffe z fozow. 
Therfore me thinke ica better anda fay- 
rer thinge, a man to eate and drynke, and to 
be refreſhed of all his labe ure, he taketh 
vn der che Sonne all the dayes of bis life 
whid> God genetb him, for chis is bis po2- 
cion. Forvnto whem ſo euer God geueth 
riches, goodes and power, be geueth it bint 
to enioye it, to take it for bis pozcion,and to 
be reficfhed of bis laboure: this is now the 
gifre of God. For be thinketh not mod 


bow longe be hal lyne, for fo moc) as God 

fylleth bis here with gladneſſe. 
The Vi. Chapter. 

A Camo Herets yea plage vnder $Sonne, 

3 zitis a generail chinge amonge mé: 

me when God gencth aman riches, goo 

des z honoure, ſo that be wantethnocbinre 

of all chat bis herte candefyzezand yet God 

geucth him not lene co enioye the fame , bue 


Che viz, Chap. 


another man ſpẽdeth them. Thisisa vay 
nechinge z amifersble plage. Rf aman 
begectar huudreth dyildien, and lynemany 
yeares, ſo that bis da yes are many in nom 
bre, and yet can not emoyebis good, nether 
be burledras for bim J faye, chatan vnt yme 
ly byzch is better chen he. For be cõmeth 
to naught, z goeth bis waye ĩ to darcknes, 
and bis name is forgotten. Morouer, be 
feych notthe Sonne,andtnoweth ofno reft 
necber berener there: Nee thongh be lyned 
two choufande yeares, yet bach be no good 
life. Come not ail to one placer All che la- 
bourethat a mancateth, is for himſelf and 
yet bis deſyre is nener fylledafterbis myn- 
de. Sorwhat hath che wyfe morechen the 
feole 7 What helpeth it the pogze, that be 
kne weth co walte before the lyuynge? Tbe 
ſight of checyesis better,then chatthe fou- 
le ſhulde fo departe awaye. Howbeit this 
is alfoavayne thinge and a difquietneffe of 
mynde. YObacismozeercellentthenman? 
yee can be notin thelawe get the victory of 
him that is mightier thé he:A vayne chin- 
Seis itco café out many rwo2des, but what 
Datha man els? 
The Vi. Chapter. 


4 Oꝛ who Enoweth what ts good for 


“ manlynynge,in > dayes of bis vay 
nelife,wbid is buea —— Or. 
who wil tell a man,what ſhal happen after 
him vnder the Sonne? A good name is mo 
re worth then a precious oyntment, and the 
daye of death is better che daye of byrth. 
It is better to go in to an houſe of mour 
nynge,thenincoabancketboufe. Forthe 
reistheenve of all men and be that is lyuin 
ge, tateth it to herte. It is better to be ſory 
thence laugh, for whẽ che countenaunceis 
heuy. the berceisioyfull. ¶ The herte of + 
wyfeis inthemournynge bonfe,butthe bert 
ofthe fooliſh is in the houſe of myrth. Fe 
is better to geue care tothe chaſtenynge of 
& wyfeman, then to beare thefonge of foo- 
les. Sorthelaughinge of foolesis mee 
crack ynge of thornes onder a pott. And 
is but a vaynetbinge. 

Who fo doeth mronge , maketh a wyſe 
man to goout of his wict, and deſtroyeth a 
gentle bert. The ende of a chinge is bet. 
terchen the begynnynge. Che pacient of 
ſprete is better then thebie mynded- Be 
noc haiſtely angricin $ mynbde,fozrrath ref” 
teth in the bofome of a foole. Gaye not 
thou:What is the cauferbat da yes of 
olde tyme were better then they be now? 
for char were no wyſe queſtion. Wyßdome 
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Eccleſiaſtes. 


is better ps — yee moch — 
then the eye ſight. Foz wyßdome defend 

as well as moncye,and the — knowle 
ge and wyßdome geueth life vnto him chat 
Bath icin —E Confidze the worke of 
Gov,horothat no man can mateche chinge 
ſtraight, which be mateth croked. Oe well 
thetyme of profperite,andremembze thery 
me of myffoztune : for God makethrbe one 
by —— that a man can fynde nothin 
geels. 

Theſe ij thĩges alſo haue J cSfidzedin ¥ 
tyme of — ? che iuſt mãn periſheth for 
bis rightuouſnes fate, Tthe vngodly liueth 
tn bis wickedneſſe. Ther fore bethou nether 
torightuous ner ouer wyſe, § chow peri 
notibe nether to vnrightuons alfo ner to foo 
Uh, left thou die befozecby tyme. It is good 
forthe to tate holde of this, znoccoler ) 
go out of thy hande. For be feareth God 
ſhal eſcape them all. 

Wyßð ome geueth moze corage vnto the 
wyſe, then ten mightie men — citie: for 
there is not one tuft vpõ earth, Pooch good, 
zfinnech not.Take noc hede vnto enery woe 
de is (poten, lefEchou heare thyſeruaunt 
curſe the: for thine orone hert knoweth, that 
thouchy ſelf alſo haſt oft tymes ſpokẽ euell 
by other men. All cheſe thinges haue J pro⸗ 
wed becanfeof wyß dome: for J thought to 
be wyfe, but [he wente farther fro me chen 
fhe was before, yeez fodepe that I might 
not reach vnto her. J applied my mynde al 
fo vnto Enorlege,and to fete out ſciẽ ce, wiſ 
Dome and vnderftondinge:to Enowe the foo 
liſhneſſe of the wngodly, andebe erroureof 
dotinge fooles. And J founde, thatawo- 
man is bytterer then Seach: for ſhe is a very 
angle, bir bertisa nett, and bir handes are 
cheynes . Who ſo pleaferh God fhal efcape 
from her. but the fynner will be taten xb ber. 

Bebolve (fayeth ¥ preacherebis haue I 
diligently ſearched out z proucd, * Jmighe 
come byEnowlege:wbich as yet I fete, and 
fynde it not. Amonge a ehonfentemen I ha 
ue founde one, but not one woman amonge 
all.Lo, this onely haue J founde, chat God 

made man tuft z right, but they fete dyuerſe 
foryleies, where asnoman bath wyfoomez 
vnderſtõdinge, to gene anſwere there vnto. 

Tbe Vill. Chapter. 

GLI RGdome maketh « mas faceto ſhy 
88 ne, but malice putteth it out of fa- 
— uoure. Kepe the kynges commaun 
demẽt (Jwarne theyz the ooth ? thou haſt 
made vnto God. Be not haiſtie to go outof 
bisfight,z fe thou cõt ynue in no cuell ebin- 


Khe vit. Chap. Ao. xlix. 


ge: foz what ſo ener it pleafech him, F doeth 
be. Lite as when a Eynge genetha charge, 
bis commaundement is mightie: Euen fo 
who maye faye unto bm: what doeſt thou? 
¶Who fo Eepeth the commaundement, fall 

ele no harme: but a wyſe mans bertedifcer- 
neth tyme and maner: For every thinge wil 
haue oppoztunite and iudgment, and this 
is che thinge that maketh men full of care- 
fulnes z ſorowe. And why? a man knoweth 
not what is for to come, for who wylleell 
him Hether ts there eny ma hach power 
ouer ¥ fprete,totepe ſtil ¥ ſprete ner to haue 
eny power in the tyme of death: It isnot be 
alfocbaccan mate an ende of the batayll,ne 
ther maye ongodlynes delyner bins Hmed- 
lech wit hall. 

All theſe thinges haue J conſidered, and B 
applied my mynde vnto enery worke that is 
xnder the Sonne: how one man bath lozd- 
[hipe vpon another to bis one harme. For 
FJ bauc oft fene ¥ vngoͤdly brought ro their 
graues, and fallendorwne fromthe bye and 
glozions place in ſo mod) ? they were for⸗ 
gottenin the cite, where theywerebadin ſo 
bye z greate reputacion. This is alfo a vay- 
nechinge. Secanfe now that enell workes 
axe not baiftely punyfhed, the bert of man 
genech bim felf ouer onto wickedneſſe: But 
though an euell perfonne offende an bun- 
duechtymes,and bane a longe life: yet am J 
fare, chacit [bal go well — that feare 
Sod becauſethe g banc him before their ey- 
es. Agayne, as ſor the ongodly,it ſhall not 
be well with him nether [hal be prolsge bis 
bayes: but euen as a ſhadowe, fo fballbe be 
thac feareth nor God, 

Metis theres vanite vpon earth: There 
be infé men, vnto whom it ba ppenech,as 
though they had the workes of the vngod⸗ 
ly:2Agayne,there be vngodly with whomit 
goeth aschough they had the workes of * 
rightuous.C his metbinte alfoa vainethin 
ge.Cherfore J commende gladneffe, becan- 
fe @ man bath no better ehinge vnder the 
Sonne, thento eate and dzynke, andto be 
mery:fo2 that fhal be haue of bislaboureall 
the dates of bis life, whic) God geueth bins 
vnder the Sonne. When Fapplied mymyn 
de tolerne wyfdome, andtotnowetbetra- 
uayletbat is in the worlde(and that of fod> 
a faſhion. ? J fuffied noe mynceyestoflepe 
nether daye ner night I vnderſtode of all F 
workes of God, thacitis not poffible fora 

man, toattayne vnto ¥ workes thataredo 

ne vnder ¥ Gonne: and though be beftowe 

bis laboure to fete them out, yet ie be noe 
i 


Tob 9.b 
Leutas.a 


Phal.ss.e 


$ 
Eccleſiaſtes. 
reach vnto che: yee though a wyſe man wol 
de vndertabe to Enowe them, yer might be 
noc fynde them. 
The X. Chapter. 
a G2 allebefecbinges purpoſed J in 
x my mynde co fee onc. Therighre- 
us and wyſe yee and their workes al 
ſoare in the bande of God: and theres no 
man chat Enoweth erber the loue oz bate of 
the thingetbar be bach before him. Fe ba: 
Peneth vnto one as vnto another: Ic Genb 
swith the rightuons as with the vngodly: 
wit hthe good z cleaneas with the vnclea⸗ 
nenvithdim that offereth as with him that 
offereth notrlike as it goeth with the ver- 
tuous, ſo goeth it alfo with che Hnner: As it 
happenech vnto theperiured, fo happeneth 
it alſd vnto him thacis a fraxed to be mart 
frome. Amonge all chinges come to paſ⸗ 
fe vnder the Sone, cbisis a mifery, thacie 
bappenech onto allalytc. This isthe cau⸗ 
fallocbacehebertes of men are full Of wie 
Ecdneffe, z madd fooliflyneffeis is their her- 
tes aslongeas they lyue, vntůl they dyc. 
DB — Andvwhy7Aslongeasa man lyueth, be 
#8 caveles:fo2 a quyck doga(faye they)is bee 
terthé a deed lion: for they thache lynynge, 
Enowe chey falldye: but they § bedeed, 
Enowenothinge, nether deferue eheyenymo 
re, For cheir memoziall is forgottẽ ſo Pthey 
be nether loued, bated ner envyed: netberbe 
uechey eny moze partein ¥ woelde, inall $ 
is Done vnder the Gonne. Go thou y waye 
thers,cate thy bred with ioye,zdzynte ð wy 
ne  gladneffe, forthy wortes pleafe Gov. 
Let thy garmẽtes be allwaye — — “ y 
Mattc.b heade want no oyntmẽt. Dfecby ſelf to lyue 
Progc ioyfully vh thy wife whom chou loueſt all ¥ 
daies of thy life which is but vayne)$ God 
€ bath geuẽ the vnder the Sonne, all ydayes 
of thy vanite:foz ? is thy porcion in this li- 
fe, of all thy labe zerauayle Feboutates—e 
vnder the Sonne. What fo ener thoutateft 
inbandetodo, that do with alleby power: 
for amdgethedeed( whereas then godeſt vn 
to)tbere is nether wore, councell,Enowlege 
mer wyßdome. 
So Iturned me vnto other thinges vn⸗ 
Ser ¥ Sonne, and J fawe,that in Tunnynge, 
it belpech sor to be fiwifesin batayll, icbel- 
peth noe to be ftronge:to fedynge it belpeth 
iot to be wyfe:toricbes, te helpeth not eo be 
ſut yll: to be bad in fauoure it helpeth not to 
be connynge: but that all lyeth in tymez for⸗ 
Lucand tune, For aman knoweth not his tyme but li 
ke as the fyſhe aretabkẽ with che an gle, and 
as the byrdes are catched wb the fnare: Ens 


Tob 9.¢ 


Che x. Chap, 


fo avementaten inthe perilons tyme, whens 
it commeth ſodenly vpon them. 

Chis wißdome haue J ſene alſo onder y D 
SSne,zmethoughe it a Freate thinge. The 
re was a litle cite, z a fewinẽ within ie:ſo the 
fe camea greate kynge T befegedit, z made 
greate buſworkes agaynſt it. And inthe cite 
there was founde a pooze man (but be was 
wyſe) which w bis wyßdome delyuered the 
citezyet wasthere no body, had eny refpec 
te vito ſoch a fympleman. Then ſayde J: 
wyß dome is betrer chest ſtrengteh. Neuerthe Sap.c.a 
fes, a fymple mans wyß dome ts Defpyfed,z -Reazc 
bis wordes arenot berde.2 wife mans coun 
celichat ts folowed in fylence,is farre aboue 
tbe crienge of a captaineamdac fooles. For 
wyßdome is better chen barneffe: bucone vn #- Re. 
thufe alone deftroyeth mod) good. 


Chex. Chapter. 


om edflyes F cownppe ſwete oynt- A 
cy Menez make itto ftyncFe, are ſom⸗ 
SS thinge moze worth thenthe wyßdo 
mez bone of « foole. A wyfemans bert is 
vpontheright bande, but a fooles bert is v- 
ponthe left. A dotingefoolechinterh, Fene 
ty madothas foolifhlyas himſtif xf a prin 
cipal fpzete be geuctbero bearerule, be noe Romusb 
negliget thé in chine office: for fo ſhal grea- 
te wicFedneffe be put Downe, asit were a 
medecyne. Another plageis there, which I 
haue ſene under the Sonne: namely, ¥ igno- 
raunce } is comonly amonge pzynces:in & 
& foole fytteth in greate dignite, ztbe rich 
are ſett downe beneth: J fe ſeruauntes ryde 
vpon bores, z prynces goinge vponcheir fe 
teas it were feruauntes. Buthe Poyggeth pross.c 
»p & pyte, all fall cherin bimfelfiz who fo Ecclisz.€ 
breaketh downe the hedge a ſerpent fal by- 
te bint. YObo fo remouech ftones, fhall baue 
trauayle withall: and be bhat beweeb won, 
ſhalbẽe bure therwith, 
Wh 


ter then a ſer pent that ſtyngeth without 
byfiynge. The wordes one of a wyfe mans 
mouth are gracious, bucthe lippes of a foo- 


ne bim tomatea conclucion The labenre 
of ſooliſh is grenous vnto thẽ. whiletbey 
Enowenorbow to go in to the cite. 


Pfal.to3.-b 


Exclefiaftes, 

C Wobernroche( O thou realmeand lon 
de) whofe kynge is but a Hilde, and whofe 
prynces are early at their bancectes . Suc 
well is che(® chou realme and londe whoſe 
Binge is comeof nobles,and whoſe prynces 
cate in due ſeaſon, foz firength and noe for 
luſt. Thorow flonchfulneffe the baltes fall 
Dorone, andthorow yole haves itrayneth in 
at the bonfe. Meate maketh mencolaugh, 
@nd wyne maketh them mery: but vnto mo- 
ney are all ebinges obedient. Wyſh the Eyn- 
ge no euell in 7 choughe,and fpeate no bur- 
te of > rycheinthy preny chambꝛe: for ¢ byz 
de of theayze fhal betraye thy voyce and wb 
bir feebers — bewraye thy wordes. 

She XI. Chapter. 


Ende thy vytayles ouer the waters, 

and fo (bale chou fynde ché after ms 

ny yeares. Geucit awa ye amonge ſe 

nen oz eight, for theu bnoweſt not whatmife 
zi — vps earth. Whẽ the cloudes * 
ull, th cure out rayne vpon the earth. 
ind whẽ ire fate, berber it be towar 
de the ſouth or noꝛrthin what place ſo ener it 
fall,chere it lyeth. Hetbarregardeth > wyn 
de, ſhal not fowe: and he that hath refpecte 
vnto the cloudes, ſhal not reape. Nolv lite 
as thou Enoweft not the waye of the wyn- 
de, ner how > bonesare fylled ina mothers 
rwombe: Euen forbou Enoweft not the wor 
kes of God, which tstheworkemafter ofall. 
Ceafe noc thoutherfore with chy ban- 
bes to forvethy fede, wherber ic bein  moz 
nynge oz inthe enenynge:forthoy kno weſt 
not whet her his oz that ſhall pzojpere,z yf 
they both tatec,ic is the better. Chelightis 
frvete,z a pleafaunt chinge is it for the eyes 
toloke vponthe Sonne. Rf amanlynema- 
ny yeares,and be glad in them all,let him re 
membzethe dayes of darckneſſe vhich hal 
be many:z when they come,all chinges hal 
be but vanite, Be gladthen( O chow yonge 
man)in thy youth, and lat thine bere beme- 
ry inthy yonge da yes: folowethe wayes of 
thine ornebert, and che luſt of thine eyes: 
but be chou fire,chat God fhal bringe che in 

toindgment foz ail theſe thinges. 
Tbe XI. Chapeer. 
% P Vt awa ye difpleafure out of y bert, 
Py 


zremoucenell from thy body: for dil 
dehode and youth is but vanite. Ree 


Khe xij. Chap. Fo. f. 


membze thy mater ineby youth, or euer the 
Dayes of adnerfite come, and oztbe yeares 
drawe nye, when thou ſhait faye: I bane no 
pleaſure in chem: before che Sonne, > lighe, 
Moone and che fEarres be darcFened, and 
oꝛr the cloudes turne agayne after the rayne: 
when the kepers of the houſe ſhall tremble, 
and when the ſtronge men ſhal bowe thems 
ſelues when the Myllers Leta nr becan- 
ſe they be foferve,and when the fight of che 
wyndowes fhal ware dymme: whan thedo- 
resin the ſtretes ſhal be ſhutt. androban > 

voyce of the Mylier [hall be layed vownes 
whan men fhallryfe vp at the voyce of che 
byzde,and whanall > doughters of muſyck 
fhalbe brought lowe: whan men fhal feare 
tn bye places, and bea frayed in the ſtretes: 
woban the Almonde ere ſhalbe deſp yſed, che 
grefbopper borne out, and whan greate 
pouerte Patt breakein: when man goeth ro 
bis longe home, and chemourners go abou 
te the ſtretes.. Dz ener the fyluer lace beta- 

ten “Oil and or the golden bende bebzo- 

ten: Oz the pott be broken ac the well,zehe 
whele vpon the Cifferne : Oz duff be turned 

againe onto earth frommbence it came, and 
oithe fprete returne vnto God, which gaue 
it. Allis but vanite( ſa yech che preacher all is 
but playne vanite. 

The fame pꝛeacher was pervs alone, 
but taught tbe people Enowlege alfo: be ga 
ue good hede ſought out the grofive andfer 
ßrch many parables. Sis diligence was co 
fynde out aͤcceptable wordes, right ſeriptu⸗ 
re andthe wordes of trueth. For the wordes 
of > wyfearelite pꝛickes and nales that go 
thorow, wberwith men are kepte toget herr 
for they are geuen of one fhepherde onely. 
Cher fore bewarresny fonne)ebat abonethe 
fecboumate che not many zinnumerablebo 
kes, nor take dyuerſe doctr ynes in hande, to 
weery thy body witball. 

Lat vs beare the conclucion of all ehin- 
ges: Feare God,and tepe bis comaundemess 
tes, for that toucheth ail men: For God 
ſhall iudge all workes and fecre 
ce thinges, whether they 
be good oz euell. 


The ende of Lcclefiafies, 
called the — 
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Cantica Canticorꝛum. 
The firſt Chapter. 
That chy mouth wolde geue 


aad F mẽ a kyſſe, for y breſtes are mo 
re pleaſaunt then wyne, that 
ke a becanfé of the good and plea- 


ſaunt ſaubure. Chynameis a 
ſwete finellynge oyntment , therfore do the 
maydens lone the:yee that fame nioneth me 
alſoto renne after the. 

The kynge bath brought me into bis pze 
ny chambre. We wil be gladz reioyce in the, 
we thynke moze of chy bieftes chen of wy- 
ne:wellisthem that loue the. 

Jam black (o ye doughters of Jeruſalẽ) 


Gen.as.b lite as the tentes of che Cedarenes ,andas 
aParac the banginges of Salomon: but yet am J 


faire z welfauoured wit hal. Farnell noc ac 
me § Jam fo black. why? * Sonnebath 
fhyned vps me. For whan in y mothers chil- 
Dé bad enell wilat me, they made me > ke⸗ 

of the vynyarde. Thus was J fayneto 
— — was not myne owne. 

Tell me( oOothon whom my ſoule loueth) 
wheretbou fedeſt, where thou reſteſt atthe 
noone daye:leſt FJ go wronge, and come vis 
tothe floes of thy companyons, 

Rf chou tnowe noe yỹ felf(orbhon fa yreſt 
amogewomen)tha go 7 waye pee afcer F 
fotefteppes of che flhepe, as though chow 
ivoldeſt fede y goates beſyde ſhepherdes 
tentes. Chere wil J tary forthe (my loner 
myne booft z with my charettes, which ſhal 


Exo,14b beno ferwerthen Pharaos. 


C . Chenfhal chy dees zeby neck be made 
fayre,z banged vb (pages z goodly iswels: 
a neck bandeof golde wil wemate F wb fyl- 
wer bottons. When the kynge ſyttech at the 
table,be [hal finell my Nardus: for a bõdell 
of Myrre (o my beloned )lyeth betwirtemy 
bieſtes. A clufter of grapes of Cypers, or of 
the vynyardes of Engaddi, art thou vnto 
me, O my beloned. 

® bow fayre art thou (my lone) bow fay 
be aretbonithor baft doues eyes.D bow fay 
reare thon( my beloned) hore well fauoreð 
art thour Oure bed is decte with floures, > 
fylingres of oure houſe are of Cedre tve,z ou- 
te balkes of Cypreſſe. 


The ij. Chap. 


The ll. Chapeer. 
Am the floureof che felde, and lylie A 
of the valleys : as the roſe amon- 
1, getbcthoznes,fois my loucamonge 
the daughters. 

Liteas the apletre amonge the trees of 
the wodd, fois my beloncd amonge the fon- 
nes. My delite is co fitt onder bis fhadorwe, 
for bis fruteis ſwete vnto my throte. He bryn 
geth me in to bis wyne ſeller, and louet h me 
ſpecially well. Refreſh me w grapes, cõfoꝛte 


me wit h apples, for Jam ſick of loue. His Canter 


left hãde lyeth vnder my heade, z bis right 
hande enbraceth me. 

Icharge you (o ye doughters al b 
Iem(by the Roesz hyndes of the felde, ye 
ware not vp my lone ner coud) ber, cll fhe 
be content berfelf. 

Me thynte J heare the voyce of my belo 
ned:lo,tbhere commeth be hoppinge vpon > 
mountaynes,and leapinge over the licle bil- 
cs . My beloued is & Roo 02 & yonge 
bare. Bebolve, he ſtondeth bebynde F wail, 
he loketh in atthe wyndowe, z pepeth tho- 
row che grate. 

My beloued anfiweredz ſayde vnto mez 
© fidve vp my loue my doue my beut yfull, 
come: for wynt er is now paſt.the ray 
ne is awaie z gone. The floures are come vp 
inthe felde, the twyſtinge tyme is come, the 
voyce of the turtle douẽ is herde in oure low 
de. The fyge tre bryngeth forth bir fyges, 
——— beare bloſſems, and haue a goed 


© five vp my lone, my beut yfull, and co C 
me(my doue) out of the caues of the rockes, 
out of the boles of the wall: O let me ſe thy 
countenaunce and heare thy voyce, for five- 
tetstby voyceand faye 16 thy face. Gett 
ws the fores, yee thelitle foresthat burce Y 
wynes, for oure vynes beare blofjoms. 

My loucismyne, and Yam bis, (which 
fedeth amsge the lylies) vñtill the daye bree 
ke, and till che fhadowes be gone. Come a- 
gayne prenely(o my beloucd )liteas a Roo 
024 yongebarte onto the mountaynes. 

The lll. Chapter. 
é Rnight inmy bedd, J foughe him, A 

be robom my foule loucth: yee diligent. 

ly ſought J bim, but J founde bim 
not. J wil get vp ſchoͤught J) and go abou- 
tetbecite:vponchemartctand in all > ftre 
tes will J fete him whom my foule loucth, 
but whan J fought bim, J founde him not. 
The watchmenthatgoaboute F cite, foun 
de * Saue ye noe him whom my ſouie lo⸗ 
ueth? 


Cantoa 


‘Cant.2-b 


B 


A 


Cants.¢ 


Cant.c.a 


Cant.7.a 


Salomons Baletces 


Sowban was litle paſt chem, J foũ · 
be bimwbom my ſoule Toned. Shane got 
ten bolde vpon bim, end wyl not lec bim go, 
wntill J brynge bim into my mothers boule, 
and inco bir chambzethat bare me. 

Toharge youco yedoughters of Jeruſalẽ) 
bythe Roes andbynves of che felde,chat ye 
wate not vp my louener touch ber, till ſhe be 
content berfelf. 

Whois this, chat commeth out of * wyl ⸗ 
Derneffeli€e pilers of ſmote, as it were 4 finell 
of Mꝛre, frantencenfeand all maner ſpyces 
ofthe Apotecarys 

Bebelde,abouce Salomse bedftcadetbe- 
re ſtonde LX. valeauut men ofthe mightic in 

ſtael. They holdefiverdeseuery one, Tare 
erperte in warre.Enery man bath bis fiver- 
De vps bis thee, becauſe of feare in the might. 

Bynge Salomon bach made bimfelf a 
bedftcade ofthe wodd of Libamrs,the pilers 
are of fylucr,che coueringe of golde, > feate 
of purple, > grounde pleafauntly paned for 
the doughters of Jeruſalem. 

Go forrho yedonghters of Sion) and be 
holde kynge Salomoninthe cromne, wher 
with bis mother crowned bim inthe Daye 
of bis mariage, and in che daye of theglad- 


nefje of bie bere. 
idl Thell. Chapter. 

Dow fayze art thou(mylouc) how 
feye art thour thou haſt doues e yes 
fyde that avhich lyerh hid wit hin. 
Thy hayrie lockes are like a flocke of 
that be ciypped, which go firſt vp from che 
waſhinge place: where enery one bearer 
two twyns and not voᷣne onfintefull amoge 
them. Thy lippes are like a roſe colouredry- 
bende, thy wordes are louely: thy chekes are 
like a pece of a pomgranate, beſydes that 
which lyed hyd within. Thy neck ts like the 
cower of David buylded with bulworkes, 
sober vpon there hãge a thoufande ſheldes 
yee all che weapẽs of the giautes. Thy two 
breſtes are life two trwyns of yonge roes, 
which fede amdgethelilies.O that I might 
goto the mountayne of Myrre, and to the 
byl of frank ynſenſertillthe da ye bzeate,and 
eillcbe ſhadoiwes be paftawaye. Chow art 
all fayre Cosy loue e no ſpott ts there in the. 
Come tome from Libanus (omy ſpouſe) 
come to me from Libanus : come foone the 
nere waye fromthe coppe of Amana, from 
theroppe of Sanir and Hermon, fromthe 


Lyons dennes and from themonnta ynes of 


¶ leopardes. Thou haſt woũded my bere (o 
my fiféer, my fpoufe ) chou haſt wounded my 
bert, with one of thine eyes, and with one 


The v. Chap. Fo. li. 


cheyne of thy neck. O how fayze and louely 
patted bzeftes, my fifter, my ſpẽ uſe: Thy beef 
tes are moze pleafaunt then wyne, and the 
finell of chy oyntmentes paffeth all pices. 
Thy lippes(o my ſpeuſe drioppe as the bony 
comibe, yeemylcEand bony ts wnderthy ton 
ge,andthefinell of chy garmentesiskterbe 
finell of frantynfenfe. C 

Thou art a well kepte garden(omy ſiſter, 
my fpoufe)ebou art a wellkepte water ſpryn 
ge. a ealed well. Thefrureschat ſproute in 
the, are like a very paradyſe of pogranates 
xh ſwete frutes: as Cypieffe, Mardus, Safe 
fron,Calmus, andallehetrees of Zibanuss 
M yꝛre, Aloes,and all che befE ſpyces. Thow 
arta well of gardens, a well ‘oflyomnge wa⸗ 
ters, which renne downe from Libanus. Op 
thou noͤrt hwynde, come thou fouthwynde, 
and blowe vpð my gardé,chatebe finell cher 
ofimaye be carted onenery ſyde: Ree that my 
beloued maye come into my garden, z cate 
ofthe fiutes and apples chat growe therin. 

The vᷣ. Chapter. 
Ome intomy —— fifter, my 
ſpouſe: J baue — my Myrre h 
my fpyce. Iwũ aate my hony and my 
bony cdbe, drynke my wyne zmy mylé 
ate o(ye frendes )OzynFe and be mery, o ye 
*8* bere wat 
was a ⁊ my bert watynge, 
berdethevoyce of my beloned, wha — 
ked. Opes come (fayde heyo myfifter, my lo⸗ 
ue myðdoue my derlinge: for my heade is full 
of dew, and Floctes of my hayre are full of 
the night dzoppes. * 
Ihau⸗e put offnry cote, howcã J do it on B® 
agã yne Ihaue waſhedmy fete, bow ſhal 3 
le chem aga yne? But whan my loue putin 
is bande at the hole my hert waͤs moued to 
warde him: ſothat J ſtode vpto open vnto 
my beloned. My hades dropped ob Myrre 
the Myne ranne downe my —5 vpon 
lock. Neuertheleſſe wha J badopened vnto 
my beloued, be was departed, and gone bis 
waye. 

Low like as afore tyme whan be ſpake. 
my bert conde no longer refia ne: ten ſð 
now F ſoughe bi, but J coude not fynde him: 
cẽd vpon bint, neuert heleſſe be gaue me 
no anſwere. So the watchienthat wente ae 
boute the cite, foũde me, finote me, and woun 
dSedme:Meetbeythat kepte the walles, rote 
awa ye my garmẽt fro me. I charge youther 
fore o ye doughters of Jerũſalem yf ye fynde 
my beloued, that ye tell bim, howthat I am 
ſick for lone. 

Who isthyloueaboue other ee thos 
iij 


C 


Eccl.as.c 


Canti.g.a 


2 Re· n.· a 


2 


Salomons Balettes 


fare amonge memen 7 Oz, what can thy 
louedo , mozetben other louvers, chat chou 
chargefé ve ſo ſtraitly? 

As for myloue, beis whyte and reade co 
lonred , a fynguler perfonne amenge many 
thoufandes : bis heave is che moſt fynegol- 
de, the lockes of bis hayre are buf fied, brow 
ne as thecuenynge: His eyes areastheeyes 
of douẽs bythe water brokes, waſhen with 
miylck, andremaynynge ing plentcous pla- 


ce: dis chetes arc lifted garden bed, where 
in the Apotecaryes plate all maner of fivece 
thinges: dis lippes d:oppe as the floures of 
the moft pryncipall Myrie, his haves are full 
of golde rynges and piecions ſtones. Dis bo 
dyis asthe pure yuery ,decte quer with Ga- 
payaso iegges areas the pilers of Mar ⸗ 
bell , fect vpon ſoletres of golde: His faceis 
as Libanus, andasthe bewt y of the Cedre 
trees: dis throte is ſwete, yee he is alltoge- 
ther louely. Soch one is my loue o ye Dough 
ters of Jeruſalem ſoch one is my lore. 

Whicher is thy loue gonetbi(o chou fay- 
aefEamonge wemé whither is thylouedepar 
ted, thar we maye fete him with they 

The Vi.Chapter. 
Mloucis gonedorene into bis gar- 
(4) den, vnto $ fivete finellinge beddes, 
that be maye re freſh bimfelf in che 
garden and gacher floures. My lone is my- 
ree ams bis, which fedech amonge the 
ilies. 

Thou art pleafaunt(onry loneeven aslo 
nelyneffe itfelf, chon art fayze as Zeruſalem. 
glozions as an amiye of men with their ba- 
ners (Ture awaye thine eyes fro me, foz 
they make me to proude) Thy bayzic lockes 
are lite a flocke of goates vpen mount of 
Galaad. Thy teth are lite a floct of ſhepẽ 
f be dypped, which go ont of the wafhinge 
place: where encry one bearcth two trwoyns,z 
not one vnfrutefull amõge them. Thy hetes 
are lites pece of a pomgranate, befydes ỹ 
which lyeth hid within. Chere are thre ſcore 
quenes, foure {core concubynes, and yonge 
wemẽ without nombre . But one is my douc, 
my derlynge. Sheis the onely beloued of bir 
mother, sdeare vnto her that bare her. Whã 
the daughters fawe ber, they ſayde ſhe was 
bleffed:ee the quenes and concubines pray 
fed ber. What ts fhe this that pepeth out 
Bs the momyngerfayreas the Moone, excel 
lent as the Sonne, glozious as anarmye of 
men with cheir banners? 

‘Twente Domne in tothe nutt garden, to 
fe what grew by the brokes, to loke yf the 
Vynyarde floꝛiſhed, and yfthe pomgranates 


The vij. Chap. 
were ſhot forth. Then the charettes o 
pꝛ ore Rise my people made me ſodenly ofthe 
yed.Curneagaine,turneagaine(® thou Su 
lamite)turne agayne, turnẽ agayne,that we 
ma ye loke vpon the. 
Tbe Vi. Chapter. 

MAO Hat pleafure haue yemozrein Su 
lamite, than when jhe daunſeth a- 
monge the men of warre ? O bow 

pleafauntare thy treadinges with thy ſhu· 
es,thou prynces Daughters Thy thees arelé 
Fea fayzetewell, whidyis wꝛought by a con 
nynge wortmafter:Chynanell is life aroun 
de goblett, whid) is never without dzynEe: 
Thy wombeis litean heapeof wheare, ſett 
aboutewitblilies : Thytwo bieftes arc iike 
tro twyns of yongerces: Thy neck is gs ir 
were a tomer of yuer y: Thynẽ eyes are hte y 
sweater poles in Seſebon, beſyde the porte of’ 
Dathzabbim : Thy nofe is liteche cower of 
Libanus, which lokcch comwarde D.mafeuss 
That heave that ſtondeth vponthe is hte 
Carmel: The bayre of thy heave is hte the 
Eynges purple folden vp in plates. 

D bow fayze andlouely art the u( my der- 
Lynge)in pieaſures? Thy fiacnreishte a da⸗ 
tetre,andtby bieftes hte the grapes. J fay- 
de: J wil clynmne vp intothe datetre,andta 
Be holde of bis braunches Thy biefies alſd 
Phalbc asthe vyne grapes, the funell of thy 
noftrels litecbefinell ofapples,and thy thio 
te lite the beft wyne. 

This fhalte pure z cleare for my loue, 

bis lippes andeetb ſhal hauetheit pleafire. 
Chere wil J turne me vnto my lone, and he 
fhalcurne bim vncome. ® come on my lo⸗ 
we, let vs go forth into che felde,andtate on 
re lodginge in thevyllages.jnthemoznyn- 
ge wil we ryſe by tymes, and go ſe the vyn 
yarde: yf it be fpronge fob, yf the grapes 
growne , z yf the pomgranates be ſhott 
out.Tbhere wil J gene rhe my breſtes: There 
Hal the Mandẽagoras gene their finell bef y 
de oure dores: There( o my loue haue J tepte 
—— all maner of frutes, both ner and 
ee 
The VI, Chapter. 
Chat FI might fyndethe without z 
tyffe F whem J loue as my brother 
whid>fuctre my mothers beeftes: z 
t hat thou woideſt nocbe Offended, yf I cote 
theand brought the in to my morbers bou- 
fethattbou migbtcft teach me, andthat J 
might geuethedzynte of ff Pyced wyne and 
ofthe fiwetefappe of my pomgranates. mis 
lefe bande lyeth vnder my beave,z bis right 
hande embraceth me. 


a 


% 


Canta 


Galomons Balecees. 


Icharge yon(o ye daughters of Jeruſalẽ) 
chat ye wake not vp myloue ner coud) ber, 
tyil fhe be concent berfelf. What is ſhethis. 
that cõmeth vp from the wildernes, and lea 
neth vpon hir loue: I am the fame that wa- 
Eedtbe vp amonge the aple erces, where thy 
mother beare $ , where ¥ mother brought 
thein to the worlde. 

O fee me asa fealevps thine bert, andas 
a feale vpon thine arme: foz loue ts mightie 
as che death,z gelonfy as the bell. dir coa- 
les are of fyzc,and a very flamme of the LOR 
DE: fopmany waters are not able to quendy 
lone, nether maye ? fireames drowne it. Mee 
yFfa man wolde gate allthe good of his hou 
{¢ for loue, be ſhůlde counte it nothinge. 

Whenonreloucis tolde oure yonge ſiſter. 
whoſe breſtes are not yet grovone, what jhai 
awe do vnto bers Rf fhebe a wall we [hal 
buyldea fyluer bollworke there vpon: rf fbe 
be @ tower, we fhal feften ber with bordes of 
Cedꝛe tre. 

C Rfbeaswallz my breftes lite corres, 


Fhe viij. Chap. Fo, lij. 


thenam Jas one that bath founde fauoure 
in his ſight. 

Salomon bad a vynyarde at Baal Hae 
mene vynyarde delynered be vnto che ke 
pers: y euery one foz the frure therof fhulve 
geue bum a thoufande peces of fylucr. But 
my vynyarde(o Salomon) genetb the athou 
—— two hundreth to F kepers ofthe 

‘te. 

Thou chat dwelleſt inthe gardens, Otee 
me bearetby voyce,tharm company- 
onsmayebertentotbefame. @ 
get the awa ye (myloue) as 
a roo oꝛ a yonge bert 
vnto the ſwete 
ſmeilinge 
moũtay 
nes. 


The ende of Salomons Bak 
— 


Fautes eſcaped in the pryntinge of this parte. 
Dponthe ſcconde leaf, the ſeeonde ſy de in the ſykte Chapter of Fob,theletter A. 


Wit hin the yoke anegg, reve, 


Within che: 


yoke ofan egg · 


Jn the pfalter. 
pon the rrev. leaf, the feconde fyde, in the crrrvt-pfalme,the feconde verfer 
Wpon chetrees, rede, Upon the wyllye trees. 


S (Ae 


All the Prophetes 


in Engliſhe. 


She Prophet 
Ejay, 


What fay conceyneth. 


Chap. Vul. 
Gor, X feFebelpeat the Seithen. 
‘Chap. 1x. 


Xe 
ea Checomforre of feast agaynftthepry- 
—* 


Chap. xr. 
Thap · Xt Ot than¥efgcuynge of the faith- 
Chap. Xi FPunyfbment ro co (full people. 


Chap. xu. God will baue mercy onbis peo- 
Plegcthretencth palefting. 
Chap. xv. Cheplage of Moab 
Chap. Xvi. Theveracione feare of HToab. 
Chap. xvi. —— of Damaſcus *ſiria. 
Chap. Xii ecallynge of the Scitben. 
hap. XIX. Xx. Plages vponsgipte & Ethiopia. 
Chap. XXt. The punyfymet of Babilon, Dw 
ma,and Arabia. 
XXL Thepunyfhment vpon Ferufale 


by Senacherib Sobua ts put downe,Elindim 
commieth inbts feade 
hap. Xx. The punyfoment of Tyre, ofalt 
the cities by the fee coajt, and of the Iles 
Chap XXxun, — Of the generall punyfoment of 
thembolecarth onto the endeof the worlde 


ap. XXV. Arhstefgeuynge vnto Goo.The 
callinge ofthe Zeithen. 
bap. XXVI. Men ought to truſt onelyT God. 
Chap. XXVU. The punyfhment of Lentathan. 
The goodnes of Goo The delyneraunce of 3F 
rael. The callynge of the Fetthen. ; 
Chap. XXVUL. The punifhment of Ephraim OF 


mens lawes Of rhe jtonein Sron. 
‘Chap. XXIX. Punyfhmét vpon Jeruſalem for 
mens lawes anddoctrynes- 

€bap. Xxx Gods people are punyſhed. for fe 
Fingebelpeat other then him ſelf· 

ap XXXI. Be callerh thepeople agayneto 
‘God,andpromiferh them defence. 

Pp. XXXU. _ Bealth onder theFynge of righ 

teonfnes. Ge threateneth the careleffe cittes- 


Chap. XXXUL. pun ſinet vpon rhe enemies of 
‘Gods people. 
Chap. XXXII. Sods plage vpon the Serthen. 


eb XXXV. Acsfore, + fecrete promyfecos 
cernynge the callyngeof the Seithhen. 


Chap. XXXVL Sennacherib the kinge of the A 

Viviane fendetb bis booft to befege —— 
p. XXXVI. The prayer of Lsedyias.Govco- 
forteth bim by Efay Che angel of theLORDE 
purreth the Uffirians hooft to fhame. 

Chap. XXXVvIl. Ezechras ts deed fide Sod hel · 
peth him wpagayne. Aethanterh Goo. 

Chap. XXXIX. ‘De Epnge of Babilon fendety 
Embaffirours vnto C5chias, whidy fewer 
them bis treafure, o difpleaycth Goowith all. 

Chap. XL. edelyuieraticenot onely of SF 
‘reelout of the caprisyre of Babilon.but of lk 
faithfall alfoin Chrijt Shevanyte of ma The 
excellent power of God. 

Chap. Xi. God reafoneth with the Fewes 
‘]@ giriles,& reprouerh the people of Vſraei for 
there vnthentfulues. 

Coap. XL. The comynge & power of Chrift 
The praiſe of God.punifoment of the vngodly. 

Chap. XL. Aprophecye of the cSmynge of 
the Sauioure. Se purteth rhem inmynde of 
thebenefites paft. 

Chap. Xi. Vurhãt fulnes of thepeople.The 
‘vantteof Jools or ymages The madd fooliſh · 
nes of thoferbar mate thé,oz worfiipe thent. 

Coap. XLV. TheLOR DE onclyisthetrve 

Chap. XLVI. —_ OF the dejtruc (Govofyfracl. 
‘cion of ymages. The power of therrue Gov. 


Chap. XLV. Plages vponproude Babilon. 

Chap. XLVI. Agaynft rhe vanite of pmages. 

Chap. XIX. The cSmyngee office of Chait. 
‘Saluacié for the-yewes andfor the gentyles. 

‘Chap. L. TheFewes refufed,becaufe they 
‘paue forfaten there maker,and go awhorin- 
Gewith ftraunge govdes. 

hap. Li. The mightie Gov bath ener do⸗ 


nethem good: yf they cleuetobim there fhal 
nobody burtethem. 

Lit. 2% promyfe of MIcffias: Ze wa- 
Ferh vp the Jewes and Gentyles alfo to the 
commynge of bim. 

Chap. Lui. He complayneth of the haronec 
Fes of tyepeople.¢ eeptifieth clearly of Chrift. 

bap. Lil. ne hurd of Jewes  Gitiles. 

€bap- F God callerh all menro his goov- 
nes. 


in Chaft. 

Chap. LVL Bow the hurd of Chait ſhulde 
Fesepare bir felf agaynft ee is batt Poste 
playnte of falfe pzopbetesandrulers. 

chap. LVI. | Be rebuFeth the prophetes, rm- 

rs and the people, and promyferh mercy to 
all fod) as wylturne. 
. LVI. e putteth rhe prophetes inmyn- 
Tce What rhe true faftis. 

Wy Gorbeareth northeyewes 

p- LX. — Becalleth onto all fody as feare 

'God,thatthey wyl Fnowe bis gooones. 

bap. LXI. = Fhe office of a prophet, fulfilled 
fpectally in Chaife. 

Chap. LX. Thepropheemaye not leaue of to 
crfe towarne, andto eroate, onryll the ight 
of gracearyfe in Ston. 

Chap. LXill. —WAnerortacion to receaue the Sa⸗ 
utoure for tocome. 

Chap. LX, Se longeth fore forthe commyn- 
‘ge of the Santoure,fheweth bis power,e pray 
eth for the peopic. 

Chap. Lxv. Of the forfatinge of the Fewes, 
and callinge of the Serthen 

Chap LXVI.  Theourwarve ceremontes of the 
Jewesare refufediandhereisfyewed the true 
feruyce of God. 


Khe prophee Efay. 


This is the pzophecy of 
fay che ſonne of Amos, which 
ſhewed vpon Juda and Jeru 
falens: In thẽ tyme of Ofi- 
as, Joatban, Ahas, and 
Ezechias kynges 
da. 
Thefirſt Chapter, 
Sareo bheauen, pe o earth. 
ti fo2 che LORDEfpeaterb: 
; — fe — ⁊ — * 
en and theyare fate awaye 


ieee 
— fro me. An ore knoweth bis 
LORDE, andan Affe bis mafters Fall, but 
Iſtael Enowerh norbinge, my people hath 
no wnderftondinge. Alas for this fynful peo 
pie, which ave erperte in blafpbemies, a fra- 
Fat eo ¶ ywerde generacion, unnatural childzen.Chey 
Abacng 


haue forfaten the LORDE, they haue prouo 
fed che boly oneof Bftael wnto anger, and 
are gone bacward. Wherfoꝛe ſhulde yebe 
plaged eny moze? Jor ye are ever fallingea- 
wa ye. The whole heade is fic, and che ber- 
Deutsod eis very heuy. From the ſole of che foore 
vnto the heave, there is no whole parcein 
all yo* body:buc all are wounvdes, botches 
ſores and fErypes, which can nether be bel- 
ped,bounde vp, molificd, ner eaſed wich eny 
oynement, 

moure londe lieth waiſt, youre cities a- 
xe brent vp , youre enemies deuoure youre 
Ionde,and ye muft be fayne to ſtonde, and lo⸗ 
fe vpon it:and it is deflate, as it were with 
enemiesing batell. Moꝛouer ¥ doughter of 
Syon is left alone lite a cotage in a vynye 
arde,lite a wat chouſe in tyme of warre lite 
B a beſeged citie. And excepte the LORDE of 


Leuit·as. 


Rog£ boftes bad lefcus a fer alyne: we ſhu!de ha 
nebeneas Godoma,z life vnto Gomorra. 
—— Heare the worde of the LORDE ye ty- 
25-9. 


sauntes of Sodoma: and herken vnto the 
lawe of oure God, thou people of Gomorra. 
Wyhy offre ye fo many ſacrifices vnto me? J 
am diſcont ent forthe bꝛentoffringes of we- 


4 — * 
The t. Chap. KFo. i. 
thers, and with y fatneffe of fedbeaſtes. 
haue no pleafure in che — of! — 
lambes and gootes. When ye apeare before 
me, who requyreth you to treade wit hin my 
pozches? Offre me no mo oblacions, for it is 
but loftlaboure. J abhorre youre incenſe. J 
Maye not awaye with youre newmooneõ. 
youre Sabbat hes and folempne dayes. Nou 
te faſtin ges are alſo iss vayne. J bate youre 
nev holy dayes and faftinges,enen fro my 
very harte. They mate me weery, J can noe 
abyde them. Though ye holde out ye hon- 
Des , yetcurne Imyne eyes from you. And 
though yemate many prayers, yet heare J 
agchingeatall, for youre hondes are full of 
blonde. 

Waſh you,mate youclene,putarvaye ye EC 
enell chougbtes out of my figbe, ceafe from 
doinge of cull and violence. Lerne to do 
right, applic youre felues to equyte, delyuer 
the opprefjed, belpe the fatberleffe to bis 
right let che wybowes complaynce come be 
fore you. Tow go to(faierh the LORDE) we 
oil calte cogecber. Is ic noe fo? Though 
youre fynnes beas readas ſcarlet, ſhai tbe 
not be whyter then ſnowe! And epoune 
they were lite purple, fhall chey nor be lite 
whyte woll? Js it noe for RF ye belouynge ⁊ 
obedient, ye flyal enioye the beft thin ge chat 
groweth in thelonde. Bue yf ye be obftine 
te and rebellions, ye ſhalbe devoured with 
the fwerde: forcbustheL ORDEbath pro- 
mifed with bis one month. 

ow bappeneth it chen chat the right- 
nous civic (robidy was fullofequiteyis beco- 
me wnfaithfull as an whore rig htuonſnes 
dwelt in it, but now murtbur. Thy Silver 
isturned to droſſe, andeby wynemyrte we 
water. Thy prynces gre traytours and cont 
panyons of thenes. Chey lone giftes altoge 
ther, andfolowe rewarbdes . As for the far 
eberles, they belpe him not to bis right,ne- 
ther wiltheylerthe wydowes caufes come 
before them. T bherfore fpeateth the LORDE D 
Gor of hoftes chemighey one of Ffrack aby 
J muſt eafe me of myne enemies, and a ven⸗ 
Geme vpd thé. 2nd therfore ſhal J layemy 
Bonde vpon che, and burne cut thy dz0ffe 
from: the fyneſt and pureft, and put ont all 
thy leade, ⁊ ſet thy indges agayne se they 
were fomryme, and thy Senatonrs as they 
were from ¥ begynnynge. Then ſhalt thou 
becalledthe righruous citie, the fairbful ci · 
tie. But Sion fipalberedemed with equyte, 
and byr captinyte with rig htuouſneſſe For 
the tranſgreſſours and vngoͤdly and ſoch aa 
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are become vnfaithfull vnto the LORDE, 
muſt all cogecber be vecerly deftroyed. 

Bnd excepte ye be aſhamed of che oke⸗ 
trees wherin ye haue ſo delited, and of the 
gardẽs that ye haue chofenrye ſhalbe as an 
ofc whofeleaues are fallen amwaye, and as a 
garden that bath no moyſtneſſe And as for 
the glory of chefe hinges, it ſhalbe turned 
to dite jErawe,and he that mave them to + 
fparke. Andebey ſhal boch burnerogetbher, 
focbat no man ſhalbe able co quench then. 

The ſeconde Chapter. 

a or" this is the worde that was ope 
ned onto Efaye the forme of Amos, v- 
pon JInda and Jeruſaiem. It will be alſo 
In pꝛõceſſcof tyme: That thẽ bill where tye 
Mich.4-2 ehe bonfe of he LORDEis buylded ſhal be y 
chefeameze billes and exalted abovest! lit 
Zachsd le billes. And al heithẽ ſhal preafe vnto bine 
andthe multitude of people ſhall go vnto 
Plalusn.a Bins, ipeatinge thus one co another: vp, let 
Teresi us go cothe bill of the LORDE, and to the 
houfeof ¥ Gov of yacch: y he maye ſhc we 
us bis waye, and y we maye nsdite in bis 
pathes. Gor ¥ larwe ſhal come out of S yor, 
and che worde of God from Jeruſalem, and 
foal gene fencenceamonce the beitber, and 
ſhal reforme the multitude of people: So 
rhat they ſhal breate their fiverdes and ſpea 

el⸗a b reo, to make [ythes,fycles ſa wes cheroſ⸗ 

From that tyme forth ſhal noc one peo⸗ 

ple hfe vp wapen aga ynſt anot her never 
BD fhalehey lerne to fighe from thensforth. It 
isrotbe chat J crie o houſe of Jacob) up, 
Teens walke inche light of the LORDE. But 
thon art featred abiodemith thypeople(o 
houſe of Jacob) fez ye go farre beyonte yor 
fatbers, whether it be int Sorcerers whom 
yebaue as the phyliftynes had)oꝛ in callers 
Of mens byzches , wherof ye bane to ma⸗ 
ny . 26s fone as youre londe was fal of ſyl⸗ 
ner and olde, and no ende of youre trea⸗ 
fare:fo ſoone as youre londe wae ful of ſtron 
ge horſes and no ende of youre charettes: 
Inmediatly was it ful of Jools alfo, euen 
oozes of youre orone hondes, which ye you 
ye ſelues bane factoned, and youre fynggers 
haue made. Chere tneleth che man,chere fal 
Tech the man downe befozetbem, ſo ¥ thou 
canfé not bringe bim awaye from thence. 

And cherfore ger y foone in to ſome rock 
vnd byde the in che grounde from the ſight 
ofcbe frarful iudge, and frem y glory ef bis 

Nageſtie Which cafterh downe y bighlo 
bes of preſumptuous perſonnes, anð bryn- 
geth loͤre the pryde ofmã, and he onlyſhall 
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be exalted in ¥ daye. For the daye of FLOR 
DE of boftes jhal go ouer all pzyde z pꝛeſum 
peis vpon all ché that exalte thé ſe lues and 
ſhal bringe t hem ail do wneẽ vps all high ¢ 

route Cedre trees of Libanus, and vponall 
the okes of Hafan, vponall high hilles, and 
vponall ſtoute mountaynes, vpon all cofily 
towres, and vpon all fironge walles , vpon 
all ſhippes ofthe fec,and vpon eueryt hinge 
¥ is glorious and pleaſaunt to loke vpon, 


nd ic flpall binge downe che pepe of 


man, and laye mans pꝛeſumptuouſneſſe fall 
lowe and the LORDE ſhal only baue the vic 
tory in chacdaye. But the Fools ſhalutter 


iybe roted out. Men ſhal crepe in to holes of 


ſtone, and in to canes oftbeearth, fromrbe 
fight ofthe fearfull ndge, and from che glo 
ryof bis magefty: what tymeas he ſhal ma 
fe bim vp to fipate theearth. Thent hẽ ſhal 
mã caſt awaye his goddes of fyluer and gol 
de(nbich he neuert heles bad made co ho⸗ 
nourecbé) onto Molles and Backes: that 
he maye t he better: sere in to t he caues and 
rockes, and in to the cliffes of bard ſtones 
from ¥ ſight of che fearful iudge and from 
theglozy of bis Magefty. 
The thirde Chapter. 

ey man can efchuea perfone moned int 

‘anger, for what doch be wyfelyEucn fo 
ſhal ¥ LORDE of beojtes tatearwaye frõ Ye 
rnfalé ⁊ Juda,all poffeffiss z power,all me- 
atand dante, ¥ captayneandthefondyare, 
iudge andthe prophete, thewyfe andebe 


aged mache worſhipful offiftie yeare olde; 


andthe benorable the Senarours,and men 
of wnderfiondinge: the mafters of craftes 
and oratours. And J ſhal gene you children 
tobe youre prynces ẽ ſaiet h the LORDE )and 
babes ſhall bane the rule of you. One ſhall 
ever be doinge violence and wronge to ano- 
ther. The boyeflyal pꝛeſume aga ynſt the el- 
der, and the vyle perfoneagaynfethe bono- 
rable. meeone ſhal take a frende of bisowne 
Eynred by ¥ bofome,and faye :thoubafi clo 
thinge, thouflpale be oure beade, for thor 
ma yeſt Ecpens from this fall and parell. 
Ther thal be ſweare and faye: j can noe 
helpe you. Hozoner, there is — meate 
ner elothinge in myboufe, make menorue- 
lerof the people. Foꝛ Jeruſalem and Juda 
muſt decaye, becauſe that bot their wor- 
des and conncels are agaynſt the LOR DE, 
they pronote che preſence of bis mageftyon 
toanger. Che chaunginge of their connce- 
naunce bervzayeth them, yee they declare 
ebeir owne fynnes them ſelues, ast he Sodo 
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The prophe Efay. 
mites, bydetbé not. Wo be wnro their fon- 
les, fox they ſhalbe beuclyrewarded. Then 
ſhaithey faye: O happie are the godly, for 
theymayeentoyeche frutes oftheir ſtudies 
Romaz.a But wo be to F vngodlyand onrightuens 
Mathus.d for they fhalbe rercarded after their wor⸗ 
kes. O my people, rybaudes oͤppreſſe y, and 
women baue rule of che. 
C Omypcoplecbhy ledersdeceauethe,and 
Fhizzab treade out the waye of thy footfteppes, 
wdc  TheLORDEtIs here to comon oft he mat ter, 
and ſtondeth co gene indament with the 
people. TheLORDE fhal come forth rorea- 
(On with rhe Senat ours and prynces of bis 

Ehiasa ¶ people, and ſhal ſa ye thus vnto ihem: It is 
ye that haue burnt vp my vynyearde che 
robbery ofthe poozeis in youre houſe WOber 
fore do ye oppieſſe my people, and marre f° 
faces of tbeinnocentes?chusfhaltbeGov 
Of booftes reuyle them. 

Morouerrhus ſaieth ¥ LORDE:Seinge 
ehedoughcers of Sion are become fo prow- 
de, and conse in with ſtretched out necFes, 
Gnd with vayne wanron eyes :feinge they 
comeincrippinge ſo nycely witb cbeir fere: 

D Therfore foatebe LORLE ſhaue the beades 
ofthe voughters of Sion, and mate their 
bewrie bareinthacdaye. jn that daye (hal 
the LORDErateawayetbe rorgion{nes of 
their apparel,andfpanges,cheynes, parclet 
tes, and colaxes, biacelettes and hoones, ¥ 
goodly floured, wyde and broderd raymér, 
bunf [pes and headbandes, rynges and gar- 
lãdes, holy da ye clocbes and vales, kerch⸗ 
wes and pynnes, glaſſes and ſmockes, bonet 
tes and taches, 

And in ſteade of goodfinell here ſhalbe 
ſtynck amonge chem. And for cheir gyzdles 
there ſhalbe lowſe bondes And for welifec 
bayre there ſhalbe ba!dneſſe In ficade ofa 
ſtomacher, a ſackcloth, and for theirberoty 
wythredneſſe and fonneburnynge . Their 
bufbondes andt heir mightie men ſhall pe- 
riſh with che ſwerde in batell. 

The fourth Chapter. 
a J Tebaccymejhallcbeir gates mourne 
and complayne, and they [pal ſyt as de 
folate folck * the earth. Then ſhal fe- 
uen wyues take holde of one man. and faye: 
we will laye all oure meat and cloot hinge 
rogether in comon, only chat we maye be 
called thy wyues, and thar this fhamefull 
Zachs.b seprofemaye berate fromus. A fter that ty 
me ſhai the braunch of ¥ LORDE be beutiful 
and mightie, and ¥ frute oftbeearch ſhal⸗ 
be fayze and pleafaunt for hole Iſraelites 
thac (hall ſpringe therof. Chen (hall che 
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remnaunt in Stow «nd the remnaunt at 
Jeruſalem be called bolyznamely all ſoch B 
6 are wꝛit ten amonge the lynyngeae Je- 
ruſa lem: what tyme as the LORDE fhalt 
waſh gwaye the defolacion of the dough- 
ters of Si6, ad pourge the bloude out front 
Aruſalẽ y wynde of bis ſmole and fyze, 
Moꝛouer vpon all the dwellinges of the 
hill of Stonand vpon their whole congre 
gacion, ſhal the LORDEpionydes cloude 
and finoke by daye, and tbe flpyningbe ofe 
flammynge fyzebynighe, forall cher glory 
fhalbe pieferned. 2nd Jeruſaiem ſhau be a 
tabernacle fora flpadowebecaufe ofhete in 
thedayetyme, eplaceand refuge wherew 
man ma ye Eepebim foz wet her and rayne. 
The W. Chapter 
¢ wo well chan, Iwill fynge my belo- 
ned frende a fonge of bis vynycarde. 2 


My beloned frendebath a vyneyeardein icez.c 
@ very frucefull — grounde. This Natin aa.d 


— this — —— 
and planted it with goodly grapes. 

the myddeſt of it paylines bectobean 
Made awyne preffe therin And afterwarde 
when beloteo ¥ it ſhulde binge him gre 
peb,ic brought forth chomes. I hewe you 
now my caufe(o ye Cityfens of Jorafalens 
and whole Juda: Fudge 3 praye you bets 
wigte me: and my twynegardinge. · What 


mote coude haue bene done for it,cbac 3 be teresd 


ur not done! DOberfore chen batbit genem 
—— loked co haue had grapes 
of te 

Well, F fhall tell you how J will do x 
my vynyarde: J will cate the hedge from 
fe,thatit maye periflh,and bieatedowne F 
wall, that it ima ye be troden vnder fote. 
will laye it waiſt, that it ſhau nether be 
twyſteð nor cut, bute bearetbomes and bie 
ares. Frvil alſo forbyd y cloudcs,thatthey 
fhalnotrayne vpon it. Ae forthe vynyar- 
deofthe LORDE of booffesitisthe boule of 
frael, and whole jude bis fayre plantin- 
Ge. Oftheſe hẽ loked forequyte, but fe chere 
is wonge: forrightuoufneffe, lo, It is dut 
mifery. 

Wo to you thatioyne one bonfe to ano- 
ther,and bringe onclondefomgh vntoang S 


ther, tal! ye can get no more grounde. Wil ye Bwen . 


Dwell vpon theearth alone: The LORDE. of one 
hooſtes rowneth me thus imyne eare: fly 

notmany greater and more gorgions bou- 
fes be ſo waiſt, chat no man flhalldreell im 
thé? And ten akers of vynes [lal cene but 
@ Quarce,and Fry. bufhels offedeflyal gene 


but thre. 
Aaa iij 


The prophee Eſay. 

Wo be vnto them that ryſe vp carly to 
vſe them feluesin dꝛonkynnes, and yer ac 
night are moze ſuperfluous with wyne. Jn 

fobsib_ whofe companies arebarpes andluces, ta 
D bꝛet tes and pipes, and wyne. But they re- 
Amossa garde not the worke of the LORDE, and c6- 
fidze not the operacid of bis hondes. Cher- 
Oke gh forecomech my folck alſo in captinyte, be- 
Abac.ab caufe they haue no vnderftondynge. Their 
glory ſhalbe myrte with hũger, and their 
pryde ſhalbe marred fo: churfte. Cher fore 
gapech bel,and openeth by: mouth marve 
Tous wyde:thac pzyde, booftinge and wif? 
dome, with [ody zs reioyfe cherin, mayede 
feende in to it. 

Thus ſhal man haue « fall, be ſhalbe 
bꝛrought lowe, and the bigh lotes of the 
proude layde dorvne But the LORDE ef ho 
oͤſtes, ¥ holy God: ſhalbe evaleed and vn⸗ 
touched, when be ſhal declare bis equyte 
and rightusuſneſſe after this maner.C hen 
fhal ¥ lambes cate their apoynted feter, 
and ſhal fede plenceouflyin che mountay 
E nes, Wo onto vayne perfones, thar diawe 
wickednes ontothé,as it were witha coor 
de: and ſynne, as it were witha cart rope. 
¶Wyhich vfé co fpcate on chis manersiet him 
make bw ifEnow, and go forth mF bis wor- 
te, thar we maye ſe it. Let the councel of F 
boly one of Iſtael come, and diawe nie, F 
wwe maye Enowe ic, 

Pause Wo onto chem that call euel good, and 
Mich 3a ove enel : which mate darcFneffelighe, ⁊ 
ight darckneſſe, ¥ mate forwer fivete, and 
ſwete ſower. Wo vnto chem that are wyfe 
tn their owne fight,and thinte them ſelues 
to baue vnderfésoinge. Wo vnto them, ¥f 
are connynge men to ſuppe ont wyne, and 
experte to fet vp drsbẽnejſe. Theſe gyue fer 
Deuciza tence with che vngodly for rerwardes , but 
Ezec.sd condenme theinft cane of the rig hruous. 
s Cherfore, lite as fyre licPeth vp che fire 
we, and as the flame cõſumeth the fiubble: 
Euen ſo( when their roocis fil, ebeir bloffe 
me (hal vanifly aroaye lite duſt orſmobe for 
they deſpyſe the lawe ofthe LORDE cf boo 
ſtes and blafpbeme the worde of the boly 
maker of Iſtaͤel. 

Therfore isthe wrath of the LORDE 
Eyndled alſo agaynfé bis people,and he ſha 
Beth bis honde at them: yee be ſhal ſin yte 
ſo that the billes fhal tremble. And their 
car caſes ſhal lye in the opẽ firetes , life my 
re. After all this, the wath of Gov fhall 
not ceaffe, but he ſhal firetch bis bode wy- 
Efe gre Det: And be fhal gyue a tokẽ wnto a firaun 
Dangc ge people, and call vnto them in a farre 
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countre:and bebolde, chey jal come bafte 
ly with (pede. There isnot one faynt nor 
febleamonge them,no not a flogiflp noz fle 
pery parfone. Chere ſhal not one oftbem G 
put of che gyzdic front bis loynes, ner loro 
le the lachet of bis ſhue. Their arowes are 
fharpe,and cher bowes bent. Their hore 
hoo fes are lite flynt, and cheir cart wheles 
like a ſtormy wynde. Their crie is as it wwe 
reofalyon, and the roaringe of them lite 
lyons whelpes. They jflpal roare,and hãtch 
vp che pzsye, and no man ſhal recouer tt 
92 getit from thé. In that daye they ſhal 
be ſo fearce vpon them, as the fee. And yf 
welofe onto thelonde, bebolde, it flpalbe 
all darckneſſe and fozorwe, Rfwelote ro be 
auen:bebolde,it ſhalbe darck wich careful 
Def peracion. 
The vj Chapter. 

Li the fame yeare y bynge Ofias dyed, of 
Jlawe the LORDEfictinge vpon an jreg.ssc 
bigh and glozicus feate,and bistrayne fyl 4.Reg-2.a 
led ¥ palace. §rem aboue flakred the Ge- -Pared 
rapbins , wherof enery one bad fer wyn- 
ges. With twayneed coucred bis face, w 
trwayne bis fere, andwith ewaynedyd be 
flye. They cried alſo ech one to ot her on 
this maner: boly,boly,boly is che L ORDE 
ofbooftes. Khe whole wourldeis ful of his Apoc+e 
glory Ree the geaſtes and doreche kes m9 
ned at their crienge, and the hoi ſe was ful 
ofſmote Then J fayde:® mo is me. Foz YJ 
was aſt onſhedẽt hat J (whic) ama mart 
ofenclenehppes, anddwell amonce peo- 
ple yhath wnclenelippes alſor Shulde fe 
Ryngẽe and LRD of hooſtes withmy 
ne eyes. 

Then flewe one ofthe Seraphins vn⸗ 
to me, hauinge a hote cole in his honde, 
which be bad taten from the aultet with 
thetonges , and touched my month, and 
fayve:lo, this bath touched thy mouth, ⁊ 
thy vurighrevoufines is taten awaye,and 
thyfynne forgenen. After this J herve the 
voyce of theL ORDE tatinge advyfement 
oncbis maner: Whem fhall F fende, and 
whowilke oure meffaunger PChEY fayve: 
beream J, fenteme. And fo be faydeztro, 
andtelcbis people: ye ſhall beare in deve, i 
but ye ſhal not vnderſt onde, ye fizal plane Maths 
Ty fe, and not perceane. Lardenthebarte tuceb 
ofthis people, fioppetheireares,andflyne adasl 
their eyes, tharthey fe not nf their eyes, Tonk. kl, 
bearenoe with their eares, and vnterfien *°" 
de not with their hartes, and connate and 
be healed. 
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D fwwered:oneil che cities be vererly wit hout 
inbabitours, and ¥ houſes wit heut men 
rill the lõde be alſo deſolate, and ĩye vntuyl 
ded. For the LORDE ſhal take the men far 
re awa ye ſo chat the londe ſhal lye waiſt 
Neuert heles, che tenth parte ſhal remay 
ne therin, for it ſhal conuerte and be frute 
ful. And like wiſe as che Terebyntes and 
Oketrees bringe forth their frutẽs, ſo ſhal 
the holy ſede haue frute. 
The ſeuenth Chapter. 

S¥z bappenedin theryme of Ahasthe 
SMfonne of Jonathas, which was the ſon 
neof Ioathan A ynge of Juda: thar Re 
sin the Ringe of Siie, and Poca Rome 
lies fonne, Kynge of Iſrael: wenre vp to 
ward Jeruſalem to befegeit(but wanne it 
not. .U tow when the houſe of Damd(ebac 
is Abas) herde worde cherof, ¥ Siria and 
Ephꝛaim were confererare together : bis 
bercequated( yeeand y bertes alſo of bis 
people lite as a tre in the felve, thacis 
moued with the wynde. 

Then fayde God vnto fay: go mete 
Abas (chou and thy fonneSear Yafubjac 
thebeave of ¥ ouer pole, inthe fore path 
by che fullers grounde,andfaye onto bim: 
tate hede to thyſelf and be jiill,but feare 
not, net her be fayne barted, for chefetwo 
tales:chat is: for theſe two fmotynge fyze 
brandes, the wath and furioufnes of Re- 
pur tbe Sirian and Romelies ſoͤnne: becaw 
fectbacche Kynge of Siria Ephraim and 
Romelies forme haue wekedly conſpyred 
agaynft the, ſa yenge: We will go Downe 
in to Duda, vere thé, and bzyngetbhem vn- 
Der vs, and ſet a Kynge there euen the ſon 
ne of Tabail. For thus ſaieth thel GRDE 
God ther to Fe ſhall not ſo go forth, ne⸗ 
ther comeſo tõ paffe:fo: the headcitie ofy 
Sirians is Damafcus, but the head ofDa- 
mafeus is Resin. And after fyne and thre· 
ſcore yeare, ſhal Ephraium be nomore a peo 
ple. And the chefe citie ofEphraim is Sa · 
maria, but the head of Samaria is Rome 
lies fonne. And yfyebelenenoe, there ſhall 
no promyfebetepte with you. 

Noꝛouer, God ſpake vnto Ahas, faye. 
gerrequyre a token oft he LORDE thyGod, 
whether it be towarde the depth beneth oz 
towarde y hight aboue. Thẽ ſa yde Abas: 
Frill requyze none, nether will J tempte 
theLCRDE. Che LORDE anfivered:Then be 
areto, ye of the boule of David: Is it noe 
ynough foz you, that ye be grenous vnto 
men, but yemuft greue my God alſo? And 
therfore cheLORDE ſhal geue you a tolen 


a 


Che vif. Chap. Ao.tay. 


of bim felfi Bebolve,a virgin flyal cSceaue Lucid 
andbearee fonne, and ſhal call bisname Mathid 


manuel. Butter and boy flyalbeeate, y 
bemayetnowerbeeuel,and choſe y good. 

ut oreuer that childe come to Enowwlege, 
roeſchuethe euel and chefe che good: The 
londe ( that thou art ſo afra yde foz)fhalbe 
deſolate ofboth hir kynges. 

ThHeLORDE alſo ſhal fende a tyme vpon 
the, vpon thy peopie, and vps thy fathers 
houfel ſoch as neuer came ſence the tyme F 
Ephꝛaim departed from Juda) chorow fF 
Eynge of che Affirians. Gozacthe fame ty- 
meflalcbe LORDEwhifile foz tbheflyes ¥ 
areaboutethe water ofEgipre, and foz F 
Deyes in che Affirians londe. Thefe hall 
come, and ſhal light all in the valeyes,in ¥ 
vortes of fione, vpon all grene chinges, 
and in all comers. 

At the ſame t yme ſhalthe ORDE(ha- 
uethebayreofthebeade andthe fete and 
tbebeerd clene of with cherafourecbatbe 
ſhall paye them wit hali beyonde the wa. 
ter: namely, with y Eynge ofthe Aſſirians. 
Ae the ſame tymẽe ſhall a man lyue witha 
cowe,andtwo ſhepe. Then becauſe ofthe 
aboundaunce ofmylck, he ſhal mate but · 
ter and eat it. So that euery one which re⸗ 
mayneth in the londe, ſhal eate butter and 
bony . At che fame tyme all vynyardes 
(though there bea thoufand vyncs in one, 
and were ſolde fora choufand filuerlinges) 
ſhalbe turned co biears and thomes. Lite 
as they ſhal come in to the londe wit haro 
wes andborwes ſo ſlyal all the londe beco- 
mebzears andeboues. And as for all bil- 
Tes thatnow are hewen downe,tbou flpale 
notcome vps them, foz feare of brears and 
thomes. Sut the catel fhalbe dzyuenthi- 
ther,and the ſhẽepe ſhal fede there. 

The viy Chapter. 

acre theL ORDE fayde vnto me: 

Tate thea greateleaf, and weyte in 
it,@s men do with pene, that he ſpede 
him to robbe, and baift bim to fpoyle. And 
Jumediatly J called vntome faithful wyt 
neffes : Dzias the preſt, and Zacharias F 
fonne of Barachias. A fter that went Jue 
tothe propbetiffe, that now bad concea- 
ued and borne a ſonne Then ſa yde the LOR 
DE to mergeue him this name: Maherſcha 
Tal bafthbas,thatis:afpedicrobber, an ha 
ſtie fpoyler. Foz why, ozener che childe ſhal 
bane knowlege toſaye: Abi and ym, y is 
fatber, and mot her:ſhal y riches ofLama 
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cuery man, and rennec: their bantes. 
And flhalbzeatein vpon Juda increafinge 
in power, tuil be ge: him by +1 t 
fal fylalfecbe wytencheefibyl 

bis brode wynges, & Emanuel. GS 
ther ye people, and gacker you, berten to 
al ye of farre comitrees. Muſtre you, and 
gacher yo: tre you ans Gather you,ta- 
Fe youve cemicel rogerber, yecmufé youre 
councel come to nought: goin bonte wi- 
thal, yet ſhal it nor pzofpere. Ercepte E⸗ 
manuel:(charis God ) ke withus. For the 
LORDE chaſtiſed me, and toke me by ¥ bon 
De,and warned me, ſa yenge vncome: that 
ſhulde not walcFein che waye ofthis pe 
ople. He fayde mozoner : rounde withnene 
ofthẽ, who ſoeuer faye: yonder people are 
bounve toͤget her Neuercheles feare thems 
not, nether be afrayde of chem, but fancti- 
fie che LORDE of booftes, iet him be youre 
feare and drede. Sorbets the janctifienge, 
and ſtone to jtomble at, y rock to fall vperr, 
a ſnare and net to both the bonies:¢o fra- 
eLand the inhabit ours of Jeruſalem. Bad 
many ſhal ftomble, fall,ai> be bioté vpon 


Gov. Then loteth he vpwarde, and dow- 
newarvere cheearth, andbebolve, there 


Khe ix. Chap, 


is trouble and darckneſſe, veracionisroun. 
de abouce bim, and che clonde of erroure 
And out of fod) aduerfice, flpall benoref- 


cape. 
The jx. Chapter 
8 like as in tyme paſt it hath bene 
wellfene,that y londe of Zabulon and 
thelonde of Nepthali avbere thozowrbe 
fee waye geeth ouer Jordane in to the lon 
de of Galilee was atthe firſt in litle tron- 
Lle, but afterward fore vered. 

Neuert heles ¥ peoplerbat haue dwelt 
in darckneſſe, ſhal fea greate light. As for 
them that dreelin the londe of the ſiyado 
we of death vpon them fhalebelight fy 
ne. Shalethou multiplie che people, and 
not incre aſe che ioye aljer They ſhalre oyſe 
be fore the euen as men mate mery in bar- 
ueſt, andas men that haue got ten the ot- 
etory, when they deale thefpoyle. For thou 
ſhalt bieate the yocFe of thepeoples bar-~ 
then: the ftaff of bys flulver, and the rod 
of bis oppieffoure, asin F vayeat navi. 

Moꝛouer all temerarisus and fevicions 
power (yee where there is but a cote fyled 
w blonde) flalbe burnt, and fede the fyze. 
Sorvntous a hilde ſhalbe borne, and vᷣn⸗ 
usa ſonne ſhalbe gens. Ops bis fhulder 
fhalthetyngvomelye,and beflalbecalled 
whiscwnename:T 
councel, themightieGod, the everlaftinge 
fatber,tbe Pryce ofpeace,Gelloat mateng 
endetoencreafe theEyngdome and peace, 
and ſhal ſyt vpon the feareofDamdandin 
bis tyngdome, to fer vp the fame,to ſta. 
Eki fe with equyte and righenonfieffe, 
fiem the..ce forrh for encrmeze. This ſiyai 
theceicufye Febe LCRDE of booftes beinge 
£9 pafie. 

CHeLORDE ſent a worte into Jacob, 
thejanseis conicin to In aer. All the peo- 
plealid ofEph:iaim,anotheythardwelin 
Samaria, can faye with pryde and biefto- 
mactes,ontbhis maner: Che tyle worFeis 
fallen downe bre we will buylve it with 
hardert ſtones Che Melbery tymbieys bre 
fen, but wefhsl eit vpagayne withCe- 

ze. Plenertheles, theL ORDE {hal prepa- 
re BBin t he enemie aga ynſt thẽ and fo oe 
dre their aduerſaries chat yy Sirians flhal 
Taye holde vponthembefoze,andebe Phꝛli 
ſtynes behynde, and ſo deuoure Iſtael with 
open mouth. 

After all this rhe wrath ofthe LORDE 
ſhal not ceaffe, but yer bis hande ſhable 
ſtretched out fell. For the people turneth 
not vnto bim, that chaftiferb them, nether 
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do they ſeke the LORDE of hooſtes. Therfo 
retheLORDE ſhal rote out of Iſtael both 
heave andtale, braunch and cwyage in o- 
ne daye. Bythebeave,is vnderſtonde the 
Senaroure and honorable mai, and by ¥ 
tale,che prophet that preacheth lyes. Foz 
all they which enfourmetbe people that 
they being right café, ſoch be diſte auers. 
Sock as men thynte alſo tobe perfecte a 
monge thefe,are but café awa ye. 

Therfore ſhal the LORDE haue no plea- 
fave in their yonge mé,netber fauoure the- 
ir facberleffeand wydowes. Fo: thei are 
alcogetber ypocrites and wicked, and all 
their mouthes (peate foly. Afterall this 
ſhal nor the LORDEs wrath ceaffe, but yet 
bis honde ſhalbe ftrecched out ſtill. Foz che 
vᷣngodly burne, as a fyzein the bzyers and 
thomes : And as it were ont ofa fyze ing 
wod or a redebuſh, ſo afcendeth the ſmokle 
oftheir pryde. 

Sortbis cauſe ſhal y wrath of the LOR 
DE of booftes fall vpon thelonde, andthe 
people ſhalbe confismed,as tt were with fy 
¥e,19 man ſhal fpare bis brother. yfa mart 
doturne bint co che right onde, be ſhal fa 
mefly, 92 cocbelefre hande to eat, be ſhal 
nor bane ynough.Euery man ſhal eace the 
fleſh of bis owne arme:tiIanaffes ſhal ea- 
teEpb:aim,and Ephraim Manaſſes, and 
they both ſhal cate Juda. After all this 
flyal not the LORDEs wrath ceaffe, bur yer 
fal bis bonve be ſtretched out fell. 

The tenth chapter. — 

8Se be vnto you ¥ mate vnrightuons 

[ares , and devyfe chinges , which be 
tobarve for to kbeper wherthozow the po- 
ore are oppreffed, on euery fyde,and che jn · 
nocétes ofmy people aze there with rob- 
bedofiudgment:that wyddo wes mayebe 
youre pzaye,and that yemayerobbe the fiz 
therlejfe. What will ye do in tyme of the 
vifitectonanddeftruction, that fhal come 
from farverTo whom will yerenne foz bel- 
perorcowbom will ye rene youre bononre, 
chat be maye tepeit:that ye come not a⸗ 
monuge the preſoners or lye amonge the 
deer: Afrer all rbis ſhal not the wrath of 
theLORDE ceaif:, but yet ſhal bis bond: be 
ſtretched one ſtill. — 

Wo be alſo onto Aſſur, which is a ſtaff 
of my wath, in whose ponde is the rod of 
my punyſhment. For Iſhal ſende him a⸗ 
monge choſe ypocritifly poeple, amonge 
the people char bane deferucd my diffaucs 
re ſhai J fend him: that be maye utcerly 
robbe them, fpoyle chem, and treade them 


Khe x. Chap. Ro. v. 


downe like the myrein the ſtrete Howbeit 
bis meanynge is noc fo, nether thinketh 
bis barte of this faſhion. But be ymagt 
neth only, bor bemaye ouerthzowe and 
Deffroye mod people, for be ſaiet hrare not 
my princes allEynges Is not Calno as ea⸗ 
fiero wynne,as Charchamis:Ysit harder 
toconquere Antiochia then ArphadriOz2is 
iclighter to overcome Damaſeus the Ga 
maria? As who fey: J were able to wynne 
the Eingdome of the Idolaters and cheir 
godves, but not Fernfalem and Samaria. 
Shal J not do vnto Jeruſalem and their 
ymages, as FJ dyd vnco Samaria and che 
ir ymages? 

Wher fore the LORDE faieth : As ſoone 
as J bane perfourmed my whole wore 
vpon the Hyl of Syon and Jeruſalem: thẽ 
will FZ alo vyſet che noble and ſtoute kyn · 
ge of Aſſiria with bis wyſdome and pzy- 
de. For be ftondech thus in bis owne cocee 
te: This doF, thorow the power of myne 
Avne honde and thorow my wiſdome: Foz 
J am wyſe, Jam be that remoue che lon- 
des of the people, J robbe their pꝛynces: 
and(lite one of the wortbies) 7 dryue them 
from ebeir bie ſeates. My bonde bath foun 
de one the hooftes of the people, as it we- 
re a neſt. And lie asegges, that werelay- 
debereandthere, are gathered together: 
SovoF gather all countrees. And there 
isuoman, ¥ darre be ſo bolde, as to touch 
a fetber, chat darre open bis mouth, or on- 
ce whifper. 

But doth the are booſt itſelf, aga ynſt 
im y heweth therwith, or doth the fawe 
mateeny trakinge, agaynft bint that ru⸗ 
lethit? That were evenlite, as yfthe rod 
dydexalte it ſelfaga ynſt him that beareth 
itr or as though y ſtaff ſhulde magnificie 
felfias who ſayerit were no wodd. Therfo⸗ 
xe ſhal the LORDE of booftes fende bim po- 
uerte in bis riches, and burne vp bis power, 
as itwerewith a fore. But the light of If- 
rael fhalte ¥ fyre and bis Sanctuary ſiyal ⸗ 
be the flame, andit ſhal kyndle, and burne 
vp bis thornes and breyers in onedaye, yee 
aliche glozy ofbis woddes and feldes ſhal⸗ 
be confirmed with body and foule. As for 
bim elf he ſhalbe as one chaſed awaye. The 
trees alſo of bis felde ſhaibe of ſoch a nom- 
bre, that a childe maye tell thein. 

A frer y daye ſhalthe remnaunt of Iſta⸗ 
el, and ſoch as are eſcaped out ofthe houſe 
of Jacob, ſeke no more cõforte at him that 
ſmote them. but ſhal conforte them ſelues 
with faithfulneſſe and treuth in the OR⸗ 
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DE,theboly,one of Birael.Cheremnaune, 
yeeand the pofferyreof Jacob, flyal cSuer- 
tevnto Goo che mighry one. Foz chough 
tby people( o Iſrael be ws che ſonde of the 
fee, yet ſhal buẽ the remnaunt oft hem only 
connerce vnto bim. perfecte is theindgméec 
ofbim chacflowech in rightuouſneſſe: and 
therfore f LORDE of hooftes ſhai perfectly 
fulfil che thinge, chat he bach verermyncd 
Inche myddeſt ofthe whole worlde. Ther- 
fore thus faieth cheLORDEGodofboofies: 
Choumy people, chacdrwellefein Sion, be 
nocafrayde for the kinge of rhe WAffirians: 
Hefhalwagg bis ftaffacche, yeeand bea- 
retbewich chcrodo, asthe Egiptiãs dyd 
fomecyme: But ſoone after. hal my wiath 
and my indignacion be fulfylled aaga ynſt 
their blaſphemies. 

Morouer the IORDEof hooſtes ſhal pre 
pares ſcourge for him, like as wes the pu 
nyjbimée of Madiã vps ¥ mount of Oreb. 
And he ſhal life vp his rod ouer che fee,as 
he dyd ſomt yme quer the Egiptians. Chen 
Poel bis burthen be caten from thy ſhul⸗ 
‘ders, and bis yock from thy nec, yce the fa- 
me yor? {hal corrupte fo: very fatneffe.yoe 
fhal come to Aiath, and go rhorowroward 
Migron. But at Machmas fhal bemufter 
bis hooſte and go ouer y foorde. Gaba ſhal 
be their reſtinge place, Rhama ſhall e afra 
vyde Sabea Saul ſhal fle awa ye The voy 
ceof ¥ noyſe ofthy bozfes(ovousbeer Gal 
lim )fhalbe berde vᷣnto lais and co Ana ⸗ 
thoch, which ald ſhalbe in trouble. Mad⸗ 
mena ſhai cremble for fear-,bue the cicefyns 
of Gabim are maly, yer fee! beremayneat 
Nob that daye. Afcer chac, ſhal be lift vp 
his honde a gaynſt che mount Sion, and a · 
ga ynſt t he bill of Jerufalem. Bue ſe the LOR 
de Sod of hooſtes ſhal tabe awa ye the prow 
de from thence, ro frare. He ſhal hero dow⸗ 
ne the proude, and fel the biemynded. The 
chornes of the wod ſhal be reored our rt 
yron,and Libanus ſhal banca mightie fal. 

The xj.Chapter. 

pied this there ſhal comearod forth of 

¥ BWynreve of Jeſſe, and a Lloffomeouc 

of bis roie. The (pzereofthe LORDE ſhal 
ligne vpon itethe ſpꝛete of wyfoome and 
vnderſt ondinere: the ſprete of conncel, and 
ſtrengthry ſprete of Enonlege,and of the 
fearc of God: and ſhal mate bim ference 
in thefeareof God. For be fipalnoe geue 
ſentẽce. after the thinge ¥ ſhal be brought 
before bis eres, necher reproue a matter at 
the firſt hearinge: but with rightonfieffe 
foal beindge che poore, and with belynes 


Fhe xij. Chap, 


ſhal he re fourme the fympleof the worlbe. aches 


Hefhalfmyce ¥ woride with ¥ ſtaff of 
bis mouth, ⁊ witb y beach of bis mouth 


jlalbe flaye the wicFed. Rightuouſneſſe ephe.c.b 


{halbeche gyrdle of his loynes, treuth and 

faichfulneffe the gyrdinge vp of bis ray · 

nes. Thẽ ſhal ¥ wolfe drwel with the labe, S 
aud the leoparde ſhal lye downe by the go- Eaczd 
te. Bullores, lyons and catel ſhalkepe com 
pany together, ſo that a litie chilve ſhal 
dryue them forth. The cowe andthe Bere 
ſhal fede together, and their yongones ſhal 
lye toͤgecher. Thelys ſhal eate ſtrawe like 
theore, or the corre. Chechilve whylebe 
ſuckerh, ſhalhaue a deſyre to the ſerpentes 
neſt, anð whẽ beis weened, be ſhal pnt bis 


hande in to the Cockatryce denne. Loman Efa.cs¢ 
foal do euel to anocher,noman ſhaldeſtro · Abac.a-b 


another, in all the hill of my Sanctuary. 
Forthe earth ſhalbe ful of ¥ Enowlegeof C 
X LORDE, euen as thoughthe water ofthe 
ſte flowed ouer the earth. 

Then ſhal the Sentues enquere after 
the rote of Yefic( which ſhalbe ſet vp fora 
toren vnto theGenciles)for bisdrellinge 


ſhalbe glorious. At the ſame tyme ſhal the Rous. 


LORDEtate in bondeagayne,to conquere 


¥ remnauncof bis people( which areleffe Ela 10.o 


alyue From che Afwids, Egipptians, Are- 
bians Morians, Elamites,Calveyes,An- 


tiochias aid Ilsdes of the fee.Andbeflycl rucsc 


fec vp a tokẽ amongethe Gentiles, and ga 
tber together ¥ difperfed of Iſrael yee and 
tbe outcaſtes of Jude fromtbe forre cor- 
ners of y woꝛlde. The hatred of E phraim, 
and ¥ cnmyce of Jude ſhalbe clenerogted 
out. Epbiaim fal beare no euel wil to Jn D 
da,and Jude ſhal not hate Ephraim: bur 
they bocb together ſhal flye vps the ſhul 
vers of the pbiliftynes toward the Weft, 
and fpoyle chem together that drell to⸗ 
ward the Eaſt. Che Idum ytes and the 
Moabites ſhal let theit hõdes fail, andt he 
Ammonites ſhalbe obedient vnñto them. 
The LORDE alfo ſhal cleue che tunges of 
the Egipciãs ſee, and with a mig htie wyn 
defbal be lift vp bis honde ouer Nilus, aud 
frei ſmyte bis ſeuẽ ſtreames and make men 
So ouer drye ſhod. And thus ſhal be mate 
& waye for bis people, ¥ remayneth from 


the Aſſirians teas it happencdto y Tf Exorgf 


raelites, what tymethey departed out of 
thelonde of Egipte. 
The xij. Cha pter. 
SO that then thou ſhalt faye: OLOR- 2 
E, J thanke rhe, for thou waft dij plea 
{ed ae me, bus thon haſt refrayned chy 
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Abac.3.¢ wrath, andbaft mercy vpon me. Bebolve, 


1Exo1s.2 
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Godis my heaith, in whom J truſt, and am 
not a frayde. Foz the LOR DE God ts my 
ſtrength. and my prayſe, he alfo ſhalbe my re 
Bfuge. Ther foꝛre with ioye ſhal ye drawe wa- 
tet out of the welles of the Sauioure, and 
then ſhal ye faye: Let vs geue thankes vn⸗ 
co the lorde, and call vpon bis name,and de- 
clare bis councels amonge the people, and 
Eepe chemin remembzaunce, for bisnameis 
excellée. O fynge praiſes ontotheL ORDE, 
for he doch greate thinges, asit is knowne 
tn all che worlde. Crie out, and be glad, thou 
that dwelleſt in Sion, for greatets thy prin 
certhe holy one of Iſrael. 
XIL Chapter. 
Lis is ¥ beny burché of Babils, which 
‘Efaye che forme of Amos dyd fe. Wake 
fomecotés othe bie billes, call onto them 
holde vp youre hove, chat the pzrynces maye 
go in ar the doze. For J willfenve for my de 
bites and my gyaites (fayeth the LORDE) 
and in my wrath J will call for foch, as try⸗ 
umpbe inmy glozy. 
ith that, mechoughe J herde in che 
mofitaynes,a noyfe, lite as it bad bene of « 
greace people: and a rufifhinge, as though 
che kyngdomes of allnacions bad come to- 
gether. (2AndeheL OR DE of hooftes was 
the caprayne of the whole armye.)2s they 
bad come not only ont of farce countrees, 
bucalfo from the endes of the beaués: Euẽ 
theL OR D Ehimſelf wich che minifters of 
B bis wiath,to defEroye the whole lSde. Mour 
—— the daye ofthe LOR he me 
onde, and commeth as ¢ defEroyer from 
allmighty . Chen fhall all hondes be letten 
Dorwne,and all mens hertes ſhal melt awaie 
they ſhal ſtonde in feare, carefulneffe and fo 
rowe ſhal come vps them, and they ſhal ha 
ne payne, as g woman that traneleth with 
cite - Onefhall ener be abaßſhed of ano- 
ther,zthetr faces fhal burnelite ¥ flame. 
§o2lo, che daye of cheL OR DE ſhall co- 
me,terrible, full of indignacion and wrath: 
tomate the londe waift, and to root out the 
fynne therof. For che fEarres and planetes of 
beauen ſhal not gene their light, che Sonne 
[halbe quenched inthe ryfinge,and the NTo- 
ne [hal not ſhyne with bis light. 2nd J wil 
punyfly che wicPedneffe of the worlde, z the 
fynnes of the godly, fayeth the LORDE. 
The hye ſtomackes of the proude will Fea- 
Ee awaye, and will laye Dorone the booftinge 
of tyzauntes. J will mate a man dearer the 
fyne golde,anda man to be moze worth, che 
a golden medge of Ophir. Morouer, J will 


a 
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fe ſhake the heauẽ that the earth fall remo 
out of bir place. 

Thus ſhall it go x Babilon in the wrath 
of the LOR DE of hooſtes in y daye of bis 
fearfull indignaciõ. And Sabilon fhalbeas 
an bunted 02 chaſed 200, and ase flocFe nF 
out a ſhepherde. Euery ma fhalenrneco bis 
owne people,z fle echone in o bis owne lon · 
de. Who [> is founde alone, ſhalbe ſhot tho⸗ 


row:And who fo gather toget her ſhalbe def” 


troyed witbe fiverde. Their children ſhalbe 
flayne before their eyes , their houſes ſpoy⸗ 
led, z their wyues rauyflyed. For lo. J fhall 
binge vp ¥ Medes agaynftthé, which ſhal 
not regarde fyluer,noz be defyzous of golde. 
Then fall yongemens bowes beEnapped 
afander.Che Medes ſhal haue no pitie vp> 
womẽ wchilde,ztbheir faces ſlyall not fpare 
¥ childrẽ. And Babils( fF glory of kigdomes 
and beretie of the Caldees bond ) ſhalbe deſ⸗ 
troyed,eué as God deſtroyed Sodom T Go 
moire. Fe ſhal never be moze inhabited, ne⸗ 
ther ſhaĩ there be eny moze dwellinge there, 
from generacion to generacion. 

The Arabians fhall mate no mo tentes 
there, nether ſhall the fhepardes mate their 
folves there eny moze: but wylde beaftes 
fhalliechere,z ¥ houfes fhalbe full of grea- 
te Oules. Eſtriches flyal dwell there,z Apes 
ſhal daunſe there: The litle Oules fhall crie 
in the palaces, one after another, ẽ Dia gos 
fhalbe in che pleaſaũt perlours . And as for 
Dabilons tyme ,tcis at honde, zhirdayes 
mayenor be longe abfenc. 

Thexilll. Chapter, 

Bꝛꝛt ¥ LORDEwilbe mercyfull vnto Ja 
cob, wyll cate vp Iſtael agayne, zee 

thé in cheir owne lode. Scraũ gers flyal cle- 
uewntothé,z gerthétoy boufe of Jacob. 
They ſhal take ¥ people,z cary the home w 
thẽ. And houſe of 7 ſhal haue the in 
poſſeſſion for feruatites z ma ydẽs in ¥ isde 
Of ¥LORDE. They ſhal take thoſe prifoners, 
whofe caprynes they bad bene afore: z rule 
thofe, $had oppreſſed thẽ. When ) LORDE 
now ſhal bringe $ ko reſt frõ trauayle fea 
re,z bardebondage $tbou waſt laden with 
all sehen fhalcthou vfechis mocFage vpon 
> tinge of Babilon,z ſa ye: How bappeneth 

ic $ ¥ oppieffourleauech of? Te ¥ gelden ert 
butecome to an ende: Doutles the LOR DE 
bath broken the ſtaff of the vngodly, zebe 
cepter of ¥ lordly · Which whE be is we6eb, 
finyteth $ people niduratle ftrotes.z in bis 
wõders be perfecureth thé, tameth thé cõti 
nually. And therfeze $ whole worlde is now 
at reft and quycteffe, z men ſynge foz toye, 
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B —_- Ree enen the Fyne trecs and Cedres of 
Libanus reioyfe ac chy fall,fayenge : Now 
} thou art layde Downe, there comeno mo 
wp to deftroye vs.Hell alſo tremblet h at thy 
conmmynge, All mightie men and prynces of 
the earch, ſteppe forth before che. Ali kynges 
ofthe earch ſtonde vp fro their feaces , chat 
they maye all (one after anocber) fynge and 
fpeate vnto che . Art thou wounded alfo as 
wwe7 arcthon become lite unto vs? Thy pom 
peand thy pryde is gone downe to bello 
thes ſhalbe layde vnder the,z wozmes fbal- 
be eby coueringe. 

How art thou fallen frombeauen(o Luct 
ferjebou faize mornige childe haſt thou got 
ten a fall euen to the grounde, choͤu that( not 
wit hſtondinge ) dyddeſt fubdue the people? 
ind yee thou thoughteſt in chine harte: J 
will clymme vp in co heauen, and mate my 
feate abone the ftarres of God, J wyll ſyt v- 
ponche glozions mount toward the Noͤrth. 
wyil cymme vp aboue the clondes, z wil- 
Be life the highest of all. ꝛet darre Blaye, > 
thou ſhalt be broughe dorvne to the depeof 
Hell.Chey chat fe the, ſhal narowly loke vpo 
the, and chinke in chem flues, fayenge rye 
this che man, chat brought all londes in fea- 
xc,and made $ Eingdomes afrayde: Is this 
he that made che worldein a maner — * 
and layde the citics to the grounde, which 
let not bis priſoners go homey 

How happeneth it,chacchetynges of all 

eople tie,every onc at home in bis orone pa- 
lace, with worſhipe, and thou art caſt out of 
thy graue like a wilde braunch: like as dead 
mens rayment that arc ſhott thoro w with 
thejiwerdezas they chat go downe to the fto 
nes ofthe deperas adead coarfe thatis tre- 

Den vnder fete: and art not buried wb thems 
Euen becauſe that thou baft waifted thy lS 
de,and defEroyed thy people. For the genera 
cion ofthe wicked ſhaͤlbe without bond, for 
ener. Chere hal a wayc be foughe to deſtro 
gerber childrẽ, for chetr fathers wickednes: 
they ſhal noe come vp agayne to poſſeſſe the 
Tonde, and fyll che worlde fat of caſtels and 
townes. 

Dwil ſtonde vp agaynſt chem (fayech the 
LORDE of booftes and root out $ nanic and 
Genera cto of Babilon(ſaieth the LORDE)Z 
wil gene it to the Otters, and wil mate wa- 

ter poddels of it. And JIwil fivepe chem out 

with the befome of vefiruccion, fayeth the 

LOR DE of booftes. The LORDE of hooftes 

bach frome an coh, ſa yẽ ge: It ſhal ceme to 

paſſe as J haue determined: fhalbe fulfilled 
aS J bac deuyſed. The Aſſirians ſhalbe def 
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troyed int my londe, and vpon my mountay- 
taines wyll J treade them vnder fore. Wher 
thorow bis vocke fall come from you,z bis 
burthen fhalbetaten from youre fyulocrs. 
This venyce hath Goo taken thorow the 
whole worlde,and chusis bis hoͤnde ſtret⸗ 
ched our quer all people. Gor yf theLORDE 
of booftes determeathinge, who wyl dyfa- 
nulle it? And yfbe ſtretch forth bis bonde, 
who wil bolde ic in aga yne? 

The fame yeare that kynge Achas dyed, 
God threatned by Eſay on chis maner: Re 
ioyſe notg thou whole paleftina)as though 

PF rod of him F beateth the were broken: Foz 
out of > ferpences rote,tbere ſhal warea Foc 
Bacrice,z the frute Phalbe a fyrie worme. Bat 
the poore [hall fede of the beſt thinges , and 
the fymple fal dwell in fafetic. Thyroces 
wil J deftroye x bonger,and it ſhali flaye ¥ 
remnaunt. Mourne ye portes wepe ye Cities 
And feare thou( o whole paleftine)foz there 
hal come frõ the North a finote, whoft po- 
wer noman mayeabyde. Who ſhaͤll then 
maynteyne the mefjages ofthe Gent yles? 
But the LORDE ſtabliſheth Syon,zehe poo 
ꝛe of my people fhall put their cruféin bin.» 

The XV.Chapter. 

TBR is ? heuy burthé vps Moab: Ar of 
A-Mioab was deftroyed (as methoughr) 
inche night feafon:Thewalles of Moab pe 
riſhed inthe night,z vaniſhed awaye:T hey 
wéte to Baith and Dibon in the hie places, 
foz to wepe: Moab did mourne fro Nebo to 
WMhedba: All theit heades were colled, and al 
their beardes ſhauen. In their ſtretes were 
they gyrded aboute with ſack cloth. Fn all 
thetoppes of thcir houſes z firctes was the- 
renorbinge, but mournynge and wepinge. 
Hefebon and Eleale cried, that their voyce 
was berde vnto Jahaz. The worhbies alfo 
Of Moab bleared and cried foz very ſorow 
of their myndes: Wo is my bert fo: Moabs 
fate.Chey fled onto the cite of Zoar, which 
is lite a fayre fenteful bullod ,chey went vp 
to Lubich, wepinge, Che waye toward fo- 
ronaim reas ful of lamentacion for * burte. 
The waters of Nimrim were dzied vp, the 
graffe was wythred, che berbes deftroyed, z 
what neceffary grene thinge there was befy- 
de. Fn litemaner the thinge ỹ was left thein 
Of their ſubſtaunce they caried it by waterto 
Araby. The erie went ouer the whole londe 
of Moͤabr from Eglaim wnto Beer, was 
there nocbinge but mouanynge. The wa- 
ters of Dimon were full of blonde, for * ene⸗ 

mie had ſent thither a bonde of men, whidp 
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he prophee Efay, 
aselyon,layde waite foe the remnaunt of 
thelonde,and for chem y were eſcaped. 
The rvj.Chaprer. 

Henſent che lordes ofthe lsde a mã 
* of warre, from the rocke that lieth 
& coward the deferce, vnto the bill of 
theoonghcer SGton( For as for the vough- 
ters of Noab, they were as it bad bene & 
trymblinge byrde, ¥ is put out of bir neſt by 
the fery of Arnon)iwhich meffaunger ſa yde: 
gather youre councel,come togerber,couer 
ve with youre ſhadorve in the myddaye,as 
thenight dotb:bydethechaled, z berwzaye 
not tbe chacare fled, ler che perfecutedtito 
abites dwel amsge you,be ourcopen refuge 
aga ynſt che veftroyer: for the aduerfary op- 
preflech vs, cherobber vndoeth vs, ztbery 
rauncedryuerh vs our of oure londe But y 
Trone of youre kingdome is ful of grace, 
therfore he that ſytteth vpon it w fattful- 
neffez creuch in che houſe of Dauid, knowe 
che thinge ⁊ do bis diligence to helpe ſhort · 
lyacordinge to Equite and rightuouſnes. 
As foꝛ bs pride (fhalebey anſwere) it 
is wel knowne. Andali chough they be ex · 
cellent,proude,arrogant, z bie mynded: yet 
is their firengebnocbinge lite. And therfo- 
re Moab complayneth vᷣnto Nioa, wher 
thozow they come all comourne: znow y 
they be finyeren, they tate their deuyce be- 
nechby the bryckwall, anodmate their cõ · 

laynte. 

The ſubur bes alſo of Heſebon were ma⸗ 
de waiſt, ⁊ the princes of the Gent yles be- 
reed dorone y vynyardes of Sibma, which 
were planted with noble grapes,and ſpred 
vnto Jazer, and went onto theende of the 
deferce, whofe braunches firecched their fel- 
ues forth beyonde the ſee Cher fore J mour- 
ned foz Jaser, z for ¥ vynyardes of Sibma 
x Greate fororw.7j poured my teares vpon 
HefebonzEleale, for all cheir fonges were 
Igyde Downe, in their barueft z gatheringe 
oftheir grapes: Myrt h and chere was gone 
out of y feldez vynyardes,in fo moch, that 
no man was glad ner ſunge. There wẽte no 
treader into the wynepreffe, their mery de- 
re was layde do wne. Wherfore my bely rob- 
Ted (asit bad bene a luce) foz Moabs fate, z 
myne mwarde membres, for the bzycFreal- 
les fate. Forit bappenedtbus alſo:whẽt No 
ab ſa we that fhe was turned vp ſyde Dow- 
ne:ſhe went vpan bieinto birfancevary,to 
mate bir prayer there,but fhe might not be 
helped. This is the venyce, which the LCR- 
DEcoecin honde at that tymẽe aga ynſt Mo 
ab · Sut now the LORDE ſayeth thus: In 
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thre yeare ¥ power of Moab w* char 
— dahil atecenbenelailiee kbcas ¥ 
burebé ofan byred ſeruaunte. And as for F 
remnaunt of them, they ſhalbe leffe chena 
fewe, and not rekened moch worth. 

The xvij.· Chapter. 
Gr His isthe heuy burche vpsDamafens: A 


~ BeboloeDamafeus ſhal benomozeg ci tere.god 
te but an beapeofbzoten ftones. Thecities Amos..z 


Of Aroer fhalbe waiſt Che catel ſhal lie the 
re nomã [hal fraye thé awa ye. Ephraim 
fhal no more be ſtrösẽge Damaſcus ſhal no 
moze be a kyngdome. And as for ¥ glozy of 
¥ remnaunt of ¥: Sirians, it halbe as the 
glozyofcthe childꝛẽ of Iſrael ſaiet h ¥ LORDE B 
of hoͤojtes. At that tyme alſo ſhai ¥ glory of 
Jacob be very pooze,z bis fatnes leane. Fe 
pot bappéto thé, as when one fhearetbin 
arnejt,rbicy cucteth bis handful ww the 
ficFle,z wher one gathreth ¥ ſheaues toge- 
therinche valley,of Rephaim,chereremay 
neth yet fomeears quer. Oras whẽ one fhe 


tethanclynetre, which fyndeth but two or Elar⸗b 


bre olyue beries aboue in the toppe and fou 
rẽ or fyue in the braunches. Thus theLORDE 
God of Iſrael bach ſpoken. 

Theñ ſhal man couerte agayne vnto bis 
mrater,z turne his eyes to the holy oneof If 
rael And ſhal not turne toche auiters that 
are y worke of his owne bodes, nether ſhal 
be loke vpon groauesz ynages, which his C 
fyngers haue wrought. At che fame tyme 
[halebeir ſtronge cities be deſolate, like as 
were once F — plowes z come, which 


they forſoke, for feareof ¥ childzen of Iſta · greigb 


el. 

So ſhalt thou(oDamafens) be vefolare, 
becanfetboubaft forgottẽ God y Senion 
re T baft notcalled co remébiaunce. ¥ rock 
ofchiſtregth, Wherfore thou bet alſo fee 
a fayre plate,z grafted a ſtraun ge braunch. 
¶In the dayewhenthou didde ſt planceit, it 
was greate, and gaue ſoone the frute ofthi 
ſede: Sut in the daye of harueſt chou ſhalt 
reape an heape of fozowes z miferies. 

We betothe multitudeof moch people, D 
thatruffh inlitethe fee,and rorbebeapeof 
folke chat renne ouer alllite greate waters. 
Forthoͤugh fomany peopleincreafe as the 
flowinge waters and though they bear- 
med, yet they fle farre of,and vaniſh awa ye 
lite the duféwith the wynde vpon an dill, 
andas the whyzle wynde thozow a ſtorme. 
Though they be fearfulat night yet inthe 
mominge itis gone with thé, Chis is their 
pozcion,that do vs harme, and beretage of 
them, that robbe vs, 
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The xviij· Chapter. 
® be to the londe of flienge fhippes, 
"> vobich ts of chis ſyde ¥ floude of Echio 
pi bich fendech bir mefjage ouer the fee 
in flyippes of redes vps y water,andfayetb: 
Jo fone, anddo yo? meffage vnto a firaun- 
Ge and harde folée : roa fearful peeple,z co 
a people ¥ is further then this: to a deſpera 
te and pylled folte, whofElondeis deuyded 
from vs with ryners of water. Ree all ye yÿ 
fycinebe compaſſe of the worlde, and drveil 
vpon theearth: when the token ſhalbe 
ven vpõ the mountaynes, then loke v; 
when the home bloweth,then herken co 
thus bach ¥ LORDE fayde vnto me. J layde 
Me Downe, and pondzcd the matter in my 
houſe, at the noone daye whenit was bore: 
and there fel 4 myflinge fipower, hve a Dew, 
as it bappencth in harueſt. But che fintes, 
werenot yet ripe cutof, and the grapes we 
re but yonge and grene. Then one finore of 
the grapes with an bote,yec be berred dow 
nealfo be buwes andthe braunches, zdyd. 
cafetbéawaye. And thus they were lay- 
De waft, for the foules ofthe mountaynes, 
and for ¥ beaftes oftbeearth together. Go 
¥ the foules faccher vpon, and che beafies 
of the carth wyntered there. Then ſhal the 
re be a preſent brought vnto the LORDEof 
hooſtes: euen that harde folte, that fearful 
folke, and that furtheris thé this: y deſpe 
rate and pylled folke (whofe londe is deuy⸗ 
ded from vs with flondes of water) onto 
theplace ofthe name of the LORDE of boo- 
fiesienest onto the bill of Sion. 
The xix. Chapter. 
CO is the heuy burthen vpon Egipte: 
Seholde, theL ORDEwilryde vpon a 
ſwifte cloude and ceme in to Egipte, And 
the goddes of Egipte ſhal trymble ac bis 
comynge, andthe bert of Egipte foal que 
be within her. For thus faieth the LORDE: 
J wil ſtere vp the Egiptians one agaynft 
another amonge them felues, fo that one 
ſhalbe cucragaynfé bis brother and negh- 
bonre, yee one cite agaynſt anotber,and one 
Eyngdome agaynfé another. And Egipte 
fhalbe choted in bir ſelf Whẽ they are count 
cel at their goddes, at their pzopbetes, at 
their foytbfayers and witches; then will J 
buingetbeir councel tonaught. 
‘Jrwildelyucr Egipte alfoin to the hon- 
des of greuons rulers, and a cruel kinge fhal 
bane the rnie ofthem. The water ofthe fee 
ſhalbe drawẽ ont, Nilus ſhal fynte awaye, 
zbedz:onte vp. The ryuers alſo ſhalbe dra· 
wen out, the welles ſhal decreace and drie 


The xix. Chap. 


awa ye. Rede and ruſh ſhal fayle, che graf 
ſe by the waters ſyde or vpon y ryuers banc 
Ee, yee and what ſo ener is ſowen bythe war 
ters, ſhalbewythered, deſtro yed z brought 
tonaught. The fyfhersfhall mourne, all 
fechas caffangles in the water, ſhal com- 
playne, ztheythat fprede their nectes in the 
qwater, fhalbe fayne barted. Goch aslabou 
re vpon flay ⁊ ſyicke ſhal comero ponerte, z 
theyalf> that weeue fyne wortes, All che 
poundes of Egipte, all the pelicie of their 
Wicates z diches ſhal come to naught. 


Mee the vndiſcrete pzynces of Zoan, the ¢ 


comncel of the wyſe Senatours of Pharao, 
urneto foolifhneffe: Thee that darre 
boeſt z faye of Pharags bebalfe:3 amcome 
of mye people. Jam come of y olve regall 
Progeny. Buc where arenow thy wyſe mẽ? 
werthem tel thezfewe the, whartheLOR 
DE of beeftes bath raten in honde agaynſt 
Egypte. Focles are thofe prynces of Sean, z 
prondeare the pzynces of Noph: yee they 
dyſceaue Egypte mit h che nobilite of their 
ſtocke. GoztbeLORDE bath made Egypte 
done with the fprete of erronre, and they 
hal vfe ic in al matcers:ené lite asa dronkẽ 
ma goet hſpewinge aboute. For Egipte ſhal 
lacke geod conncel, fo ¥ they ſhal not Eno 
we what to do,ncther beginn yn ge nozende, 
nether vpon the lsde nor water. Thẽ ſhal ¥ 
Egiptiãs be like vnto wemé, afrayde z aſts 
ie d at theliftinge vp of the bode, which ¥ 
LORDE of boofes ſhal lifte vp over them. 

Thelonde of Yudaalfo ſhal mate thesE- 
Siptians afiayde, who fo doth but fpcate 
vpon it ſhal put chem in frare: And that be 
caufe ofthe councel, which ¥ LCRDEof boo 
fies bath devyfedagaynfé them. Then ſhal 
the fyue cities of Egipte ſpeabe withtheCa 
naanites tunge, ande fiweare by the LORDE 
ofbooftes, ⁊ Heliopolis fhalbe one of them. 
Ac the ſame tyme ſhal che LORDEOfhoo- 
ſtes haue an aulter in the myddeſt oftbe lon 
de of Egipte wich this title ther by: Vnto 
the LORDE. This fhalbe aroten oz teftimo- 
ny onto the LORDE of booftes inthelonde 
of Egipte, when they fhal cric vnto bim,be- 
caufe of thofe that oppreſſe them: that be 
hal finde them a captayne anda Ganioure 
to delyuer them. 

Wioroner, Egipte ſhalbe bought vnto 
theLORDE, and the Egipt ians alfo ſhal kno 
wethcLORDE atthefameryme: they ſhal 
do bim reuerence with peace offringes, and 
with meacoffringes:tbey ſhal promyfe bint 
offringes, yeez paye him aiſo. Thus the LOR 
DEfval finyeesE gipte,z bealeitagayne:zf> 
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The prophee Eſay. 


ſhal ehey turne to F IORD and he aiſo ſhal 
haue mercy vpõ them, and ſaue them. Chen 
{hal there beg comon waye ont of Egipte 
in to Aſſiria. The Aſſirians ſhal cemẽ in to 
Egipte and che Egypcians into Affria. 
The Egipcians alſo and the Aſſirians ſhal 
both bane one Gods ſeruyce. Then flyal I 
reel with bonoure be the thirde coe gipte 
and Aſſur. And che LORDE of heofies ſhal 
bleſſe chem, ſa yenge: Bliſſed te my peopie of 
che Egipcians, Aſſur is the worteof my bho 
Des, but Iſrael is myne enbericaunce. 

The xx. Chapter. 
Kee fame yeare that Harthan came to 
“~Afchod, where Sargẽ che kinge of the 
Aſſirians ſent him, what tyme as he alſd ke 
ſeged Aſchdod z wane tt y fame ſeaſon: Thẽ 
ſpake the LORDE vnto Eſage ¥ ſonne of A⸗ 
mos, ſayenge: goandlowfe of ¥ lack eloth 
frõ chyloynes,and put of y ſhues from thy 
fete, 2nd fo be dyd goinge nated z barefo- 
te. Then faydetheL ORDE; whereas my fer 
uaunt Eſaye goecbnated and barefote, tt 
is a token andfignifienge ofthe thinge, that 
after thre yeare fal come vps Egipte and 
Echiopia. Foz euen thus ſhal the tinge of 
the A ffivians driue beth yonge and olde, as 
priſoners nated and barefote, ont of Egi⸗ 
pte andsEtbiopia, And fhal dyfcouer ¥ fha 
me of Egipte. They fhalbe alfoat their wit 
tes ende, and aſhamed one of another: the 
E gipcians ofthe Mor yans, and the Mo⸗ 
iene of the gipcians,at the fight of the- 
fr glozy. 

Moꝛouer they that owel it F Iles fhal 
ſaye euen the fame daye: bebolve, this is ou 
re hope, to whom we fled toſebe helpe,chat 
roemight be delyuered from che tinge ofy 
Aſſirians. How will we efcape? 

The rrj.Chaprer. 

Gr Hisis the heny burt hẽ ofthe waiſt Fez 
~ greuous vifis wes ſhe wed vnto me. 
lite as when a ſtorme of wynde andrayne 
raf {beech in fiom the wylderneſſe, that terri 
blelonde. LObo fo maye difceane (fayde the 
woyceler bint difceaue: Who fo maye diſtro 
ye, lec him diftroye. Op Elam, befege ito 
Madai foꝛ J will till all ebeir gronynges. 
With this, theraynes of my backe were ful 
ofpayne:panges came vponme,as vpon a 
woman in bir trauayle. When J herde it, J 
was abaſſhed: and whe J lobe d vᷣpI was 
afrayde. Nyne herte paunted, J crembled 
for feare. The darckneſſe made me fearfull 
in my mynde. 

Meefoone materedy thetable(fayde this 
voyce) Eepethe watch, eate and drynke: Vp 


soap — 

Che xxij. Chap. Ko. vij. 
yecaptaynes, rake you to youre ſhylde, for 
thusthe LORDE bath charged me: gorby 
waye,and fet a watchmã that hemayerell 
what he ſeyt h. And avhẽ be bad wayteddi 
ligẽtly he ſa we creo horſmen: the one rydin 
Se vpon an Affe, the ot her vpon a camel. 
And chelyon cried: LO RDE, J bane ſtonde 
wayt inge all the whole daye, and haue ke⸗ 
pte my warch all the night. With ¥ came 
there one rydinge vpon a charet, which ane 
ſwered, and fayde: Babilon is fallen, ſhe is 
turned vpſyde downe, and all y ymages of 
bir goddes are finytten to ¥ qrounde.C his 
(omy filowe chrof ſhers and fanners) baue 
Bherdcof the LORDE of hooftes the God 
Of Iſtael to fhewere wnto you, 

The beny burthen of Duma, 

Oncof Geir cried vn to menwatchman, 
what haſt thou efpied by night: Watdy- 
man, wbat haſt thoͤu c|picd by night: The 
watchman anſwered: Chedaye breakbech 
on, and the night is cOmynge: Nf youre re- 
queftbe earneſt, then are, and come aga 


yne. 
The heuy burt hen v⸗ 
pon Arabia, 

Acenen ye ſhal abyde inthe wod, inthe C 
waye toward Dedanim. Mete the thurſtie 
wit h water, (0 ye citifens of Sema )mete 
thofewich bied chat are fled. Foz theiflyal 
runne awaye from the weapen, from the 
Did we fiverde, from the bet bowe, and fionn 
thegreate batell. For thus bath rhe LOR- 
DEfpoten onco mẽ:ouer a yeare ſhal allebe 
porver of Cedarbe gone, liteas when the of 
fice of an byzed feruaunce gocth out: 2nd 
theremnauntof che good Archers of Ce- 
dar,flpalbe very fero: Foz the LORDEGovof 
Iſrael hath di ages it. 

berry.Chapter. 

The heuy burt hen, apon the 

valley of Dijrone, 
Sie haſt thou there to do, that thon 
clymnefé vp in co che houſe toppe o 
thou citie of miracles , fedicions and wil⸗ 
fullfeinge, thy flayne mé are net her killed 
w fiverde, nerdeed in batel? For all thy ca⸗ 
ptaynes gat them to their hoꝛſes fromthe 
ordinaunce, yee they are altoget her rydden 
awa ye, and fied farre of. When Fj perceaued 
Iſa ydera waye frome, Imaye wepe 
bytterly.Catenolaboure forto cõforte nie 
as touchinge the deſtruction of my people. 
For this is ¥ daye of the LORDE of booftes, 
wherin he will plage, treade Soe” and we 
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The prophet Lay. 


de out the valley of Wifids, and breake dow 
nethe walles, with (och a crack,thasit ſhal 
geuea foronde in the mounta ynes. 

3 ſawe the Elamites tate che quyners 
to carte and co horſe, and tbat the walles we 
rebare front barneffe. Thy goodly valleys 
were ful of Charectes, the horſe men made 
them foone co befege the gates. Chen was 
tbe coueringeof Jude put from thence,and 
eben was fene thefege of the tymbre houſe 
There ſhal ye ſe che riftes inthe walles of 
the cice of Dauid, wherof there fhalbema 
ny. me fal gather cogerber the waters of 
thelower pole, and tel che houſes of Tern- 
faléand break of forme of thẽ co kepe ¥ wal 
Tes.2nd ye foal makea pyc ber rwyrte ¥ twa 
yne walles of the water of the olde pole, 
and noebinge regarde bim, chat tote itin 
bonde and made it. And at the fame cyme 
ſhal ¥ LORDE of hooſtes cal mé to wepinge 
mourninge, co baloneffeand puttinge on of 
fact clothe. But theyto fulfilcheir ſuſt and 
wilfulnes, ſiaugter oxẽ, they Eyll ſhepe, they 
eatecoftly meate, ⁊ drꝛynke wynerlet vs cate 
and dune, tomorow we ſhal die Meuert he 
les whé the LORDE of hooſtes berde of it,be 
fayde:yee, yfebis wickednes of yours flpalbe 
remitted, yemuft dic for it. Chis bath ¥ LOR 
DEGod of hooftes fpoten. 

Thus fayeeh the LORDE God of hooſtes: 


© Goin tothe treafury vnto Sobna the go- 


nernoure, and faye vnto bin : What haſt 
thon bere todo ? z from whẽce comeſt chou? 
that thou baft made the a graue bere? Gor 
he had canfeda coftly combeof ſtone to be 
made for bimfelf, anda place co lye into be 
hewen our of a rock. Beboldethe LORDE 
foal café the out by violence,be will deck the 
of anocber faſhion. and put vpon thea fira- 
ungeclorbe. He ſhal carie ¥ in toa farre coũ 
tre, lite a ball with bis hondes, Chere ſhalt 
thon die,thereflpal the pompe oft hy charet 
tes haue an ende: thou vylleyne of che houſe 
of thy LORDE: 3 wil ſhute cheoucof chine 
office and put the from chine eftate. 
After this wil cal my fernanne Elia- 
tim, Y fonne of Heltia,and araye bim with 
thy cote, and gyrde bim with thy gyrdle, 
and J wil gene thy power into bis bende 
De ſhalbe a father of the citifens of Jernfa- 
lem, and ofthe B ynred of Juda. J will alfo 
layethe keye of Dauids bonfe vpon bis ſhul 
ders,and yfhe open,no man ſhal fipit, and yf 
de do ſhyt, no man ſhal open. “J wil faſten 
bim to a nale inthe place of rhe moft bie 
fait hfulneſſe, and beflyalbe vpon the glori · 
us trone of bis fathers houſe. Chey ſhal hã · 


Khe xxiij. Chap. 


ge vpon bim all che glozyof bis fucbers how 
feof che children and childers childrẽ, ali ap 
parel finall and great all inſtrumentes of 
mneaſure ⁊ muſike. Chis ſhal come co paffe, 
ſaieth the LORDE of hooſtes) when the na⸗ 
le, ¥ is faſtened coche place ofthe higheſt 
fait hfuineſſe: halbe pluckt of, And whe the 
weight that hangech vpon ĩc, ſhal fall, be 
broken and hewen in peces. For the LORDE 
himſelf hath ſayde it. 
The xxiij. Chapter. 

ott beny burt hen vpon Cirus. Mourne 

yeflippes of Charfis, for ſhe is chrow 
nedorwnece the grounde, and conqueredof 
them,tbatare come from Cithim. Che Fn- 
dwellers of the Ilondes, the marchauntes 
of Sidon, and they thatoccupied the fee 
(of whom chou waft fulfomrynie are at a 
poynte. Foz by fee were there frutes brought 
vnto the, and all maner of corne by water. 
Thou waſt the comon mar et of al peo- 
ple. Sidõ is fory forit,yeeandall ¥ power 
ofthe [ee Splaneth,andfaieth:® ¥ Ahad 
neuer trancled with childe, chat Ihãd ne· 
ner borne eny, ¥ Jhadnether noriſhed bo- 
ye, ner brought vpdoughrer. As ſoone as 
Egipte perceauechic, (lye wilbe as foryas 
Tirus ic ſelf. Go ouer che fee, Mourne ye F 
dwel in the Iles. Is noc that the glorious 
cite, which bath bencof longe antiquite? 
whe ſe nat yues d wellinge farre of commen 
de her ſo greatly /Ybobath deuyſed ſoch 
thinges vpon Tirus che crowne ofalciti- 
es, whofe marchaũtes and captaynes we- 
re the bigheft and principal ofthe worlde? 
EnecbelCRDE of boofice bath deuyſed it, 
that he maye put dorvne al pompe,anomi- 
niſh all the glory ofthe woride Gothoro w 
thy londe ( d thou doughter of the fee) as 
men go ouer the water, and there is nota 
gyrdle more. 

Thus the LORDE that remoueth the 
—— and bath caten in bande aga- 
ynft that mightie Canaan toroceit ont:) 
bath firetched ont bis honde ouer the fee, 
and fayde: Frem bence forth fhalethouma 
Ecnomozemyzth(othou dougbrer Sidon) 
for thou ſhalt be put downe of the Cethẽs. 
Stonde vp therfore, and go where the ene 
mie wil carie the, wherethou ſhalt alfo ha⸗ 
ue no reff. Bebolde( for thyne enfample:) 
The Caldces were foch a people, thar no 
man was lite them, ffur buylded chem:be 
fet vp bis caftels z palaces, and broke them 
Domne agayne. And cherfoze mourne ( ye 
fhippes of thefee ) for youve power ſhalbe 

nowne dorvne. 
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Afeerthac, ſhalthe lxx yeares of Cirus(e- 
uen as longeas their kinges life was )befor- 
gotten. And afcer er. yeares, it ſhal happẽ 
to Titus as with an harlot that playerh 
vpon alute. Take chy lute (sie mest to ber) 
and go aboute the citie,chou art yet an vn 
knowne wenfthe, make paftyme with dy- 
uerfe balettes , wherby thoumayeſt come 
intoacquantannce. Thus (hal ichappen 
after lxx yeares. CheLORDE ſhal uiſet the 
citieof Tirus, and it ſhal come egaynero 
by: Marchaundyſe, and ſhal occupie with 
al che Kingdonies that bein che woride. 
But all hir ocenpiége and wynnynge,fhalbe 
——— LORDE. Sor chen ſhal 
theylaye vp nothinge behinde chem nor v⸗ 
pon heapes: but the marchaũdifẽ of Tirus 
{hal beloge vnto the citifens of the LORDE, 
£9 the fedinge and ſuſteninge ofthe bagrie, 
and tothe clocbinge of theaged. 
The xxiiij. Chapter. 
QzEbolve.¥ LORDE fhal waiftand plage 
che worlde, be ſhai mate the face ofthe 
earth defolate, c{catre abzodey inbabitours 
therof. Then ſhal che preft beas the people, 
the mafteras the ſeruaunt, the dame like the 
ma yde che ſeller like the byer, he that ledet h 
vpon vſur y like him y boroweth vps vſury 
the creditoͤure, as the detter. Xee miſerably 
fhal ¥ worlde be wayſted ⁊ clene deftroyed. 
Foꝛ ¥ LORDE bath fo determed in bimfelf- 
The earth ſhalbe heuye and decaye: The face 
of earth ſhal periſh z fal awa ye, the prow 
de people of y worlde ſhal cometo naught, 
Foꝛ y earth is corrupte of hir indwellers. 
Gor why they haue offended y lawe, che 
unged the ordinaũces, and made the euerla⸗ 
ſtinge teſtamẽt of none effecte, And ther fore 
fhaltbe curſe deuoure the earth:for they yf 
dwwel herd, haue ſynned wher fore they ſiyal 
be brencalfo,and thoſe chacremayne,flpalbe 
very few. The fete wyne ſhal mourne, the 
grapes fhalbeweate,andall y bane bene me 
ry in barte, ſhalſighe. The myrth of tabret · 
tes fhalbelaydedorne, the chere ofthe ioy⸗ 
isl flpal ceaffe,and che pleafureoflutes ſhal 
ne att ende : there ſhal no moze wyne be- 
dronke with myrch, the beer ſhal be bytter 
to thẽ that dante it,cbe wicked cities ſhalbe 
bꝛoken Downe, all bonfes ſhalbe ſhut, chat 
no Man maye come in. : 
‘Jn ebe ſtretes fal there belife vp a crie 
becanfe of wyne, all mens chere ſhal vaniſh 
awaye, and all ioye of the earth ſhal paffe- 
Defolacion ſhal remayne in the cities, and 
the gates ſhalbe ſmytten with waiftneffe. 
For it ſhal happen vnto all londes and to all 


Che xxv. Chap. Ao. ip. 


eople, like as when a mz ſmytet h vorone 
ities ¥ aveleft vpon the treror ſtketh mel —— 
grapes, when the wynẽ gat heringe is out. 
And chofefame(chacremayne) ſhal lift vp 
their voyce, and be glad, z fal magnifie che 
glozy ofthe LORDE, even from che fée,z pray 
fecbename of cheLORDE God of iftael, int 
the valeis and Ilsdes. Webearefonges fins C 
geto the prayfe of the rightuous, froalebe 
endes of the worlde, Cherfore J muſt fpea- 
£e:® my onfrucfulneffe,o my ponerce, Wo ts 
me,allis ful offynneres,rwbich offendeof puz 
pofeand malicẽ. And therfore, (otboucbat 
drvellef—E vpon the carth)tbereis at hove for 
the, feare,pytand fitare. LObo fo efcapeth the 
terrible crie ſhal fall in to che pyt. And yf be 
comeoutofcbe pyt,be ſhalbe cate with the 
fare. For the wyndowes aboue ſhalbe ope- 
ned, and che foundacion of the earth ſhael 
moue. 

The earth ſhal gene a greate crack, it 
ſhal bane a ſore ruyne and tatean horribi⸗e 
fall. Che earth ſhal ſtacker lite a dronken 
man, and be takẽ awaye lite a tent. Hir miſ 
dedes ſhal lie ſo heuye vps ber, ¥ ſhe muſt 
fall, and neuer rife vp agayne. At theſame 
syme ſhal che LORDE muſtre togecher the 
bie hooſte aboue and ¥ kynges of the won⸗ 
de vpontbeearth. Theſe ſhalbe coupled to 
getber as pzifoners be,and ſhalbe fluc in o- 
ne warde andpuniflyed innumerable daies. 


The Moone andthe Gonneflyalbe aſha⸗ Luesre 


med, when the L OR DE of booftes flat rule 
them at Jernfalem vpon the mount Sion, 
beforeand with bisercellent councel, 
Cherrv.Chapter 
LORDE, thou art myð od. J wilpray A 
fethe,and magnifie ¥ name: For thou 
bringeſt marvelous hinges to paffe ,acoz- 
Dingeto thine olde councels , truly and feed 


fafely. Choumatkeft of torones, heapes of sfasca 


fione:and of bead cities, broken walles:T be 
palaces Of the wicked deftroyefé thou ont 
ofthe citie that they flhal nener be buylded 
againe. Cher fore the very rude eoplemufé 
magnifie the, andthe cities ofthe cruel bet- 
thenmuft feare the. For thouart the poore 
mans belpe, a firégth for theneabdful in bis 
neceffite. Chou arta vefenceagaynft euei 
wetber, a ſchadowe agaynftcbe bere, Bue 
vnto —— imptuous, thou art like a ſtrs⸗ 
Se whyrle wynde, chat caſteth do wye che 
booſtinge of thewngodly, thon kepeſt men 
from beate with the flpadow of che clondes, 
thoucutteft of the beaunches of cyzauntes, 

Moꝛouer the LORDE of booftes ſiyal once 4 
Prepares feaſt for all — oa Lucugd 
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The prophee Eſay. 


plenteows,coftly, pleaſaunt feaſt. of fat and 
welfed beaftes, of ſwete and moſt pure chit 
ges. Oponthe bill [pal be tate awaye che fy 
De vale y bageth before ¥ face of al people, 
and the coucringe wherr:ch all Gentiles 
are couered. 2s for death, he ſhal vererly 
cõſume it, The LORDE God ſhal wipe aꝛwaye 
the teares from all faces, and tate awaye 
the confuciõ of bis people thorow ¥ whole 
worlde For y LORDEbimfelf bach ſa yde it. 
Aethe fame tyme ſhal it be a yderlot his 
is oure Soꝛ whõ we put oure truſt, and 
be bach bealed vs. This is the LORDE that 
we baue wayted for: Let vs teio yſe ⁊ deiyte 
inbis health. Sor the hode of ¥ LORDE cea. 
feth vp chis bil. Buc Moab ſhalbe throſſhẽ 
Downe vnder im, lite as che firary is trove 
vnder fetcin a dõge hill. For be ſhal ſtretch 
out bis hõdes vpon bum, like as a ſwimmer 
doch cofivymme, And w' che power of bis 
bondes (hal be caſt downe bis bic pompe. 
As forbts ftrd ge holdes z hic walles:he ſhal 
buwwe them, café thé dorvne, and fell thé co 
the grounde into duſt. 
Therrvj. Chapter. 
Teen ſhal chis fonge be ſunge inthe lon · 
e Of Juda: We baue a ſtroge citie the 
p walles ⁊ the ordinaũce ſhal kepẽ vs Opẽy 
gates, ¥ che good people maye go in, which 
laboureth forthe treuth. And thon, which 
art the doer and haſt the matter in honde: 
ſalt prowyde for prace, euẽ the peace y me 


rack hope for in the. Hope ſtil in the LOR DE, foz 
Essa incheLORDEGod is enerlaftinge ftrégcb. 
So: why, itis be, y* bringeth lowe the bie 
myuded citefyns, z caſteth downe che prow: 
De cities. He caſteth thẽ co the grodve,yece- 
uẽ in to ¥ myce, ¥ theymayebe trove vnder 
the fece ofthe fymple,z with the fieppes of 
Proas.a_ the poor. Chew (LORDE) cõſidꝛeſt the path 
Ieresod of ¥ rigtnous whether it beriebr.n becber 
tbe waye of y rightuous teright.Chei fore 
(LORDE) we haue a refpecte onto the waye 
ead oftby iudgment es, thy nameand thyremé 
fal.62. 


2 braunicereioyfe che foule. My foule luſteth 


sadi424 oF ortbeall cbenightloge,cmymynde bat 
fictb frely roche. Fo: as foone as thy indg- 

ment is knowne to the worlde, thẽ the in ha 

bitours of the earth lerne rightuouſneſſe. 

Bw Bucebhewngodlychonah be baucrecaucd 


grace)yetlerneth be net rig htuouſneſſe but 
in th, ace where bets pumflyed, be offen- 
deth. ⁊ feareth noe the glozy of the LORDE. 

LOR DE, they wil not ferbine bie bonde, 
bue they flpal ſe it; and be confounded : whe 
then ſhait deuoure chem with the wrath 
of che people, and with rhe fyze of thine e· 


Fhe xxvij. Chap 


nemies But vnto vs (LORDE) pzenyde for 
peace: foz thou workeſt in vs all workes. 
® LORDE oure God, though ſoch lordes ba- 
uedominacion vpon vs as knowe not thes 
yee graiite, thar wemaye only hopein the, 
and kepe thyname inremembraunce. The 
malicious Tyrauntes whé they die,arene- 
ther inlifenoz in the reſurrectis, for thou vift 
teſt thẽ and rooteſt thé out, and dejiroyefé 
allebe memoryallof thent. Agayne, thow 
increaceſt the people(o LORDE),thoutncre- 
acefeche people, thou ſhalt be prayfedand 
magnified inall ¥ endesof che woride. The 
people that fete vnto the in trouble, chat 
fame aduerfice which they complane of,is 
vnto thẽ a chaſtenynge befoze the. Like as 
a wife wchilde ( whe bir trauayle cõmeth 
vpõ her)is afhamed,crieth and fuffreth the 
payne:sEué (6 are we(o LORDE)in tby fighe. 
Weare with childe,wetranayle, ⁊ beare, ⁊ 
with che ſprete we binge forth bealth,whe 
retbozow the earthis vndeftroyed, and the 
inbabicours of the wouldve perijh not, 

But as for tbydeadmenandours, that 
be departed, they arcin lifeand reſurrection. 
They lie in the earth, theywake, ⁊ haue io yer 
for ¥ dew isa dew oflife ⁊ light. But y ple 
ceof the malicious Tyrauntes is fallé awa 
ye. Sogo now my people in co thy dyzb:e, 
and ſhut the doorẽ to the and firffre new ¥ 
twict linge ofancye, tül the wrath bes uer- 


paſt For bebolve,the LORDEwil go out of 


dis habitacion,z vyſet the wickednes ofebe 
that dwell vpon carth. He wil difconer the 
bioude chat ſhe hath devoured, ſhe ſhal ne- 
uer hyde thẽ that ſhe hath murthured. 
The revi. Chapter. 

D Senthe LORDE withbis henye, great 
~~ and loge ſwear de ſhal vyfer Leuiat hã 
that invincible ſerpẽt: euẽ Lemiatha ¥ ere ked 
ferpent,and ſhal flayetbe Wallfiſh in ¥ fee. 
At the ſame tyme ſhal mẽ fynge ofthe vyny 
arde of Muſcatel. Ithe LORDE fepe it anð 
water tt in Due ſeaſon. J watch daye qnight, 
that no man breate in to it. Jhearenoencl 
svilinmy mynde. Who will compell me that 
Igreatly forgettinge all fait hfulneſſe ſhul 
de burne it vp at once wv thornes ⁊ buflyes? 
Oꝛ who willenforceme co kepe o: make pe 
ace? $e wil cometo this poynte, ¥ Jacob 
ſhalbe rooted againe and ſtael ſhalte gre 
ne ⁊ beare floures, ⁊ they ſhal fyil y whole 
woꝛlde w their frute. Smyteth henot bis 
finycer, as euel as be is ſmyttẽ bimfulfDe- 
ſtroiet h he not ¥ murt herers, as beis mur- 
eburediEuerymarecSpenfithbw F meaſure 
he receaueth: He mujſet h vpd bis ſore wyn 
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de as vps rhe dayes ofertreme heate And 
therfore flhal che iniquite of Jacob be chus 
reconciled. And ſo ſhal be cake awa ye ail y 
frute of bis ſynnes. 

As for aulter ſtones, he ſhal mate chem 
all as ſtones beaten to pouider: the Groues 
and Idols ſhal noc ſtonde The ſtronge ci- 
ties flpalbe defolate,and ¥ fayre cities ſhal 
be left lite a wildernes. The catel fal fere 
and liechere, and the fhepe ſhal eate it vp. 
Their harueſt fhal be brent, their wyues 
which were their bewtie when they came 
fort heſhalbe defyled. Gor itisa people wit- 
bout vnderſtõdinge and cherfore be ¥ crea 
ted thenr, ſhal not fauoure them:and be ¥ 
made them,|hal noc be merciful to thé. tn 
¥ tyme ſhaly LORDE flute from ¥ fivifce 
water oft brates, vnto ¥ ryuer of Egi- 
Pre. And ebere ſhal che children be chofen 
ont one by one. Chen ſhal the areate trom 
pet be blowen,fo thar thoſe which haue be 
ne deftroyedin the Aſſirians londe,and tho 
ſe that be ſcatreð abrode in Egipte:ſhal co 
me ⁊ worſjhipe the LORDE at Jeruſalẽ vps 
the boly mount. 

The prvi}. Chapter, 
SSS beto ¥ crowne ofpzyde,to ¥ drontẽ 
Ephraenutes. and tothe faydinge flow 
re,to ee glozy of bis pepe, ¥ is vpSchetop 
f ofthe plẽteous valley: which mé te ouer 
aden rw wyne, Bebolve, the firengthand 
ower of che LOR DE fhal bzeatein to the 
onde on enery ſyde, lite tempest of bale, 
thatbeareeh dorvne firo.rgé bolves, and h- 
8c an horrible, mightie and quer flowinge 
roater. And the proude crowne of tbe dron 
ben Epb:aemires, ſhal be troden vnder foo 
te. And as for che faydinge fioure,the glory 
of bis pompe, whichis vpon rbe toppeof 
the plentcous valleyr it fal happen vento 
bim,es toan oneymely fruce before the bar 
heft come. Which as foone asic is fene,is by 
and by deuoured, o2 eneritcome well in a 
mans honde. 

And chen ſhal the LORDE of hooſtes be 
&@ ie yful crovone, and a glorions garlave vn 
totheremnaune of bis prople. Onto the 
lowly , be ſhalbe a jprete ofindament, and 
wnto them that diynean aye the enemies 
Gon ¥ gavessbe Malbe a ſprete of firégeh. 

ut they go wronge by ¥ reafon of wyne, 
they fall and ſtacker becauſe of ſtrsge dryn 
Be. Ree euẽ che prefies and propberes them 
felues ao amiffe, they are dionten with wy 
ne,and weabe bzaned thozow firongedzyn- 
&e. Theyerrein feinge, andinjudamettbey 
fayle. Foꝛ all tables axe ſo ful of vornyte anð 


Che rrvilj. Chap. Fo. x. 


filebynes, yf no placeis clene. What ishe 
amonge then, ¥ can teach, infiructe ozen 
fourme the hildzé, which are weened from 
{uF or taken from che bieftes: of eny orher 


fafbion,then: Commauntec ¥ maye be cont Efe.to.a 
maunded,byd ¥ maye be byddz,fozbydehac Mtb 


mayebe forbyddẽe kepe backe ¥ mayebe fe. 


pte bacte, bere a litle t here a litle Andther tCorsgc 


fore the LORDE ald ſhal fpeate wt liſpinge 
ppes and w a firaungelaguage onto chis 
people,to whom befpate afore ofthis ma⸗ 
ner: This ſhal baingerefé, yfone refrefly the 
weery, yecbis ſhal binge reft. But they had 
nowill co beare. And therforerbeL ORDE C 
fhal anfroere their fubbournes(Comaunde 
¥ maye be cSmaunded, byd ¥ mayebe byo 
Den, forbyd ¥ maye be fozbydde, kepe backe 
maye betepte backe, here a litle, there æ 
itle) Chat they maye go forth, fallback- 
warde, be binffed, fnared and taten,YOber- 
fore heare the worde ofthe LORDE, yemoc- 
kers that rule theLORDEs people, which is 
at Jeruſalẽ. For ye cõforte yo" felucs thus: 
Tufl, death q we areata poynte, zasfor 
bell, we baue made a cõdicion with ic:thac 
though there breate out eny fore: plage, it 
fhalnot come vponvs. For with difecate 
wil weefeape, and withnymblenes will we 
defende¢ felues. Therfore thus ſaieth tbe 
LORDE God: Bebolde, J willayee, feonein ® 
Sion, a te ſtone, & coftly comer fione 
forafire —— whoſo putteth bis 
truft in him hal noe be confouded Righe- 
noufnes wil I fet wpagaynein ¥ balanuce, 
and iudgment inthe weightes. The tẽpeſt 
of baleflpal ratcawaye yo refuge, that ye 
haue to diſceaue withal, and ¥ ouerflowin 
ge waters ſhal breake downe yo? ſtroge bol 
des of diffimulacid. Thus the ai yntmẽt 
that ye haue made w death, halbe done 
Froaye,andthe cõdieion that ye made with 
bell, flpal not fidde, Whenthe Greate deſtru 
cttd goeth thozow,it fhal all co treade you, 
Fe fhaleate you quytẽ awaye beforeit. For 
te ſhal go forth early inthe momynge, and 
contynue only ¥ dayeand ¥ night. And the 
very feare only ſhal teach you, when ye bea 
reit. For ¥ bedde ſhal be fonarow Yamã cã 
not lye vpon it. And the coneringe tofinall, 
that a mã maye not wynde bim ſelf therin. 
S02 the ſhal ſteppe forth asbe dyb 
vpon the mount Perazim, and fhal tate on 
as he dyd vps the dale of Gabaon: that be 
maye bringe forth bis denyce, bis ſtraunge 
Denyce: andfulfilbis wozfe, bis wonder ful 
—— And therfoꝛe mate hes * Sea 
chat youre captinyce increaſe noe: for Iha⸗ 
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ue berde theL ORDE of booftes faye, that 
there ſhal comea foden deftruccionand pla 
Se vpon che whole earth. Cate hede,and be 
Gre my voyce, pondꝛe and merck my wordes 
rel. Goeth noe the buf bonde man ever in 
‘due feafon earneſtly co bis londe he moweth 
aploweth bis grounde co fowe. 2nd whe 
be bath maveic playne, be ſoweth it wich 
fitches or comyn He ſoweth y wheateand 
Barlye in theit place, Milium and Rye al- 
fo in their piace And y he maye do it right 
bis God ceacherh him and ſheweth bim. 
§o2 be treadeth not the fitches out with a 
qwayne,nether brngeth be che cart here and 
tbere quer the comyn, but he throſ ſheth ¥ 
fitches out wit ha flale,and che comyn with 
a rod. As for the wheare, he gryndech it to 
make bred therof In as moch as he can not 
bringe it to paffe treadinge out. For ne⸗ 
ther the bruſſinge thatthe cart wheles ma 
¥c, ner bis beaſtes can grynde it. This and 
Reblite chinges come of the LORDE of ho- 
fees which is maruclous in councel,and gre 
ate in rightuouſneſſe. The xxix. Chap 

O vitro che o Ariel Ariel, chow cite that 

Dauid wane. Cake yet ome yeares,and 


#REE54 lee fome feaſtes yetpaffe ouer:then ſhai Art 
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el be befeged, ſo that ſhe ſhal be heuyand ſo 
rouful, and ſhal be unto me euen as a lyon. 
Gor J wil laye fege to che rounde aboute, 
and Eepe ¥ in wich cowers,and graue vp dy 
kes aga ynſt ¥ . And thou ſhalt be brought 
lowe, and fpeate ont of the earth, and chy 
wordes ſhal go bumb!y ourof ¥ grounde. 
Thy voyce final come out ofthe earth, lite 
the voyce of a witch,and thycaltinge ſhal 
groane out of the myre. For the multitude 
Of thine enemies ſhaibe lite mealduſt. And 
the nombre of Tyrauntes ſhalbe as y duſt 
that the wyndetatech araye ſodenly. 

Thon ſhalt be vifited ofthe LORDE of 
hooſtes with thondze, carth quate, and 
with a greate crack, wich the whyrle wyn 
de, tempeſt, and with the flameofe confit 
mynye fyze. But now che multitude ofall 
the people, chat went one agaynft Ariel: 
the whole hooſte, the fironge boldes and 
ſegeris lite a dꝛe ame which apeareth inthe 
night. It is like as when an bungrieman 
dreamech chat he is eat ynge and when be 
a waketh, be bath notbinge:lite as when a 
thurftieman dꝛeameth that he is dzintin- 
ge, and when beawetcth,be is faynt, and 

is foule vñ pacient. 

Sois themulcitnde ofall people, that 
mufiretbem felues agaynft the bill of Si⸗ 
on. But ye ſhalbe at youre wittes ende, ye 


Khe xxix. Chap. 


ſhalbe abaſ ſhedrye ſhal ſtackre, and releto 
and fro.Nejhalbe dronken, but not of wy- 
ne.Re fhal fail, but noe chorow dronkenes: 
§o2 the LOR DE fhal gene you an bard fle- 
pinge ſprete, and bolde do wne youreeyes: 
namely ye prophetes and beades which 
ſhulde ſee chem ſhal he coner. And all vifi- 
ons ſhalbe vnto you, as the wordes that 
ſtonde in a ſealed lettre, when one offrech 
it toa man thacislerned, and fayetbirede 
vs this lettre. Thẽ be anfivereth:3 cã not 
redeit, forit is (butt. But yfit be geuẽ to 
one ¥ is not lerned,o2 fayde vito bim: rede 
this lettre: Chen fayeth be.F can nor reve. 
Therfoze thus fayeth the LORDE: oz 
fo moc as this people vea weth nye me ro 
their mourb, and prayſeth me bighly with 
their lippes(whereas there berce neuerthe 
les ts farce fro me,and the feare which they 
owe vnto me, that turnethey to mens la⸗ 
wes and Ddoctrynes)therfoze wil J alſo ſhe 
we vnto this people, a maruelous terrible 
and greate thinge Mamely this: J wil de 
firoyetbe wifoome of their wife,and the vit 
derſtsdinge of their lernedmen ſhal periſh. 
Wo be vnto chem that fete fo vepe, to by- 
detheir ymaginacion be fore the LORDE, 
which rebearcetheir coficelsin ¥ dartnes, 
and ſa ye: who [eith vs,o2 who knoweth vs? 
Which ymaginacton of yours is euen as 
when the potters claye taketh ad viſemẽt 
as though theworte might fayeto ¥ woz 
ke maſterẽ male me not,o2 as when an er- 
then veffel faicth ofthe potter: be vnder ⸗ 
fEondeth not. Se ye not that it is bard by, 
that Libanus flhalbe turned in to Char- 
mel, and that Charmel flyalbe taten asa 
wodde? Then ſhal deaf men wnderftonde 
the wordes of the bote,and the eyes of the 
biynde flhal fe without eny cloude or darE- 
nes. The oppreffed ſhal holde a mery feaſt 
in theL ORDE, and the poore people ſhal 
reioyſe in the boly one of Iſtael 
, Chen ſhal che furious people ceaffe,and 
¥ moeFers flhal be put arwaye,and all they 
¥ do wronge flhalbe rooted ont, fod) as la- 
boure to drawe mẽ vnto ſynnerand y diſcea 
ue bim, whic reproueth them in the gate, 
⁊ ſoch as turne good perfonnes to vanite, 
And therfore the LORD Eencn the de⸗ 
fender of Abraham ) faieth thus vnto the 
houſe of Jacob: Now flpal not Jacob be 
a ſhamed 102 bis face cS founded, when be 
feich amonge bis childzen (whom my bon- 
des haue made) fochas balowe my name 
amonge them:tbat they maye fancifietbe 


holy one of Jacob,and feare the God of Iſ 
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raelr and that they which afore tyme we- 
te of an erroneous ſprete, haue now vnder · 
ſtondinge, and y ſoch as before coude not 
ſpeate, are now lerned in my lawe. 
The xxx. Chapter. 

O be ro chofe ſhrentinge children (ſai· 

eth the LORDE) which fete councel, but 
not at me: which take a webbe in honde, 
but not after my will:ebat they maye bea 
pe one ſynne vpon another. Chey go dow- 
ne into iSgipte, (and axe me no councel)to 
fete helps at che power of Pharao,and cõ⸗ 
forte in che fnadowe ofthe Egipaas But 
Pbaraos belpe ſhalbe youre cõfucion, and 

comfoste in the Egipcians jhadowe 
ſhalbe youre ovone flpame.oure rulers ba’ 
nebencatZoan,andy¢ meffaungers came 
vnto anes. But ye ſhal allbeafhamed 


d ofthe people ¥ maye noc belpe you, which 


fal noc bringe you ſtrength oz comfozte, 
but fhame and confucion. 

Moure beaſtes haue bone burthens vps 
their backes cowarde the South, thoro w 
the waye that is ful of parelland trouble, 
becaufe of the lyõ and lyones,ofthe Cocka 
trice and [hucynge dragon. ee the Nules 
bare youre fubftaunce , and the Camels 
brought yo treaſure vpon cheir croted bac 
kes, vito a people that can not belpe you. 
For che Egipaans belpe fhalte but vane 
and loͤſt. Ther fore J tolde you alſo y youre 
pryde ſhulde haue an ende. Wherfore go bE 
ce, and write them this in their tables,and 
note it in a booke:thatic mayeremayne by 
their pofterite,and be ſtil kepte. gor itisan 
objtinate Pope vnfaithful chũdren, dil- 
dren that will not heare the lawe of the 
LORDE. 

They darre faye tothe prophetes:Fntro 
mitte youre felues with nocbinge, and vn · 
to ¥ Soythfayers:tell us of not hinge foz 
to come, but fpeate frendly wordes vnto 
vs, and preach vs falfe chinges.Creade out 
ofthe waye, go out ofthe path, turne the 
Holy one of Iſtael from vs. Ther fore thus 
faieth the boly one of Iſtael: In as moch 
as ye bane caft of youre bewtie and confoz 
ted youre felues with power and nymble- 
neſſe, and put youre confidence cherin: ther 
fore ſhal yebaue this myfchefe agayne foz 
youre defiruction and fall, lite as an bie 
wall, that falleth becanfe of fome rift (oz 
blaft,) whofe breakin ge cometh ſodenly. 

And youre deféruction fhalbe lite as an 
erthẽ poe, which breateth no man touchin 
geit, yeeand breabeth ſo fore, thataman 
foal noe fynde a ſheuer ofit to feec fyre in 


Khe xxx. Chap. Ao. xi. 


orto take water with all out of the pyt- 
S§o2the LORDEGOd, enen the holy one of exo.14.4 
Iſtael bath pzomifed thus; With ſtilſittin *Parees 
Geandrefé [hal ye be healed, In quyetneffe 
and bope ſhal youre firengrb lie. Not with 
ſtondinge yeregarde it not, but ye will ſaie: 
Lo, forthus are we cOfirayned to fle vps 
horſes. (And therfore ſhall ye fle) we muſt 
ryde vpon ſwift beafies,and therfore youre 
perfecutours ſhal yet be ſwifter. A thou⸗ 5 
fand of you ſhal fle for one, or at the moſt olune⸗c 
for fyue, which do but only geue you euell 
wordes : vntil ye be deſolate, as a ſhip 
maſt vponan bie mountayne,and as aber 
Een vpon an bill. 

Ret flondeth the LORDEwaitingethat B® 
be maye baue mercy vpon you, andlifterb 
bim [elf vp,cbat be maye receaue you to gre 
ce. For the LORDE God isrightuous. Hap⸗ 
pie are all thei that wate for bim. Forthůs 
Cotbou people of Sion and ye citifens of 
Jerufslem)j hal ye neuer be it heuynes, for 
Doutleffe be will haue mercy vpon the. As 
fooneas be beareth the voyce of thy crie, 
be will belpe rhe. Che L ORDE geneth you 
the bred ofadnerfite,and che water oftrou 
ble. Bue chine inſtructer fleych not farre 
from the, yf thinceyes lote vnco thine in- 
ſtructer, and thinecares harken to bis wor 
de, that criethafter cheandfaierh: This deut. 4⸗ 
isthewaye, gotbis, andturne nether to 
theright honde nor theleffte. 

Moiouer yf ye deftroye the ſyluer wor⸗ 
kes of youre Jools, and caftarwaye the gol 
dent coapes chat ye deckt them witball (as 
fyltbynes and faie, get youbence: THE wil 
be — the fede, that ye ſhai ſowe 
inthe earth, and gene you breade of thee 
creaſe ofthe earth, fo that all ſhalbe plen- 
reous aud abundaunt . Thy catei alſo ſhal Pialssb 
be fede in the brode medowes. yee t hyne 
oréand Mules that till che grouse, ‘yal 
eate good fodder, which is pourged wf 
fanne. Goodly ryners fal fowe outofall 
bis mountaynes and billes . In the daye of & 
the greate ſſaughter when the cowers flpal 
fall, che Moone ſhal fhyneas the Gone +Petsb 
and ¥ Sone ſhyne ſhalbe feucfolde, andba 
ue as mochflyyne,as int ſeuen dayes befide, 

‘Jn that daye ſhal the LORDE bynde vp 
¥ buuffed fozes of bis people, and beale the- 
ir woundes. Seboloe,the glozy ofthe LOR- 
DE fhal come from farre, bis faceflyal bur- 
ne,that no man ſhalbe able to ab yde it, his 
lippes ſhal wagge for very indignacion, 
and bis tunge ſhal be as, a conſum ynge fy- 
re. His breath like a vehement floube ofwa 
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ter, which goech vp to thethicre. That he 
maye tabe gwaye y people, which haue cur- 
ned them ſelues vnto vanite, and the brydle 
oferroure that lieth in ocber folkes chawes. 

Bue ye ſhal ſynge, as che vſe is in y night 
Of the hoͤly jolempmee. Re ſhal reio yſe front 
youre bert, as they chat come with che pi- 
pe, when they go vpto the mount ofcbe 
LORDE,vnto ¥ rock of Sfracl.C he LORDE 
alſo ſhal fee vp che power of his voyce,and 
declare bis terrible arme, with bis angrie 
couutenaunce, yee and the flameoftbe con 
fumynge fyre with earth quake, tempeſt of 
svynde,and bale ſtones. Then ſhal che Aſſi· 
rian feare alſo, becanfe of the voyce of the 
LORDE, which flyal finyee bim wich ehered- 
de And the ſame rodde whidytheL ORDE 
wl ſendẽ vpon him, ſhal moue the whole 
foundacion : with troinpet, with noyſe of 
warre and bacell co deftroye. Fozbe bach 
prepared the fyre of payne from the begyn⸗ 
nynge, yeeeuen for Eynges alfe. This bach 
Hemavredepe cwyde, ¥ noriſhinge therof 
Is fyre and wodde innumerable, which the 
bicath ofteLORDEFyndleth, asit were a 
match of brymsfEone. 

Che xxxi. Chapter. 

8 vnto them that go downe in to E⸗ 
Wgipte for belpe, and truſt in horſes, and 
conforte chen ſelues in Charettes, becauſe 
t he y be many, and in horſe mẽ becauſe they 
be luͤſtie and ſtronge. But they regarde noe 
tbe holy onc of Iſtael, and they afte no 
queftion at the LORDE. Where as be neuer- 
theles plageth y wicked,and yer goet h noe 
from bis worde, wha be — fortband 
tateth the victory aga ynſt the heuſholde 
Of the fraͤuwerde, and againſt the helpe of 
euel doers. Now the Egiptians aremen, 
and not God,and their horſes fiefly and not 
ſprete. And as ſoone as the LORDE firetcherh 
out bis honde then ſhai the helper fall and 
he that hulde haue bene heiped, and ſhal 
altoget her be deſtroyed. Gor thus bath the 
LORDE ſpokẽ vnto me: Lite asthe Lyonoz 
yds whelperoarcth vponthe pray that be 
bath gorten,andis not afra yde, though ¥ 
niultitude of ſhepardes cric our vpon bint, 
nesber abafled for all the heape of them: 
So ſhal the LORDE of hooftes come downe 
front the mount Sion,and defende bis bill, 
Lite as byrdes flotre aboute their neftes, ſo 
fbalthe LORDE of booftes tepe, faue, de⸗ 
finde and deliver Jeruſalem. Therfore (oye 
childré of Iſtael eurncagayne,liteas ye ha⸗ 
Haueerceadedin youre goinge back. Fozin y 
Daye everyman [hal caſt our bis Jools of 


Khe xxxij. Chap. 


ſyluer and golde which ye bane mave with Eland 


youre fyi fil bondes. Aſſur alſo ſhalbe ſlay⸗ 
newithrbhe fiverde, not w amans fwerde. 
2 fiverde ſhal deuoure him, but not a mans 
ſwerde. And he ſhalfle from the flaughter, 
and his ſeruauntes ſhalbe taken priſoners. 
de ſhal go for feare co bis ſtronge bolves, 
and bis pzynces fIpal fle from bis badge. 
This bath ¥ LORDE[poke,whoftlight bur 
neth it Sion,and bis fyze tn Jeruſalem. 
The eri. Chapeer. 

QzeEbolve, che kinge ſhal gouerne after ¥ 

ruleofrightuonfnes,and y pꝛinces fhaͤl 
rule acordinge tothe balaunce of equite. He 
ſhalbe vntomẽ, as a defence fozrbe wynde, 
and as a refuge for the rempeft like as ary⸗ 
ner of water in a thurſtie place, and ¥ ſcha · 
dowe ofa greate rock ing due love,Theeyeo 
of thefeinge ſhall not be dymme, and che ea 
ses of chem ehat heare, ſhaltabe diligẽt be 
de. The hert of chevnwife, ſhal atta yne to 
tnowlege, and the vnparſite tũge ſhal ſpea 
te plancly and diſtinctly. Then ſhal cheny · 
garde be no mere called gencle,ner the chur 
Telyberall. But the churle wil be churliſhly 
mynded, and bis bert wil worke euell and 
playethe ypocrite, and ymagynabbemina- 
cis agaynft Good,to make the bungriclea- 
ne, and to wit hholde drinke from chetbur- 
ſtie: Theſe are the perlous weapons ofthe 
cuvetous, theſe be bis ſhame ful councels: 
t hat he maye begyle rhe poore with difceat- 
ful workes, yee euen there as he ſhulde gene 
ſentence wit h the poore. But the liberall 
perſon ymaginet h honeſt thinges, and com · 
meth vp with hoͤneſty. 

Wplye rich and ydle cities ), harten onto 
my voyce.Ne careles cities, marcFe my woz 
des . After yearcs and dayes ſhal ye be 
brought in feare, 9 ye careleffe cities. Foz 
Harueft (halbe out, andthe grapegatbe- 
ringeflyal not come.® yerich yole cities, ye 
that feareno parell, ye ſhalbe abaſhed and 
remoued:when ye ſe the barenneffe, the na⸗ 
kedneſſe and preparinge to warre Be ſhal 
knock vpõ youre breſtes, becauſe of the ple- 
aſaunt felde, and becauſe of the frute ful 
vynyarde. My peoples felve ſhai bringe 
thornes and t hiſtels for in enery houſe is vo 
luptuouſnes ⁊ in che cities, wilfulnes. The 
palaces alfo flpalbe b:oten,and the greatly 
occupibe cities defolate. The to wers and 
bulwerdes ſhalbe become dennes foreuer · 
more, the pleaſure of Mules ſhalbe turned 
to paſture fozfipepe: Vnto the tyme that Ff 
ſprete be poured vpon vs from aboue. 

Then ſhal the wilderneſſe bee fruteful 
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felde ⁊ the plenteous felde ſhalbe rekened for 
a wodde. Chen ſhal equyte dwel in the de⸗ 
ferte, and rig htuouſneſſe in a fruteful londe. 
And the rewarde of rightuouſneſſe ſhalbe 
peace, and hir frute reſt and quietneffe for 
euer. And my people ſhal dwel inthe yn⸗ 
nes of peace, inmy tabernacle and pleafure, 
w here there is ynougbin thé all. And whe 
thebale fallech, ic flpal fall inthe wodde and 
in the citte.D hore bappy ſhal ye be, whẽ ye 
ſhai ſa fely ſowe youre fede befydeall waters 
⁊ dryuethither the fere of youre ore ⁊ affes. 
The xxxiij. Chapter. 

Serfore wo vnto thecorobber) ſhalt not 

‘thou be robbed alſo· and vnto the thar 
laieſt wait, as who ſaye there ſhulde no wat 
re be layde for theo onto the which doeſt 
hurte, euen ſo ſhalt thou be burt alſd. And as 
— waite, ſo ſhal wait belayde foz 
the alfo. 

LORDE bemerciful vnto vs, we wait foz 
the. Thine arme is at a poynte to vyfer vs, 
but be thou oure health in the tyme of trou⸗ 
ble. Graũte that the people maͤye fle at the 
anger ofthy voyce,z thatat thy vpſtondin 
getbe Gentiles maye be [catred abrove,and 
that their ſpoyle mayebe gathered, asthe 
grefhoppers are comonly gathered toge- 
therinco the pyt.Stonbde vp LORDE, thon 
that dwelleſt on bie: Let Sid be fylled with 
equyteand rightuoufiteffe. Let treuth and 
faicbfulneffe be in bir tyme: power, bealeb, 
rwifoome, Enowlege z the feare of Godare 
Dir treaſure. Beboloe, their aungels crie 
with out, the meffaungers of peace wepe 
bytrerly. Che ſtretes are waiſt there wal- 
Eechnoman therin, the appoyntmenis bro 
ten, the cities aredefpifed, they arenot regar 
ded, the deſolate earthis in heuynes. Liba- 
nus tabethit but for a ſporte, that it is he⸗ 
wen downe: Saron is like a wyldernes: Bae 
ſã ⁊ Charmel are turned vpſide downe. And 
therfore ſaieth y LORDE: J wilvp, nor wil 
J get vp nowᷣ wil Jaryſe me ſhal conceaue 
fiubble,and beare ſtrawe, Tyoure ſprete ſhal 
be the fyre, that it maye conſume you: æthe 
people ſhalbe burnt litelyme ,z as thornes 
burnethat are bewen of-z caftin the fyre. 

Clow berkento(yethat are farre of how 
J do with them,z cSfidze my glory, yetbat 
be at honde. The ſynners at Gionareafray 
de a ſodane frarfulneſſe is come vpon the y⸗ 
pocrytes. What is heamongens (ſaye they) 
that will dwell by that conſumynge fyre? 

which of vs maye abyde that encrlaftinge 
heate? He that ledeth a godly life (faye) z 
fpesteth the treuth: Hẽ that abhorrethto 


Che xxxiij. Chap. Fo. rij. 
do violence and difceate: be that Eepeth bis 
Hovethacheroudynorewarde: which fiop- 
peth bis cares, that be beare no couucel a⸗ 
gaynfé the innocent:whid) holdet h downe 
Dis eyes,that befe no euel. Hẽ it is, that ſhal 
dwel on bie, whofe ſauegarde ſhalbe in the 
true rocFe, to bim hhalbe geuen theright 
true meat ⁊ drynke. His eyes [hal fe chet ys- 
geinbis glozy:z inthe wyde worlde,and bis 
berte ſhal veliceinthe feare of God. What ¢ 


ſhal then become of the feryber of cbeSene Lorun.a 


tourerwherofbimtbac teacheth childre? 
There Pale thounoe fea people ofa firaun 
Se titge, to haue ſo — guage, that 
ie maye not be vnderſt ondernet her fo ſtraun 
ge a ſpeache, but it hal be perceaned. 
There ſhal Sion be ſene the head citie of 
oure ſolempne feaſtes. There ſhal thine eyes 
fe Jeruſalem chat glozions habitation: the 
tabernacle that neuer [hal remoue, whofe 
nales ſhal neüer be taten ont worlde with- 
out ende,whofe coardes euer ychone fhal ne- 
uer corruppe: for the glorious Mageſty of 
theLORDE ſhal therebe prefent amõge vs. 
In that place(where fayre broa de ryners z 
ſtreames are) ſhal nether Gallye rowe,ner 
greate [hippe fale. Forthe LORDE fhalbe ou- 


re capteyne,the LORDEfbalbeourelawe ge- taco.g.¢ 


uer. The LORDE ſhalbe oure tinge, z be bim- 
felf ſhalbe onre Sanioure.T herearethe co- 
ardes ſolayd abrode, that theycã not be bet 
ter: The maſt ſet vp of [och a faſhion, that 
no baner ner fale hãgeth thers:but therẽ is 
dealed greatefpoyle,yeclamemenrunneaf- 
ter the pray. Chereliethno ma that faieth: 
Jam ſick, bur all euel is tates arwaye from 
the people,that dwel there. 
Che xxxiiij. Chapter. 

Se Dine ye Heithen z heare,tate hebde ye A 
people. Herkẽ thou earth zalltbatis 
therin :thourounde cSpaffezal that 

groweth thervpon:foztheLORDE is angrie 
withal people,z bis diſpleaſure is tindled a- 
gaynféall the multitude of them, to curfe 
ehem,z toflayethem, Sotbattheir flayne 
ſhalbe café vat,z their bodies ſtincker that 
ené the verybilles fhalbe wet with the blow 
deoftbem. All the ſtarres of heaven ſhalbe 
confimed,z the heauen ſhal folde together 


lite a roll. zall the ſtarres therof ſhall fall, 2rcs.b 


like as the leaues fallfrom the vynes and 
fygetrees. Foz my fivearde(faieth be ſhalbe 
bathed in beauen,z ſhal immediatly come 
Downe vpon Foumes,and vponthe people 
which J hauẽ curfed fozmy vengeaunce. 
2nd the LORDEs fivearde ſhalbe fullof 
blonde, zberuftiewith che fatneffez blonde 
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oflambes and gootes, with the farneffe of 

necres of che wetbers. §o2theLORDE fal 

Eyl a great offringe in Bofra, aud in thẽ lon 
BD veofjoumes. There ſhal che Vnicornes 
fall wich the Bulles, (that is with the gia 
unces)andtheirlondefhalbe waſhed with 
blonde, z their groundecorrupte with fae- 
neffe. Vntothe alſo (o Sion) fhal come che 
daye ofthe vengeaunce ofGod, andtheye 
are wher as chyne orvne ingdmentes ſhal⸗ 
be secompenfed. Thy floudes ſhalbe turned 
to pytch and chine earch co bzymftone, z 
therwith fhalchelonde beEyndled,(o that 
it ſhal noͤt be quenched da ye ner night: Sut 
finoFeevernrore,z fo forth colie waifé. And 
noman [yal gecbozow chy londe foz ener: 
But pellicance, Srozkes, greac Gules, and 
Ravens fhallbancicin poſſeſſon, z dwell 
therein. 

For God ſhal ſprede out che lyneofoefo- 
lacion vponit,z weye it with che ſtones of 
empt ynes. When kinges are called vps, thẽ 
re ſhalbe none and all princes ſhalbe awa · 
ye. Thornes ſhal growe in their palaces, 
nettelsz chiftles in eheir fironge holdes, ¥ 
che dragons mayebane their pleafire the- 
rin,z that they maye bea courte for Eſtri⸗ 
ches. There [hal ſtraunge viſures and mor- 
ſtruous beajies mece one anocber,z che wyl 
De kepecompany together. Chere ſhal che 
lamia lye, zhane birlodginge. There fall 
the hedghogge buylde, digge, be there at 
Home, and binge forth bis yongeones. The 
re ſhal the kytes come rogetber,cch one to 
bis lite. 

Setethorow the ſcripture oftheLORDE 
zreveit, There fal none of thee thinges 
belefe ont,tbere fhal not one( ner fod) life) 
fayle For wharbis mouth commeaundcth, 
that fame doth bis fprete gatber toget her 
(or fuljillech) Dpon whom foener ¥ lor fal- 
let, orto whom he dealet hit wich theline: 
thofe ſhal poffeffecbeenberitannce from ge 
neracion co cencracion,and dweltherin. 

The xxxv. Chapter. 

Werbe defertez wilderneſſe fhalre- 

ioyſe F waiſt grounde fhal be glad, 

ad floriſh as the lilly. She fal flo- 
rifbpleafauntly,and beioyfil,and ener be ge 
nynge oftbankes more and moze. For ¥ glo- 
ryoflibanns,thebewryofCharmel z Gard 
ſhalbe geuen ber. Theſe ſhal Enowe che bo- 
novreofthe LORDE,and themacefty of ou- 
re God. And therfore ſtrength ¥ weate bs- 
Heb.12.b des, and conforte t he feble knees. Gaye vn⸗ 
Ree tothemthat are ofa fearfol hert· Be ofge- 
od chere, and feare not. Beholde: youre God 
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Che xxxvi. Chap. 


cometh,torafe vengcaunce z to rewarde. 
God comech his owne felf,and wil velyner 
you. Then flpal che cyes of che blinvde belig- 
Hened,andthecares of che deaff opened, Lucz:< 
Then fhalehelame manleapess an berte, Pialsa 
athedonune mgs tũge ſhal gene thantes. >. 

Fu the wildernefjeal|o ebere ſhal welles Zane 
fpzinge,and floudes of water in the deferte. Efa.4s.c 
The drie grounde fal turne to ryuers, and kEla 44.a 
the thurſtie to ſprin ges of water. Whereas 
dragons dwelt afoze,there ſhal growe ſwe · 
te fioures and grene ruſ ſhes. There ſhalbe 
foorpaches zcomon ſtretes, this ſhalbe cal- 
leo the holy waye. No vnclene perfon ſhal 
gothorowit,foz che TLORDEbimpif| fhal go 
withthẽ chat waye,and the ignorant ſhal 
noterre,C bere fhalbenolyon, andno rany- 
ſhinge beaſt ſhall come cherin nor be ehere, 
but men ſhai go there freand fafe. And the 
redemed ofthe LORDE fhpal connerte, and co | 
mero Sion with thanbeſgeuinge. Euerlaſ⸗ 
tinge oye ſhalthey bane, pleafurez gladneſ 
fefhalbeamdgetbem, And as foz all ſoror 
and benynes, it ſhal vanifh awaye. A 

Che xxxvj. Chapter. Reg 
Bae the rity. yeare of tinge Esechias, ZPparas.a 
came Sennadycrib tinge of the Qffiri- Elaz< 
ans downe,to layefegewntoall rhefironge °> 
cities of Juda And the tinge of che Affiri- 
Hs fence Rabfaches from Lachis coward Fe 
ruſalem, aga ynſt tinge Ezechias, with a gre 
uous boofte.rbich fet bim by che condite of 
the ouerpole, inthe waye that gocththo- 
row ¥ fillers 15de.2indfotbere came forth 
vnto bim Eliachim Helchias ſonne t he pre- 
fydent,Sobna che ſcribe, and Joah Aſaphs 
ſonne the Secretary. 

And Rabſaches ſayde vnto them: Tel 
Eszechias , thatthe greate tinge of Aſſiria 
fayeth thus vnto bim: What pzefumpcion 
is this, that thou druſteſt vnto Thon t hin ⸗ 
Ecfi(peraducture) that thou haſt councel 
power ynough,to mayntenetbis warre: oz 
els wherto trufteft thou that thou cafteft 
ebifelfof fro mer lo, Chou putteſt thy truſt | pega 
ina broken ſtaff of rede(TJ meane Egipte) grecay,a 
which he that leanet h vpon, it goet h into 
bis bondez fhuteth bimthorow. Euen ſo 
is pharao cheFingeof Egipte vnto allehé 45 
thaternftin him. But yfebou woldeft faye 
to me:Wetruftin yy LORDEoureGod: A go 
odly god, in dede:whoſe bic places z aulte- 
restEzechias toke domne,and commannded 
Jude and Fernfalem,to reo:fhipeonly befo 
retheaulrer.Abydethe, chou haſt made a 
condicion with my lorde the tinge ofthe Aſ 
ſiriãs, that be ſhulde geue the two thoufan- 
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de horſes: Art thou able co ſet mẽ there vpr 
Seinge now that thou canſt not reſiſt the 

ower ofthe ſmalleſt prynce that my LORDE 
Bach > bow darreſt thou truſt in y charettes 
and horſe men of Egipte? Morouer.t hinkeſt 
thou y Jamcomedowne bither,to deſtroye 
this londe with our the LORDE swill7Tbhe 
LORDEfaybe vnto me: go Downe in to that 
londe, chat thou mayeſt deſtroye it. 

Then ſayde Eliachim, Sobna Johah 
vnto Rabſaches: Speaketo vs thy ſcruaun 
tes(we praye the) inthe Sirians language, 
for we vnderſtonde it well: And fpeate noe 
to vsinthe Jewes tunge, leſt the folcFe hea- 
re, which lieth vpon the wall. Chen anfwe- 
red Rabfaches: Chinke ye, ¥ the tinge fence 
me to ſpeake this only onto you 7 ath be 
not ſent me to chéalfo, that lie vpõst he wall? 
that they be not cõpelledto cate their owne 
donge,and drinke their owne ſtale with you? 

And Rabſaches ſtode feiff, z cried with 

aloude voyceinthe Jewes titge, and fayde: 
Nowtabe bede, bow the greate tinge ofthe 
Aſſiriãs genech you warnynge.Thusfaiech 
the kinge: Let not Ezechias difceaue you, for 
be ſhal noe be able to delyuer you. Moͤrouer, 
let nor Ezechias comfozte you inthe LORDE, 
when he ſaieth: TheLORDE with out dou · 
te ſhal defende vs, zfhal not geue ouer this 
citet to the hondes ofthe tinge ofth. Ait 
rigs, belenebim not. But thus faiech che kin 
geof Affiria:opteynemy fanoure,enclyneto 
me: Soma ye euery mã enioye his vynyardes 
and fygetrees,and duinkethe rater of his ct 
feerne: onto cbetym: thar J comemyfelf, z 
binge you into a londe, y is lite youre owne: 
wher itis wheat and wyne, which is both fo 
wen with fede,and planted with vynyardes. 
Let not Esechias diſceaue you, when be 
fayeth vnto you:the LORDE ſhal delyuer us. 

Might the goddes of the GentilesEcpe 
enerymans londe, fromthe power ofthe kin 
geofthe Aſſirians? Wheris the Gov of he- 
math z Arphad? Whereis the Gov ofSe- 
pbharnaim 7 And who was able todefende 
Samaria out ofmy honde: Or which ofall 
the goddes of the lSdes, bath deliuered the⸗ 
ir countre out ofmy porver, focbattheL OR 
DE ſhulde delyuer Jeruſalem fromy bonde? 
Vnxothis, Esechias meffaungers beldethe 
irtunges , and anfivered not one worde: for 
thetinge bad charged chem, that they ſhul 
De gene him none anſwere. So came Elia⸗ 
chim Elchias fonne the preſidẽt. Sobna the 
ferybe,and Joab Afaphs fonnethe Secreta 
ry, vnto E5zechi¢s with rente clorbes, ztol- 
de him the wordes of Rabfaches. 


Che xxxvij. Chap. Ao. xiij. 
Che xxxvij. Chapter. 

DV Hen Esechias herde that, he rente og 
bis clothes ,z put on afack cloth, 
zrwent in to thetemple ofthe LOR 

DE.But he ſent Eliachimt he pzefivér, Sob 

natheferybe wW che eldefé preftes cloorbed 

infack, vnto the prophet Efay che fonne of 

Ames, zebhey fayde vnrobim: Thus faith 

sechias:this is the daye oftrouble,of pla- 

Sez of wrachiliteas when a childe cometh 

tocbe by:th, but the woman batbno power 

vo bringe it forrh.T heL ORDEthy Gor(no 
doute) bath well confidered che wordes of 

Rabfaches, whom bis lozde ¥ tinge ofthe 

AWffirians hath fent,co defiez blaſphemethe 

lynynge God: with ſoch wordes, asthe LOR 

DEY God bach berde right well . And cher 

foꝛe lift vp y prayer foz the remnaune, thac 

yet are left. Sothe feruauntes of tinge Eze 
chias cameco £ fay. 

And Eſay gauechemebis anfivere: Saie 
thus vnto yourelorde: thus faieth the LOR- 
DE:Be not afrayde ofebe wordes thatt hou 
haſt berde, wherwith the kinge of Aſſiriãs 
fernauntes bauc blafphemed me. Behoide, J xs 
will cauſe a wynde co ouer him, as foone as 
be beareth it, be fhal go agayne in to bis 
countre, there will diftroye bim wich che 
fiverde. Clow when Rabfaches returned, 
be founde ¥ Binge of Aſſiria layenge fegeto 
Lobna, for be had wnderftonde,that he was 
departed from Lachis. For there came aru⸗ 
moure,¥ Taracha tinge of Ethiopia was 
come forth to warre agaynft bint. 

And when the tinge of Affiria herde ¥, 
he ſent other meffaungers to tinge £3echt- 
as,withthis commaundement. Saye thus 
to Exechias tingeof Juda: Let not thy God 
difceaucthe, inrwhemtbou bopeff, z ſa yeſt: 
Jeruſalẽ ſhalnot be geuẽ in to che hondes of 
che kinge of Aſſiria. Forthou tnowefé well, 
how the kinges of Aſſiria haue handled all 
che londes, that they haue ſubuerted, T ha⸗ 
peſt thou to eſcape? Werethe people ofthe 
Gẽtꝛles ( whom my progenitours cõquered) 
deliueredat eny tyme thorow their goddes? 
As namely, Gozan, Haran, Reseph, zthe 
childzé of Even, whidy owell at Thalaſſar. 
Whereis the tinge of Hemath, zebetinge 
of Arphad, zehe tinge ofebecitie Sephar- 
neim, Ena and Aua⸗ẽ Clow when Ezechias 
had receaued y lettre of the meffaungers,z 
redit, be went vp in tothe houſe ofthe LOR 
DE,z opened the lettre before y LORDE: 2nd 
Ezechias prayed beforetbeL ORDE on this 
meaner: O LORDE of hooſtes, thou Godof 
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Iſrael, which dwelleſt vpõ hecne Thou serves 
ce 
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Khe prophet Eſay. Che report. Chap: 
Exozs¢ art the God,tharonlyisGovefalltheting yardes, andenioyerhe fiutcs therof. 
Gene-H® domes of the woride, for thon only bafé crea And foch of rhe houfẽ of Juda as are eſca 
ted hauẽ zearth, EnclinecbineeareLORDE ped, ſhal come cogerber,andthe remnaunt 
⁊ cOfidze, open chinceyes(OLORDE,)zfé, and pal cae rece beneth, Zbringe forth frute a- 
pondꝛe ali che wordes of Sinacherib, which boue. For the eſcaped ſhal go out of Jeruſa 
hath ſent bis embaffage to blaſpheme the, 1é,z che remnaunte from che mount Sion. 
thelynynge God. Feistruc(gL ORDE)tbat And ehis fhal che geloufy of the ORDE 
chetinges of Affiria banecoquered allting ofhooſtes bringe to paſſe · Ther fore thus fa- F 
domes ⁊ londes ⁊ caſt their goͤddes inthe fy ieth the LORDE,cOcernynge thetingeoftbe 
re. Notwithſtõdinge thoſt were no goddes A ffirians : He ſhall noe come in to the citie, 
but the workes ofmens hondes, of wodd or and ſhal ſhůte no arowe in ?o it, there ſhall 
ſtone ther fore haue they deſtroyed them De no fhilve hurte it, nether ſhalthey grauc ab⸗ 
iyuer vsthen(OLORDEoureGod)fremtbe oute it. The fame waye that he came, ſhal 
hondes of Sennacherib, y all kingdomes of be returne, and not coine atthis citie, ſaleth 
> thecarthmayeEnowe, thacthouonlyarty¥ cheLORDE. And wil kepẽ and ſaue the 
LORDE. Chen Eſay chepouncof Amos fene citie (faierb be) fozmyne orone, z for my fer 
sfryence:C bus faiech ¥LOR naunte Dauids fate, 
DE God of Iſrael: Where as chou bajtma- Thus the angel went forth, and flewe #asnb 
decby prayer vnto me, as teuchinge Senne — of the Affirians hooſte, an clxxxxv. thouſan 4-Re woe 
cherib,chisis theanfivere, that the LORDE de. And whenmen aroſe vp carly(at Jeruſa Bcch+s- 
hath geuen concernynge him: Defpifed art 1€:) Webelde, all laye ful of deed bodies. So 
thou, zmocFed(o doughter of Sion he hath  Gennacheribebe tinge of che Aſſirians bie 
[hater his heade at the o doughter of Jeru- ke vp, and davele ac Ltimine. WAfrerwarde it 
Paes alem· Dut chou Sennacher b, whem haſt  chaunfed, as be prayed in the Tepleof Hef 
‘Adiga DOE defied oz blafpemed:Andagaynfi hs rab bis god, thar Abramalech and Sarazer 
°°? bajécbou lifted vp thy voyce, zeraltedthy his ownefonnes flere him withthe fwear- 
prude lotes ? euen agaynfttbebolyoncof de, and fledincochelondeof Ararat.And 
Iſael Chou withthy ſeruauntes haſt blaf· Eſart hadon bis ſonne reigned after bm. 
pbemed che LORDE, and thus holdeſt thou The xxxviij. Chapter. 
of cbyfelf: Fcouerthe biemountaynes,zfy- -· Moot longe a fore this was Ezechias de A 
des of Libanus with my horſmen · And the adſick: And the prophet Eſay the ſonne 4-x.20.8 
rewil J cut downe the hie Cedre trees the of Amos came vntobim, and ſayde: Thus + Paral 
fayrefé Fyrre trees. Iwill vp intotbebeyth ommaundeth the ORDE:Get thyne hou⸗ 
ofit mn to the chefeſt of his t mbꝛe woddes. fein ordre fort hou muff dyen and fale noe 
Rf there be no —— wil graue Zdrynke. eſcape. Then Ezechias turned bis faceto- 
Abid as for waters of defence, J ſhal drie warbe the wall, z prayed vnto theL ORDE, 
them vp with tbe fice of myne boofie.mee and fayde: Remembze(o LORDE that’ ba- 
aieſt thou haſt thou not herde what I ba uc walked before the in treuth anda fterfafé 
uecatenin honde, zbrougheto paffeofolde bert, and haue done the thinge thatis plea- 
tyme That fame wil Joonowslfo:waift, faunt to the And Ezechias weptefor. The B 
DefFroye,z bringe the ſtronge eities vnto hea ¶ ſayde Gov vnto Eſa y: Go and ſpeabe vnto 
ae offtones. Fort heit inbabitours fhalbeli Esechias: The LORDEGodofPamd thy fx 
clame men,brougbtinfearez confounded. — ther fendeth ¥ this worde: I baucherde thy ione 3. b 
They fhatbelite the graffez grene herbes in prayer, and confidzed thy ceares:bebolve, I 
the felde,litethe hay vpobhoufetoppes,tbat ¶ will putrv yeares mo vntothy life,anddely 
wythereth,aforeit be gre wne vp, uer cbe and the citie alld, fromtbebonde of 
3j Enowe chy wayes thy goinge fobz chetingeof Affiria, for J will de fendethe ct 
eby cOmynge home, yee Tthy madneſfe aga. te. Undeakerhetbistoten oftbeLORDE,¥ Res. 
ynſt me. Therfore chy fur suſneſſe aga ynſt herwill do it as he harh fpoten: Beholde / 
me,ztby pzydeis come be fore mẽ. J wil put will returne the ſhaboroe of Achas Dial, ¥ 
aryngein ynofe,zabudlebytinthechawes nowis la yed out withthe Sonne, and brin⸗ 
ofthe, Tturnethe aboute euẽ the ſame wa ye ¶ ge it ten degrees bacward. Go the Sonne 
hou cameft. Frill getze the alfocbistoken(o turned ten Degrees bacwoard, the which be 
E3echias)thts yeare ſhalt thou eate that i was defcended afore. 
Eepte in ſtoare ZAthe nert yeare fochas gro- A thankeſgeuynge, whic) Erechias kin 
seth of himfelf, and in the thirde yeare ye ge of Juda mrote,w hen he bad 
ſhal force and reape, yee ye ſhai plante vyn beneficke,z was recouered. 


Khe prophee Efay, 


C Feboughe Iſhulde have gone co a 
tes of bellinmy Pont age, and haue ee 
therefidue ofmy yeares. 

‘Bipatewichus my felf: J ſhal nener viſet 
the LORDE Godin this life :75 foal neuer fe 
man, amongetbe dwellers of the worlde 

¶Myne age is folven vp together and ta⸗ 

Een awaye frome, lite a ſheperdes covager 
my lyfeis hewen ofjliteas « weener cutter 
of bis webb. 

WhylFwas yet tabinge my reſt bebe- 
wed me of;z made an ende of mein onedgic, 

Irhought Iwolde haue lyued vnto che 
moꝛow, but be bruſſed my bones lite a iyon 
and made anendeof mein one daye. 

Thenchatred Flite « fiwalowe, andlitea 
Crane,and mourned 454 doue. 

Ilift vp mynceyes into ¥ bight:LOR 
DE, (fayde7J) violence is bone onto me, be 
thou ſuertie foz me. 

D — What ſhal Iſpeabe or ſay ethat he maye 

this doo ? y Im̃aye lyue ourall my yeares, 

yee inthe bytterneſſe ofmy lifer 

Werely(LORDE, men muft lyne in byteer- 
neffe, zallmy lifemuft 3 ath Goes teers 
Sozrthourayfefe me vp,and wakeſt me, Bat 
Uo, Jwilbe wel content with this bytternes. 

Ulenereheles my cSuerfacion hath fo ple- 
afer ¥, chatchou woideſt not mare an ende 
ofmy life, fo chatebou haſt caſt all my ſyn · 
nes bebyndethybacte. 

For bell prayferh not the, death doth not 
mag nifie the. 

They that go downs into the grane, pre 
yſe not thy treũth:but the lyuyngẽ, yeetbely 
u ynge acknowlege the, lite as J do this da· 
ye. Che father telleth bis children ofthy fa- 
ithfulneſſe. 

Delyner vs(OLORDE) and we wil ſynge 
prayfes in thy boufe, all che dayes of oure 


fe. 

Scat E fay fayde:tate a playfter of fyges, 
andlaye it vpon the fore, fo ſhai it be whole. 
Chen [aide Esechias: O what a greate thin 
geisthis, that I [hal go vp in rothe houſe 
‘Of the LORDE. 

The xxxix. Chapter. gs 
x Sf Tthe fametyme Merodach Balava, 


lobad 


Pal us.d 
Plal.c.a 
Plal.s 


Baladãs fonnctingeofBabilon,fene 
lettres and prefentes to Esechias. Foz 

be vnderſtode, bovotbat be bad bene fikz 
pPargs.e WASrecoNEred agayne. And Esechias was 
oe” glad therof, z fhewed them the cSmovities 

Of bis treafare: ofſyluer of⸗ golde,offpyces z 
rootes, of precious oyles,allthat was in bis 
eubboordes and treaſure bonfes. Chere was 
notone thinge in Ezechias boule, ⁊ ſotho⸗ 


Ke. 


Che rl. Chap. Xo. xitij. 


row out all bis kingdome, bur he let them 


ſe it. 
Thẽ came Eſaythe piophet to kinge E⸗ 
zechias and fayde vñnts bim: What haue y 
men ſayde, and from whence came they vn⸗ 
to ther Esechias anſwered: They came out 
ofs farre countre vnto merout of Babilon. 
Eſay ſayde: what haue they loored vpon is 
thyne hoͤuſe Ezechias anſwwerde: Ali that is B 
in in yne houſe, haue they fene:andebere is no 
thinge in my treafire, but [bewed it thenn 
Chen ſayde Eſay oneoEsechias: Onder ne na.e 
—5——— ofthe Lo of booftes, Be 
Ide, cheryme wil come that euery thinge 
whichis in chine houſe and allebactby pro- 
genit ours bane layve vp in ſtoare vnto chis 
Daye, fhalbe carieð to Sabilon, and nothin 
ge left behinde. This ſa yeththe LORDE. Yee 
and parte Of thy ſonnes ebat fhal come of 
the,and whom thou ſhalt get, fhalbe caries 
bence, and become gelded chamberlaines int 
the tinge of Sabilons courte: Then fayde 
Esxechias to Eſay: Clow God profpere bis 
Vvne councel, whic) thou haſt tolde me. me 
faydemozoner: So chat there be peace,and 
—— ey — 
er 
Lofgoodchere any people ofgo· A 
od here ſieth youre GodConfoͤrte 
Jeruſalem, and cell ber: that hit tra⸗ 
uale is ar gn ende tharbir offenceis pardo· 
ned,that ſhe batbreceanedofebe LORDES 
honde ſufficient comection for all bir ſynnes. 
A voyce crieth: prepare ¥ waye forthe LOR 
DEinthewyldernefje, mate firaight ¥ path i: 
for oure Good in the deferte, Let all valleis 
beeralted,and encry mountayneand bill be 
layde — —— is —*— it es made 
aight, and let the rough places be made 
— feldes. For the —— the LORDE 
jal apeare,z all fleſh ſhai ſe it forwhy.F 
mouth oftbeLORDE bath ſporen it 
The fame voyce fpate: Low crie, And} 
faydexwhat [hal J crievTE ben fpateit:ebat, 
all fleſh is graſſe and that all chebewricebe | 
rof, is as the floure of the felde. Whenthe 
graſſe is wytthered ,thefloure fallethawa- 
yeEuen fo isthepeopleas graffe, whenthe 
breath of theL ORDE bloweth vponthent, 
Neuẽrtheleſſe whether the graffe wyther, Ma 
othe floure fa de awa yer Ret the worde of Pi 
oure God endureth for euer. Morouer the specs 
voyce cried thus: So vp vnto the hill(o Si 
omebon that bringeſt good tidinges, lift vp 
thy voyce with power, o thou preacher Je⸗ 
ruſalem. Lift it vp without feare,and fay vit 
tothe cities —— — youre Godr Eacre 
cc 
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The prophet Eſay. 


beholde che LORDE, euen rhe almightie ſha 
come w.ch power ,z beare rule with bis ar · 
me. Behoide, he bringeth bis creaſure with 
bim,and bis workes go before him de [yal fe 
de lis flock lite an hir dmaͤn. He ſhal gacber 
the lambes cogerber with bis arme, and ca⸗ 
rie chent in bis bofome, z[haltinoly mtrea- 
te thoſe that beare yonge. 

Who bach holden che waters in bis fiſt! 
Whe bach meaſured heauen with bis fpan- 
ne, and bach comprebended all che earth of 
worlde in thre fyngers7 Who bach weyed 
the mountaynes and billes Who bath re- 
fourmed the mynde ofthe LORDE? Oz who 
ts of bis councel co teach bim 7 At whom 
bach be aſked coficel, ro mate bim vnderſtõ 
De, andcolerne him the wa ye of iudgment: 
to teach him ſcience, and to enſtructe him in 
the waye of vnderſtõdinge / Beholde, all peo 
pie are in cõpariſon of him, as a droppe to a 
bucket full, and are counted as chelecjtrbin 
ge ¥ the balaunceweyeth. Beholde. y les 
Gre in comparifon of bim, aa che fhavowe 
ofche Sonne beame. Libanus is noc fiffi- 
ciét co miniſtre fyze for bis offringe, and all 
the beaſtes therof are not ynough to one fa- 
crifice. All people in compariſon of bim, ere 
rekened, as nccbinge, yee va yne vanite and 
empt yne ſſe. 

To whom then will ye lickẽ God’ oz what 
ſim ditude will ye ſet vp vnto him? Sbal rhe 
caruer mate him a carued ymage Zant ſhal 
the goldſinyth couer him with golde,o: café 
him in co a fourme of fyluer plates ? Moꝛo· 
uct ſhal che ymagemater(y¥ the poore man 
which is diſpoſed, maye haue ſomt hin ge to 
ſet vpalſo)ſeke our andchoſe a tre that is not 
rotten, and carue therout an ymage, y mo- 
ueth not? Knowe ye not this? Her de yene- 
wer ofitt Hath it not bene preached vnto you 
fence che hegynnyn ge? Haue ye not bene en⸗ 
fourmed oͤfthis, fence the foundacion of ¥ 
earth wes layde: Char be ſytteth vpon the 
Circie of thewo:lde,and that ail rhe nbabi- 
tours ofthe worlde are in cSparifonof bin, 
but as greſhoppers: That be — out 
the heanẽs as a couerrnge. that he ſtretcheth 
them out, as. a tentto drvell in: That he brin 
geth prices to nothinge. the iudges of 
theearth co duſt: ſo that chey be not planted 
nor ſowen a rayne, necher their ſtocke rooted 
attayne inthe earth? §o2 as fone as be bio- 
wech vpontbem,they wither z fave awa ye 
like the ſtrawe in arvhirle wynde. 

To whom ne wwil ye licken me, whom 
ſhal J ochte, ſaieth che bolyone Lift vj 
youse eyes an hie, and conſidꝛe. Who ha 


The xli. Chap. 


mave thofe thinges, which comeontby fo 
greate beapes Zone be can call them all by 
cheir names. For there is nocbinge hyd vn⸗ 
to the greatneſſe of bis power, ſtrength. and 
might. dow maye chen Jacob thinke or 
how maye Iſtael faye : Ny wayes are hyd 
fromthe LORDE, and my God knoweth not 
of my indgmentes . Knoweſt chow novoz 
bafé chow not berde, that che everlaftinge 
God, the LORDEwhidy madeallebe comers 
ofthe earth , is nether weery nor faynt, and 
thar bis wiſdome cannotbe comprehended; 
but that he geueth ſtrength vnto the wee- 
ry, and power vntoche faynte? Childꝛen are 
weery and fayne, and the ſtrongeſt men falls 
But vvnto thein that haue the LORDE befo- 
recheir eyes, [hal ſtrength be ensreaſed Ae · 
gles wynges fal growe vpon them: When 
they runne,they ſhal not fall: and when they 
go,they ſhal not be weery. 
The xli. Chapter. 
E fill (ye J londes and berten vn⸗ 
to ime. De fironge ye people, Come bi 
ther, and ſhew youre cauſe, we rill 
gocochelawcrogerber. Who rayferh vp F 
infte from the ryfinge of the Sonne, and cal 
lech him to go forth 7 Who caſteth dewne 
the people, and ſubdueth che kinges before 
bim :ebat be maye thzowe them all to the 
grofide with bis frwcarde, and ſcatre them li 
Fe ftuble with bis bowe 7 He foloweth vpon 
them, and goeth [afely himſelf and comely 
inno footpath with bis fete. Who bath me 
De,crearcd, and calledcbe gencracions front 
the begynnynges Euen 3 thcLORDE,whidy 
amebefirft,and with the laſt. 
Bebolve ye Fles, char yemaye feare, and 
e endes ofthe earth,that ye mayebe abaf- 
ed, Draw nye, and come hither. Euery mass 
bach exorted bis negbboure, and bzorber, 
and bydden bim be fironge. The Smyth 
confozted che moulder, che Fronfinych the 
bammerman,fayenge: It ſhalbe goov,that 
toc faſten this caſt wozke: and then they fa- 
ſtened it wich nales, chat it hulde not be mo 
ned. And thou Iſtaei my jeruaunt: Jacob 
my clecte fede of Abra hã my beloved, whom 
Bled from the endes ofthe earth by the hon- 
de: For J called the from farre, zfaide onts 
the: Chou fhalebe my ſeruaunt: I baue cho⸗ 
fencbe,zwillnot cafe y awaye:benotafray 
de, for J wil be with ¥ Lake not behinde ¥, 
for J wil bethy Sod to ſtrẽgth ¥ heipe fz 
totepe y with this riaht hove ofmyne.Be- 
bolve, all they that refifiche, jal cometo 
confucion and ſhamer and ebincaduer[arics 
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albe deſtroyed z broughtto naught. So 
— feteth after chem, ſhal not fynde 
ebem. Thy deftroyers ſhal perifh, z fo ſhall 
they that ondertateto mate barell agaynft 
the. For: JthbyL ORDEZ God, wil firengeh 
tbyright honde. Euen 3 that faye onto ches 
Feare nor, J will belpethe. Be not afra yde 
thoulitle whorme Jacob, andthou deſpyſed 
Iſtael: For will helpe the. ſaieth the GR· 
DE, ztbe bolyoneof Iſrael chine avenger. 
Beboloe, J wil matethe a treadinge cart 
a new flale, ¥ thou mayefé throf fbez aryn- 
de the mounta ynes, and bringe the hilles to 
pouider. Thou ſhalt fanne them,z che wyn- 
be ſhal carte chem awaye, Tthe whyrlwyn · 
e ſhal ſcatre chẽ. But thou ſhalt reioyſe in 
theLORDE, and ſhalt delite in pzayfingetbe 
holyone of Iſrael. 
When the thurſtie and pooꝛe fete water 
a fynde none, z when cheir tunge is drie of 
thurſt: J geue itthem, faiechb the LORDE.Y 
the God of Iſrael forſake them noc. J brin · 
ge forth floũdes inthe billes, z welles inthe 
playne feldes. J turne ¥ wildernestoryuers, 
and the die londe co condytes of water. J 
ante inthe wayſt grounde trees of Cedze, 
porenityice and olyues. And inthe drie I 
fee Fyrre trees, elmes and hawthornes toge 
ther. All this do J. ¥ they altoget her maye 
feandmarcPe, perceaue with their bertes,z 
confidze: thatthe honde of the LORDEma- 
keththeſe thinges, and that thebolyone of 
Iſraei bringeth chem co paffe. Stonde at 
Youre caufe ( ſaieth rhe LORDE) and binge 
feb youre ſtrsgeſt grounde, councelethebe 
inge of Jacob. Let che govdes come forth 
ebem feluses,and ſhewe vs therbinges ¥ are 
palt, what they be: lee thé declare the vnto 
98,9 wema ye take themto berte,and Enowe 
them berafter.Ecber,ler the ſhewe vs thin⸗ 
ges forto come,andtel vs what ſhalbe done 
herafterr ſo ſhal we tnowwe,that they be god⸗ 
des. Shewe fomebinge, ether good 92 bad, 
ſo wil we both tnowlege ¥ fame, ztel it ont. 
Beholde, ye goddesare ofnanght, z yr 
matinge is of naugbe, but abbomination 
bath hofer you. Meuert heles J haue wabed 
vpone fromthe Noꝛth. ẽ be ſhal come. And 
another from the Laff, which [hal call vpõ 
my name, ⁊ ſhal cometo the prynces, as the 
Potter to his claye,zas ¥ pottertreadeth 
downe the myze. Who tolde ¥ afozerSowil 
ave confeffez faye, that he is rightuous.5ue 
there is none that ſheweth o2 declareth eny 
tbhinge, there is none alfo thatbearcth youre 
wordes Beholde, % rill firſt graũte thẽ of 
Sion z Jeruſalem co be Euangeliſtes. Sus 


Ce xlij. Chap. Xo. xv. 


when J cõſidrert here is not one amonge thẽ 
¥ prophecieth, nether (when J axe him) Y 
anſwereth one worde. Lo, wicked arethey 
vayne, wich the thinges alſo that they cate 
in bonde: yee wynde arethey, and empt yneſ⸗ 
ſe, withtheir ymages together. 
Che rly. Chaprer. 

Eholde nowrberfore, chis is my fers 

uaunt whom Fj will Eepero my felfz 

nyelecte “in whom my foule ſhalbe 
pacified. J will geuc him my fpzere, chac ba 
maye [here fort h indgment zequyteamon 
getheGentiles. He [hal not bean ourcryer, 
neran bie mynbded perfor. is voyce fhall 
notbeberdein ¥ ftretes. A bruſſedrede ſhal 
benotbieate,z the ſmobinge flax ſhal he not 
quench: but faichfully z cruly ſhal be gene 
iudgmẽt. He ſhalnether be ouerſene ner hai · 
ſtie that he ma ye reſtore rig htuouſneſſe vn · 
totheearth: T the Gẽtiles aiſo fhal kepe his 
lawes. Forthus ſaieth God the LORDE vn · 
to him Suen he that made the heauens, and 
ſpꝛred them abzove, zfét forth the earth with 
hir encreaſe: which geucth beach vntothe 
people that is in it, totbem tharbdweltbe- 
rin) I the LORDE baue called ¥ in rightuouſ 
heffe,z led the bythe honde. berfercwil 3 
alſo defendecbe,z geuethe fora couenaunt 
ofthe people,zco bethe light oft he Gitiles. 
That thou ma yeſt open the eyes of the blin 
de, let out the pryſoners, T them that ſyt in 
darkneſſe, out of the dongeon houſe. I my 
ſelf whoſe name is the LORDE, which gene 
my power to none other, nether myne honow 
retorbe goddes: ſheiwe youcheſe new tidin · 
Ges, and tel youthem ozthey come, for olde 
thinges alfoare come to paffe. 

Synge therfore vntothe LORDE, anew 
fonge ofebates genynge, blew out his pray 
fe vnto the ende ofthe worlbde. They that bẽ 
vponthe fee, z all that is eberin, prayfe bin, 
the Jleszthey that dwel in them. Lee the 
wildernes with bir cities life vp bir voyce, 
thetornes alfocbat be in Cedar. Lectbens 
be gladthat fst vpon rockes of ſtone, and let 
them crie dorme from the bie moumta ynes: 
aſcribinge almightynes vnto the ORDB, ⁊ 
magnifienge bim ainonge the Gẽtiles. The 
LORDE ſhal come forth as a gyaunte, and 
tate a ſtomacke to bim hte a freſh man of 
warre. He ſhal roareand crie,and oucrcome 
bis enemies. 

Ihaue longe holden my peace(faieththe 
LGORDH ſhulde J therfore be ſtill and kepe 
Hlence for euer ?I will one like a trauelinge 
woman, and oncẽ wil J deſtroye, and deusu 
re. Iwil mate waiſt both —— bil, 

co iij 


a 

Mate. 3.4 
Natt ia.d 
Mattia 


Ela 44-6 
Bia.go£ 


B 


Efa.49.b 
Luce 
Zac.g.b 


Plaga 


The prophee Eſay. 
zdue vp euery grenetbinge, chat groweth 
theron. J wil dre vp che flouves of warer· 
dune vp che ryners. wũ bringe the blinde 


in toa ſtrete, chat they knorre not: and lede 
them into a forepath, that they are igno- 
raunt in. J Mal mate dartneficlight before 
thé, zchetbinge ¥ is croked,to be firaighe. 
Thefechinges will J do, ⁊ not forget them. 
Anveberforelecchem conuerte and be a ſha 
medearneftly, charbepein Idols, z ſu ye to 
faſhioned ymages: ye are oure godes. 


Ela. 44-b 


C Heare,oye deaf men, and ſharpen youre 

Mart1s.b ſightes toſe ( o yeblinde.) But whois tlyn- 

dex,ché my fernauneyO: fo deaf, as my meſ 

faungers,whonr 3 fence wneocben For who 

ts foblyndeasmy people, ztbey ¥ haue the 

roleoftbem7T bey arehte,as yfebou onder 

fiodejt moch, and kepteſt nocbingezoz yfone 

berde well, but were not obedient. The IOR- 

DEbemerciful vntot hem for bis rightuouſ 

neſſe fate, chat bis worde might bemagnifi 

edz prayled. But it is a myſcheuous 7 wt- 

ked peopie. Their yonge men belonge allto 

thefnare, T hhalbe ſhut in to preſon he uſes. 

They ſhal be caried awaye captyue and no 

man ſhal low ferbem. They ſhal be erode vn 

Ffagg.d der fore, Tno man [hallabourete bringe che 

agayne Sut who ls he amonge you, ¥ pon- 

ouch this inbis mynde, ¥ conſidrethie Tta ⸗ 
kethit for a warnyngeintymeto comes 


Barue.nd Who ſuffred Jacob to be trodden wonder 

Todiza fote, and Ifrael co be ſpoyled? dyd not the 

Darsa LORDE tow baue we ſynnedaga ynſt bim, 
and bauc bad no delice co waltein bis way- 
es,nether bene obedient vnte bislawe. Cher 
fore bath be pourcd vpon vs bis wꝛoot hful 
difpleafive,and firSge bacell, whic maketh 
vs haue to do on euery ſyde, yet rill we noc 
vnderſtode: He burneth vs vp, yer ſyncketh 
it not in to ourebartes. 


The xliij. Chapter. 


a Wenow , the LORDEthat mavethe 
(oJacob) and he that faſhioned the 
g (0 Sfrael)fatechehus: Feare not, foz 
“4 will de fende y. J haue called ¥ bychy na 
Me, thou art myne owne. When thou wen⸗ 
teſt in che water, Iwas by the that the firs 
ge floudes ſhulde not pluck ¥ awa ye: When 
chou walkeſt in the fyre t ſhal not burne ¥, 
and the flame ſhall nortindle vponthe. Fez 
GYamrbeLORDEthy Gov, the belyone of 
Iſtael, chy Sauioure. J gaue Egipte fo: y 
Selyuerannce, the Moryãs andthe Sabees 


forthe: becauſe chou waft deare in myfight, 


Deutas 


‘tase 
Dang.d 


Fhe xluij. Chap. 

and becaufe J ſet bythe, and louedthe. J pil 
led all men for the, and delyuered vp all peo⸗ 
pleforcby ſake chat thou ſhuldeſt not feare 
for was with che. J wil bringe chy fede 
fromebe café, and garber the togethet front 
the weft. 5 wil ſaye to the northelet go. 2nd 
to the ſduch kepe not back e: But bringe me 
my ſonnes from farre, and my doughters 
front che endes of the worlde: Framely, all 
thoſe that be called after my name: For thẽ 
bane created, faſhioned, and made for my 
ne honoure. 

Bunge foꝛth chat people, whet her they B 
haue eyes or be biynde, deaf or haue eares. Lucssc 
2AM nacions ſhal come in one,and be gather Feheod 
redin one people. Sut whic) amonge yor- 
Der goddes fall declave foch ehinges, z tell 
vs wharisro come ? Leethem bangerbeir 
ritnef[es,fe ſhal chey be fre: for rhẽ men ſhal 
beareit, and faye sit is truth. Dut J bringe 
you witneffes (faiththe LORDE)enenthofe 
thacaremy ſeruauntes, whom J baue cdho- 
ſenr tothe intent that ye might be certified, 
and gene me faithful credence:yec and to cð 
fidze, that J am be,befeze whom there was 
neuer eny God, andcbac there ſhalbe none 
after me. J am onlyche LORDE and wit hout 
mets there no Sauioure. I gene warnynge 
Imare whole, Iteach you ehat there ſhul⸗ 
De be no ſtraunge God amonge you. And 
this recorde Bape ye beare me youre ſelues 
({aiethtbeL O R DE) that JamGov. And 
even be am J from the begynnynge , and 
there is none, that can take eny thinge out 
of my bonde. 2nd what J do, canoe man 
chaunge. 

Thus ſaieth che LORDEthe holyoneof C 
Frac youre redemer: Gor youre fake J wili Easd 
fendeto Babilon, and bringe alltbe ſtron · 
geſt of them from thence: Namely, che Cal- 
dees that booſt chem oftheir ſhippes: Euen 
Ithe LORDE yeure holy one which baue 
made Iſrael, and am youre kinge. Morouer, 
thus fatth the LORDEGEuen be that ma- 
tetha wayeinthefee, and a foot path in the Exore 
mightie waters :whidh bringetb forth che Lots, 
charectes and borfes,the hooſte and the po- Efas7& 
wer, that they maye fall a flepe and never 
ryſe, and be excincte, liteas tow is quen- 
chev. 

Meremembzenotthinges ofolde,andre- 
garde not hinge that is paft. Ther fore behol 
de, 3 ſhal make a newthinge, and ſhortly 
ſhalſit apeare: Re ſhall well knoweit, J tol- 
de it you afore, bur J will cell it you aga- 


anc. 
FJ will make ſtretes inthe deferte,andry- ay 


Efa.gnd 
Maics.b 


Elazo.d 
Galarza 


Bla-44.b 
Apoc 1. 
Ole. 


Tohao£ 


1Cors.ct 
Agocand 


Khe prophee fay, 


vers of waterin che wilderneſſe. The wilde 
beaftes [hal worſhippe merthe dragon, and 
the Eſtrich. For 3 fall geue water in ¥ wil 
derneſſe and jircames inthe veferce:ehacy 
maye geue dike tomy pecple, whem 5 cho 
fe. This people bane Imade fo: my ſelf and 
theyfhal [herve forth my prayſe. For thou 
C Jacob) woldeft ner call vponme, but chow 
haddeſt an vnluſt towarde me, o Freel. 
Thou gaueſt me not thy youge beajtes for 
burntoffringes, nether dideſt Honoure me 
withthy ſacrifices. Chou boughteſt me no 
deare ſpice wit hthi moͤne y nether pouredeſt 
the far of thy ſa crifices vpon me. Howbeit 
‘Dbanenot bene hargeable vntothe in offre 
Ses,netber grevous in Incenſe. 


Ea.a. b 
iere/ 


But thou haſt ladẽ me with thy fynnes, 
and weeried me wit hthy vngodiynes: Whe 
re as J yet am euen be only chat for myne 
orone jélfes fate do awa ye chine offences ,z 
forget chy fynnes:forcbat Tj wil neuer chinte 
vpon them. Put me now in remembrance 
(foz wwe will reafontogecber)z ſhewe what 
thon baft for the,to mate the quyte. Thy 
firfé faͤther offended ſore anð thy rulers be- 
ne ſynned aga ynſt me Therfoze J ether fir- 
ſpended, or flere the chefeſt prynces : Idyd 
curſe Jacob, and gaue Iſtael into reprofe. 


The lit}. Chapter. 


Pfalizg.b 
Tere.33.b 


Gens. b 
Nu.20-b 


‘ % O bearenow,o Jacob my fernannt, 
cue and Iſtael whom̃ J haue choſẽ. For 
— thusſaieth the LORDE, that ma- 


saab dveche,fafhionedcbe, and belpeds be, euen 
fromeby mothers wombe: Be not afrayde 
(9 Jacob my fernaunte,) thon rightuous, 
whom Fj banc choſen. For J [hal poure we- 
ter vponthe dite grounde, and ryuers vpon 
thetburftte. J [hal poure my ſpꝛete vpontht 
fede,audmyneencresfe vps chy fiocke.Chey 
Phal growetogerber, liteasthe graffe, and 
astbe Willies by the waters five. One rill 
ſaye: J amebe LORDES. Another w:l call vn- 
derthename of Jacob.Thethirde hal ſub⸗ 
ferybe with bis bonde vnto ¥ LORDE, and 
geue bim felfonder chename of Itael. 


ezes6.d 
Joel.3.g 
Adag 


Bw Moꝛouer, thus bath the LORDE (poke: 
sfagib enenche Binge of Iſrasl, and bis avenger, ¥ 
Apord LORDE of booftes: Jam che ftrſt, and the 
20.480 16 and withoutmeis there no God. Gor 

*Po2 Fe whatis be,thateuer was lite me, which ans 
Ow Feom euerlaſtinge: Let him ſhewe bis name 
and do wherthorow be maye be licFened vn 

tome, Let him tell you forth plancly chiges, 


Khe elit}. Chap. Ko. xvi. 


thatare paftand forte come: yee and that 
wit hout en y feare o2 ſtoppe. Foz bane not J 
ener tolde youbytherto,z warned yous Me 
can beare merecozde youre felues. Is there 
eny Govercepteme 7 oreny maker, that J 
ſhůlde not knoͤwe him? 


Wherfore all caruers of Jools are but va 
yne,and cheir laboure loft. Chey muft beare 
recezdetbem ſelues, that(ſeinge they can ne- 
ther fencr vnderfEonde)zbey ſhalbe confoun 
Ded. Who ſhulde nowmatea god, or fees 
a Sool, chacis proficable for not hinge: Be⸗ 
holde all the felafhippe of ché muſt be brou⸗ 
ght to confucion. Let all che workmaſters 
of them coine and ſtonde together fiom a⸗ 
monge menrthe ymuſt be abaſhed and con- 
fonded one with another. The ſimythtakech 
yon, and tempreth tt with bore coles, and 
faſhioneth it with bammers,z makech it rt 
alicheftrengeh of bisarmes: Ree fomeyme 
he is fa ynt foz very bunger, and fo cburftic, 
that be bach no moze power. The carpenter 
Corymage caruer xaketh methetymbic,and 
fpredecb forth bis lyne: be marteth it with 
[ome coloure:be playnethic, he ruleth it, go 
fqvarech it, and maketh it after the ymage 
oF a man and acordinge to the bewtie of a 
mant hat it ma ye ſtonde in the temple. 


Moꝛouer, be goeth ont to hewe downe 
edz trees: He bringeth home limes and 
otes,andorbercymbie ofthewond. Ozels 
the $yrretrees whid) be planted bimfelf, ao 
foch as cherayne bath welled, whidy wobd- 
deferucth for mé to burne. Ofthis he taketh 
and warmeth himſelf withall: be maketh ã 
fyre Of it to bake bꝛed. And after warde ma⸗ 
Beth a god there of. to honoure it: and an 3- 
dol,to Enele be fore it. One pece he burnech tm 


nfa.42.b 


Pfalars.b 
Sap.ss.¢ 


the fyze,with another he roſtech flefh cba 


be maye cate roſte bis bely full: withebe chic 
debe warmeth bimfe'fand faieth: A ha I 
am well warmed, baue bene at the fyre 
And of cherefioue, he maketh him « god, 
and an Idol for bimfelf. He Eneleth befo- 
reit, beworfbippeth it, be pra yeth vnto it, 
and fayeth : delyuer me, for thou are my 
gov. 


Met men nether confidze ner vnderfEonde, 
becaufé their eyes are flopped, that they 
cannot ferand their herte s, chat they can 
not perceaue. They pondze noe in eheir 
myndes (foz chey haue nether Enowlegence 
vnderſtõdinge) to thinke thas: Ihaue brée 
one peceinthe fyze, 3 —— w Ff, 

ce tH 


Bagne 


The prophee Efay. 


coles there of J haue roſted fleſh rwithall, z 
eaten it:S bal 3 now ofthe reſidue make at 
abbominacion,and fall downe before a rot- 
tent pece of wodde The kepinge of duſt, and 
folifneii of berte bach curned chem a ſy⸗ 
Dde:forbac none oft hem can banca fre confer 
encetocbinke:maye nor Terres’ 
Cofidzerhis(o Jacob and Iſtael)for thor 
aremy feruaiic. 3 bavemadecbe, chat chou 
mighteft ferucmc.O Iſtael, forget me net. 
As forthyne offences, “4 dzynetbemamaye 
lite the clondes,and thy fynnes asthemyfi. 
Turne y agayne vnto me Iwill de yner yf. 
E Be glad ye heauens, xbemrbe LORDE 
bath madelecall y is bere beneth vpen the 
earch, betoyfull. Reio yſe ye mountaynes T 
woddes, with all the trect · that are in your 
fez ¥ LORCE ſhal rebeme Jacob. Mewẽ bis 
gloiy vpon Iſtael. Forthũs ſat. hthe LCR- 
DEthy redemer, euen hethat faſhioned the 
Romd fromtbymothers wombe:“jamebeLORVE, 
Bagc which do allthinges my felf clone. only 
haue ſpred oucebe heauens, and J only ba- 
nelaydethefoundacionof theeaith. J de 
ſtroye the tokens of witches, and mate the 
Soebfayers go wꝛonge. As for the wife, I 
tuyrnechem bacroard,and make their comin 
ge foliſhneſſe. 
Dur Be vpthe purpoſe of my ſernaun · 
tes,and fulfil the councel of my meſſaũ gers. 
I ſa yero Jeruialẽrturne aga yne: And tothe 
Cities of Juda, be ye bu ylded atrayne: and F 
repayre their deca yed places. J ſayeto the 
rounde:be drie. Anð J drie vp thy water 
Fouves.3 fayeto Cirus:chouartmynebyzd 
man, ſo that he ſhal fulfill all chinges after 
my will. J fayeto Jeruſalem: be thou buyl- 
ded, andto the tẽ pierbe thou faſt grounded. 
Theplv. Chaprer. 
4 Hus faiectheheLCRDE vnte Cirus his a⸗ 
ORfdaa oynted, whom belevech by ¥ right hõ 
dert hatthe people maye fall Downe before 
bim:3 wil lovefeche gyrdle oftinces,¥ they 
ſhal open the gates befozetby face, and not 
to flhucebetr dores. I wil go before the, and 
makecbe croted firaivbr. 7 ſhal breake the 
2afen dores. T burſt the yon harres. J ſhall 
geue thethe hyd treaſare Tthe thinge which 
1s fecretly keptert hat thou mayeſt Enowe, y 
Gen.59.a Ithe God of Iſtael haue calledthe bythy 
name: audthat for Jacob my ſeruaunt fate, 
⁊ for Iſtael my chefen. For J called the by y 
name,and ordened the,oz eũer thon kneweſt 


—XR 


Efa.42b merEuen Ithe LORDE, be foꝛe whom there 
is none other, for nw out me there is no God 
iete a ¶ Ihaue prepared the, or ever chow kneweſt 


me:that it might be knowne from the riſyn⸗ 


Khe xlv. Chap. 


ge ofthe Sonne to che goinge downe ofthe 
famechacall is not hinge wit hout me. For Gen, 
amtbeLORDE,zehereis elsnone.3tisy J iudicod 
ercatedthelightandvarchnes, J mate pea 
ceandtrouble:mee ene J the LORDEDO all 
thefechinges. The beaucns aboue ſhal drꝛop 
pedowne,andcbe cloudes fhalraynerights 
oufires. The earth ſhal open icfelf, and bey 
ge forth bealth,and cherby ſhal rigbenouf> 
nes flonfly.sEucn 3 theL ORDE ſhai binge 
itto patie. 

Wo be vnto im that chydeth wi bisma. B 
Ber,the porflerde withthe potter Saieth ¥ Teresa 
cla ye tothe potter: What mateſt thour oꝛ. y Baayc 
worke feructh for not hĩ ge Wo be vnto bint, Rood 
¥ faicth co bis facber:why begetteſt thou? Eecliss.b 
Andto bis mocher:wby bearefé thoͤu T hus 
faiceh the LOR DE,eventhe hoiy onez mater 
of Sfracl: Axe me of thinges fozto come, 
concernynge my ſonnes: and put me in remẽ 
braunce as touchinge the workes ofmy b5- 
des: J haue made the earth, and created me 
vponit With mybonvdes haue J ſpred forth 
heauen, and geuen a commaundment for all 
the booftecberof. J ſhalwake him vp with 
righeuoufitefie,and drdre all bis wayes. Ye tEMra 
ſhal buylde my cite,z let ont my priſoners:⁊ 
thatnetber for gift nor rewardes, faicth the 
LORDE of booftes. 

TZbeLORDE bath fayve morouer: The oc · 
cuprers of Egipte the mardyauntes of the 
Moꝛyans and Sabees, fal come vnto the 
with tribnte,chcy ſyabe thine, thex Mal felo 
we the.end go with cheynes vpontheir fete. 
They fhal fall dewne before the, and mate 
fupplicacion vnto the. Foz Goo( x’ ont whs 
there is none orher Godſhal be wit h che. @ 
he wpꝛofounde art thou o God,thou Gods 
Sauioure of Iſrael: Confounded beye, and 

ut to difhonoure: go hence together with 
foameall yetbat be woꝛkmaſters oferreures 
(thatis woifhippers of Jools) Sue Iſrael 
ſhalbe ſaued in che LORDE, which ts the ener 
laftinge faluactd:T bey ſhal not come to ſha 
mener confucion worlde without ende. 

For thus ſa yeth che LORDE: euen be that ¢€ 
created beauen,the God y madethe carth, 
that faſhioned it. and ſet it fot: J banence 
madeẽe it for naught, but J madeit to be en ⸗ 
babited:sEucn I the LORDEwithontwhom 
thereis none other J haue net [poten ſecret · 
ly net her in darcke places ofthe earch. It is 
not for naught. that fayve vnto the feteof 
Jacobrſete me. amtheLCRDE, which whe 
*j lpeate,declarethethingetbatis rig htuo⸗ 
ũs andtrue. Letthẽ be gathered z cemeto⸗ 
get her, lett hẽ drarwe nye hyther, y ave eſca⸗ 


Romu.d 


Exo.20.6 
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ped ofthe people: anethey eny vnderfton- 
J— —— fee op the ſtockes of cheir Jools, 
Batuc,s and praye vntoa gov,that cã not belpether 
Leemendzawe nye, let chem come bitber,go 
aſke councel oneat anotber,and ſhewe forth 
What is he that tolde this before? 92, who 
ſpake of it euer fence the begynn ynge? Haue 
not I Y LORDI done it:without whom the- 
re is none other God? the true Sod and faut 
Eſa. 44· b oure, and there is els none but I? And ther⸗ 
fore turne you vnto me(all ye eñdes of the e- 
ach fo fal ye be faned, for J am God, zebe 
reis els none J ſweare by myfilf: out of my 
mouth cOmeth F worde of rigbcuoufiteffe, 
and that maye nomancurne: bye all knees 
[hal bowe onto me,and all cunges [hal ſwea 
Phils.b re by me,fayenge: Derely intheLGRDE ts my 
rightuouſnes and firengrb. To bim ſhal mẽ 
Sme:but all chey chat thinke (come of bim, 
Halbe confounded. And the whole feve of 
Iſrael ſhalbe inftified,z pra yſed in ¥ LORDE 
Che rlvj. Chaprer. 
Yyeuertheles Bel hal fail, z WMabo fhalte 
* * broken:whofe ymages are a burchẽ for 
the beaftes and catell,co ouerlade thé, and 
tomate chem weery. Chey fal ſyncke dow 
ne,and fall together: fortl ey maye noceafe 
themofcbheir burthen therfore muſt they go 
into captinyte. 

Herken vnto me, o boule of Jacob, and 
all ye that rema yne yetof the houſholde of 
Iſrael: whom J haue bornẽe from youremo- 
thers wombe,and brought you vp from ys* 
byith,cill ye were growen: J FJ whid) fhall 
beare you vnto youre laſt age: J bauc made 
you, J will alſo noꝛiſh you, beare youand ⸗ 
ne yon. Whom will ye mate me lite, in ſaſhi 

Efa.ggf. on or ymage, chat J maye belite him Re fo 
£xo.32.a oles(no doute )wil take out ſyluer and golde 
out of youre pueſes, and we ye tt, and hyre a 
goldſin yth co make a god of it, that men ma 
ye Enele dorone and worſhipe it. Ret muſt he 
1ö becatenon mens ſhulders and bone, and 
ſet in bis place that be maye ſtonde and not 
moue. Alas that men fhulvecrie vnto him. 
which geueth no anſwere: and delynereth 
not the man that calleth vpon him, front 

bis trouble. 

Confidze this wll, andbe afhamed, Go 
inco youre owne felues(® ye runna cates). 
Remembre the thinctes which are pafé,ferice 
theberynnynge of the woꝛlde that Iam 
1300, and that chereis els no God, yee and y 
there is norbingelite vnto me. In the begyn 
nynge of a tbinge. J ſhewe thẽ ende theroft 
arid Itel before, thinges that are not yet co 
me tõ paſſe, With one worde is my deuyce 


Efa.gs.b 


Khe xlvij. Chap. Ao. xvij. 


accomplifhed,z fulfillech all my pleafire. 
calla sane ——— that I 7 — 
Ee in honde, out of farre countrees. As foone 
as J commaunde, J binge icbitber: as foo 
neas Ithinke to deuyſe athinge. J doit. 
Heare me,o ye that are ofan hiẽ ſtomack, 
but farre from tightuouſue jſe. J ſhal bringe 
forth my rightuduſneſſe. It is not farre, and 
my health Ayal not tarie longe awaye. J wil 
Taye health in Sis, and gene Iſtaei my glo 


Ty. 
The xlvij. Chapter. 


Vt as forthe(D doughter, thou virgin 
x Babilon) chou fale fytin che —— a 
Thou ſhalt ſyt vpon che groũde, and not in 
ace one(o thou mayden of Chalvea). Thou 
[hale nomsre be calledtender,and pleafatit. 
Thou [hale bringe forth che querne,z gryne 
De meel, put downe chy ſtomacher, make bᷣa⸗ 
retby Enees,and ſhalt wade thorowthe wa 
terryuers. Thyſhame ſhalbe diſcouered, ãd rzeys.d 
chy preuyties ſhal ke ſene. For} wil auen ge Nausb 
me of the and no man ſhaliet me: ſaieth on- 
reredemer, which is called the LORDEof boo 
ſtes the boly one of Iſtael. 

Syt fiill, belvechy cuntre,and cet the in 
to fome darcFe comer (O dourbrer Calvea) 
for t hou ſhalt nomoꝛe be called lady of Eyn: 
demes. Jwas ſo wroth with my people, 
¶Ipunyſhed myne enberitaunce, and gaue Prob 
Ebem in cocby power. Clenercheles, chow Feb 
Hew deſt chem no mercy, but euen the very 
gJed men of thé, dideſt chou opprefle right 
[ere with thy yoR,zthouthoughbreft thus 
halve lady forener. And befyde all chat, 
thou haſt net regarded theferbinges,netber 
caſt, what ſhulde come after. 

Eare now ther foꝛe thou wilful that ſyt — 
teſt ſo careleffe,z fpeatefi chus.in thine Ber- 
te: Jam alone, and without me is ehere no- 
ne I ſhal nener be wydow, nerdefolate a⸗ 
ga yne. And yet both chefe cbiges fhal come Danig.e 
tothe vps one daye in thetwincPlinge of an ° 
cye:LTamely, wyddowbead,and defolacion. 
Shey fhal mightely fall vponthe,foz ¥ mul 
titude of thy witches,and fez the greate be- 
apeof thy coniurers. For thon haſt confoz- 
ted thy felf in rhy difceacfulnes,and baftfay 
de Nomã feith me. Thyne owne wiſ dome ? 
connynge bane diſceaued the, In that thou 
Daft ſayde: J am alone,and witbeut me the 
re is none. Cher fore ſhal trouble come wpsy, 
zebou [hale not Pnowe, from whéce it ſhai 
arife.atyfebefe [hal fall vps ¥, which chou 
Halt not be ableto putof. Aſodane mifery 
hal come vponthe, oꝛ euer thou be awarre. 
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Now gotothy coniurers, and to the mul 
€ titude of thy witches, ( whom thou haſt be- 
ne acquanted wit hal from thi yout hyyfthey 
maye helpethe, or ſtrengthẽ the. Chou haſt 
bitbertobadimany councels of them, ſo let 
the heauengaſers ẽthe beholders of fiarres, 
come on novoand delyner theyee and let thẽ 
Phewe,rwben chefenew thinges ſhall come 
pponthe. Bebolve, they ſhaibe lite firawe, 
which yfit be kindled with fyre,nomanma 
ye rydoeit for the vebemence ofthe flame: 
And yet it geueth no zynders to warme a mã 
bymer cleare fyre to ſyt by. Euen ſo ſhalthey 
bewntothe, whom thou haſt vfed zoccupi- 
de from thy yourh.Luery one |hal fhewe ¥ 
bis erronebus waye, yet flpailnonc of thens 
Defende the, 

The rlvig. Chapter. 
Bee this,® chou houfe of Jacob:ye y 
are called by chename of Iſrael, and are 
come out ofone ftocFe w Juda:which fiver 
re bythe nameof cheLORDE,and beare wit- 
neffe by the Gov of Iſtaelcbůt not werenth 
and right which arẽ called fremen ofthe bo 
ly citic,as they that lote for conforth in the 
fans ‘Brael,wbhofenamcistheLORDE of 
oftes, 

The t hinges that J ſhewed you ener fert- 
ce the beg ynnynge: Haue J not brought thẽ 
to paſſe mmediatlyas thẽ y came oucofmy 
mouth, and declared thein:· And they are co 
me? Howbeit J knewethat thouart oͤbſtina 
te, and that thy neck bach an yron vane and 
that thy browis of braſſe. Neuertheles J 
haue ener ſence the begynnynge ſhewed the 
Of thinges forto come, and declaredthẽ vn⸗ 
tothe,ozenertheycameto paffe:that thou 
flulveft not faye: myne Fool hath done it, 
my cared o2 cafe ymagebachflhewedit. He 
arez confidze all thefe thinges, whether it 
was ye that propheciedebe: But as forme, 
Itolde the befoꝛe atthe beg ynnynge, newe 
fecretethinges, y chon kneweſt not of: And 
ſome done now not of olde time, wherofrbou 
neuer herdefé, before they were brought to 
paſſe:t hat thou canſt not faye: Fence of 
them. Moꝛouer there be fome wherof thou 
haſt nether herde ner knowne, nether haue 
Ebey bene opened vnto thine cares afore ty- 
me. For knew that thou woldeſt melicionf 
li offende, therfore haue J called theatranf- 
greſſoure, euen frem thy mothers wombe. 

Uicuercheles for my names fate, J bane 
wit hdrawen my wiath,and for myne Hono 
ursfate F bane ouerfenethe,fotbat Jhaue 
notrooted the our. Beholde J Haue pour- 
€ gedthe, and nor fozmoncyc, J haue — 


Khe xlix. Chap. 

the inthe fyre of pouerte, And that only for 
myne owne fate; for J geue myne Honoure 
to none other,chat chon ſhuldeſt not defpife 
me. Herken onto me oYacob, ẽ Iſtael who 
¶Ihaue called. Jam even bhethatis, Jam y 
firfE and the laſt. My hondeis the foundact- 
onoftheearth,zmy right bonde ſpanneth 
ouerthebeauens. As fooncas I called thẽ 
they werethere.Gather you all together, 40 
herken: Which of yonder goddes hath veda 
red this that the LORDE wil dobythe tinge 
of Dabilon,cobhom be loueth z fauoureth) 
and bythe Caldces bis armezj my (elf alo 
ne haue tolde you chis before. Ree" fal call 
bim and bringe bim forth,z gene bint a pro⸗ 
fperousiourneye.Comenye z heare this: ba 
ueJ ſpokẽ enythé ge darckly ſencethe begyn 
nynge? whẽ a thĩge beg ynneth, Jam there. 

Wherfoꝛe the LORDEGod with bis fpze- 
tebath fencme,2ind thus fateth the LORDE 
thineavenger,the bolyone of Iſtael: Jam 


LORDEthy God, whic) teach the profitable + 


ehinges,andlebde ¥ the waye,tbatcbou ſhul 
deſt go Rfthou wilt now regardemy coma 
undement,thy weltbynes fpalbeas the we 
terfireame:z thy rightuoufnes as the wa- 
wes flowingcinthe fee. Thy fede ſhalbe like 
as thefonde inthe fee,z the frute of thy bo- 
dy, hike the grauel ftones therofi Thy name 
fhal not be reted out, no2 deftroyed befoze 
me.yefhal go awaye from Babilon, and eſ 
capethe Caltecs with ¢ mery voyce. This 
halbefpoten of deciared absode,z go fob 
wntothe ende oft he worlde:ſo that ĩt fhalbe 
ſa yde: Che LORDE bath defended his ferua- 
unte Jacob, thatt hey 5 — dno thurſte whe 
theytrauayled in the wildcrnefie. He claue 
erockes a fonder,and the water guſſ hed 
out. As fortbe vng odly,they haue no peace, 
ſaieth the LOR DE, 
MESSIAS 
Tbe xlix. Chapter, 
Erken onto me, ye Jies and take hede ye 
people from farre: The LORDE bath cal 
led me fro my byrth, and made mẽ cion ofiny 
name fromy mothers wobe: be bath made 
my mouth lite a fharpe fiverde, vnder y flog 
dowe ofbis hondchathbevefendcedimeand 
hyd meinbis quyuer,as a good arowe and 
ſa yde vnto me: Chou art miyfernaune Iſra⸗ 
el, Jwilbe honoured inthe. Then arfroerte 
PAfallefemylaboure, J ſhal fpende my 
firength in vayne Ltenertheles, "5 wilcem- 
mytte my canfeandmy worke vnto the LOR 
DEmyGod.2nd now faiech the LORDE(ené 
De chat faſhioned mefromy methers wom 
be to bebis ſeruaũte, that yy maye bꝛinge Ja 
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cob agayne onto bum: bowbeic, Iſrael will 
not be gathered vnto bi egayne. jn whofe 
fight J am greace, which alf>is my LORDE, 
My God and my firégeb) Lec it be burafinal 
thinge,t hatthou art my ſeruaunt, co fer vp 
B chetinreddes of Jacob ⁊ coreftoze che def 
tructiõ of Iſtael yf J make che noc alſo the 
light of the Geneiles, chat thou mayeſt be 
my health vntothe ende of the worlde. 
Moꝛrouer thus ſaieth che LORDEthe avẽ 
Ser andboly onc of Iſtaei, becauſe of the ab 
horringe anð deſpiſinge amonge the Senti 
les, concern ynge the ſeruaunt of ail them ¥ 
beare rule: Kynges and prynces ſhal ſe and 
ariſe and worſ hipe, becauſe of che LORDE 
that he is faith full· and becauſe oft he holy 
one of Iſtael which bach choſen che. 
Andthus faterh the LOR DE: In che ty- 
me apoyneed wil F be preſent with ebe. Ano 
inthe boure of bealth red J belpecke,z de- 
lyuer the. J wil mare the a pledge for y* peo- 
€ ple,ſo y chou ſhalt heipe vptheearth agay 
neand chglenge agayne the featred hereta⸗ 
5 ges: That choumayeft fayeco F pꝛeſoners: 
go forth tothem that are in Darkneffe: co⸗ 
me in to the lig ht.thatthe y maye fede inthe 
Die wayes,z get their lyn ynge in all places. 
There ſhal net her hunger ner thurſte, heate 
Apo7.d nor Sonneburtetbem. Gor he that fauou⸗ 
reththem ſhal lede them anð geue them driĩ 
ke of che ſpringe welies. J rill make wayes 
vpon all my mountaynes, and my fore pa- 
thes ſhalbe exalted. And beholde, they ſhal 
come from farreslo,fome from the north and 
reefé,fome fromebefouth. Reioyſe ye bea- 
ue ns and ſfynge prasfés thoucarch: Talte 
of ioye ye billes, for God wil cõforte bis peo 
ple,z baue mercy vpon bis, y* beintroutle. 
Then ſhal Sion faye:Goo hath forfater 
D me,and the LORDE bach forgotté me. Doel 
Eiete-4 a wife fornecebe chilve of bir wombe,ad the 
MMS Fonne who fhe bach bees 2nd chong fhe 
do former, yet wil noe J forget the. Bebolve, 
‘FJ banewuteenche vp vponmy bondes,thy 
walles are euer in my fight. Chey that haue 
biotenthe downe, ſhalnake haiſt to buylde 
the vp agayne: anð they that made the wa 
iſt [al dwellin che. Lift vp thine eyes, and 
Tote aboute therail ehefe foal gather them to 
gether, and comete che. As truly as J lyue 
(faiech ebe LORDE) thou: ſhalt put t ham ali v- 
põ the. as anapparell,and gyrde thẽ co the, 
as a bryde doth bir Jewels As for thy lon- 
de that liet h deſoͤlatẽ, waiftedz deſtroyed: 
it hhalbe to narow forthé,chat ſhal dwell in 
at. And they y wolde deuoure the, halbe far 
ve awaye. Chen che childe who y barẽ ſhall 
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bainge forth vnto y, Mal faye in chine eare: 
this place istonarow,jyt nyecogetbher,¥ F 
maye haue romme. Chenfhale thou thinke 
by chy fel fi Who bach begottẽ metheferfein 
ge Fambarézalse,a capt yue Tan outcafe 
2nd whe bath noujhedche vp for mer ans 
defolacez alone, but frd whéce come ehefer 
And therfoꝛe chus faicthrhe LORDEGod: 
Beholde, J will ſtretch oue myne honvde to 
theGenriles,and fee vp mytoken tothe peo ge 
ple. Chey ſhal baingecbecbyfonnes in their 
lappes,z carie thy doughters vnto y vpon 
their ſhulders. For kinges ſhalbe thy nour- 
finge fathers, and Quenes ſhalbe chynour 
finge mothers. The y ſhal fall before the wẽ 
their faces flat vpon the earth, and lick vp 
che duſt of chy fete: that thou ma yeſt Eno- 
we, howthat JametheL ORDE. Andwho Rood 
ſo putcerh bis tuft in me ſhal not be confo- 
unded. Who fpoylerh che giaunte of bis 
pꝛayr or who takerh che pzefoner from the 
inightie And cherfore chus faiechehe LOR- 
DE: Cbe prifoners ſhalbe taken fromthe gé 
aunte,and the fpoyle delyuered from the vi- 
oléce:forF wil maynteyne thy caufe agaynfé 
thine aducrfaries,andfauetby formes. ind 
wal fedecbineenemies with their owne fle- 
fhe, and mabe thẽ drinke of cheirowne blow 
de, as of ſwete wyne. And all fleſh ſhalkno 
weo Jacobethat J ameheLORDEthy Sa⸗ 
uioure and jironge auenger. Chap . 
Sree ſaiet che LORDE: YWbere is the bill 
‘of yo mothers denozcemet, that I ſent 
vnto ero: whois che vfurrer,towhs 5 fal- 1444 
de your Bebolde,for youre owne offeces axe 
yefolde:z becaufeof youre tranfgreffion,is Elasaa 
youre mot her fdiſabẽ Gor why wolde no mg 
teceaueme, when camezz whes J called, 
noman gaue me anſwere. Was my hove cle 
ne finycé oß that it might not belperoz, bad 
‘noe powertodelyuerslo,aca worde dii- Bxo.14.¢ 
£ vp the fee,z of water floudes I mafeduie Iolusd 
lode: ſo y for want of water, the fifl corruy 
Peand dic ofthurſt. As for heauen, 3 cloot 
it with darcEneffe,and put a ſack vpon it. 
TheLORDEGod hath geuẽ mee weller- 
nedtũge ſothat Ican con forte them which S 
aretronbled, yeez ¥ in Due fEafon. De wake *cotas 
mynceare vp bytymesin ¥ momynge(as F 
feolemaftersdoyy¥ Imight herke The Loß 
DEGod bach opencd myne care, therfore ea 
Inot ſa ye naye, ner wWodrawe myſelfbut J pratss.b 
õffre my backe vnto ¥ finyters, and my che- lobzo.d 
es tothe nyppers. J turne not my face —— 
frs ſhame ãd ſpittinge, for che LORDEGoy B+ 
belpeth me,cherfoze flyal J not be cõfoun⸗ 
dev, Jhaue hardened my face like a flyne 
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feone, foz Jam ſure, that 2 ſhalnot cometo 
confucion.tityne aduocate |peateth fozme, 
whe wil then gowith meto lawe? Let vs (tS 
de one agaynſt anot her: yf chere beeny thar 
wil reaſon with me, let him come bere forth 
ro me.Bebolve, the LORDE God ſtondeth 


Ros. 
by ime, whatis betbat can condempne me? 
lo,tbeyfhalbe all like as anolde cloth, whidy 
Palmiiot ¥ mothes ſhal eate vp. 


C Ther fore who fd feareth the LORDE ams- 

ge you,lecbim bearethe voyce of bis ferua- 

Te. Whoo waltech indarPneffe,zne light 

ſhyneth vps bim,lec him bopetntheLORDE, 
andbolvebimby bisGov. But crake hede, 
yebaueall Eyndled a fyre, and gyrded youre 

felues with che flame:me walte in the gliſtrẽ 
geofyoure ore fyze , and in the flame that 

ye haue kyndled. This cometh vnto you fro 

my honde, namely, ¥ ye ſhal ſiepe in ſorowe. 

The li. Chapcer. 

a (& rtenvntome, ye that holde of righ- 
636 yetbat febetheLORDE. Ta- 

tebede vnto the ftonc,rberout ye ave 

bewen,and tothe qrane wherout ye are dig 

Gen.ar.a Fed. Confidze Abzabam youre facher,z Ga- 
nom. 4.a rethatbare yon:bowebat J called bimalo- 
Gen.tz-a ne, profpered bim wel,z encreafed bim: bow 
the LORDEconfo:ted SiS, and repayzed ali 
bir deca ye:makinge bir deferteas a Paradi 
fe,and bir wilderneffeas the garden of the 
LORDE.fity:ch and toye was there, thankeſ 
genyngeand y voyceofprayle.daucrefpec 
te vnto me then (omy people)and Iaye cbi- 
neearetome:for elawe, andan ordinaunce 
fhal go forth frome,co lighten theGentiles, 
“Seis bard by,that my bealeb z myriahen- 
Sufreffe ſhal go forth, andebe people ſhalbe 

4 ordred with mye arme. 

The Blonves(chatis ¥ Gentiles) ſhal ho 
peinme,and put their truſt inmyne are. 
Lift vp youre eyes toward heauẽ, and loke 
vpontheearth beneth. For the heauens al 
vanifharvaye lite finote,andebe earth ſhall 
tearelitea clothe, z they that dwel therin, 
ſhal periſh in hte maner. But my bealeh at 
Ddureth for encr,and my rightuouſnes ſhall 
not ceaffe. Therfore hercken vnto me, ye y 
haue pleaſure in rightuouſſes, thou people 
—— that beareſt mylawe in thine herte. Feare 
Lucia mottbecurfe ofmen,be not afrayde of their 
Plaliond blafpbemies zrenylinges:fo2 wormes T mo 

thes ſhal eat thẽ vp life clothe z woll. But 
my rightuouſueſſe ſhal endure for euer, zmy 
ſauynge health from generacion to genera⸗ 
cion. 

Wate vp, wate vp, ⁊ be ſtronge: O thou 
arme of the LOR DE;wate vp, lyke asin ty- 
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mes paff,cuerand fencetbe worlde began- 

poled chon be,chachaft wounded thar E+ 4 

proude incifer and bewenthediagonin pee a 

ces7Artnorchou euen be, which haſt dried 

vp the dvepe of the fee, which baft made pla 

ynethefee grounde, that che delynered mi- 

ghegochorow 7 That rhe redemed of tbe etd 

LORDE,whidy turned agayne, night come 

with ioye vnto SiG, there ro endure for ener? 

That myrth and gladneffemight be with 

them:that[ozowe zo mightfle from thẽ? z.corsa 

Ree F, Jamené he,thacin allcbiges geucth 

you confelacion. Whacarctbou chen, chat 

feareft a mortall ma, ¥ childe of man,which 

goethawayeas doeththe floure: Ind fo2- 

getteſt the LORDEthat made che,that ſpred ef — 

oucehebeanens, andlaybe the foundacion '*" 

of che earch. But thou art encrafrayde for 

thefightof chyne oppzeffoure, whidyis rea 

dy todo barme: Where is che wrath of rhe 

oppieffoures It cometh on faft, it mater 

halſt ed apeare: It ſhal not peri fly, ¥ it yul- 

de not be ablet odeſtroye, nether ſhalit fryle 

for faute of nozifhinge.JamebeLORDE y¥ 

Sod that mate che eeto be fill, and to va Ela asa 
e:whoſe namets the LORDE of beoftes. J Natt.e.c 

[ put my worde alfointhy mouth and de 
fendethe with che turnynge of my bonde: 
thacthou mayeft plante the beaucns,and le 
yethe foundecions of the earth, and ſa ye vn 
to Sionrt hou art my people. 

Awake. Awate,and ſtonde vp o Jeruſa · D 
falem,thouthatfrom the bonbdeoftbeLOR- Plalzab 
ea nar outtbecuppe of bis wrat hr Mreas¢ 
thouthat haſt ſupped of, and fucked out the 
ſiombringẽ cuppe tothe botome. For amon- 
ge allthe fonnes whom thou haſt begotten. 
chere is not one that maye holde the vp: and 
not one tolede the by the honde of all the 
ſonnes that thou haſt noriſhed. Both theſe 
thinges arebappened vnto the, but who is 
fory for it7Mee, defEruction, weiftinge, bint 
ger zfroerde:but who bath confostedeber 
Thy formes lic com forties at ¥ heade ofene⸗ 
ry ftrete like a takẽ venyfon,z are fulof ¥ tex 
rible wrath of ¥ LORDE,z punyſhmẽt of thy 
God.Andtherfozethou miferable drꝛonkẽ 
(bowbeit not rw wyne Heare this: Thus ſa 
teththyLORDE:thyLORDEz God, Y defen⸗ 
der of bis peopleBeholde J wiltate y ſls⸗ 
brĩge cuppe out ofthy hsde euẽ y cuppe w 
the dregges of my wrath: y fis hencẽ forth 
thon ſhalt neuer drinke it moze,z wil putit € 
their bovethattrouble the:whid bane fpo 
Eentotby ſoule: ſtoupe downe,that weme- 
ye go quer the:matechy body cané withthe 
groͤunde, and asthe ſtrete to go vpon. 
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Sion vp, take thy ſtrength vnto the: 
2 De on thine boneféraymento sa 
thou citie of the boly one. Foz from this ty- 
me forth, there [yal no vncircumciſed ner vn 
cleane perfon comeinthe.Sbateche fis the 
duſt ariſe z ſtonde vp,o Ferujalé. Pluck one 
thy neck from the bove, chou capt yue dou 
Rorb Str Ston. Foz thus ſaiet h the LORDE: me 
97+. Gre ſolde for naugbt,cherfore flyal ye berede- 

med alfo without eny money. 
Soztbus bath the LORDE ſa yde: My peo 

Gengs.a Ple wẽte downe afore tyme in to Egipte the 

Exo1a reco be ſtraungers. A frerwarde dyd the kin⸗ 
kene ge ofthe A ffirians oppzeffe thẽ for naught. 
nd now what profit is it tome (farieth ¥ 
LORDE)¥ my peopleis frely caried awaye, 
Road brongbtinto benynes by their rulers, and 
ba % my name ener feill blafphemed zfrieth the 
naum LORDE But yl my people maye knowe my 
name. J my ſelf will ſpeabe in that da ye. Se 
bolve, bere ain J. O how bertiful are the fe 
teoftbeEmbafficoure,y" bringeth the mef- 
Rowe fage frõ the mounta yne proclamet h pea- 
cezy brigetbebe goodrydinges, preacheth 
bealth,z faiech onto Sion: Thy Godis che 
Binge. Thy watchmé ſhal life vp cheir voy- 
e,r0' loude voyce ſhaithe y preach ofbim:foz 
they ſhalſe bum prefent, where LORDE [hat 
comeagayneto Sion. 

Ela.gg.d , De gGlad,ochoudefolate Jeruſalẽ reioy 
fetogetber:fozthe LCRDE will cõfoꝛte his pe 
ople, be wil delyuer Jernfalé. Che LORDE 

Pl.s7-8 soil mate bare bis boly arme,t[herwe it fort 
inthefight of allche Gétiles,zallebeendes 
of theearth ſhal ſe che ſauynge health ofou- 

sCorsd re Gov, Awaye Awa ye get you cut fischer 
ce, 2 cond) no oncleanethinge.Go out from 
amongefoch, And be cleane,yethatkearethe 
veffell of the LORDE. But ye fhalnce go out 
with fevicid,nermate haiſt as theythat fle 
awaye:forthe LORDE ſhal go before you, ad 

Exo... the Good of Iſtael ſhal kepẽ che watch. 

Beholde my feruaunt fhal ceale wyfely, 
therfore fal be bemaguified,eraleed z gre- 
atly honoured. Lite as ¥ mulc:tude foal wo 

‘die vpon bim, becauſe bis face ſhalbe fo de⸗ 

formed ⁊ not as a mans face,z bis bewtie li⸗ 
ke no man: Euen fo ſhal the multitude ofthe 
Sẽtiles lobe onto bim, z ¥ kinges ſhal fhut 
their mouthes befozebini. For they y baue 
not bene tolde ofbim, hal fe bim:andebey y 
Efa.csa berdenotbinge of him Mal beholde him. 

Tbe li. Chapter. 
Vt who geneth credence vnto oure 


Rom.1s.¢ 


% preachinge? Or to whs is the arme 
meee ofthe LORDE Enowene’pe foal growe 


Che Citi. Chap. Ao. xix. 


befozetheLORDElite as a bzaiich,zas arote 
ing Drie grounde. He fal haue necher bew- 
ty ner fauoure. When welote pon bim, the 
ve ſhalbe no fayzmeffe: we ſhal baue no lufé 
vnto him. He ſhalbethe moſt fymple z def= Hebr.sa 
piſed of all which yet hath good experience 
Of ſoroives zinfirmities. We ſhal reken bim 
Pſymple ⁊ ſo vyle, that we ſhal byde onre 
faces frõ hum. Sowbeit (of atrenchybe only 
taketh awaye oure infirmice, z beareth oure 
pa yne: Net we ſhal indge him, as though be 
were plaged and café downe of God: where 
as he( not withſtõdinge) ſhal be woũded for 
oureoffences,z finytten for oure wickednes. 
Fort he payneofs punyſhmẽt flhalbelayde — 
vpõ bint,z w bis ſtripes ſhal we be heaied. 

As for vs, we go all aftraye(lite flpepe),e- 
uery oneturneth bis oronewaye. Bur tho- 
row bim,the LORDEpardoneth all fynnes, 
He ſhal be payned z troubled, gdfIyal not o- 
—— ſhalbe led as a ſhepe to be tered 
flayne, hal be beas ſtill as a lambe be —— 
—— bis month. He reose 
hal be had awaye his canfe not berde,z 
out eny iudgment: Whoſe generacion yet no 
manmayenombre, when befhalbe cut of rs 
the grounde of the lyvinge: Which puny- 
flment ſhal go vpon bi, forthe tran} rele 
on ofmy people. dis graue ſhaibe geué bint 
withthe cõde mned. z bis crucifienge with 
thetheues, Where as bedyd neuer violence 2Cors.e 
ner wnright,necher batbeberebene eny dif- Peed 
— inate. 

methath it pieaſed ¥ LORDEtofmytebint C 

with infirmite,chat when be bad Eades Dis loh5.n.€ 
foulean —— fynne,be mighe ſe a ls. Romad 
gelaftinge fede. And this device of the Lok 
DEfhal pꝛoſpere in bis honde. With trauay 
le and laboure of bis foule, hal be Optayne 
greateriches.t1ly righenous feruaune fla 


Math.s.b 
wPet.ad 


2Corie 


Mataze 


Roms.e 
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the myß doers. 
Tbe lit. Chapter. 

Serfoꝛre be glad now,thon barẽ that ber A 

reſt not Reioyce,fyngez bemery,thotr 
¥ arenot with childe: Forche deſviate bath 
00 childzen,tben themaried wife faieebebe 
LORDE.f1iatethytente wyber, z fpzede ont 
the banuinges of thine babicacio:fparenot, 
laye foxtbeby ——“⸗ fete thy te 


Cala gd 


Bassa zebine avenger ſhalbe euen the holy one off Bebelve, I ſhal geue him foza witneſſe S 
wate ed ifeael,che LORDE of the whole rworlde. Foz amsge ¥ felée, foza pryncez captayne on- 
49% “De LORDE [hal callthe,beingeas a deſolate tothẽ people.£o,thou ſhalt call an vnknow 
foronfull woman anð as a yonge wife that nue ptople: peopie that bad no knowlege 
bath broken bir wedlocke: ſaieth chy Gov. of the, yallrunne vnto thebecauſe off che 
te ~. A Licle while hane TY forfatenthe, bue wf — LCRDEthy God.y"bely oncof Iſtael vͤhich 
1 greate mercifulnes hal Itate thẽ vp vnco glorfiet hehe. Scke the LORDE while hema 
me. Whé Iwas angrie, J biomy facefrens yee founde,call vpd bim while he is nye. 
rhe fora liele ſaſon but tho:ow euerlaſtin  Leerhe vngodlyman forfate bis wayes, ãd Fre 
ge goodnefje ſhai pardon che, faieth the — che vnrightuousbis yma ginaciõs, ⁊ turne Ereaze 
LORDEthinegvenger.Andebismuftbewn- ggayne vᷣnto the LORDE, ſo fal be be merci· Pfal-ion 
come,asthe water of Soe: Gorliteas I ha — ful vnto him: and to oure God, for he is redy 
Ge Befwome FF wil noe bringe the water off to forgeue. 
2° CLocenymore vps the woride: So haue For t hus ſaieth the LORDE: My though · € 
aRerc fivome,¥ FJ wil neuer be angrie w' the, ner tes are net youre thoughtes, z youre wayes 
repꝛoue the: The mounta ynes ſhall remoue.  arenotmywayes:Butasfarre as the hea · 
zchebilles flyal falloorone:buemy lonynge uens are hyer chentheearth, fo farredo my 
Eyndnefjeflal nce moue, andtbebonve off — waies erceadeyours,zmychon: Hees yours Deup2 
my peace ſhai not fall dorwne fed ¥ faith ¥ And lite as theraynez (howe ameth bose 
LORDEtbymercifulloner. nefrombeané,zreturneth not thither agay 
C€  Bcholve,chou pooze,vered z Sefpifed:J unie, but wateret ht he earth, maketh it frute- 

Efac.b wil mate thy walles of precious ſtones, 7 ¥ fullz grene,thacit maye gene comez breade 
foundacid of Gapbires,chy wyndowes Off wntothefower:Sorbe worde alſo that com 
Criféall , chi gates of Fyne cleare ſtone, ¥ meth out of mymouth, ſhal not turne agay 
borders of pleaſagt ſtones. Thy childeẽ ſhaͤl — me voybe vnte me, but ſhal accõpliſh my wit 

ioh2d all be raught of Geo,z J wil geuethẽ plen- —— ſende ir 
Johs-€ ceonfites of peace. In righeuouſnes halt nd jo ſhal ye go forth wd ioye,z beled with 
thon be grounded, zbe farre frs oppieffion: — peace. The mounta ynes and billes ſhal ſyn 
forche which thou nedeſt not be afrayedae ge swith you for io ye, and all the trees of tbe 
ther forbynder aũ ce for it ſhal not ce me nye — felde ſhal clappetheir hondes. Foz thomnes, 
ehe Beboloe,y¥ aleaune ¥ was farre frõ the, there ſhal growe Gyzetrces, z ¥ Miyzte tre 
fhalowell wi che:zbhe Y wasfomeyneafire in the fieadcofbieres. And cbis Hal be done 
unger vnto the ſhalbe toyned w the:Bchol tothe prayſe of che LORDE,z foꝛ an euerlaſ 
de, "J matethefinyth ¥ blowetbthecoles in tinge coké,that ſhal not beraten awaye. 
the fyze,z bemateth a weapon after bis how The Ivj. Chapter. 
dy worke.5 make aiſothe waifterto defiro- · Hus faieth F LORDE: Kepe cquite, A 
yerbut al che weapens y are made aga ynſt and do righẽ, for my ſauynge health 
che ſhal not proſpere. And as for all tunges. ſhal come ſhoitly, æ my rightuoſnes 
tues ſihai refiſte the in iudgmẽt chou ſhalt duer ſhalde opened. Biiſſed is the man y doth 
AGug-a comethé,z codemne chem. This is the here · this,zthe mans childe which teperbebe ſa· 
tageoftheLORDESfernauntes,ztberightu me. Sethat taketh hede. y¶ he wubalowe not EIa zc.o 
buffies that they ſhal haue ofme, faierhbebe the Sabbathe(that is he that tepech bimfelf 
% LORDE. The tv. Chapter. that he do no euel. Then ſhal net the ſtraun 


The pꝛophet Eſay. 


tes: forthou ſhalt breabe ont on che right fy 

Deandonebelefe,zeby ſede ſhal haue ¥ GE 
tiles in poſfeſſion ãd dwel in the deſolate ci- 

ties. Serre not, for thou ſhalt not be confoũ 

ded: Se not aſhamed for thou ſhalt not co- 
me to confucion. Ree thou ſhalt forget the 
ſhame off thy youth, and ſhalt not remem⸗ 
blethe diſhoͤnoure of thy wede wheade. Foz 
be that nade the, ſhalbethy LORDEZ buf 
bondecwihoſe name is theleRDE of booftes) 


Ome tothẽ waters all ye, ¥ be thurſ⸗ 
E—— haue no moneye.Ceme, 
bye, that yemaye bane to eate.Come, 

bye wynez mylck, wit hout eny money, or mo 


The lvi. Chap. 
neye worth, Wher fore do ye Taye out yor MO 
neye, forthe chinge ¥ fever net,and [pende 
yourelaboure aboure theebinge that facie 
fier you not But herkẽ rather vnto me ad 
ye feat eateof the befi,z youre foule ſhai ha 
ue bir pleaſure in plete ouſnes. Enclyne youre 
eares,z come onto me, tabe hede ⁊ youre [ou 


lc Pyallyne. For Jrwill make an everlaftinge ra, ¢ 
couenaunt with you,enétbhe fire mercies Of 2Reze 


anid. 


ger,which cleaueth torhcLCRDE,faye:2las reuse 


the LORDE bath ſhut me cleanc our frem bis 
people. Net her ſhal the gelded man faye:lo, 
Jaina drie tre. Fort hus faierhtheLORDE, 


The PBrophee Eſay 


firſt vnto the gelded ¥ fepeth my Sabbath: 
Clamely:ebat holdech greatly of chetbinge 
chat pleafeth me, anð kepeth my couenaũt: 
BVnto them wil J geue in my heuſholde and 
with in my walles a better beretagez name: 
tbe yf they bad bene called ſonnes zdaugh- 
vers, J wil geue them an euerlaſtinge name, 
that ſhall not periſhe. Agayne, he faiech vn⸗ 
to theſtraũgers that are diſpoſed to ſticketo 
theL OR DE,to ſerue bim,z to louebis name: 
That they ſhalbe no bode mẽ. Andallehey, 
which Eepe thé ſelues, that they vn halowe 
not the Sabbath, nameiyr that they fulfill 
my couenaũt: Them wil F bringeto my boly 
moitayne,zmate thé toyfullin my houfe of 
raver. Their burnt offringes andfacrifices 
Matharb Poalbe accepted vps myneaulter. fo: my bow 
—— ſe ſhalbe an houſe ofpzayer for all people. 
Marat Thus fatech the LORDE Ged which ga- 
Lucigd thereth together the fcatred of Iſrael. ¶ wil 
bringe yetanother cOgregacion to him̃. All 
the beaftes of che felve,z all che beaſtes of ¥ 
109d, ſhal cometo deuoure bi. For his watdy 


loh.i. a 


Mac. 7.€ 


ca 


men are allblinde , they bane alltoget her 

tereasb ges, notbeinge ableto barcte,they are flepe 

ry: —— they, z lie ſnortinge:they are 
leſſe 

perdes alfoin life maner haue no vnder / 

ſtondinge, but euery manturneth bis owne 

Efaanb well his power. Somel( ſa ye they) Iwil fetch 

Sotane wyne ſo we fyll oure ſelues chat we ma 

e, yee and moch more, 
— LVu.Chapter · 
B erifherh,z no mã regarðet hit in his 

—* Bere Good gobly people aretaken a · 

ap.2. 

Eccl. 13. vichteousis conuayedawayetborow F wie 
Eed::that he bimfelf mightbe in reſt, tie qui 
fure. Comebither therfore ye charmers chil- 

Matti2.4 deen, yefonnes ofthe aduoutrer zebe whozes 

ape ye with yẽ mouth,zbleareout yF ton 
Setaiteyensechitoze ‘ofaduoutry, 74 ſede of 

the otes,z vnder all grene trees, the childe be 

ten * —* flaynein the valleys,z dennes ofſtone. 
oot theryner see euen thefe ſhal betby parce. 
Offringes onto the. Shulde J ouerfee that? 

Chou haſt mave chy bed vponbie mounta 


19 onderftondinge,chey are all domme dog- 

am Dogges, ¥ be never ſatißfied. Che 

leresh Maye, euer y oneafter bis orvne couet ouſnes. 
Sapiab ye be dronken. Anðv do tomorow litcastooe 
Wein the meane ſeaſon ¥ righteous 

waye ⁊ no mã cõſidrethit. Mamelyrt hat the 

etly vpon bis bed,z lyue after bis opne piea 
Oberutcate ye youre pleaſure? Ops whom 

Ezeseb Diffimulaiconzmetate youre pleafirre onder 
Deur.s-b Thy parte ſhalbe with the ſtony roctes by 
Deursz.c Foztberethoubhafé poured mearanddzynk- 
nes, thou wenteft vp thitber and cherebaft 


The lvij Chap, eo. xx. 
thou flaynefacrifices. Behynde thedores z 
poſtes, baft thou ſet vp thy remembrauncez 

WObenthon haddeſt dif couered ehyfelfco 
anocber thenme, when thou wẽteſt owne,z 
maverby bedswyder(chat is) aw hen thou di- 
deft carue the certayneof yonder Fools, zlo 
ue deſt their couches, where thouſaweſt thẽr 
Cheuwenteft ſtraight to kinges with oylez 
dyuerſe oynt inentes that is) chou haſt ſent 
thy meſſaungers farre of, and yet art thou 
fallen in to the pyt therby. Thoͤu haſt bad 
trouble for ymuititude oft hyne orvne way⸗ 
es, yet ſaydeſt thou neuer? Iwil leaue of- 
Thoͤutlinkeſt to haue life( o heaith) ofthy 
ſelf and ther fore thou ſt not that thou 
arcfick. For when wile thoube abaßſhed oz 
feare,feingerboubaft biotenthy promyfe,z 
remembzefé not me, nether me in chine 
hert ? Think eſt thon, that Jaiſo will hoide 
my peace ( as afore tyme) Ychou feareſt me 
not Ree verely J wil declare J goodnes z y 
workes. but they [bal not profit y whẽ thou 
crieſt let y choſen heape del yner the But the 
wynde ſhal tate them all awaye,z cary the 
into ¥ ayre. Neuertheles, they y puctheir 
truftinme, inberertbelonve, and haue 
my holy bill in poffeffion. 

And cherforechns he ſaieth: Mabe redy, 
make redy,and clenſe y firete, cate vp what 
ye can outofthe waye,thatleverbromy peo 
ps2 thus fateh the bieand ercellét,enert 

that dwelieth in encrlaftingneffe, whofe 
namets the holyone: J dwel bie aboue and 
in the ſanctuary ⁊ wich bimalfo, Fis ofa cd 
trite and hũble ſprete: y J maye heale a trou 
bled mynde, and a cSerite herte. Foz Chard 
NOt ever,z ammotrwroth wi ont ende But ¥ 
pati goeth frome’ though J materbe 
breat h AIãm wroth w bi for bis couctoufies 
⁊ luſt J finytebim, J hybe me, and am an- 
grie, whe beturneeh him felf.and foloweth ¥ 
byrweye of bis owne bert. But yf Jmaye fe 
bis right wayeagayne, J mare bim whole, 
Iledẽ him and reſtore bim vntothem whem 
Be mareth toyful, zebat were fory for bint 
Imabe the frutes of thãbeſgeuinge. FJ geue 
peace vnto them that are farre of, and to 
them that are nye, faye J the LOR DE, 
that mabe him whole. But the wicked 
are like the raginge fee,that cã not reſt who 
fe water fometh with the myre T grauel. E> 
uẽ ſo y wickedhaue no peace ecb, 

TheLviLchapter. 
> therfore crie now, aslonde as 
thou canſt. Beane nocof, lift vp 
thy voyce lite a tröpet, and hewe my 
people their offences, and y 8 of Jacob 
ij 
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Ephe ·a. d 


eſa.·ac.d 
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Che Brophee Efay 
their ſynnes. For they fete me dalye,and wil 
Enowemy weyes, euen as it weres people 
thar dydright,and bad not forfatenthe fic 
tutes oftheir Gov. y argue with me 
concernynge right iudgmenc,and wil plea- 
te at the larve with their Gov. Wher fore 
faſt we (fayethey) andt hou ſeiſt it not ? we 
put oure liues to ftraitneffe,and thou regar- 
deſt it nocy 

BBeholde, wher ye faſt youre luſt remay- 
Efanb neth frill: foz yedo no leffe violenceto youre 
derters :[6, ye faſt to firife and debate, and 
to finyte bint with youre fift, chat fpeatech 
vnto you, Me faſt not(as ſomt yme that your 
re voyce might beberdeaboue. Thynte ye 
this faſt pleaſeth me that a ma ſhuide chat 
ten bimfelf for a daye,and to weyth bis bes 
de abouce life an hoke inanbairy cloch,zto 
Tye vpontheearthy Shulde that be called 
fafEinge,o2 a daye pleaſet h LORDETDuc 
this faftinge pleaſeth noc me,till * tyme be 
thou lowſe bim out of bondage, thar is in 
thy vaunger : that thou breake the ooth of 
wicked bargaynes,thatthou ler the oppzef_ 
{ed go fre, and tate from them all maner of 
burcbens. It pleaſeth noeme,till thou dea- 
le thy bred to the hongrie,z bzynge the poo- 
ze fatberleffe home in to thy boufe , when 
thou feifé che nated chat thou couer bim, 
and byde not thy face frd thine orone fieſh. 
c Then ſhal thy ight breate forth as * mor⸗ 
Lucn.d nynge and thy healch flexi right horely: 

thy rightuouſneſſe fhal go before the,and > 
glozy of the LORDE embiace the. 

Then yfthou callef—E the LORDE fhal an⸗ 
frocrecberyf thou crieſt he ſhal faye: bere J 
am. mee yfthou layeſt arvaye thy burthens, 
and boldeft thy fyngers, and ceafeft from 
—— talkinge, yf chou baft com- 
peaffion vpon the hongrie andrefref ſheſt * 
troubled (oule : Chen fal chy light fpzinge 
out in the dartneffe, and thy dartnefje fhal- 
beasthe noone daye. The LORDE fbale 
uer be thy gyde, and ſatiſf ie t he deſyre of thi · 
ne bert,and fyl y bones with marry. Thou 
Phale be like a freſhwatred garden, andlite 
the founceyne of water , that neuer leaueth 
runnynge. Thenche place tbat baueener 
bene waft, ſhalbe buylved of che:there fhale 
thoulaye a foundacion fo: many Eynreds, 
Thou * * called the — vp of hed⸗ 
ges, and > buylderagayne of * waye ofthe 
eee. ylderagayne of F waye ofth 

ee yf thou turne thy fete fromthe Sab 
bath,(o that thou do not the thinge whidy 
pleafech thyſelf in my boly daye: chen fhale 
Ehoube called onto the pleafaunt, bolyzglo 
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The lix. Chap, 

tious Sabbath ofthe ORDE, wherethow 
ſhalt be in bond: fopthou donot after thine 
orne ymaginacion, nether ſeke thine ovone 
wil,ner fpeate thine orone wordes · Thẽ fale 
thou bauey pleaſure in * LORDE, which ſhal 
carie $ bie aboue $ earth, z fedetherb the be 
retage of Jacob thy father : forthe LORDES 

oronemouch bath ſo pzomifed. 

be LIX.Chap. 

Me EbolvdeheLORDES honde isnot fo 
B ſhortened it can not helpe, nether 
ts bis eare ſo flopped it maye not 
heare. But yd — 3 ſeparated you 
frem ys Gov,z yo ſynnes hyde bis face from 
you, he heareth you not. For yd hondes are 
defyled with bloude, and yo fyngersxd vn- 
rightcoufneffe : RS lippes [peat clefynges,z 
ySconge ſetteth our wwickednes No man re- 
gardeth rightcoufies , T no mã iudgeth tru 
ly Euery man hopeth invaynetbinges,and 
ymagineth difceate, Sceaueth weeryneffe,z 
buingeth forth eneil. Chey brede cocatrice 
egges, z weene ỹ ſpyders webb, Who ſo ea- 
tech oftheir egges, dieth. But yf one treade 
vponthé,chere cometh vp aferpent. Their 
webbematech no clothe,z they mayenot co 
uerthéxd their labours.Their dedes arc de 
des of wickednes, z$ worke of robbery isin 
their bodes. Their fere runne to evell,zchey 
mate baiftco ſhed imocét blonde. Their cot 
cels arewicked coũcels, harme zdeftrucas Pia 
arcintheir wayes. Dut F waye of peace 
they knowe not. In their goinges isno equy 
te, their wayes are fo croked , who ſo euer 
goeth therin, knoweth nothinge of peace. 
And this is F cauſe equite is ſo farre fis 
vs ⁊ Prightuon{ies cSmeth not nye vs. We 
Toke foz light,lo, it is darkneſſe: for d morn yn 
geflbynefe,we waltein * darke. We grope 
lite $ blynde vpon ? wall, we grope euen as 
one ỹ bath none eyes. We ſtembie at noo⸗ 
nedaye,as thougbit were toward night: in 
Ffallinge places, litemen} are half deed. 
Weroare alllite Beeres, zmourne ſtil lite 
doues. We loke for equite, but t here is nones 
for bealth,but it is farre fro vs. For doffen- 
ces are many before > ,z 5 ſynnes teftifie a- 
gaynſt vs.Nee we muſt cS feffe F we offende, 
zEnorlege, Fre doamyffe: Namely tranſẽ 
greſſe — agaynſt ? LORDE,z fall a 
waye frõ o God: vfinge preſũ ptuous z tray 
torous ymaginacions,zcaftinge falſe mat 
ters in é hertes And therfore is equyte gone 
aſyde ⁊ righteouſnes ſtsdeth farre ofrtreuth 
ts fallen dorne in the ſtrete and the thinge 
that is playne and open, mayenot be ſherw· 
ed · Ree ? creuth ts. — in preſon. and he that 
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Che prophee Efay, 


refcayneth bimfelf frd euel, muſt be fpoyled. 

When the LORDE ſawe this it diſpleaſed 
bim fore, ¥ there was no where eny equite. 
He fawe alfo,thacthere was no man which 
bad picie therofioz was greued at it. And he 
helde him by bis owne power, and cleued to 
bis orone rightuouſnes. He put rightuouſ 
nes vps him foz a breſt plate,z ſet t he helmet 
of health vpõ bis heave. He put on wrath in 
ſteade of clot hĩge toke geloufy aboutẽ him 
fora cloke: like as when a man goeth forth 
wꝛothfully co recõpence bis enemies Tto be 
avenged of bis aduerſaries. Ramely,that 
bemight recompence and reroarde the I ls 
des, wherthozow the name ofthe LORDE 
might be feared, fromtbenfynge of the SS 
ne dand bis magefty, vnto the goinge dow- 
ne of che fame. 

Foꝛ he ſhal come as a violent e⸗ 
ame, which the wynde of che LORDEbath 
moued. Sut vnto Sion there [hal come a re 
demer, and vnto them in Jacob that curne 
from wickedneſſe ſaiech the LOR DE. J will 
make chis conuenaunt withebam(fayeth ¥ 
LORDE):21 Fy fpzecerbatis come vpon the, ⁊ 
the wordes which J baue put in y mouth, 
[hal neuer go out of thy mouth,noz out of ¥ 
mouth of chy childrẽ. no ner out of ¥ mouth 
of thy childers childrẽ, fromebis tyme forth 
forenermoze. 

The lr. Chapter. 
I Clo therfore geethe vp by cymes, for 
thylight cometh,zehe glory of ¥ LOR 
DE ſhai ryſe vp vps y. Foꝛ lo, while ¥ 
*— zcloude —— — oe 
ee LORDE Pheweebelight,z bis 
Slory flat befeneinche. CheGenciles ſhal 
5 Pianeta keg ——— 
ringetl vps y. vptbine eyes, 
* — rdunde aboute the: All chefe gather 
chẽ felucs,z come tothe. Gonnes fal come 
wnto y° from farre doughters fet gather 
thé felues tothe onenery fide. When thou fe 
iff chis,thou ſhalt maruel erceadingly, and. 


thine bere ſhalbe opened:when the power of 


the fee ſhalbe cSuerted vncothe(chatiswbhe 
the firengeh of cheGentiles ſhal come onto 
che. Chemulcitude of Camels ſhal couer y 
the Dromedaries of Madiã and Epha. All 
they of Saba ſhal come, bringingẽ golde 
incenfe,z ſhewinge the prayſe of che LORDE. 


BH Alithe catelofCedar fhalbe gathered vnto 


* the rames of Nabaioth fhalferuethe,to 
be * vpõ myne aulter, which J haue cho 
fen,zintheboufe of my glory which J haue 
garniſhed. Sut what are theſe chat flebere 
lite the cloudes, and as the doues flienge co 


Khe le. Chap. Fo. eve. 


their wyndowes? 

The Glesalfo foal gather che vnto me, 
and [pecially che ſhippes $f ¥ ſee: that they 
maye bringe the ſonnes from farre,and their 
fyluer and cheit golde with them, vnto the 
name of che LORDE thy God, vntorbeboly 
one of Iſtael that bach glonfied che. Straü 
gers ſhal buylde vpthy walles, and cheir kĩ 
ges [hal dotbefernyce. For when Jam an- 
Srie, Iſmyte che:and when it pleajech me, J 
pardon the. Thy gates ſhal ſtoͤnde open frill 
both daye and night, and never be ſhutrthat 


the hooſte of the Gentiles maye come, and € 


that their kinges maye be brought vnto the. 
For euery people z kingdome that ſerueth 
not the, [bal perifh, and be diftroyed wv the 
ſwerde. The glory of libanus [hal come vit- 
to the: The Fyrre trees, Boxes z Cedres to⸗ 
getber,co garniſh the place of my Sanctu · 
ary, for J wil glorifie the place of my fete. 
WMozquer thoſe [hal come Enelinge vnto 
they" baue veyed ehe:zall they that defpi- 
fed ¥ , fal fall downe at ¥ fore. Thou fale 
be called the citeof the LORDE, the hoiy St 
onof Iſtael Decaufe thou baft bene forſakẽ 
and bared, ſo that noman went thorow the: 
‘Frwil makeche glozions for euer and euer ãd 
foyful chozow out all pofterities.Chou ſhalt 
ſucke the mylck of che Gentiles, and tinges 
breftes Boat fede che. And thou ſhalt tnowe 
that J che LORDEam thy Sauioure and de 
fender,chemighty one of Jacob. Foz braſſe 
wil J gene the golde,and for yzon [yluer, for 
20d biaffe and fozfEones yron ¶ wil make 
peacethyruler,and rightnoufnes thyne offt 
cer. Diolenceandrobbery neuer be ber- 
de of iIntbylonde, nether barme and defirue 
tion with in eby borders. Thy walles ſhalbe 
called bealeh,z thy gates the prayfeof Goo 
The Sonne fhalneuer bythy dayelight, ãd 
thelight of che Moone ſhal never ſhyne vn 
S * pared ney A pres iveed 
jaftingelight,zthy Boo e thy glory. 
Thy Sonne hal newer go downe zeby 


Moone fhal noe becaten awa ye, fortheLOR 
DE bimfelf fhalbetbyenerlaftingelinht,ad 
thy ſorouful dayes fhalbe rewarded y. Thy 


people ſhalbe all godly,z poffeffe the londe 
for euerrthe flonre of my plantinge,the woe 
Ee of mybondes, wherof J wil reio yce. The 
yongeſt zleeft ſhal growe in to a thoͤuſanðe 
zebefympleft into a ſtronge people. FJ the 
LORDE ſhal flyozely beige bie thinge to 
paffein bis tyme, 
The lr}. Chapter. 

Leek rete of the LOR DEGovis w ine, 

foz¥ LORDE bach — ae me,z fent 
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The prophet Eſay. 


moe to preach good tydĩges vnto the pooze, 
¥ Jnughebynvde vp ¥ wounded hertes. YI 
mighe pread) delyneraunce to ¥ captyue,z 
open che prefon to che that are bounde:¥ J 
mighbe declare ¥ acceptable yeare of ¥ LCR- 
DE, zebedvayeof ¥ avẽge aunce ofoure God: 
thac yy might comfozteall chem chat are in 
benyneffe,char J might geue vnto than ¥ 
mournein Gion,berry in che ficade of af- 
flocs, ioyful oyntmée for fighinge, pleafaune 
ra ymẽt fozanbeny mide: That they might 
be called excelient in rig htuouſneſſe, a platin 
geofthe LORDE for him toreioyce in. 
They (hal buylde the lsge reugh wilder 
nes,zfec vp ¥ olde deferce. Chey ſhalrepay⸗ 
rethe wait places,z [ech asbaue bene voy- 
de t horow out many genera ciOsStraigers 
al fESde ⁊ fede yo* catel, z the Aleauntes 
halbe yo? ploveméz reapers. But ye ſhalbe 
namedthe preftes of the LORDE, ⁊ mẽ ſhall 
call youtheferuatices ofoure Gov. Re fall 
enioyetbe goodes of ¥ Gétiles z eryapbe in 
their ſubſtaũce. For yo* areacereprofez fhe 
me,fhalthey haue ioye, y ye maye haue par 
te wd thé. Fozrthey ſhal bauedubble Poletti 
on ĩ their l6de,zenerlaftinge ioye ſhalbe nF 
them. For Ithe LORDE, which loue right ao 
hate robbery (though it were offred me) 
fhal mate their wotes ful of faithfulnes,z 
mate aneuerlaftinge conenauntwitheban. 
Their fede aiſo and their generacion ſhal 
be knowne amsge the Gentiles, and amsge 
thepeople. All cheythat ſe chem, ſhall rno⸗ 
we, that theyare the bic bleſſe d ſede of ¥ LOR 
DE.And therfore J am ioyful inthe LORDE, 
amy ſoule reioyſerh in my God. Foz he ſhali 
pur vponmethe garmẽt of Ith, z coner 
ine withthe mãtle of rightuonfnes. He ſhal 
decke me like a brydegrome,zas a bryde that 
bach bir appareil vps ber. Forfiteas ¥ aro 
unde bringeth forth fiute,z as the cards fbn 
teth forth fede:So fhalthe LORDEGod caw 
ferighcuonfies,andcbe fearc of God co flo 
riſh forth before all the Heithen. 
Tbe ky. Chapecr- 
O:Sions fate cherfoze wil J noe holde 
smytiige, z foz Jeruſalẽs fate J willnot 
ceaſſe wntili cheir rig htuouſnes breake forth 
as y fhyningeliche,z their healt h asa bur- 
nyngelampe.Tben ſhal che Getiles fe thy 
rightnonfnefjez all Emgesthy glory. Chow 
ſhalt be named with anew name, which the 
imouth of ¥ LORDE fhal ſhewe. Thou ſhalt 
bea crowne in che bonteof the LORDE, and 
a glozious carl ade inthe hove of chy Gov. 
Sromebis tyme forth chon fhale neuer be 
caller che forſakẽ thy lve foal nomoze be 


he Fett. Chap. 

calledthe wilderneſſe. But thou ſhalt be cat 
led ephsiba(charis,mybeloued)z y londe 
DBeula(chatis)a maried womã: for FLORDE 
loueth yechy love ſhalbe inhabited. And li 
Ecas yonge ms taketh a doughter to maria⸗ 
ge, ſo hal Sod mary bimfelfonco y ſonnes. 
And as a brydegrome is glad of bis bzyve, 
fo ſhal Sodreioygſe ouer the. 

Iwil fee watchmẽ vps thy walles (o Fe- 
rufalem)wbidh ſhall nether ceaſſe daye noz 
night,co preach FLORDK. And ye alſo ſhall 
not kepe him cloſe, nor leaue to ſpeabe of bi, 
vntill Jeruſalẽ be ſet vp, Tmade che pzayle 
of the worlde. TheLORDEbath ſwoine by 
bis right honde z by his ſtronge arme, that 
fro bence forth he wil not geue thy come to 
Le meate forthine enemies ner y wyne (robe 
ĩ chou haſtlaboured)to be drynkefor ¥ ſtra 
rs. But theythat hane gathered in che 

leate it gene thankes to the LOR 
ythat hane borne in the wyne ſhall 
drynke it in che court ofmy Sanctuary. 

Stõode back,z departe a ſunder, ye ¥ ſton 
de vnder ¥ gate,matcrormec ye peopie, re⸗ 
payrcthefircte,z tate awaye yl (zones, z fet 
ont atobe for che people. Beholde, y LORDE 
proclamethin theentes of che woride:tel y? 
dou ghter Sid:fe,thy Saluaciõ cometh ,be 
Holve,be baingeth bis treaſure w him,z bis 
workes gokefore him. For they whd y* LOR 
DEvelyncrech, habe calledtbe holy peoples 
zas forcbe,tbou [hale benamed the great- 
Ty occupied, and not t he foxfaten. 

The — Chapter. 
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A 
Dat is be this, that cometh from 
Evom,with fiayned reade clothes 


of Boſra: which is ſo cofily cloth) 
Tcometh infonezbly with all bis ſtrẽ gt h J 
am be ¥ teachethrightuoufies,zam of po- 
wer to helpe. Wherfore thẽ is thy clocbinge 
reade, Tthyraymẽt like bis y treadeth in y* 
wyne preſſe I bauc troddẽ the preſſe my ſelf 
alone,z of all people, t here was not one with 
me. Thus haue J trove downe myne enemi 
es in my wrath, and ſet my fete vps them int 
my indignacion: And their bloude ſprange 
vps my cloothes,zfobaue J ſta yneð all my 
rayment. Foz the daye of vengeaũcet hat FJ 
haue takẽ in bonde,zthe yeare of my delyne 
raunceis come J lofed abonte me,and there 
was no mã to ſhewe meeny belpe, Ifel dow 
ne and no man helde me vp. Thẽ IJheldeme 
bymyncownearme, zmy feruẽtneſſe ſuſtey 
ned me. And thus haue Tj troden downe the 
peoplein my wꝛath. and bathed them in my 
diſpleaſure: In ſo moch that J baue ſheð 
their bloude vpon the eart h. 
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Che prophee Eſay. 


J will declare the goodneſſe oftheL OR 
DE, yeeandcbe prayſẽ ofthe L OR DE forall 
that he bach gynen vs, forebe greate good y 
be bach done for Iſtael:which be bach gy. 
uen chent of bisorone fauonre, zacozdinge 
to the multitude of bis lonynge —S 
Foꝛ he ſayde: Theſe no doute wilbe my peo- 
ple,andno ſhrẽkinge children, and ſo be was 
cheir Sauioure. In their troubles be forſole 
thẽ not, but che angel chat went forth frem 
Dis pꝛeſence, delyuered chem: Of veryloue 
kindneſſethat be had vntothem,redemed he 
them. fe bath bornethem, and cariedthem 
vp ener, ſence the woride begãne. But after 
they prouoled him to wrath and vered bis 
holy minve, be was their enemie, and fought 
agaynftchem him ſeif. Ret remẽbred be the 
olde tyme, of Moſes ⁊ bis people: How be 
brought them fromebe water ofthe fee,as a 
Phepherde doth with bis [yepe:bowbe had 
geuen bis boty (pres amongethem: bowbe 
had led Moſes by cheright honde with bis 
glorious armezbow be had deuyded the wa- 
ter before chem (wherby be gat him felf an 
everlaftingename)bow beledchem inthe de 
pe,as anborcis lev in the playne,that they 
[bulve noc ſtomble. The ſpretẽ of che LOR- 
DE led them, as a tame beaſt goeth in che 


de. 
Thus(o God) haſt thou led chy people, 
to mate thy (elf a gloridus name with all. 
Lote dvownechen frem heauẽ, and bebolde 
thedwellinge place of chy fanccuary zeby 
glory. How is it, ¥ chy gclonfy,tby ſtrength. 
che multitude of chy mercies and chylouyn 
ge kyndneſſe wyl nor be entre ated of vs Ret 
are thou o farber: For Abraham knoweth 
vs not, nether is Iſtael acquanted with vs. 
DucehouLORDE art oure facherandrede~ 
mer, andeby nameis ever laſtinge @LORDE 
wherforebaftcbou led vs out ofthywayer 
wherfore baft chow hardened oure bertes, 
that we feare the nor ? Be at one with vs a- 
gayne, for thy feruanntes fate ¥ are of the 
gencracid ofthy bercrage. Thy people hath 
Hhad but litle ofthy Sanctuary in poſſeſſis. 
for oure enemies haue takẽ it in: And we are 
become, cuen as we were from the beginnyn 
ge: but thou are not cheir LORDE, forthey 
haue not called vpontby name. 
Che lxiiij. Chapter. 

(45) That thou woldeſt cleue the heanen it 

fonder,z come downe:that the mountay 
nes might mele awaye at thy preſence, lite 
as at an bore fyze: andebacthe malicious 
night boyle, as the water doth vpon the fy 


Che fev. Chap. Xo. xxij. 


re: Wherbythy name might be Enorone amd 
gethine enemies, T ¥ the Gẽtiles might trẽ 
dle before y . That thou mighteſt comedow 
ne with chy wonderous ſtraunge workes, 
then ſhulde the hilles melt at thy preſence. 
Sorfence che begynnynge ofthe woͤrlde the· 
re was none (excepte thou d God tbat ber- 
De or pezceaucd , nether bath eny eye ſene 
pat thou doſt foz che, chat put their truſt 
inthe. 

Thou helpeſt him that doch righe with 
cherefulneffe , and them chat chynke vpon 
thy wayes. But Io, chowart angrie, for we 
offende,and bancbene ener in fynne,and the 
retsnoc onewhbole. Weare allas an vncie⸗ 
nethinge, z all oure rightuouſneſſes are as 
the clothes ſta yned with che floures ofa wo 
man:we fallenerydyoneas theleaf, for oure 
ſynnes carie vs awaye life the wynde. The- 
re is ne man that calleth vpon thy name, 
that ſtondeth vpto cate holde bythe. Cher 
fore hydeſtthouthy face from vs, and conſu 
ineſt vs, becauſe of oure ſynnes. 

But nowo lORDEcthou father ofours: 
we are the claye, and thoͤn art oure er, 
and weallarethe worke ofthy bondes. Be 
net tofoze difpleafed( oLORDE) and fepe 
not oure offences to logeintbhy remembraun 
ce,but conjldze that we allare thy people. 
Thecities of thy Sanctuarylye waift, St- 
onisa — and Jeruſaiem a ðeſerte. 
Oure holy houſẽ which is ourebewry, whe- 
re onre fatbers prayféd the, is brent vp, yee 
all ourc cSmodities and pleafires are way- 
Fed awaye. Wilt thou noͤt be intreatcd(LOR 
DE)fe: all ehisy Wile t hou holde chy peace, 
and [courge vs [> fore? 


The lev. Chapter. 


dey [hal ſeke me, that hit herto bane 
not axed for me: they [hal fyndẽ me, 
that hither co baue not ſought me. 
Then fhal J fayeunmediacly, co the people 
thatnener called vpon myname: Jambere, 
Jam bere. Forebus longe haue F ener hol- 
Den out my bondes to an vnfaithi people, 
that gonot theright waye, but after theiz 
owne ymaginactons:To a people, tharise- 
uer defyengemeto my face. Chey matethe- 
iroblacions m gardens, andebeir ſmoke v. 
ponaulters of bricke, they lurck amonge the 
graues,and lie inthe dennesallnight.Chey 
eave ſwyne fleſh. and vnclene broth is inthe: 
ir veffels.x frbou comeſt nye them they faies 
touch me not. for J am holyer then thom 
Allehefe men when J amangrie, fhalbe 
turned ro ſmoke aud fyze that [hal burne foz 
Dod ii; 
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Matesd ener. Sebolde,ic is written befo:emy face,z 
hal not be forgotten, buerecSpenfer. "5 fal 
reroarde it them ince their bojome : Tj mea- 
ne youremyfocdes,andtbemyf ocdes of you 
re fathers toget herſaieththe LORDEwbidy 
haue made their ſmokes vpon the mountay- 
nes, and blaſphemed me vpon che billes:ther 
fore will Imieaſure their oͤlde dedes in coche 
ir bofomeagayne. 
2% MWhoronerthus faieth the LORDE: lite as 
when one wolde gather holy grapes, men fe 
ye vnto bim: breake it noe of, for itis boly: 
Euen ſo will J do alſo for my feruaunces ſa⸗ 
kes that J will nor deftroyerbemall Buc J 
will cate a fede out of Jacob, and out of Jur 
da one, to take polfeffion ofmy bill. Mycho 
Ten [hal poffeffecbefecbinges,z my feruaun- 
tes ſhall rvell there. Saron ſhalbe a Pyepe- 
folve, andthe valley of Ado: ſhal gene ſtal 
linge foz the catell of my people, chat feare 
me. But as for you, yearethey, ¥ bane for ſa 
Eenthe LORDE,and for gotten my boly bill. 
Me haue ſet vp an aulter vnto forcune, z ge- 
uẽ rich drinkofferinges vnto treaſure. Ther- 
fore wil J nonibre you withthe ſiverde that 
ye ſhallde deftroyed all totzether. For when 
Jecalled, nomen gauemcanfivere: when I 
pate, ye herkened not vnto me, but dyd wic- 
kednes before myne eyes, and choſed the chin 
ge that pleafeome noe. 
C Ther fore thus ſaieth the LORDE God: Be 
holde, my feruauntes ſhal eate, but ye ſhall 
haue honger. Beholde / my ſeruauntes [hall 
drynkbe, but ye ſhal ſuffte thurſte . Behoide 
my feruauntes [hal bemery, but ye fal be cd 
founded. Sebeldoe, my ſeruauntes [hal reioy 
Je for very quictneffe of berte .But ye ſhal 
erie for ſorow of hert, and cOplayne for vera- 
cion of mynde.Qoure name ſhal not be ſwor 
nebyamonge my choſen, fo: God theL OR- 
DE ſhal flaye you,and call bis feruaunces by 
another name. Who fo reioyfeth vpõ earth, 
hall reisyſe inthe true God: And Who fo 
freareth vps earth, fal fireare inthe true 
God. Foz the olde enemite ſhalbe forgotten 
andtaten awaye out of my fight. For lo, I 
fhalmate anew beané,z 4 new earth. And 
as for the olde,chey hall neuer be thoughe 
vpð, ner Eeprein mynde:buemeé fhalbe glad 
— reioyſe, for the thinges, that 
all do. 
Dd A For why: Bcholde,F fhalmate a toy full 
erufalé, yee F my [elf will reioyfe with Fe- 
rufalem,z be glad with my people: Andebe 
voyce of wepinge and weylinge hall noe 
beberdein ber from thẽce forth. Chere hall 
neuer be childe ner olde man, that haue not 
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their full da yes. But whẽ the childe cometh 

to an hũderth yeare olde, it ſhali dye. And yf 

he that is an hũderth yearcof agedo wion- 

ge, be ſhalbe curſed They ſhal du ylde hou⸗ Deut ate 
ſes, and dwel in them: they [hal plante vyny 
ardes,and cate che frute ofthem.T hey [ball 

not buylve, z another poffeffe:chey [ball not 
plante, and another eate: Bur the lifeofmy 
people ſhalbe like atre, and ſo yal che worke 
oftheir bondes, 

My choſen ſhal lyue longe,they ſhall noe 
laboute in vayne, ner beget xd trouble: for 
they arethe bie bleffed fede of chcLORDE,z 
their frutes with chem. And it fhalbe, chat 
orenerehey call, J ſhal anfiwereehem. Why Eu-b 
Te they are yer but thintinge bow ro [peate, 
hhal heare them. Che wolff and che lam- 
be ſhal fede together. and the lyon fal cate 
haye like the bůllocke. Butearch ſhalbe the 
ſerpẽtes meate. There ſhal no man hurte ner 
flaye another, in all my holy bill, faiechebe 
LORDE. 

The lxvi. Chapter. 

pe ſaieth LORDE: *— is my 

cate, and the carth ismy ſtole. 

Where ſhal now cheboule fionve, ¥ 
yeroul buylde vnro me And where ſhal be 
theplace, ¥ J avil dwel nz As for theſt thin 
ges,my bode bathmadethemall, and they = 
are all created, faicththeL ORDE. Which of 
them fhal J chen regardersEué bim thatis 
of elowly troubled fpzere,and ſtsdethin a- 
we of my wordes. For who fo flaycth an ore 
fozme,dorh med greate difbonoure,as be Y 
Eyllech a mã. He chat Eyllech a ſhepe for me, 
hoketh a dogge. He that bungethme meat 
Oofftinges, offset ſwynes blonde: Who fo 
maketh me a memoziall of Incenſe pra yſech 
thetbinge Y is vnright. yet tate hey foch 
wa xes in Honde, and their foule deliterh int 
thee abbominacions. 

Therfore wil F alſo haue pleafureintau- lobe 
ghinge them co feome,and he thinge that rae.b 
they Rave wil ‘F bringe vpon thé. Foz when 
Daalled,noman gaue anfwererwhen 5 ſpa 
ke, they wolde noe heare: But dyd wicked- 
neffe befoze myne eyes , zdyofe thetbinges 
that difpleafe me. Heare the wozde ofGon B 
all ye, that feare the thinge which be fpea- 
€eth.moure bret hren that bate you,and café 
you out for my names ſake ſayer Oet the LOR 
DEmagnific bimfelf , chat wemaye fe youre 
gladneffe:z yet they ſhalbe cofounded. 

Foꝛ as touchingẽ the cite and the temple. iereus a 
¶Iheare the voyce of the LORDE, that will 28-14% 
rerwarbde,and recompéce bis enemies:like as 
whenarwife bringeth forth a man childe, oz 


Gene.2.b 
Tere -17-b 
Plals.a 


Genesb 


lobe. 


Cenisa 
20 kaora · 
Math.s.b. 


Pro.i7.d 
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$ 
Khe Pꝛophet Eſay 

ener ſhe ſuffre the payne of the byrth and 
pedi of * tranayle. Wbocuer berde oz 
ſawe fod) thingesy doth the grounde beare 
in one Daye 702 are the people bozne all ac 
once,as Gionbeareth bis formes 7 For thus⸗ 
fayeth che LOR DE: Am J be chat me 

eth ober to beare,and beare noe my ſelf? 
Am noe J he chat beareth, and maketh ba- 
ren? ſaiech thy God. Reioyfe with Jeruſa⸗ 
lent,z be glad with ber, all ye chat loue ber. 
Be toyful with her, all ye that mourned for 
ber. For ye ſhal ſucke coforce ont of bir bref 
tes,andbe fatiffied. we ſhal taiſt, and haue 
delite inthe plenteouſneſſe of bir power. Foz 
thus fayeth the LORDE:bebolde, J wil let 
ce ĩ to ber, htea water floude,z > might 

Of the Heichẽ like a flowinge ftreame. Then 
hal ye fiucFe, ye ſhal be bone vpon bir ſydes 
and be toyful vpd bir Ences. Gor lite asa chil 
deis comforted of bis mother, foflalZ con- 
forte you, and ye fhalbe cemfoztcd in Jeru⸗ 
falem. And when ye fe this, youreberee ſhal 
— youre bones ſhai floriſh hte an 

erbe, 

Thus fhalebe honde of the LORDE be 
Enowne amonge bisfernaunces,and bis in- 
dianacion amonge bis enemies. For bebolde, 
the LORDE fal come wb fyzc,and bis cha· 
ret ſhal be lite a rbyzlwynde,ebat be maye 
recompence bis vengeaunce in bis wrath, 
and bis indignacion with the flame of fyze. 
Sor} LORDE fal iudge all fleſh with che 
freand with bis fiverde,and there ſhalbe a 
greatenombre layne of che LORDE.Gody 
as haue made them ſelues boly and cleane in 
the gardens, and thoſe shat bane eaten [wy 
ne flefly,myce,and other abbominacids, fhal 
betaten arvaye together, faierh the LORDE. 
Sor Iwil comeco garber all peopleandton 


Fhe lxvi. Chap. Ao. xxiij. 
Ses, with their wortes and ymaginacions: 
thefefbal come,and femy glozy. Vnto them 
[hal geue a tolẽ and ſende certa yne of che 
(char be delynered)amongethe Sentiles: in 
te Celicia, A frica and Lidial where men can 
Handle bowes ) into Italie alfo and Grete 
londe. 

The Iles farze ofthat haus not herde 


Ef.ct.a. 


fpeateof me,z bane nocfene my glory: ſhal — 


preach my prayſe amonge the Sentiles, and 
hal bringẽ all youre brethiẽ for an offtinge 
vnto the LORDE,ont of al people, vps boe 
fes,charettes and horſe lytters, upd Mooles 
and carves to Jeruſalem my boly bill ſateth 
the LORDE) lite as the chũdꝛen of Iſraei 
bunge the offringe in cleane veffels,co che 
boufeof the LORDE. 

And F flyal cate out certayne ofthem for 
to be preaftes and leuites ſaieth $ LORDE, 
Ser lire as the new beanéanyetbeneweareh 
which F wil mate, flhalbe faſt ſtabliſhed by 
me:( fatethebe LOR DE) So flyal youre fede 
and yourename contynue, and there flhalbe 
new Moone forthe ocber,andanew Gabe 

bath forthe other, z all flefiy foal come 

toworfbipe before me,(faieth > 
LORDE.) And they flyal 
go forehand loke v; 
the caryons 9 


> 


bane 
fe — 
ſedaga ynſt me. 

Sor * adie fhat 
Not Dye, nether ſhai their 
fyre be quenched,z all 
fleſh ſhal abhor 


re them. 


The ende of che prophet Eſay. 


Matog 
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he Prophet 
Jeremy. 


What Jeremy conte yneth. 


Chap· 1. He dee lareth firft his callinge. 
Gnd in a viſton be feith the dejtruccionof e 
rufalem. 

Chap. u. The faith fulneſſe and fouynge 
merey of God: Agayne, the vathand fulnes 
of the people. 

Chep. ur Se crieth vpon the people to a- 
mende and fhewerl them the wath of God- 

Chap. ue %e layeth rhe wrorhfull difplee 
fare of God before them and er orrerh thé to 
amendment 


Chap. Vv. vi vil. vial. The wrath of God, and 
the caufe therof-plages and mifery for toco 
Hes 


Coe 
Cha; 


iP IX. The prophet mourneth and es · 

playneth vpon the fynnes of rhe people- 

Pp. X. Be Geueth thé warnynge that 

they folowe not the vfes and cujtomes of the 

Beithé, and fhewerh them how vayne athin- 

Ge tt 15 ro worfhipe ymages,and to forget the 
true lynynge Goo. 

Chap. Xt. He puteth them in reme mbrau · 
‘ce of the couenaunt,fhewerb their mifery 6 
compleyneth of bis owne perfccucton. 

Chap. Xi. The profpertre of the wicked.8& 
trouble of thé that are govly The fozfatyn- 
Ge of the Fewes, andcallynge of the Heithe- 

Chap. Xl. ~  Soreplages vps the peeple,fhe 
wed onto the prophet by the lynminge bacdye- 

Chap. Xi — Cheverth of frures. Gowzoibh 
1s God at the people, thathe forbidderh the 
prophet ro prare fozthem. 

Chap. Xv. 


Chap. 


Chap xix. The plagerpo Ferufelemand 
Tophet- 
Chap. xx. Pafbur the chefe preft ſmyteth 


seremy theprophet ,andputtetb btm inpae- 

fonzwhid) fyewerh bir bis plage for roceme. 

bap. XXI. | Che prophet fheweth the Fyn- 
gewhat fhalbeceme of the cite. 

Chap XX Ae erorreth the Fyngeand all 
the people vnro gebdlynefic and tellerh what 
foal become of Scllii( otterwyfe calleoyo 
as)the fenne of Jofias: end what fyal happe 
— the forne of Seadbim. 


Chap. “Xx. Fe reproucth rhe wid'edrnlers 
and falfeprophetes. 

Chap. XX, The vifion of the fyge maũdes. 

Chap. Xxv ·  Bexeprouerhrhe Fyngeandall 


thepeople, and fheweth thepunyfymentfor 
to comevpon thebeitben. 

Chap. xXvi. Becanferhe prophet rebuFerh 
thepeople,the prejtes and the propheres put 
Dim to trouble: buratthelaft Abicam dvelpue- 
3eth bim. 

. XXVIL. God commaundeth theprophet 
fozto make bondes and deynes, to figmifierhe 
captinyte of the Seithen Fynges. 

Chap. XXvill. Zananias the faiſe prophet with 
——— 

hap. XXX. 2 lettre of Jeremy fent vnto the 
prefoners at Babilon. 

. XXX. Jeremy (atthe cOmaundement 
of God) wryteth his fermons ing bok Swete 
and cofoztablepromifes onto the godly:Agay 
he, thewrath oj God egaynftthemicted. 

Chap. Xxx. He purrerky the cog le inmynde 
of the lonynge nievcy end bencfites of God, 
and céforteth them with bis promifes- 

Chap. he prophet beynge in prefors 
ſhewerh the velyuersunce of rhepeople ontof 
capniuyte. 

Chap. XxXur. — Aplayncand manifeſt prepheey 
of the Eyngdome of Chrift- 

bap. XXXII Zefhewerh thet ynge Sedechas 
and the pcople their puny fymiét for break ynge 
the couensunt 

Chap. rAXXV. He reproucth the difekedtéccof 
thepeople, thorow rhe gcod eremple of theRe 
chabites. 

Chap. XXXVI TheFynge burneththe prophe- 
res bo¥e,but agreater is wryttéagayneforit, 
andthe tyngepuny feo. 

ap. XXXVI. Pharao cemmeth out of Egipte 
tobelpe theFynge,but in vay ne Seremy is pur 
inprefon. 

Chap. Esscvnr Theprynces laboure to haue the 
propber deed, they put bum ia forer prefon:bur 

bdemeled) getrerh hum out, and ihefynge co- 
moneth with bm. 

Chap. XXxIX — Thecite of Jerufalemis wenne 
the fynaetaten, bis fonnes and prynces layne 
beforebis face ,biscwnecyes putout, andbhe 
ledenroBabilon. But Heremy andUkteme 
lech cfenge. 

ap. XL. 


. Bow the chefe captayne intreas 
teth Jeremy . Govoltes ts mave gevernoure 
of the londe the people rcforte rpc brim. 

Chap, Xi. Dfinael flayeth @cvolas, and 
ta¥eth the peepleprefoners, but okanna de- 
fendeth them. 


bep. XL. The ceptaynes are councell at 
Zeremy,but folewebim ito. 
Chap. XLVI. XL. They wilnedes gointo E 


Sipte agaynft thecommanndement of God. 
Theprophercrorterh thé to the cdtrary,audto 
Keane thetr ydolatry: Heuertheles,they regat- 
me not butwil do as their fathers dyd befor 
rethem. 

Chap. xiv. Seremy cemforteth Barndy.céd 
cernyngebissrcal neffe of my nde. 

Chap. XLV. The fumme of Jeremies prea. 
hinge ontothe eithen,frecially vnto  gipter 


Chap. XLVI. — AgaynfthePrliftynes. 

Chap. XLVI. 2saynſt Moab, 

Chap: XLIX. —_ Agaynft the Ammonites, Edo 
mites. Damefeus,Cedar and Elem. 

Chap. L. Ll  Agaynft Babilon. 

Chap. Li. 2 recityngehow Fernfaliras 


Weſeged wonnchud saten. 


Khe prophee Jeremy. 


Chee are che Germons of 
Feremy che fonne of Helchia che pꝛeſt one of 
them that dwelt at Anathot inthe londe of 
Ben Jamin: when the LORD Ebad firſt ſpo 
Fen with bim, in the tyme of Yofias che fon- 
ne of Amon Einge of Juda, in che rig yeare 
of bis Eingdemezandfo duringe vntothety- 
meof Joachim che fonne of Joſſas kinge of 
Juda and vntothe rj yeares of Sedechias 
che ſonne. of Joſtas kinge of Juda were en- 
ded: when Jeruſalem was taken, eucn inthe 
fyfeb Monerh 


The firſt Chapter. 

he worde ofthe LORDEfpate 
3) chus vnto me: Before — 
A elas sina 6 10S 
MD pean be,“j dyd Enonerhe: Andoze- 
—— —— — waft bome, I ſancti 
ſied the, T ordened the to bea prophet wnto 
che people. Thẽ ſa yde J:ObLORDE God, / 
am vnmete, for J am yer bur yonge. And the 
LORDE anſweredme thus: Gaye — 


lete u.d 


Tere ⸗ 
—28 


uere i. b 
Exo.4.¢ 


A&gb am to yonge: Foz thou [hale go to all chac 
Matt ioc [hall ſende the wnco, and what ſo euer 3 cõ⸗ 
3 maundethe, that ſhalt thou ſpeate. Sẽ noc 

SHE 18 frayed of their faces, for wilbe withebe, 
to delyuer che, ſaiet h theL ORDE, 

And with chat,theL ORDE ſtretched ont 
bis honde, and couched my mouth,andfay- 
Demozouer vnto me: Beholde J put my wez- 
des inthy mouth, and this dayedo J ſet the 
ouer the people and kingdomes: that thou 
ma yeſt rove out, breabe of, Deftroye,and mate 
waifi: and chat thou ma yeſt buylde vp,and 
plite. Afrer chis,cheL ORDE (pate unto me 
layenge:Jeremy, what ſeiſt choͤn And J fey 
de I fea wat ynge rodde. Chen ſayde ¥ LOR 
DE:cbhou haſt ſene right, for J will watch 
diligently vpon my worde,to per fourme it. 

‘Ye bappened afterwarde that che LOR- 
DEfpatecomeagayne ,zfayde: What feifé 
thony And J ſayde : J do fea ſeethinge por, 
Iokinge from out of the north hit her warde. 


Baca 


p=) 


fertag 


fob 41.6 


Lhe ij. Chap. Ao. xxtiij. 

Then fayde the LORDE vnto mez Out 
of the north fall comea plage vpon all che 
dwellers of the londe. For lo Twill call all 
the officers of the kyng domes of rhe nozth, 
(aieth the LORDE.) And they hall come, 
and euery one ſhall ſet his ſeatẽ inthe gates 
of Jeruſalem, and in all their walles rounde 
aboute, and thozowall the cities of Juda. 
And thoꝛow chem ſhall declare myindg- ¢& 
ment, vpon all the wicFedneffe of thoͤſe men 
that haue forſaken merthat bane offred vn⸗ 
to ftrannge godvdes Tworſhipped the wor · 
tes fii * * — * 

md ther fore gyrde yloynes, ariſe, 
and tell them ——— thein —— 
Dement. Feare thei not. J will not haue the 
to beaftayedof thé. Sor dehoide this daye teers 
do Imakethe a ſtroge fenſed towne an yron 
pyler, anda wall of + ſtele aga ynſt y whole 
londe, aga ynſt the kinges and mightie men 
of Juve — the preſtes and people of 
chelonde. Chey flabcageyn the, but 
they ſhall not beable coouercome che: for J 
am wW che,to' ——— che ſaieth the LORDE, 


lere.4.b 
Abac.1 -b 
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ſtael. Thus faieth ¥ LORDE vnto yout 
What vn faichfulneffe fount e youre f fa- 
thers in me chat they wente(o farre awa ye 
fro me, fallungetoligheneffe, and beinge fo 
vanes They thought noe in their hertes: 
Where haue welefethe LORDF ybioughe 
vs out of che lsde of Egipte: y led vs cho⸗ 
row the wilderneſſe, thoror a deſerte and 
roughlonbe,thozowa ðrie and a deediy lon⸗ 
de, yeea londe that no man bad gone thor 
row ,and wherein no man bad dwelt. And a. 
when bad brought yeu incoa pleafannt Deured 
Selbuylded londe, that yemight entoye the 
frutes and all the cẽõmodities ofthe ſame: ye 
went forth and defyled my lonbe, z bioug he 
myne beretageroabbeminacion, 
The preftes che felnesfaivenotoncenwhe B 

reis ¥ LORDE*Cbey ¥ haucthelaweinebe sarcase 
ir hondes, knowe nie noͤt: Che ſhepherdes lohs.d 
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IA— 
The prophet Jeremy. 
offende agaynftine. The prophetes do ſeruy 
cewito Baal, z folowe ſoch thin ges as ſhali 
bringe them no profic. 

Wherfoꝛe J am conſtrayned (ſayeth the 
LORDHtomake my complaynte vpon you, 
uD vpon youre childꝛen · Go in to che Fles 
of Cethim, and loke wel: ſende vnto Cedar, ta 
te diligent bede:and fe, whet her ſochthinges 
bedonethere, wherberehe Gentiles chem fel 
ues deale ſo falfly z vntruly with che de 
des( which yet areno goddes in Tete.) ue 
my people bach genen ouercheir bicbonou- 
re, fora rhinge that maye not helpethem. 

Be aftonifhed (oye heauens) teafrayte, 
zabafher at loch a thinge, faierbtheLOR- 
DE. $92 my people bath done two euels. 
They haue forsee me the well of the water 
of iife, anddigged chem pittes, yee vile and 
broken pittes,tharbolde no water. Js Iſta⸗ 
ela bonde ſeruaunt or oneof che bonfhpeite? 
Why is herhenfofpoylesWby oechey roe 
re and erie then vpon bin , asalyony Chey 
haue made his londe wayſt, bis cities are ſo 
bieat vp, that there is noman dwellinge in 
them.meethe children of Nophand Taphe 
nes haue defyledeby necFe, 

Esmeth not this vnto the, becauſe th: 
haſt forſaken che LORDEthy God, exes 
ce be led the by the waye? And what haſt 
thou now to do in y ſtrete ofiEgipterto drin 
Ee foule water? Ether, what makeſt thon in 
the waye to Aſſiria? To drinke water ofthe 
flonder Thine owne wickedneſſe ſhal repro⸗ 
nethe,anocbyturnyngeawayc ſhal condem 
ne ther that thou mayeft knoire and vnder⸗ 
ſtonde, how enel and hurtful a thinge it is,F 
thou haſt forſalen che LORDEtby God,and 
not feared bint, faieth the LORDEGod of 
booftes. 

Sbaucener broben thy yock ofolde,zbur- 
ſteñthy bondes: yet ſaieſt thou, Iwil nomoꝛe 
Jerue,bue(lite an harlot) thou runneſt aboute 
vpon allbichilles,z amongeall grene trees: 
whereas J planted the out of noͤble grapes 
and good rotes. How art t hou turned then 
into a bytter, vn frutefull, and ſtraunge gra · 
per Mee and that ſo ſore that though chou 


wal ſheſt the with Nitrus Tmakbe t chielf 


to fauoure wich chat ſwete ſmellin ge berbe 
of Borithe yet inm oſight thou art ſta yned 
withthy wickedneſſe, ſaieth the LORDE rby 
Gor. 

Saye not now: Fam not vnclene, and J 
haue not folowedrbe goddes. Loke vpõthy 
ne owne roaies inthe weddes, valleis zden- 
nes:(o ſhalt thou Enowe, what thou haſt do 
ne. Thou art lite a ſwift Droniedarythat 


Fhe ij. Chap. 

goeth eafely bis waye: and thy wantonnes 
Is hte wilde Affe,chat vfech rhe wildernef- 
ſe and that ſnoffeth and bloweth at bis wil, 
Who can tame che 7 All theythat.ſele the 
hal not fayle, but fynde che in thyne own⸗ 
vnclennes. Chon kepeſt thyfote from nated 
nes, and thy chrote from thurfte, andebin- 
keſt thus inchy felfeufly,y wil cake no foro 
we, Iwil love the firaunge godves, z han · 
ge vponthem. 

Liteas a thefe that is taken with the de · 
de, cemmethto flame, euẽ fo ts the houſe of 
Iſrael cometo confircton:tbe comon people, 
theirtinges and rulers, their pzefies and pro 
phetes. For they fayeto a fiock, chouartmy 
father,andto a ſtonerthou haſt begottenme 
yee they haue turned their back vpon me, z 
not their face. But in the tyme oftheir trou⸗ 
ble,when they ſayerſtonde vp,and belpe vs, 
FJ fal anfivere the: Where are nowrby goo 
des, thatthou haſt madetherbyotbhemfton 
de vp, and helpe the in the tyme ofnedey For 
Tote bow many cities thou haſt (o Juda) ſo 
many goddes haſt thon alo. 

Wherfoꝛe thẽ wil ye go colawewith me, 
feinge ye all are fynners agaynft me, ſaieth 
the LORDE? It᷑ is but loft laboure, that I 
finyce youre chũdren, for they receaue notmy 
correction. Moure owne frocarde deſtroyeth 
youre propbetes, lite a deuouringe lyon. RF 
yebethe people of the LORDE,then herkẽ vit 
to bis wore: Am J the become a wildernef> 
fe vaco the people of Iſrael? or alondethat 
bath nolight 7 Wher fore ſatet my people 
then: we are fallé of, and we wil come nome 
re vnto the 7Dethamayden forget bir ray- 
mẽt, or a bzyde bir ſtomacher? And doch my 
people forget me ſo lsger Why booſteſt chow 
thy wayes ſo bylic,(to optayne fauoure there 
thorowwhen chou haſt yet ſtained them w 
blaſphemics? 

Vpon thy wynges is founde the bloude 
of poore and innocent people, and that nee 
in corners and holes only, but opẽly in all the 
fe places. Met darreſt thou faye: J am gilt · 
—— wrath cannot ceme vpd me. 
Dcholde, Fwilreafon with y, becauſẽ thou 
darreſt faye: J bane net offended. O howe- 
nelrwilitbe forthe, to abyde it:when it ſhall 
be knowne, how oft thou baft gone bacwar- 
de? Forthon Malt be confounded, as wel of 
Egipte, as of the Affirtans : Neethou ſhalt 
go thy waye fromthe, zfinyte yne bondes 
together vpon thy beade. Becauſe the LOR 
DE ſhal bringe that confidence and hope of 
—2 naught, andthou ſhalt not proſperẽ 
wit fe 
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Che prophee Jeremy. 


a C Omonly, whena man puttethawaye 


deu.a⸗⸗ 


ſtion is ſhulde be reſorte vnto ber eny moze 
58 is paki erred ori and 

ke22 wnclene?Buras forthe, chow baft played 

Okesb the harlot with many loners, yet turne agay 
necome, ſaieth the LORDE. 2 ift vp thine 
eyes on enery ſyde, and loke yf chou be not 
defyled. Chou halt waited forthem in the 
fEretes, andasamnurtherer in the wildernef- 
fe. Thoꝛow thy whozdome and fhamefull 
blafpbemies,is thelonde defyled. 

once Ligue ts the canfe,that the rayneand e- 
uenynge dew bath ceafed. Thou haſt got · 
ten the an whores forebeade and canfenot 
beafbamed.£ls woldeſt chon faye untome: 
® my father, chou art be tbat haſt brought 
me vp, andledmefro my youth: Wüurthou 
then put me awaye and caſt me of foreuer? 
Gꝛ wilt thou wichdrawe chy ſeif clene fro 
me ? Neuertheles chou ſpeakeſt ſoch wor- 
des, but thou art euer doinge worfe, and 
worſe. 

— teapot eae 
tyme 0 fias the Binge : Ha u fene 
whaceaefoietinge ¶Iſael hath done how 
ſhe bath rinme vp vpon ail bie billes, and 
+2c17-b amongeallebicl trees, andebere playeothe 

harlot? haſt thou ſene alld, (eben he bad do 

ne all this) bow J ſayde vnto ber:tbar fhe 

ſhulde curne aga ne onto me, and wees is 
Ezearb mot returned? judathatunfaichfullfifter of 

birs alfo fawetbie : Namely, thac affter I 

bad well fenetheaduontryc of the fhrentin- 
ge harlot 158 > J put her awaye, and ga· 
ne her abyll of deuozcement, 


teread 


§o2 all this, bic vnfaithfull fifter Juda - 


was not aſhamed. but wente baPeand pla- 
yeothe whorealfo. Ree andthe noyſe of bir 
sohordome bath defyledt he whole love. Foz 
ſhe hath committed bir aduoutrie with fto- 

nes andſtockes * 
‘Clenercheleffe, bir vnfaithfullſiſter Juda 
Ofec.s.a is notturned vnto me aga yne with birwho- 
le herte, but faynedly, ſaieth cheL O RBE. 
€ AndeheLORDE ſayde vnto me: The bac 
Ezeis.e flyder Iſrael is moze rightnons,thé the vn- 
faith full Jude : and cherfoze go preach the- 
fewordes towardetbhenozh, zfuye: Chow 
Phientinge Iſtael, turne agayne (faieth the 
LORDE,) and Jwill nocturne my face from 
you, for J am merciful, ſaieth the LORDE,z J 
will not all waye beare Difpleafire agaynft 
the: but on this condicion, thacthoutnowe 
by greate biaſphemy: Ciamely , that thou 


Che 4. Chap. Ao. xxv. 
haſt vnfaithfully forſaken the LORDEthy 
Gov, T haſt madẽ thy ſilf par taker ofſtraun 
Se Soddes vnder all grene trees, but haſt 
had no wil to heare my voyce ſaieththe LOR 
DE 


® ye fhrentinge childzen, turne agayne 
ſaieth theLORDE and J wilbe maried with 
you. For J will tate one out of che citieand 
two outof one generacion fromamdge you, 
and bzinge you out of Sion: and will gene 
on hyrdmẽ after myne owne mynde, whicr 
al fede you with lernynge and wyß dome. 
Morouer, when ye be increafed and mulei- 
plied inthe londe, then (ſaieth the LORDE) 
there ſhail nomoze booft be maveof the arte 
ofthe LORDES Teftament: Noman ſhall 
thinke vpon it, nether ſhall enyman mate 
mencion of it: for from thence forth it fhall 
nether be vifited ner honoured with giftes. 
Then hall Jeruſalem be calledtheLOR- 
DES feate,and all Heit hen fhalbe gatherey 
vnto it, fox the name of theL OR D Efate, 
which Pyalbe fee vp at Jeruſalem. And from. 
thactyme forth, they pe folowe nomoze 
the ymaginacon of their ovone franwerde 


be fox thine beretage, yeeanda goodly hoo⸗ 

— Zand how J commaun⸗ 
dedthe thatt hou ſhuldeſt calime father on 
ly and notto ſhrencke frome. 

But like as a woman fayleth hir louer, fo 
are ye onfiarith filll vntomie o ye boule of Fe 
rael)faierh the LORDE, Andeberforethe voy 
ceofthe chůdꝛen of Iſtael was berde one- 
neryfide,wepinge and waylinge:forthey ba 
ue defyled their waye, and forgotten God 
their LORDE. 

® ye Phrentinge children, turne ageyne, 
(faynge:lo, we are thine, for chou artthe 
LORDE onre God:)2nd fo fal J beale you 
re bacturnynges. The billes fall; and allthe 
biepzyde of chemountaynes, bur tbe healt 
Of Sfrael fionderh only vpon God oure 
LORDE, a frege 

Confircion bath deuoured onre rs 
laboure from oure youth vp: yee their forve 
and bullockes their fonnes and doug! a 
So do we alfoflepein oure confucion and 
Hame conereth vs:for we and oure farbers 
from oure youth vp vnto this da ye haue ſyn 
nedegaynftthbeL ORDE oure bey ba- 
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The prophee Jeremy. 


haue not obe yed the voyceoftheLORDE 


oure God. 
_ Thellll, Chapter. 

Iſtael, yf thou wilccurnethe, thet 

turne vnto me, ſaieth the LOR DE. 

And yf chou wile put awa ethyab 
bominacids ouc of my fight, thou ſhait not 
bemoued:2And fhale fivearesCheL OR DE 
lyueth: in trench, in equite and rightuouſ⸗ 
neffe :and all people ſhall be fortunable end 
ioyfull in bim. For thus faiechtheL OR DE, 
toall Juda and Jeruſalem: plowe youre lon 
be,and ſowe not amongethe thornes. 

Be circumcivedintheL OR DE, and cut 
awayethe foreſk ynne of youre bertes, all ye 
of Jude, and all che indwwellers of Ferufa- 
lent: chacmy indignacion breafe not out lite 
fyze, zEyndle, ſothat no man maye quendy 
ic, becauſe of the wickednes of youre yma- 
ginacions. 

Pready in Juda and Jeruſalem, crie out 
and (peake: blowethecrompertes in thelon 
de, crie that every man meaye beare,and ſa⸗ 
ye: Gather yourogecber, and we will goin 
toftronge cities. Set vptherotenin Sion, 
[pede you, and mate no tarienge: fo2 J will 
bunge a greate plage, and a greate deſtruc⸗ 
tion from the nouwh. Forthe fpoyler ofthe 
Gentiles is bzoken vp from bis place as & 
lyon out of bis déne, chat he maye make the 
londe waifé, anddeftroye the cities, fo, that 
noman maye dwelltherin. Wher foꝛe gyrde 
youre ſelues aboute vf ſack cloth, mournt, 
and vepe, forthe fearfull wath of rhe LOR 
DEfhatnot be witho:awen from you- 

Ache fametyme((eierh the LORDE)the 
hert of che tinge and ofthe prynces fhalbe 
gone, che preftes ſhalbe aftomfhed, andthe 

nopheres ſhalbe ſore afra yed. Chen fayde 
ge @®LORDE God, haſt thou then diſce aued 
this people and Jeruſalem, ſa yengerye ſhall 
bane peace, and now she ſwearde goeth tho- 
row their lyues? Then ſhal it be ſaide tothe 
people ⁊ to Jeruſalem: chere commeth a war 
me wynde from the north thozowrbemaye 
of my people, but netherto fanne,nerto cléfe. 

Afeer chat fhall there come wnto me a 

ſtronge wynde, and then wil J alfo geue ſen 
tence vponthem. Sozlo, be commeth downe 
lite as a cloude, andbis charettes are like a 
ſtormy wynde : bis horſmen are ſwifterthen 


c the Aegle. Wo wnto-vs, for we are deſtroy⸗ 


eð. O Jeruſalem, waſh chine bert from wic- 
kedneſſe, that thou mayeft be helped. How 
—— chy noyſome thoughtes rema yne 
wer er 

§ore voyce from Dass and from ¥ hill of 


Khe wij. Chap. 


Ephraim fpeatech out, and telleth ofa de · 
—— Sebelvesebe Heithen geue Jeru⸗ 
falens warnynge,and pzeady onto ber, chat 
birdeftroyers are cémynge from farre coun⸗ 
trees. Chey tell che cities of Juda the fame 
alfe,ebey [pall geue them warnynge in euery 
place, liteas the watch men in the felde. Foz 
they bane prouoked me to wach, faierbtbe 
LORDE, 

Thy wayes and chy ehoughtes , haue 
broughe the vnto this, chis is thyne orone 
wicedneffe and difobediéce, that hath por 
feffed thyne bert: Ah my bely, ab my bely, 
(fale thou crie how is my bert (o forer my 
bert paunceth within me, J cannot be ſtill. 
for 3 bane berdechecrienge of the trompet · 
tes, and peales of warre. 

They crie murthur vpon murebur , the 
zobole londe ſhai perifly. Jmmediachly my 
tentes were defiroyed,and my banginges, in 
theewinclinge of an eye. How longe ſhall 
Iſe che torens of warre, and heare che noy- 
feof thetrompettes 

Neuertheles this ſhall come vpon them. 
becaufẽ my people is become foolifh , and 
bach veerly no vnderſtondinge. They are the 
childzen of fooliſhnes, and without eny diſ⸗ 
creciõ. To do euell, they haue witt ynoughr 
but to do well, they haue no wiß dome. J ha⸗ 
ue loked vpon the carth, and ſe, it is wa yſt 
and voyde . J loked towarde heauen, and tt 
had no ſhynẽ. 

“J bebeldethemonntaynes,and they trem 
bled, andall the billes werein a feare. Tj lo- 
Eedabonteme, and there was no body, and 
allthe byrdes of the ayze were awa ye,j mar 
fed well andthe plowed felde was become 
waift: yee allebeir cities were broken Downe 
atthe prefence oftheLORDE, and indigna- 
cion of bis wach. 

For thus baththeL OR D Efayde: The 
wholelonde fhalbe defolate, yet will J not 
then bane done. And cherfore let the earth 
mourne andlet the heauen be fozy aboue:for 
the chinge that J bane purpofed and ta · 
Een vpon metodo, ſhal not repente me, and 
FJ will not go from it. The wholelondefhal 
fie, for the noyfe of the horſmen and bow- 
men: they ſhall runne into dennes into wod 
des, and clymme vp the ftony rockes. All 
the cities ſhalbe voyde,andno man dwel⸗ 
linge therin. 

What wilt thon now do, thou beingede- 
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ſtroyed? For though chou clotheft thy ſelf tereze 


with fearlet,z deckeſt F with golo: though 
thou paynteft thy face w colours, yetfhale 
thoutrymmetby (elfin yayne. 


eRest 


Che prophee Beremy. 


Sor thofe chat hither co haue bene thy 
Greate fauourers, [hal abboure the,and goa- 
boute to flaye ¥ . Foxmetbhinkte)yy heare a no 
yfe, liteas it were of a woman trauelinge, or 
one laboringe of bir firfé chüde Euen che 
voyce of De doughter Sion, chat caftech 
out bir armes, and fivoroneth, fayenge: 25 
wots me, bow foe vered and faynceismy 
berce, for them that are flaynez 


The v. Chapter. 


A De thorow Jeruſalem beholde and 
fe: Sete chorow bir ſtretes alfowi- 
thin, yfye can fynde one man, that 
doth equall and right, o:cbatlabourech ro 
be faith full:and J hail fpare bim(jaieth che 
LORDE)§oztbhough they can jaye:cheL OR 
DE lyueth, yet do they — — to diſceaue: 
WObereaschouloL ORDE loteft only vpon 
faith andtreuth. 

Thou haſt ſcour ged them. but they cote 
no repentaunce; thou haſt correcte chem for 
a@menvemét, butthey refuſed thy cozrection, 
Chey made their faces harverthena ſtone 
and wolde not amende. 

Ther fore Ithought in my ſelfiperaduen 
turethey are ſo fympleand folifh, chat they 
vnderſtonde nothinge of theL ORDES wa⸗ 
ye, andindgmentes of oure God. Therfore 
will J gountotheir heaves andrulers, and 
talte with them:yfchey Enowe che wayeof 
theLORDE, and che indamétes of oureGov. 
But chefE(in lite maner ) have broken ehe 
york, and burften che bondes in fonder, 

B Wherforealyononcofthe wod fhal bur 
Deutsad terbem,andae wolfe int he euen ynge fal de- 
ſtroye them. The eat ofthe mounta yne Phat 
lie lurkinge bycheir cities ,coteare in peces 
all chem,thar come therout. Gor their offen- 
ces aremany, andtheir departingeawaye 
is greate. 

Sbulve FJ chen for all this bane mercy 
vponthe ?⁊ Thy child:en hauc forfatenme, 
and ſworne by them that are no goddes. 
2nd albeit they were bounde tomes ma- 
riage, yet they fellto aduoutrie, and haun · 
ted harlottes houſes. 

In the de ſye of vnclenly luſt they are be · 
come life the ſtoned horſe everyman neyeth 
Ezear.b atbis neghbours wife. Shuive J not corer 
tetbis,faiethebeLORDEY 

Shulde J noe be avenged of euery peo» 
ple, that is life unto chis 7 Clymme vp vpon 
their walles, beate chem downe, but deftro- 
yethem not vtterly: cut of theit braunches, 
becauſe they are not the LOR DES, 


Sor vnfaithfuiiy bach the houſẽ of Iſrael 


Deut.iz.d 


Sophor.a 


lere.o.a 
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Che v. Chap. Ao, reve 

and Juda forfiten me, ſaieth the LORDE, 2Petza 
They pavctaiedpeLORDE, and faydesic ‘rer b 
ts not he. 

Tub, there ſhall no miß fortune come v⸗ 
pores, we fall fe nether fiveardener hon⸗ 
ger. As forthe warnynge of the propheres, C 
theytatcitbue fozwynde, yeethereis none ice o. b 
of thefe, whic) will cell chem, chat ſoch thin 
ges [balbappen onto them, 

Wherfore thus faierh the LORDE God 
of booftes : becauſe ye fpeate fod) wordes, 
bebolde: The wor des thatareinthy mouth Efass.b 
will Seurne to fyre, and mate the peopie to 
be wod that it ma ye confumethem. 

20 Jill bꝛinge a people vps you front deut aol 
farre, oboufe of Nael ſaieti che ORBa Batu-4-c 
wightie people,an olde peopie a peopie who 
fe [peach thou knoweſt not, nether vnderſtõ 
deſt whatchey faye, 

Their arowes are ſodane death, yee they 
them felues be very giauntes, This people 
Hal eate vp chy frucez thy meate, yeerbey 
Pyaldenoureehyfonnesandeby doughrers, 
thy ſhepe and thy bulloctes, 

Chey Hall eate vp thy grapes z fyges. 

As foztby ſtronge and well fenfed cities, 
wherin chou dideſt traft they ſhal deſtroye 
— — > 

uercheles J will not then haue done 
with you, faieth WeLORDE Boe yftbey 
faye ? wher ſore doth the LORDE oure Goo 
i Coe —— be that lite: 

n anſwere sbecanfe, as 
yebaue foxfateme,andferued firauntre god⸗ 
Des int youre oronelonde,euen fo flyall ye ſer· P* 
ue other goddes allo in a firaungelonde. 

Eꝛeach this vnto the boule of Yacob,z 
tic it outin Jude, and ſayethus · Heare this 
(chou folifh and vndiſcrete people.) Re haue 
eyes, but ye ſe not : eares bane ye, but yehea- 
Te not, 

Seare ye noeme,faicth the ORDET Are 
yenotafhamed,to lote meinthe face? which 
bynde the [ee with the fonde, forbatit can 
not paffebis boundes: For though ttrage, 
yet can tt do nothinge: and though the wa- 
wes therof do frvell, yet maye they not ge 
ouer. 

Sut this people hath a falſe and an obſti 
nate berte, they are departed and Gone a⸗ 
seaye fro me. Chey thinte not in their bars 
tes: Glet vs feare che O R D EoureGod, 
that geueth vs rayneearlyandlate,whenne- 
deis? which kepech ener feill the harueſt for 
‘vs yearly. 

Cienertheles youre mißdedes baue tur- we 
nedebefe from you,z youre Fae haue rob · rasa 
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The prophee Jeremy. 


bed you berof. For amonge my people are 
founde wick ed perfonnes , char prnelylaye 
fares and waite for men, cocatecbem, and 
deſtroye them. 

Andð like as a net is full of byrdes, ſo are 
their houſes full of that, vhich they haue 
gotten with falſede and difccace. Herof cõ⸗ 
merhcheir greate ſubſtaunce and riches, ber 
of srecbey fac and weltby, and are runne 
a@waye fro me with hamie full blaſphemies. 
Theyminiſtre noe che laꝛve, the y make no en 
de of the fatherleſſes cauſe, chey iudge noc 
the poore acordinge ro equite. 

Shulde J not pun yſh theſe thinges, fa- 
ieth the IORD L?hulde J noc be aven- 
ged of all ſoch people, as theſẽ bey Horrible 
Gud greuous thinges are done in the lonve. 

The prophecesceady falfely, and the pre 
fees folowe thins, and my people bath plea- 
ſure therin. What will come cherof at the 


laſt? 
The Vi. Chapter. 
Orme onc of Ferujalem, ye ſtrenge dil 
C dꝛẽ of Ben Jamim blowe vp the trom 
pettes ye Tecuites, fer vp aã token vn⸗ 
to Becbacarem, fora plage and a greate mi 
fery pepeth out from the Noꝛth. 

will licken che doughter Sion to a fay- 
seand tendre woman, and to ber ſhall come 
the ſhepherdes withtheir floces. Their vers 
tes hai theypitch rounde aboute her and e· 
ueryone ſhal fede with bis honde Mate ba- 
tell agaynjt ber (hal they ſa ye: Ariſe, let vs 
go vp, while it is yet daye. 

Alas, che daye goeth awaye, Tthe night 
Phavowes fall dorone: Ariſe, let vs go vp by 
night, and deſtroye bir ſtronge holdes, foz 
thus bath the LOR DE of booftes com- 
maunded. 

der do wnue pir trees and ſet vp bulwor⸗ 
res agaynft Jeruſalẽ. This is che cite that 
muſt de puniſhed for in beris ali malicionf= 
nes. Lite as & cõd yte aboundeth in water,e- 
uẽ ſo this citie aboũdeth in wickednes. Rob 
bery and vnrightucufiieffe ts herde in ber, 
fororw z woundes areenerthere in myfighe. 
Améve the(o Jeruſalem) lejEY with dra we 
my herte from che, and make chedefolare:z 
thylonvealjo, ¥ noman dwelin it. For thus 
faiech che LORDE of boojtes : The reſidue 
of Jira fhalbe gathered, as che remnaunt 
of grapes. 

Anv cherfore turne chine honde agayne 
in to the baßket lite che grape gat herer. But 
vnto whoni ſhal I ſpeake whom ſhal J war 
ne, that he maye tate bede 7 Their eares are 
ſo vncircumciſed, that they maye nor beare- 


Khe vi. Chap. 


Beholde, they take che worde of Godbue leresc 


fo: & [come and bane no lufé cherto · And 
therfoze J am fo full ofthy mdignacion © 
LORDE chat 7 maye ſuffre no longer Shed 
gue chy wrath vpon che dpildzen that are 
ithour, and vpon all yonge men. Ree the 
man mufé be taken prefoner with che wife, 
and the aged withrbe crepel. Their houſes 
with cheir londes and wives ſhal be turned 
nto ſtraungers , whe Iſtretchout myne b> 
ve vpontheinbabicours of this londe, ſaieth 
thelORDE. Foꝛ from the leeſt vnto the moft, 
they bangeall vpon coveronfites :and frem 
the prophet unto the preſt, they goallabou 
te with falfedeandlyes. 


And Leß de that they heale the hurte of preci 


my people with fivece wordes, ſa yeuger pea⸗ 
ce,peace, when chereis no peace at all. Cher 
fore theymuſt be aſhamed for they haue co· 
mitted abhe minaelon Buthow ſhulde they 
be aſhamed, whenthey Enowe nethinge,ne- 


ther of ſhame ner good nurtures And therfo c 


rechey [hal fallamongethejlayne, and in 
the fale eben flpall viſet them chey ſhal 
be brought downe,jaiecbche LORDE, 

Thus ſaieththe LOR DE:goincothe fire 
tes, confidzeand matc inquificion for che ol- 
de wa yerand yf it beche goodand right wa- 
ye,tben go therin, that yemaye fynve reſt for 
youre foules.Butchey faye:we will not wal 
ke therin and J will ſet watchmen ouer you, 
andtherfore tate hede vnto the voyce of che 
trempet. But they [a yerwe will not tabe be- 
de Heare therfore ye Gentiles, and thou con 

regacion [pale kae we, what J haue deuy⸗ 
fe foz themt. Heare thou earth alfo: bebol- 
de, J wiĩll canfe a plage come vpon this peo 
ple, enen che fruce of their owne ymagina- 
cons. 

Forthey hanenotbeneobedient vnto my 
wordes and to my lawe, but abherred chem. 
Wher foꝛe bringe yeme incenſe from Gaba, 
⁊ fecete ſmellinge Calamus from farre coun- 
trees 7Qoure burncofferitiges dijpleafeme, 
and J reioyfenocin youre ſacrifices. 

And cherfozetbus faierhthel ORDE:be 
bolve, Frwill matechis people fall, andebe- 
refhal fall from amonge them che fatber we 
the children, one neghboure ſhal periſh with 
another. 

Moꝛouer thus ſaieth ¥ LORDE: Beholde, 
there ſhal come a people frem the North.? 
a greate people ſhaͤl ariſe from y endes of ¥ 
earth, wd bores wdartes ſhalthe y be wea 
pened: It is a rough z fearce people, an vn⸗ 
merciful people : cheir voyce roareth like the 
ſce, they rive vpõ horſes wel apoinsed co ¥ ba 
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The prophee Jeremy. 
tell aga ynſt the, o doughter Sion. Then 
fal chis crie be herde: Oure armes are fe- 
ble, bewynes and ſorow is come vpon vs,45 

It & woman tranelinge with childe. Mo⸗ 
man go forth in to the felde, noman come 
vponche bie ſtrete: for che ſwearde and fea- 
re of the enemie fhalbe oneuery fide. 

Wherfore, gyzde a ſack cloth aboute the 
(otbou dougbrer of my people)fpzyntlethy 
felf wich aßſhes, mourne and wepe bitcerly, 
as vponcby only beloued forme: For the de- 
ftroyer [bal fovenly fall vpon vs. The baue 
Flee for a prouer of my barde people, ro fete 
outando tryecheir wayes . Foz they areall 
vn faithful and fallen arbaye they hange v- 
pon ſhameful lucre,they are clenebzaffeand 
yzon, for they burce and deſtro ye euery man. 
The bellous are brent in the fyre, the leade is 
conſumed, the melter meſtech in vayne, for 
cheeuelis not taken awaye from them. Ther 
fore fal chey be called naughty fyluer, be- 
oauſe the LORDE bath cafttbemour. 

The Vil. Chapter. 

Fr Hee ave the wordes, that God fpate on 
ee Jeremy: Sconde onder the of 
theLORDES houſe, and crie out theſe wo2- 
des there, with a loude voyce and faye: He⸗ 
are the worde of the LORDE, all yeof Ju- 
da, that go in atchis dove co bonoure the 
LORDE. Thus faieth the L OR DEof boo- 
fies the Gov of Iſtaei. Amende youre wa- 
yes and youre councels, and J wil lec you 
duell in this place. Truſt not in falfe lyen · 
gewordes, ſayenge:here is the tempie ofthe 
LORDE, here is che temple ofthe LORDE, 
here is the temple of che LORDE, 

For yf ye will amende youre waies and 
councels, yf ye wil indge right betwirte a 
man and bis negbboure: yf ye wil not op 
preffe the ſtraunger, the fatherles z the wyd 
Dowe:yf ye will noe [hed innocent bloude in 
this place: yfye wil not cleue to ftrafige god 
Des to youre oͤwne deftruction :then wil F 
fet you Dwell in this place, yeein chelonde 
that J sane afore tyme vnto youre fatbers 
for euer. But take hede, yee truft in councels, 
that begyle you and do you no good. Foz 
when ye baue fiollé, murtbured, committed 
@duontrie, and periury: Whẽ ye baucoffred 
vnto Baal, folorwmnae firaunge z vnEnow- 
ne goddes : Then come ye, and fronde-befo- 
xe mein this houſe (which barb my name ge 
uen vnto it andfaye: Tully, we are abſol ⸗ 
ued quyte though we haue done all chefeab 
hominacions. 

What zchinke you this houſe that bea- 


Che vj. Chap. Fo. xxvij. 


rethmy name, isadenneofthenesvAndthe lobsb 
fe chinges are not done priuely, but before — 
myneeyes, faieth the LORDE. Gotomy pla (arn 
cein Silo, wherevnto J gauemynameafo tere. 2s.a 
retyme,and loge well whac Tj dyd to the fa- 

me place, forthe wickednes Of my people of 
Iſtael. And now, though ye haue done all 
cheſe dedes ( ſaieth the LORDE) and J my 
ſelf roſe vp euer by tymes to warne youand 
to comon with you; yet wolde ye not beare 
mezJ called, ye wolde noc anfivere.Andeber 
fore euen as J haue done vnto Silo, fowil J 
do tothis houſe, that my nameis geuen vñ⸗ 
to, (and that ye put youre truſt in) yee vnto 
the place that J bane geuen to youand yor 
re fathers. Anð J fal thruſt youourof my 
fight, as Jhauẽ café outall youre bretbien 
the whole fede of Sphraim. 

Therfore thon ſhait not praye for this pe 
ople.thou fhalenetber generbatcs,nozbyd * 
prayer foztbem:ebon [hale mate no intercef 
fionto me for them, for in no wife will J bea 
re the. Seiſt thou not whatthey doin the ci- 
ties of Juda and without Ferufalems The 
childien gather fticFes thẽ fathers tyndle 
the fyze, the mothers tneade thedowe, to 
bake cates for the queneof beauen. 

They poure out dunkoffringes vnto ſtraũ 
Se goddes, to prouoke me onto wath: How 
beitebey burte noe me (faieth the LORDE) 
butratber confounde, and ſhame them fel- 


ues. 

ind therfore thus faieth the LOR DE 
God: bebolve, my wrath and my mdignaci- 
on ſhalbe poured out vpon this place, vpon 
menand catell vpStbhetrees in the felde and 
all frute ofthelonvde,z it ſhal burnẽ ſo, that 
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Thus faicth cheL ORDE of hooftes, the 
Govof Hfrael: Nebeape vp youre burntof- 
feinges with youre factifices,z cate ¥ fieſh. 

Dut when F beeughe youre fathers outof deut io a 
Egipte, Ffpateno worde vnto them of bur Efa-4rd 
ntoffringes and facrifices: but this Jcom- o> 
maunded them, fayenge:berten and obeye 
my voyce, and J fhalbe youre Godandye 
ſhal be my people: fothat yewaltein allebe 
rwayes, whidy J haue cOmaunded youn that 
yemaye profpere, 

But ther were not obedient, they incly, 
ned nottheireares there vnto,but wenteafter 
their owne ymagynacions and after the mo 
cions of their orone wicked berte, and ſotur 
ned them felues awaye, and conuerted not 
unto me. And this haue they done, fromebe 
tyme that youre farbers came out of Egip- 
te, vntothis daye, E 
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The prophee Jeremy. 

Neuertheles, J ſent vnto chem my fer- 
unauntes all che pꝛophetes: J roſe vp early 
and ſent them worde, yer wolde they not her 
Eé, ner offre metheir eares, but were obſtina 
te,and worſe then their fathers. 

And thou ſhalt now ſprake all theſe woz 
des wntocbem, but they ſhal not bearecbe: 
thou ſhalt crie vpon then but they ſhal not 
anfwerethe. Therfore ſhalt thou jaye onto 
them: this is the people tchat nether beareth 
the voyce of the LORDEtbeir God, nerre- 
ceanech bis coxection. Faithſulnes Ttreuth 
is clene rooted our of their menth. 

Wher foꝛe cue of chine bayze,and caff it 
aroaye, tabe vpa complaynte in the whole 
londe: for the ORDE|hal caſt awa ye, and 
ſcatre the people, y bets diſpleaſed wit hall. 

Forthe children of Juda haue done euell 
in my ſight, fatech che LOR DE, Chey haue 
ſet vp their abbominacions, inthe benfe y 
hath my name, and haue defyledit. They ba 
ue alſo buylded an aulter at Tophet, which 
is in the valley of y cildzé of Enns: y chey 
might burne their ſonnes and doughters 
which Fj never cémaundedebem, neck er ca- 
me icenerinmy thought. And therfore be- 
holde, che dayes [hal come(faiethtbeL OR 
DE)tbat it ſhal no moze be called. Copker.oz 
the valleyof che chilozen of Ennon, but the 
valley ofthe (layne: for in Copherthey ſhal 
be buried, becaufecbey ſhal els bane no row 
me, Mee y Deed bodies oft his people ſhal be 
eaten vp ofthe fonics ofthe ayzez wilde bee 
fies of the earth, z10 man ſhal fraye them 
arwaie.Andas forthe voyce of myrth glad 
neſſe of che cities of Juda, z Jeruſa lem the 
voyce of the brydegrome and ofthe birydez I 
will mate chem ccaffe, forthe ionde ſhal be 
deſolate. 


The VM. Chapter. 


Sy Tebe fame cyme, ſaieth che LORDE, 
yy the bones of che tinges of Juda, the 

bones of bis princes, che bones ofthe 
prefes and propbeces , yceandebe bones of 
the citifens of Jeruſalẽ, ſhalbe brought cut 
oftheir graues andlayed agaynft the Son 
ne, the Moone and aliche beauenly boofte: 
svbomebey loucd, whom they ferued, whont 
they ranncafcer, whom they foughez wo2- 
foipped. T bey ſhal net her be gathered toge 
ther ner buried, but: fy I lye vpõ the earth, co 
their ſhame and deſpiſinge. 

And all they chat remayne of this wie- 
fed generacion, ſhal deſyre rather to dye thẽ 
to lyue: where ſo euer they remayne, zwbe 
seas J ſcatre chem, ſaieth the LORDE of hoo 


The viij. Chap. 

$. This fhale chou faye vnto chan alſor 
ares vel the LORDE:Domen fall fo,cbat 
theyarife nor vp agayne: And turne they ſo 
farre arwaye, y they neuer conuerte ? Wher 
fozetben is this people and Jeruſalem go- 
ne fofarre backe that they turne not againe? 
They are ener che longer che moze obfting- 
te,and will not be conuerted. 

$02 J haueloted,and conſidered: but the 
re id no ma,chac ſpeaketh a good worde: the 
reisno man that catech repẽtaunce for his 
fynne that will ſo moch as faye: wher fore ha 
ue Idone this? But euery man (as ſoone as 
beiscurned backe) runneth forth ſtill, like a 
wilde horſe in a battayl. The Storke kno⸗ 
weth bis apoynted tyme, che Turtledoue, F 
Swalow and the Cranc, cõſidre the tyme of 
theirtrauayle: but my people will noc kno⸗ 
we theryme of the punyſhinent ofthe LOR 
DE, 40m darre ye ſaye rhen: weare wife, we 
haue the lawe ofthe LORDEamonge vs? 

Beholde, che diſceat full penne ofthe ſery 
kes, ſetteth forth lies: cher fore ſhal the wi- 
febeconfounded,they ſhalbe afra yed and ta 
en: forlo, they haue caſt out the woꝛde of 
the LORDE: what wyßdeme can then bea- 
monge them ? Xherfore, Iwill geue their 
ywynes vnto aleauntes, and their feldesto 
deſtroyers. 

Sor from che loweſt vnto the hyeſt, they 
folowe all ſhamefull lucre: and from che pro⸗ 

bet vntothe pꝛeſt, they deale all with lies. 
— ———— they healethe hurte ofmy peo 
ple with fivere worbdes, fayenge: peace, pear 5 
ce, weherethereisno peaceatall. 

Sye for ſhame, how abbeminablechinges 
dorbey7 And yet they be not afamed, yee 
they knowe of no fame, 

Wher foꝛe in the tyme of their vifitacion, 
they ſhal fall amonge the deed bodies, ſai · 
eththe LORDE. 

Moroner 7 rill gather them in (ſaieth C 
the LORDE)fothatthere fhal noe be onegra- 
pe vponthe vyne, net her one fyge vpon the 
fyge tre andt he leaues ſhalbe plucte oft 

Then will Icauſe chem co dveparte, and 
faye : why prolonge we the tyme ? Let ve 
gather oure fines together , and go in to 
the fironge cite , chere [hall we be in refé: 
SortbeLORDE oure Goð hath put vseo fy 
lence , and geuen vs water myrte with gal 
to drynke, becanfe we haue ſynned agaynfé 


bim. 
We loked for peace , and we fayre noe 


e better , we wayted forthe tyme of be- Frere d 
y' 


alth, andlo, bere is novbinge but trouble, 
Chen ſhail che noyſe of his horſes be 
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Che prophee Jeremy. 


berde from Dan, che wholelonde ſhall be 
afrayed at theneyége of bis ſtronge horſes: 
foztbey [hal go in, and deuoure ce londe, 
with all chat is in it: che cities, and chofe 
that dweli therin. Moꝛoner, J will fende 
Cockatrices z ſerpẽtes amonge you (whidy 
will noc be charmed)andebey ſhal byte you, 
fayetbebeLORDE. 

Souoweis come vpon me, and heuynes 
vereth my beree:forlo,cbe voyceof the crié- 
geof my people is herde from a farre coun- 
ere: Is not the LORDE in Sion? Is not 
he kinge inber Wherfore then bane chey 
greued me (hall the ORDE ſaye with the · 
te ymases and fooliſh ſtraunge fafhions ? 
The harueſt is gone,che Gomer hat han en 
De,and we are nor helped. Tj ait [ore vercd, 
becanfe of the burte of my people: J ambe- 
ny and ebafhen, forthere is no moze Criacle 
at Galaad, and there is nophiſician, that cã 
heale the hurte of my people. 

The 1X. Chaprer. 

Who will gene my heade water 

ynough, z a well of teares foz my- 

ne eyes: that Imaye wepe might 4D 
daye,for the flaughrer of my peopleẽ Wol⸗ 
de Goͤd that Ihad a cot age ſome where far 
re from folte,thac 3 might leaue my people, 
Gnd go fromebé: for they be all adudutrers 
and @ fhrencPinge forte. T hey béve their tũ⸗ 
ges Le bowes,to ſhute out lies: As forthe 
greuth,chey mayenccbinge awaye wich all 
in the worlde. Forchey qo from one wicFed- 
nesto anether,and holde nochinge ofme, ſa 
teth the LORDE, 

Mecone muſt tepe himfelf from anceder, 
woman maye fafely trujébis owne brother: 
for one broeber vndermyneth anocher, Zone 
negbboure begyleth another. Ree one diſſem 
bleth with anocher,and they deale with no 
treuth. They bane practiſed cheircunges to 
Tye, andeaten qreate paynes todo myfche- 
fe. They bane fee cheir ſtole in che myddeſt 
Of dDifeeace,and(for very diſſembiinge fialfe- 
verebey wil not Enoweme, ſaiet h rhe LORDE. 

Therforeebus faieththe LORDE of boof 
tes, beholde. I wil melee chem and trie the, 
for what fhulve Fels dog my peopley The 
ir tungés are lite ſharpe arowes, rofpeate 
difeeate. With cheir mouth they fpeate pe 
aceablycorbeir neghboure, but preuelytbey 
laye waite forbim, Shulde % noe punyſh 
them fortheſe chinges, ſa ieth the LORDEO:z, 
ulde J not be auenged of enỹ ſoch people 
as this? Vpon ehe mountaynes will J cate 
vp alamentacion and ſoroufull crie and a 
meurnynge vpon tbe frye playnes of tbe 


Khe tr. Chap Ao. xxviij. 


wildernes: Namely, howthey arefo brente 
vp, that no man goeththere en ymore: Nee 
a man ſhal noc beare one beaft crie there. 
Byrꝛrdes and catell are all gone from thẽ· 
ce. J will mate Jeruſalem alſo an beape of 
ſtoñes, and a denne of venymous wormes. 
And J wil make the cities of Juda ſo waiſt. 
thacno man ſhalðwelltherim What man is 
fo wiſe, as to vnderſton de this? Orto whom 
haththe LORDE ſpoten by mouth,that be 
ma ye [bere this, and ſaye: Orbou londe, 
why periſheſt thou ſor Wherfore art thou ſo 
brent vp, and like a wilderneſſe, chat noma 
goeth thorowsmeetbeL ORDEbimfelf col- 
Ddethefamevntochem,that forxfotebis lawve, 
and kepte not the thynge thar be gauetl 
in ceminaundement necher lyued therafterr 
but folowed the wickednes oftheir orene ber 
tes, and ferucd firaunge godves, astheir fa- 


cher caught 


Therfoze, thus faieththeLORDEof bo 
oftes,the God of FHrael:Bebolve, F will fe- 
vetbis people with wormwod, anð geue thẽ 
gall co drynte. J will ſcatre them alfo amon 

ethe Heithen,rbhom nether they ner their 
pacbers haue knowne: and will jendea fice 
aude amongerbem,to perfecucetbem, vntill 
I bringe them to naught. Morouer, thus ſa⸗ 
teth cheLOR DE of hooftes:lote that ye call 
fozmonrnynge wynes,and fende for wife wo 
inenrthat they come ſhortly, and ſinge a mo- 
urnyngefonge of yourthat the reares maye 
fall out of oureeyes ,andebat oure eye lyd- 
Desmaye gußhe out of water. 


For there is a lamentable noyfe ber- 
de of Sion: O bow are we fo fore deff 
royed? D bow are we  piteonfly con- 
foundeds We muſt forſabe oure owne natu· 
rall countre, and we are ſhot out of oure owo 
ne lodgĩges. Ret heare the worde of theLOR 
DE(O ye women)and let youre eares regarde 
the wordes of bis mouthrrhat yemayelerne 
youre doughters to mournẽ, and that enery 
onemaye teach hir neghboureſſe, to mabe la 
mentacion. Namelythus: Deeth is clymms 
vp in at oure wyndowes, he is come into 
oure houſes, to deſtroye the childe before the 
dore, ⁊ ¥ yonge man in the ſtrete. 


But tell chon planely, thus ſaieth F LOR 
DE: The decd bodies of men [hal lye apon ¥ 
grounde, as the donge vpon the felde, and 
as the hay after the morwer, and there ſhal 
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The prophee Jeremy. 
in bis ſtrength, nether the rid) man in bis ri 
ches —58 fo wil reioyſe ler him reioyſe 
incbis,chat he onderfesderb, and knoweth 
me: fo2 J amtbe LORDE, which do mercie, e⸗ 
quiceand rightuouſnes vpon earth.Tberfo 
re haue — in ſoch thinges,faieth y* 
LORAEehoide, the t yme cometh (faieth 
theLORDE)ebat 3 wil vyſet all t hem whofe 
foreſkynne is oncircumafed: TheEgipa 
ans the Jewes, the Edomites, the Ammo⸗ 
nites che Moabites and the fhauen Madis 

nites,chat dwel inthe wildernes. Foz all ¥ 
Gentiles are oncixcumcifedintheflef}, buc 
all the houſe of Iſrael, are vncircumciſed in 
the herte. 

The r.Chapter- 

SY tare che wordeof the LORDE, ¥ be 

& ſpeakerh vnrothe,ocbou houſe of Sf 
rael: Thus fateth che LORDE: Refbal 
not lerneafrerthe maner of the Heitbe, and 
ve ſhai not be afrayed foz therotens of bea- 
nen:forthe Heithen are aftayed of feds: Nee 
all the cuftomes and lawes of the Get iles a ⸗ 
re nothinge, but vanite. They bewe downer 
treinthe wod withthe hondes of che worke 
man,and faſhion it with cheare:they couer 
It ouer with golde oz fyluer,they faſten it vw 
nales and bammers,thatitmone net. It ſtõ 
deth as ftiff as the palmetre,itcan n ther 
fpeatener go, but muſt be borne Bence yea- 
p seh Of foch, for they cã do nether gocd ner 
evel. Butthere is none lite wnto ¥f (0].CRDE, 
thouart areate,and greate is the name of ¥ 
power. Who wolde not feare thevor what kĩ 
geofthe Gentiles wolde not obe ye the⸗ 

Soramonge all the wyſemen of the Gerr- 

tiles,anv tn all their Bingdemes,tbercis no- 
ne that maye belicFened onto tke. Chey are 
allcogerber vnlerned and vnwiſe, Ail their 
connynge is but vanirenamely,wod,fylirer, 
which is brought oucof Tharfis, and beatẽ 
to plates:and golde from Opbir,a worke y* 
is made with the honde ofthe crafteſman z 
the cajter,clothed with yalow ſylck and fear 
let:enen ſo is the woke of ther wyfemen all 
together. But the LCRDEis atrueGov,aly- 
uinge God,and an enerlaftingetinge. Rf be 
bew2oth,theearth ſhaketh: ail che Gétiles 
maye notabyde bis indignacion. 

As fortheir goddes,it maye well be fay- 
de of thẽrthey are goddes that made nether 
heauẽ nerearth:therfore ſhal they periſh fro 
che earth, and from all thinges vnder bea- 
uen. But(as for oure God hemade the earth 
with bis pewer,and with bis wiſdome hath 
be fynifhed che whole compaffeof tbe worl- 
de, with bis diferecion pat he ſpꝛed out the 


The x. Chap. 


heauens, At his voyce che waters gather to 
gether inthe ayre he dra weth vp ¥ clsudes 
fromebe veremoft partes of ¥ earchr he tur · 
neth lighteninge toͤra yne, anð brĩget h forth 
the wyndes out of their treaſuries: His wiſ· 
domematech all men fooles. And confunded 
be all caſters of ymages, for that they caſt. 
is bute vaynethinge,and batbnolife. The 
vayne craftes men with their workes, chat 
they in their vanite haue made, ſhall perifh 
one with another in the tyme of viſitacion. 
Neuertheles, Jacobs pozcis is not ſoch: but 
itis be,chacbath maveall chinges, and Fr 
raclis therodd of bis inberitatice: Che LOR 
DE of hooſtes is bisname. Put awaye thy 
vnclenneſſe ont oftbelonde,cboucbatartin 
the fironge cities. For thus faicththe L OR- 
DE:Bebolve,F wil now thruſt out the inha· 
tours of this londe a greate waye off, and 
troublethem of ſoch a faſhis, that they ſhal 
no moze be founde. 

Alas, howam J hurte: Alas, horwpane- 
fallare my fCourges vnto mez For J cofidze 
this ſorow by my ſelf⁊ J muſt ſuffre it, My 
tabernacle is deffroyed, and ali my coardes 
are broken. My — are gone fro me, ãd 
can nowhere befounde. CTow baue J none 
to ſprede out mytente, or to fee wp my bang- 
inges. Forthe hyrdmen bhanedone folifh- 
ly,thatebey bane not fought the LORDE. 
Therforehauethey dealt vnwifely with the 
tr catell,z allavefcatredabzovde, Bebolve, 
the noyſe is harde at honde, and greate fedi- 
ciõ out of the northrto mabe the cities of Ju 
daa wylderneſſe, and a dwellinge place ſor 
Dragons. Now J Enowe(o LORDE)thatis 
not in mas power to ordre bis orvne waies, 
orto rule his owne fieppes z goinges. Ther- 
fore chafté chou vs(o LCRDE)but with fano 
ure, and not in thy wrath, binge vs not ve- 
terlyconangbt.poure out thy indignacion 
rather vpon the Gitiles, thartnowe ¥ noe, 
and vpon the people that call not on thyna 
me: And that becauſe they baue,confumed, 
deuoured and deſtroyed Jacob, and haue ro 
ted out bis glozy. 

Tbe XL. Chapter. 
dis ts another Sermon, which the 
LORDE conimannded Jeremy for to 
pready,fayenge: 

Seare the mwordes of the couenant, and 
ſpeake onto all Judea, and co all them that 
Drvel at Jeruſale m. And fayetbou vntothẽ? 
Thus faicth che LORDE God of Iſrael: Cur 
fed beenery one, that is not obedrent vnto Y 
wordes of this couenaũt:which FJ comma- 
unded vnto youre fathers, what tymensy 
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Che prophee Geren. 
brougbecbem out of sEgipte, fremebe yron 
foznace, ſa yenge: Be obedient vncomy voy- 
ce, and do accordinge to all that comma 
unde yourſo ſhal ye be my people, and Tj iil 
be youre God, and will Eepe my promyfe, y 
J haue ſworne vnto youre fathers: Ramely, 
that J wolde geuethem a londe which fle- 
weth wich myſke anð hony, as ye ſelit is co- 
me to paſſe vnto this daye. 

Then anſwered J, and fayde: Amen. Geis 
euen ſo LORDE, as chou fayeft.C ben tbeLCR 
D ſa yde vntomeagayne: Preach chisin F 
cities off Juda and roun de aboute Ferufa- 
lem,and ſa ye: Hearethe wordes off this cõ 
uenaunt that yemaye kepe them. For J ba- 
ue diligently exorteðd youre faathers, euer fet 
cecberymechac J brought them out off the 
Londe off Egipte, onto this daye. J gaue 
chem warnynge by tymes, ſayenge bertas 
vnto my voyce: Neuertheles, chey wolde 
noc obeye me, noz enclyne their eares vnto 
me, but felo wed rhe wicked ymaginacids of 
cheirorye perees 2nd therfore bane Dace 
cuſed them as tranfgreffours of allebe woz 
des off chis conuenaunt, that I gauc them 
to Eepe, which they (notwichſtõdinge) bane 
not kepte. 

And the LORDE fayde vntome:It is foũ 
de out, chat whole Iſraeland allebecitifens 
Off Jeruſalem ave gone backe. They haue 
turned chem félues co the blaſphemies off 
their fore facbers, which bad no luſt to bea- 
re my woide. Euen liferwifé haue chefe alfo 
folowed firaunge goddes, and worſhipped 
them. Theboufe off Iſrael and Juda haue 
broten my coucnaunt, which J made w che 
ir fathers. 

Ther foꝛe thus faieth the LORDE: Bebol- 
de,J will fenvde ¢ plage amonge you, which 
ye ſhal not be able to efcape:and though ye 
corte vnto me, J will nor beare you. Thẽ ſhal 
the townes off Juda and the citifens of Fe 
ruſalem go, and call vpon their goddes, vn⸗ 
to whomthey made their oblaciSe:butthey 
are not able cobelperbemin tyme off their 
trouble. For as many cities as thou baft(o 
Zuda)ſo many goddes baferboualfo: And 
loke bow many firctes there beinthe(o Je⸗ 
ruſaleni)ſo many fbameful ulcers bane ye 
ſet vp,co offre vpon them vnto Baal. But 
praye not chou for this people, byd nether 
pra yſe ner prayer forthem: foz though they 
erie onto me in cheir rouble, yet will J not 
hearethem. 

O chou beloued, why doeſt thou fo fhame 
full greate blaſphemies in my houſe! euen as 
though that holy flefty might abſelue che, 


Che ry. Chap Ao. xxix. 
[pecially when thou baft made thy boof oF 
tby wicFednes.C be LORDE called the is fll 
ne olyue tre, a fayzeone,a frute full one, a go⸗ 
odly one: but norothat there is a contrary re 
pozce off tbe abrove,be will burne the vp, qo 
deſtroye chy braunches. ForcbeL ORDE off 
booftes chat placed the, bath deuyſed a pla- 
ge fozcbeLorbou boule of Iſtael Juvafoz 
¥ cuelchac ye bauedone, co prouoẽe him to 
wrath, in that yedyd feruycevnto Baal. 

This(o LORDE)hane YF lerned of the,and 
vnderſtonde it, for thou haſt ſhewed methe- 
ir ymaginacions But Ilas a meke lambe) 
was caried awaye to beflayne:not Enowin- 
ge,thatthey bad deuyſed ſoch a councel aga 
‘pot me, ſa yen ge: We will deſtro ye bis meate 
with wod,and deyue him out of the londe of 
thelynynge,that bis name ſhal neuer berbo- 
ught vpon. Ther fore J will befete the now 
IRXof hooſtes hou rightuous indge, 
thouchateryeft che rcynesandebe bertes: 
tee me fecbeauenged of chem, for vᷣnto the 
dane committed my caufe. The LORDE 
therfore ſpake thus of the citefens of 2ino- 
rhot that ſoughtto flayeme,fayége: pready 
not vnto vs in the name of the LORDE, or 
els chou hale dye of oureboudes, Thus (J 
{aye)fpate the LORDE of booftes : Bcholve, 
‘J voll vifer you.oure yonge mẽ ſhal perify 
withebe fiwearde, yo fonnes and youre dou- 
ghters [hal vtterly dye of honger ſo chat no 
nefbalremayne. Foi vpon the citeſyns off” 
Anathot wil J bꝛinge a plage,andebe yeare 
of their viſitacion. 

Che XIL Chapter. 


LORDE, thou art moze rightuons, 
¢ thenebat J fhulvedifpuce with chez 

Neuertheles, ler me talle withthe in 
thingeo rea ſonable. How happeneth t, chat 
the waye off tbe vngodly is ſð proſperous 7 
and that it gocthfo wel with chem, which 
(with outeny fhame)offedeandlyue in wic 
Fedneffe‘T hou planteſt them they tate rote, 
they growe,and bringe forth frute. They bo 
ofEmodh off the, yet doeſt thou not pumyfly 
them. But thou LORDE (to whom Fam 
well knowne) chouthat haſt fine, z proucd 
my herte take t hem awaye, liteas a flock is 
carted tothe flaughter houſe and apoynte 
them forth: davcoff ſlanghtinge. 

Sowlonge hall che londe mourne, and 
all the berbes off che felde perifh, for the 
wickednes off them that drvell therin * 

The catell and the byrdes are gone’ yet N 
ſaye cheyrtuſh. Gop will not deſtro ye ys ye- Soph.re 
terly. fere.s.b 
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The prophee Jeremy. 
Seinge thou arc weery inrunnynge with 
the focemen, bor wilt chon then runne rt 
horſes In a peaceable fure londe thou ma- 
yeftbe ſã ſe, but bor wilt thou do in the furi 
ous pryde of Jordane? Forthy bꝛethren ad 


B thyFynred haue altogether deſpiſed che,and 
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‘cried ont vpon theintbine abfence. Belene 
them not,chough they [peake fa yre wordes 
to che. As fozme({aye J) haue forſaken my 
neorne dwellinge place,andlefemyne bere 
tage. My life alfochac J louc fo wel, haue I 
geuen in ko the hoves ofmyne enemies. My⸗ 
ne heretage is become vnto me, as a Lyon in 
the wod. It cried out vpon me, therfore ba- 
ue J forſaken it. Myne berecageis onto me, 
as a ſpꝛeckled byrde, a byrde of dyuerſe colo 
ures is vpon it.Go bence, and garderallrhe 
beaftes of che felve rogetber,chat they ma- 
yeeateit up. 

Dyuerfe byromé haue broken downe my 
vynyarde,andtroden vpon my porcion. OF 
my pleafaunt pozcion,they baue made a wil 
dernes z deferte. Chey bane layed it waiſt: 
and now that it is wailf,ic ſig heth vnto me. 
Reethe whole londe lieth waiſt, and no man 
regardeth it. The diſtro yers come ouer the 
beech euery waye, forthe ſwearde off che 
LORDE fhalconfume from the one ende of 
[sverorbeother,andno fleſh [hal bauc reſt. 
They ſhal ſowe wheat, and ri thornes, 
They ſhal cate herecage in poffeffion, but it 
[hal do them no good And ye ſhalbe confo 
unded of youre Orone wynnynges , becanfe 
of the greate wrath of the LCRDE. 

Thus ſaieththe OR DE vpon all myne 
euel neghbours,that laye honde on myne he 
retage, which haue geuen my people of Sf 
racl:Sebolve, 5 wil pluckeebem(namely Ff 
raclontof theirlonde,and put out the hou⸗ 
ſe of Juda from amonge them. And robe F 
hauerooted thé ont, J wilbe at one wit hthẽ 
aga yne, and wil hauẽ mercy vpon them: and 
bryngechem agayne,euerymanco bis owne 
beretage,and in to bis lSde.And yf chey (ne 
melythattrouble my proplejwil lerne y wa 
yes ofcbem,to fiveare by my name: The LOR 
DE lynerh(lite as they lerned my peopleto 
ſweare by Baalyebé ſhal they be refened a- 

amige my people But yfthey wil not obeye, 

thé will FY rote out the fame folte, and deſt 
roye them faicth the LORDE, 

The Xl. Chapter. 

=> Orouer,thus ſaied the LORDE vn- 

3 tome:gotby wayez get the a lyn ⸗ 

nen breche, and gyrde it aboute thy 

loynes, and let it not be wet. Then Fj got me 

a brech, acordinge to the commaundemẽt of 


Khe xiij. Chap. 
theLORDE,and put it aboute myloynes. Af 
ter this, the LORDE [pate onto me agaynes 
Take the breche thar thou haſt prepared ⁊ 
put aboute che,and get the vp, and govn- 
to Euphrates, and bydeitina bole off the 
rock. So wit J. and bydde it, as the LORDE 
commaunded me. And it happeneð longe af 
ter this, that the LORDE ſpake vnto me: Vp. 
and get theto Suphrates, and fet the bꝛeche 
from thence, which Fj commaunded the to 
bydechere. Chen went Fj to Euphiates, and 
digged vp and toke the brech from the place 
where bad byd it: and bebolve, thebzedy 
reas coxupte, ſo that it was profitable for 
notbinge, 

Then fayde theLORDE vntome: Thus 
ſaieth che LORDE:Euen ſo will corruppe 
the pryde off “Juda, and the bic mynde off 
Yernfalé. Chis people is a wicked people, 
they will norbhearemy worde,chey folowe y 
wicked ymaginacions off their orwne hert, 
hange vpon firatige goddes,chébaucthey 
ferucdz wozfhipped:and ther fozctbey ſhal· 
be as this brech,thatferneth for nochinge. 
For as firatelyas a bred lieth vpon a mas 
loynes, fo firately dyd J bynde ¥ whole hou 
fe of Iſtael. and the whole houfeof Juda vn 
to me, faicththe LORDE:thatthey might be ss.d 
my people: thatthey might bane a glorious 
name: y theymight be in bonoure: bue they 
woldenot obeye me. Therfore laye this ryd⸗ 
dlebefozethem,andfaye: Thus ſaieth the 
LORDE Govof Iſrael:euery pot fal befyl- 
led with wyne. And they ſhal faye: thinkeſt 
thou we Enowe not, ¥ euery pot ſhalbe fyl- 

Ted with wyne?; Then ſhalt thon faye vnto 
them:Tbus faieth the LORDE : Bebolde, J € 
[hal fyllallebe nbabitours of this [sve ww 
dronEnes,thetyngesthat ſyt vps Dauids 
file, the preſtes and — with all ¥ 
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toc 


dwell at Jeruſalem. And J will ſhutẽ thent 
one agaynſt another, yee F fathersagaynfé 
the ſoͤnnes, ſaieth the LORDE. 

wil not pardvontbem, Jwil not fpare 
thei,ner haue pitie pponthem:butvefiroye 
them. Be obedient, gene care,tateno dipoay 
ne atit, for it is che LORDE binifelf chat (pea 
feth.Bonoure ¥ LORDE youre God bercin, 
oz betate bis light from you,andozcuer you 
xe fete ſtomble in dartneffear y billsieft whe 
yelote fortbelight, he turne it in to ¥ fhado 
we and darkneſſe of death. But yf ye wil not 
heare me, that gene you ſecrete warnynge, 
Iwill mourne fromy whole berte foz youre 
ſtubburneſſe. Piteouſly rill J wepe, and 
teares hall gußhe ont of myne eyes. Forthe 
LORDESflocFe ſhal be caried awa ye cãptiue. 
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Fhe prophee Geremp. Khe xiiij. Chap ro. xxx. 


Tellthe kinge ⁊ the rulers: Humble yo? fel- 
ues, ſet you Downe lowe, for y crovone of yo 
glozy ſhal fall from youre beade. The cities 
towarderbe ſouth Halbe ſhut vp, z noman 
hal openché. AU Juda ſhal be caried awa 
yecaptyne,{ocbat none [ball rema yne. 
Lift vp youreeyes, and beboldetbhé,that 
vome from che North:Oite a fat flode ſhal 
they fall vponthe. To whom wilt thou ma 
rethy mone, when they come vpon che? foz 
rhou haſt taught thẽ thy ſelf, and made chẽ 
maſters ouer the. Shalnot ſorore come vps 
the,as ona woman trauelinge with childe! 
And yf chou woldeſt ſa ye thẽ in thine here: 
LOberfoze come theſe thin ges vps me ? Euẽ 
forthe multitude of chy blaſphemies, ſhall 
thy hynder z chy fete be diſcouered. 
Sorliteas be man of Inde maye daunge 
bisftynne, zebe cac of che mountayne bir 
{pettes:fomaye ye thar be erercifed in euell. 
do good. Ther fore will F ſcatre you.lyke as 
¥ flobblechaciscaté awaye with ¥ fouth 
roynde. Gis ſhal be youre porcion, andebe 
pozcionof youre meafire, wher maith ye ſhal 
—— of me, faterb the IORD᷑: becau 
ſe ye baue forgoctenme,and put youre truſt 
indifceacfull binges. Therfere Hall FZ tur- 
netby clothes ouer thybeade, and difcener 
thythees,chattby —— maye be ſene: 


aduoutrie, thy deedly malice, thy beaſtlynes 
and thy efullwhordome. For vpon the 
feldes anv hilles J haue ſene thy abl 
tons. Wo be vues the(o Jeruſaiẽ) whe wilt 
chonener be clenfed en ym̃ore? 

Thexdltll. Chapter. 


Theworde of che LORDE ſhewed vn · 
to — ¥ vereh 
off © tes. 
Vda ſhal mourne, men ſhall not go 
moch more thorow bis gates:the lon 
de ſhal be nomoze had in reputacion, 
z ebe crie of Jerufale fal breate ont. The 
lordes [hall fende their feruauntes to fetch 
water,z when they comeco the welles ,chey 
[hal fynde no water, but [hal carie their vef- 
fels homeemptie. They ſhalbe afbamed ad 
confounded,z ſhal couer their heades. Gor 
the groũde ſhaibe dried vp, becauſe there cðẽ 
metbnorayne vpon it. The plowmen alſd 
fhalbe afbamen, ad ſhal couer t heir heades. 
Che Hynde ſhai forſate the yonge farwne, 
thacfe blgech forth in y felde,becauferbere 
Mwalbe no graffe.Che wilde Aſſes ſhall ſton· 
de in the Moſfe, and dꝛawe in cheir wynde 
Lite theDzagos,cheir eyes ſhal fayle for wae 
of safe. 


—— faſt Iwil noc heare cheir 
ers. And choͤugsh they offre burnt offriges z 


geue you con 


for thoſe prophetes that preach in my name 
crwhom —— — bake not fentyand y 
ſaye: Tuſh. there ſhal nether batel ner hon · 
ger be in this londe: With ſwearde ad with 
honger ſhal thoſe prophetes perifh, andebe 
peopleco whomrbey bane pieached, ſhai be 
caft outof Jeruſalem dye of bonger, ãd be 
flayne with the fiwearde, (and there fhalbe 
nomanto burie themboth they ad their wy 
nes, their ſonnes andebeirdougbters. For 
thus wil J pourecheir wicFeones vpontbé, 
This ſhalt thou faye alfo mnrothem : MTy- 
ne eyes [hal wepc without ceaſſ nge daye 
night. For my people fhalbe deftroyed with 
greate barme, and fball perifh with a gre- 
ate plage. oz yff 3 goin coche felde, fo, 
it lieth all fisll off flayne men: 
me into the cite,lo,cbey be all fa 
gine betes alfoand 
Ree their prophetes alfoand preftes 

be led in to an vnknorvne londe. — 
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The prophee Jeremy. 

D —Haf—chouchen vtterly forfaten Juda? 
(fayde I) Doferhou ſo abhoꝛrre Sid 7Hz haſt 
thou fo plaged vᷣs, that we can be healed no 

lere.2-¢ more? We lobed for peace,andebere comerh 
no good: forcbe cyme of bealch,z lo, bere is 
nochinge but trouble, Wetnorwlege (9 LOR- 
DEalloure myßdedes, and che fyimes of ou 
re fatbers,that we bane offended y. Be noc 
difpleafed(oL ORDE)foztby names fate, foz 
ger not thy louynge kyndnes: Remembre y 
troncof chyne bononre,breate not the cone- 
lere· ¶ page,charthou haſt made wich vs. Are the 
re eny amongethe goddes of che Gentiles, 
that ſende rayne, or geue the ſhowers of bea 
uen? Doſt not thou it oLOR D Eoure Good, in 
whõ we truſt? Ree LORDE, thou doſt all the · 
ſe thinges. na 


Efa.4o.e 


be XV. Chapter. 
G2 Hen [pate theLORDE vntome, FO 
fayde:Chough Moſes and Samuel 
as ſtode be fore me, yet haue J no berte 
tochis peopie. Bryuethem awa yẽ that the y 
maye go out of my fight. And yf they faye 
zachu.b vnto the: Whyther [hal we go’ Thẽ cell che: 
szesc¢ CheLORDE geueth youchis anfiveresSome 
vnto death, (ome corbefivearde, [eine to bow 
ger,fome in to caprinyte. Gor J will bꝛin ge 


foure plages ————— 


lereic· a The fivearde ſhal firaalechem,the do 
locnoure them the foules of the ayes 
fies of cheearth [bal eate them vp, and 
Deféroye chem. J will ſcatrethem aboute al 
foinalltingdomes and londes to be plaged, 
becanfe of Manaſſes the ſonne of Szechias 
kinge of Juda, for thethinges that be dyd 
ep etal b ne 
Who ſhal chen haue pite vponthe, o Je⸗ 
ruſalem: Who [hal be fey forber Orwbho 
Phalmate incerceffion,to opteyne peace foz 
therfeinae thou goeft frome, gd turneſt bac- 
D warde ſaieth the LORDE? Therfoꝛe J will 
ſtretch out myne honde agaynfé the, co deſt⸗ 
roye the and J will not be intreated. J will 
ſcatre the abrode withthe fanne on every fi- 
de of the londe J will waiſt my people and 
deſtroye them, for they haue bad no luſt to 
turne from their owne wayes. J will make 
their wyddowes mo in nombze,thenthe fon 
des of the fee. Opon ¥ mothers of their cil 
dren, I ſhal bringe a deftroyerin the noone 
1Tefina Daye. Sovenly and vnawarres, [hal J fende 
a feare vpon their cities. Shetbacbath bor 
ne vij · children [hal bauenone,bir herte ſhal 
be ful of ſorowe. 
The Sonne fhall fayle her in the cleare 
p daye when ſhe ſhalbe confounded and fayn 
te for very heuyneſſe. As forthoſe ¥ remay- 
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Amos. 


The rvi. Chap. 


ne, Iwil delynerthem vnto the ſroearde off 

their enemies, ſaieth theLORDE.O mether, peered 

alas that euer theu dydeſt beare me, an cue⸗ ttũ 

mic and hated of thewbolelonde:Cbonyb 

Jneuer lente nerreceaned vpon vfury, yetc- c 

ery man fpeate euell vpon me. And y LOR 

Dk anſwered me: Lede not J the then vnto 

good? Comenot I tothe, when chon art is 

trouble:and helpẽ y, when thine enemie op⸗ 

preſſeth the Doch one yzon hurte anot her, oz 

one metailthat cõmeth frein the north ano⸗ 

ther: As for youre riches and treafure, J wil 

gene them out intoa pray, not for eny mo- {oy '7* 

ney, but becanfé of all youre fynnes, that ye 

Hane done ĩ ali youre coafies. 207} voll bit 

Ge you with youre enemies in to g londe, y 

ye Enowenot: forthe fyre that is Eyndled it 

my indignacton, fhalburne you vp. 
®LORDE(fayde eben chou knoweſt all 

thinges,cherfozerememtbie mie, ãd vifet me, 

delyner mefio my perfecuters:Receane not 

my caufein ¥ lSgemrath, yett hou Enoweff, 

that fortby fate J ſuffre rebute. When F 

bad foundethy wordes, J atthem vp gre- 

dely:they haue made my bertioyfullz glad. D 

Foꝛ J call vpon chy name,o LORDEGove ff 

hooſtes. J dðwellnot amongethe fcomers, 

nether is m̃y delyte therin: but I dwell only 

in the feareofthy honde, forthou haſt fylleð 

me with bytternes. S hali my heuynes endu 

re for ener? Are my plages then ſo greate, y 

theyma ye neuer be ed? Wilt thou be as 

a roater,thatfallech,and can not cont ynue? 

Vpontheſe wordes thus ſa yde the QRDB 

vnto meroef thou wilt turne agoyne, fat 

ſet the in my fernyce: andyfebou wilt cate 

outthetbingethat is precious from the vy- 

le thoͤn ſhait be euen as myne owne mouth. 

Theyfhal conuerte vnto the, but turne not teresta 

thou vnto thẽrand ſo ſhal J matethea ſtrõ · 

se wallof ſteie agaynſt this people, They Ms 

hal fightagaynféthe, burthey ſhal not pze 

nayle. Sox3 my felf willbe withehe,co helpe 

the,and delyuer the, faieth the LORDE. 2nd 

Fwillrydthe out of the hondes of the wic- 

ked, and delyuertheout of the honde of Ti 


rauntes. 
The XVI. Chapter. 

Orouer,thus faydethe LORDEyn- A 
8 tome: Chon fhale tate ¥ no wife, 

ner beget childzen inthis place. For 
of the children that are borne in this place, 
of theirmothers that bauc borne then, and 
of their fathers that haue begotten them in Levisob 
this londe thus faieththeLORDE:They ſhal lere · ac 
dye an horrible deeth nomã fhalmourne for 
than,ner burie them but the y ſhal lye as do 
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this londe [hal they dye, olde and yonge,and — ge“Jools and abhominacions, wherw 
ſhall noe be buried: no man fall bewepe ane fylled myneberetage. OLORDEMY terey vey 
chem,no man [hall dippe or ſhaue himſeiff ſtrength, my power, and refuge in tyme off i7< 
fez them. trouble. The Gentiles [hall come vnto the 
There fhalnocone viferanother,tomour fromebe endes offthe worlde,andfaye:We- 
ne withthem for their decd, or to comfozte rely oure fatbershauecleyed onto lies, their 
chem. One ſhail not offre another the cup Jools are but va yne and vnpꝛofitable ove 
Off confolacion, co fozgettbeir heuynes foz can aman mate,thofe bis goddes, which 
aCorsb father and mother. Thou fale not goin arenorabletobe goddes 7 And therfore, F 
"to their feaſt boufe,co fyt borone, moch,leffe will once teach ehem/(faierh y LORDE)J wil 
DB cocateordzynte withehem.Gorthusfaiech ſhewe chem my honde anð my power, that 
—— off poets the Gor or ote theymaye tnorwe, ¥ my nameis ¥ LORDE. 
fere.7.d de, ſhalltake awaye out of this pla 
Bb coche —— * ‘Gland ee lio The XVII. Chapter. 
ce off the brydegromẽ and off the bzyde:yee Oure ſynne(o ye off che erybe of Ju⸗ ~ 
a@ndebatin youre da yes, that ye maye fe it. t dais writté in the table of ye berces, 
fererb  Ltow — ſheweſt this people all ZSrauẽ ſo vponche edges oͤf yF aul- 
iren a theſe wordes,andthey faye vnto the Wher ters wi a penne of yron ẽ ʒvith an Adamãt 
fore hath the LORDEdenyfedallebis greate Aawe:y youre childꝛen alſo maye thynte v- 
plage for vs 7 Oz whatis the offence and ——— woddes, thicke trees, hie 
nHnne that we baue done agaynfttheLORDE s,mountaynes z felbes. Wherfore FJ rereasc 
gure Goody Thenmate thou them ehis an- will mateall yourefubftaunce ztreafurebe sob 
froere:Becaufe youre fathers haue foxfaten fpoyled, forthe yunecbat yebaucdo 
a Me((aieth che LORDE)and bane clened vnto ne pon youre bie places, chorow ontall F 
Pes firaunge goddes, whom ehey bane honon- cooftes off yourelode.2e ſhal be caſt out al- 
redand worfhipped:butme banechey forfa [ofromebe heretage,that J gaueyou. And 
tereg.a 29nd bane noe bape my lawe. And ye w" ‘J wil fabdue youvnderthe heny bsdage of 
ee-7-4. Ioure fhamefull blafpbemies,baneerceaded — youreenemics,inalonve that ye knowe not· 
the wicFednes off youre fathers. For euery Forye haueminiftredfy:etomy indignaci- 
one off you foloweeh the frawerbdeenel yma on, bid [hal burne enermoze. Chus ſaiet 3 
ginacion off bis owne hert and is not obedi theLORDE: Curſed betheman that put teti rasa. 
ent onto me. bis truſt in man ãd tbat taketh fleſh for bis 33 
Devare Cherfore wil J café you out off this lon armerandhe,whofeberte departerh from ¥ Prose 
ers de, in co a londe that yeand youre fathers LORDE. He ſhall belitethe beth, that gro Fzeasa 
Enowenot:andebere ſhall ye ferue firaunge ¶ wech in che wildernes.2s forthe goodtbin- 
goddes dayeandnight, there will J fhewe gethatis forto come, be fall not feic: but 
€ youn fauoure. Beholde therfore(faieth the  Dwellina drie place off the wildernes, in a 
LORDE)the daies arecome, that it fhall no- fale and vnoccupied londe. ® Dliffed is the Phils. b 
feressb moze befayed: TheL ORDE lyueth. which man,that puttech bis truft in the LORDE, prose 
biongbethechiloien of Sfracloutofebels- andwhofé bopetheLORDE is bimfelf. Sor 
de of Egiprebuc(icfhall be ſa yde che LOR be fhalbeas a tre that is planted bythe wa 
DElyueth,chatbronghethe hildzenof Ff ter ſyde: which fpredeth out the rove vnto 
rael from the North. ⁊ from all londes whe moyfineffe, whom the beate can not barme, 
re Ihad ſcatred them. For J wil bringe thẽ rwhenit commeth, but his leaues are grene. 
amayneintotbelove,cbaryganewntothe- · ¶ Andthough there growe but litle frute be- 
ir fachers. caufe off brouch yetis benot carefull, but 
DBeboloe,(faieththeLORDE)Y willfende he neuer leaueth of to bringe forth frute. 
Matt.4.¢ ont many fifberscotate chem, andafter f  Amongeall chingeslynynge, man bath the 


Che prophee Jeremy. 
Se vpon the earth. They [hal perifh thorow 
the ſwearde and bonger, and their bodies 
fhal be meate for the foules of the ayze, and 
beeſtes of the earch. A gayne thus ſaieth the 
LORDE:Go not vnto t hem that come roge- 
ther, for to mourne and wepe: for J bane ta- 
Een my peace feStbis people(ſaiech the LOR 
DE)yce my fauourẽ and my mercy. And in 


soil J fende outmany bunters to bunte the 


Che xvij. Chap Ao. xxrxi. 


out,fromall mountaynes and billes ãd out. 
of the canes of fiones. Foz myne eyes behol 
be all their wayes, and chey can noc be hyd 
fro my face, necher can cheir wicked dedes 
be kepte cloſe out of my ſight. Sut firfé will 
Iſufficiently rewarverbeir ſhamefull blae 
p̃hemies and ſynnes, wherwith they haue de 
fyledmy londe: Namely, with their ſtinck in · 


Di land vnſercheable bert, 
moſt difecarfull and vnſercheal SF 


The prophee Jeremy. 
Who fhalleben knowe itv Euen F the 
Poe nd — — the grounde off a 
Rom.2.a G0 feardythereynes and rewarve cuery me 
Proasa acordinge to bis wayes, and acordinge to 
the frutẽ off biscouncels. 

Che difceacfull matech a nef, but brin⸗ 
geth forth no yonge: He commech by riches, 
but not rightuouſiy. Inthe myddeſt off bis 
life muſt he leaue chem bebinve bim, andat 
thelaft be founded very foole. But chou(o 
LORDEnwhofetroneis mofé glozious,ercel- 
lent and off mofé antiquite, which dwelieſt 
in the place of oure bolyreft: Chou art che 

C comforte off Ffrael. All chey char forſake 

fere2.b the, ſhalbe confounded:all cbey thacdepar 

— tc from the,flpalbe weitten in earth, for they 

8" haue foxfatentheLORDE, the very condite 
Of the waters of life. 

HHeale meg LORDE)And Fj ſhall be whole: 
fauethoume, and J fhalbe faned, for chon 
art my pzryfe.Bebolve,chefe men faye onto 
me: Where is che worde of the LORDE 7 Lee 
te come, Where as J neuerchẽles ledinge the 
flock in thy wayes haue compelled none by 
violence. For —5* deſyreo eny mãs deeth, 
this tnoweft chou well. LhNy wordes alfo we 

Tee144 reright before che Benotnow cerrible vnto 
*S me(oLORDE)forthowart be, in whom J ho⸗ 
e,rwhen J am in parell. 2 etmy perfecuters 

e confounded, but not me let them beafray 

ed and notme. Chon hale bringe vpon the 

* tyme — plage, and ſhalt deſtroye 

emright (oie, 

Agayne,chus bath the LORDE fayde vn· 
me:Goand ftonde onder the gate, where 
~ thozow the people and the tinges of Jude 
goout and in, yee vnder all che gates of Je 
tufalem,and faye ontotbem:dearetbe woz 

de of che LORDE, ye kinges of Jude,and all 
thew peopleof Juda and all ye citefyns of 
Jeruſalem that go thorowthis gate: Thus 

Dew-sb the LORDE commaundeth; Cate hede for 
Exoseb yourelyues, that yecarie no burcben vpor 
you inthe Sabbath, co binge it thozerorbe 

gates of Jeruſalem: ye fhall beare no bur- 

chen alſo out of youre houſes in che Gab- 

bath: Ne [hall do nolaboure tkereim,bacbe 

lowe the Sabbath,as 7 commaunded you 

Rzesob te fathers. How be itebeyobeyed menor, ne 
2°” ther bertenedcbey vnto mer bue were obfit- 
nate ⁊ fiubburne,ad nether obeyed me,ner re 

ceaued my cozreccton. 

Lleuercheles, yf ye will heare me (fateth 

the LORDE) and beare no burthen in to F 

cite thozow this gate vpon the Sabbath: 

— RF ye will halowe the Gabbath,forbat ye 
“"° ono workeebereinsthen ſhai here go rho⸗ 


lere· · a to 


Khe xviij. Chap. 
rowthe gates of this cite, kinges and pzyn- 
ces,cbat ſhall ſyt vpon che fiole of Dauidr 
They yall be cared vpon charettes,andry 
de vpon horſes both they anð their princes: 
Ree whole Juda and ali the citefyns of Je⸗ 
rnfalem hall go bere thozow, and this cite 
hall ener be che mozeand more inbabited. 
Chere fhall come mes alld from the cities 
of Juda, from aboute Fernfalem,ad from y 
londe of BenJamin, from che playne feldes, 
fromebemountaynes end from che wilder- 
neffe: which ſhall binge burntoffringes, fa- 
crifices,oblacions,and incenfe, and offre vp 
thantesgenynge inthe boufe of the LORDE, 
Dut yff ye wall not be obedient vnto me, to 
halowe the Sabbath, fo chat ye will beare 
youre burthensthozowthe gates off Jeru⸗ 
falem vpon the Sabbath: Then hall I fee 
fyꝛe vpoͤn the gates off Jeruſalem.ãd itfhal 
burne vpthe houſes off Jeruſalem, and no 
man [hal beable ro quench it. 


The XVIILChapter. 
This is another communica- 
cion, that God bad with 
‘jeremy, fayenges 


Rife,and go downe in to the Potters 

houſe, and there ſhall J cell the more 

Off mymynde. Rowwhen Fj cameto 
the Potters houſe, J founde bim matinge 
dis woke vpon an Bele. The veffel thatthe 
Potter made off claye,brateamonge bis hõ 
des: So bebeganneanew,and made ano- 
ther veffell,acozdingeto bismynde. Then 
fayderbe LORDE thus vnto me: Mayenot J 
dows you,as this potter doth, O ye bou- 
ſe off Iſtael? ſaieth the LORE?Beholðde, ye 
boule off Iſrael: ye are in my honde even as 
theclayeinthe potters honde. 

When Feake in honde to rote out, to deſ⸗ 
troye orto waiſt awaye eny people or kĩgdo 
mer yff that people (agaynft whom Fj haue 
thus deuyfen)couerte from their wicFednes: 
‘mmeviatly,5 repente off che plage that 
Denyfed cobringe vpontbhe.Agayne: LOE 
‘tate inbhonve,to buylde, orto planes peo 
ple ozatingdome: yfftbe fame people do e- 
nell befoze me,and beare not my voyce: Im · 
mediatly Irepentẽ ofthe good,cbat I de- 
uyſedto do forthem. 

Speatenowreberfore vnto whole Juda. 
andcocbemtbat dwell at Jeruſalem Thus 
ſaieththe LORDE:Debolde, 3 am dveuyfinge 
@ plage foz you,and am tatinge a thinge in 
Bonde agaynſt you. 

Cherfore, lee enery man turne from bis 


Efa.gs.fs 
Rose 
lereug.c, 


Ezcus8.8 
—* 
Lucas.a 


Tone.z: 
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The prophee Jeremy. 
lere. i.e euell waye take vpon you the thinge that is 
lere n. b SOOSsND do right. But they faye: No more 
Of this, we will folowe oute orone ymagina- 
IONS, aNd do euerymã acordinge tothe wil 
falneffe of bis orone mynde. 

% © Therforeebus faieththe LORDE:Area- 
monge the Heithen. yf eny man bath berde 
foch bowible chinges,asthedoughterof Gi 
onbath done. Shal not ¥ firowe(¥ melteth 
vpontheftony rocFes of Libanus) moyftu- 
rethe feldes? Oꝛ maye the fpringes off wa⸗ 
cers befo grancn awaye that theyrunne no 
more, geue moyfineffe,ner mate frucefull > 
But my people hath fo fozgoctenme,¥ they 
haue made facrifice onto vayne goddes. 
And whylethey folowed their orone wayes 
cheyarecome out of the bie ſtrete and gone 
intoa fote waye not vſedto be troden. Whe 
re thoꝛrowthey bane brought their londe in 

tere.io b to an euerlaſtinge wilderneſſe and ſcorne: 

ac So wyho ſoeuer traua ylech ther by, ſhal · 

beabalbed,and waggerbeirbeabdes. With 
an Balt wynde will Iſcatre che, before the⸗ 
trenemies. And when their deftruction 6- 
meth, J will curnemy backe vpõthem, but 
not my face, 

Then ſayde they: come, let vs ymagin 
Fmthinge agaynft this Jeremy. Mee this 
dyd euen the preſtes, to whomy lawe was 
conmrytred:the Genatours, y werethe wy- 
ſeſt: and che prophetes, which wanted not F 

C worreoff Gov. Come(fayde theyet vs cut 
out his tũge, and let vs notregarde bis wor⸗ 
des. Conſſdre me( o LORDE) andbeare the 

bas —— enemies. Do * notrecom- 

1082 ce euell for good, roben they dygga pyc 
Piils¢-b Pim foalse akcrmembec, bow: tae y five 

fereso.d befozetbe,co ſpeabe forthe, ãdto turne awa 
yetby wrath fromt hem. 

Ther foꝛe let their childꝛẽ dye of Hunger, 
and let them be oppreſſed withthefivearde. 
Lectheir wyues be robbed of cheir childzé, 
and become wyddowes:let their hußbõdes 
be flayne,lectheir yonge men be kylled with 
the ſwearde in the felde. Letthe noyſe be her 
de out of their houſes, when the murtherer 
‘cometh ſodenly vpon them: Forthey bane 
digged a pit totake me,andlayed ſnares for 
my fete. Ret LOR DE, thou knoweſt all their 
cotcell,chatthey baue deuyſed, to ſla ye me. 
And t herfoꝛe forgeue them not their wicked 
nes, and lec not their ſynne be put out of thy 
ſight: but lecehem be indged before the as 
the giltie: This ſhalt thou do vntothẽ in ¥ 
tymcof thy indignacion. 


The XIX, Chapter. 


Trens.£ 


Plalyos.a 


bere· n.d 


The riz. Chap Ao. xxxij. 


<> Dzoner, thus [aide the LORDEwn- A 
8 to Jeremy: Gotby waye, and bye 
s thea erthen pytcher, and binge 
fort h the Senatours and chefe preſtes in to 
the valley of the childꝛen off Ennon, which 
liech befoꝛe thẽ porte that is mave of bck,z 
ſhewe them there the wordes, chat I ſhaũ 
tellthe,and ſa ye thus vnto them: Heãre che 
worde of the LORDE, ye kLinges of Juda, ad 
yecitefyns of Jeruſalem: Chus ſaiech the 
LORDE of booftes theGodof Iſrael: Behol 
de, J willbzinge foch a plage vponchis pla- 
ce,that ¥ earesof allebatbeareit, Pal glo- 
we. And that becaufethbey haue forfate me, grease 
and vnhalowed this place, and baue offred lere.s.c 
in it onto firaunge godbdes:whs nether they, 
their facbers,ner the tinges off Jude baue 
tnovone. They hauc filledehis placealforw* deuud 
theblonde of innocentes, foz they baue fer 29-b a 
vpan auiter onto Baal,coburne their chil Payee 
den fora burntoffringe vnto Baal which ezeic.b 
—— — charged them, ne- 

er thought once there vpon. 
— — Fe cometh (fateth ee 
theLORDE)y this placeflal nomoze be cal- ‘“**7" 
Ted Cophet,nes ¥ valley of ¥ chilozé of En · 
nõ, but ¥ valley of flanghter. Foz inthis pla 
ce wil J flayethe Senatours of Juda ze 
rofalé, z Bill thé downe w the fiwearve in ¥ 
fighc of cheir enemies, ãd of than that fete 
rheir lyues. And their deed carca es wil I ge 
ue te be meate forthe foules of the ayre and 
— af. * — ine — —— 
tefo deſolate ãd deſpyſedẽ that who ſo goeth R8e⸗ 
chere vᷣy. ai beabapbed Z geaft 2 —— 


becauſe of all bir plages. — 
‘Fwill feverhemalfo w the fleſh of their Tee. .b 
fonnes z their doughters.eecuery one ſhal neuss.b 


cate vp another inche beſeginge z ſtraytneſ 
Re, wherr cheir enemies (Y ſeke their lynes) 
ſhal kepe thẽ in. And the pitcher ſhalt thou 
breake in the ſight ofthe mẽ ¥ ſhalbe wi the, C 
and fayeontothé: Thus faieththe LORDE 
off hooͤſtes: Euẽ ſo wil J deſtro ye this peo- teresa 
ple ⁊ cite: as a potter breabeth a veffel,chat 
can not be made whole agayne. 

‘Jn Tophet ſhalthey be buried, for they terer.b 
fhalbauenone other place. Thus wil Joo 
vnto this place alſo ſaieththel ORDE and to 
thé y drvell here in: yee J wil do to this ci- 
te,as vnto Tophet( For the houſes of Ferm 
falé Tthe houſes of the tinges of Judã are 
defyled life as Tophet, becanfe off all the 
boufes, in whofe parlers they dyd facrifice 
vnto allthe hooſte of heauẽ, and poured ont 
Dynke offringes unto ſtraunge aoddes. 
And ſo Jeremy came from Soper wore 


Fhe prophee Jeremy. 

the LORDE bad fent himto prophecie, and 
ſtode inthe courte off che boufe off the LOR 
DE,and [pate co allcbe people: Thus faierh 
the LORDE off hooſtes che God of Iſtael: 
Beholde, J will bringe vpon chis cite and 
vpon every towne aboute it, all che plages 

at J baue deuyſed aga ynſt —— they 

lete haue bene obftinate, ad wolde not obeye my 

‘+ warn ynges. 
The XX. Chapter. 


den ur the preaſt, the fonne 
x SS Har eloer soe preett bout of ¥ 
ae LORDE,berde jeremy preach ſo ſted 
Adasa_ faftly:be ſmote Jeremy, and pucbim in the 
toh ise ſtockes that are bythe bie gare of Ben Ja⸗ 
min, in the houſe of ¥ LORLE. Che nertedaye 
folowinge, Paſhur brought Jeremy out of 
the ſtockes sgayne. Chen fayve Jeremy on 
tobim: The LORDEfball call che nomore 
aſhur(that is excellent and increafinge) 
ut Magorcthat is fearfull Go afrayed)eue- 
ry where, Foz thus ſa ſeth the LORDE: bebel- 
de J will materbeafrayed,che chy Rif, and 
all chac fanoure ¥: wbid) fhal periph with 
he fivearde off ebeir enemies euen before yf 
ace. 

And J wil gene whole Juda vnder the 
power of the tinge of Babilon, which hall 
cariefome vnto Babilon preſoners, and ſia ye 
fome withthe ſwearde. Norouer, all ¥ fub- 

‘Tere-t;.c fteunce of this londe all their precious and 
za gorgeous woites,alll cofil ‘meffane allebe 
creaſure of the tinges of Jude: wil Geevne 
into che bdves of cheir enemies, which fyal 

fpoylechem,and cariechem onto Babilon. 
Duras fort he(o Paſhur bon ſhalt be cart- 
ed vnto Babilon with all ebine honfiolve, z 
£9 Babus ſhalt thou come,wherethon ſhalt 
die, and be buried :thon and allthy fauou⸗ 
rers to whem chon haſt preadyed lies, O 
——— — weale, but thou ree 

b freß heſt me, T makeſt me ſtronge agayne. All 
—— thedayclongeam ) —— angleonbeo 
tofcomeof eneryman:becaufe J haue now 
preached longeagaynft malicions Tyzan- 
laeo.b HY,4nd flhewed them off deſtrucciom ForF 
which cauſe they caſt the worde offthe LOR 
DEinmycech,and.cate me euer to the worſt. 
Wyher fore, AIthought from hence forth, 
not to [peate of bim,nerto preach eny moze 
in his name. But the worde off the LORDE 
was a very burnynge fyre in my hert and in 
my bones, which when J welde bane ſtop 
ped, J might nor. Fo? why, Tj herde foma- 
Phalyob MY derifids and blafpbemtes, yee enenofmy 
ne owne companyons, and off [och as were 


gRen0.c 


Khe ext. Chap. 


conuerſaunte with me:which wente abon- 
te,co mate mea frayed ſa yenge: vpon bim.lee 
vs go vpon him,to feare him, and mate bins 
bolde bis conge: ¥ wemaye ouercome bim, 
and beavenged off him. 

But the LORDE ſtode by me,liteamigh 
tie giaunte:ther fore my perſecuters fell, and 
coude do notbinge. The y [pal be ſore confoũ 
ded, for they bane done vñnroſely they [hall 
haue an euerlaſtinge fpame.2indnow,oLOR 
DEof booftes thoungbhtuous ſercher which 
EnowefEchereynes and che very bertes:) let 
mic fe them punyſhed, foz onto the commit 
vemy canfe. 

Synge vnto the LORDE, and pꝛayſe bint, ay 
for be bach delyueredthe ſoule off the oppreſ 
fed, fremt he honde off the violent. Cuͤrſed 
bethe daye, wherein I was borne: vnhap· tobs.2 
pie be y* daye, where m my mother brought iere. in b 
me forth. Curſed be the man, that brought 
my father the tidinges, to make bim glad, 
fayenge:thou haſt gotten a ſonne. Tet ic ha 

en vntothat man as tothe citics which 

ORDE turned vpſide dorwne ( when be bad 
longe herde the wicked rumoure of thembe 
caufe be flexce me not, as ſoone as Tj came 
out off my mothers wemibe,and becanfemy 
mother was not my graue birfllff, chat che 
byrth might nor bane come out, tut remay- 
nedfiillinber. Wherfore came J forth fF popace 
my mecbhers wombe7To baucerx perience of 
laboure and fozowevandeo ledemy life with 

me? 


lere u.d 


Genise 


The XXL. Chapter. 

GQ Heleare the wordes that the LORDE A 
fpate — what tyme as 
kinge Sedechias (ent vntob.m pafh 

ur the ſonne off Melchia, and Gepkonias 

thefonne.of Naaſia preſt, ſa yen geĩ Are coe 
uncell at the LORDE (we praye the) of cure 
bebalfe,fo: Nabuchodonoſorthe tinge off 

Dabilon kefegeth vs, yfftbeL OR DE( per- 

a@duenture) will deale with vs, acordinge to 

bis maruelous power, and cate bim from 


vs. 

Then pate Feremy: Gene Sedechias 
this anſwere Thus faicth the LOR DEGed lereaz.a 
Off Dirael : bebolde, “J will turne backe the + Reb 
weapens , that ye haue in youre bondes, tere gaa 
reberwith yc fight aga ynſt the kinge of Ba 
bilõ zebeCaldecs, which befege yourcunde 
aboute Y walles: Iwil bri ge thé rogerber 
in tothe myddeſt of this citẽ and Imy ſelff 
will fightagaynft you, with an outſtietcheð 
bonde,ad with ¢ mightie aime, in greate dif” 
pleaſure and terrible sath : and will [inyce 


The prophee Jeremy. 


them, that orwell inthis cite:yee boch me FO 
cateli ſhal dye of the peftilence. 

And after chis(ſaiet the LORDEYY ſhall 
delyuer Sedechias the kinge of Gude, z bis 
(eruauntes, bis people(and foch as are efea- 
pedinche cite, from che peftilence, fivearde, 

leegg.a and bonger)intotbe power of Nabuchodo 
noſor kinge of Babilon:ycein ro che hoves 
of ebeirenemies,intothe bodes of thofe y 
folowe vpon their lyues, whic fall ſmyte 
themwwith ¥ fwerde:they [halnoe pite che, 
they ſhal not{paretbem, they ſhall haue no 
mercy vponthem. 

And onto this people thou ſhalt faye: 

Peusoe Thus ſaiet the LORDE:bebolve, Flayebe- 
Teese foze youtbe wayeof lifeanddecth. Who fo 
abydeth intbis cite, ſhal periſhrerher wo the 
ſwear de, with bonger,oz with peftiléce. But 
whofo goetboutto bolveon ¥ Caldees par 
te, ¥ befege it, be fal faucbis life, and fhall 
C wynnebisfoule fora pꝛay. For J haue ſet my 
ieteara face aga ynſt this cite ſaiechthe LokHxo 
plage it, and to do it no good. It muſt be ge · 
Bein coche honde of the kinge of Babilon,z 

be brent with fyze. 

And vnto the houſẽ of the tinge off Ju- 
da ſa ye chus: Heare the worde of y LORDE 

— Orhou houſe off Dauid) for thus faieth the 
Tae, LORDE:tiiniftrerightuoufies,and chat foo 
Efane ne,delyuer the oppzeffed frõ violent porver: 
Tere. ovener my terrible wath break out lites fy- 
zach 6-¢ ve and burne fo,thatnomanmaye quẽch tt, 
becaufe of the wickednes of youre ymagine 
cions.Bebolde(faieththeLCRDE) Tj wil co- 
Kere1z.a. Me vps you,that dowel in the valleis, rockes 
Deusge and feldes and ſaye: Tuſh, who rill mate 
ierenb vs afra yedror who will comein to oure hou 
eb35¢ ſes Sor J will vyfet you((aiethtbeLORDE) 
Pe becanfe off the wikednes off youre inven- 
cions, and will Eyndle foch a fyre in youre 
wod, as ſhall cõſume all, chatis abonte you. 
The XXIL Chapter. 
MW eo Hus faydethe LORDE alfo:Go dow- 
i neintotbhe houſe ofthe Binge off Ju 
da, and fpeatetherethefewordes, z 
ſa ye Seare the worde off the LORDE,thow 
kinge off Judathat ſytteſt in the kyngly fea 
te off Dauidrthou andeby ſeruauntes ãd y 
people, that go in z ont at this gate. Thus 
d theLORDEcommanndeth: kepe equite and 
rightuouſueſſe, delyuer the oppreſſed frõ the 
porer off the violent: do not greue ner op- 
preſſe the ſtraunger, the fatherleſſe ner the 
ywyddorwe, ãd ſhed no innocét blonde in this 
lace. 
3 And yff ye Eepethefe chinges faithfully, 
then ſhali there come in at the doze off this 


Jere.49.2 


Che xxij. Chap Ao. xxxrij. 


Donfe Eynges,to ſyt vps Danids feate: they 
fhalbe caried in Charettes and ryde v; 
boufes, both cheyz their feruauntes,ad their 
people. Suc yf ye wil notbe obedient vnto Terese 
thejé commaundementes, J ſweare by my- Ela.4sc 
neowne felfifaieth ¥ LORDE) this houfefhal Hebow 
be waift. For chus bath the LORDE [poten v. 

on che Einges houſe of Juda: Thou art the 

de as Galaad is in Libanus: Wheat wilt 
thoulaye of it,yf Jmatethenot fo waiſter B 
thy cities alf>)cbatnoman ſhal dwell there 
iny Frill prepare a deftroyer with bis wee 
pés for the,co ew vowne thyfpecial Cedze 
trees,and co caſt them in the fyze. 

And all the people that go by this cite, 

[hall fpeate one to another: Wherforebath 

the LORDEdonetbhus vnto this noble cite? 

Cher ſhall it be anſwered:be cauſe they ba- 

ue biofen the couenaunt off theL ORDE * 

their God,and bane worſhipped and ſerned Pee27 
ſtraũge goddes. Mourne nor ouer the decd, 4.Ressb 
and be not wo for them, bucbe fozy for bint 

that departeth awa yer for be commech not 
agayne,adfeeth bis natyue countreno mo 

re. For thus ſaieththe LORDE, as touchinge 

Seilum che ſonne of Gofias tinge of Juda, +-Pars-b 
which reygned after bis farber,and is cari- 
edontoff this place: 

Se ſhal neuer come hither agayne, for be 
fhaloyeinthe place, where vnto he is led ca 
ptyue,and ſhallſe this londe nomore. Yo Efas.c 
worth him that buyldeth bis houſe with vn Aggna 
rightuouſnes, ãd bis perlers with the good, 
that be bath gotten by violence :wbidy ne- 
ner recompenfeth bis neghburs laboure, ner 

ayeth bim bis byze.heebintethin bimfelfe 
B wil buyloeme a wyde boule,ad gorgeous C 
perlers: He canfeth wyndowes tobe hewen 
therein, and the ſylinges and s ma- 
Beth be off Cedze, and paym them with 
Zenober. Thinkeſt chou to reigne, nowebat 
thow prouoreſt meto wrath with y¥ Cobre 
trees? 


Dyd not thy father eate and drynke and 
profperewell.as [Sge as he dealt withequi 
te ãd rightuouſneſſe: Ree when hebelped y 
oppreſſed and poore to theit right,then prof 
peredbe well. 

§rom whence came this, bute only be- 
cauſe he bad me before bis eyes? ſaieth the 
LORDE. Neuertheles, as for thinzeyes and 
thine berte, chey ioke vpon covetoufneffe, 
to [hed innocent blonde, todo wronge and 
violence. And therfore, thus faicth theLOR- 
DEataynft Joachim, ¥ ſonne of Joſias kyn 4.Rre.25; 
geof jude: They ſhali noemourne foz bine 24.2 a 
Cas they vfetodo)alas Boor ates ſuſtere leress. 

iij 


The prophee Jeremy, 
ether ſhall chey [aye vnto him: Alas fy2, 
alas forrbacnobleprynce. Burasan Aſſe 
Poallbebe buried, corrupte and be cafe with 
outthe gates of Jeruſalem. 

Clymme vpthẽ bill off Libanus (o thou 
doughter Sionplift vp chy voyce vpon Ba⸗ 
fan, crie fromall partes:foꝛ alleby louers a- 
re deſtroyed. J gaue the warninge, whyle 
thon waft yet ĩ poſperice But thou ſaydeſt: 
¶wil not heare. And chis maner haſt thou 
fed fromthy youth, that thou woldeſt ne- 
ner bearemy voyce. All eby hyrdmen fhalbe 
dryuen with the wynde, and chy verlinges 

Ibe caricd awaye in to captiuyte: Then 

ale thou be brought to ſhaine and confuci 
5 of ain y wickednes :thou chac 
dwelleſt vpon Libanus, Gd matefé thy n 

mee bt beeen trees, bow greate ſtyai veld 
Ieres.d nyngebe,whentby ſorowes come vpon the, 
308 as g woman trauelinge with childer 

As truly as J lyue(faicththe LORDE.) 

Though Achonas the ſonne off “Joachins 
#Reg. Eingeoff “jude weereebe fignec off my right 
a+ bonve, yet will J plucte bin of: And J wil 
ewe the in to F power off thẽ that fete to 
ye the, and in tothe poser off chem that 
thou feareft: into the power off Nabucho⸗ 
E vyonoferchetinge off Beabilonand — 
power ofthe Caloces, Moꝛrouer, J will ſen 
dethe,andcby mother that bare the, into a 
ftraungelonde, where ye were not bome, ad 
there [hall ye dye. But as for the londe that 
ye will deſyie to returne wneo, ye [yall neuer 
comearitagayne.Cbis ma Jechomas ſhal 
belitean ymage robbed and tome in peces, 
which pleafeth noman,fozall bis epperell. 
POberforeborh he and his fede ſhalbe fenta- 
wa ye, and café out in to a loͤde, that the y tno 

we not. 

Ochonearth,earth,ecarth:beare the wor⸗ 

de off the OR DE: Wuyte this man amon- 
gethe outla wes, for no profperite [hall this 
man baueall bis life longe. Mether ſhall eny 
of bis ſede be ſo bappie, as co ſyt vpon the 
ſeate of Dauid, andto beare rule in Juda. 


The XXII Chapeer. 


2 ® be vntorbe herdes, that deſ 

ase SS troye, and fvelagina flocte, faieth 

the LORDE. Wher foꝛe this is the cd 

maundemẽt of che LORDE God of Tfrael, 

onto the ſhepher des chat fedemy people: Re 

ſcatre ãdthruſt out my flocke, and loke not 

vpon them. Cher fore, now will J vyſet che 
wickednes of youre ymaginacions,faicth ¥ 
LORDE; ind will gacbersogerberebe remng 


Khe xxiij. Chap. 

aunt of my flocke, from alllondes that bad 
dryuen them vnto, and will bringetbem age 
yne to their paſtures that they ma ye growe 
and increace.7f will fer ſhepherdes alfo ouer 
them, which ſhall fede chem. They fall no 
moze feareand diede, for there yall none off 
them be loft,faieth the LORDE. Sebolve, the 
tyme commerh(faicth the LORDE bat J wil 
rayſe vp the rightuous braunch off Danid, 
which hall besrerule, and diſcuſſe matters 
with wyßdome, and hall fee vp equyte and 
rightuouſnes atta yne in the eart h. 

jn bis tyme fall Juda be ſaue d and I 
rael Maͤl dwell without feare. And chis is 
the namethacthey ſhali call bim :euen the 
LORDE oure rightuous mater.Anoeberfo 
re beholde, the tyme commeth (faith the 
LORDE) thacit fhallno moze be fayde: che 
LORDElyneth, which brought che childzen 
Off Iſtael out of the londeof Egipte: Bue 
theLORDE lyueth, which brought forth, ãd 
ledtbe fereof the houſe off Sirael, out off 
the north londe,and from all countrees whe 
rej hadfeatred chem, and they ſhal dwell 
incheirornelondeagayne.” 

My berte breabeth inmy body becauſe of 
the — pꝛophetes, all my bones fate: YJ 
am bece me like a dꝛencken man(tharby the 
reaſon of wyne can tabe no reſt) for very fea 
re Of the LORDE, and of bisboly wordes:Be 
cauſe the londe is full of adnoterers, where 
thorowitis deftroyed andmourneth,and Y 
pleafaunt paftures ofthe deferte are dryed 
vp.mee the wayetbat mentate, is wicked, 
their gouernaunce is nothinge like the boly 
woꝛdẽ of the LCRDE. Goztbe prophetes and 
the preftes chem felues are polutedpoary- 
tes, ãdtheir wickednes haue J founde in my 
houſe, ſaieththe LORDE. WOber fore, their wa 
‘ye [hall be flippery inthe darcPneffe, where 
in they maye fiacPer and fall. For will brin 
ge @ plage vpon them, euen the yeare of che 
ir vificacion,faiethtbeLORDE. “jbauefene 
fily Aponte Ye propperce of Samaria, ¥ 
they preched for Baal, ad difceaued my peo- 
ple off Iſtael. J bauc ſene alfoamongetbe 
Propbetes off Ferufalem foule aduoutery, 
and ppreſumptuous lies. Theytate rhe mofé 
{hamefullmen by the hõde flatringe chem, 
fo thacthey cã not returne from their wick 
ednes. Allcheſe with their citefyns are vn⸗ 
tome,as Sodom, and as the inhabitours 
Off Semorre. 

Ther fore thus ſaieththe LORDE of hoof € 
tes concernynge the prophetes: Beholde. I tere.9.b 
wil fede chem with wommwod,z matetbern 
drynckethe water of gall, Forfro rhe pꝛo⸗ 
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Che prophee Jeremp. TDhe xxtiij 


phetes of Jeruſalem isthe ſicknes ofxpocré 
fie comeinto allcbelonde. 

nd eberforerbe LORD Eof booftes ge- 
uet h you this warnynge:%>earenct the woe 
des of the pzophetes, that preach vnto you, 
And difceaue you: for they fpeake the mea. 
nynge of cheir owne berte, and not out of 
themouth of theL ORD E.They faye onto 


b tbhens, that Defpyfeme: CheL OR DEbath 


fpotenit: Caf, yefhal profpere right well. 
Sind vnto vai —— after che luſt 
of their owne berte, they faye: Tufh,chere 
all no myß forcune happen you. For who 
ath ſytten in the councellof theL ORD E, 
that be bach berdeand vnderſtonde, what 
Beis aboutẽ to do Who bath marckedbis 
Deuyce, and berdeit 7 Bebolde, the foamy 
wether of the OR D E(chatis, bis indigna 
cion)fhal go foztb,and Phal fall downe vpon 
the heade of the vngodiy. And the wach of 
theL ORD Efhalnoceurneagayne, ontill 
be perfourme , and fulfull che —— 
bis herte. And in the latter da yes ye fly 
Enowebismeanynge, 

J bane noe fenechefe prophetes, (faith 
theLORDE)anbd yer they ranne. J bane not 
{poten cochem, and yerthey preached. But 
¥febey bad continuedin my councell and 
berde my wordes :ebeybad cured my peg- 
ple from their euell weyes and wicked yma- 
Sinacions. Am J che Gov chat fecth bur the 
thinge, whicisnye at bonde, and nor chat 
is farre of ſaicth the LOR DE. Maye eny 
man byde bim ſelf ſo that I ſhal nocfe bim? 
ſaieth the LORDE. Do noe F fulfill heauen 
and earch? ſaieth the LOR DE.F haue herde 
well ynough, what the prophetes faye,thac 
pꝛeach lyes inmy name, ſa yege: J banediea 
med, Ihaue dreamed. How longe wiltbis 
cde ynue inthe propbetes hertes, corel lyes, 
and to preach the craftie forylee of their oro 
ne herve: Whoſe purpofeis, (with thedrea 
mes that enery onetell )romate my people 
forget my name, as their fore farbers dyd 
whe Baal came vp. The prophet that hath 
@ dreame, let him tell it;and he that vnder· 
fondeth my worde, let him ſhewe it faith⸗ 

‘ull 


“So: what bath chaffe and wheat todo 
together? ſaiech the LORDE.Js normy woz 
de like a fyze, faieththe LORDE)andlitean 
Bammer, chat breaketh the barde ſtone? 
Ther fore thus faiechtheLORDE: bebolve, 
wil vpõ the propheres, chat fiealemy woz 
De prinely from euer y man. Bebolde, here am 
‘Ffaterh the LORDE) agaynji che prophe- 
tes ,thattate vpon their tunges to fpeates 


Chap .2o, xxxiiq. 
TheLORDE bath ſa yde it. Bebolve, Bere 
am Tfaiech ¥ LORDE)agaynft chofe propbe 
tes, that darrs prophecy lies, and difceane 
my people with their vanities and miracles, 
whom J nener fent, ner commaunded then. 
They fhaldo chis people greatebarme, fa 
— be ei g 

Mf this people, ether en 92 pre| 
areche, on * what Wee ——— f 
the LORDE?Tbow [hale faye vnto chem: 
Wyhat burt henẽ Cher fore will F caſt you 
fro me(faieth cheLOR DE) becanje ye youre 
felues area burthen. And the prophet, preſt 
92 peoplethat vfeth thiscerme (the burthen 
ef ene LORDE)bim will J viſet, and bis bou- 

e alſo. 

Bus thus ſhall ye faye, euery one to ano · 
ther: What anſwere bath che LORDE geuen? 
Swhat is the LORDES commaundement? 
2nd as forche burthen oftheL ORD E, ye 
[hal fpeatenomore of — euery mans ore 
he worde is bis burthen, becaufe yebaueal- 
tered the wordes of ebe lynynge God the 
LOR DE Of booftes oure God. 

Thus fall euer yman ſaye tothe prophe 
tes: what anſwere haththe LORDE geuen 
ther Oz, what ſaieththe OR DE And not 
oncetoname the burthenof rhe LOR DE. 
Therfore thus faicththeL ORD E: Foz ſo 
moch as ye haue vſed this terme cthe bur⸗ 
then of the LORDE) whereas Inoewich⸗ 
fEondinge fent vnto you, andforbave you to 
[peate of che LORDES bin®hen: 

Beboldecherfore, J will repure youas a 
burthen, and rill youcut of my preſen· 
ceryeeand the cite alfo,that J gane you and 
youre fatbers : and will binge you to an 
encrlaftinge confucion , and in do ſoch a ha⸗ 
me, as ſhal neuer be forgotten. 


The XXIII. Chapter. 
D Se LORDI ſhewed meg viſis: Behol · A 


de,there ſt ode two maundes of figes 

be fore y Tepe of tbe LORDE,aftery 4. 
Naduchodonoſor Eynge of Bavils bavied 
arwaye captyue echonias the ſone oͤf Ioa⸗ 
chim Bunge of Jude, the mightie mers alſo 
oF Buda, mith che workeme ſters and coe 
nyngemen of Jeruſalem vate Sabilon. In 
the onemaunte were very Good fyges,eners 
leas thoſe that be firft ripe. In tbe ober 
maunde were very nangbeie figes, which 
might not be eaten,chey were ſo cuell 

Chen ſayde the LORDE vnto me: what 
feift chou SeremyrF fayde: fyges, where of 
fomebe very good and ſome ſð euel, that no 
man maye eate them, 
Sif a 
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The pꝛophet Jeremy. 


Then came the worde of the LORDEvn- 
tome, after this maner: Thus faicth y LOR- 
DEche God of Hfrael : like as chou knoweſt 
the good fyges,fo ſhal J Enowerbe men led 
awa ye, whom yj banc jent out of this place 
in to che londe of the Calvecs, for their pꝛo⸗ 
fite: and J will ſet myne eyes vpon them for 
the beſt, for J will bringe chem agayneinto 
this londe: J will buylde them vp, and not 
breake them downe: J will plante them, and 
not rote chem out. And J will geue t hem art 
berte,to knowe, howthãt J anicheLORDE, 
They ſhalbe my people, and J wilbe their 
God,fozchey fal rerurne onto me with che 
iv whole herte. 

And lite as thou knoweſt che naughtie fy 
ges, which mayenot beeaté,chey arc ſo euel: 
Even ſo wil Iſaieth theL ORDE fer Sede 
chias the kinge of Juve,(yeandallbis pryn 
ces, Tthe reſidue of Jeruſalem that rema yne 
ouer in thislonde, zebem alſo that dweli in 
Egipte yto be veredz plaged in all klingdo⸗ 
mes Zlondes. And will make chemo bea re 
prefs Aa comon byworde, alangbinge fioc- 

z —— allche places where J [pal few 
trethem. J will ſende the ſwearde honger ⁊ 
peftilenceamongetbem, ontill J haue clene 
confamedtbem out of thelonve, chat J ga- 
ne ones chem Ttheir facbers. 

TheXXv. Chapter. 

Sermone that was geuen vnto Fere- 

my, vpon all che people of Juda: In 

the fourth yeare of Joachim che fon- 
ne of Joſias tinge of Ju dã, that was,inthe 
fret yeare of Nabuchsdonoſor tinge of Ba 
bilon, Which ſermone, Jeremythe prophet 
made vnto all the peopleof Juda, Tto ali ¥ 
Inhabitours of Yernfalé,on this maner: 

Srom the rij yeare of Joſias the ſonne 
Of Amon Eingeof Juda vᷣnto this preſent 
daye, (that ts euen xxiij yeare the worde of 
the LORDE bath bene committed vntome, 
And [oF bane ſpokẽ to you,F baueryfen vp 
carly, FJ baue geuẽ you warn ynge in ſeaſon, 
bur ye wolde not beareme.ChoughtheLCR 
DEbath fent bis feruauntes, all the prophe- 
tes vnto youin ſeaſon: Met wolde ye not o⸗ 
eye, ye woldenot encline yo" earesto beare, 

Se ſayde: turne agayne every man frem 
bis euell waye,z from youre wicked yma gi · 
nacions,z fo ſhal ye dwell for ener in the lon 
de, that the O RDEpꝛeiniſed you z youre 
fore fathers: And go noͤt after ſtraunge god 
Des, ſerue them not, worſhipe them not dan 
gre me not with the workes of youre bodes: 
then will noe J punyſh you. Crenertheles, ye 
wolde not heareme (faierhtheLORDE)but 


The xxv. Chap. 


haue defied me withthe workes of youre bs 


Des,to youre owne Greate harme. 


Wherfoze, thus farethrheLORDE of hoo 


fies: Becaule ye haue not herkened wntomy 
worde, [o, Jwili ſende ont, z call ſor all che 
people, ¥ dwell in thenoath((aicththel 0 R 
DE)z wil prepayre Nabuchodonoͤſor t he tin 
geof Babilon my ſeruaunt, and wil binge 
them vpon this londe,and vpon all ¥ dweill 
therein,z vpon all the people that arc abeu⸗ 
te them,and will vcerly rote chem out. I soll 
mate of them a wilderneffe.amocdage, and 
a continuall deſerte. 

m oꝛrouer J will tate from them the voy 
ce of gladnefjeand folace, the voyce of the 
brydegremez thebzyde,the voyce of the a- 
noynted, with the creßſhettes: zebis whole 
londe ſhal become a roildernes ,zthey [ball 
feanechefayde peopleandthetinge of a- 
bilon,chze ſcore yeares andten. When the lxx 
yeares are expyred, J wil viſet alſo the wic- 
kedneſſe of the tinge of Babylon ⁊ brs peo- 
ple,fateth che LORDE: yee ztbelonde of the 
Celoces,z wil make it a perpetuall wilder- 
nes, Z wil fulfil all my wezdes vpon that lon 
de, whidy J bauc druyſed agaynft it· yee all 
thatis watten in this bote, whidy Jeremy 
bath propbecied of all peeple:fo that they 
alſo [pal be ſubdued vncodyuerfenacions ẽ 
greate Eynges , fez J rvil recompenfetbent, 
acordinge to their dedes z worres of thar 
owne hondes. 

Forchus haththe LORDE God of Iſrael 
[poten vnto me:Catethis wyne cuppe of it 
dignacion fro my honde, that thou mayeſt 
canfe allthe people(co whom F ſende thefoe 
to drinke of it:that when they haue dronkẽ 
thereof, they maye be madd, zout of their 
wyttes, when the fivearde commeth,that J 
wilfende amdgethem. Then toke I the cup 
pe from the LORDESbonde, zmareallthe 
people drynke there of, onto wbomtbeLOR 
DE badfentme. 

Dut firfE che cite of Jeruſalem, zall the 
cities of Juda, thetr kinges z pzynces:toma 
Bethe defolate, waiſt deſpyſed z curfed,acor 
dinge as itis come to paffe this daye. Ree 

harao ¥ tinge of Egipte, bis feruaunces, 

is pzynces z bis people altogether one w 
another and all tinges of thelonde of us, 
alltinges of the philiſt ynes londe Aſcalon 
Gasze, Accaron zthe remnaunt of Apoor, 
the Edomites,the Wioabites zthe Ammont 
tes:allthetinges of Tirus z Sidon:the kin⸗ 
ges of the Iles that are be yonde the ſee. De 
dan, Thema, us ⁊ the ſhauen Iſmaelites: 
allthe kinges of Araby ⁊ (generally )allthe 
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Lhe prophee Jeremy. 


kinges that dwell inthe veferte: ail the kin⸗ 
gs of Simi, all the Einges of Elam, all ¥ 
inges of the Meedes, alltinges cowarde 
the north (roberberthey be farre or nye)ewe- 
ry one with bis negbbours: Ree and all che 
Eingdomes that are vpon the whole earth. 
Che tinge of Sefach ( fayde he) hal dzinte 
with eben alfo. 
2nd faye chou onto chen: this is the com 
muundement of the LORDE of booftes the 
Gor of Hfrad ; dzinkeand be dzoncFen, fF pe- 
we, and fall that ye neuer ryſe: and chat eho 
row the fivearde, which J ral fende amon- 
ge you. Dut yfebey will not receauetbe cup 
peoftby bonve,and drinke it then cell them: 
Thus dothebe LOR DE of hooftes ehzeacen 


2 you: Deynbe it ye ſhal. and chat ſhortiy. For 


lo, J begynne to plage the cite, thatmy na- 
me is geuen onto :tbynte ye then, chat 3 
will leaue you vnpunyſhed? xe fhall nor go 
quyte. For why, Yj call for a fivcarde vps all 
the inbabitours of theearth, ſaieth the LOR 
DE of booftes. 

Ther forecellebem allchefe wordes, and 
faye onco them: The L ORDE fhal gie from 
aboue, and lee bis voyce be berde from bis 
holy babicacion. With a greate noyfe fhall 
becrie from bis conte regall. He geue a 
gregte voyce( like the grape gatherers and 
the ſounde thereof be herde vnto the en 
deo of the worlde. GortheL OR DE batha 
iudgmentto geue vpon all people, and will 
holde his courte ofiuftice with all fleſh and 
punyfbe che ongodly, faierh the LORDE. 

Sorchusfayeth ¥ — hooſtes: Be 
holde,a miſerable plage fall go from one 
people to another, and a greate ſtormy wa- 
cer [hal ariſe from allthe endes of the earth. 
And the fame daye fall che LORDE bimfelf 
ſlaye them, from oneende of the earth coa- 
nother. There [hall no mone be made fore 
ny of them, none gathered vp, none buried: 
buc [hall lic as dunge vpon the grounde. 

ttourne(o ye fhepherdes)z erie: ſprinc 
Ele youre felues with aß ſhes, o yerammes of 
the flocte : for che cyme of youre ſlaughter 
1s fulfilled, and ye ſhal falllite veffels con- 
nyngly made foz pleaſure. 

The fhepherdes fhall haue no waye to 
fle, and che rammes of the flocke fall noe 
eſcape. Chen fal the ſhepher des crie hozi- 
bly, and che rammes ol ———— 
ne: for the LOR DE fal confismetbeir paſtu 
re, and their beft felves fhallievecd becaufe 
of che howible wath of the LOR DE. Chey 
Phall forſake chew folves lite as alyon: For 
Fheis londes ſhalbe waiſt, becauſe of the 


Khe xxvi. Chap, Fo. xxxv. 


wrath of che deſtroyer, and becauſe of bis 
fearfull indignacion. 
The XXVI. Chapter. 
the begynnynge of che reigne of A 
Joachim che fonne of Gofias Eynge 
fn Of Jude, came this worde frem the 

LORDE, fayenge: Cbus faiecb cheL O R- 
DE:Sconve in the courte of the LORDES 
bone, and fpeate onto all chem which (ont 
of the cities of Suda ) come to do wor[lip- 
pe inthe LOR DES houſe, all che wordes ys 
commaundetbeco faye. Tote that thou tee 
pence one worde backe, yf(peraucnture)cbey 
rill berEZ,and turne every man from bis wic 
Eed waye:that J mayealfo repente of the 
plage, which J baue determed co brynge y- 
pou chem , becanje of cheir wicFed inven- 
ctons, 

And afeer chis maner [yale thou fpeate 
wntotbem:T bus —S ORD Ey ye 
will not obeye me , to walte in my lawes, 
which J baue geuen you, and to bearecbe 
wordes Of my fernauntes the prophetes, 
whom F fent vᷣnto you, ryfynge vp cymely, 
and fiill fendinge:f ye will noe folore thé 
CB haye)eben will F do co this bouft,as J 
DyDd vento Silo, and will matethis citetote 
abbezred of allebe people of che earch. And 
the pꝛeſtes the propheresand all the people 
berde Jeremy preach thefé wordes in che 
houſe of the LORDFX 

Now when be had ſpoken out all the woz 
—— DE — — himto 
pꝛieach vnto e people, then the preftes, 
the propbetes and allebe peoplecote olde 
vponbim,and fayde thou, fhale dye. How 
Darreft chou be ſo bolve, ast ſaye inthe na ⸗ 
meof the LORDExi¢ ſhal happen to thi⸗ bou- 
[eas it dyd vnto Silovand this cite ſha 
ſo waiſt that no man bal dwell there in? 

And when all che people were gathered 
aboute Jeremy inebeboufe oftheL OR DE 
the prynces of Juda herde of this rymou- 
re,z they came done out of the kinges pe 
lace intocbeboufeofcbeL OR D E,and fac 
them downe Lefoze the new dore oftbeLOR 
DE.Then fpate che prefiesand che propbe- 
tes vntotberulers z to allebe people, thefe 
wordes : This manis wortby to dye, forbe 
bath preached aga ynſt this cite, as ye yous 
refélues bane berde with youre cares, 

Then ſa yde Feremy vnto the rulers and 
toalltbe people: CheLORDE bath ſente me 
to preach agaynſt this houſe agaynſte this 
cite all the wordes that ye haus herðe Ther bere⸗. a 
foze amende youre wayes, and youreadys. 
ſementes, and be obedient 2nco che wow ceo 
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he prophee Jeremy. 

the LORDE youre God: fo ſhalthe LORDE 
repẽt of the plage, y he had deuyſed aga ynſt 
you. Clow as forme: Jam in youre hondes, 
do withme, as ye thinke expediẽt and good. 
But this ſhall ye knowe: yf ye put meco de⸗ 
ath, ye [pal mate yourcfelues, chis cite T all 
the inbabitours there of, giltie of innocent 
bloude, Forthis is of atreuch:tharrheLOR 
DE bath ſentẽ me vnto you,tofpeateallebe- 
ſe wordes in yourceares. 

Then fayderbherulers and the people vz 
the preftes and prophetes : This inan maye 
not be condemned co death, fozbebath prea 


? BD ched vnto vsinehenameofrbeLORDE oure 


God. The Elders alfo of chelonde ſtode vp, 
⁊ ſayde thus vnto allthe people: Micheas 
the Moraſcite, which was a prophet vuder 
Ezechias kinge of Guda,fpateco allthe peo 
pleof Juda:Cbus faieth theLORDEof boo 
fies: Sion [alte plowed lite a felde Jeruſa 
Te ſhalbe an heape of ftones,z the billof the 
LORDES boufe Thaibe turned to an biewod. 
Dyd Esechias ¥ tingeof Judazthe people 
Of Juda put hün to deeth for this? No vere 
ly, butracher feared ¥ LORDE, ⁊ made their 
Pocet nice bom. Seer pe SOS cauſe alfo ¥ 
ORDE repented of the plage, ¥ be had deuy 
Ed aga ynſtthem. Shuide werben do ſoch a 
ſhame fuͤll dede agaynfé ourefoules v Chere 
was a prophetallo, chat preached friffly in 
thename of the LORDE, called Duasthe ſon 
ne of Semeia of Cariathiarim:t his mz prea 
ched alo agaynſt this citez aga ynſt this (5 
de, acordinge to allas Jeremyſaieth. Now 
when Joachun the tinge with allebe efta- 
tes z prynces had berdebis worbdes,thekin- 
ge wenc aboute to flaye bins. When Vrias 
perceauedthat, be wasafrayed, zfled,zde- 
parted in to Egipte. 

Then Joachim the tinge ſent ſeruauntes 
in to che lõde of Egipte, Clamely: Elnathe 
the ſonne of Adyboz,z certa yne men vw bins 
into Egipte, which fetched Vrias ont of 
Bgipre,z brought him onto kinge Joachin 
that flewe him with che ſwearde, Zcaſt bis 
deed body into ¥ coms peoples grave. Bue 
Abicam the fonne of Saphan helped Jere 
miy,that he came not in tothe hondes of the 
peopie to be flayne. 

The XXVIL Chapter, 

Lithe beg ynnynge of the reigne of 

Joachim thefonne of Fofias Eynge 
OY, of Fuda,came this worde vnto Jere 
my from theL ORDE, which fpatetbus vn⸗ 
to me:Marethe bondes z chaynes,and put 
them aboute thy nee, z fendethé tothe kin · 
geof Edom, the kinge of Moãb, the tings 


Khe xxvij. Chap. 

of Amon, the kinge of Cirns, z tothe kinge 
of Sidon:zebar bythe meffaungers, whic 
hal cometo Jeruſalem vnto Sedechias the 
Eingeof Juda, and bydthemſa ye vnto their 
mafters: Thus fateth the LORDE of hooſtes 
the Gor of Iſrael ſpeaket hus onco yo ma- 
ſters: J am hethat inade the earth,chemen Deut io·o 
ZY carell that are vponthe grounbe, with 
my greate power ⁊ out ſtretched arme, T ha⸗ 
ue geuen it vnto whom it pleafedme. Aid T° 
nowwill J del yner all theſe londes in co the 
power of Nabuchodonoſorthe tinge ofa 
bilon my ſeruaunt. The beeſtes alf> of the 
felde ſhai J gene him todo him ſeruyce And 
all people ſhal ſerue bim,z bis ſonne and bis 
Solves childzen,vntilebecyme of the famel> 
de be come alfo:mce many peoplez greate 
kinges ſhal ſerue him. 

Noꝛrouer, that peoplez kingdome which 
wil not ſerue Nabuchoͤdonoſor and: that wil 
not put theirnecPes vᷣnder y yor ofthetin- 
ge of Dabilon:tbe fame people will J vifee 
with fwearde, with honger, with peftilence, 
vntũl Ihaue conſumedtchem in bis hondes, 
faietixthe L ORDE,2nd therfore, folowe not 


youre propberes, ſoythſa yers expounders of Pe 
Dreames,charmersz witches, which faye vn 


to you: ye ſhal norferuethe tinge of Dabi- 
lon. Sor theypreach youlies to — you 
farce from youre londe, zebar might café 
you out,z deftroye you. Sutthe people chat 
putebeirnectes wonder the yock of the tinge 
of Babilon, zferne him chofe J willer re- 
mayne ſtill in their orone [Sde(faieththeLOR 
DE)ztbey fhaloccupicit,zdwellthere in, 

All cheferhinges colde7j Sedechias the tress 
inge of Juda, and fayde: Put youre neckes 
wnderthe yock of the kinge of Babilon and 
ferue bim z bis people, that ye maye lyue. 
Why wilt thou and chy people periſh with 
the ſweurde with bonger, with peftilence: li 
teas the LORDE bath deuyſed foz al Pes 
ple that wil notfernethe kinge of Babnon? 

Cher fore geue no eare vnto thoſe prophetes 
(chattel you : Re ſhall not ſerue the Binge of 
Babilomfozebey preach youlies, nether ba- lere.ss.c 
ne Iſent chem ſaiech theLORDE: bow be it lete as · b 
they are bolde, falſeiy forto pyphecie in my 
name:that Imight ¥ fooner dryne you out, 
zebatyemight periſh with yr preachers. 

FJ fpaterothe preftes alfoand to all the C 
people: Thus faierhtheLORDE:fearenot teresa 
the wordes of thoſe pꝛophetes, that preach 
onto you, z faye: Bebolvde, the veffels of the 
LORDES boufe ſhail fhoztly be brought bi- 
ther agayne from Sabilon: For they prophe 
Giclies ene you. Zearerbom nor, but ſerue 
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Lhe prophee Jeremy. 
the tinge of Babilon. y yemaye lyue. Wher 
fore will ye mate this cite co be deſtroyed? 
But yf they be true pꝛophetes in verydevde, 
and yf tbe avorde of theL ORDE be commye 
ted vnto them, then let them pra ye the LOR 
DE of booftes, that the remnaune of the oz- 
namentes(which are inthe bonfe of che LOR 
DE, and remayne yet inthe boule of che tin- 
ge of Juda and at Ferufalem ) be not caried 
to Dabilon alf>.Goztbus bath rheL ORDE 
of booftes (poten concernynge the pylers, 
thelauer,the eatcandebe refioue ofthe orna 
mentes that yecremayne inthis citie, which 
Nabuchodonoſor che tinge of Babilon co- 
Eenot,wben be caricd awaye Jechoniasthe 
fonne of Joachim tinge of Gude, with all 
the power of Juda and Jeruſalem, from Je 
rufalem ones Babilon captyue. 

meetbus bach the LORDE of hooſtes the 
Gov of Hfrsel fpoten, as toudyinge che refi- 
duc of the oruainentes of the LOn DES bow 
ſe of che tinge of Judaes houſe and of Fe- 
rujalem: Chey ſhalbe caried onto Babilon, 
and there they ſhall rema yne, neil I vyfer 
them, faiech che LOR DE. Chen wil Fbzinge 
them bither agayne . Andechis was done in 
the ſame yearereuẽ in the begynnynge of the 

reigne of Sedechias tinge of Juda. 

The XXvill. Chapter. 

Ao Ve inthe fourch yeare of thereigne 
be) of Sedechtas tinge of Juda, inthe 
filth Moneth. Febappened,thacha 
nanias ¥ fonne of Affur che prophecrofGa 
baon, [pate tome in the houſe of che LORDE, 
anche prefence of the preftes z of all che peo 
plez fyoere bus ſaieth the LORDE of boof- 
tes the Gov of Iſtael: I haue brorẽ the yock 
of chetinge of Dabilon,and afterervo yeare 
will J binge agaynein cotbis place, ailthe 
omamentes of theL OR DES bouft, ¥ Na 
buchodonoſor kinge of Babilon cariedawa 
yefromebis place vnto Babilon Mee J will 
bringe agayne Jechonias the ſonne of Joa- 
chimebe Binge of Jude bimfelf, with al the 
refoners of Juda,(¥ are caricd vnto Babi 
on, uẽ in co this place,faieth ¥ LORDE, for 
Frwil breake y yock of chetinge of Babils. 
Thenthe prophee jeremy gauc anfivere 
vnto that prophet dananias, before the pref 
tes ⁊ beforeall tbe people that were prefent 
inthe boufe ofthe LORDE. Andebe prophet 
Jeremy f4yde:Amen,theLORDEvothat,z 
Fraunte the thinge. which thou haſt —— 
cited :thatbe maye bringe aga yne ali thẽ or⸗ 
namentes of the LORDES boufe, z reſtoꝛe all 
the prefoners from Babilon in to ths place. 
VNeuert heles, herken chou alfo, what 5 wilt 


Khe xxix. Chap, Ao, xxxvi. 

faye, chacchouz all the people mayeheares 
The pzopheres thar wer before vs 4 ae 
Ppaft, which prophecied of warre, oz trouble, 
92 pejtilence, ether of peace, vpon many na- 
ctons Sreate Eingdomes , were prouedby 
this (yf God bad fenve chem in very dvede) 
when the chinge came co paffe, whidy that 
propbercolde before. 


And Hananias che prophet toke the day Deu.i.d 
ne from che propber — neck 6 brake Nussa 


te: z with that ſa yde Zananias that ali the 
people might beare: Thus haththe LORDE 
Ipoten: Euen fo will J beeate the yocF of 
Llabudyovonofer tinge of Babils, fromebe 
necf of all nacions, yeezebat within this 
two yeare. And forbe pꝛophet Jeremy wen- 
tebiswaye. After nowthat dananias the 
prophet bad taten che dyayne fromebe pre 
phet Jeremies neck, and broken ie:Cbe wo2- 
de of the LORDE came vnt ↄthe prophet Je⸗ 
remy fayenge: Go,andeell SZananlas thefe 
wordes:E bus ſaieth the LORDE: Thou haſt 
broken t he chayne of wovd, bucin ſteabe of 
wodd,thou fale mate cha ynes of yzon..Goz 
thus ſaieth rhe LOR DE of booftes the God 
of Bracks wil puta yoo of yzon vponthe 
neck of allthis people,chactheyma yeferne 
Clabuchovonofoz the Binge of Dabilon, yee 
zh fhalebeydo.2ndF wil gene him y beef 
tesinche felde. Then ſa yde che prophet Je. lere· ꝛo·e 
remy vnto ¥ pꝛophet Hananias · deareme 
(Jpzaye the ananias:CbeL ORDEbath 
notfeneche, but thou bringeſt chis peoplein 
toa falfebelene. Andeberforechus [aiech ¥ 
LORDE:bebolde, J wil ſende the our. ofebels 
de, z within @ yeare thou ſhait die, becanfe 
— haſt fore poke. ele bey LORDE, 
9 Hananias 20} Ned the ſame 
reinthe feuenchtiioneth. — 
¢ ts Che XXIX. Chaprer. 
— HisistheCopieofebhelerere, y Jere A 
myshe prophetſent from Jeruſaiem 
vntoche preſoners: the Senacours,preftes, 
propberes,z allebe le, whom Nabuchs⸗ 
donoſor badled vnto Babild: after ¥ tyme 
¥ Einge Gechonias zbis Quene, bis cham- 
bielaynes,the prynces of Juda-z Gerufalé z 
the wortmafters of Ferufalé were Departed 
thither. Wbich letere, Elafe ¥ fonne of Sa 
phã ⁊ Gamaria y ſonne of Helchia dyd dea 
re, whd Sedechias the tinge of Gude ſent 
zncoDabildto Labuchovonofor¥ kinge of 
Sabilsꝛt heſe were ¥ wordes of Jeremias let B 
tre: Thus bath ¥ LORDE of booftes ¥ God 
of Firael ſporẽ onto all che prefoners, ywe 
reled frs Jeruſale vnto Babils Buylde you tert.2 
houſes to dwell cherein plate you gardẽe 


C 


Khe prophee Jeremy. 

Gene.di. ye maye enioye the frutes thereof: tate you 
2 wyues, to beare you fonnes and doughters: 
pronyde wyues for youre fonnes, z bupbon- 
des for youre doughters: that t hey maye get 
fonnesz doughters, and that ye ma ye můlti 
plie there. Laboure not to be fewe, but ſeke 
a fier peacez profperite of the cite, wherein 
ye be pzefoners, z pzayewnto Good forit. Foz 
inthe peacetbere of hal yo peaccke. 

Forthus ſaiet hthe LORDE of hooftes the 
Tete Govof rack: Let not thoſe propheres and 

* ſoythſaicrs y be amonge you, difceaue you: 
lere · i4 · · Tbeleue not youre owne dꝛeames. For why, 
they preach youlies in my name ⁊ J haue 
notfentthem, ſaieth the LORDE But thus 
faieththeL OR DE: When ye haue fulfilled 
Irv yeares at Babilon, J wil bzinge you ho- 
me, and of myne owne goodnes J will carie 
you bither agayne vntothis place. For J 
Enowe, what Jhaue denyfed for you, ſaieth 

€ eheLORDELtythoughees are to gene you 
peace,znottronble(which 3 geue — 
Den. · · · die) Tthat ye might haue hope aga yne. Re 
ſhail erie vnto me, ye ſhal go z call vpsme 
toan.7.d I ſhal heare you. Re [hal feteme, z fynde 
me: Ree, yf fo be that ye ſere me with youre 
wholeberte, J will be founde of you(faieth 
the LORDE)and will delyner you ontof pre 
fon,z gather youtogetber agayneout of all 
places, where nS bane featsed you,faiech 
the LORDE: and wil bringe you agayneco 
the fame place, from whence J caufed you 
be caried awaye captyue. 

Dut whereas ye faye, chat God bathray 
ed you vp propbetes ar Babilon : Thus 
bath rhe L OR DEfpoten( concernyngetbe 
Bingerhat ſytteth in the ſtole of Dawid, and 
all ¥ peoplechat dwellinebis cite, youre bie 
thien chat arenot gone with you into cap- 
tiuyte.) Thus( J faye fpeatetbtkeL ORDE 
of booftes: Beholde. J wil fendea firearde, 
Tere,ag.b bongerz peftilence vpon them, Twil mate 

themlite vntymely fyges, chatmaye not be 
eatẽ forbytternes. 2nd Iwũ perſecute them 

with thefwwearde, with bongerz death. 
Iwill delyuer them vp to be vered of all 
Emgodomes, to be curféd,abborred, langbed 
to ſcorne, ⁊ putto confucion of allebe peo- 
ple, amonge whom J haue ſcatredthein: 
that becanfethey bane notbene obedient un 
tomy commanunvementes, (faieth the LOR- 
DE) which J fent vnto chem by my feruann- 
D tes the pꝛophetes. J ſtode vp carly,and fent 
Tereasa vnto them, butthey wolde not heare, ſaieth 
442 che LOROE Heare therfore the worde of che 
LORDE, all yeprele loners, whom Iſent from 
Jeruſalẽ onto Dabilom Thus hath the LOR 
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DE of hooftesthe God of Iſrael (poten, of 
Achab ¥ ee of Colaias, zof —— 
the ſonne of Maaſia, which prophecie lies 
vnto youin myname: Beholde, Iwil dely⸗ 
uer them in to the honde of Nabũchodonõo⸗ 
fozebetingeof Babilon that he maye flaye 
them before youre e yes. And all y pzefoners 
of Zudathat are in Babilon, ſhaltare vpẽ 
them̃ this terme of curfinge,and ſa ye: Norw 
Sod do vntothe, as he dyd vnto Sedechias 
zAchab,whemebetinge of Babilon roſted 
inthe fyre, becauſe they ſynned ſhamefully 
in Iſrael. 
Fortheyhaue not onely defiled their negh 
bours wyues, but alſo preached lyenge woe 
des in my —— haue not commaun 
ded them. Chis Iteſtiſfie T aſſure ſaieththe 
LORDE.Sutas for: Semeiathe Nehelami & 
ce, thon ſhalt ſpeake vnto bim : Chus ſaiet h 
the LORDE of hooftes the God of Iſtael: 
Decanfe chou baft fealed lettres wnder thy 
name, onto all the peoplechatis at Jeruſa ⸗ 
Iem,z to Sophomas che fonne of Maaſia 
the preft, yeeand ſent themto all che preftes: 
where in thou wryteſt thus vnto hun: Che 
LORDE bath ordenedthe to be preſt in fica- 
de of Joiada che preft, that thou ſhuldeſt be 83 
the defeinthe houſe ofthe LORDEaboneall tat vi⸗ 
propbetes,z preachers, ztbaccboumightefé 
put them in prefon, ozin ¥ ſtockes. Horo bap 
eth it then, that chou haſt not reprened 
yof Anathot, which neuer leaueth of 
is prophecienge. Anð beſide all this, be 
bath ſent vs worde vnto Babilon, and toͤl · 
de vs planely, that oure captiuyte ſhal lon⸗ 
ge endure: that we ſhulde buylde vs houſes 
todwell therin,z to plante vs gartens,that 
we might entoye the frutes therof. YObidy 
Iceere Sophonias the prefEdyd rede,and let 
Jeremythe prophet heare it. 

Then came the worde oftheLORDE vis 
to Jeremy, ſa yenge: Sende worde to all them 
that be incaptivyte, on this maner: Thins iere · ec.e 
baththeLOR DE [poten concernynge Se⸗ 
meia ¥ Nehelamitẽ: Becauſe that Semeia 
bath prophecied unto youwitbour my com 
myffion,z brought you into a falfe bope,tber 

oretbusthe LORDE doth certifie you :Be- 

olve, J wil vy fet Semeia the Nehelamite. 
zbis fede: ſothat none of bis fall remayne 
amongetbis people, znoncof them [hall fe 
the good, ¥ Swill do forthis people, ſaiech 
theLORDE. Gozbe bath preached falfely of 
theLORDE, 
é The Xxx, Capter. 

—* Seſe are the wordes,thattheLORDE A 

ſhewed onto Jeremy, ſaienge: Thus 
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Fhe prophee Jeremy. 
ſaieth the LORDE God of Iſtael: Weyte 
vp diligently all the worbdes, chat J baue 
{poten unto the,in a boke. For lo the cyme 
commeth (ſaieth the LORBE)that J will 
bringe spare the prefoners of my people 
Of Iſtael and Juda faieth the LORDE: Foz 
will reſtore chem vnto thelonde, that J 
—— and they ſhail haue 
in poſſeſſion. 

Dirge yne,chefe wordes patetheL ORDE, 
cScernynge Iſtael and jude: Thus ſaieth 
theL ORDE : Webeareaterrible crie, feare 
and difquietneffe. Foz whatels doth this fi- 
gnific, that J fer Tameiy, that all ftronge 
men ſmyte, euery man bis honde vponbis 
loynes, as a woman in the payne of bir tra- 
uayle. Who ener faweaman trauayle with 
chilve ? Enquere thera fter, zfe.Neeallebeix 
faces are maruclous p 

Alas for this da ye which is ſo drede full. 
that none maye be lickened vnto it: andalas 
foͤr the tyme of Jacobs trouble , from the 
which befall yet be delyuered. Gorin that 
Daye,faiechthe LORDE, 4 will eatebis yock 
fromof thy neck. breake thy bondes. They 
{hall nomore ferue firaunge goddes onder 
bin, but they lL do ſeruyce vnto Godthe 
ir LORDE andto Danid their tinge, whom 
FJrwillrayfe vp vnto chem. And as for the,o 
my ſeruaunt Jacob, feare not(faieth ¥ LOR 
DE ) and be nõt a fiayed, o Iſrael. Forlo, J 
soll helpe the alſo from farre,zeby ſede from 
the londe of their: iuyte. 

And —— turne aga yne, he ſhal · 
be in —— —— 5 andno 
man make him afra yed. For Jam with 
— ———— RD E. Anð 
thou ‘oye le, amon 
pore bane fearrcoebe, Lennar not 
Deftroyethe, but cowectethe, and that with 
diferecion. For Jtnowe, that thou art in nd 
wife without faute. Ther fore thus ſaieth ¥ 
LGRDEam ſory forchy burte and woun- 
des. Therẽ is no manto medle withthy cau- 
fe, orto bynde vpthy woundes: there maye 
no man helpethe. 

Alleby louers haue forgotten the, and ca 
renothinge forthe. For J bane geuen the a 
cruell ſtroke and chaftenedthe roughlyand 
chat for the mulcieude of chy myß dedes for 
tbyfynnes bane had the oner Donte. Py 
matefEchou mone forchy harme 7 Imy ſelf 
baue pice of thy ſorowe, but for the multitu 
deof thy myßdedes and ſynnes, FJ haucdo- 
netbis vnto the. 

And therfore all they that deuoure the, 
ſhalbe deuoured, andallebine enemies [al 


Che xxxi. Chap Go. xxxvij. 


be led in to captinyte. All they that mate 
the waft, ſhalbe waiſted chem ſelues: and all 
thoſe thatrobbethe, will J mate alſo to be 
robbed. For J will geue thẽ thy bealtbagay 
ne, and makẽ thy woundes whole, ſaiethchẽ 
LORDE: becauſe they reuyled the, as one café 
awaye vnd deſpiſed.o Sion. 


Foꝛ thus ſaieth cheL ORDE: Beholde, J diua⸗ a 


wũl ſet jacobs tentes agayne,and def 
—* —— place. Cbecive fhalbe pi 
dedin bir olde eſtate, andthe houfes ſhalha 
ue theit right foundacion. And oucof them 
ſhaü go 
ioye. 

J will multiplie them. and they ſhall noe 
myniſhe: J ſhall endue chem with bonoure, 
andno man ſhall ſubduẽe than. Their dil- 
dren ſhalbe as afozecyme, andtheircongre- 
gacion — —— And alltho 
ſe that vere them, will J viſet. 

A capta yne alſo fall come of chem, and 
a prynce ſhall fpzingeont fromtbe myddeft 
of them:hün will J chalenge to myfelf, and 
befall come wntome. oz whatisbe, ¢ 
geueth ouer bis berte, to come vnto mes fa- 
teth the LORDE. Qe; bemy peoplealfo, 
and J wilbe youre God. Beboloe, on the 
other ſyde fall the wrath oftheL ORDE 
breake ont as a ſtormy water as a mightie 
whyrnle wynde: and ſhal fall vpõ the heades 
of the vngodly. 

The terrible diſpleaſure of theL ORDE 

all not leaue of, vᷣntill be haue done, z per- 

rourmed che intent of bis berte, which inthe 
dayes ye ſhal vᷣnderſtonde. Acthe far 
me tyme (faieth theL OR DEbalG bethe 
God of ali the generacions of Iſraci they 
my people. 
The XXXL Chapter, 


Hus faieth theL OR DE: The people 

Of Hrael whidyefcaped inf wilder 

nes from the fivearbde, founde grace 
tocomeineo their reff. Euen ſo fbaltheLOR 
DEnowalfoapeare vntome from farre,and 
faye: Jloucthe with an euerlaftinge lone, 
therforedo I ſprede my mercy beforethe. I 
will repayze the aga yne ( thou doughtert 
of Iſraehthat thou nia yeſt be faſt and ſure. 
Thou ſhalt cake chy tabzettesagayne,z go 


forth withthem,thatledethe daunce. 
Thou fhale plane vynes agayne vpon F 
billes of Samaria,andebe grape ge 
ſhall plante,andfynge. 
And when iris cyme,the watchmen vpon 
themount of Epbhzaim [hall cric: Arife, lee 
vs go vp onto Siento ourelL ORDEGod, 
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The prophee Jeremy. 


for thus ſaieth the LORDE: Reioycewith 
gladnes becauſe of Jacob,crie unto the bea 
de of the Gentiles : fpeate ont,fynge, and 
faye: The LORDE ſhall del yuer bis people, 
theremnaunt of Wiraclz, makecbhem whole 
Becbholoe, J will bringe them agayne from 
out of the north lsde, and gather them from 
the endes ofthe worlde, withthe blynde and 
lametbat are amonge thems, with the wo- 
menthat be greate with childe, and ſoch as 
bealfodelyuered: andthe company of chem 
ehat come agayne, [hal be greate. 

They departed from hence in henynes, 
bue with oye will J bringe them bither a⸗ 
Hayne. J willledechem bythe ryuers ofwa 
tering ſtraight beet where they fhall noc 
fiomble: For J willbe Iſraels father, and 
Epꝛaim [halbe my firftbozne. 

Heare the worde of the LORDE(o ye Gen- 
tiles ) preach in the “les, thac lie farre of, 
andfaye: he that bath ſcatred Iſrael, ſhali 
gather bint together aga yne, and [hall ke⸗ 

e him as a ſhepherde doth bis flocke. Foz 
the LORDE [hall redeme Jacob, and ryd 
im from the honde ofthe violent. Andtbey 
al come,z retoyce vpon the bill of Sion, 
2 [hall bane plenteoufnes of goodes, which 
theL ORDE fall genethem:ttamely, whee 
te, wyne, oyle, yonge ſhape and calues. And 
cheir confcience 45 a well watred gar 
den, for they fall nomoze bebongric, 

Chen fhalthemaydereioyceinthedaun 
ce, yee both yonge and olve foltes . For J 
rol turne their ſorow in to gladneffe, and 
will comforte them, and make them toyfill, 
ener from their hertes. J will poure plen- 
teouſnes vpon the hertes of the pieftes, and 
my people fhalbefatifficd with good thin · 
ges, faiechtbeL ORDE, 

Thus ſaieth the LOR DE: The voyce 
of berrynes , wepynge and lamentacion ca- 
me vp in to heauen:euen of Rachel mournyn 
ge for birchildzen,andwoldenot be comfor- 
ted, becanfethey were awaye, 

Butnow faicth the LORDEsleane of from 
wepynge and crienge, witholde thyne eyes 
from ceares,foz thy laboure be rewar⸗ 
ded, ſaieth the LOR DE. And they hall 
come agayne ont of the londeof their ene 
mies : Nee enenth — — — con- 
folacion in thie (faietb the LORD E)tbat 
thy childzen fhall come agayne in to their 
orvne londe. 

Moꝛouer J herde Ephraim, (that was 
led awaye caßtyue) complayne ontbis ma- 
ner: O LORDE, thou haſt correcte me, and 
thy chaſtenynge haue J receaued, as an vn⸗ 


The xxxi. Cap. 

tamed calfe. Connertethoume,and J ſhal · 
be conuerted, forthouartmyL GRDEGod. 
Reeas foone as thou turneſt me, J hall re- 
fourme my felf: and when J vnderftonde, J 
Phallfinyce vpon my chee. Foz verely J haue 
cOmitced ſhame fullthinges: O leemy youth 
bearetbis reprofeand confucion. 

Vpon this complaynte, Ithought thus 
by my ſelfr isnot Ephraum m̃y deare ſonne? 
Js be not the childe, with whom J haue 
had all myrth and paftyine y Foz ſencẽ the ty 
me that J firſt cSmoncd with him, J haue 
him euer inremembzaunce :tbherfore my very 
berte dzyneth me onto bim:gladly and louyn 
gly will J haue mercy vpon bum, faicth the 
LORDE.Get the watchmen, prouyde teq- 
chers foz the:fet thine berte vponthe right 
roaie,charthon ſhul deſt walte,andturne a · 
gayne: (othou doughter of Iſrael.)turne a⸗ 
gayne to theſe cities ofthyne. foo longe 
wilt thou go aftraic,otbou ſhrekinge dough 
tery For the LOR DE will worke a newebyn 
ge vpon carth: A woman fall compaffes 
man. 

§o2 thus ſaieth the LORDE of hooſtes 
the God of Hrael: Fe will cometherto,thac 
when J haue brought Juda out of capriny 
te, thefe wordes ſhalbe derde in ¥ londe anð 
in bis cities: TheL OR DE, which is the fay⸗ 
re brydegrome of rightuonfneffe, mate the 
frute full othou boly bill: And there fall 
Dwell Juda andall bir cities, che Prepber- 
des and bufbonde men: For J fall feoe rhe 
* foule , and refreſh all faynte her⸗ 
tes. When J herde this, I cameagayne to 
my ſelß and muſed, like as I bad bene wated 
out of a ſwete ſlepe. 

Beholde(ſaieththe ORDHthe dayes co 
me,that’Z will force the houſe of Iſraeland 
the boule of Juda, with men and with ca, 
tell. Zee it ſhall come therto, that like as J 
haue gone aboute in tymes paſt to rotet hem 
out,to ſcatre them to breake them domnc, 
to deſtroye them and chaſtẽ thein: Euen ſo 
will J alſo go diligently aboute, to buylde 
them vp agayne, andro plante them,faicch 
theLORDE. 

Then ſhall it no moꝛe be faye: ¥ fathers 
haue eaten a fower grape, andebechildzens 
teth are fet on edge: for euery one fal dye foz 
bis owne myßdede forbat who ſoeateth a 
ſower grape,bis teth ſhalbe fet on edge. 

Bebolove, the dayes come(faieth the LOR- 
DE)¥ Fj will matea neve conenaune with ¥ 
Donfé of Iſrael z with ¥ houſe of Guda:noe 
afterthe couenaunt that mave withtbe- 
is fathers, rben J cokethem by thebonde,z 


zachia 
Tretis.c 


DB 


Genyo.d 


Eſa.oa · a 


Mattsa 
me 


E 


Ddeu s g 
zach.e.c 
Teres2.¢ 


Ezeug > 


Heb.st> 


Genesb 


Row.a 


2 Esa 
zachag.d 


Teresi 


Che prophee Jeremy. 

led them ont of the londe of Egipte: which 
— Sane ba — 
chem fore, faiethtbe L OR DE:Bucebis fhal 
be the couenaunt chat J rill mate with che 
houſe of Brae thofe dayes, ſaiech che 
LORDE: Frill piante my lawe in the inwar 
De parces of thems, and weite it intheirber- 
— wilbetbeir Sod, andthey ſhalbe my 
peopl 

And fromebéce forth ſhall no man teach 
bis neghboure oz bis brother and faye:tno- 
wetbeL OR DE; Buttheyfhall all knowe 
ime, from the loweſt onto the hyeſt ſaiet hthe 
LORDE. $62 J will fozgene their myßdedes. 
and wil never remembre their ſynnes enymo 
re. bus ſaieth the LOR DE which gaue the 
fonneco bea light forthe daye and che Moo 
ne and fEarres to hhyne in the night: which 
moneth the fee, fo char che flondes thero 
waxe fearce: bis nameis the LORDE of - 
tes. Lite as this oxdinaunce [hal newer be 
taken oucof my fight,faiech cheLORDE: So 
{hal che fede of Iſtael never ceaffe, but all 
waye be a peoplẽ before me. 

riorouer, chus faieththeL O RD Elite 
as the beauen aboue can not be meafared, 
ano as che foundacions of the earth beneth 
maye notbe foughe out: So will J alſo nor 
café out the whole fede of Iſtael, for ehac 
they baue commytred, faiethebeL OR DE, 
Bebatverhe daies come ſaieththe LORDE, 
¥ the citeof ¥ LORDE fhalbeenlarged frons 
thetorre of Hananeel, onto ¥ gate of the 
corner wall. Grom thence fhalebe right mea 
fure be tater befoze ber oncorbe bill coppe 
of Gareb, and come abonte Gaatha, 
and thewhole valleyof the deed carcafes, 
and of the afbes, z all Geremoth, vnto the 
broke of Cedron:and fromebence onto the 
corner of the horſgate towarde ¥ eaſt whe⸗ 


reas the Sanctuary of the LORDE alſo ſhal 
be fet. And when it is now buylded, Tſet vp 
of this faſhion it ſhall newer bebzoken, ner 
cafe downe eny more, 
The XXxil, Chapter. 
A Go Hefewordes fpatetheLORDEvnto 
cl Jeremy, in the tenth yeare of Sede⸗ 
chias tinge of Juve, which was y 
Evi yeare of Nabuchodonoſor. whattyme 
as the tinge of Babilons hoofte la yed ſege 
wnto Jeruſalem. But Jeremy che prophet 
laye boundein ¥ courte of the pzefon, whidy 
was in the kinge of Judaes houſe:where Se 
dechias the kinge of Juda cauſed him to be 
layed, becauſe he had pꝛophecied of this ma 


lere ꝛie ner; Thus ſaieththe . ORDE: Beholde, J 


Che xxxij. Chap Go. 


wall delyuer chis cite in tothe hondes of the 
tinge of Babilon, which fal take te. As for 
Sedechias the tinge of Juda, he ſhal not be 
ableto eſcapethe Caldees, but ſurely be ſhall 
come in to the hondes of the tinge of Babi⸗ 
lon: which hall ſpeale with hm niouth to 
mouth, andone of them ſhali loke another 
inthe face. 2nd Sevechias ſhalbe caried vᷣn · 
to Dabilon, and there fall bebe, vntill the 
tymetbhat J vyſet bim,faiecbtbeL O RD EL 
But yf thou takeſt in hovero fight aga ynſt 
the Caldẽes, thou ſhait not pzofpere. 

And Jeremy ſa yde: Thus hath the LOR 
D Eſpoken vnto me Beholde, Hananeel che 
ſonne of Sellum thine Vncies ſonne fhall 
come vnto the, and requyre theto redemne y 
londe, chat liechin Anathot vnto thy ſelft 
for by reaſon of kynred it is thy parte toͤrede 
meit,and to bye it out. 

And fo Hananeel myne Vncles ſonne ca⸗ 
metomeinthe courte ofthe prefon,(acordin 
ge co the worde of the LORDE, )andfayde 
vnto me: Dye my londe (J praye the Neat 
lieth in Anochot in the countre of BenFa- 
myn: foz by hereta ge chou baftrighttolow- 
eit out forthy ſelf cherfoze redemeit. Chen 
FJ pꝛeceaued, thatthis was thecommann- 
DSemencofcheLORDE, and ſo J lowed the 
londe from Hananeel of Anathoc,myne Vn 
cles forme, and weyed bim therethemoneyes 
even ſeuen fycles,and ten fyluer pens. 

JF canfed bim alfoco mate mea weitin- 
ge, andto fealeit, and called recorde there 
by, and weyed bim therethemoncy vpon the 
waightes.So Fj toke the enydence withthe 
copie (when itwas orderly ſealed andred o- 
uer and I gane theenydence vnto Baruch 
the ſonne of Nerias the forme of Maaſia 
in the fight of Sananeel my cofen, and in 
the prefence of the witneffes,that be named 
in the ewydence , and before all the Jewes 
that were therby in the courte of the pze- 


fon. 

Icharged Baruch alſo before them ſaien 
ge: Che LORDEof hooſtes che God of Wf- 
rael commanndeth the, corate this fealed 
euydence with the copie , and to laye it in 
an erthen veffell that it mayelonge conti- 
ni 


ue. 

the LOR DE of booftes the God of 
act — determed 8* houſes, feldes 
and —— ſhalbe poſſeſſed agayne in 

ye. 

— when FZ had delyuered theenyden- 
ce vnto Batuch y fonneof Nerias. J beſou 
ght th.. LORDE,fayenge:O LORDE God. 
———— earth 
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Fhe prophee Geremy, 


withthy greate power and bie arme,andthe 
reisnocbingeto harde foz ¥ . Thou ſheweſt 
mercy vpon thouſandes, chou recompẽceſt 
the wickednes of the fathers, intotbe befo- 
me ofthe children that come after them, 
Thon are the greate and mightie God, 
whofe name ts the L ORDE of booftes: grea 
tein councell,and infinite intbougbe:T bine 
cyes loke vpon all rhe wayes of mens chil- 
dien, to rewarde euery one after bis waye, 
and acordinge to the frutes of bis inuen- 
cions : Thou haſt done greate cofens and 
xwonders in the londe of Lgipre (as we fe 
this daye) vponthe people of Iſtael and v- 
pon thofe men : co mate thy name greate, 
asitis come to pafje this daye: Thou haſt 
brought thy people of Iſtael out of echelon 
de of Lgipte, nithrotens , with wondzes, 
with a mightic honve, witha ſtretchedout 
arme end with greate cerriblenes :and baft 
genenchemebislonde, like as thou haddeſt 
promyſed vntotheir fathers: Namely, that 
chou woldeſt geue them a lsde, that florecth 


with mylke and honye. 
VNow when they came therin. and poſſeſ⸗ 
ſed it, they folorwed not thy voyce and rwal- 


red not inthy lawe: but ail that thou com- 
maundedeſt themto do, that haue they not 
done — therfore come all theſe plages v- 
on them. 

© Deboloe,chere are bulworckes made now 
agaynſt che cite, to tate it: and it ſhalbe won 
ne of the Caldees that befege it, with fivear 
de, with honger anddcath, and loke what 
oe baft (poten, chat fame ſhal come vpon 
them, 


Sorlo, all chinges are pzefent vnto the: 
Met ſa yeſt thon vnto me(ol OR D E God) 
Gnd commaundeſt me, that J fhall loofea 
pece of londe vnto my elf, and tate wit- 
neffes therto:and yct in the meanefeafor 
the cite is delyuered m co the power of the 
Caldees. 
D Thencamethe wordeoftheLORDEvn- 
tome, fayenge:Bebolve, J amtbe L O R- 
DEGod of all flefh , Ys there eny thinge 
then to barde foz mez T berfoze thus fayde 
the LORDE: bebolve, J fhaldelyuer this ci- 
tein tothe power of the Caldees and into 
the pect Tiabuchovonofezthe tinge of 
Dabilon, they fhall cate icin: Gorthe Cal 
dees ſhali come, and wynne this cite, and 
fet fyze vpon it, and burne it:xoith the gor⸗ 
geous boufés,in whoft parlers they hauẽ ma 
De facrifice vnto Deal, and poured drynke 
offeringes vnto ſtraunge goddes toprouore 
me vnto wrath. 


or — 
Khe xxxij. Chap. 

For ſeinge the children of Iſtael end the 
chũdren of Juda haue wrought wickednes 
befoze me ener from their youth vp, what 
baue they els done, but provoked me with 
the wortes of their orwne hondes? ſaieth the 
LORDE 

Oꝛ, what bath this cite bene els, but a 
pronotinge of my w2ath, ener fencetbe da · 
yetbat Jbuyldeð it, unto this houre? Whe 
rin J caſt it out of my ſight, be cauſe of the 
greate blaſphemies of the childrẽ of Iſt ael 
Gud Juda, whichthey haue donc to prouo⸗ 
ke mẽ: yeethey, their kinges, their pzynces, 
their pꝛreſtes, their pꝛophetes, whole Judea, 
andall che citefynsof Jeruſalem. 

When I ſtode vp carly,and taught them 
and inſtrũcte them, theyturned their bac- 
festome, and not theit faces, They wolde 
nec beare, to be refourmed and correcte. 
They hance ſet their goddes in ¥ boule, that 
is halorwed wnto my nameʒ to defyle it. They 
haue buylded bie places fo: Saal inthe val- 
ley of che childzen of Ennon, co vowetheir 
fonnes and doughters vnto Moloch: which 
Jnencr commaüded chem, nether came it 
ener in my thought,to mate Juda fynne 
with fod) abbeminacion. 

Moꝛouer thus hath the ORDEGovof & 
Iſtael fpcten , concernyngethis cite, which 
(as ye youre felues con feſſe) ſhalbe delynered 
in to the honde of the tinge of Babilon, 
woben itis wonne with the fwerve, with how 
ger and with peftilence. Sebolde, J will ga- 
thertbem together frem all Iondes .wherin 
Jhanefeatredehem inmy wrath, in my fe- 
@rfulland greate diſpleaſure: and will brin · 
ge themaga yne vntot his place, where they 
fhaloveell fafely .Andehey ſhalbe my peo- 
ple,and J wilbetbeir Gov. 

And J will gene them one herte andone 
waye, that they maye fearcme all the daies 
of their life, that they and their children af- 
ter them maye proſpere. And Frill ſet vp 
an suerlaſtin ge couena unt wit hthem, Na⸗ 
mely: that J will neuer ceaſſe to do them 
good, and that J will put my feare in their 
hertes, ſo that they ſhall not runne awaye 

ome, 

Ree willbaue a luſt and pleaſure to do 
them good, and faithfully to plante them in 
this londe, with my whole herte, and with 
allmy ſoule. 

§o2 thus faieth the LORD Exliteas J 
haue brought all this greate plage vpon 
this people: ſo rill Falfobzinge vpon them 
all the good, that J bane premyfed chem 
And men Pall hauctheir poffefftons in chis 
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Che prophee Jeremy. 
londe, wherof yefayenow, that it ſhal ne⸗ 
ther beinbabited of people ner of catell,buc 
be deliuered in to the boves of che Calgees: 
Ree londe ſhalbe bought foz money, Zeuydẽ 
ces made ther vpon z fealed before witneſſes 
inche countre of Ben Jamin rounde abou 
te Jeruſalem:in the cities of Juda in the a- 
ties that are vpõ themountaynes, zinthem 
thatlicbeneth, yeezinthe citiesthatare in 
tbe deferte. For J wilbzinge their pzefoners 
bitheragayne,fateththe LOR DE. 


The XXXML, Chapter. 


> Droner the worde of the LORDE 

came onto Jeremy onthis maner, 

whẽ be was yet bounde in the cour 
teof the preſon: Thus faieththeL OR DE, 
which fulfilleththe thinge that be fpeateth 
the LOR DE which perfourmeth che thinge 
that be taketh in honder euenbe, whofe na- 
me is the — som haſt * esse 
and J baucberdverbe: Jhaue ſhewed grea- 
te. pete ted as | ce wntnorne vit 
to you. 

E bus (J fayeyfpaterheLORDEGod of 
Brael, concernyngethebonfes of this cite, 
and the houſes of the kinges of Juda: that 
they ſhalbe broken thozow the ordinaunce 
and weapens, when the Caldees cometo be 
fegetbem: and they ſhalbe fylled with che 
Deed carcafes of men, whom J will flaye in 
my wrath and diſpleaſure: whe F eurne my 
face from this cite, becanfeof allbir wicFed- 
nes. Sebolve, (RieththeL OR D E)F will 
beale their woundes , and mate them who- 
ie: J will open chem the treafisre of peace 


and treuth. 

—S will returne the captiuyte of Ju⸗ 
da and Iſtael: and will fee chem vp agayne, 
asthey were afore. Gromall des(rwbhe 
rinthey bane offended aga ynſt me) J will 
clẽſe them: Andall their blafphemies whidy 
they baue done agaynftme,whentheyregar 
ded me not, J will forgeue them. 

And this [hal get me a name a prayſe and 
Honoure , amonge all people of che earth, 
which fhall beare allthe good, that J will 
Phewe vᷣntothem: Mee they fall be afrayed 
and aftonnied at all the good dedes and be- 
nefites , that will do forthem. Morouer, 
thus faieththeL ORDE: Inthis place, whe 
rof ye ſaye that it ſhalbe a wilterneffe, whe- 
rin nether people ner catell ſhal dweil: In li · 
ke maner in the cities of Juda and without 
Jeruſalem(which alſo ſhalbe ſo voyde that 
nether people ner cateli ſhali dwell there) 
Shal the voyceof gladneffebe herve agay- 


~ 132 — 
The xxriij. Chap Fo. xrrix. 
ne, the voyce of the brydegrome and of the 
bryde, the voyce of them chat ſhall foe 
Pꝛayſe the OR DE of booftes, foz be is lo⸗ 
uynge, and bis mercy endureth for everjand 
the voyceof chem chat ſhall offre vp giftes 
inthe boule of cheL OR DE. Foꝛ Fwillreféo 
re the captinyte of thislonde,asit was afo 
te, ſaieth the L ORDE, Thus faieththeLOR 
DE of booftes. It ſhall come yettherto,chat 
inthis londe, which is voyde frommenand 
catell,and in allthe cities of the londe there 
ſhal be fer vp [hepherdes cocages: inthe ci- 
ties vpon the mountaynes, andinthe citt- 
a that lie vpon the playne, and in che ve- 
jerte, 

Inthe londe of BenYamin, inthe feldes 
of Jerufalem, and inthe cities of darter 
the ſhepe be nombzed agayne , onder the 
honde of him, ebat telleth them, ſaieth che 


C 


LORDE .Debolde, thet yme commech(fa- tere 23.0 


techthe LOR DE) that J wil perfommetbac 
good chinge, whic Ihaue pzomifed vnto 
the boule of Iſtael and to the boufeof Iu 
da. In thoſe daies and at che fame tyme, 3 
will bringe forth onto Dauid, the braundy 
of rightuonjiies , and be ſhail do equite anð 
rightuonfiteffe in che londe. In thoſt daies 
[yall Juvabebelped, and Ferufslem 
Dwell fafe, and he that hall call beris ever 
God oure rightuous maker. Foz thus the 
LORDE promyfeth: Dauid ſhal neuer want 
one, to ſyt vpon the boufeof Sf 
rael : nether fhall the pzeftes and Lenites 
wantonetooffreallwaye before me, burnt 
Offeringes , to Fyndlethe meatofferinges, z 
to prepare thefacrifices. 

ind the worde of the LORDE came vn- 
to Jeremy after this maner: Thus faieth 
theL ORDE: ma yethe couenaunt which 
haue made with vayeandnight, be broken, 
that there ſhulde not be dayeand nightin 
duefeafony Chen maye my couenaunt alfo 
be broken, which J made with Dawid my 
fervaunt, and fo be not to baue a forme co 
reigne in bis Crone. So fhall alfothe pze- 
fies and Lewites never fayle, but ſerue me. 
For lite as the ſtarres of heauen mayenot 
be nombzed, netherthefonde of the ſee mea 
fired : ſo will J multiple che fere of Da- 
uid my feruannt, andof the Lenites mymi- 
nifters. 

UM Foroner,the worde ofthe LO R DEcame 
to Teremy, faienge: CofidrefE thou noe what 
this people fpeakerhz Two Eynreddes(faye 
they badtheLORDEdhofen,z ehofe fame 
two bath be caſt awaye. For ſo farre is my 
people come, y they haue no hoͤpe to me to 
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The pꝛophet Jeremy. 
gether eny more, and to be one people agay⸗ 
ne. Ther fore thus ſaiech the LORDE: RFF 
haue made no couenaunt with daye z mgbe, 
and geuẽ no ſtatute vnto heauen and earthr 
then will ¶ all cafEawaye che fede of Da⸗ 
wid my feruaune: ſot hat Iwiltabe no pryn⸗ 
ce our of bis (ede, to rule che pofterite of 
Abeabs, Iſaac and Jacob. Duc yet will 
turne agaynetheir captiuyte, and bemerci- 
full onco chem. 
The XXXII Chapter. 

Hele arethe wordes whic) the LOR 

DEfpate vnto Jeremy, what tyme 

as Na buchodonoſor the kinge of Ba 
bilon, ⁊ all bis hooſtes (out of allthe kugdo 
mes ¥ were vnder bis power)and all bis peo 
ple fought aga ynſt Jeruſalem and allt he ct 
tics therof. Thus faieth the LORDEGod of 
Wiaci: Go,z ſpeake to Sedechias the tinge 
Of Jude, zeell him: The LORDE ſendetht he 
this worde: Bebolve, J will vel yuer this ci- 
te in to the hõde of the tinge of Babilon, be 

al burne it, and thou ſhalt noe efcapebis 
ondes, but [halt be led arvayepzefoner,and 

Delynered incobis power. Chou fhale loke 
the Binge of Dabilon inthe face, and be ſhal 
fpeate with che mouthto mouth, and then 
— tot Babilon. Net heare the wor 
de of the LORDE, o Sedechias thou tinge of 
Juve: Thus fmechrheL OR DE vntothe: 
Thon fhale noc ke fiayne with che fivearde, 
but fhalediein peace.Liteas y fore fathers, 
thetinges, chy progenit outs were brente: ſo 
ſhalt thou be brente alſo T in the mournyn⸗ 
getheyſhal ſaye: ch lorde. For thus haue J 
determed, ſaiec hthe LOR DE, 

Then [pate Jeremythe pꝛophet all theſe 
wordes vnto Sedechias kuge of Juda in 
Jeruſalem: what tyme as che kinge of Babi 
lons hooſte beſe ged Jeruſaiem, and the rem · 
naunt of the cities: Ramely, Lachis ⁊ Aze⸗ 
cha, which yet rema yned of the ſtronge de- 
fenfed cities of Juda. 

Theſe are thẽ wordes that the LORDEfpa 
ke vnto Jeremy the prophet, when Sedechi 
as wes agreed with all che people at Jern- 
falem, that there ſhulde be proclamed a liber 
terſo that euery man ſhulde let fre go bis fer 
ueuntantbant emayde, Hebrue c Hebrueſ⸗ 
ſe ⁊ no “ewe coboive bis brother as a bon⸗ 
de man Now as they bad confented,cnen [> 
they were obedient.⁊ let them go fre. But af⸗ 
rerwarde they repented, ⁊ toke ataynetbe 
ſeruauntes and handema ydens, whom they 
had letten co fie,and fo made them bondea- 
gayne. 

Forthe which cauſe the worde of the LOR 


Ke xxxv. Chap. 

DE camte vnto Jeremy front the LORDE bint 
ſeif yenger Cus faicch cheL ORDEGod 
of Si + Jmaven couenuune with youre 
facbers, when J brought them out of Egip- 
te, (chat they ſhulde no moze be bondmen,) 
fayenge: When ſeuen yeares are out,euery P 
man ſhal let go fre bis bought feruaunte an 
Hebꝛue, yf he haue ferucd bim fire yeares. 
But y¢ farbers obeied me not ⁊ herkened not 
vnto me. As for you, ye were nowturned, ⁊ 
dyd rig ht be fore me, in ¥ ye pꝛoclamed, ene- 
rymécelet bis negbboure go fre,zin ¥ yea 
Rea ccuenaunt before me, incbecemplechac 
beareth my name: Bue yet ye baue turned 
youre ſelues aga yne and blafpbemed my ne 
me: In this, ¥ cucryman bach requyred bis 
ſeruãunt and handemayden agayne, whent 
ye had letten go quyte and fre, and compel- 
let chem to ferue you agayne, andto ke you- 
re bonde men. And therfore thus faiethebe 
LORDE: Re haue not obeyed me, euer y man 
to proclame fredome vnto bis brot her and 
neghbof: wher fore J will call you vito a fre 
deme, ſaieth the LORDE:cuen vnto the ſwear 
de,to the pefiilence,andto honger, aͤnd will 
make yeuto be plaged in allebetyngdomes 
Of the earth. Ree thoſe men that haue broke 
MY couenaunt, and not Feptethe wordes of 
theapoyntmiée, whic) theymave before met 
when they hewed thecalfe intwo,z when 
there wente chozow the ewo balfes theroft 
Tbe prynces of Juda the prynces of Feru- 
falem,the gelded men, the preftes and allthe 
people of the londe which wire thorow the 
two fydes of che calfe. Thoſe men wil J ge 
ue in to che power of their enemies, and in 
to —* bonves of chem that folo we vpon the 
ir lyues. 

And their deed bodies ſhall be meate for 
the foules of the a yre, and deeſtes of the fel- 
de. As for Sedechias the tiige of Juda z 
bis pzynces, J will delyuer chem in to the 

cer Of theirenemies,and of them that de 
Fre toflayetbem,and in to the bonde of the 
tynge of Dabilons hoofie, which nowis de 
parted from you: Buůt thorotw my commaun 
dement (faieththeL CRDE they ſhal come 
agayne before this cite,they fhall fight a· 
gaynft it,voynne it,and burneit. · Morouer J 
will laye the cities of Juda ſo waift,cbatno 
man fall dwell cherin. 

6 The XXXV. Chapter. 

8 Se wordes which the ORDE fpate A 
SH onto Feremy, (in the reigne of Joa· 
chim the fonne of Joſias tinge of Judaare 
thi fe:Go vnto ¥ boule of the Rechabites,z 
cali them out, z bringe thẽ to ¥ boule ofthe 
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LORDE into fome commodious place,and 
geue them wyne co dzynte. Then ecte Be 
famasthejonne of Jeremy the ſonne of da 
basania,and bis bret heẽ and all bis fonnes, 
and the whole houſholde off che Rechabi- 
tes: and brought chem to che houſe off the 
LORDE,tn tothe clofet of the childzen o 
Hanan che fonne off Igdalia che man o} 
Gor:which was by che cloſet off the pryn- 
ces,tharis ebouecbe cloſet of Maaſia the 
forine of Sellum, which is the chefe off the 
trefury.2ind before the fonnes of the kynred 
of thn Rechabites, Iſet pottes full of wy- 
Hie, and cuppes,and ſa yde vnto them : dryn · 
Be wyne. Buc chey fayde: we drynke no 
wyne, For Fonadab che fonne of Rechab on 
re facher commannded vs, fayenge : Read 
youre ſonnes [hall neuer dzynFe wyne, buyl- 
Lenoboufes, owe no fede, plante no vynes, 
yee ye ſhaill baueno vynyardes: but for all 
youre cyme ye ſhall diveil incétes,¥ ye maye 
lyue lSgeinche lsde rwherin ye be fivaggers. 

Thus haue we obeyedebhe cSmanndemét 
of Jonavab ¥ ume of Rechab oure Farber, 
inall ¥ be bach charged vs and ſo we drynke 
no wyncall oure lynelonce:roe, cure wynes, 
¢ fonnesz oure dou ghters tether buylde 
weeny houſe to drwell therin, we banealfo a- 
monge vs nether vynyarves, ner come love 
co ſorwer but we dwell in centes, we oteye, Z 
do scordinge vnto all, chat Jonadab oure 
father commaunded vs, 

But now y Nabuchodonoſor che Binge 
Of Dabild came vp in coche lSve, we fayde: 
comeet vs go co Ferufale, ¥ we maye eſta 
pe the boofte of che Caldees adebe Affirias: 
Zo wedwwell now at Jeruſale. Then came y 
wordeof che LORDE onto Feremy, fayenge: 
Thus jaiech the LORDE of hooftes the Goo 
of Ditacl:Go Ztell whole Gude z allebe in- 
babicours of Jeruſalẽ: Wyſi ye not be refour 
med, to obeye my wordes? ſaieth the LORDE. 
Che wordes which Jonadab the ſonne off 
Rechab Kmaunvded bis onnes, y they foul 
de drynke no wyne,are fase z ſurely Eepee : for 
vnto this daye they drynke no wyne:but ote 
yeebetr fathers cSmaundement. But as for 
ime, Jhaue ſtsde vp carly, bane fpoké vn⸗ 
£0 you, geuen you earneſt warnynge: z yet 
haue ye nor bene obedize vnto me. Ree J ha- 
ue ſent my ſeruaũtes, all che pꝛophetes vnto 
you, Iroſe vp early,z ſent you worbe, fayent- 
ge:O turne you,cuery man from bis wicked 
aye: amẽde yo lues ⁊ go not after ſtrau⸗ 
ge goddes, to worſhippechẽr: ¥ yemaye eẽ⸗ 
tinue in the lsde. which J bane geuen vnto 
vou and youre fathers, bus ye wolde nether 


Che xxxvi. Chap. Fo. xl. 
beareme,ner folowe me, 

Che childzé of Jonadab Rachabs fon- 
ne haue ſtedfaſtly kepte cheir fathers cõmaũ 
Dement, ¥ be gaue them, bucchis peopleis 
not obedient oncome. And therfort chus fae 
lechtheLORDE of booftes ¥ God of Nae 
DBebolve,F wil bringe vpd Juda z vps eue⸗ 
ry one ¥ dwelleth in Ferufalé,all che cronble 
¥ haͤne deuyſed aga ynſt thẽ. For J bane 
[pote vntothẽ but chey wolde not folo wer 
haus called vnto shem, neuerchele⸗ they 
wolde gene menoanfe were. Jeremy alſo ſpa⸗ 
Ee xuto the houſholde aff the Redyabites: 

Thus ſaieth che LORDE of booftestheGoo 
of Iſtael: For ſo moch as xe haue obeyed 
comaundemét of Jonadab yo farher,z kep 
te all bis preceptes, z done acoudinge vnto 
ally’ bebath bydden you:T ber foretbus ſa⸗ 
tech the LORDE of booftes theGo: DoF Iſrael⸗ 
———— ſonne of Rechab alor fay⸗ 
le, but haue one out of bis ftocPe,to ft5ve alle 
wa ye before me. The XXXVLCbhap, 
Utthe fourth yeare of Foadim rhe a 
lonneof Fofias tynge of Juda,came 
Ly ¥ wwordeof the LORDE vito Jeremy, 
fayege: Cate a bote,z waite therin ail yi wor 
des, y Ihaue (poke toche,to Ilt ael. to Juda 
ztoallche people, frõ tbetcynie y 3 begane 
for to fpeake vnto thecin y*reigneo| fies) 
wntotbis Daye. Chat whenebe houſẽ of Ju 
da beareth of the plage, which bauedeny 
fed for thé, cheymayeperaduecure turne,ene 
ryman [td bis wicPed wa ye ehat Imaye foz Hteves 
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Then vyd Jeremy call Baruch thefonne 
of tterias,z Baruch wiorein the bokeat y® 
mouth of Jeremy, ail the wordes ofthe LOR 
DE, whic) be bad fpoten onto bin. And Je 
remy commaunded Baruch fryenge: Jans 
in prefon,fotbat J ma ye not come in to the 
houſe of ¥ LORDE:tberfoze go chontbitber, 
zredethe bote,thatthou baft wꝛittẽ at my 
month:CTamely,cbe wordes off che LORDE, 
Z redetbé in the LORDES poufe vpon the faf- 
tinge Daye:tbat the people, whole Juda, z b 
alltbeytharcemeour ofthe cities,ma ye beg 
ie. Peraduenture they roill pꝛaye mekely Le- 
fore the face of the LORDE, andeurne euery 
one from bis wicked waye. FSoꝛ greate is 
the wrath and diſpleaſure, that the Lok⸗ 

DE bath taken agaynft this pecple, 

So Baruch chefonne of Nerias dyd, a⸗ 
cordinge vnto alithat Jeremy the pꝛophet 
Smaũded him rea din ge the wordes o the 
LORDE out off che bote in the LORDES bou- 
EAnd chis was done in the fyfth yeare off 
Ioachim y ſonne of Jofiastinge of ~juya,in lone a 
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Khe prophee Jeremy. 
theip.monech when it was conmannded, 
ebacall che peopleof Jeruſalem ſhulde faſt 
beforethe LORDE, andebcy alſo chat were 
ee fromthe cities of Juda once Yerufa- 
lem. 

Then red Baruchthe wordes of Jeremy 
out of the bote within the houſe of theLOR 
DE, out of ¥ creafury of Gamarias the fonne 
Off Sapban che [erybe, which is beſyde the 
byer loffte off the new doze of the LORDES 
bonfe:thatall ¥ people might beare. Siow 
whe Micheas the fonne off Gamarias the 
ſonne of Saphan bad berdeall che wordes 
Of the LORDE out of ¥ boke, be wẽte downe 
toͤthe kinges palace in to ¥ ferybes chãbre 
for there all ¥ pzynces were ſet: Eliſama the 
ferybe,Dalias thefonne of Semei,Elnatha 
the fonne off Achbor, Gamaria the fonne 
of Saphan Sedechias the ſonne of Hana- 
nias, with all the princes. And Micheas tol 
de them allehe wordes, y be herde Baruch 
rede out of the boke before the people, 

Then all che prynces ſent Jehudi ¥ ſon⸗ 

ne of Nat hamas the fonneof Salamia the 
fonne of Chuſi, vnto Baruch, fayenge:Take 
in chine honde the boke wheront thon haſt 
red before all the people, and come. So Ba· 
ruch the founcof Nerias toke ¥ boke in bis 
honde, and came vnto them. And they fayde 
vnto bim:Syt dorone, and rede the bote, ¥ 
we maye heare alfo.So Baruch red, y* the 
might heare. Now whenthey had herde 
the wordes, they were abafibed one vpon a · 
nother, and fayde wnto Baruch): We wil cer- 
tifie the tinge of all theſe wordes. And they 
examined Baruch ſayenge: Tell vs, how oi 
deſt thon weyte all chefe wordes ont off bis 
moͤuth? Then Baruch anfivered chem: He 
fpatcall theſe wordes vnto me with his mo 
uth, and J alone was with bint, and wore 
theminche bote. 

Then faydethe peynces vnto Barud: 
Go thy waye,and hyde the with Feremy, 
ſo that no man tnowe where ye be.Andebey 
went in tothe Binge tothe courte. But they 
Eeptethebotein the chambre off Elifama 
theferybe,adtolocthetyngeall the wordes, 
that bemight beare.Sothe Eynge fent Je⸗ 
hudi to fetch bim y bote, which be broughe 
outof: Eliſama ¥ ferybes chambre. And Je 
budiredit,charche kynge and all the pryn 
ces, which were aboutebim, might beare. 
Now the kynge fatin the wynter houſe for 
it was in the ix. Moneth, and there was a 
good fyre before him. And whe Jehudi bad 
redthze or foure leaues cherof, be cut the bo 
Gein peces with a penne knyfe aͤnd caſt it in 


Che xxxvij. Chap, 


tothe. fyre vpõ the berth, vntil che boke was 
all brente inthe fyre vpon the berth. 

Ret no man was abaſheð cherof, o2 rente 
bis clothes: nether the kynge himſelffe, nev 
bis ſernauntes, though they herde all cheſe 
wordes. Neuertheles Elnathan, Dalias ãd 
Gamarias,befoughtechetinge,thathe wol 
de not burne the bore: notwithftondinge ¥ 
kynge wolde not hearethem, but commaun 
Ded Jeramyhel che ſonne off Amalech, Sa 
rias che ſonne of Eftiel and Selamia ¥ fon 
neof Abdiel, colayehondes vpon Barudy 
the ferybe, and vpon Jeremy the pzaphet: 
buttbheLORDEtepte them out of fighe.2 fier 
nowthatthe Eynge bad brentethe bote , gd 
¥ ſermos which Baruch wrore at ¥ mouth 
Off Jeremyr The worde oftheLORDE ca- 
me pnto Jeremy fayenge: Catcanother bo- 
ke, and wiritein it ali the forſa yde fermons, 
that were weitten in the firſt boke whid) Fo 
achim the tynge off Juda bath biente. 

And tell “Joachim the Eynge off Juda, 
Thus ſaiet hehe LORDE: thou haft biente y 
boke, and thoughteſt withineby ſelff: Why 
haſt thou writtentherin,chatthetynge off 
Dabilon ſhal come,zmakethis lsðde waiſt⸗ 
ſothat he ſhall mate both people and catel 
tobeout of it ? Ther fore thus the LORDE 
faicth,of Foachimehetynge —— 
re ſhai none of bis generacion [yt vpon the 
troneofDamid. His deed corſe ſhalbe café 
out thatthe beat off the dayc,and the fro} 
of thenight maye come vpon him: And 
will vyſet the wick ednes of bim, of bis fede, 
and of bis feruauntes. Morouerall the euell 
that J baue —5 ſedthẽ(though they Her 
de menotwill F bringe vpon them, vᷣpon F 
inhabitours of Jernfalem, and vpon all Ju 
da. Thentobe Jeremy another boͤle, and ga 
ue it Baruch the ſerybe the ſonne of Neri⸗ 
as, which wiote therin out of the mouth off 
Jeremyrall the ſermons that were in the firfé 
Bote, whic) Foachimebe Eynge off Juda 
dyd burne. And there were added vnto chem 
many mofermons, then before. 

Che XXXVI. Chapter, 
Lvechias ¥ ſonne oͤf Joſias ( which A 
was made kynge thorsw Nabucho +Reaed 
donoſor kynge Of Babilon) reigned 
inthelonde of Juda, inthe ſteade off Jecho 
niasthefonneof Joachim. Butnether he, 
ner bis feruanntes,ner the people in che (Sbe 
wolde obeyethe wordes of ¥ LORDE,whidy 
befpate by the prophet Jeremy. Neuerthe jere ai. e 
les Sedechias —— juchal the ſon 24a 
ne of Selamia and Sophonias the ſonne of 


Maaſia che preft ro the propher Feremy, ſa 
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Khe prophee Jeremp. Che xxxvrij. Chap. Fo. elt. 
yenge:® prayetbou vnto the LORDE oure Eynge: let my prayer beacce; orethe, 
God for — Jeremy walted fieamon ſenbe ——— in to y — —— 
ge the people at thãt tyme, and was noc pur che ſer ybe that JIdye not there. Then Sede- 
Eceurb inpicfonas yet. Pharaos boojicalfo was  chias theEynge commaundedto puc Jere⸗ 
come out of Lgipre:which when the Caide my in the fore entrie off the Pzefon,andday- 
es that befeged Jerujalem, Perceaued,they lytothe geuen bim a cate of bred and eis no 
departed from thence. dightẽ meate, vntill all the biedin the cite 
Chen cameche wordeofeheLORDEwn- was eaten vp. Thus jeremy remaynedin ¥ 
to Jeremy the prophet fayége: Thus fateh fore entreoff che preſon. 
¥ LORDEGod of Iſftaei This anſwere ha Tbe XXXVIL Chapter. 
2% yegeneto chetynge of Inda that fenc you ~ Aphatias thefonne off Mtatha,Ge, W 
fere4s.a vnto me for councell:Bebolde, Pharaos be- dolias the fonne of Pafbur, Fuchal 
offe which ts come forth co helpe you, fall € thefonne of Selawia, Paſhur che 
returne to Egipte in to bis orone londe: Sut foune of Malchias Perceauedthe wordes, F 
the Caldees [hall comeagayne,z fightaga- Jeremybadf poke vnto all the people,name 
yſt t his cice,wynneit,and fer fyre vponit. ly ontbis maner:Chus faiechthe LORDE: 

For thus ſaieth che LORDE: difceane not yo Whol remayneth in this cite, fall perifh, 
wne myndes thinkynge on this maner: ether withthe fivcarde, with bongeroz wich trex. 
Tulh,theCaloees gonorocheir waye front Peftilence:Sut who fo falletl onrothe Cal- *74 
v⸗: Vo theyſhall not gotheir waye. Foz dees, ſhal eſcape Symynge bis ſouie fore 
though ye bad fla yne the whole hooſte off pzay,z fhallyne. Forthus ſtieth the LORDE 
the Caldecs.chat befege you and euery one This cice(no douceynut be delynered incoy eras 
ofebe jlaynelayein his tent, yet ſhuide they ¶ porwer of che kige of Babil5,z bealfo fal 
Eonde vp, and fee Fyre vpon this cite. Cor — wynne i. ChE ſayde the pzynces vnto y* Fyn 
whé the hooſte of the Caldees was bioké vp ge:Syz, we beféd you lerebisman be put co 
from Jerufalé for feare of theE gipciansar death, Gor thus bedifcoragethtbe bodes. of 
mye, Jeremy rent ont of Ferufalecowarde the foudyers y* beinebis cite,z the bodes of 
thelddeofBenFamin,co Docercayne buſy · allchepeople, whẽ be ſpeabeth ſoch wordes 
neſſe there amsge ¥ people. And whe he ea  vneo che Chis ma verely laboureth not for 
me vnder Ben Jamyns porte,there was æ  peaceof¥ people,bucmifchefe. Gededias 

Tereag.a Porter called Jerias chejoneofSelamiay che tinge anfiveredandfayderlo, be is in yor 
Sue of dananias,robich fell vps bimz coke des, for ¥ tige Mayedenye you notbinge- 
bimfayéce:y mynde isto runne totbeCal- Chentokethey feremy, and caft bim into 
dees. Then fayve Jeremy: It is noclo, Jgo che dongeon off Mtaldyiasthe fone off Ae 
not tothe Caldees. Neuertheles Jerias wol malech chat dweltin the foze entre off the 
denot beleue him, but brought Jeremy bow pꝛeſon And they let dorone Jeremy w" coar 
de before the princes, Wherfore cheprinces desintoa Ddongeon, where there was no we 
were angrie with Jeremy, caufinge bim to ter, butmyre.So Jeremy ſtack faſt in the my 
bebeaten, to be layed in preſon in thebou- ge. Ao w when Abdemelechebe Moran be cur 
feof Ionathas the ferybe. Gor he was the ru ynge @ chamberlayneinthe Eynges courte, 
ler of che piefon, Thus was Jeremy put in —-enderftove,chat they hadcaft jeremy into 

Ieress,¢ COtHe Von geonz preſon, and ſo laye there @ the dongeon: be went ont of the fynges 

°° Tongctyme. Chen Sedechias thetyngefent oufe,and fpateto thet ynge (whidyebe (ae 
for bim, zcalled bim, zared him quietly int wnderthe porte off Benjamin) thefe wor⸗ 

bis owne boufe,fayenge:tbinteft thou this des:ttty lowerhe Eynge,whereasthele men 
bufynes(ehat nowis inbondecomethofebe — medlewitbJeremythe prophet,theydobinr 
LORDEZ Jeremy anſwerde: yee y it doche wronge: Damely. in that they haue pac 

thou (fayde be) [hale be delyuered in tothe ¶ hm in prefon, thereto dyc of bonger, foz the 

Eynge of Dabilons power. re isno mozebredin the cite. Thethetynge 

D Noꝛouer. Jeremy fayde vnto EyngeSe cemmaũ ded Abdemeled) the Mozian, end 
decias:Wbarbaue joffendedagaynféy,  [eyde: Catefrombéce rrr.men whomtbow 
agaynfttby ſeruaũtes or aga ynſt this peo- wilt, T drarve vp Seremy the prophet out of 

ple that ye haue canfedme be hut in pꝛeſon? the dongeon, before he dye. Go Abdeme- 

Myere are youre prophetes,whid haue pro lech toFetbemen w him,z weneto F boufe 

ecied vito you and ſa yde that y kynge of of Amalech, zebere vnderan almery he gas 

— ſhulde not come aga ynſt you this olderaggesz worne cloutes, Tlet thẽ dow. 

{SvezAndeberforebearchow,omylowethe neby a coarde. in tothe dongeon to Jeremy. 
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The prophee Jeremy. 

And WAWbdemeled the Morian fayde 

vnto the prophet Feremy:® put theſe rag- 
ges and cloutes onder thine arme boles, be- 
trwigte thé and the coardes: ãd Jeremy dyd 
fo. Sothey diewe vp Jeremy with coardes 
and toke bim oucof the dongeon, and bere- 
mayned inthe foze entrie of the pzefon. CHE 
Sededhias che Eynge ſent and caufed Jere⸗ 
my the propbet be called onto bim,in toche 
thirde entrie,chat was by the houſe off the 
LORDE,.2tndthetynge fayde vnto Yeremy > 
Jwil axe che ſomwhat, but byde nocbinge 
frome. The Jeremy anſwerde Sedechias: 
VAIbe pia yne vntoͤt he thou wilt cauſe me 
ſuffte deach:yf J geue the coũcell.thou wilt 
not folowe nie Sothe kynge fivoze an ooth 
ſecretly vnto Jeremy, ſa yenge: As trulyas 
the LORDElyuech,chatmave vs theſe foules, 
Iwill nocflaye che,ner gene che in to che hõ 
des of them,that ſebe afrerthy life. 

Then ſayde Jeremy vnto Sedechias: 
Thus ſaiet hy ToRbð off hooſtes the God 
Of Iſt aelz Rf cafe be, that thou wilt go forth 
wnto the bynge off Babilons pzynces, chou 
[hale fanecbylife,and this cite fhallnot be 
b2ét, yee boch thou and thy houſhoide fall 
efcapewith yourelyues. But yff chou wilt 
not go forth tothe kynge off Babilons pryn 
ces, lthis cite be delynered in tothe 
hondes of the Caldees which ſhal fet fyre v- 
por it and thon ſhalt not be able to efcape 
them. And Sedechias ſayde onto Jeremy: 
am afra yde forthe Jewes, chat are fled 
wntothe Caldees, leſt Fj come in their hõdes, 
and fo they to bauemein derifion, 

D be But Jerem y anſwerde: No they ſhal not 


trayethe : O herken vntoche voyce off 


the LORDE(7j befete F)ywhich F fpeate vnto 
che, fo ſhalt thou be Ab ——— 
Duc yf thou wilt not go forth, cheLORDE 
bath colvemethis planely:Bcholoe, all the 
women that arclefcin the tynge of Judaes 
Houle, fhal go out tothe kynge of Babilons 
prynces. Gozthey thynte, ¥ thowart difcea- 
weds and thac ¥ men in whom thou dideft 
put thytruſt, haue gottenthe onder, and fer 
thy fete faft inthe myze,and gone their waye 
fromebe. Therfoꝛe all chy wynes with their 
childzen fall fle vnto the Calvees,andtbou 
alt not eſcape their hondes, but ſhalt be y? 
ngeof Babilons pzefoner,z this cite ſhall 
be brent. Then ſayde Sedechias vnto Jere⸗ 
m yꝛloke y! nobody Enowe off theſe wordes, 
and thou ſhalt not dye. Bue yf the prynces 
—— —— —* > oe. 
come onto the, fayenge:D ſpeake, what fay- 
dethe kyngeto the hyde it not from ys, and 


The xxxix. Chap. 
we wil not put the to death. Tell vs ( we pra 
ye theywhat ſa ydey kynge to ther Se thou 
geuẽ them this anfrere: “jy haue bumbly be 
[Sugbe che Eynge,chat be will let me lye no 
moze in Yonachas houſe, that J dye not che 
re? Then came all the princes vito Jeremy, 
and axed bins, And be tolde chem, ãfter the 
maner asthe kynge bad him. Then they hel 
de their peace, for they perceancd nothinge. 
So Deremy above ſtůl in che fore entrie off 
the preforr, vntill che Daye that Jeruſalem 
ORS wonne. 
TheXXxiX. Chapter. 
hy Ow when the cite off Jeruſalẽ was 
taten(forintheip.yeare of Sedechi 
NY astynge of Jude in the cach Mo 
nech, cameLtabudhodonofoz the Eynge off 
Babilon and all his hoofte,and befeged Ye 
ruſalem. And inthe ri.yeare of Sedechias in 
the fourth Monech )Y ip. daye of ¥ Wioneth, 
bebzateintothe cite). Then all che Eynge 
of Babilons pzynces came in,z ſatthẽ dow 
ne vnderthe porte: Ner gall. Sareser, Sant 
garnebo, Sarſechim Rabfaris, Nergal, Sa 
rezer, Rabmag, with all che other prynces 
of the kynge of Babilon. And when Sede⸗ 
chias the kynge of Juda with his ſoud yers 
ſawe them, thẽey fled, and depaͤrted out of Y 
cite by night thorowthe kynges gardẽ, and 
thorow the porte that is betrene the two 
walles, and ſo they wente towarde the wil · 
derneſſe. 

But the Caldees hooſte folowed faſt af- 
terthem,andtote Sedechias in the feide of 
Jericho,andb:enghtbim pefoner to Nabu 
chovonofozthe Eynge off Babils vnto Reb 
lathe, chat lieth in the londe off Hemath 
wherebe gaue ingoment vpon him. Gotbe 
Eynge of Dabilon caufed the childzen of Se 
dechias and allthenobles off Juda be flay- 
ne,befoze bis faceat Reblatha. And mare 
Se dechias eyes be put ont, and botide him 
with cdhaynes,andfent himto Babilon. 

Morꝛouer, the Caldees brẽt vp the 
palace,with ¥ other houſes ofe the people, 
and brake downe the walles off Jeruſalem. 
As forthe remnaunt of the peoplethat we 
re inthe cite,and foch as were come to belpe 
them(what ſo ener was left of the come foz 
tot tabmsaradan the chefe captayne caried 
themto Dabilon. Bue Nabuzaradã the che 
fecaptayneleteberafcall people (and ebofe 
thatbadnotbhinge)orwell féill in the love off 
Juda, and gaucthem vynyardes and corne 
feldes atthe ſamet yme. Wabuchodonoſor al 
ſo the kynge of Babilon gaue Nabuzara dã 
thechefecaptayne a charge, <Scernynge Je· 
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Che prophee Jeremy. 
remy, fayenge:tate and cheriſh bim, and ma 
Ee moch off him:ſe thou do bim no barme, 
but intreate him after bis owne defyre. 

SoNabuzaradã y chefe capta yne Na⸗ 
buſaß bã the che fe chamberla yne Clergalfe 
rezer the ereaſurer andall che kynge of Ba⸗ 
bilons lordes ſent for Jeremy, z canfed him 
be fet out off che fore entrie off the pzefon, 
and committed him vnto Godoͤlias che ſon 
ne off Ahicam che ſonne of Saphan :that 
be ſhulde carie him home and ſo be drvelt a⸗ 
mongetbe people. Ltowwbyle Jeremy laye 
yet bounde in the fore entric of the pzefon, F 
yoorde off the LOR DE came vnto bim fay- 
enge: Go, and tell Abdemelech che Morian: 
Thus ſaieth the LORDE off hooftes ¥ God 
Off Bfrael : Bcholoe, che cruell and ſharpe 

lage that baue deuyſed forthis cite, will 
5g brynge vpon chem,that thou ſhalt ſe ic: 
but J wil del yuer rhe(ſa yeth the LORDE)and 
thon ſhalt not come in the hondes off tho- 
ſe men, whom thou feareft. Gor doutles 
will ſaue the, ſothat thou ſhalt not peri] 
with the fwearderbut thy life fhalbe faued, 
and chat becauſe thou baft pee thy truſt in 
me,faicth the LORDE. beXL. Chap. 
Gee? Hisisthe maner, howtheL ORDE 


Ww: intreated Jeremy, when Nebuzara⸗ 


Tere.43.a 
fofueus.d 


dan the chefe capta yne badlet him 
$9 fee from Bama, whither as be bad led 
Dim bounde, amonge allebe prefoners , tbat 
were caried from Ferufalemand Juda vnto 
Babilon. Che chefe caprayne called for Je 
rem yand ſa yde onto him: The LORDE¢hy 
BGovrfpatemightely before off the myſery v- 
ntbis place: NAowthe LORDE bath ſent 

it, and per fourmed it,as be bad promifed: 
For ye haue ſynned aga ynſt the LORDE, and 
hauẽ not bene obedient onto bis voyce, ther 
forecommeth chis plage vpon you. Bebol- 
De, I lowſe che bondes fromeby boves this 
Dayeryf chon wilt now go with me onto Be 
bilon, vpthẽ: For J willfe coche, and pony 
de forthe: Sut yf thou wilt not go with me 
toDabdilon,chen remayne here. Beboloe,all 
thelondeis attby will:lofe where thou thin 
keſt conveniée z good forthe to Abyde,the 
re dwell. fchow canfé not be content to 
dwell alone then rema yne w Godolias the 
ſonne off Ahicã chefonne of Saphã whom 
the kynge of Babils — — 
ouer ¥ cities of Jude, ð well wẽ him amon 
getbe people, ozremayne, where ſo ever it 
pleafechy · Soche chefe captayne gaue him 
biserpcfes ro a rewarde, zlet bimgo. Then 
wẽte Jeremy vnto Godolias ¥ forme of Abi 
cã to Maſphat, ⁊ dwelt ebere w" him amon 


Che rl. Chap. Ao. xlij. 
e the people that wereleft in the lonve, 
— Plow when ¥ captaynes of che boofte of 
¶Juda (which w their felowes were featred 
abrode on encry ſyde in y lode vnderſtode.F 
che kyn ge of Babils bad made Godohias ¥ 
fonne of Ahicã gouernoure inthe love,z ¥ 
man, wife dhilve, yee-z the poorẽ men in the 
Tonde(¥ were not led captyue to Babilon) 
Phulde be vnder bis Gurif oictis: They came 
to Godolias onto Maſphat: Namẽely. fing 
eltbhefonne of Nathanias Johana z jones 
thas the formes of Carea,Sareasthe fonne 
of Canbomech,the formes of Opheus ¥ He 
topbetite, Jeſanias ¥ fone of Machaei wẽ 
their cSpanyons. And Sodolias the fonne 
of Abicam che ſonne off Saphã ſwore vnts 


thézebeir felowes ontbismaner:He not a- © 


frayedtoſerue theCaldees dweli inthe [Sve, 
zdothetynge of Babilonfernyce, ſo [hal ye 
profpere.Debolde, Jowell at Wiafpbat to 
bean officerintheCaldees bebalfe,z tofe- 
tisfie ſoch ascometovs. Therfore gather 
you wyne,come and oyle, andteperbem in 
youre ware boufes, and dwell in youre cities, 
thatye bane in tepinge, 

Rec allthe Fewesalfo ¥ dwelt in Moab 
— —— — —— ¥ 
cotitrees, y herde, ¥ the tinge of Ba- 
bilS had made Govoliasthe —— 


and other fintes,and 
—— Rane of Carea z 


I inebe londe.come to Godolias 


eu⸗ 
ams poate feybe onto bim:tnoweftthou 


on 


theſe wo2- 
des fecretly: A etme secipeye the) ⁊ J will 
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The pꝛophet Jeremy. 


aboute the Eynge,z ten men that were five:- 
ne with bim: unto Govdolias the fonne off 
Abicamco Maſphat. and eate there coge- 
ther. And Iſmael ¥ forme of Nathanias wt 
thoſe ten men chat were ſworne to bim, ftar- 
te vp,and ſmote Sodolias the ſonne of Ahi· 
cam the ſonne of Saphan w* the fivearde,z 
ſlewe hym, whomthe kynge off Babils had 
made gouernoure off che londe. Immael alfo 
flewe all che Jewes that were with Govolt 
as at Maſphat.and all cheCalvees that be 
founde there waitynge vpon bim. 

The nexte daye after chat he had flayne 
Govolias (che matter was yet onEnowne) 
there came certayne men from Sichem, fid 
Siloand Samaria,cothe nombre off lxx. 
which bad ſhauen their beerdes, rent their 
clocbes,z wereall benye,binginge meatof- 
fringes and incenſe in their bonves, to offre 
tcintbeboufeoffcbeLORDE, 2nd Iſmael 
the forme of Nathanias went forth ẽf Maſ 
phatwepinge,ometerbem. Lilo whe be 
metchem,befayde:Go youre wayeto Godo 
lias che fonneofAbicam.nd mbenthey ca 
me in the myddeſt off the cite, Iſmael the 
ſonne off Nathamas(with them that were 
ſworne vᷣnto him )fleweebem,ené at the myd · 
deſt off che pyt.Amongecbelé lxxx. mẽ the 
rewereten,¥ Jayde vnto “Hfinael: Oh ſlaye 
vs not, for we bane yet a greate treaſure in 
the felde,off wheate. barley, oyle and bony. 
So he ſpare dthẽ. and fleweebem noe with 
thaw brethren. MNowthe pyt wherin Iſmael 
vyd caſt che decd bodies off the mz hom 

e flere becauſe off Sodolias) had kynge 

cauſed to be made, for feare off Baaſa 

the kynge off Iſtael. and che fame pit dyd 
Iſmaͤel fyll with ſlayne men. As for che ré- 
nauncoff th peeople,thetynges doughters 
and allthe pcople chat were yet left at Maſ⸗ 
pbas vpon whem Nabuſaradan che chefe 
Captayne hav made Govohias thefonne of 
Abicam gouernoure: Iſmaelthe fonne off 
Viathanias cariedtbem awaye prefoners 
towarde the Ammonites. Sut when Johã · 
na the fonne off Carea and all they which 
bad bene captaynes ouerthe Eynges bocf- 
tewith bim,berdeof all che wickednes that 
¶Iſmael che ſonne off Nathanias bad done: 
ihey coke their companyons,and wente out 
forto fight with Iſmael the sSne of Natha 
nias,and founte bim bythe waters of Ra- 
bim in Gabaon.Llow when all the people, 

sobom Iſmael led captyue,fawe Jobana ¥ 
foune off Carea and all the other captaynes 
ov the boofte,they were glad. So ail the peo 
that Iſmael bad caried awaye frõ Maſ 


Che rly. Chap. 
phat, were brought agayne. 

And whe cheyreturned,rhey came to Jo 
hanna the ſonne off Carea. Sut Iſmael che 
fonneoff Nathanias fled from Jobana vF 
eight of bis ſworne companyons, z wente 
tothe Ammonites.C hen Johanna che fon- 
ne of Carea andallebe captaynes of the bo 
oſte that were wẽ him, toke theremnatic of 
the people, whom Iſmael the fonne of Na 
thanias bad led arvaye(Obhen be bad ſlay · 
neGovdolias the fonne of Abica whometbey 
alfa bad reſcued fromb.m:fightinge men, wo 
men ⁊ children,and gelded men, whomerbey 
broughtagaynefrem Gabaon sand vente 
feomtbence,andfat them downe at Geruch 
Chimbam, which lierh befyoe Beeblez that 
they might gointo Egipte for feare of the 
Caldees:of whom they wereaf ayed, kecaw 
ſe that Iſmaelthe fonne off Naͤthanias bad 
flayne Sodolias Ahicams fonne, whom the 
Eynge off Sabilon had made gouernoure in 
thelonde. 

The XL. Chapter, 

BY Galicherulers,and Yebana the for 
ne off Carea, Jeſanias the fonne off 
Ofias came with all the people fro 
the ĩeeſt vntothemoft,zfayde vntoTeremy 
the prophet: O beare oure peticiõ t hat thou 
mayeft praye for vs vntothe LIORDE Gov, 
and forthercmnaunt, wherof therebe very 
ferolefe off many,as thou ſeiſt vs :ehat the 
LORDE thy Godmaye flere vs a waye to 
goin,ztell vs, rebat we fhuldedo.T hen Je 
remy the prophete ſa yde vnto them: I haue 
herde you. Beholde. J will praye ontoGoo 
‘youre LORDE, 46 ye haue requyzd me:and lo 
ke what anfiveretheL ORDE ceneth you, 3 
[rall certifie you theroff, and Fepenotbhinge 
ack frs you. And they fayte vnto Fe.emy: 
The LORDE off treuth z —— be ouie 
recorde that we wil doall, that the LORDE 
thy God cemmaundeth vs,whetberittego 
od or euell. We will besten vnto che voyce 
off oureLORDEGobd,to whem we ſende ther 
that wemaye profpere,wben we bane felo- 

wedthe voyceoff the LORDEoure God, 

Andafterten dayes came the worde off B 
the LORDE vnto Jeremy. Then called he Jo 
hanna thefonneof Carea,andall the captay 
nes of the peopletbhat werewith him: hee z 
all the people frem the leeft to the moft, z 
fayde vnto them: Thus faieththe LORDE 
God of Iſrael onto whom yefene me, to la⸗ 
ye forth youre prayers befoze him: Vf ye wil 
Dwell inchis londe,F hall buylve you, vp,z 
not bieate you Dorne: J fall plante you, z 
not rote you out: for J amt pacified, as cðcer⸗ 
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nynge the trouble that J haue done to 
you. Seare not the tynge off Babilon off 
yobhoms ye fEonde in awe: D be not afray- 
ed off bint, faieth the LORDE: foz J will 
be with you,to belpe you,and delyuer you 
frombis honde. 3 will parvon you, J ilba 
Be mercy vpon you, and bzynge you agayne 
into youre owne londe. 

Neuert heles, yf ye purpofenoe to dwell 
in this —— —— off the 
LORDE youre Good: but rill faye chus: we 
ill noe dwell bere,bue goin to Lgipte: 
where we [hall nether fe warre, beare the 
noyle off bacell ner ſuffre bonger, chere will 
we dwell. Wherfoꝛre heare now theworde of 
the LORDE,o ye renmauntof Jude. Thus 
ſaieth the LORDE of booftes theGod of Iſ 
reel: RF ye be whole purpoſed to goin to 
gipte, Goto bethere as firatigersithe fiwear- 
dethat ye feare, [hall ouer youin Egip 
te:and the bonger wheroff yebe bere aftay 
ed, fhallbange vpon you into Egipte, and 
there ye [hall dye. oz all they, that off fee 
Purpofe ondertate to goin to Lgipte, the- 
re to eaſe thent felues ——— myſery, ſhall 
periſh withthe ſwearde, with bonger and 
peſtilence: not one off them [hall remayne, 
there ſhal none efcapetbe plage, that wil 

zinge vponthem. 

Forthus faierh the LOR DE off booftes 
the Good off Iſtaelẽ lite as my wrath and 
indignacionis come vpon the inbabicours 
of Jerufile, fo fall my difpleafirre go fore 
vpon youallo, yf ye go in to Egipte: Foz 
there ye fhalberenyled,abborwced, broughe to 
Phame and confucion:and as for this place, 
ye ſhall nener feit moze. The LORDE for 
bybdeth you(o ye remnaũt of Juda)that ye 
fhallnorgoin to Egipte. And forget noe 
thacT baue warned youearnefilycbis daye 
els fal ye begyle youre felues. For ye fentme 
wnco theLORDE youre God, and fayde: O 

zayerbou the LORDE oure God for vs:and 
lote what anfiverethe LORDEoure God ge- 
eth the,tbat binge vs agayne,ad we ſhall 
Do thereafter. Plow baue J hewed, and de 
clared vnto youthe voyce off the LORDE 
youre God, foz the which canfe be bath fent 
me to you. RF ye will not folowe it, be fire, ¥ 
ye ſhail perifhe withthe fivearde, with hon⸗ 
ger ⁊ peſtilencereuen inthe fame place, whe 
re yourelufé was to go and dwell. 


The XIll.Chapter. 
7 Or when Jeremy had ended all F 
wordes of ¥ LORDEGod vnto ¥ peo 
No ple, for their fates to whom God 


Che gli. Chap Ao. xliij. 

bad ſent him Aſarias the ſonne of Ofias, z 
Johana y* fonne of Carea,withallebe — 
De perfonnes, fayde onto Jeremy:ẽ ‘bow 
Tyefé the L OR DEoure God bath noe ſent y 
to ſpeake unto vs that we ſhuldẽ not go in 
to£gipte, and dwell there: But Barudy 
the fonne of Nerias pronotech the agaynſt 
vs, chat be might bringe vs into the cap 
tynyte off the Caloces: that they might 
flaye vs, and carie vs awaye prefoners on 
toDabilon. 

So Fobanne che forme of Carea,and all 
thecapraynes of che hooſte and alltbe peo 
ple folowednot thecommaundementof the 
LORDE: Liamely, to dwell in the londe off 
¶Juda: But Johanna the fonne of Carea z 
all thecapraynes ofthe boofte,caried awa⸗ 
yeall che remnaunt in Juda, that were co⸗ 
me together agayne from the Heithen (a⸗ 
mõge Shom they had bene fcatred)ro dwell 
inthelonde of Guda:t Fert, women, childze, 
the€ynges dougbters:all thofetbar Fiabu- 
faradan the chefe captayne bad left with 
Govolias che fonne of Ahicam. Chey cari 
edawaye alfo the prophet Jeremy, Baruch 
the fonne of Nerias, and fo came in to E> 
gipte: for they were noe obedient vnto the 
commaundement of Gov. Thus camethey 
to Taphnis. 

And in Taphnis the worde off the LOR- 
DE! beppencd nto Jeremy, fayenge: Cate 
greate ſtones in thine bove,and hyde them 
inthe brick wall. vn derthe doze phara⸗ 
9 houſe in Capbhmis,chatall the men of Gu 
da ma ye ſe and faye vntothem Thus faieeh 
the LORDE of hooͤſtes the God of Iſraen 
Debolde, Frill ſende and call for LTabucho 
donoſor the kynge of Babilonmy ſernaunt 
end will fet bis ſeate vpon theſe ſtones that 
Fhauebyd,andbe ſhaͤliſprede bis teme o⸗ 


uer 
nd when be commeth, be fal ſmyte the 
Wve of Egipte ier 4 —— — ——— 
Ment and with the fwearde.Hefball fee fre 
vponthe temples of the Exipcigs gooves, 
andburnetbem vp, z tate them felues prefo> 
nets. Morouer be fall araye himſeiff wt 
thelddeof£giprelitcas a ſhepherde pur» 
teth on bis cote, and [hall departe bis awa 
yefrom thencein peace. The pilers alfoof 
thecemple of the Sonne that is in Lgip- 
te,fbal be breale in peces,and burne the cans 

pels of the Egipcians goddes. 
The LXUILChapter. 

¢ His isthe wordey was ſhewed to Je A 
* remy cõcerninge ally Jewes, which 
dweit in Egipte:at Be Cae 
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Fhe prophee Jeremy. 
phuis, at Memphis, z in the londe of pats 
res. Thus ſaieth che LORDE of hooſtẽs the 
Gor of Iſrael. Re haue ſene all ¥ myfery, ¥ 
¶Ihaue brought vpon Jeruſalem, and vpon 
all the cities of Juda: ſo that chis daye they 
are deſolate and no man dwellinge therin: Z 
becauſe of the greate blaſphemies, which 
they committed,to pzoucke me vnto anger: 
In that they wente backe to do facrifice Fd 
worfhipe vnto ſtraunge goddes: whem ne- 
therthey ner ye,ner yo* fathers haue know⸗ 
ne. Howbe it, J ſent vntothem myſeruaũtes 
all the propberes:3 rofe vp eaaly, Iſent vn⸗ 
to them, and gaue thein warningẽ: O dono 
ſoch abbeminable thinges, Tthinges that J 
bate But they wolde not folowener herkẽ 
tocurne from their wickednes, and to do no 
moze ſacrifice onto ſtraunge goddes. 

Wherforemy indignacien z wrath was 
Eyndled,and it beente vp the cities of Juda, 
the feldes with the fireres off Jeruſalem: ſo 
that they were made waiftand defolate,as 
it is cometo paffethis daye Low therfore 
thus fatechtheL ORDE of booftesthe God 
Of Iſrael: Howbappeneth it chat ye do ſo 
greate enell onto youre owne foules,thus co 
Defiroyethe men and women childrẽ and ba 
besof Juda ſo that nonce of you isleft, be- 
cauſe ye prouctc me vnto wiath with the 
wourtes of youre owne hondes:whẽ ye offre 
vnto ſtraunge goddes in the londe off Egip 
te, here as yebegonetodwell: Chae ye 
might vtterly periflye,andthacyemight be 
renyled and ſhamfully intreateð of all naci- 
ons. Or bare ye new forgotten the wicFod- 
nes off yo forefathers the wick ednes off F 
kynges of Juda andt heir wynes, Y wicked 
nes that ye youre ſelues ãd youre wyues ba- 
ne done in the londe of Gude, inthe ateand 
inthclonde off Jernfalemy 

Met are yenotfozy this daye, ye fearenot, 
netber walte ye inmylawe andin my com- 
manndementes,that J haue geuẽ onto you 
and youre fore fathers. 

Therforethus faieththeL ORDE of bo- 
oſtes the God off Iſrael: Jam ſtedfaſtiy ad 
vyſed and determed,to punyfh you, and to 
rote outall Juda. As for the remnaunt off 
Juda that purpofly wente into Lgipte, che 
reto cafe them off their myfery: Frill cate 
them, and they ſhall all be deftroyed. In y 
londe of Egipte fhall they perifhe, beynge 
confumed with che fivearde and with bon- 
ger. For from ¥ leeſt vnto ¥ moſt, they ſhal 
perifbewith the fiveardeand with bonger. 
Moroner they fhalberenyled,abboued, jing 
med, and confounded, For J will viſet them 


The xlitij. Chap. 

that owell in Egipte, as J bane vifited‘je- 
rufalem:with the fivcarde, with bonger and 
sith peftilence: So that none off the rem⸗ 
naunt off Buds, which are goneto drvell in 
gipte.fhellbelefe to ceme agayne in to ¥ 
Iondeof, Inda: all though they thynte to 
comethicber agayne,andto dwelltbere. Foz 
none ſhal come agayne, but ſoch as are fled 
awaye. 

Then all the men which kne we that their 
wyues had offred vnto ſtraunge goddes, TZ 
a greate ſorte off ryues that ſtode there, yee 
and all che pcopletbat dwelt chere in Egip 
teinthe cite of patures,anfiverde Jeremy, 
ſayde As forthe wordes that thoñ haſt ſpo 
ken vnto vs inthename of the LORDE, we 
will in no wyſe bearechem: but whatfo ener 
goeth outof oure owne mouth that wil we 
do:We will do facrifice,and offre oblacions 
wneo the Quenẽ off heauen: like as we and 
forefathers, oure kynges and oure heades 
haue donẽ in the cities off Juda, andin the 

retesand feldes of Jeruſalem. Forthen 

d we plenteouſneſſẽ off vytales, then we⸗ 
re we in proſperite, and no myß fortune ca- 
me vpon vs. 

Dut ſens we left of,co offre and to vo ſa· 
crifice vnto the Quencof beauen, we haue 
hab ſcarcenes of allt hinges, and perifly w 
thefweartcandbonger. Laft of all, when 
we womẽ did facrifice and offred vnto the 
Quene of heauẽ, did wemate ber cates ad 
poure vnto her dzintofferinges,to do ber fer 
uyce without oure hußbondes wyllcs 7 

Then ſayde jeremy vnto all the people, 
tothe men,tothe women and to all rhe fol- 
fe, which bad genen bim that anficere: Dyd 
notthe LORDErcimembrethe facrifices that 
ye, ye forefathers, youretiges z rulers w 
ali che people haue offred inthecitiesof Ju 
Oa, in the ſtretes and londe off Jeruſalem 7 
and bath be nor conſidered this in bis myn- 
der Fr fo moch,thar the LO RDE might 
no longer ſuffre oe wicFednes off youre 
inuencions, and the abbeminable thynges 
which ye dyd? Is not yourclondedefolatez 
voyde, yee and ãbhorred, ſo t hat no mã dwel 
leth therin eny more, as it is come to paſſe 
this daye? 


Dyd not all this happen vnto you, becau 


fe ye made ſoch ſaͤcrificẽ, and finned agaynft 
theLORDE? Xe haue not foiowed bis voy 
ce, to walke in bis lawe, in bis ordinaunces 
and ſtatutes. 

ee this is the cauſe, that all myſfortu⸗ 
ne happened vnto you,asit is ceme io paſſe 
this da ye. 
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Che prophee Jeremy. 
Moꝛouer, Jeremy [pate onto all che peo 
pleandcoalltherwomen: Heare the worde 
Off the LORDE all Gude, ye thatbe in the 
londẽ off Egipte: Thus faieth che LORDE 
Off booffes the God of Iſtael: Re and you 
re wyues bane [poten with youre owne mo⸗ 


ap, thethinge thac ye bauc fulfilled in de 
e 


Reethus haue yefayde: We will noe fay⸗ 
le, but do the thynge chat pleaſeth vs: we 
wil do ſacrifice and poure ont drynkoffrin⸗ 
ges tothe Quene oft heauen. Purpofly ba 
ue ye ſet vp youre one good meanynges, Z 
baféely bane ye fulfilled youre orone inten- 
te. Bndeberfore, heare the wo2bde of the LOR- 
DEall Juve, ye that dwell in che londe off 
Egipte. 

Deboloe, Ihaue ſworne bymy greate na 
me(fateeh che LOoRD )that my name ſhal noc 
be rehearſed thoroweny mans mourhof Fu 
da, in allthe londe of Egipte:tofaye: The 
LORDEGodl yueth, for J wil watch to pla 
ge them, and noc for cheir wealth. Andall 
the menof Juda chat be in the love of Egip 
te,fhal perifh with the ſwearde and with bo 
Ser, oneill chey be vecerly deſtroyed. 

Neuert heles, thoſe chat fled awaye for ¥ 
ſwear de ſhal come aga yne in toche lobe of 
Juda( but there ſhal be very fewe of chem) 
And all the remnaunt off Jude, that are 
gone in co Lgipce,thereco dwell ſhail kno⸗ 
we, whofe wordes ſhalbe founde true:theirs 
ozmyne. Tate this for a tolen, that J wil vi 
fet you in this place(faieththe ORDHand 
that ye maye knowe, bow thar Il witbour 
Doute)wil perfourne my purpofe vpor you, ) 
to punyfly you. Beholde (faicth the LORDE 
‘FJ wildelyner Pharao Ophram EyngeofE 


gipte it tothe hondes of bis enemies, ¥ fe- 

teafterbislife: enenas 3 gaue Se ias 

the kynge of Juda in toche hondes of Na⸗ 
bucdhodonofoztige of Babils, which fonghe 
after bis life. 

The XLv. Chapter. 

6 Hefeare the wordes y Jeremy the 
prophet {pate onto Baruch the fon- 
neof Nerias, after that he had weit 

tenthefe Sermõs into a boke at the mouth 

of Jeremy, jn che fourth yeare of Joachim 
the fonneof Joſias Eynge of Juda. 

Thus faiechthe LORDEGod of Iſrael 
vntothe O Baruch: Ju fo moc as thon 
thoughteſt chus(wben thou waft writinge) 
Woisme,the LORDEbath genen me payne 
fozmytrauayle: J haue weerted my felf w 
mghinge, and fall J fyndenoreftrCberfo- 


Che xlvi. Chap Ao. ely. 
retell bin(® Feremy) y the LORDE faieth B 
thus:Bebolvde, Che chige that J baue buyl 
ded, wil J breake Dorwne-agayne, and rore 
outthe thinge chat J bane planted, yee this 
whole londe. And ſekeſt thou yet promociõ? 
Lore not foꝛr it, and deſyre it nor. For J will 
bringe a miſerable plage vps allflefh,faieth 
the LORDE.5ut thy life will J gene the for 
a pray, where ſo euer thou goeft. 

The XLVI. Chapter. 
LY Erefolowe the wordes off the LOR- 
> DE tothe prophet jeremy , which be 
: {pate onzo che Gentiles. Theſe wor⸗ 
des foloroinge preached he to the Egipcigs 
concernyngethe booft off Pharao NRecho 

Eynge off Egipte, when be was in Charca 
mis beſyde the water off Euphrates: what b 
tymeas Nabuchodonoſor the Eynge ofa 
bilonflewe him. Inthe fourth yeare o - 
geo eee foune off Joſias Eynge off Ju⸗ 


me mate redy bucfler and ſhylde, ye go 
he tofight:reebareffe youre boxes, z 
et youre (elues vponthem: ye ſet yourefa 
lettes faſt on, ye binge forth fpeares,ye (cou 
re youre [iveardes,z put ou youre breſt pla- 
tes. 
Butalas, bow meth it, chat J fe 
—— — ye ——— 
Foeare youre woꝛt hies ſla yne Nee they run 


A 


70.28 


Llorh,by the water of Euphrates. Go vp 
(oGalaadyz binge triacle onto the dougb- 
ter off Egipte: : 

ebb & 
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The prophee Jeremy. 

Buc in vayne fhale chou go to furgery, 
for chy wounde ſhall not be ſfopped. The 
Seithen ſhall heare off chy hame, and the 
onde ſhaͤlbe full of chy confucion: for one 
firongemsan [ball fiomble vpon another, 
bow chen ſhuide they noc fall both roge- 

ery 

Theft are the wordes that the LORDE 
fpaterothe prophet Yeremy, concernyge ¥ 
Hooft of Nabuchodonoſor the kynge of Ba⸗ 
bilon, which was co deſtroye the londe off 
Egipte:pꝛeach out thorewthe londe of E⸗ 
gipte,and cauſe it be proclamed at Atigdal, 
¶Memphis and Taphnis,and faye: Stonde 
ſtill, mate che redie for chs fivearde ſhal con 
fame che rounde aboute. 

How happeneth it that thy mightie wor 
thies are fallen? why ſtode they not faſt? 
Euen becauſe the LORDE thruſt them dorv- 
ne. The ſlaughter was greate, for one fell e⸗ 
uer ſtill vpon anot her. One cried vpon ano- 
cher: Vplet vs goagayneto oure orone peo 
pie and to oure orone natural countre,froms 
the ſwearde of oure enemie. 

Erie euen there: O Pharao kynge of E- 
gipte the tyme w_Il bringe ſedicidm As tru⸗ 
Ty as J lyue (ſaieth the kynge, whefename 
is theLCRDE of booftes)it fall come as F 
mount of Chaboz,and 4s Libanus yf it ſto 
de in the ſee. O chou doughter of Egipre, 
materedytby geer toflyt. For Memphis 

alike voyde and defolate,forbat nema [hal 
dwelltherin. The londe of Egipte is like a 
goodly fayze calfe,but one fhall ceme out of 
che noith to dz yue ber forwarte. ir wagi- 
edfeuldyers that be with ber,are lite fat cal 


ues, 

They alfo fall fle awa ye together, and 
not Ath gerd pes offebeir flaugbrer 
andebe cymeof their vifitacion [hall come 
vpon them. 

The crie off their enemies ſhall mate a 
noyfe,as the blaft of a tromper. For they 
ſhall entre in wit b their hooſte and come rw 
ares as it were bewers dorne of wod. 
And chey fall cut downe bir wod ( faieth 
the LORDE) with ont enydiferecion. Foz 
they [yal be moin ndbie then the srefiep- 
pers, fothatnoman fhalbe ableco tell rhe. 
Che douchrer of Egipte fhalbe confoũded. 
whé fhe fhalbe delyuered in co the hondes 
off the people off che north. 

WMiozouerthus faieththe LORDE of hoof 
tes the Godof Iſrael: Bebolve Fj will vy- 
ſet that reſtleſje people off Alexandria, pba 
rao and Egipte, yee both their goddes and 
their kynges:euen Pharao, and all them ¥ 


The xlvij. Chap. 

litten vnto bint. Wee J will delyuer them leta / 4b 
incoche hondes off choſe, thar fete after 
their lyues: Ctamely in to che power off 
Nabuchodonoſor the Eynge off Babilon, 
andin tothe power off bis ſeruaũtes. And 
after all chefé hinges, it fyalbe inbabited 
as afore tyme , ſaieththe LORDE 

But be not thou afra yed ( o my feruannt 
Ja cob)feare not thou. o Iſtael. Gozo, Fj wil 
Helpe the from farre,andeby fede from che 
londeof thy captiuyte. Jacob alfo ſhall co- 
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meagayne, and bein refé:be ſhall be rich, 
and Ae is hall do bum harme. Feare thou Aggaa 
not(o Jacob my ſeruaunt) ſaieth the LOR- 

DE, for Jamwithche:and will deftroye all 
nacions,amonge whom J baue[catredthe. 
LCreucrtheles F will not confime the, but 
chaftenche and correcke the: yee and that 
with diferecion:nether wil 3 fparethe,as o- 
ne that were fautleffe. 

The XLVI. Chapter. 

wep Hefeare the wordes, that the LOR- 
ry 

* DEfpate vnto Jeremy the prophet 

agaynft the PByliftines.before that 

Pharao ſmote the cite off Gaza. Thus fa- 
ieth the LCRDE:2Scbolde,there hall waters 
arife out off chenorb:and fhall growe to a 
greate flonde , runnynge quer and coucryn- 
lam lonbde,tbe cities and them thar dwell 
cherin 

And the men ſhall crie, and all they that 
dwell in the londe ſhall mourne at the noy 
fe and ſtampynge off their ſtronge barded 
borfeeracehe[petynge off their charettes, 
and at the remblinge off the wheles. The 
fatbers hall not loke to their childꝛen, fo 
feable and weery [hall their hondes be: at 
thefametyme,when be ſhal ke there to deſ B 
troye the whole londe off the Phyliſt ynes. 
He fhall mate waiſt borh Tirus. Sidon FO 
all other that are ſworne vnto them. 

SortheL ORDEmill deftroye all palef— 
ting, and the other Iles that be denyded fis 
the countre. Daloneffe is come vpon Ga 
34, AfEalon with bir other valleys hall te- 
pebir peace. 

Howlonge wilt thou flaye,O thou ſwear 
de off the LORDE?Turneagayne into ¥ 
Phceeh,refte,and leaue off. But hor canit 
ceaffe, when the LORDE bimfelff bath ge- 


nen ita hargeagaynft Afcalon, and ray- 
ſed it vp agaynfé the cities off the fee co- 
aft? 


f The XLVI. Chapter. 


dus ſaieth ¥ LORDE off hooftes ¥ A 
God of Iſtael againfiIoab:Wo be Taua 
to ¥ cite of Nebo, for it Pyalbe layed s9.2.35.b 
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Khe prophee Jeremy. 


waiſt, brought to confucion and taken. Ree 
ſtroge cite of Cariatharim ſhalbe brought 
to fhame,andafrayed: Moab ſhall nomo- 
sebe badin honoure: Wicked councell phal- 
be taken wpon Heſebon. Come (fhall they ſa· 
yolet vs roͤte them out, that they maye be 
nomore amonge the nombze ofthe Gentiles, 
yee that they maye nomoꝛe be thought v- 
pon: Thus che fwearde ſhall perfecute F. 
A voyce [hall crie from Hozonaim: With 
Greate waiſtinge and deféruction,is Moab 
made deſolate. 

And this crie ſhalbe herde in all hir cities. 
At thẽ goinge vp vntoLubtib there fall 
ariſe a lamétacion: and doronetowarde Ho 
ronaim, there fall be herde a cruell and a 
Deedly cries: Get you awaye, fane yourely 
ues z be like vnto the heeth in ¥ wildernes. 
$02, becauſe thou haſt truſted in thy firon- 
ge holdes and treaſure thoͤn ſhalt be taben. 
Thamos with bis pꝛeſtes and prynces ſhall 
goawayeinto inyte. 

The DefEcoyes fal come vpon ail cities, 
none fhallefcape. The valleys fhalbe de> 
troyed andthe feldes [hall be layed waift:li 
ke as che LORDEbath decermed. 

Mate a token onto titoab, that fhe get 
bir awaye ſpedelyrfor bir cities halbe made 
ſd defolace,chacnoman ſhall dwell theris 
Curſed be he that doth rhe worte of the LOR 


DE necligently, and curſed bebe that be⸗ 
priate bieliearefiom Pheddynge off 
bloube, 


Moab bath ener bene rich and carleffe 
from bir youth vp fhe bath fyeten and cate 
hir eaſe with bir treafire. She was never 
yer put ont off one veffell in to another (Y 
ts) ſhe neuer wente arwaye it to captyuyte, 
thei fore hir taiſt remayneth,and birfauoure 
is not yet chaunged. o 

Dut lo, che tyme commeth (ſaieth che 
LORDE) that} fall fenve bir truffers to 
truffe ber vp,to pzepareand feafon bir veſ⸗ 
fels: yee bireanterdes rattell,and fate toz 
fro. And Moab fhalbe aſhamed off Cha- 
mos, liteas Iſrael was aſhamed off Be⸗ 
thel,wherin fhe put birtruft. 5 

Wherfore do ye thinke thus:we are migh 
tie, and ſtronge men off warce? Moab ſhal 
bedeftroyed, and bir cities brente vp:bir cho 
fenyongemen [hall be (layne, fateth che tin 
ge, whofe name is the LORDE off booftes. 
The deſtruction off Moab commeth on a 
pace,and bir fall is at bonde. 

All bir neghbours ſhall mourne for ber, 
and ail they that knowe bir name,fhal ſa ye: 
® bowbappencth it, that the ſtronge ſtaff 


Che xlviij. Chap Ao. rly, 


and the goodly rovis thus bioten? And 
thou doughter Dibs, come downe from eh 
glozy,and fyt in pouerte. Gor be that ee 
troyeth Moab, fhall come vp to the al- 
19, and breake Downe thy ſtronge holdes. 

And thou that owellefE in Aroer. get the 
to ¥ ſtretẽ ⁊ loke aboute the: axe them that 
Gre fled and efcaped,andfaye:what thynge 
is happened; OMoab is confounded and 
ouereome, 

Mourne and cric, tell it ont at Arnon, 
that Moab is deſtroyed. Andmyfery fhalt 
come vpon the playnelonde:¥Lamely, vpd 
holon, and Jaza: vpon Mephat and Dibs, 
vpon Nebõ and the houſe of Diplathaim. 
vponCariatharim and Setbgamul, vpon 
Bethmaon and Carioth, vpon Bofta and 
all the cities inthe love off Moab, whether 
they lye farre oz neare. 

The home of Moab ſhal be finytté dow 
ne,z bir arme broken, ſaieth the LORDE. Ma 
Se bir dronken( for fhe magnified bir felf abo 
ue the LORDE;)tbatmen maye clappethe- 
ix hondes at bir vomyte, and that fe alo 
ma ye be laughed to ſcorne. O Sftaeli,fhale. 
thou not laugh bint to ſcorne when he is ta 
fen amõge theues? Mee becauſe off thy woz 
des t hat thoubaft (poten agaynftbim,tbow 

alc be dryuen awaye. Me Wioabites 

al leaue tbe cities,and dwell in rocFes off 
ſtone, and becomelite doues, that matecbe 
ir neſtes in holes. 

As for Moabs pryde, we haue herde off” 
it ſhe is very bie mynded. I Enowe bir ſtout 
neſſẽe hit booftinge,birarogacy and the pry⸗ 
de off bir flomac?faicththeLORDE. oz 
bit füriduſnes maye nether vpholde ber wt 
ſtrength. ner dede. Therfore ſhal there mour 
nynge be made for Moab, and euer ymã ſhal 
erie for Moabs fate: a lamentacion ſhalbe 
made tothe men chat ſtonde vpon the wall, 

So will J mourne forthe alfoco Jazer) and 
for che, D chou vynyarde off Sybma. 

Thy wyne bratiches ſhal come ouery fee, 
and the braunches off Jaser but vnto tha 
ſee:the veftroyer hall bieate in to thy har⸗ 
ueſt and grape gatheringe. Myrth and chea 
re flalbetaten ara ye from the tymbze fele 
de, and fromebe whole londe off Moabe 

There fall be no ſwete wynein the pref= 
fethetreader ſhall baucno ſtomacke to crie, 
yee there ſhali be none to crie onto him: 
whid afore tyme were berde from befebor 
to Elealeland Joas, which lifted vp theit 
voyce from Boar vnto Horonaim, that bul> 
To off thre yeare olde. Che waters alſo off 
Lienvimfhalbe dried vp. = 
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The prophee Jeremy. 

Moꝛouer J willmate Moab ceaffe ((a- 
deth the LORDE)from the offringes and cert 
fingecbat fhe bach made vnto bir goddes 
in hie places. Wherfore my berte mourneth 
for Moab like @ crowbde playenge an heuy 
fonge:and for the mens fate off che bricke 
reall my berte mourneth alfo,euen as a py- 
pe, that pipeth a dolefull forge: for they 
[halbe very fewe, and deſtroyed. 

All heades fhall be ſhauen, and all beer- 
des clipped off: allbondes bounde, and all 
loynes gyrded aboute with fac cloch. Ops 
ali the houſe toppes and ſtretes off Moab. 
there ſhalbe monrnynge: §o2z7 rill bicate 
Moað like an vnprofitable veſſell ſaieh the 
LORDE © bow fearfull is ſhey O how mour 
neth ſhe ? bow doth Moab hange dow- 
ne bir beave,andisafhamed? Thus ſhall 
Moab be & laughinge ſtocke, and bad in 
derifion off allthem,t hat be rounde aboute 


er. 
¥ Sorebus faierh the LORDE: Beholde, the 
enentic [hal come flyengeas an Aegle and 


fprede bis wynges vpon Moab. They fall 
clymme ouer the rwalles, and wynne the 
ſtronge holdes Then the mighty mens ber- 
res int Noab, ſhalbe lite che herie off a wo 
man erauelinge with childe. 

And Moeab ſhalbe made ſo deſolate, chat 
Phe ſhalnomoꝛe bea people, becauſe [ye bath 
fet vp ber felfe agaynft the LORDE. $ea 
re, pyt, and ſnare ſhall come vpõ the(o Mo 
a@b)faieth theL ORDELOb foefk capeth the 
feare, ſhal fall in the Pree who fo gettech 
out off the pyt,fhall tetaten inthe fare. 

Foꝛ J wili binges yeare off vifitacion 
vpon Moab. ſaieththe LORDE. They that 
are able to fle,flyall ſtonde vnder the favo. 
we off Hefebon. For there ſhall go a fyre 
out off Heſebon, and a flame from Sion, z 
fhall burne vpthat pꝛoude people off Mo⸗ 
ab, both before and behynde. 

Wo be vnto the (o Moab) fortbou peo- 
ple off Chamos fhaleperifly: Mec thy fon- 
Hes and doughrers flall be led awa ye cap- 
tyne. Merac the laféwill J bringe Moab 
out off captinyteagayne,faieth the LORDE, 
Thus farre off the plage off 17. 


joab, 
The XLIX, Chapter, 


Sconcerningethe Ammonites, thus 
theLORDE faicth: ath Iſtael no chil 
dien,or is he withouran heyre? Why 
bath youre kynge then taken Gad inv wber- 
fore Doth bis peopie brvell in bis cities? Be- 
holde therfore,the tyme cometh (ſaieth ¥- 


The xlix. Chap. 
LORDE) that J will brynge a noyfe off 
warre into Rabath off che Ammonites. 
Label ſhalbe deflate, and bir cities brent 
vprandthe Iſraelites ſhall be lordes quer 
thoſe, that bad chẽ in poſſeſſion a fore, ſaieth 
the LOoRDE Heſebon — mourne foz it ſhal 
be roted ont off the grounde, faieth the LOR 
DE. Thecities off Rabath fhall crie out, 
and gyide them felucs with (ack cloth : they 
fhallmourne, and runne aboutethe walles: 
Foz their kynge ſhall be led awaye preſonerr 
yee bis preeftes and prynces with bint 

Wher foꝛe truſteſt thou inthe water ſtrea 
mes, chat flowe to and fro, d thou fearce 
doughter: and thynkeſt thou art fo ſafe (by 
seafon off thy treafirre) that no man (hal co 
mic to the? 

Beholde, Iwill brynge a feare vpon the. 
ſaieththe LORDE God off hooſtes, from all 
thofecbatbe aboute cherſo chat ye ſhall be 
{eatredenery man fremanorber,and no me 
ſhall gather chem together agayne, that 
be fled. But after chat, will bringe theAm 
monites alſo out off captynyte agayne. 

Vpon the Edomites hath the LORDE off 
hooſtes ſpoͤken on this maner: Is there no 
more wyß dome in Theman ? Ys there no 
moze good councell amonge bis people? 
Je cheir wyßdome then turned cleneto naw 
gbe7 Ger you bence,turne youre backes,cre 

downe into the depe,O ye citefyns off De 


For Fwill bringe deſtructis vpon Lfau, 
yee andthe daye off bis vifitacion. ff tbe 
grape gatherers came vponthe,flpuldetbey 
notleanefome grapes 7 Aff the nightrob- 
bers came vponthe,flulde they not tate ſo 
moch,as theythought were ynough? 

— will mate Eſau bare, and difco- 
ner bis fecretes,fo that he ſhall not te able 
to hyde them. His fede ſhaibe waiſted awa · 

e, yee bis brethren and his neghbours, ãd 
himſeiff fhall not belefebchinde, 

Chon ſhait leauethy farbherleffe children 
bebinde the, and J willtepetbem and thy 
wydowes ſhall taketheir comforth inme. 
Soztbus bath the LORDE (poten : Beholve, 
theythat men thought were vnmete to drin 
ke ofthe cuppe, banc dronken with the firſte 
and thynkeſt thou then to be fre 

Lio, no:thou ſhalt nether be quyteno fie, 
bat thou muſt dzyntcalfo: For wby, ba 
ue ſworne by my ſelff (faicth the LORDE) 
that: Boſra fall become a wylverneffe, 
an open flame’, a laughinge ſtocke and 
curſyngerand bir cities hhalbe a continuall 
deſerre 
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Fhe prophee Jeremy. 


Soꝛ Jam perfecely infourmed ofeheLOR 
DE, that be bath fencamefjageall ready vn 
to che iet hen. Sat her you together, and go 
forth agaynfé them:mate you ready tocbe 
batta yle, for loz 7 will matecbe buc fmall 4- 
mongeche Heithen, and licleregarded amon 
gemen, 

Thy hie ſtomack Tthe pryde of chy ber- 
te bauedifceaued y, becauſe chou wile divell 
in the boles of ſtoͤny rockes, and bane the 
bie mounta ynes in poffeffion. Neuertheles 
thougbtbyneft were as bicasthe Aegles, 
‘yet wil I caſt che downe ſaieth rhe LORDE. 
Moꝛouer Idumea [Hall be + rwilderneffe: 
who fo goech by it, ſhalbe abaſhed, and won 
die acall bir miferable plages. Lite as So⸗ 
dom, Gomozand the citieschac laye there 
aboute, were turned vpſyde downe ſa ieth ¥ 
LORDE)fofhal no body dwell in Idumea, 
and no man [bal haue his babicacion there. 
Beholde, like as che LyoncSmeth vp from 
the pleafaunt medowes of Jordane vnto y 
grene paftures of Erba, fo wil J dryue him, 
make bins runne aga ynſt her Buewhois 
the yonge man chat J will ordene therto? 
Whoislite, vnro me? What is he that will 
ſtryue wich me? What ſhepherde maye ſton · 
de in my hondes? 

Therfore heare the councell of the LOR- 
DE, chat be bath taken vpon Idumẽa: ⁊ bis 
purpole, chat be bach deuyſed vpon the cite 
fyns of Theman: The lee ft of che flocke [hat 
teare them in peces, ⁊ loke what fayrethyn- 

e chey baue,they ſhalmabe tt waift,zebent 
Pines alfo. At chenoyfe of their fall ¥ earch 
[hal quate,the crie of their voyce ſhalbe ber 
de vnto the reed —e— y enemie ſhall 
come and fle vp hither, lite as it were an Ae⸗ 
gle, z{pzede bis wynges vpon Boſra. Then 
fhal che bertes of che wortbies in Edom be 
as the berte of a woman trauclinge of cil« 
de. Dpon Damafcus, Hemath and Arphad 
[hall come confircion, for they fhall bearce- 
uelleydinges :they ſhal betofjed toand fro 
ite che ſeethat can noc ſtonde fill. Damaf- 
ous fbalbe [ore afiayde, z hal fle,cremblin- 
ge hal come vpon ber. Sozoweand payne 
ſhal ouer cate ber as a woman trauclinge of 
childe. But bow fhulvefo wozfhipfulland 
glozious a cite be forſaken? Heare therfore: 
bir yonge men ſhai fall inthe firetes, and all 
bir men of warre fhal be takẽ awaye inthac 
tyme, ſaieth the LORDE of booftes. Fwill 
Eyndle a fyze in the walles of Damaſcus, 
which [hal cSfumecbe palaccof Benadad. 

As for Cedar and the Eyngdeme of Ha- 
fez, whom Nabuchodonoſor the Eynge of 


Chel. Chap. Fo. elyii 
Babilon finote downe, the LORDE ſpo⸗ 
ken thus vpon them: Arife,and papell 
vnto Cedar, and deftroye the people rowar- 
detbe eafte. Their tentes and their flockes 
ſhal they cate awaye, yce their banginges 
and cheir veffell. heir Camels alfo ſhalt 
they carie awaye with chem. They fall com 
— them on euery ſyde with a fear- 

erie. 

Sle, get you foone awaye, crepe mto cae 
nes that ye maye dwell chere; D ye inbabi- 
tours of Haſor fatech the LOR DE: for Na- 
buchodonofoz ¥ Binge of Babilon bach bol 
Dene councel concernynge you,z concludey 
bis deuyce aga ynſt you. WArife,z get you vp 
aga ynſt yonder rich z careleſſe people(faierb 
the LOR DE)whid) bauenether gates nerdo 
re barres,z chat dwell not cogecber. Their 
Camels fhalbe ſtollen, zthe droues of cheie 
catell dryuen awa ye. 

Moꝛouer,theſe chat be ſhauen wil J ſca⸗ 
tre towarde all the wyndes, z bringẽ them 
to deſtruction: Ree zehatthorow their ow- 
ne familiers, faiechche LOR DE. Haſor allo 
ſhall be a dwellinge fo: Dragons, and ane- 
~erlaftinge wilderneffe:fo thar nobody ſhal 
dwwellcbere, and no man ſhal haue there bis 
habitacion. 

Theſe arethe wordes, thatthe LORDE 
[pate to the prophet Jeremy concernynge 


S$ 


Exes. 


Elam in che begynnynge of the reigne of PANS 


Sevechias tinge of Juda. Thus faiech the 
LOR DEof booftes:Bebolve, J wil breate 
the bowe of Elam, and tate awaye their 
firength: aud vpon Elam J wil bringe the 
foure wyndes from ¥ foure quarters of bea 
nen, T wil ſcatre them aga ynſt the fame fou- 
re wyndes. And there ſhal beno people, but 
fome of Elam hal fle onto them. 

Foꝛ J wil cauſe Elam be a frayed of the- 
trenemics, z of chem chat fete theirlyues:z 
wil bꝛinge vpõ them cheindignacion of my 
wrat h. ſaiet h the LORDE.And J wil perfe- 
cute them with che fivearde ſo lon ge til I ha 
ue brought themto naught. J wil feemy ſto 
le in Elam J wil deftroye bothtbetingez ¥ 
prynces from chence,fareth the LORD. Sut 
in proceſſe of tyme, Jwil bringe Elam ous 
of captiuyte aga yne ſuleth the LORDE. 

=> The L. Chapter. 

3 Deworvdes ¥ the TORDE {pate vn⸗ 

= totbe prophet Jeremy, concernynge 
Dabilon,z chelonde of che Caldecs:preacy 
amonge the Gentiles, let youre voyce be ber 
Dde,mate a tokẽʒ crie ont, kepe no fylence, bur 
feye:Babilon ſhal be wonne, Bel flyalbe <s- 
founded, and Merodach ſhaibe guercome, 
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The prophee Jeremy. 

meecheir goddes ſhal be brought to ſha · 
mc, andcheir ymages ſhall ſtonde in feare. 
Sor out of the norch there [hal comes peo- 
pleagaynft ber, which ſhal mate birlonde ſo 
waiſt that no boby ſhal dwell cherin:nerber 
manner beaft, for tbey [yall fle and departe 
fromtbence. Inthoͤſe dayes z at tharcyme 
ſaieth the LORDE)the childzé of Iſtael fall 
come, they z the childien of Juda wepinge 
zmatinge baift,z [hal ſeke the LORDEtheir 
Gov. They fhallare the wayeto Sion,tbhy- 
ther fail ches turne their faces come and 
hangẽ vpon the, in a couenaunt that neuer 
ſhalbe hꝛoben. 

My people hath bene aloft flocke my fle 
pherdes bauedifceauedtbem , Thaue made 
them go aſtraye vpon the billes. They haue 
gone fromthe mountayne to the Tiele bill x4 
orgotten their folde. Allchey ¥ came vpon 
them, bauc deuoured ché:z their enemies fay 
de: We haue made no fante agaynft chen, 
forthey haue oifpleafeotheLCRDE, yee euen 
the LOR D Ewhich ts the bewtie of their 
righruonfites,z ¥ defendedtbeir fathers. yet 
Pal ye fle igs Babilon,z departe our of ¥. 
fonde of the Caloees and ye fhallbcasthe 
rammes that go befoze the flocfe. Foz lo, J 
will wate vp an booft of people from ¥ noz 
threnlonde, zbange chem vpon Babilon: 
thefe ſhal layefege toit,z wynneit: Their a- 
rowes ſhal noe myffe,lite as a connyngear- 
cher ſhuteth nor wronge. And eheCaldees 
fhalbe ſpoyled, zall they that fposle them, 
fhalbe fatiffied, faieththeL OR DE: becanfe 
ye were ſo chearfull z glad, totreade downe 
myneberetage, z fulfilled youre pleafires,as. 
the calnes in the grafic: and triumphed ouer 
them like the bulies, when yebad gottenthe 
victory. Nonre mothers ſhaͤlbe fore confoun- 
ded, andcheythat bare you, ſhal come to ſha 
me.Sbe (hall betheleeft fer by amongetbe 
nacions, pyode, waift,zdzed vp. Cio man 
fal be able to drwell there, forthe feare of ¥ 
LORDE, but ſhe fal be whole defolate. 215 
theythat go by Babilon, ſhail Fondefeill,z 
beabafhed, z(halwonbdze at allbir plages. 

Go foꝛth in yo? araye agaynft Babilon 
roundeabonte, all yethat can hãdle bowes: 
fhuteas ber, fpare no avowes, foz ſhe bath 
fymed agaynfétheL OR DE, Crie. out: vpon 
ber,vpon ber, aga ynſt ber roũude aboute: (lye 
fhat yelde berfelfe, ber foundaciss ſhal fall, 
zbirwalles ſhali come downe, fezit ſhalbe 
the vengeaunce of the LORDE. Ree végeani- 
ceflyalbetaten of ber, zas ſhe hath done, fo 
{hal flyebedeale withall. Chey flyal rote one 
the fower from Babilon, chin ¥ handler 


The |. Chap. 


theficlein harueſt. For feare of the fivear- 
deof theenemie, enery man [bali gee binsto 
bis orone people, zeuery man fipal Peto bis 
owne londe. Iſrael is a ſcatred fice, the 
Lyons banc diſperſed thein. Firſt the tinge 
of the Aſſirians deuoured chem, laſt of all 
this Clabuchodonofe: Eynge of Babilon 
bach benffed all cheir bones. 

Therforeehus ſaieth theL ORDEof hoo- 
fies the God of Iſtael Bcholde, J will viſet 
thetinge of Babilonz his ting deme, as J 
bane vifited the kinge of the Aſſirians: and 
will bringe Iſrael agaynero bis pleaſaunt 

cfiure, chat he maye fede vpon Charme! ⁊ 
ian and be fatifficd sper the mount of 
Ephꝛaim ⁊ Galaad. Guth: 
the ſame t yme (ſaieth the LORDE)yf the of⸗ 
fence of Iſtael be fought foz, there ſhal none 
be founde: RF men enquere for the ſynne of 
Juda, there ſhal be none: for J wil bemerci- 
full vnto them, whom J ſuffre to rema yne 
ner. 

So do wne (o thou avenger) intotheene- 
mies londe, Tviſet them that dwell cherin: 
Downe with them, and ſmyte them vpon the 
backes, ſaieththe LORDE: do acordinge to 
GU, that J haue cemmaundedthe. There is 
gone aboute the londe a crie of g ſlaughter 
Zgreate murthur, namely on this manerr 
How happeneth it, that the hammer of the 
rvbole worlde is thus bioken z bruſſed in ſon 
ber? Howchaunceth it,chat Babilon is beco 
mea wildernes amonge the Heithen onthis 
maner ? J myſelf hañe layed wayte forthe, 
zebouart taten: vnawarres art thou trap- 
—— for why, thou haſt —— 

ORD vntoanger: The LGORD bath ope- 
ned bis houſe of dꝛdinaunce, ⁊ brought forth 
the weapens of bis wrath. Fo: the thinge 
that is done inthe londe of the Calvees, itis 
the LORDE of booftes wort. 

Theſe t hinges fal come vpon her atthe 
laſt, chey ſhal breate into bir preny dhgbies, 
they fall leancher as bare as ftones, that 
Lelayedtogerber vpon beapes. They fhall 
fodefiroye ber, ¥ nothinge fhal beleft.Chey 
Mhal flaye all birmightie ſouid yers, and put 
tbemto death. Wo be wntothe, ſor the daye 
ztyme of their vifitacion is atbonve. Mie 
thinte J beare already a crie, of them that 
befled zefcaped outof the londe of Babi- 
Ion, which ſhewe in Sron the vengeaunce of 
the LORDE onre God, the vengeaunce of 
his temple: Nee a voyce of them,that criea- 
Saynft Sablon: Callvp allthe archers a- 
aynſt Sabilon, pytdy youre tentesrounde 
aboute ber, that noneefcape, Recompence 
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Fhe prophet Geremy. 
ber, as fle bath deſerued: and acordinge as 
fhe bath done, (> deale with beragayne: for 
{he bath [ec vp ber ſelf aga ynſt tke LORDE, 
agaynft y boly one of Sfrael.Cberfore ſhai 
Dir yongemen fall dovone in the ſtretes, zall 
birmen of warre [hal be roted outin y daye, 
faietheheL ORDE Sebolve, F fpeate vnto 
the (ocboupronde )faieththeL OR DEGod 
Of booltes: for thy daye [hal come, euẽ the ty 
me of ¥ vificacis. Andebe proude [hal ſtom· 
blez fall.z no man ſhal belpe bim vp. I wil 
burne vp bis cities with fyze, zit [hal confir- 
mealltbat is rounde aboute bim, 

Thus faieth che LOR DE of hooſtes: The 
childien of Iſtael z Juda faffre violence to- 
gether, Withey char haue them in captiuy- 
te, kepethem faft,z wil not let them go:buc 
their svegerz redemer is mightie, whofe na- 
me isthe L ORDE of booftes :beflal man- 
teynecheir cauſe, be fal mate thelonve ſha 
¥e,z iudge them that dreell: — one with 
another. The fivearde ſhall come vponthe 
Caldees Gaieth the LORD Eyvpon them that 
dweil in Babslon, vpon their prynces,z vps 
heir wyſe mé:Thefwearde vpon their ſoyth 
fayers,(as forthoſe, they fall become foo- 
les.) The fwearde vpSeheir worhies,forbat 
they ſhal ſtonde in Parectbe ſwearde vpon 
their horſmen and charettes, z vponalltbe 
comon peopletbat dwell vnderthẽ: ſo thac 
they all [hal become life women: Che fivear 
de vponcheir treafirre, fo that it fal be ftol- 
len awaye:T be ſwearde vpon their waters, 
fo that chey ſhalbe dried vp: * chelonve 
worſhippeth ymages, z delyteth in firaun- 

e ill dari —— Ther fore ſhal wilde 

eeſtes, Apesz Eſtriches dwell therin: for 
there ſhal neuer man dwell there, nether ſhhal 
eny man haue his habitacion there for euer / 
more. Like as Bod deſtroyed Sodom ⁊ Go- 
morre, with che cities that laye there abou⸗ 
te ſaieth the LORDE:So ſhal noman dwell 
there alſo, nether ſhal eny mã bane there bis 
habitacion. Beholde, there ſhal comes peo- 
ple from the north, with a greate bonde of 
men, z many kinges {hal ſtonde vp fromebe 
endes of che earth: They beare bowesz bůc 
lers, cruell arechey z onmercifisll. 

Their voyce roarech like the raginge fee, 
theyrybve vpon horſes z come weapenedto 
fight agaynſt the: O Babilon. As fooneas 
the Einge of Babilon heareth cell of chem, 
bis bonves ſhal ware feable: Sozowe and 
heuynes ſhali come vpon bim, asa woman 
tranelinge with childe. Beholde, liteas the 
ALyon commeth vp from the pleafaunt me- 
Dowes of Jordane vnto the grene paftures 


Lhe lt. Chap. o.rlnij, 
of Ethan, fo wil J dryuethẽ forrb,and mate 
themrunneagaynft ber. Sut whom ſhal J 
chofe out, T o2denetofodsebingey For who 
is liteme, o2 who wil firyue with meroz what 
fhepbherdemaye fiondeagaynfé me? Therfo 
te beare the councel thatthe LORDE bath 
geuen vpon Dabilon,andche deuyce that he 
bath tates vpon che londe of the Caldces, 
The leeſt amdge che people ſhal teare them 
in peces, ⁊ loke what pleafaunt thingethe' 
haue:they ſhalla ye it waiſt. The noyleat 7 
wynnynge of Babilon fhal mouetheearth, 
ztbe crie ſhalbe herde amongethe Gétiles. 
— The Li. Chapter. 

J Hus hath the l ORHſayde: Behol 
de, J wül rayſe vp a perlous wynde 
agaynft Baãbilon zhircitefens, Y beare euell 
will aga ynſt me. J wil ſende alfo in to Babi- 
15 fanners, to fanne her out, Tto deftroye bir 
londe:for in che daye of bir troublethey fal 
be aboute ber on enery ſyde Mozouer,the 
LORDE bath ſayde vnto che bowe mcn,z to 
them ¥ clymme quer the walles in breſt pla- 
tes: ge ſhal not ſpare bir yongemé,eyll dow 
ne all bir booft. Chus cheflayne hal fall 
Dovonte in chelondeof the Calvees, and the 
wounded inthe fireres. As for Ffraclz Fu- 
da, they ſhall not be foxfate of their God, 
the LORDE of booftes,of thebolyoneo 
raelrno t houghthey haue fylled allebeir lors 
de full of ſynne. Fle awaye frem Babilon e⸗ 
uery man fone bis life. Let noman holde bis 
tungeto bir wicFednes, for thetyme of the 
LORDES vengeaunceis come, yee be re⸗ 
warde her aga yne. Babilon hath bene in the 
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londes dzoncfen. Of bir wyne haue all peo- 
ple dioncPen cher fore arethey out of their 
wittes .But fodenlyis Babilon fallen, and 
dDeftroyed. Mourne for ber, brynge piaſters 
fez hir woundes, yf fhemaye peraduencure 
be bealedagayne. Wewoldebauemade Ba 
bilon whole(faye they but fheis noe recone- 
red. Ther fore wil welet her alone,z gocnery 
mã into bis owne conntre. Foꝛ bir indgmée 
is come in to beauen,zis gone vp totbeclon 
des. And therfore come on, we will ſherve 
Sion the worke of theL ORDE onre Gov. 
Mate Serre the arowes, and fyll the 
quyuers : forthe LOR DE ſhail rayſe vpthe 
ſpꝛete of che Eynge of the Meedes, whidy 
bath allready a deſye to deftroye Babs 
fon. This ſhaibe the vengeaunce of theLOR 
DES, and che vengeaunce of bistemple. 
Set vp tokens vpon the walles of Babt 
Ton, mate youre ward) ftronge, fet yo? watdy 
wien inaraye, yee holde pron yerentchesrz yes 
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Lhe prophes Jeremy, 

forall that fhalltheL ORDE go forth with 

thedenyce, which be hathtaken vponthens 
that dwell in Babilon. 

©® chon that drvellefé by che greate wa⸗ 
ters, o thou that haſt (> greatetreafure and. 
riches, thyne ende is come:ztherefenynge of 
thy wynnynges .CbeL OR D Eof booftes 
bath ſworne by bimfelfithatbe wil ouer whe 

Ime the with men lite greſhoppers in nomt- 

bre, which with a corãge ſhall crie Alarum 

Alarum aga ynſt the. Ree euen the UORDE 

of booftes that with bis power made the 

earth, with bis wißdome prepayzed ¥ rom 
de worlve,z with bis diferecion fpzed ontthe 
beauens . As foone as be letreth his voyce 
be herde, the watersintheayze ware fearce: 
He draweth vpthedoudes from the endes 
ofthe earth. Heturneth ¥ lightenynges to 
rayne, be bringeth the wyndes ont of their 
fecrete places . By the reafon of wyßdome, 
allmen are become fooles.Confoundedbe 
alltbecafters of ymages: for ¥ thingetbac 
they mate,is bur difceate, zbath no breath. 

Wayneis it, worthy to belaughed at:zin 

thetymeof vifitacionic [hal periſh. 

Neuert heles, che pozcionof Jacob is no 

nefoch:but hethat made allthinges, whoſe 
name is the ORBEofhooſtes, he is the rod 
de of bis enberitaunce. Thou bzeateft my 
yweapens Of warre, z yet thororwthe J bane 
ſcatredthe nacions zEyngdomes: Thorow 
thebaue J fcatred bozfezbozfeman, yeethe 
charettes, ⁊ ſoch as fat vpon them:Thorow 
the J bane [catred manz woman, olve and 
yongebacheler mayden. Thorowthe J ba 
uůe ſcatred the ſhepherde ⁊ bis flocke e behuf 
bondman z bis catell, the prynces Tthe ru⸗ 
lers. Cherfore wil J rewardethe cite of Ba 
bilon z all bir citefyns the Caloces, with all 
theeuell which they haue done vnto Sion: 
Ree that ye youre felues ſhall ſe it, faieth che 
LORDE.Deboloe,F come vpon the(ehouno 
fome bill) faicththeL ORDE,thouthat def- 
troyefé all londes. J wil firetch out mybon- 
Deouerthe, caſt che dorwne from theftony 
rockes:⁊ wil make thea brente hill ſo that ne 
ther comer ſtones, ner pinnacles, ner founda 
cion ſtones ſhalbe taken enymoꝛe out of the 
but rwaift ⁊ deſolate ſhaltt hou lie foreuermo 
re, ſaieththe LORDE. 

E Set vᷣpa tokẽ inchelonde:blowethetrom 
pettes amonge the Heithen,prouotethe na⸗ 
gons agaynft ber, call the fyngdomes, of 
Ararat, Wienniz Afcanes aga ynſt her:nom- 
bre out Taphſar aga ynſt her bringe as gree 
tea ſorte of horſes aga ynſt ber, as yfthey 
were greſhoppers. Piepareagaynft them ¥ 


The li, Chap. 
peopleof the Meedes wi their kynges pryn 
ces z allebeir chefe rulers, yee and the whole 
londe that is vnder them. 

The londe alſo [hal ſhake z be afra yed. 
when the denyce of the LOR DE ſhail come. 
forth egaynft Babilon:to makechelonve of 
Dabilon fo waiſt chat nome [hal dwell eny 
mozctherin, The Worthies of Babilon ſhal 
leane the batell ,z Eeperbems felues tn ftron- 
ge bolves, their firength bath fayled chen, 
they ſhalbe lite women. Cheirdwellinge pla 
ces [hal be brent vp, their barres Phalbe bio- 
ten. One purfenaunt ſhal mete another, yee 
‘onc pofte Pal comeby anotber,to bringe the 
Binge of Babilon cydinges that bis citets 
taken in on cuery fyde,the foordes occupyde, 
* fennes brent vp, andthe ſould yers ſore 
afra yed. 

Sorthus ſaieth the LORDE of hooſtes the 
Gor of Iſrael: The doughter of Babilon 
bath bene inbireymelite as a threß ſhinge 
flooze, but ſhoꝛrtly ſhal bir barueft comẽ. Na 
buchodonofez thekingẽ of Babilon bath ve 
uoured and diftroyed me, he hath made me 
an emptie veffell. Se froalowed me vplibe a 
Dragon, and fylled his bely with my delica 
tes: bebathcaft me ont, he hat htalẽ my ſub 
fiaunce awaye, zthe thinge that wasleft 
mebath be caried vnto Babilon, faicth the 
doughter, that dwelleth in Sion : Neezmy 
blonve alfo,vnto the Calvees,faicth Jeruſa 
lem. Therfore thus faicth the LOR DE: Be⸗ 
bolve, Iwil defendethy canfe,zavenge thes 
J will drynke vp bir ſee, z dzye vp hit water 
ſprynges. 

Babilon ſhal become an heape of ſtones, 
a dwellinge place for d:agons, a fearfulnes 
⁊ wondringe, becauſe noman dwelleth the⸗ 
re. They ſhall roare together like lyons, Zas 
the yongelyons whenchey be angrie, ſo ſhal 
they bẽde them ſelues. In their heate J hal 
fet drynke before thé, They ſhalbe droncken 
fortoye: Then ſhal they flepe an euerlaſtin⸗ 
ge flepe,z neuer wate, faieth the LORDEY 
hal carie them downe tobe flayne lite fhe- 
pe, lic wetbers z gootes. D, how was Se- 
fab wonnesD, bow wastheglozy of ¥ who 
le londetateny how bappenethit,thatBa- 
bilon is ſo wondzed at amongethe Heit hẽ? 
The ſee is ryſen ouer Babilon, z hath cone- 
red her with bis greate wawes. Hir cities a- 
relayed waiſt the londe lieth vnbuylded and 
voyderit is a londe where no man dwelleth, 
Zwhere no mã trauelet hthororo. Morouer, 
FJ wil vyſet Bel ac Babils:⁊ the thinge that 
he hat h ſwalowed vp that ſame ſhal Ipluc 
ke out of his mouth. Thẽ Gentiles alſo ſhall 
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Fhe prophee Jeremy. 
runne nomoꝛe vnto Hint, yee and the walles 
of Babilon ſhal fall. 

Omy people, come out of Babilon, that 
zuery man maye ſaue bis life, fromthe fear- 
full wzath of the LORHE. Be noc faynte her⸗ 
ted, zfeare notatenery rumoure that ſhal · 
be berve in the londe: for euery yeare brin· 
geth newrydinges, yee ſtraunge wickednes 
and lordſhipe· And lo, the tyme commerh 
thac J wil vyſet the ymages of Babiis and 
thewbolelonve ſhalbe confounded, yeeand 
bir ſla yne ſhal lie in the myddeſt of ber. Sea 
nen and earth with all that is cherin, ſhall 
reéoyce ouer Babilon, when the deſtroyers 
Phal come vpon ber from the: north, [aieth ¥ 
LORDE, 


Life as Babils hath beaten downe and 
flayne many out of Freel, fo Hal there fall 
many, and be flayneinall bir Eyngdome. We 
that banc efcapedehefivearde, haiſt you, ſtẽ 
denoc fell, remembsetheL ORDE —— 
and thinte vpon Jeruſalem for we were aſha 
med to beare the blafphemies:oure faces we 
re coucred with fhame, becaufethe firaunge 
aleauntes came into the Sanctuary of the 
LOR DE.Wherforc bebolde(faierh the LOR- 
DE)tbecyme commeth,that F wil vyſet the 
ymages of Babilon, andeborowthe whole 
lsde chey ſhal mourne and fall. Though Ba 
bilon clynnned vp into heauẽ and kepte her 
power an bie: yee [yal J ſende ber deftroyers 
jaieth che LORDE. 

A piteous cric hall be herve from Babi- 
lon, and a greace myfery from che londe of 
the Caldees: whentheLORDE deſtro yeth 
them, and when be dryueth out che bie ſto⸗ 
mac z proude booftinge, where with they 
baucbeneas furious, as the wawes of gree 
te water floudes, and made greate crates 
with their wordes. For the deftroyers [hall 
come vpon ber (enen vpon Babilon) whic 
[hal cate bir wortbies ,and brake their bo- 
2ves : for Godis difpofedeo avenge bim felf 
vponthem,z fisfficiently to recompencethe. 
Mee (faieth theL ORDE)F will maketherr 
pPꝛynces, their wyfe men, their chefe rulers z 
all their wortbies, dronckẽ: ſo that they fhal 
fepean enerlaginge flepe, andnener rates 
Thus faiech che tinge, whofe nameis ¥ LOR 
DE of booftes. 

Whorouer,thus [aicththeL ORDE Of boo 
fies: Thet hicke wall of Babilon ſhalbe b:o 
Fen, and bir proude gates [halbe brente vp. 
And the thinge that che Getiles andthe peo 

le haue wrought with greatetrauayleand 
— [halcome to naught, and be conſu⸗ 
med in the fyre. 7 


Che ly. Chap. KFo.xlviij. 

This isthe charge that Jeremy gaue vie 
to Sartas the fonne of Crerias,the fonne oF 
Maaſia, when he wenrecowarve Babilow 
with Sevechias the kinge of Juda in the 
fourch yeare of bis reigne.L tor this Sa- 
tias was a peaceable prynce, jeremy wrote 
ing bote, alltbemifery chat fhulve come v- 
ponDBabilon, yeeandall thefe fermons that 
be wutten aga ynft Sabilon, and gaueSa- 
riastbis charge: Wbhenthou commeft vnto 
Babilon, ſethat thou rede all chefe wordes, 
and frye: OLORDE,thonare determedto 
rote outtbis place, ſothat nether people ner 
catell [hal dwell there eny moze, but to lie 
waiſt ſor ever: and when thou haſt re dde out 
the boke bynde a ſtone to ic and caſt it inthe 
myddeſt of Euphrates, and faye: Euẽthus apoeusæ 
[hal Babilon fyncke,z be thruſt done with 
theburehen oftroublechacy will biin ge v⸗ 
pon her:ſothat fhe ſhal neuer come vpagay 
ne. Thus farreare ¥ preachinges of Jeremy, 

Che LiLChap. 
> Lvechias wasryj.yeareoloe,whert A 
he was madetynge, zheraigned rj. 42024 & 

“EO yearein Jeruſalem. Bis morhersna- >"arse 
me was damithal, Feremies doughter of 
Lobna. He lyued wickedly be foze the LORDE 
euen as Joachim dyd. Wher fore the LORDE 
was angrieat Jeruſalem Gude, (> longe 
till be bad café tht out of bis prefence. And 
Sevechias fel from the tyngeof Babilon. 
Butin ¥ te.yeare of bisraigne, Gntherseh rere ao a 
Ufoneth, the tenth daye of che oneth ie +Re-25-2 
Happened, that Prabuchodonofo: Eynge of 
Dabilon with allbis hooſte came: before Fe 
rufalem,z befegedit,zmadetbembulrwowkes 
roundeaboute it. And this befeginge ofthe 
cite endured onto therj yeare of tynge Ge- 
dechias. 

Andinehe fourth Monet, the ix daye of 
t he Moneththere was fo greate honger in 
the cite:that there were no more vitayles 
fozthe people of thelonde. Soall thefoul- tereszoim 
Dyers beate arwaye, and fled out of the cite 79 
bynighe, thorowthewaye of the porte bet · 
rwenetbetrwo walles bythe kynges garden, 
Now y Caldees had cSpaffed theciteroun 35 
deaboute, yee weneetbefemencheirwayers 
warbdethe wilderneffe, 

And ſothe Caldees folowed vponthan, 
and toke Sedechias the tingeinthe felde of 
Jericho , when bis hooſt was runne from 
bim. So they caried the Eynge awa ye pre 
foner to Reblatha, vnto the kinge of Ba- 
biloninthelonde of Hemath,wherebe gaue Vere. 5 b 
iudgment vpon bin, * 
The kinge of Babils alſo canKy Sedechias 
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fonnes be flayne before bis face, yee z put all 
the prynces of Jude to death ar Reblatha. 
Miozoner be puc out the eyes of Sedechias, 
cauſed bin be bounde with che ynes, to be ca 
ried onto Babilon: ⁊ let him lic in preſon,till 
he dycd. 

Clow ¥ tenth daye of the fyfth Moneth 
in the rig yeare of NRabuchodonoſor Eynge 
ofBabilon, Nabuſaradan the chefe capray 
ne and the kinge of Babilons feruanntes ce 
me vnto Fernfalen, z brent vp the boule of 
the LORDE. He brent vpalfotbetinges pa- 
lace, all the houſes zal the gorgeous buyl- 
dingesin Jeruſalẽ. Andthe whole hooſt of 
eheCaloces ¥ were with the chefe captay- 
ne, brake downe alltbe walles of Jeruſalein 
bape aboute, 

6 forthe pooze people z foch folke as yet 

was leftinebe —— —* —— 
the tinge of Babilon yee z what people as 
yetremsyned : Nabuſaradant heche ſe cap, 
tayne caried them awaye prefoners. But 
pooze people of the countre, dyd LT abufa- 
radan thechefe captayneleaue inthe ionde. 
to occupie the vynyardes z feldes.T beCal 
‘dees alfo brake the braſen pilers, that rere 
in the boufe of the LORDE, yeetbe feareand 
the braſen lauer that was m che houſe of y 
LORDE:z caried all the merall of them v⸗ 
to Babilon. They tote awaye alſothe Caulk 
drons ſhouels, fleſh hotes, fprintlers,fpones 
‘zalltbe braſen veſſelit hat was occupide int 
the feruyce: with the bafens, coleparnes, 
[printiers, pottes, candilftites,fpones,and 
cuppes: wherof fome were of goide and fo- 
mieof ſyluer. 

Thechefecaptayne tote alfotheen pi- 
Ters, thelauer, the ry beafen bullockes y f2.- 
de under ¥ ſeate which tinge Salomon ine 
deinthe houſe of the LOR DE:zalltbe vef- 
fall conteyncd fomoch metall, that it night 
not be weyed. Foreuery piler was xviij cabi- 
tes bie,z the rope chat wentabonteic, was 
xij cubites, z fourefingers thick and rounder 
Liow vpon the rope were biafen Enoppes, 
Zeuerytnoppe was fynecubites bie:z vpon 
thetnoppes were whopes, z pomgranates 
roundeaboute of clene braſſe. 

After chis maner were both the pilers 
faſhioned with the pomgranates , wherof 
there were an hundreth and revj,which han 


The lij. Chap, 


ged vponthe whoopesroundeaboute. The 
chefe captayne alfo rote Sarias ¥ bic prefi, 
zSopbonias that was chefe next bins, and 

the thre Eepers of che treafury-<oetyte out 

ofthe citea chamberla yne which was a cap 
tayne of the ſduldyers, ſeuen men that we- 
retheEinges ſeruaimtes, which were founde 
inthecite:z Sepher a captayne that vſed 
tomufter the men of warre:with lx men of 
the countrechac were taten inthe cite. The⸗ 
ſe Nabuſaradan the chefe captaynetote,z 
caried them to the tinge of Babilon vito 

Reblacha:andebhekingeofBabilon cauſed 
themeo be puttodeath at Beblat ha in the 

Tonde of Hemath. And thus Juda wes led- 

Dearwayecaptyne,outof bis ownelonde. 


This is the ſumme of the people, 
whom Nabuchodonoſor led⸗ 
de awaye capt yue. 


In the ſeuenth yeare of his reigne, he ca⸗ 
ried awaye of y Jewes, thre thouſande thre 
and twent y. In the xviij yeare Nabuchodo 
noſor caried awaye from Jeruſalem eight 
bunderthz xxxij perſonnes In the xxiij yea- 
re of Nabuchodonoſor Nabuſaradan the 
chefe captayne, tole awaye ſeuen bundzeth 
Flo Jewes prejoners. Che whole ſumme of 
Sunt — ots fonre thouſande and fer 

undreth. 

“jutbe xxxxi yare after that Joachim 
thetinge of Juda was caried a waye inthe 
xxv dayeof che xij Moneth, Euilmerodach 
kinge of Babilon (che ſamẽ yeare ¥ he reig- 
ned) gaue Joachim the Eingeof Gude bis 
pardon, and let him out of piefon,and (pate 
lonyngly to bim: And (ec bistrone aboue y 
trones ofthe other kinges that were with 
bim in Babilon. He chaunged allo the clo- 
thes of bis preſon, yeeand heave with bins 

all bislifelonge. And be hava cStinuall 

Tynynge genen bimof the tinge of 

Dabdilon,euery daye a certayne 
thinge alowed bim,alltbe 
vayes of bislife,on- 
till be dyed. 

(*) 


The ende of thepzo- 
phet Jeremy. 
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The Camencactons of Geremy. Chap. i. eo. xlix. 


She Lamenta- 


cions of Jeremy. 
And te came copaffecateer Iſ 


rael was brought in to captinyte,and Fe 

rufalem defEroyed:)that Jeremy the pzo- 

pbet fat wepinge, mournynge and makin 
e his mone in Jeruſalem: ſo that wan 

—* ———— ſobbed, fayenge: 

ye fir 


ſt Chapter. 
bf Las, bow fitcerh the cite ſo deſolate, y 
de ſme cyme was full of people? how is 
[he become lite a wedorwe which was 
3Re4.b the lady of all nacions? dow is ſhe 


#Reisa brought vndertribute,thatruled all londes? 

3 She wepeth fozeinthe might, forbat ¥ 
teares runne Downe bir chekes: for amonge 
all bir loners,chereis none, that geueth ber 
eny comforte: yee bir nerte frendes abhorre 
ber,z are become bir enemies, 

2 Budais caten prefoner, becanfe ſhe was 
defyled:z for ſeruynge fo many ſtraunge god 
des, [he dwelleth nowamongethe Heithen. 
She fyndech no reſt all the ychat perfecuted 
her. toke ber, and ſo he drveilech amonge bit 
enemies. 

BSDhe ſtretes of Sion mourne, becauſe no 

"1 man commethmioreto the ſolempne feaſtes: 
Allbir gates aredefolate, bir preſtes mate 
lamentacion, hir ma ydens are carefull, and 
fhe berfelf is in greate henyneffe. 

nn irenemies are fallen vponbirbeade,z 
baue put berto ſhaine: becanfeeheLORDE 
bath chaftencd ber for bir greare wickednes: 

Seessa Dir children areledde awã ye captine before 
theirenemie, 

1 Allehe beweie of the doughter of Sion 
is awaye, bir pzynces are become lite we- 
thers, that fynde no pafture. Chey are dry⸗ 
uẽ arvaye before their enemie, ſo that they ba 
we no moꝛe power, 

t Llowdoth Jeruſalem remembre thety- 
ine of bir mifery zdifobedience, yee the ioye 
zpleafire ¥ [he bath bad in cymes paſt: ſe yn 
gebir peopleis brought downe thorowthe 
porver of their enemie, zthere is no man for 
eobelpe ber:birenemies ftovelotingeat her 
and — bir Sabbath da yes to ſcorne. 

€C Jeruſalem ſynned ener more z more, ther- 

Mi forets ſhe come indecaye. All they chat had 
her in bonoure, defpife ber:for they bane fene 
bit fylebineffe. Ree Phefigheth, and is a ha. 
med of berfelfe. 

© = Hir flzyztes ave defyled, ſhe remẽbred not 


what wolde folowe: therfore is bir fall ſd 
greate, and there is no mã to comforte her. 
TORDE, cõſidꝛe my trouble, foz myne enemie 
bath che vpper honde. 

The eneinie hath put his honde to all the 
pꝛrecious thinges that [he bad, yee euen befo 
rebir eyes came the Heithen in and out of 
the Sanctuary: whom thou(neuertheles) Deuas.a 
haſt forbydden co come within chy congre- 
gacion. 

AIL bir people ſeke their bred with heuy / > € 
nes, zloke what precious thinge eucry man TREE 
Hath, chat gencth be foz meate,to ſaue bis li- 
fe. Confidxe(® LORDE)and fe, how vyle J 
am become, 

® ycallthat go fore by, beholde and fe, 4 
yf there be eny ſorowe lite vnto myne, wher 
withthe LORDE bath troubled me, inthe 
daye of bis fearefull wrath, 

Srom aboue hath he fent downe afyre, D 
in to my bones and chaftened me: be bath a 
layed a net for my fee, andthiowne mewy- 
de open:bebarhmademedefolate,forbat ¶ 
muſt euer be mournynge, 

The yocke of my tranfyreffionis comeat 3 
the laft, with bis honde bath he taken it vp, 
andputit aboucemy neck. My ſtrength lo 
gone :the LORDE bath velyuered meinto 
‘hole bodes, wherout J cannot quyte mye 


elf. 

THeLORDE hath deftroyedallthemigh o 
tie men that werẽ in me. He bath pzoclamed 
& feaſt toſlaughter allmy beſt me CheLOR 
DE bathtroven downe the doughter of Jue 
04, like as it were ina wyne preffe. 

Therfore do J wepe, — —— guſ⸗ 
Pheoutof water: forthe cSferter thar fhul- 
de quycken me, is farre frome. My dyildzers 
Gre dryuen awaye, for whyr the enemiebath 
gotten the querbonde, 

Sion cafteth out hir hẽdes, and there is d 
no manto comforte her. Che LORDE hath 
layed the enemies rounde aboute Jacob, 
and Jeruſalem is as it were a menftruons 
ywoms, inthe myddeft of them, 

The LORDEis rightuous, for Ihaue pro· 
uoked bis countenaunce vnto anger.D cake 
hede all ye people, and confidzemy beuynes: 
My maydens and my yonge men are ied a 
wa ye in to captiuyte. 

Ied for my louers (but they begyled 
me:) for my preſtes and councelers, buttbey 
perifhed : euen whüe they foughe fozmeate, 
to ſaue their lyues. 

Confidze(@ LORDE) how Jametroubled, 4 
my wombe is difquicted my berte curneth 
aboute in —S am full of heuynes. The 

Sit 
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The Namentacions of Jeremy. 


ſwearde hurteth me without, and within I 
am like onto death. 

They hearemy mournynge but there is 
stone thacroil comfozte me. All myne enemi- 
es baue berdeof mytrouble, and are glad 
therof, becauſe thou haſt done it. Sut thor 

ale beynge forth thet yme, when they alſo 

al be like onto me, 

From the fall come all cheir aduerfite: 
thou ſhalt plucfe themawaye, euẽ as thou 
haſt plucked me, becauſe of all my wickedneſ 
fe. Formy ſorow is very greate, and my ber- 
re is heuy. Tbe I. Chapter. 

x £as,bow bath ¥ LORDEdarcFened 
viens the doughter of Sion fo fore in bis 
. wrath7 As forthe honoureof Hired, 
be bath caften it downe from heauen? How 
happeneth it, that beremembzcd not bis ovo 
ne foreftole, when be was angrie? 
a TheLORDE bath caft veroncall the glo 
ry of Jacob without eny fauonre: Wl the 
ſtrongẽ places of the doughter Juda bath 
be broken in bis wiath,ztbroronecbem dow 
necothe grounde: bir kyngdome ⁊ bit pryn- 
ces bath befifpended. 

Inthe wrath of bis indignacion be hath 

brofenallebe horne of Iſrael: be bath with 
drawẽ bis right honde frem the enemie: yee 
& flamc of fyre is Eyndled in Jaceb, z bath 
conſumed vp allrounde aboute. 
3  Achathbencbis bowe litcanenemic, be 
bach fafiencd bis right honde as an aducr- 
fary:andcuerythingc that was pleaſaũt to 
fe, be bath finycen ic downe. He barb pourcd 
out bis wrath lite a fyre, intothe tabernacle 
Of thc doug hrer Sion. 

ThcLORDEis kecomeliteasicwerean 
enemie, be bath caſt dorvne Iſtael zall bis 
places:yceall bis firongeboldes bath he deſ 
troycd, and fylled che dougbeer of Juda we 
moch forow and benyneffe.. 

9 irtabernacle( which waslitca garden 

®D of pleafarebath be veftroyed:b:x bie folép- 
face nehapeebarhbe putdowne. TheLORDE 
th bong heit foro paffe, char che bie fo- 
lempne fraſtes and Sabbathes in Sion,are 
clene forgottẽ. Jn bis heuy difpleafarebach 

be madethe Byngez preſtes to bedefpifed. 

& TZbheLORDEbath forſaken bis ovoncaul 
ter, zis wroth with bis owne Ganceuary,z 
bath genenthe walles of their to wꝛes into 
thebondcs of the enemie. Their enemiesma 
dca noyfe inthe bonfeoftbeLORDE ,asit 
bad benein a folenipne feaſt daye. 

m TbeLORDEchoughe tro bꝛeake downe the 
walles of the doughter Sion, be fpzed out 
bis lyne,z drewe nos in bis bonve, all be bed 


we 
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Chap. ij. 
deſtroyed them. Ther ſore mourne the turree 
tes and the broken wailes together. 

Sir portes arc caſten downeto the groun 
de, bir barres are broͤben z ſmytten in fonder: 
bir Eynge z prynces are caried awa ye to the 
Sẽtues. Chey haue nether lawe ner pꝛophe 
tes, ner yet eny vifion from the LORVE. 

The Senatours of the doughter Sion 
ſit vpon che grounde in fylence, they haue 
firowed af hes vpon their beades, and gyz- 
ded them felues with fad cloth. The may- 
dens of Jeruſalem hange downe cheir bea- 
destochegrounde, 

Htyne eyes begynne to fayle methozorw 
wepinge, my body is difquictcd, my leueris 
poured vpon the earth, forthe greate burte 
of my people, feynge thedpildzen and babes 
dyd fiwornic inthe fireces of the cite, 

Euen when chey fpateto their mothers: 
whereis nieate anddzynte 7 for whylethey 
ſo ſayde, they felldowneinthe ſtretes of the 
cite, like as they bad bene wounded, and ſo⸗ 
me dyed in cheir mothers boſome . 

What ſhal J ſaye of che O chou dough · 
ter Terufalem)towbom ſhall J like ‘bee 
Lo whem ſhal F cSparethe (othou dough- 
ter Sienxo cont fortetbe withali? Thy bur- 
te is like a mayne fc, who maycbeale thes 

Thy prophetes hauẽ loked out vayne ⁊ fo 
Hid — foztbe, they haue not ſhewed 
theof thy wicedneffe,totepethe from cap 
tivyte: but bane ouerladenthe, andeborow 
falfedefeatred the abrode. 

Allebey that go bythe, dappetheir hon 
des at therhiſſinge and waggingethcir bea 
des vpon the doug hter Jervſalem, and (ayes 
is this the cite that men call ſo fa yre, wherin 
the whole londe reioyſeth? 

All thine enemies gape vpon the, whifpe- 
ringeand bytingetberteth, fayenge:let vs 
deuoure, for thetyme thaciwe loked for,is co 
me: we bane foundeandfencit. 

The LORDE bath fulfilled the thinge, 
that he was purpofedtodo:and per fouꝛmed 
that he had deuyſed longe agoor he hath ve 
feroyed,andnot ſpared. He bath caufedebi- 
ne aduerfaryto trymmpbe ouer the, and fet 
vp the hornẽ of thine enemie. 
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Let thine hert crie vntotheLORDE,® & 


chou citeof the doughter Sion: let thy tea- 
res rine downe like aryuerdayeznight:refE 
not ⁊ let not che aple of thine eye leauẽ of. 

Stonde vp, and make tby prayer inthe 
firft watch of the night,ponre out thine bert 
lie water befoze the LORDE:lift vptbine 
hondes, forrbelyues of chy yonge children, 
ebarbyc of bonger inthe ſtretes. 


3 


Che Camencactons of Jeremy. Chap, 


Bebolde(® LORDE)z confidze, why haſt 
thou gathered me vp fo clenerShal the wo- 
men then eaterbeir orne frute, euen children 
of efpannelonge? Shal the preſtes and pio 
pbetes be flayne thusinthe Sanctuary of 
theLORDE? 

Mongez oldelye bebinde the firetes vpon 
the grounde, mymaydens z yonge men are 
flayne with che fwearde: whom chou in the 
Daye of thy woth full mdignacion baft put 
to death:Nee enentbou bafé put thein to de- 
ath not ſpared them. 

My neghbours that are rounde abou- 
teme, — called, as it were to a feaſt 
Daye: ſo that inthe dvayeoftheLORDES 
wrath none efcaped, nether was eny left be- 
inde. Thofe char J hað brought vpznozif 
ſhed, bach myne enemy deftroyed. 

The ll. Chapter. 
Amebema,chac(ehorowthe rodd of 
bis wrath) baueerperiéce of mifery. 

Ape dzone me forth, andled me:yee 
into darck neſſe, but not in to light. 

A ga ynſt me only he turneth his honde, ⁊ 
layeth it ener vpon me. 

My flefh ⁊ my flzynne bath he made ol · 
de, and my bones bach be buffed. 

He hath buylded roundeabouteme, z clo 
fed mein with gall and tranayle. 

He bath ferme indarcPneffe, astheythat 
be deed foreuer. 

He haͤth ſo hedgedme in, that Tj can not 
get out, z bathlaycd heuy lynckes vᷣpon me. 

Though Fcrie ⁊ call piteouſly, yerhea- 
reth benormy prayer. 

Se hath opped vp my wayes with fou- 
re ſquared ftones,zmademy pathes croted. 

pe Tayeth waite for melitea Bere,andas 
a@lyonina bole. 

He hath marred my wayes, and brokẽ me 
in peces,be bath layed me waiſt altogether. 

Hebath bene bis bowe, anð made me as 
it were a marck to ſhute at. 

The arowes of bis quyuer hath he ſhot 
euen in to my reynes, 

Jam laughed to (come of allmy people, 
they matefonges vponmeall daye loͤge. 

He hath fylled mewith bytterneffe,z ge- 
Hen me wormwod to drynke. 

tre bath ſmytten myteth in peces, zrol- 
Ted mein the dnft. 

Se hath put my foule out of reſt. J forget 
all good thinges. 

‘3 thought in my ſelf: Jam vndone, there 
is no bope fozmeinthe LORDE. 

OD remembze yer my myfery and mytrou · 
ble,che wormwod andebe gall. 


tj. Xo. l. 


Zeethou ſhalt remẽbꝛe them, fozmyfou- 5 
le meltech arva ye in me. 

Whyle J cõſidꝛe cheſe thinges in my hert, 7 
Dgecabopeagayne ⸗· 

Nameiy, that che mercies of the LORDEn 
are not clene gone, ztbat bislonyngetynd- 
neffe ceaſſeth not. 

Sis faithfulnes is greate, and renueth it n 
felf asthe moznynge, 

Chel ORDEIs my porcion((aiech my ſou 
Tetberfore wil Y bope in bim. 

© bow goodistbe LORDE wnto thé, that 
ꝑut t heir truſt in bim, and to the foule that 
feleth after him? 

O bow good is it with ſtilneſſe to wate w 
and tarie, for the health of the GRDE 

O bow good ĩs it for a man, to take the 
york vpon him from bis youth vpr 

He ſieteth alone, be holderh him ſtill. and 
dwelleth quietly by him felf. 

Aelaycth bis face vponthe earth, yf (per 
cafeytbere bappento keeny bope. 

He offeeth bis chete tothe finyter, be will + 
be content with reproues. 

S§s2theLORDE wilnoeforfateforener. 5 

Durthough he do caftof, yet(acordinge 5 
to¥ mulcicude of bismercies )be receaneth 
to graceagayne. 

For he doth not plage, Tcaſt out the chil 5 
dren of men from his herte. 

Totreave all che preſoners of theearth h 
vnder bis fete. 

TComoue cheindgmencof man before the 1, 
moſt higheſt. 

So condemne a man in his canfe: The 4 
LORDE bathno pleafure in foc thinges. 

Whatis he then that faierh: ehere fpulde a 
fomebinge be done withoutthe LORDES co- 
mDucef chemouch of chemofe igh 

Dut of chemouch of chemoft higheſt go 
eth nocenell and good. — 

Wher foꝛe them murmureth the lyuinge o 
man ẽlet him murmoure at his owne fonne, 

Let vslote well vpon oure owne wates,z 3 
re membꝛe oure ſelues and turne aga yne to ¥ 
LORDE. 

Zet vs lift vp oure hertes with ourebor- 
des — RDE,thatisinbeauert, > 

We hauebenedyffemblers z bane offen- 5 
ded, wilt thou therfozenot be intreatedy 

Thou haſt concredvs inthy wrath,zper_o 
—— vs, thou haſt ſlayne vs withouteny 

fauoure. 

Thou haſt hydthy ſelf in a cloude, that d/ 
oure prayer ſhulde not go thorow. 

Chon haſt made vs dutcaſtes, and to be d 
deſpyſed amonge the — * 
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The Camencactons of Jeremy. 


y Alloureenemies gape vpon vs. 
Seare and ſnare is come vpon vs, yee de 
ite and deſtruccion. 
Wholeryuers of water guß ſhe out ofmy 
ne eyes, for tbe greate hurtẽ of my people. 
Whyne eyes runne, and cannot ceaffe, foz 
therets no reſt. 
© LORDE, wher wilt thou loke downe fis 
heauen, and confidze? 
Lityne eye breateth my herte, becauſe of 
allcbedougbrers of my cite. 
M yne enemies hunted me ont ſharpelyli 
ke a byrde, yee andchat with outa cauſe. 
They haue put downe my life in to a pit- 
te, and layed a ſtone vpon nie. 
Theypoured water vponmybeave,then 
thought I:now am J ondone. 
Po called vponcby name(@LORDE) ont 
of thedepepitte, 

Thou haſt herde my voyce, T haſt not tur 
ed awa ye thine eares fio my ſighinge and 
crienge. 

p . ChoubafFenclyned y (elf onto me, whe 
Jcalledvponthe,z haiſt fayde:feare nor. 

2 ~ TFhow@® LORDE)baft ma yncenedebe caw 
feof myfoule,and baft revemed my life. 

= DLORDE thou haſt enemy blafphcmers, 
tate thou my caufe vpontbe. 

= _ Thou haſt well conſidred howebey goa⸗ 
bonteto do mebarme, Tthat alltheir coun- 
eels are agaynft me. 

@. Tho Bape berde their deſpyte full wor · 
des(OLORDE) yee and all theit ymagina- 


cions agaynſt me. 

Thelippes of myneencmiee, atheirdeny 
—*5 they take agaynft me, all che daye 

longe. 

w _ Chon ſeiſt alſo their ſittringe downe and 
their ryfinge vp, they mate their fonges of 
nocbingebut of me. 

nn . Rewardethem(®LORDE )acordingeto 
— Mle eth pare 

eue them y thinge, that their owne 
te is afrayed of: —— ae * 

n _ Perfecurethem,(OLORDEwithebyin- 
dignacion, z rote them ent from wnder che 
heauen. The ill. Chapter. 

m <2) Sow is the goloebecomefodymme? 

© 


owe 
4J 


— 


ra How is the goodly coloure of it fo 
fore chaunged? anð the ſtones of ¥ 
Sanctuary thus ſcatred inthe corner of eue 


ryſtrete⸗ 

a , Chechildzen of Sion that were allwaye 
inbonoure, clothed with ¥ moſt precious 
golde:bow aretheynorw becomme litetbe 
erthen veffels whic) be mave with the pot · 
ters honde? 


Fhe wij. Chap. 


The Lamyes gene their yongeones ſuck 9 
xv bare breſtes: bůt the vougbter of my pee 
pleis cruel,and dweller inthe wylderneſſer 
lite the Eſtriches. 

The tonges of the fringe dildzen, de- % 
neto ¥ rofe of cheir mouthes for very thurſt. 
The yongechild:en are bred, but there is no- 
man,tbat geueth it them. 

They ie were wonte to fayze delicat · 7 
ly, periſhe inthe fireres:they chat afozerere 
brongbe vp in purpi< , make now mod of 
be fymme of dhe Soupbter of my peaple 25 

The fynne of che doughter of my people 
is become greater,then ¥ —Se—— So 
dome,thatfovély was deſtroyed, and not ta 
ken with hondes. 

ir abſte yners (or Mazarees) werewby- a 
terchen y ſnowe or mylker their coloure was 
freſhh read as the Corall, their beutie like che 
Sapbhyze. 

Dut now their faces arevery black: In ſo 
moch,that thou ſhuldeſt noctnowe them is 
the ſtretes. Their fleynne cleuethto their be 
neo. Je is roytbered, and becomichite a diye 


Theythat be ſlayne with the ſwearde, are DW 
bappicr,then ſoch as dye of honger, and pe- 
riſhe awa ye famifbinge fozcbe yas of the 

joe. 


The womeé (which of nature are pitefull) 
baue ſodden their orene children with their 
hondes:that they might betheir meace,in ¥ 
miſerable deſtruccion of the doughter oſmy 


je. 
PeSLOR DE bath perfourmed bis beny 2 
wrath:be bath poured ont the furiouſnes of T+? 
bis difpleafure. He barb kindled a fyre in St 
on, which bath confumed the foundacions 


erof. 

Llecherthetinges ofthe earth, ner all F ¢ 
inbabiconrs of the woride, welde bane bele- 
ned, thatthe enemiez aduerfary ſhulde haue 
comeinatthe gates of the citeof Jeruſalẽ. 

Which nenerchelesis cometo pafle for ¥ a 
ſynnes of bir prophetes, and forthe wickeð · 
nes of bir preftes,chat auc ſhed innocentes 
blonde within ber. 

So that theſe blyndemen wẽte ſtemblin 3 
ge in the ſtretes, and ſta yned tham ſelu⸗ee wt 
—— els wolde touche no bleud y 
cloth. 

But they cried vnto euery mã: flethe ſtoy y 
nynge, awa ye, get you hẽce, touch it not Qe 
faydetbey) ye muſt be brent, ye muſl di Ld 
amongethe Tentiles, T byde no longer her 

Tbe countenaunce of the LORDE 
banyſhed them, z ſhal neuer lole more vp wi 
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Fhe Camencactons of Jeremy. 


eben: For they them ſelues nether regarded 

the preftes,noz pitied cheirelders. 

5  Wherfore yetoure eyes fayle vs, whyle 
D we lore for vayne belpe: feynge we be ever 

wait ynge vpon a people, that can do vs no 

ood 

x — They laye ſo ſharpe waite for vs that we 

cannot go ſafe vpon the ſtretes: for oure en- 
de: is come, ouredayes are fulfilled, oure ende 
1s dere. 

P — Gure perfecnters are fivifterthenthe Ae 
gles of the ayre: they folowed vponvs ouer 
the mountaynes, and la yed wait for vs in y 
wilderneſſe. 

The very bꝛeth of oure mouth : euen the 
anoynredL ORDE bimfelf fhalbe tate in ou 
refynnes, of whom we frye: Onder bis ſha⸗ 
— we ſhal be preſerueð amonge the Hei⸗ 
then. 
ww _Andehou(G doughter Ldom)ehat dwel 
leſt in thẽ londe of Sus, be gladandreioyce: 
forthe cuppe ſhal come vntothe aiſo which 
iwhẽ thou fuppeft of thon ſhalt be dronckẽ 

Thy ſynnẽe is wel punifhed® chou dough 
ter Ston ) be ſhall not fuffietheto be caried 
awaye eny moze. Sut chy wicedneffe 
doughter Edom ) fhallbe vyfee, and forthy 
Tynes fate, be ſhal lede the into captiuyte. 

Tbe V.Chapter. 
Alto remébraunce(® LOR DE) what 
we baue ſuffred, cõſidre and fe oure cS 
fircton.Oureenberitaunceis turned to 
the ftraungers, z oure houſes tothe aleaun- 
tes, Weare become carefulland fatherleffe, 
and. oure mothers arcasthe wydowes. We 
axe fayne to drynke oure orone water fozmo- 
neye, and oure owne wod muſt we bye with 
moiteye.Oure neces are vnder perfecucion, 

we are weery, and haue no reft. 

A foꝛe tyme we yelded oure felues tothe 
Legipcians , and nowto the Affirians, only 
t hat we might haue bred ynough. Oure fir- 
thers (which now are gone )bauefynned,z 
we muſt beare their wicFedneffe. Geruaun- 
tes baue the rule of vs, and nomandelyne- 
seth ve oucof their bodes. We muſt get F Ly 
nyngewith rhe parellof ourelyues, becaufe 
Of the drouth of che wilderneffe. 

Gure ſlꝛ ynne is asic had bene brent in ant 
ouen, for very fore honger. The wyues are ra 
ueſhed in Sion, Tthe maydens in the cities 
of Juda. The prynces are hanged vp with 
thebonve of theenemies, they baue not {pa 
red che olde fae men, they haue taken yon- 
ge mens lyues from them, and the boyes are 
hanged vp vpontrecs.Che elders fyeno mo 
re vader che gates, and the yonge men vſe no 


a 


Chap. v. Fo, lt. 
mozeplayenge of Muſick. The ioye of onre 
berte is gone, cure mery quereis turned in 
to mourninge. Che garlande of oure heave 
is fallen:clas,chatener we ſynned fo fore. 

Therforꝛe oure bere ts full of hen yneffe;z 
oureeyes dymme : becauſe of ¥ billof Sion 
thacis deftroyed, In ſo moch that the foxes 
rumne vponit.Sutchou(® LORDHthat re 
ma yneſt for euermore, and thy feate worlde 
with out ende: Wher fore wile thon ſtill fo2- 
get vs, and forſake vs fo longey OLORDE: 
Turne thou vs vncothe,z fo fhal we betur- 
ned. Renue F daies asin olderyme,foz thou 
haſt now banifhed vs longe ynough, and be 
ne ſore difpleafed at vs, 


The ende of the Lamentacions 


f Jeremy. 
Dhe Pꝛophet 
Baruch. 


What Baruch conte yneth. 


Chap- Saruch reaveth the boke before the 
Eyngeand all the people, whid) fende money 
toJerufelem. 

Chap. I. Chey Enowlege,that they haue deſer · 
ued punyfoment:@ov Promyferh them for · 

jeuenesfe. 

Chap. Il. Chey prayehartely beiugetnpreforr, 
and be crozteth them to amende. 

Chap. lt. A fermon to the people, with an exor · 

. _tactonto pactence. 

Chap. V. Heconforreth them,and fheweth the 
‘vocacton of the Zeithen. 

Chap. Vi. 2% copie of the epijtole, that Jeremy 

fent ro the Jewes,whidy were led awaye pre 
foucrs vnto Babilon. 


Theſe are che wordes of chebs 
£e,that Baruch the fonne of Nerias the fon 
ne of Maaſia, the ſonne of Sedechias, the 
fonne of Sedet, che forme of Helchia, wrote 
at Babilon inche fifth yearethefeneeh daye 


lere zu.e 


of che monethẽ what cyme asthe Caidees 4Reasb 


wanne Jeruſaͤlem and brent it 
Si iG 


Tereagb 
aTimaA 


The prophee Baruch, 
The faſt Chapter. 

Vd Baruch dydrevethe wor- 
des of this bote, chac Jecho⸗ 
niasthe forme of Idachũu kyn 
ge of Juda might beare: and 
unche prefence of allthe people, 
chat were come co beare che bote: yee and be 
fore all the noble tinges fonnes,befoze ¥ loz- 
des ofthe councellandelders:and before the 
whole people, from ¥ lowest vntothe hyeſt: 
before all them that dwelt ac Babilon, by ¥ 
water of Godi. Which when chey herde it, 
wepte, faſted, and prayed before the LO R- 
DE. 


Theymade a colleccion alſo of money,a- 
cordinge to euerg Mans power. and ſent it to 
Jeruſaie m vnto Joachim che forme of Hel · 
chia the fon: of Salon pꝛeſt, with y other 

reftes: and to all the people whic) were wo 
Bin at Jeruſalẽ, what tyme as they bad got 
ten the denamentes of the temple of ¥ LOR 
DE (that were taten awaye out of the tem⸗ 
ple) that cthey might bryngechemagayne in 
tochclondeof Juda, the r.daye of the mo⸗ 
neck Siban: namely, ſyluer veffel,(robid> 
Sevechtas the ſonne of Joſias kinge of Ju 
da had made) Afterthat Mabuchodonoſor 
Binge of Babilon had takẽ Jechonias, with 
all bis pꝛynces, lordes, and all the people, 
aud le dthem captyne from Jeruſaͤlein vnto 
Babilon. 
C Anvdvehey ſayde: Beholde, we haue ent 


Deu. 40 youmoney, tobye you burncofferynges and 


incenfe wicball : mate you vnleuended bred, 
z offre for ſyune vpon tbe aulter of theLOR 
DEoureGod. And praye forthe proſperite 
of Nabuchodonoſor Binge of Babilon, and 
of Bait haſar bis fore: ¥ cheir dayes maye 
bevpon earth, as thedayes of beanen:thac 
Govalfomaye geue vs firengeh, andligh- 
tert oureeyes that wemayelyne wnderthe 
defence of Nabuchodonoſor Einge of Babi 
lon, and wonder the pzoteccion of Baithaſar 
his fonne:tharwe mayelonge do them ferny 
ce,and fynde fanoure in cheitfiabe. Praye for 
ws alfo vnto the LORD Eoure God, forwe 
baue ſynned aga ynſt the OR DE ourcGod, 
Gnd vnto this Dayeis not bis wath turned 
yet a waye from vs. And ſe that ye rede this 
boke( which we haue ſent onto you to be re- 
hearced inthe temple of theL ORDE)vpon 
thebyedayes,and at tyme conuenient. 

DThus ſhal ye ſaye: Che LORDE God is 


Baruca.b rightuous, but we are worthy of cõfucion 
Danza flame: lite as it is come to paffe this daye, 


ento all Juda, Tto eneryone ¥ dwelleth at 
Derufalemizo ¢ Finges, pzynces, prefies, pro⸗ 


Che ij. Chap. 
phetes zto oure fathers. We bane ſynned be 
fozetbe LOR DE gure Good, we bane not put 
ouretruft in bim,ner geuen bim credence:we 
haue not obe yed bim, webaue not herkened 
vnto the voyce of theL OR DEoure God,to 
walte inthe commaundementes that be ga 
nevs.Gens the daye that be brought oure 
fore fathers out of the londe of Egipte vn⸗ 


tothis prefentdaye,we haue bene ener a myſ 


beicuynge and an vnfaich ful people onto F 
LORDE onre God: deſtroyenge oͤure ſelues 
vtterly,and ſhrenckinge bacFe, that we ſhul 
de not beare bis voyce, 

Wher forethereare come vpon ve greate 
plagesz dyuerfé curfés,lifeas the LORDEde 
ny{cd by Moſes bis feruaiic: which brou ght 
eure fore fathers out of cheldve of Egipte 
to gene vs a lõde, that flowerh with mylcte 
ant- bony, lite as it isto ſe this daye.LTener- 
theles, we haue not herkened vntothe voy- 
ce of the LORDE oute God, acordinge to all 
themordes of che prophetes , whom be ſent 
vnto vs and to onrerulers: but every man fo 
lowed bis ownemyndcand wicked ymaging 
cion:to offte unto firafige goddes, and to do 
enelinthcfightof rhe LORDE eure Gov. 

Chel. C ter, 

coy Orthe whidy canfé che LORDE oure 

2 Gov bath perfourmed his veuyce, 

wherof be certified vs, andoure bee 
des that ruled in Ferufalé: yee and oure kyn · 
ges, cure princes, with all Iſrael and Juda. 
And ſoch plages bath y lorde brought vps 
vs, as neuer camcto paſſe onder thẽ beaué; 
lite as it is folfiiled in Hieruſalem, acordinge 
as itis written in thelawe of Me ſesrthat a 
man ſhulde eate ¥ fichh of bis ewne fonne,z 
the fleſh of bis one doushter. Morouer. be 
bath vclynercd chem in tothe honves of all 
che kinges, ¥ areroundeabonte ve(eobe con- 
founded andtefolate)zfeatredsrhe abrode in 
alllondes znacids.C bus are we breught be 
neth z not abone, for we baue ſynned againfé 
the LORDE¢ Gov,z not Lene obedient nto 
bis voyce. Therfore ¥ LORDEG Gov is righ 
tuons, zwe with ¢ farbers(as reafon is)are 
brought to ope fhaime,asit isto ſe this da ye 
Andas for theſe plages ¥ are come vpon vs 
allready, ¥ LORDE bad deuycedthẽ for vs: 
xet wolde we not pzaye nto ¥ LORDEoure 
God, ¥ we might euer y mã turne frõ bis vn⸗ 
godly wayes.So y LORDE bath canfed ſoch 
Plagesto come vpon vs, for he is rightuous 
tn all bis workes which be hath comaunded 
vs:which we alfo haue noe done, ner barke- 
ned onto bis voyce, for to walt ein ¥ cẽmaun 
bemites of ¥ LORDE, ¥ he had geuẽ vnto vee 
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Khe prophee Baruch. 

And now OLORDEGOd of Iſrael thou 
that baft brought thy people out of the lon- 
de of Egipte with a mightie bende, with to 
Eens and wddzes, with thy greate power Gd 
outſtretched arme:and bafé gotten thy ſelff 
a name as itis cometo paffe this daye: O 
LORDE oure God, we haue fynned, we bane 
Done wicFedly, we hauebebaucd cure felues 
vngodly inall chy rightuouſneſſes. Turne 
thy wrath frd vs (we beſeke the) for we are 
but a fervlefe amonge the Heithen, where 
thou baft featred vs.deare o* pra yereco LOR 
DE)z oure peticiõs, binge vs dut ofcaptiuy 
te, for chine orvne faterget vs fauoure in the 
fight of ché, which bane led vs awaye: y all 
lodes ma ye Enowe,chat thou art the LORDE 
dure God, and that Iſrael and bis generact 
on calleth vponthy name. 

O LORDE, lobe dewne frõ thy Holy houſe 
vpon vs:enclynechinceare, heare vs. Foz 
the deed, ¥ be gone Downe to their graues, 
whoſe foules are out of their bodies, aferibe 
wuto tbe LORDE nether prayfe ner rigtuouſ⸗ 
matynge:bue the ſoule that is vered for the 
mulciende of bir fynnes, whic goeth on he 
uely end rweately, whofe eyes begynne to fay 
Te:yeeforl a ule aferybeth prayfe andrigh- 
tuouſneſſe unto the LORDE. G LORDE, we 
poure out oure pꝛa yers before the,and requy 
remercyinchy fight, LORDE oure Gov: 
notforeny godlyneffe off cure forefathers, 
but becauſe thou haſt ſent out thy wath z 
indignacion vpon vs: acordingẽ as thou dy 
deſt chreaten vs, by chy ſeruaũtes the pro⸗ 
phetes, ſayenge: 

Thus PaycebebeLORDE + Bowedowne 
youre ſhulders and neckes, and ſerue the kyn 

e of Babilon ſo ſhal ye rema yne ſtill in the 
onde, that J gaue vnto youre fathers. Xff 
ye will not do chis, ner heare the voyce of ¥ 
LORDE youre God,to feruethe EyngecfDa- 
bilon: J ſhall deftroye you inthe cities of Fu 
ba, within Ferufalem and wit hout. J rvill 
alfo tate from youthe voyce off myzth and 
the voyce of ioye,the voyce of the bzydearo 
meandthe voyce of the bryde, ãd there ſhal 
nomen dwell moze in the londe. But they 
wolde not herken vnto thy voyce, to do the 
Bynge of Babilon fernyce : and ther fore haſt 
thon perfourmed the wordes, that thou fpa- 
keſt by thy feruauntes the prophetes: name 
lythat che bones of ouretynges andthe bo 
nes of cure fatbers ſhulde be traflated out 
of their place. 
nd lo,nowaretheylayde out in the hea 
teof y Gonne,zinthe celde of ¥ night,ad 
decd in Greatemryfery;w* hunger, w ſwear⸗ 


Che tj. Chap. Ao. li. 


de, w peſtilence z are clene caft forth. As for 
the tẽ ple wherinthy name was called vpon 
thon haſt layve it waift.as itis to fe this da 
yerz for the wickednes of theboufe of Iſ 
rael ⁊ the houſe of Juda. © LORDES* Géd, 
thou baftintreated vs after all chy goodnes 
Zacordinge to all ¥ greate louinge mercy of 
thyne, lite as thou ſpakeſt by chy ſeruauntẽ 
Micks, inchevayewhenchen dideſt cẽ maũ 
de bini,co weyte thy lawe before che children 
of Dirael, fayenge:vf ye will not herkẽ vnto 


myvoyce thẽ ſhal this greate můltitude be Det ad 


turnedintoa very final people, for Fj wil few ** 
trethé abrode. Not wit hſtsdinge Jam fa ¢ 
re,thactbis folke will not heare ne: foritis 
an hardnecked people But in y lõde of the · 
ir captiuyte, they ſhall remembietbem fel⸗ 
wes,zlerneto Enowe, ¥ Jam the LORD the · 
ir Sodrwhen J gene thẽ an herte to vnder · 
Esde ⁊ cares to heare. Then ſhal they pray- 
femeinthe lode of their captinyte, zebynte 
vpon myname. Chen hall they turne them 
fro their harde backes,z fromebeir mn godly 
nes:C ben ſhal cheyremembre the thynges, 
¥ bappened vnto their forefathers, 33 
ſynned aga ynſt me. So will J bringe them 
aga yne into the londe which prommſeð wt 
anooth vnto their fachers: Abrahẽã Iſaac Z 
‘Jacob: z they ſhal be lordes of iccyee J wil 
incxeace the,and not minyſh thé. Andy wil 
make another couenaũt with rbam:fecb one 
as [hal endure foz ener: namely, 
their God,and they ſhalbe my people:andy 
svil nomoꝛe dryue my peopletbechildzcn off 
Sfrael,our of thelonde ¥ Fhaue gens the. 
Che UL. Chapecr. 

Llouow oe LORDE allmightie, thou A 

God of Iſtael: o* foule ¥ is in trouble, 

z0* fprete ¥ is vexed, crieth vnto the: 
Beare vs(o LORDE)z haue pite vpon vs, for 
thou area mercifull Good: be gracious vito 
vs, forwe bane ſynned before y Then endu 
reſt for ever, ſhulde we the vererly perifhe!@ 
LORDEalmightie,thou God of Iſtael Sea 
renow ¥ prayerofy deed fiche 
ir childzé, which banc fynned befo: 


he.b 
¥ J willbe Apocs’ 


ites ofthe Ephe.za 
e ¥> not Dani.s.c 


ber€ened onto the voyce of the LORDEthetr tere.2. 
God, for the which canfethefe plages — rege : 


now vpdvs. O LORDE,rcmébze noe y wic- 
bednes of o* forefathers, but thinte vpõ thy 
power Tname nowat this tymẽ:for thou art 
¥ LORDE o* Good,z ¥ (© LORDE) wil we pray 
fe. oztbou aft pucy fearci? bartes,to ¥ 
invée ¥ we ſhuide call vpon y' name, z prayle 


¥ in oure captinyte sand ¥ we might turne Nig. 


frem the wicke dneſſe of oure forefathers, y Piazza 


fynned before che, 


Ste 


The prophee Baruch. 


B = Bcholde,we are yet this daye in oure cap 
tinyte, whereas thou haſt ſcatred vs, to be 
an abbomingcton, curfe,and ſynne: ibe as it 


PlalE2 Hach happened onto oure fathers ald, be- 


caule of all their wicFedneffeand depart yn ⸗ 
ge from the. 

D Brael, heare the commaundementes 
of life: Pondre them well with chine eares, 
thacchoumayeftlernewyfoome. But how 
happeneth it Iſrael, that chou art in thyne 
enemies lsder chou art wax en olde in a ſtraũ 
ge countre, and defyled withthe deed. Why 
art thou become like them, that go dorene 
to their granesy Euẽ becanfe thou baft foz- 


tread een che well of wyfoome.§oz yf chon bad 


deft walked in the waye of God, truly thou 
ſhuldeſt haue remayned fiill fa fe ĩ chine e w 
ne londe. 


The tj. Chap. 
moch as they bad no wif dome, they perif- 
bed becauſe of their foolifhneffe. 

Whe bath gone vp in co beauen,to take ma 
wif dome there,z brought her downe frõ the 
clondes7Who bath gone ouer the ſee to fyn 
deber, Thathchoſen ber aboue golde and ſo 
brought her hither? DNo man knoweth the 
wayes of wiſdome, nether is there eny ¥ can 
ſeke out bir pathes But he that woveth all 
thynges knoweth ber,z he hath foundeber 
out with bis fore knorvlege. Chis ſame is be cena. 
whid) prepared the earth at che begynnyn-_ Joh 
ge, z Fylled iewith allmaner of foules z beef E&s>- 
tes. When be fendeth out the light,it goethr 
zwhéE be callecbitagayne,irobeycth ht w* 
feare. Che fiarres tepe their watch, z gene 
theirlight,yceand ¥ gladly. When he cal- 
lethebem, they faye:berewebe. And ſo 
ewe light vnto bim 


with chearfulnesthey 
¥ madethe.Chisis cure God ad there fhall 
noneother be cSpared vnto bim: It is he,y 

bath founde out all wifdome, andbath ge- P’al47.a 
nen ber vito Jacob bis ſeruaunt, zo Iſta⸗ Pee? 


O lerne then where diferecion is, where 
‘vertu is, where vnderſtodinge is: that thou 
b mayeftEnowe alfo frd whence cẽmeth lenge 
Pale) life,aneceflarylynynge, the light of the e- 
yes ⁊ quyetnes. Who euer foũ de out hir pla 


pro a53.a 


Deu.4.£ 
Iere.zz.d stone ende: bye and vnmeaſurabie. What is 
Pa1442 become of thoſe famoufe gtauntes, thaͤt we⸗ 


cevorwho came ener into bir treaſure s? 

WObere are y pzynces of che Heithen be 
come, and foch as ruled the beeſtes vpon 
the earths They that bad their paftyme 
with che foules — they that hoor⸗ 
Ded vp ſyluer and golde (wherin men truſt 
fo moch)and made no ende of their gatherin 
ge What is worth of them, that coyned fil 
ner, and were ſo carefull,and conde net brin 
Se their workes to paſſe? They be roted ont, 
and gone downe to bell, and oͤt her men are 
come vp in their ſteade: Ronge men bane (e- 
nelight,and dwelt vpon earth: but the wa- 
ye of refoumacion banethey notEnorwne,ner 
vnderſtonde the pathes cherof: nether ba- 
ue their children receaued it, yee right farre 
is it fröthẽ. It bath not bene herde of inthe 
(Sve of Canaan, nether hath it bene ſene at 
Theman, 

TheAgarenes ſought after wiſdeme, but 
that which is eart hly, like as the marchaun⸗ 
tes of the lsde do. They of Theman are con- 
nynge alfo,ztheylaboure for wif deme z vit 
derfrondinge:but y waye of true wiſ deme 
they Enowenot, netber do they thyntevpon 
thepathes therof. O Iſrael, bow greateis 
the boule Godzand howlarge is the pla 
ceof bis poffeffion? Greate is he, and bath 


refogreateof bodyes,andfowortbhy men of 
warre? Thoſe had not the LORDE choſen, ne 
ther bauethey foundethe waye of refozma- 
cion, ther fore were they defiroycdjand foz ſo 


elbisbcloned. Wfterwarde dyd be fherwe 1 
bimfelf vpon carch,and dwelt amongemen. 


The lil. Chapter. 


Hisis the boke off the commaunde- A 
méces of God,andthelawe y endu 
reth for euer. All chey y kepe it, yall 
cometolife:but ſoch as forfate ic, Pati come 
to death. Curnethe o Yacob,and tate holde 
of it: walke by this waye,thozow bis bight- 
neffeand ſhyne Geue not thynebenoureto 
another, end thy x orſhipe toa ſtraunge peo 


ny 


ple. G Bisel, how happie are we, feige that Plalssb 


Ged bath ſhewed vs fod) thynges as are 
pleafaiit vnto bimsBc of good cheare thou 
people of God, otheuarenciét Iſtael. Now 
are ye folde amonge the Heithen, howbeit 
not for youre utter deffrnccion: but becauſe 
ye prouoled God the LORDEtowrath and 
diſpleaſure, cher fore were ye delyuered vnto 
vnto youre encmies: $o2 yedifpleafed the e- 
uerlaftinge God that made you, offerynge 
wntodenels and not Gov. Re haue forgottẽ 
him that bong bt you vp, ãd youre nutſe ha 
ue ye greued. o Jerůſalenn 
When ſhe ſawe thatthe wrath off God * 

was commynge vpon your fie fayde: Serkẽ 
o ye that dwell aboute Sioin for God hath 
brought me in to greate heuyneſſe: ãd why? 
I ſeche capt yuyte of mypeople,of my fon- 
nes and doughters, which the euerl aſtynge 
God will brynge vpont hem Wit h ioye dyd 
¶Inoriſh them, but now muſt J leave them 
sith wepynge and ſorow. 
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Lecno man reioyce ouerme wyddowe ãd 
forſaken:which for che fynnes off my chil- 
dren, am deflate of eueryman. For why, 
they departed from the lawe of God: they 
wolde not Enowe bis rightuouſnes, ner wal 
ke in the waye off bis comaundementes:and 
as forthe patches off chetrenth and godly- 
neffe,cbey Bap no luſt to go in them. 

® yedwellers aboute Sion:come,and let 
v6 callco remembzaunce tbe captinyte, that 
the enerlaftinge Godbath brought vpon 
my fonnes and my doughters. He bath 
brought « people vponchem from farre, an 
vncurteous people,and of a firaunge lagua 
ge: which nether regarde the ol de ner pyce 
tbe yonge, 

Thefe bane caried awaye the deare belo- 
ned of my wyddowes leanynge me alone, 
both defolate and childleffe.Sucalas, what 
can Ihelpe yous Now he ¥ bath broughe 
thefe plages vpon you, delyuer you alſo frö 
thebonves of youre enemies. 

Go youre waye (DO my childzen) go youre 
wa yerfor Jam defolaccand forfaten. J ba- 
ne put of the clothinge of peace, and put v⸗ 
pon me the facFcloth off pzayer,and fozmy 
tyme J willcallvponthemoftbyeft. Be off 
good cheare,omry children: crie onto the LOR 
DE, and be ſhal delyuer you from the power 
ofthe pzynces, youreenemies. 

For verely, J bauceuer a good bope off. 
youre proſperoũs health: yee a very gladneſ 
fe is come vpon me from che holy one becau. 
fe of che mercy that ye ſhali bane off oure 
everlaftinge Gauionre. 

With mournynge and wepinge dyd J let 
you. go frome, butwith io ye and perpetual 
gladneffe, ſhallthe LORDE bzynge youagay 
ae vnto me. Life as the neghbours of Sion 
fare youre captynice from God, Ene ſo ſhal 
they alfo fe ſhortly youre health in Good, 
sobich ſhal comeon you with greate honon- 
re and enerlafEinge worſhipe. 

O mychildꝛen ſuffre paciẽtly the wꝛath 
that ſhal come vpon you, Foꝛ the enemie 
Hath perſecuted the, but ſhortly chou fale 
fe bis deſtruccion and ſhale treade vpon bis 
necke My derlinges haue gone rough bar- 
de wayes, for they arc led awaye as a flocke 
chat is ſcatred abrode withthe enemies. 
Sut be of good cõfoꝛte(o my children) ⁊ crie 
vnto the LORDE: Foꝛ he that led you awa ye 
hath you yet in remembraũce: and like as ye 
bane bene mynded to ſwarue from yo? God, 
fo ſhal ye now endenonre youre ſelues x. ty⸗ 
mes moze,toturne agayne,and co feEebim. 


For he that bach brought chee plages vps 
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yoit, foal brynge you euerlaſtinge ioye agay 
ne with yourebealeh.Catea good berte vñ 
tocbe,o Jeruſalẽ: for be which gauey that 
name,erozteth the (oro do. 

The wicked doers that now put the to 
trouble, fhall — ſoch as haue reioy- 
ſed atthy fall, ſhalbe punyſhed. The cities 
whom chy dildzen ferne,and that haue ca- 
ried awa ye thy ſonnes, ſhal be correcte. Gor 
like as they be now glad of ¥ decaye, ſo ſhal 
they mourne in their orone deſtruccion. Che 
ioye off their multitude ſhalbe taken awa ye 
ãd their cheare ſhalbe turned to ſorowe. For 
a fyre fal fall vpon chem from the everlaf= 
tinge God,longetoendure:and it ſhalbe in- 
Habited of denels for a greatefeafon. 


The V.Chapter. 


Jeruſalem,loke aboute the towarde 

the eaſt, and bebolve the toye, that 

commeth onto che fromGov. Foz 
lo,cby fonnes,avbomtbou haſt forſakẽ, and 
that were ſcatreð abzode)comie gathered tor 
gether from theeafé and weſt, reioyfinge in 
the worde of che boly one, vnto the bonoure 
Off Goo. 

Pucof chymournynge clothes(o Jeruſa 
Tem and chy fozors, and decFe the with the 
worſhipe and bonoure; that commeth vnto 
the from God, with euerlaſtinge glozy. God. 
[hal pur che cloate off rightuon{neffe vpon 
the, and ſet a crowne off ———— 
pe vpon thine heave: for vpon the will God 
declare bis brig htnes, that is vnder the bea- 
nen: Neeaneuerlaftinge name ſhalbe geuen 
theofGod, with peace of rig htueuſneſſe, z 
¥ bonoure of Gods feare. 

Arife o Jeruſalem ſtode vp enbyerlote a⸗ 
boute the torvarde the caft, anv beholde 
thy childꝛen gachered fromthe eaſt vn to the 
weftnvbich keioyce in che holy worde hauyn 
ge Sodin remembraunce. They departed 
from che on fote and were led arvaye of the- 
Irenemies:but now ſhal che LORDE binge 
t hem caried with honoure,as childzen off ¥ 
Eyngdome. Foꝛ Govis purpofedcobzynge 
Downe all fFoute moũta ynes yes andall bye 
rockes, to fyll the valleys, z foromate them 
eauen withrbegrounde: ¥ Iſrael maye be 
diligẽt to lyne vnto ¥ bonoure of God The 
woddes zall pleaſaůt trees fal ouerfhade 
we Ffracl,at the cSmaundement ofGoo. 
S§o2byther ſhal God biynge Ffrael with toy 
full myrth, and in the light of bis mageftys 
with che mercy and rightuouſneſſe, that eo 
meth of himſeiff · 
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copie off the epiſtle. that Jeremy the propher 
Did fende vnto the Jewes — i. — 
prcfoncrs by chetyege of Babtlo. Wherin he ces 
rifieth themofthe thinge.that was co- 
mannded bimofGor. 


The VI. Chapter. 


Ecauſe of che ſynnes that ye haue 
DoneagaynftGor, ye ſhal be ied awa 
ye captyue vnto Babilon, euen off 
Nabauchodonoſor the kynge of Sabilon. 
Sowben ye be comein co Sabilon, yc fall 
remaynetberemany yeares, and fora lenge 
feafon:namely,vq.gencracions:z after tbat 
wil J binge you arvaye peaceably fromebe 
ce. ow [hal ye fe in Babild, godvdes of gol- 
‘de, of fylucr,of wodd and of ſtone: borne v- 
on mens ders, to caftout a fearfulnes 
fore the Heithen. But loke that ye do not 
asthe other : be noc ye afrayed, and let not 
feave of themouercome you. 

Therfore, when ye ſe the multitude ofpeo 
ple wo2fhippinge bebinve z before, ſa 
ye yein youre bertes: O LOR DE, it is thou, 
that oughteſt onlyto be worſhipped ? My⸗ 
ne angel alſo ſhal be with you and Imyſeif 
wil care for yourcfoules. As forthe tymbre 
of thofe godtes, ¥ carpẽter bath poliffhed 
ehemzyee gylted be they, z layed quer with 
fyluer, yet are they but vayne chinges, z can 
notfpeate. Liteas & wendy ¥ louech pera- 
mours tstrymly deckte, euen foare thefema- 
dezbhanged wf golde. Crownes of golde ve 
rely bauetbeir goddes vpon their heades: 
Pche pꝛeſtes chem felues catethe golve and 
fyluer from tham,z put it to their owne vſes: 
yeethey geue of the ſame vnto barlorces,ad 
trymme ther whores withall:Agayne,they 
takeit fromtbe whores, and decke their god 
des therwith met can not theſe goddes dely- 
uer them ſelues from ruſt and mot hes. Whẽ 
they haue couered them with clothynge off 
purpie, they wype their faces for the duſt of 
che tempie, wherof their is moch amõge thé. 
Bne hach a ſceptre in his honve, as though 
he wete indge of che countre: yet canbe not 
flayefochasoffendebim. Anoether hath a 
fivearde oz anarein bis honde, for all that, 
ts be nether gble ro defende bim felfe from 
batayll,ner fromurtherers. 

Bythis ye maye vnderſtonde, that they 
beno goͤddes: therfore fe ¥ ye nether wor⸗ 
Phipe them,ner feare them. Sozhiteas a vef- 
fel ¥ aman vfeth,is nothinge woth when it 
is broken, euen fois it with their geddes. 
When they be fee vp inebecemple, their eyes 
be fullof duſt, thorow the fere of thoſe that 
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comein. And like as ¥ dores are ſhut in roũ · 
de aboute vpõ him, y hath offended the kin 
Be: DOzasitwere a deed body kepte beſy · 
dethe graue: Euen ſo the preſtes kepte the 
dores with barres andlocFes, left their god- 
des be fpoyled withrobbers. Chey fer vp cã · 
dels before thẽ(yee verely and ¥ many) wher 
of they can not ſe one, but euen as block es. ſo 
ſtonde they in the temple. It is fayde, ¥ the 
ferpences and wormes, rvhich come off che 
earth, gnawe out theit bertes, eatinge them 
Teheir clothes alfo,and yer they fele it not. 
Their faces are blacke, horowᷣthe finote y 
is in the temple. Che oules,{roalowes z byr · 
Des flevponthem, yee and the cattes runne 
ouer their beades. 

Dy this yemayebe ſure that they are not 
govves,cherforefearethemnor. The golde 
that they bane,is to mate chembencifull:foz 
all thac,ercepte fome body dight off their 
ruft,chey wil geue no fhyne: and when they 
were caftinco a fourme,chey felt it not. They 
are bought for mone y. and haue no breth off 
life within them. They muſt be borne vpoñ 
mens ſhulders, as thofetbat haue no fere: 
whesbythey declare onto men, that they be 
nothynge worth.C onfounded be they thes, 
thatworfbipe them. For yfthey fale the 
—— can notryfe vp agayne ofthẽ 

elues: Meetbough one helpe them vp and 
ſet themright, yer are they not aͤble to fton- 
dealone:buemuft bane proppes fet vnder 
them lite deed men. As forthetbingethatis 
Offred vntothem, their preftes ſtil ie ad abu· 
ſe it: yectbe preſtes wyues take therof, but 
vnto the ſicke and poozechey gene nothinge 
of ic che women with childe ztheméftinous 
laye bondes of cheirofferynges, Bythis ye 
ma yebce ſure thatt hey are not goddes ther- 
fore be not ye afrayde of them. Grom when⸗ 
ce cẽmeth itthe,chatthey be called goddes? 
The women ſyt beforethe goddes of ſyluer. 
golde and wedde, andthe p̃reſtes ſyt in t heir 
kemples hauynge open clothes, whofe hea⸗ 
des and beerdes are ſhauen and haue notbt 
ge vpon their beadesiroaringe and cryenge 
vpentheir gobdes, as mendo atthe feaſt. 
hen one is deed. 

The pꝛeſtes alforateawaye the garmentes 
of the ymages,and decke their wynes tchil 
dzeswithall, Whether it be good o2 enell F 
enyman do vnto them, they are noe able to 
recompenceit:they can nether fet vp a tyn- 
ge,nerputbimdorwne. In like maner the 
mayencther gene riches, ner rewarde euell 
Chougha man matea vowe vnto themad 
kepe it not, they wil not requyre it. They can 
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not reſtore a blynde mã to bis fighe, ner Hel 
peeny mã at bis nede Chey ca ſhe we no mer 
cytothe wyddowe,ner Do good to y father· 
les. Their goddes of wodd ſtone, goldez ſyl 
uer, are but euen as oͤther ſtones, y be hewẽ of 
mountayne. They ¥ worſhipe che, fal be 
founded. How ſhůlde they chen be caten 
foz goddes~yee how darremen call thé god 
des And thoͤugh the caldees worſhiped thẽ 
not, hearinge ¥ chey were but domme z cou 
de not ſpeake: Zet theychem felucs offre vn⸗ 
to 2Bel,and wolde fayne haue him to ſpeabe: 
as who ſaye, they coude fele, y maye not mo 
ue. But when theſe mẽ come to vnderſtõ din · 
ge,they ſhall forſale chem, for their goddes 
haue no felinge. A greate ſorte off women 
gyrded with coardes ſyt in the ſtretes, z bur 
ne olyue beries. Mow yf one off them be con 
veyedawaye, ⁊ lye w eny ſoch as come by: 
fhe caſteth bir neghbureffe in che tech, be- 
cau ſhe was not ſo worthely reputed, ner 
bir codide broken. What ſo eüer is done foz 
them,icis but in vayne ãd loft: Bowmaye it 
the be thought or ſa yde, y they are goddes? 
Carpentersz golofinythes make thẽ nether 
becheyeny other thinge, but euen what the 
reoike men wil mabe —— mee the gold- 
finithes them felucs chacmatethé,arcofno 
Longe cStynuaunce: mow ſhulde then ehetht 
Bes that are made of them,be goddess Vay 
ne ther foꝛe arethetbinges(yee very ſhame is 
it)t hat they leaue bebindethe for cheir poſte 
rite. For as ſoone as there cẽmeth eny warre 
or plage vponthé,thenehe pꝛeſtes ymagyn. 
where they maye hyde thé ſelues with the. 
How can nien thynke then, that they be god 
bes, which nether maye defende chem ſelues 
fromwmarre,ner delyuerthe fro myſſortune 
‘02 feyngethey be but of wodd, of fione. of 
yluer and of golde:all peopleztynges ſhal 
Enowe berafter,thacebcy be but vayne thin 
Ee syeeit ſhalbe openly declared, chat they 
eno goddes: buecuenthe very workes off 
més hoves, z chat God hath nothinge to do 
with che. Chey can fet no kynge in the londe 
ner gene rayne onto men. They can geuend 
fencenceof a matter, nether defendethelon- 
De frs wronge: For they are not able to do ſo 
mod) as a crowe,that flyeth betwirteheuen 
and earth 
ppeneth a fyre into the hou 
ſe ofthoſe go of wodde of ſyluer and of 
golbde,the preſtes wil eſcape ⁊ ſa he thẽ felues, 
but the goddes burne as the balkes therin 
They can not withſtode eny kynge o2 batell: 
how maye it then be thought 02 graunted. 
thatebey be goddes? Moꝛouer, cheſe god- 
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des of wodde of ſtone of goldez fyluerima- 
ye nether defende thẽ felues from theues ner 
robbers:yce y very wicked are ſtronger thẽ 
they. Theſe ſtrype them our off theit ap- 
parell,that they be clothed withali theſe ca 
Eecbeir goldezfylner firs che, and fo gecebé 
aroayeryet catbey not belpe che felnes. Ther 
fore it is moch becter for 4 man, to bea kinge 
zforofhewme bis power: or els a profitable 
veffelina houſe, wherin be ¥ oweth it might 
bauc pleaſure: yee or to be @ dore in a bonfe, 
to kepe foch thinges fafe as be therin; thẽ to 
befoch avaynegod.C he Gone,the Mone 
zallcbe ſtarres whenthey geue their fhyne 
zlight,are obedient, z do men good: When 
thelightenynge glifireth,allis cleare: The 
wynde bloweth in every countre,zawhE God 
Smaundeth the clondes to gorounde abow 
te the whole worlde, they do as they arebya- 
den: when the fyre is ſent downe frõ aboue z 
Smaundedʒ it burneth vp hilles 4d woddes: 
But as for thoſe goddes, theyare not like 
oneoff thefecbynges, mether tr beuty ner & 
ſtrẽgth. Wher fore mẽ ſhulde not thynte,ner 
faye that they be goddes, feynge they cã ne 
ther geue ſentencẽ iniudgment, ner do men 
Good. For ſo moch nowas yearefiure,chat 
they be no goddes, then fearethem noc: Foz 
they cannether ſpeate euell ner good of kyn 
ges. They eã ſhe we no tolens in heauẽ for F 
Seithen nethet ſhyne as the Sone, ner geue 
light asthe Moͤne: yee ¥ wnreafonablebeaf 
tes arebetter then theyrfor they can get thé 
vnder the ro fe, and do them felucs good: So 
can ye be certified by no maner off meanes, 
that they be goddes:ther fore feare thé not. 
Sorliteasa frayboggarde in a garden off 
Cucumbers Eepeth nothinge, euen ſo are the 
ir goddes of wod of fyluecrz golde:and lite 
a8 a whyte thorne in an orcharde that euer y 
byrde ſytteth vpon: yee like as a deed body 
thatis caftinthedarcPe, Euen ſo is it with 
thoſe goddes of wodde,fyluer and golde. 
By the purple and ſcariet which they bane 
vponthe,ad foone faydetharwaye, ye maye 
vnderftonde, chat they beno godbdes: yee 
theythem felues [hal be cSfumedat thelaft, 

sobich ſhal bea greate cõfucion of che 
londe. Bleffed is the godly man, 
¥ bath no ymages z wozfhip 
peth none, fozbe ſhalbe 
farre from re> 
piofe. 
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She Prophet 


Ezechiel 


What Eszechiel conte yneth. 
Chap. L. The vifion ofthe iiij. beeftes and 
wheles- 
Chap. I. The fendinge out of f thepropher. 
Chap. Ml, Theofficeof « prophet. 
hap. prophecy of the fegeof Serufe 
Chap. V. With what plages Godpunifhed 
— often hat plag punifh 
Chap. uniſhment fo Joolatry 
Chap. vit. Selonge capetayee of ee people 


AND chufes therof- 
Chap. VIL. Szechiel feyth greate abhomina- 
ctonthorow thebole inthe wall. 
Chap. 1X. Theflan: brex of thepeople. Soch 
85 bane the figne of ae Thau,ave faued. 
oft! 


Chap. xX. The vifioof the iiiy-beeftes agay- 
ne. 
Chap. xt. Thi thi a 
Chop. x prophecy of thecoputayteof 3a 
bap.” XII. Afermon agaynft falfe propheres 
Shap. XU for wy — 
"BiefamperSot fre Godletteth fod people 
Coop. a XV. AgaynftFJerufalem that vnfrut · 
ne. 
Chap. VI. % maruelous goodly deferipcion 


J falem,| ic 
—— 


Chap. Xvi. uery —— — bis owne 
ſynne, and vos anothers. 
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Chap. XIX,  Thecaptivyte off the Fynges 

of yude. Thect crueltie of Finges and princes. 

ap. XX. Thegreare yntbanfulneffe off 
‘the people Agayne,the merciful longe fisffe- 
raunce of Gov. 

Chap· XXL. Thefivearde,prophecyed to co- 
ime vpon Iſraci aud the Ammonites, by the 
Eynge of Babilon. 

Chap. — Xx. The ſynnes, wherforeFerufalé 
was punifhed:borh the prophetes,preftes, rs 
lersand comon people. 

Chep. Xx. The Idolatry oz whordome of 
‘Samaria and Fecufalen. 

Chap. XxX. The deftruccion off Jeruſalem 
and y capeiiyte of the people fignified by the 


por. 

Chap. XXV.  Agaynfe Ammon, Moab. Setr. 
‘and the Paletynes. 

Chap, XXVI. Be mowmneth vpon thecite off 

peecorbecwyfe callcobos) oz the beftrnect 
onthatwas tocome vpon ber. 

Chap. XXVil. XXvil, — cheprince of Cy 
‘re,andagaynft Sid. 

Chap. XXIX. XXX. SOR XXXII. plages vpow 
gipte and the Fynges therof- 

Chap. XXXII. The office off preacher. The 
worde of God muft be folowed in very Dede, 
and nor only inmouth. 

Chap. Xxx.” Agaynft evell fhepherdes, 
Chrift theonly s true fhepherde is promifers 

bap. XXXV. Agaynftthe mounrSeir,thak 
——— the Edomites. 
Ap. — A promyfe of the delyueraunce 


Chap. —— A conſolaeion for the Iſraelt· 
tes, and a Figure of the generall refurrecct5, 
— 7 the — bones. 

Chap. Xxx’ vith XXxix. Of Gog and Magog. 
with ther Deftruccion. 

ap. XL. From this chapter vnto the en- 
De,the — feithin a vifion the buyldin · 
jeagayne of Serufalé,ao the temple: Wher- 
—— Deferybed the myftery off the urd) off 
rift.and faluacton of the faithfuli io him: 
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T Hasler, in the xxx. yeare the fifth 

daye off the fourth Ntonech, that 

Yi, was amonge the piefoners by chery 
nerolf' ‘Cobar:where the heanens opened, Z 
Iſawe a vifion of Bod. Clow the fifthoe 
Je off the Moneth made out che fyfcb yeare 
Off Eynge Joachims captinyte. Ae che fa- 
metyme came y woꝛde off the LORDE vnto 
SEszechiel che fonne off Dust prefé,in thelon- 
de off the Caldees by the water of Cobar, 
where the bonde off; che LORDE came vpõ 


Ezeso.c Dim. And loked: z beholde,a ſtormy wyn- 


De came ont off the north with « greare 
clonde full of Fyze, which w* bis gliftreligh- 
tened allrounde aboute, 

And in y myddefE off the fyre it was all 
cleare,andas it were the lick neſſe of foure 
beaftes,whtch were faſhioned lite a man:[e 
uynge, that enery one bad foure faces and 
foure wynges. 

B  Theirlegges were ftraight,bue their fe- 
te were like bullocFes fete and they gliftred, 
as it bad bene fayre ſcoured metall. Vnder 
their wynges vpon all che foure comers, 
they bad mens hondes. Their faces and the 
ir wynges weretowarbde the foure comers: 

yet weretbe wynges ſo, that one euer tou· 
chedanother. YObenthey wente, they tur- 


Ezeso.b ned them not aboute : but edy one wente 


ſtraight forwarde. 
Vpon therightfive off theſe foure, their 
faces werelitethe faceoff a man and the fr 
Off a Lyon:Bue vponchelefefive, they bad 
the face off anore andthe face off an Ae- 
Ti 


ic. 
Their faces alfo and their wynges we- 


re ſpred ont abone: fo that two wynges off 


one touched ever troo wynges off another, 
anbdwith the orber two they couered their 
bodice. Enery one whenic wente,it wente 
firaight forwarde. y 

€ Wbereas the fprete led them, thither 


weero.c theywente, and curncd not aboute in theit 


goynge. 


Khe firſt. Chap. Ao, tv, 


The fafhion and countenaũce of the be 
effes was lite bore coales off fyze, even as 
though burnynge creſſhettes bad bene a- 
mongethe beeftes:and the fyre gaue a gliſ⸗ 
tre,and out off the fyze there wente lighte- 
ninge. Whẽ ¥ beeftes wẽte forwarde Thack 
warde one wolde haue thought it had ligh 
tened. Now whẽ J bad well conſidered the 
beeſtes, J ſawe a worke off wheles vpon the 
earth with foure faces alſo life the beef- 
tes. 

The faſhion z worte of the wheles was 
lite chefee. The fourewheles weretoyned 
and made (to loEe vpon)asithad bene one 
ywhelein another. When one wente forrwar- 
de,chey wente all foure, and turned thé noc 
aboute ĩ their goinge. Chey were large, grea 
teand bozrible tolote vpon. 

Their bodies were full off eyes rounde 
abourerbemall foure. Whẽ the beeſtes we 
te,thewheles wentealfowithrbem: And 
when the beefteslifethem felues vp from Y 
earth,thewheles were life vp alfo. Why⸗ 
ther ſo ener che ſprete wente, thither wente 
theyalfo, z ¥ wheles werelift vp z folowed 
thé.foz y fpzete of lifewas inthe wheles. 
When ¥ beeftes wẽte forth, ſtode feill, oz tife 
them ſeiues vp fromthe earth;then the whe 
les aljd rente, ſtode fell, z were lift vp, forF 
breth off life was in the wheles. 

Aboneoucr ¥ heaves of the beeſtes the- 
re was a firmament, which was faſhioned 
as it bad bene offebemoft pure Chuftall, z 
that was [pred out aboue vpon their bea- 
des: under che fame firmament were their 
wynges laycd abrovde, one towarde anotber, 
and cwo wynges couered the body of every 
beeſt. And when thy wente forth.Iherde 
the noyſe off their wynges, like the noyſe of 
greate waters as it had bene the voyce off 
the greateGod,and a ruſſhinge together 
as it were Off att hooſt off men. And when 
they ſtode ſtillt hey letdownetheir winges. 
Llowwhenthey ſtode ſtill, and bad letten 
downe their wynges,it thondzed in the fir 
mament,that was aboue their heaves. 

Aboue the firmament that was ouer the · 
irheaves,there was the faſhion off afeate, 
as it had benemarve off Sapbir. Apon the 
feate there fat one like a mã. I bebeloe bint, 
and be waslite a clearelight,as it had be- 
ne all of fyre with in from bis loynes vp» 
Pepind beneth reben Iloted wpan bin 

nd beneth robert TF loFed vpon ‘Otte 
der ¥ loynes,metboughtbe waslites ſhy 
ninge fyre that geneth light on enery ſyde 
meethe ſhyne andglifire y lighrone roun 
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+ as. 
The prophee Eʒechiel. 
de aboute, was life ¢ raynbowc, whid in 
@raynie Daye apeareth inche cloudes. Eve 
fo was che fimilitnde, wherin the glozy off 
the LORDE peared. Whẽ F fare it, J fell 
vpon my face,and herkened vnto the voy- 
ce off bins,chac pate. 
The ll. Chapter. 
Benſayde he vnto me: Stonde vp 
* vpon thy fete O thou ſonne of ma) 
and Frill talke with the. And as 
he was cemmonynge with me,the ſprete ca⸗ 
me in tome, and ſet me vp vpon my fete: ſo 
that J marcked che thinge, that be fayve 
vnto mae. Andbefayde:Beboloe, thou for 
ne off man: J will ſende the to the childzent 
Off Sfracl,co thoſe runnagates and obſtina 
te people: for they bane caté parte agaynſt 
Mic, and arerunne a waye fro me: both they, 
and their fore fat hers, vnto this daye. 

Ree J will ſende ¥ vnto a people y haue 
rough vyfages and ſtiff ſtanackes: vnto 
whom thou ſhalt ſaye on this maner: This 
the LORDE God bimfelff bath fpoten, ¥ 
whether they be obedient 92 no( for it is a 
frauwarde houſholde they maye knowe yer 
sper there bath bene a prophet amonge 
them. 

Therfore( chou ſonne off man) feare the 
not, nether beafrayed off their wordes : for 
they fhallrebell agaynféche, and defpife F. 
Mee chon ſhalt drvell amonge ſcorpions: but 
feare not their wordes, be not abaſhed at 
their lobes, for it is a frauwerde houſhol⸗ 
de. 

Se that chou fpeate my wordes vnto 
them, whether they be obedict oz not, fortbey 
are obſtinate. Ther foze (thou forme of man) 
obcye thon allebinges,chat J faye vnto ¥, 
and be not thou ſtiffnecked. lite as they are 
a ſtiffneckeð bonfholve. Open thy month, 
andeatctbat J geuc the. 

Soas J was lotynge vp, bebolde,there 
was fent onto me anbande, wherin was a 
clofed bote:and the bande opened it befo- 
ze me,and it was written withinand with- 
one, full off carefull mourninges: alas, and 
wo. 


The lll. Chapter. 


Cao Hen faydebe vntomert hou forme of 
mG, catethat, what ſo euer it be: ree 
eate that cfofed boke, and gothy wa 

Eand ſpeake vntothe children off Iſrael 

So F opencdmy mouth, and be gaue me 

the bote foz to cate, and ſayde onto mez 


The tj. Chap. 
Thon ſonne of man thy bely fal eate, and 
thy bowels ſhalbe fylied with ¥ boke,that 
Dgeucthe.Chendyd FJ cate che boke, and ic 
was inmy mouth ſweter then hony. 

And he ſa yde vnto me:thou ſonne of mã. 
get the ſoone vnto che houſe off Iſrael ãd 
ſhewe thé y wordes, that J cõmaũnde che: 
for J ſende the nor to a people that hath « 
ſtraũge, vnknowne or harde ſpeache, but vn⸗ 
to the houſe off Iſrael: Not to many naci- 
ons, whid) bane diuerſe fpeadyes and harde 
languages, whofe wordes thou under fisdefé 
nov: Neuertheles, yf J fent the to thoſe peo 
ple, chey wolde folowe the: But the houfe 
Off Iſtael wil noe folowey, for they wil noc 
folowemme:mee all cheboufe off Iſtrael baue 
ſtiff foreheades and barde hertes. Beholde 
therfore, J will matetby face preua yle aga- 
yuftchew faces,and harden thy foreheade a- 
ga ynſt their foreheades: ſo that thy forehea 
de ſhall be harder then an Adamãt oz flynt 
ſtone: that thou mayeſt feare them y leffc, 
and be leſſe afrayed off them, for they are a 
frauwerde houſholde. 

Se ſayde moͤrouer vnto me: thou ſonne 
Off man, tate diligent hede with thine ea⸗ 
res, to y wordes —S ſpeake vnto the, fat 
ten them in thine bertc: and gotothe pre- 
foncrs off thy people, fpcate onto cham, gd 
faye on this maner: 

Thus che LCRDE God bath fpoke:Whe- 
ther ye beare,ozbearenot. With that, the 
fprcte cote me' vp. And J herde che noyſe of 
& greaternf [hinge and remouynge off the 
Hare plaice glozy off the LORDE ont off 

ce. 


ie pl 

J. herve alo the noyfe off the wynges 
Off thebeeftcs,that eel agaynſt a · 
nother, yee and the ratiynge off the wheles, 
that were bythem, whichruſhinge z noy⸗ 
fe was very greate, 

Clow when the ſpꝛete tofe me vp, and 
caried me awaye. J wente with an ben 
and a ſoroufull mynde, but the honde off 
LORDE comforted meright foone. 

And ſo in the begynnynge off the Mo⸗ 
neth Abib, Fcameto the prefoners, that 
dwelt bythe water off Cobar, and remay- 
nedin that place, wherethey were: and fo 
continued J amongetbemfeuen dayes,be- 
inge very ſory. 

And when the feuen dayes were expyred 
the LORDE fayde wnt me: Thou forme off 
man, J bane made the a watch man vnto 
the boufe of Iſtael: therfore take good be- 
de tothe wordes, and geue them warnyn- 
Seat my commaundvement. 
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Khe prophee Eyʒechiel. 


DVD faye vntothe, concernynge the vn⸗ 
godly mã that wit hout doute he mufé dye, 
and chou geueſt him not warnynge,ner ſpea 
keſt vnto him, chat be maye turne from bis 
euell waye and ſo to lyue: Chen fall che 
fame vngodly man dye in bis owne vnrigh- 
tuofies: but bis bloude will J requyze off 
chynebonde. Crevercheles, iff chou gene 
watnynge vnto the wicked, and be yer forſa 
Ec not bis ongodlyneffe:chen Pall he dye in 
bis ovone wickedneſſe but thou haſt diſchat · 
gedthy ſoule. 

Low yf a rightuous ma go fro bis righ- 
tuonfneffe,and do the thinge chat is enell: 
J will la ye a fiomblinge blocFe befoze bint, 
and be fall dye, becanfé thou bafé not ge- 
uenbimwarninge: Ree dye fall be in bis 
Orone ſynne, ſothat che vertue, which be did 
befoze, Mall not be thought vpon: but bis 
blonde will J requyze of chine Bene. 

Neuert hẽles, yf thou erhoꝛteſt the righ- 
ruous, that he ſynne not, and ſo ¥ rightudus 
do not ſynne: Then ſhail helyne, becauſe be 
Bathreceauedeby warnynge, andebou haſt 
diſcharged thy foule.Andebere camethe hd 
de off the LORDE vponme,and befayde vit 
to me: Stonde vp,and goin coche felve, y 
I mayecheretalte with the. 

So when J hadryfen vp, and gone forth 
incocbefelde: Bcholve, the glory off the 
LORDE ſtode there, hite as J faweitafoze, 
bythe water off Cobar. 

Then fell J downe vponmy face, and y 
fpzece came tit to me, which fet me vp vpon 
my fete, and fayde chus vnto me: Go thy 
waye and [parrethy felff inthyne boule. 
Bepelve ce: thou ſonne off man)ebere ſhall 
chaynes be brought for che,to bynde the wẽ 
— chatt hou fate not eſcape out off the. 
2nd J willmate chy tunge clene fotbe ro- 
fe off thy mouth,char chou ſhalt bedomme, 
and not be as a chider with them: foz it is 
an obffinate houſholde. 

But when J fpeate vnto che, cher open 
thy mouth,andfaye: Thus faiech the LOR 
DEGov:who fe beareth, lee him heare: who 
fo will nor, lee bins leaue : for itise frauvoar- 


de houſhoide. 
The U1. Chapter. 
‘. ne, and laye it befozethe, and deſcry⸗ 
be vpon it the cite off Jeruſaiem: 
How itis befeged, how bilwortes and fird- 
ge diches are grauen on enery fyde off it: 
deſcr ybe alfd tentes, andan Hooft off men 


Honfanne off man:tateatyle ſto⸗ 


Khe tj. Chap, Ao. tvt. 
rounde aboute ic, 

Moꝛouer, cake an yron panne, and fet ie 
betwirtethez ¥ cite in ſteade off an yon 
rwall, Chen ſet thy face toͤwarde it,befege ir, 
and laye ordinaunce aga ynſt it to wynne it. 
This ſhal be a token vntoͤthe houſe off I 
rael Duc chon ſhalt flepe vpon thy ieft fy 
de and laye che ſynne of the houſe off Iſta · 
el vpon the. 

Certayne dayes apoyntedhou ſhalt fle- 
pe vpon that ſyde and bears their fynnes. 
Neuertheles J will apoynte the at yme (co 
put off their ſynnes)and che nombre off the 
daies:C bre bundzechz re.dayes muft chow 
beare the wickedneſſe off the boule of Sita 
cl. When chow haſt fulfilled chefe oéyes, 
lyedowneagayne,and flepe vpon chy right 
fyde rl. dayes, and beare che ſynnes off che 
Doufe of Jude. 

A daye fora yeare, a daye (J faye) for a 
yeare, will F ener laye vpon ebe. Cherfore B 
ſet now chy faceagaynft chat befeged Jeru 
falem, and difeouer: thinearme,thacehou me 
xſt prophecieagaynft is, 

Beholde Jwill laye cha ynes vpon the, 
thacchon [pale not turne the from one hbe 
8 — tillthou haſt ended the dayes of 
thy fege, 

Wherfore, tate vnto the wheate, barly 
beanes, growell fede,milium and ficches:and 
putebefe together ing veffell, and mate the 
loaues of biedeherof, acordinge to thenona 
bie of the dayes that thou muſt iye vpon y 
fyde:charchou mayeft banc bred to eate for 
thre hundreth and X. dayes, 

And the meate that thou eateft, (hall a 
ue a certa yne waight apoynted Mamely. 
twentie ſycles euery daye. This a} ynted 
meate ſhalt thou cate daylie from the bests 
nynge tot he ende. 

Thon ſhalt dryncke alſo a certaynemea- 
ſure off water: Namelythe ſirte parte ofan 
Xin ſhalt thou drynke daylie from the be- 
gynnynge to the ende. Barly cates ſhalt 
thou cate, yet ſhalt thou firſt firate the o- 
uer with mas donge, ¥ theymaye feit. And C 


withthat,fayde the LORDE: Euen thus eae 


fhal che children of Iſael cate their defyled 
bred in the myddeſt off the Sentiles, amon 
ge whom J will ſcatre then. 

Then ſayde J: Ob LORDEGd, Behol- 
de, my foule was yet neuer fiayned: for fro 
my youth vp vntothis bonre, Tj dyd never 
cate of adecd carcafé, orof that which was 
flayne of wilde beeſtes, nether came thera 
ener eny onclene flefly in my mouth, 

Where vnto he anfivered: * ae Kydeꝛ; 
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Fhe prophee Eyechiel. 


Well than, J will graunte che ro tate co- 
wes donge, for the donge off 4 man, and 
to ftrate the bred ouer with all, before the. 

And he fayde vnto me Beholde thou fon 


ne off man, J will myniſhe all che pzon yfi- 
- on of bred ut Jeruſalem fo that they ſhall 


weye their bred, and eatcit with fearceneffe. 
But as foz water, they fhall haue a very lic- 
Te meafure theroff,co dzynfe. And wher 
rhey haue nomoꝛe bied ner rater, one ſhaĩ be 
deſtroyed with another, and famiſh awaye 
forcbeir wicFedneffe. 
The V. Chapter. 
Alethe then a flyarpetnyfe(® chou 
Tin —— rafoure. Ta 
Ge) Ferhat, andflhauechebayze off thy 
headcandbeerd: Thencatethe ſcoales and 
the waight,and deuyde the bayzce funder. 
And bur ne the thirde parte cherof in che fy 
re in che myddeſt off che cite, and cut the 
other thirde parte in peces with a knyfe. As 
forthe chirde parce chat remayneth, café it 
inthe wynde,and chen ſhewe the bare Eny- 


Met afcerwarde tate a litle off the fame, 
z bynde it in they cote lappe. Then tate a 
rurteſy of it,and caſt it in the myddeft of ¥ 
fiyze,and burnc it in che fyre. Out of the ſa⸗ 
me fyze ſhallthere goa flame,vpon the who 
le houſe of Iſtael. 

Moorouer, thus ſa yde the LORDE God: 
This fame is Jeruſaiem. Iſet her in the mid 
deft of the Heithen and nãcions, that are ro 
undeaboute ber, but ſhe bath deſpiſed my 
iudgmẽtes morethen'¥ Gentiles thé felucs, 
and bzoken my cSmaundementes moꝛe then 
the nacions,thatlyerounde aboute ber: Foz 
they baue caſt out myne ozdinaunces , and 
notwalted in mylawes. Therfore, thus ſa⸗ 
teth the LORDEGod: For fomod as yc wẽ 
youre wicFedneffe farre exceadethe Lcithé, 
that dell rounde aboute you: (Foz ye bane 
not rwaltcd in mylawes,netber haue ye kep⸗ 
temyne ordinaũces) Therfore thus faicch ¥ 
LORDEGod: 

FJrwillalf> come vponctbe, for inthe myd 
deft of the will J fyem tugomet,in che fighe 
of che Heit hen. and will bandlethe of fodya 
fafbion,as I neuer dyd before, and as nc- 
ner wil do fromebarcyme forth,and that be 
canftofallebyabbominacions. Sozinthe 
the fathers ſhal be fayneto catctheir owne 
fonnes,andthe ſonnes their ownefathers. 
Soch a courte will Fj Eepe in che, and the 
arhole remnaunt will J ſcatre in to all che 
wyndes. 


Che vi. Chap, 


Wherfoꝛe, as truly as Lyne (faieth the C 
LORDE God) feynge thou haſt defyled my 
Sanctuary, with all maner off abboming- 
cions and with alltby ſhamefull offences s 
Forthis cauſe will J allo deſtro ye the. My⸗ 
neeye [hall not ouerfec che,necber will Iſpa 
te the. 

Onethirde parce within che, ſhall die of 
the peftilenceand of honger: Anoͤther ehir- 
de parte [hall be layne Dorone roundeabou- 
te che, withthe fivcarde: The other thirde 
parcecbatremeayneth, will Iſcatre abrode 
towardeall the wyndes, and drawe out the 
fivcarde afterthent.Chus wil perfourme 
my indignacion and fet my wrath aga ynſt 
them,andcafe my (elf. Sothat when ba 
ue fulfilled myncanger agaynfé thems, they 
ſhall knowe that J amebe LORDE,whidy 9— 
a feruent gelonfy haue [poten it. 

Morꝛoner J will mate che waiſt and ab- 
boured, befozeallebe Heithen chat dwell ab- 
ouse the, and in the ſight off all chem, chat 
go by ther ſo that when J punyſh the in my 
wrath in mynẽ anger, andwith theplage 
Off my whoͤte difpleafure : thou ſhalt be & 
very abbominacion, ſhame, a gafinge and 
wondringe ſtocke, amonge the Denar that 
lye aboute the. 

Euen IJthe LORDEhaue ſpoken it, and 
it hall come to paſſe, when Iſhute amon- 
ste them the perlous dartes of boger,whidy 
fhalbe butdcath:neether fore ſhall J ſhute 
them, becaufe J will dcftroye you. J willen · 
creafebunger,and mynifh all the prouyſion 
Off bred amonge you. 

Plagesandmyfery will J fende you, yee 
and wilde beeftes alforodefiroye yon. Peſti 
Tenceand — — come pom 
you,andebcfwearde wil J bringe quer you. 
uen J che LORDE,baucfaydeit. 


The Vi. Chapter. 


He worde of the LORDE came wit- 
—* to me, ſayenge: Thou forme off man wt 
x, turnetby face tothe mountaynes of oo sg 
Weael, chat thou mayefé prophecte wnto “** 
chem, and ſaye: Heare the worde of the LOR- 
DE God, yemountaynes off Iſrael: Thus 
bath the LORDE God [potent the moũtay 
nes,billes, valleys and dales: 

Beboloe, F rill brynge a ſwearde over 
you,and deftroye youre bie places: J wil 
café downe youre aulters, and breake dow 
ne youre temples. Roure flayne men will 
‘FB laye before youre goddes, and the deed 
carcafes off the chũdren off Iſtaͤel will 
D café be fore t heir ymages, youre bones wil 


rereag® 
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The prophee Exechiel. 
Iſtrowe rounde aboute youre aulters, and 
Drwellinge places. 

The cites ſhalbe deſolate, ¥ hillchapels 
syed waift:youre anlters deftroyed, Z bro⸗ 
ken: youre goddes caft Downe, and taken a- 
roaye, ye tẽpels layde eauẽ wich the grofide, 
youre orone workes clene roted our. Moure 
{layne men ſhall lic amonge you,that ye ma 
yelernetoEnowe, bow ¥ Tj am the LORDE. 
Thoſe yamsge you banc efcapedthefivear 
de, will J leaueamongetbe Gentiles, fo: J 
will fcacre youamongetbenacions. 2nd 
they that eſcape from you,fhallebinte vpon 
me amonge the beithen, where they fhalbe 
in captinyce. 

As foꝛ that whoꝛiſh and vnfaithfull ber 
te of theirs wherwith theyrume a waye fro 
me. J will bꝛeabe tzyeez put out thoſe eyes 
Off cheirs that committe fornicacion with 
their Fools. 

Then ſhall they be afhamed,and difpler 
ſed wich cheir flues, for the wickedneſſes ad 
abbominacions, whic) they haue done: and 
ſal lerne to Enowe,bowthacitis notin vay 
ne,chat J theL ORDE (pate, co bringe ſoch 
myfery vponebem, 

The LORDEfayde morouer vnto me: 
Smytechine hondes together, and ſtampe 
with thy fete, and faye: Wo worth allebeab 
Hominacions and wicFedneffes of the boule 
of Fitael, for becaufe of thé,chey [hal perifly 
swith the froearde, with bogerand with pef- 
tilence. Who fois farre of, [yall oye offebe 
peftilence:he thacis nyeat bande, [hall pe- 
rifh wich chefivearde:and ¥ other chat are 
befeged, [hall oyeofbonger. 

Thus wil F facisfiemy wꝛothfull bu — 
fare vpon them̃ And fo fall yelernecotne- 
awe, that J am theL ORDE, whé youreflay- 
nemenlyeamdge youre goddes, and abou- 
teyoureaulcers: vporall bie billes andtop- 
pes off mountaynes,amogeall grenetrees, 
a@monge all thicke obes: enen in the places, 
where they dyd facrifice to all their “fools. 
J rwill fercedy myne honde our vpon them,z 
qwillmate chelonde waiſt: Sochat it hall 
lye defolate and voyde, from the wildernef- 
ſe off Deblat forth c horow all cheir habita- 
cions:co lerne them foz to Enowe,that Fj am 
theLORDE. 


The VI. Chapter. 
Seo He worde off the LORDE camevn 
= to me, oncbis maner: The I call, 
O thou fonne off man. Thus ſaieth 
theLORDE God wnto the londe off Tfrael: 
The ende commech, yee verely che ende cons 
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Khe vij. Chap. Ao. (vif. 
— vpon all the foure corners off thee 
arch. 


Dut now ſhall che ende come vpon the: 
for J will fenve my wrath vps che, and wil 
punyſh the:acordinge tothy wayes, andre 
warde the after all thy abbominacids.t1ty- 
ne eye pall not ouerfée the, nether wul J 
ſpare cher but rewarde the acordinge tochy 
yates, and declare thy abbominacions. 
Then fall ye tnowe,thac I am theL OR- 
DE 


Thusfaicththe LORDE God: Bebol- 
de, one mtyfery and plage ſhall come after a- 
nother: the ende is bere, The ende (I faye) 
that waiteth forthe,is comealready, y" bow 
reis come aga ynſt che, that dwelleſt in the 
londe. 

Thetyme is at honde,thedaye of ſedicis 
is bard by, no glad tidinges vps the mog 
taynes. Cherfoze, F will fhoztly poure out 
my fore diſpleaſure ouce the, and fulfill my 
wrath vpon the. F will iubge che after thy 
waics,andsecompence the allthy abbomi- 
nacions, 

Myne eye hal not overfeethe,nether wil 
Ffparetherbucrewardethe after thy wai- 
s,and [hewe thy abbominacions:to lerne 
you forco Enowe,bow ¥ Jam theLORDE, yẽ 
finyteth. Bebolve,thedayers here, the da- 
Eis come, the boure isrunne out,the rodde 
flozifhech, wylfulneffe wayeth grene, malicé 
ous violéceis growne vp, andthe ongodly 
warxen to a ſtaff. et fall there no com- 
pig be made foztbem,ner foztbetroub- 

that hall come of thefe chinges. 

Shecyme cSmeth,the daye draweth nye: 
Whe ſo byeth, let him not reio ycer he thac 
felleth, let him not be ſory for why, Trouble 
ſhall comẽ in the myddeſt off all reſt: ſo that 
the feller ſhall noe come agayne to the byer, 
fornetber off them both flhalllyne. Forthe 
viſion Pyalcome fo greatly ouer all, ¥ it ſhal 
not be hyndered: 79 ma alforw' bis wicked 
neffe — be ableto ſaue bis owne life. 

Chetrompettes fall yeblowe, and ma- 
fe you allready. but no man [hall go to the 
batell, foz Jam woth with ell the whele 
multitude. 

Che ſwearde flalbe without, peftilertce 
and honger within: ſo that whoo isin che 
felde, ſhaibe fla ynewith the fiveardezand be 
thatis inche cite, [hall perifh with bonger 
and peftilence. 

And ſoch as eſcape and fle from amonge 
them, fal be vpon che billes, lite asthe do⸗ 
ues in che feldereuery one ſhaibe afrayed,be- 
cauſe off his orvne —— 
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All hondes fhalbe letten downe, end all 
Ences flyalvc weate as the.water:they ſhall 
gyrde chem felucs with ſack Eo feare ſhal 
Fall vpon them. C heir feces [yall be confoo 
ded,andeheir heades balde: cheir fylucr Pall 
lyc inthe ſtretes and their golde ſhalbe def 
Soph.c pifed:mectheir ſyluer and golde maye noe de 

Eccsb lyner them in the daye of the fearfull wath 
of the LORDE, 

D _ They fhallnot fatisfic their hongric feu- 
les, nether fyll their emptie belies therrit hr 
Soritis become their owne decayethozow 
their wickedneſſe: becauſe theymadetherof, 
not only cofily Jeweles for their pompe and 
pryde, bucalfo abbominable ymages and I 
dols. Foz chis canfe will J make themro 
be abhored· Morouer, Tj will geneitints ¥ 
hondes off chefiraungers tobe fpoyled: and 
coy wicked, forte be robbed, and ehey ſhall 
deſtroye it. 

My face wil J turne from thẽ, my Trea · 
ſury ſhail be defyled: for the theues ſhall go 
Inco it, and ſuſpende it. J wil make cleneryd- 
daunkeforebelonde is whole defyled with 
vnrightuous iudgment of innocent blonde, 
athe cite is full off abbominacjons. 

LE  Wherfore, Fwillbringethe moſt cruell 
tymuntes from amon ge the Heit hein to ta⸗ 
retheir houfes in poſſeſſion. Iwilli mate the 
pompeoff che proudeco ceaſſe, ad they ſhal 
take in their Sanctuary. When this troub⸗ 
le cõmeth they ſhal ſeke peace, butthey ſhal 
haue none. Gne myſchefe and forowe ſhal fe⸗ 
owe another, and oncrumonre ſhal come af 
teranother: Then Pralledes fete vifionsin 
va yne at their prophetee. The lawe ſhal be 

gone from the preftcs, and wyßdonie from 

the elders. The kynge fall mourne,the pint 
ces ſhalbe clothed with benyneffe, and ¥ bd 

‘bes off the peoplein the londe ſhall tremble 

for feare. J will do vnto chem after their 

wne waie õ Tacordinge tot heir owne iudg⸗ 
mentes will J indge themeto lerne them foz 
to knowe, that J am che LORDE, 


The vu.Chapter. 
a 88 T happened, thatin the firte yeare, 
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the fi h daye of the ſirte Moneth F 
¥. {ac inmy houſe, and the LORDES off 
the councell off Jude with me: and the hon 
deoff the LORDEGoo fell euen there vps 
me. 
And as Iloked vp, F farweas ic were a 
lick neſſe off fyre from bis loynes down wer- 
Exesh de⸗ and from bis loynes vproarde it Jyyncd 
ind Maruelous cleare. 


Khe viij. Chap. 

This ſymilitude ſtretched out an honde, 
and toͤke me bythe bayziclockes off my bee 
de, and the ſprete lift me vp betwigte heauen 
andearch:and God brought me ina viſion 
to Jeruſalem, in coche cource off the in war 
deporte that lieth cowarde the noithr there 
ſtode an ymage, with whom he that bath 
all chinges in bis power, ras very woth. 

And beholve, the glozy off the God off 
Iſtael wes inthe ſame placet euẽ as J bad 
ſene it afore tn the felve. And he ſa yde vn⸗ 
tome: Thou ſonne off man O life vp thine 
eyes, and lobe towarde the north · Thenlife 
vp mync eyes towarde the north, andbe- 
Holde: Beſyde the portenozthwarde,there 
was an aulter made vnto the ymage off pro 
uocacion in the very entrynge tt, 

And he fayde furehermoze vnto mes 
Thou ſonne off man, ScifEchou what the 
fe vor Seiſt chou che greate abbominaci- 
ons that the bout off Iſtael commytte in 
this place? which ought not to be done in 
my ſanctuary? 

But turne the aboute, and thon ſhalt fe 
yet greater abbominacions. And with that 
broughe be me to che courte gatc:and whe 
ny Jere bepolvestyere was an bole in the 
wal 


Then fayde he vnto me: Chou fonne off B 
man,dyggetbozowthe wall. And when· 
dygged thorowthe wall, bebolde, there was 
adore. And he fayde vntome:gotby waye 
in, Tloke what wicked abbominacions they 
dotbere. 

So IJ wente in, and ſawe: and beboloe, 
therewercall mancr ymages off wormes Z 
beaftes, all Jools andabbeminacions of F 
boule off Iſrael paynted enerydyone rous- 
de — sgt f 

There ſtode alfo before the ymages |, 
lordes of the councell off the boule off aia E 
rael: and in the myddeſt off chem ſtode Jaa 
ſanias the ſonne off Saphan: And every 
one off then bad a cenfourem bis bonve,z 
outoff theincenfé,there wente a ſmole, as 
it had bene a donde. 

Then ſayde he vnto me: Thou ſonne off 
man, haſt thon fence what the Genatonrs 
Off the houſe off Dfracl do fecretly, euery 
one inbis chambꝛẽ? For they faye: Tufh, 
the LORDE feth vs not,the LORDE regardcth 
not the worlde. And be fayde vnto me:Tur- 
nethe yet aga ynz andt hou ſha t ſe the grea· 
te abhominacioĩs that they do. 

And with that he brought me to the do⸗ 
re off the porte off the LOR DES houſe, to- 
warde the north. znd beholde there ſat 


Exe2 


Eſs ·as · 
Tobaz.b 
Tere.23.0 
Ezeg@ 


1 
Mich3a 


a 


Ex.40.€ 
Nu.o.c 
aRee.b 


we 
Che prophee Eʒechiel. 

women mournynge for Thamus. Chen fey- 
de be unto me:baft chou ſene this chou fon- 
ne ofmã: Turne ¥ eboure,z chou [hale fe yee 
greater abbominacions . And ſo he brought 
me in to the inwarde courte ofthe LORDES 
bonfe:z bebolve, atthe porte of the LORDES 
Houle, bet wirte the fore entrie and cheaulter, 
there were fyue and twenty men that turned 
their backes vpon the Cempleof cheLOR- 
DE, zeheir facescowardetheenfie,and che- 
fe worſhipped che Sonne, 

And be feyde vnto me:bafEchou fenetbis, 
eboufonne of man 7 Thinketh che hone of 
Iſrael that it is but a trifle to do thefeabbo 
minacions bere Sbulde they fyll chelon- 
de fisll of wicFedneffe,and wndertateto pꝛo⸗ 
uoke me vnto anger? Nee z purpofly to café 
vptbeirnofes vpon me? Tber fore wil J alf> 
do fome chinge in my wꝛothfuli difpleafiure, 
focbat mynceye ſhail not ouerfee them ,ne- 
cher wil J fpare chem. Ree and thoughthey 
cvie in myne cares withloude voyce, yer wil 
Jnoe beare them. 


The Ix. Chapter. 


SY £ cried alf with a londe voyce is 
myne eares, ſa yenge: Come bere ye ru 

lers of che cite, every man with bis 
weapened honde to the flaugheer.T hen ca- 
ime there firemen out of the ſtrete of che vp- 
per porte towarde the north, and everyman 
& weapenin bis honde to the ſlaughter. The 
re was one amongſt them thatbad on bim 
a lynninge ra yment, and a wryters ynckhoe 
ne by bis ſyde. 

Theſe wente in, and ſtode befide the bra⸗ 
ſen aulter: forthe glory of the LORDE was 
gone awaye fromebe Cherub and was cor 
me downe to thethreſhoͤlde of che houſe z 
he called the mã, that bad thelynnyngeray 
mene vpon him, and the wꝛiters yncFhome 
by bis ſyde, and thel ORDE ſayde vnto bim: 
Go thy wa ye thorow the cite of Jerufa lem 
and ſet this marck N Than vpð che fozebea- 
des ofthem, that mourne, and are ſory for 
all the abhominacions, that be done therim. 
And to the other, he ſayde that J might hea 


 ve:Go ye after him thorow the cite, flaye, o⸗ 
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nerfeenone, fparenone: Kyll ⁊ defiroyeborh 
oldemen and yonge,maydens,childzen, and 
wyues. 

But as for thoſe that haue this marc 1 
Thaw vpð them: ſe that yctouchthomnot, 
and beg ynne at my Sanctuary. Then they 
beganeat the elders, which were in the Tem 
ple,for be bad ſayde vnto them: When ye be 
uꝛe defyled the Temple, and fylled che courte 


Che x. Chap. KFo. lvtij. 
with the flayne, then go youre waye forth. 
Sochey wéte out and ſie we downe thozow 
¥ cite. Aow when they baddone ¥ flangh 
ter, zB yetefeaped: J felldowne vponmy 
face, z aied, fayenge:O LORD E,wiletbou 
then deftroye elisberefyoue of Iſtael in chy 
Hꝛe diſpleaſure, that thou haſt poured vps 
Jeruſalem⸗ 

Then ſayde he vnto me: The wickedneſ 
feof che houſe of Iſtaei and Juda is very 
greater ſo that the Tde is full of bloude anð 
¥ cite full of vn faichfuineſſe: Gozebey faye: 
Tufh, ¥ LOR DEregarderh noceheearch,be 
feych vs not. Therfoze will 3 vpon them, 
mynceye hall nce oucrfecthens, nether will 
Bipare chem, but will recompencetheir wi¢ 
kedneſſe vpon their heades. 

And bebolde, themachat had the lynn yn 
Serayment vpon him and the writers, ynck 
horne by bis jyde tolde all che matter how 
ithappened,andfayde: LORDE,¢s thou haſt 
commaunded me, fobane I done. 

The X. Chapter. 

SY $10 as Floked,bebolde, In the frma 
Sf ment that was abouctbeCherubins 
there apearedthe fimilicude of a ſto⸗ 
leof Saphir vps chen:T hen faydebethar 
faecherin, tobumebatbadehelynnyngeray 
ment vpon bim: Crepein betwenethe whe- 
les that are vnder the Cherybins and take 
ebine honde full of bore coales ont frembe- 
twene the Cherubins,and caſt chem ouer the 

cite And be crepte in that might ſe 

Low the Cherubins ſtode vpocbe righe 
fydeof the houfẽ whentheman wetcin,and 
theclouve fylled the ynnermer courte .3ut 
the glozy of che LORDEremoncd fromebe 
Cherubins and came vpon the thzefbolde 
of che boule: that the Temple was full 
of cloudes, and the courte was full of the 
Hyne of the LORD Es glory. Ree and the 
founbe of che Cherubins wynges was berde 
in to the forecourte, lite as it had bene the 
voyceofthealmighticGod, when be [peas 
Beth, Liow whenbebadbydvdenebeman ¥ 
was clothed in lynn ynge, to goand tate the 
hote coales fromcbemydbdeft of ¥ wheles, 
which were under the Cherubins : bewente 
and ſtode beſyde the wheles . Then the one 
Cherubreached forth this onde frem vnder 
the Cherubine vnto y fyre that was beewe- 
nethe Cherubins, and tobe therof and gaue 
it vnto bin (chat hadon the lynn ynge ray⸗ 
inentyin bis honde: which tole 1; and wen⸗ 
te out. And vnder the wynges of ¥ Cheru⸗ 
bins, there apeared the licknes of amas ho 
der I [awe al foure wheles beſyde the Che 
i Bee ig 
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rubins, ſothat bycuery Cherubehere ſtode a 
whele. And the wheles were (to loke vpon) 
after y ion of ¥ pꝛecious ſtone of Char 
fis: Mer(onto che fighe) werechey faſhloned 
like as yf one whele bad benein another. 
When chey wenre forch chey wete all tity 
together, not turnynge aboute in their goin⸗ 
ge: But wherethe firſt wente, thither wente 
they after alſo, ſo that they turned not abou 
tẽ in their goinge. Theit whole bodies, their 
backes, their hoͤdes wyn ges, yee the whe 
Tes alfd, were all full of eyes rounde aboute 
themali foure. And Iherde him call ¥ whe 
les, Galgal (chatis)aroundeboull . sEuery 
one of chem bad foure faces: ſo that the one 
face was the faccof a Cherub, the feconde 
of aman, chethirde of a lyon, the fourth of 
an Aegle,zthey were lifted vp aboue. This 
is che beeft, that J fare atthe water of Co- 
bar. Stow whenche Cherubdins wente, the 
wheles wente withrbem:z when che Chern 
bins [hote their wynges co lift chem felucs 
wproarde, the wheies remayned noe bebyn- 
de, but were with them alſo Shortly, when 
they ſtode, theſe ſto de alſo: And when they 
were lift vp y wheles were lift vp alfowith 
thé, forthe ſprete of life was inthe wheles. 
Then che glory of the LORDE was life 
vp froͤm the threſholde of the temple, andre 
mayned vpon the Cherubins: And the Cher 
rubins flackred with their wynges, and lift 
thẽ filues vp from cheearth:focbat J fawe 
when they went,andthewheles wit hthem. 
Andthey frode at che eaſt ſyde of the porte 
that is in the houſe of the LORDE.So the glo 
ryoftheL ORDE was vponthem . This is 
the beeſt that I ſawe onder the God of Fr 
rael,by the water of Cobar. And J percea- 
tred, that it was the Cherubins. Euery one 
bad foure faces, zenery one foure wynges, 
vnder theit winges, as it were mẽs hondes. 
Nowthe figure of cheir faces was, euen as 
I had ſene them, bythe waterof Cobar, z 
fo was the countenaunce of thé: Euery one 
in bis goinge wente ſtraight forwarde. 
The Xi. Chapter. 
§ 5 Oꝛouer, the fpzete of the LORDE 


lift me vp brought me onto ¥ eaſt 

poste of the LORDES houſe And 
bebolve , there were xxv men wnderthedo- 
veramidqe whem J farwe Jaaſanias the ſon 
ne of Aſur, Pheſtias thefonneof Banias. 
che rulers of the people. Then ſayde the LOR 
DE vnto me:T hou ſonne ofman:T befe men 
ymagin myfchefe,and a wicked councel tate 
theyincbis cite, fayenge: Tuſh there is no 
deſtruccion at honde, let vs büylde houſes: 


The xi. Shap, 
This Jeruſalem is the canldzon, z webeebe 
flefly. Ther fore yale chow prophecie onto 
thems, yee propbecie ſhaltrhou vnto them. O 
ſonne of man And with cha, fell che ſprete 
of che LORDE vpon me. aud ſa yde vntome: 
Speabe, thus ſaiet hthe LORDE:Onthisme 
ner baue yee ſpokẽ O ye houſe of Iſtael)and 
JEnowe che ymagina ciðs of youre herres. 
Moany one haue ye murchured iuthis cite,z 
filledthe ſtretes fill of che flayne. 

Ther fore, thus fateth theL ORDEGod: B 
The flayne men chat ye baue layed on the 
groundein this cite, arethe flefh,zthis cite 
ischecaulozon:BurFwil binge yonoutof F224". 
tezye haue drawẽ out ¥ ſwearde euẽ ſo wil I * 
alfo bringe a fiveardc ouer you, ſaieth ¥ LOR 
DEGod. J willdzyne you out of this cite 
and delyũer you i to youre enemics bon- 
de, zwil condenme you. Re ſhal be ſla yne in 
allthe coaftes of Iſtael J wil be avenged 
of you:to lerne you forto knowe, that ans 
the LORDE.This cite ſhal not be yourecaul 
dron, nether ſhal ye be the fleſht herin: but in 
the coaſtes of Iſtael wil Ipunyſh you that 
ye mayctnomwe ,thac J am the l OKDB: in 
rebefe commaundementes ye haue not wal- 
red ner kepte his la wes: but haue done after Leuitusa 
the cuftomes of the Heit hen, that lie rounde ——— 
@boute you. 

Llowmwhen J preached, pheltiasthefon C 
neof Banias dyed. Then fell J downe vp 
my face,z cried with a loude voyce:® LOR. 
DEGod, wilt thou then veerly defiroye atl 
the remnaunt in Iſrael: And ſo the werde of 
the LORDE cume ẽo me on this maner: Thou 
ſoͤnne of man: Thy brethrenthy kynffolke, 
¥ whole houſe of Juda, which dꝛreil at Tee 
ruſalem, faye: They be gone farrefromebe 
LORDE, butthelondeis geuen vs in poffef> 
fion. Ther foretell them, thus ſaieth theLOR 
DE God:7f wil fende you farre of amsget he 
Gentiles, z[catre youamongetbenactons, 
⁊ J wil balowe you buta litle, in the londes 
where ye fhall come. Tell them alfo,thus 
faiechtheL ORD EGod:3j wil gat her you a= 
gayne out ofcbenacions,z binge you frons 
the countrees where ye be[catred, z will gee 
ue youthelondeof Iſrael acayne:z thither 
ſhal ye come. And as for all impedimentes,z 
all youre abbominacions: J willrate them 


my commaundementes, and kepe myne ordi 
naunces, ⁊ do themethat ye maye be my peo- 
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pie, and J youre God. But loke whofe her- 
tes are difpofed to folowe their abbomina- 

{ons and wicFedlynynges: C hoje mens de 
des will J bunge vpontheir owne beades, 
ſaieth cheL ORDE God. After chis vydche 
Cherubins lift vp their winges,andebe whe 
les wente with chem, andche glory of the 
LORDE was vponthem. Soche glory of 
theLOR DE vente vp from the myddeſt of 
tbe cite,zffove vpon the mount of theciteto 
wardethe eaſt. But the wynde toke me vp,z 
ine vifion(wbich came by the fpreteof God) 
it brought me agayne into Calves amonge 
the prefoners. Thenthe vifion that J badfe- 
ne, vanyfhed a wa ye frome. So Fipate vn 
tothe prefoners , allebe wordes of tbeLOR- 
DE which be bad fhewed me. 

The XI. Chapter. 
Be worde of the LORDE came vnto 
cA me, ſayenge: Thou forme of ma,thor 
< dwelleſt int he myddeſt of a frauwer 
de houſholde: which haue eyes to fe, z yet fe 
nov: cares bauetheyto beare, and yer beare 
they noc, for they are an obftinate hon hol 
de.Cherfore(® chou ſonne of man)makechy 
Sere redyto flic, and go forth by fayre daze 
light, ¥ cheymaye fe. ree cué in their fight 
[hale chou go fromeby placeto another pla 
ceryf peraduencure chey wil confidze,y¥ they 
Lean vnobedient houfbolve. Thy gerethat 
chou haſt made redy co flic witball, fhale 
thou beare out by fayze dayelight,thatcbey 
maiefe:zebou y [elf [hale go forth alſd arene 
in their ſight as a mã doth whẽ be flitteth. 

Dygge thorowthe wall, thatthey maye 
fe,and beare thorowit the ſame thinge, that 
thou tokeſt vp in their fight. As for chy felf, 
thou ſhalt go forth in che darcFe. Hydethy 
face that thou fe noc ¥ earth, for J haue ma 
de thea ſhewtolẽ wnto the houfeof Iſtael. 
Now as ¥ LORDE c6maundedme,foT dyd: 
¥ geretbac J had made redy, brought FZ out 
by daye.Acenen J brake Downe an holetho- 
row the wall with my bonde:z when it was 
darcke J toleche gere vps my fhulders,and 
bare them out in their ſight. 

And intbemomynge, camethe worde of 
the LORDE vnto me, fayenge: Thou ſonne of 
man, yf Iſtael, y frauwerde houſholde are 
the, and faye: what doſt thou there? Then 
tell them: Thus ſaieth theL KRDE God: 
This punyſhment toucheth che chefe rulers 
ae Jeruſalem, and all che houſe of Iſtael. 
thac dwell amongetbem: Teil thein? J am 
youre ſhewtoben like as 3 bauedone,fo flat 
it happen onto you: Flyt hal ye alfo,and go 
in to captiuyte. Che chefefErbacis amonge 


Lhe rij. Chap, 2o. lix. 
you, fall lade bis ſhulders in the darcke, 
and getbim awaye. He ſhal breake Downe 
the wall.co carie feuff there thozow:e ſhal 
ccucr bis face, that be fe not che grounde, 
with bis eyes. 

My lynẽe will F fprede cut vpon him, and 
catch bim inmy net, and carie bimto Babt- 
Ion,inthe lode of. the Caldees: which be foal 
not [e,z yet [yal be dye there. As for all bis 
helpers, and all bis hooſtes that be aboute 
Dim:F will featre chemrowarde allebe wyn 
tes and drgwe out a ſwearde after chan. 
So when J haue ſcatred them amonge the 
Heithen, and ſtrowed chem in the londess 
they fhal Enowe,thac Jam ¥ LORDEBut, 
Arilllesuca litle nombre of chem, fremebe 
ſwearde, bungerz peftilence:to cell all their 
abbominactons amongethe Heithen, where 
they come:tbartheymayctnowe, howt hat 
JamrbeLORDE, 

Morouer, che worde of che LORDE came 
vnto me fayenge: Thou foune of man: with 
& fear full treblinge Malt thoucate thy bcd, 
with carefulneſſe ⁊ fozowe ſhalt chou dzyn- 
kethy water· And vnto the people of the lon 
de, fpeate thou onthis maner : Thus faicely 
the LORDEGod , to them that dwell in Je⸗ 
rufalem, and tothe londe of Iſtaei· me Malt 
eate youre bred with fozowr,and diynte your 
re water with heu yneſſe: eethe londe wit h 
the fulneſſe thẽrof ſhalbe ĩa ydẽ waiſt for 
wickedneſſe of themthat dwelltherin. And 
the cities chat now be well occupied, ſhal be 
voyde, and che londe dvefolate: that ye maye 
knowe, how that Jam the LORDE, 

Met came the woꝛde of the LORDE vnto 
mie agayne , fayenge: Thou forme of marr, 
whatmaner of byw orde is that, which ye vfé 
in the londe of Iſtael ſayen ge Tuſi⸗ ſeyn⸗ 
ge chat the daies are ſo ſlacke in commynge, 
allche vifids are of none effecte: Tell them 
therfore thus faicththeLORDE God: mil 
make that bywordeto ceaffe, ſo that it hall 
nomore be comonly vſed in Iſtael. 

But faye this vnto chem: Thedaies are 
at honde, that euer ythin ge which hath be⸗ 
ne propbecied, ſhaibe fulfilled. Chere ſhan 
no vifion be it vayne, nether eny propbecie 
fayle amongethe chidren of Gfracl : Fori 
is I theL OR D Ethat (peat itrand what 
focner3 ¥ LORDEfpcate, it flhal be perfoure 
med,and not be flaceincommynge, 

Mee euen in youredayes (D ye frauwarde 
houſholde will F denyfe fomechinge, z brie 
ge itto paffe, ſareththe LORDEGod. And 
the worde ofthe LORDE came vnto me fa> 
yenge: Beholde, chou fonne of man: The 
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boule of Iſrael faye itt chis maner: Tuſh as 
fſor the vilion that he bach fence, ic will be ma 
ny a da ye or it come to paſſe: Is it farre of 
yee, thethinge that be propheciet h. Ther fo 
re ſa ye ontorbem: Thus ſaieththe l ORDE 
God : All my wordes ſhal nomore be ſlacke: 
Loke what Iſpeake, chat fame fal come to 
paſſe, ſaieth the LORDE. 
Tbe XII. Chapter. 

(Caw He worde of theL ORDE camevnto 
* me, ſayẽge: CThou ſonne of man,Spe- 

CEO ake pꝛophecie aga ynſt choſe prophe- 
tes, chat preach in Iſrãelẽ æ ſa yechou vito 
themebat propbecie out of their owne ber- 
tes: Heare the worde ofthe LORDE, thus ſa- 
teth the LORDE God: Wobe vnto thoſe fo- 
Lifh propbetes, that folowe their owne ſpre 
te, and [peate, where they fe nothings. O FF 
reel, thy prophẽtes are lite che fores vpon 
the —— Sorebey ſtonde not inthe gap 
pes, net her mare they an hedge fozthe houfe 
Of Iſrael that mẽ might abyde the parell in 
thedaye of the LORDE. Va yne thinges they 
ſe teli lies, comayntene their preachinges 
withall. The OR DE(fayethey bath ſpobẽ 
it, wᷣhen in very dede theL ORDE bathnot 
ſent them. Wayne vifids haue ye fenc,z [poke 

falſe prophecies. when yefaye:the LORDE 

ath ſpoten it, whereas J never ſa yde it. 

Ther foꝛe thus ſaiech the LORDE Sod:Be 
cauſe youre wordes be vayne, z ye ſeke out 
Ties: Beholde, J wil vponyou,faieth ¥ LOR 
DE. tine hones ſhal come vpon the pzo- 
phetes, that lote out vaynethinges, and 
preach lies:they ſhal not be in the councellof 
my people,ner weitten in the boke of the hou 
fe of Iſtael nether ſhalthey comeinthelon 
deof Iſraeirthat ye mayetnowe, how that 
Jam theLORDE God. And ehat for this 
caufe; chey haue diſceaued my people, ztol- 
dethemof peace, whereno peace was. One 
fetcech vp a wall, Tchey dawbe it withlow- 
feclaye. Cherfore tell chem which darwbe it 
svith vntempered mozter, thatit ſhall fall. 
Sortherefhal come a greate ſhuwer of ray- 
ne, greate ſtones [hail fall vponit,z afore 
ſtorme of wynde ſhal bzeake it ſo [bal ¥ wall 
come dorwne. Shal it not then befayve onto 
‘pou: where is now the mozter, that yedaw- 
bedit withall· Therfore thus faicththe LOR 
DE God: J will breake out in my wrothfull 
diſpleaſurẽ with « ſtormy wynde, ſo that in 
myne anger there ſhal come a mightie ſhu · 
wer of rayne, z bale ſtones inmy wrath; to 
deſtroye withali. 

As for ¥ wall, that ye bane dawbed with 
vntempered moxter, J wil beakeit downe, 


Khe pity}. Chap, 

mabke it eauen withthe grounde: fo that the 
foundacioncherof ſhal remoue,z it ſhal fall, 
yeez ye youre felucs fall perifh inthe myd- 
deſt therofr to lerne you for to Enowe,that J 
am the LORDE. Thus wil J perfourmemy 
wrath vponthis wall, z vpon them that ha 
ue dawbed it with vntempered morter, and 
then will J faye vnto you: Che wall is gone, 
zthedawbers areawaye.E befe are the pro 
phetes of Iſtael, which prophecie vntotbe 
cite of Jeruſalem, ⁊ lobe out vifions of pea⸗ 
ce fozehem, whereas no peaceis, ſaieth the 
LORDE God. Wher foze(orbou fonne of ma,) 
ſet thy face aga ynſt the doughters of ¥ peo 
ple, which prophecie out of their owue ber- 
tes:zfpeatetbou prophecie agaynftthan,z 
faye: bus faieth rhe LORDEGod: Wobe 
vnto you, thatfowe pilowes onder all arme 
Holes and bolffers wnder the heades both 
of yonge and olde, to catch foules withall. 
Sor when ye haue gotten the foules of my 

-oplein youre captinyte, ye promyſe them 
life and diſhonoure mero my people, for ait 
band fill of barly,z fora pece of bzed: whet 
de kylithe ſoules of chem tbat dye noc,z p2o 
myfelifecorhem,thatlynenot:Cbus ye dyſ⸗ 
femblewith my people, ¥ beleueth ye lies 

Woberforethus faierh theLORDEGod: 
Bebolde, J wil alfo vps che pillowes, wher 
with ye catch the foules in flyenge :thé will 
Jeate from youre armes,7zlettbe foules go, 
that ye catd in flyenge. Noure bolftcrs alfo 
wil I tearein peces,z delyner my people ont 
of youre bonde:fo that they ſhal comẽ nomo 
rein youre bodes to be ſpoyleb. z ye ſhal kn⸗ 
we,that J amthe ORDE. Seinge ¥ with 
youre Iyes ye difcomfozte the berte of the 
rightuons, whom J baue not difcomforted: 

Jayne: Fo2fomodch as ye corage the bon- 
de of the wicked, forbathe maye nocturne 


frombis wicked waye, z lyuertherfore ſhall 

ye ſpie out nomore vanyte ner pꝛropheciẽ you 

re orne geſſinges: for / wil del yuer my peo- 

e out of youre honde,that ye ma ye klnoͤwe 
owthat Jamthe LORDE. 

Che xilll, Chapter. 

dere reforted onto me certa yne of ¥ 

elders of Sfrael,z fat downe by me. 

Then camethe worde of theLORDE 

vnto me,fayenge:E bon fonne of man, theſe 

ment beare their Jools in their hertes, 760 

purpofly vponthe ſtomblinge biock of their 

orwne wicPedneffe : how darre cheytheFare 

councell at mer T ber fore ſpeabe vnto them, 

zfayertbus faieth the LORDEGod :Euery 

man of the houfeof Iſrael that beareth bie 

“Fools in bis herve,purpofynge to ſtomble in 
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bis owne wicFedneffe,and commethtoa p:o 
phet, to enquere eny chinge at me by bin: vt 
totbhatman wil Ithe LORDEmyfilf gene 
anſwere, acordinge co che multitude of bis 
Drols:ehacche houfe of Iſrael ma ye be ſna 
red in their ovone berces, becauſe they be cle- 
ne gone frome, for their Fools fates, 

Wher foretell chẽ houſe of Ißael: thus fe 
tech cheLOR DEGod: Be conuerced, forſa⸗ 
Ec youre Jools , and turne youre faces from 
allys abbominactons. For euer man(wbe 
ther bebe of che houſe of Iſtael ora ſtraun⸗ 
ger,chatfogeourneth in Itaelnvhich depar 
teth frome, and carieth Idols in bis herte, 
purpofingeto go fell fEomblinge in bis ow- 
newicFedneffe , and commech toa prophet, 
forto axe councell at me thozow bim:vnco ¥ 
man wil FJ the LORDE geuc anſwere, bymy- 
ne ownefelf, 

‘FJ wil fet my faceagaynft that man, and 
wil make bim co be anexample for other, yee 
and & comon byworde: and wil rote him out 
of my people,that be mayetnowe,bow ¥ 
am the ORDE.And yf chacpzopheebedif- 
ceaued, wher be telleth him a worde:then I 
the LORDEmyfelf bavedifceaned that prõ⸗ 

bee, and wil ſtretch fozcbmrynebonde vpon 
Einsoroce pine ontof my people of Iſrael: 
aud they both ſhall be punyſhed foz their 
wickedneſſe. 

Acordingeto ¥ ſynne of him that axeth. 
Halt he ſynne of che propher ber that y hou 
eof Iſrael be led nomore fro me thororo er⸗ 
roure,and be nomoze defyled in their wicked 
nefferbut that they maye bemy people, and 
Weheir Goo, faietheheLOR DE God. 2nd 
the worde of the LORDE came onto me,fa- 
yenge: Choufouneof man, whenthe lanve 
fynneth aga ynſt me, and goech forth in wic 
Eedneffe; J will ſtretch out mryne hove vpon 
it, and deſtroye all the prouyſion of their 
bred, and ſende derth vᷣpon them to deſtroye 
man T beeſt in the londe. And though Noe, 
Daniel and Job theſe thꝛe men wereamon- 
ge them, yer ſhal they in their rightuoufne⸗ 
fe delyuer but their owne ſoules ſaieth che 
LORDEGod. 

RFF bungenoyfome beeſtes in to the lon 
de, to waiſt it vp, and it be fo defolate, that 
no man maye go therin for beeftes: yf theſe 
thꝛe men alfo were in the londe, as truly ss 
Flyue (faieth cheL ORDEGod)ehey ſhal ſa 
nenether ſonnes ner doughters / but be only 
delynered them felues :andas forthe londe. 
it pal be waiſt. 

Oz, yf J bringe a fivearde in to the lon⸗ 
de, and charge icto go thorowthe londer ſo 


The rv. Chap, Ao, le. 
that 5 flaye downe man and beeſt in it, and 
yfebefe thre men were therin: As truly as J 
lyue ſaeth the LORDE God)they fal dely 
uer nether ſonnes ner doughters, but only 
be ſaued them felues, 

RFT fenvde a peftilence in tothe londe, 
and poure out my ſore indignacion vpon it 
in bloude, ſo that J roteout of itborb mas 
Nd beefE, and yf Loe, Daniel and Job we- 
re therin: As truly as J lyue(faiech the LOR 
D EGodythey [hal delyuer nether fonnes ner 
doughters, butfauetbeir ovone foules inthe- 
ir rightuouſneſſe. 

Moꝛouer, thus ſaieth theL ORDE Gods 
Though F ſende my foure trudlous plages 
vpon Jeruſalem sche ſivearde, honger, per⸗ 
Tous beeftes and pejtilence,to deftroye mart 
and beeft ont of it:yet fhaltherea remnaunt 
be faned therin, which ſhal bringe forth che- 
ir formes and doughters. Behelde,chey [hak 
come forth vito you, and ye fall fe cheir 
wwaye,and whatchey rate in bonde,z ye [hal 
Le cSfurted,as couchingeall the plages thac 
3 haue brought vpon Jeruſalem. 

They ſhall com forte you, when ye ſe their 
waye and workes:and ye ſhal knowe, bow ¥ 
itis not without a canfe, that baucdone 
ſoaga ynſt Jeruſalem, as J dyd, ſaieth the 
LORDEGod. 


D 
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He worde of the LORDE camewn- 
tome, fayenge: Chow ſonne of man: 
What coͤmmeth of che vyne amon- 
geallocbertrees7and of the wyne ſt ocke,a⸗ 
mõsge all other tymbre of the groauerDo me 
taEcwwodd of it,comatceny worke wichali⸗ 
OG: mayetherea nale bemadeof it,tcobange 
enychinge vponBebolde, itis cafe inthe fy 
reco be brent,the fyꝛe conſumeth both the en 
des of it, the myddeſt is bzentto afifhes. Ja 
it mete chen for eny worker Fo, 

Seinge then, chat it was mete for no wor 
£e, beinge whole: mod leffe mayetberceny 
ehinge bemade ofit,whenthe fyle hath con 
fumed and brent it. 2nd therfore thus ſaieth S 
thelL ORDE God: Liteas J caſt the vyne 
in tothe fyze for to be bient,as ober trees of 
the wod: Euen ſo wil J do with them that 
dwell in Fernfalem, and ſet my face aga ynſt 
ehem:they ſhall go out from the fyze,and yet 
the fyze fall conſume chem. Then fal 
Enowe, that JamtbeLORDE, when Ffee 22b 
my face agaxnſt them, andimate the londe 
waiſt: becaufẽ they baue ſo ſore offended, ſa⸗ 
ieth the LORBEGod. * 
Che XVI. Chapter. 
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a Gayne, the worde of L OR DE fpate 
vntd me ſayenge: Thou fonne ofan, 
ſhewe the cite of Jeruſalem their ab- 

bontinacions, andfaye:cbus ſaieth che IOR 

DEGod vnto Jeruſalem: Thy progeny and 

Eynred came ont of the londe of Canaan, thy 

father was an Amorite, thy mother a Cethi 

te, In y daycof thy byrth when thou waft 
bome,y firinge ofeby navel was not cut of: 
thon waft not barbed in water to male the 
lene: Chow waft nether rubbed wi fale, ner 
ſwedled in cloutes: Noman regarded the fo 

moch, as to do eny of theſe thinges for ¥ ,o2 

to ſhewe the (och fanoure, but chou waft vt 

terly caft out vpon ¥ felde, yee deſpiſed waft 
thou in che dayeof thy byzth. 

Then came Ybythe,and ſawe the troden 
Ddorwne in chine orone blonde, T ſayde vnto 
the:thou ſhalt be pourged from thine orone 
bloude, fes thine orone bloude( J fayeyfhale 
thou be clenſed. So F planted the, asthe 
bloffome of thy felve:thou art growen vp,z 
waxẽ greate:thou haſt gorten a maruelous 
pleaſaunt bentie, chy breſtes arecome vp, 
thy bayzets goooly growen, where as thoͤu 
waſt naked and bare afore. 

Low when J wente by ¥ ,z loled vpon 
the:beholde thytyme wascome, yee ent the 
tyme to wowe the. Chen (pred Imy clothes 
ouer the,to couerthy diſhoneſte: Ree Ima⸗ 
de anooth wntoche ,zmaried my felfroith 
the(faieththeL OR DEGod)z ſo thou beca- 
mefEmyneowne. Then waffhed J the with 
water, z pourgedeby blouve from the.F a- 
noynted che with oyle, J ganethe chaunge 
ofraymentes , Jmavethe flues of Carus 
lether: 3 gyzthed ¥ aboute wi white ſylcke 
J clothed che with kerchues J decked the w 
coftly apparell. J put rynges vpon thy fyn⸗ 
gers:a chayne aboutethynecPe,fpages vpõ 
thy foreheade, care rynges vpon thyncea- 
res, Tſet a beutifull crowne vpon thine hea⸗ 
de. Thus waſt thou deckte with fyluerz gol 
de, zebyrayment was of fone white fylte,of 
nedle woke z of dyuerſe colours. 

Thou didef= cate nothinge but fymnels, 
honny ⁊ oyle:marnelons goodly waſt thou 
beutifull, yecenen a very Quene waf—thou: 
In ſo moch, that thy beut y was fpoten of 
amongeche Heit hen for thou waft excellẽt 
in my benty,wbidy J put vps the, ſaieth the 
LORDE God. But thou haſt put confidẽ ce in 
thine orone benty,z played the harlot, when 
thou haddeſt qottenthea name. Thou haſt 
committed whordeme. with all chat wente 
bythe,z haſt fulſilled their defyres:meetbou 
haͤſt taken thy garmẽtes of dyuerſe colours, 


The xvi. Chap. 


⁊ deckte thine aulters therwith, where vpon 
thou mighteſt fulfill chine wbhozdome of 
fecha fafbion, as neuer was done,ner ſhal⸗ 
be. The goodly ornamẽtes z Jewels whidy 
FJ gaucthe of myne owne goldeand fyluer, 
Bafécbouraté,z madethemés ymages ther 
of, and committed whordome wit hall. 

Thy garmentes of dynerfe colours haſt 
thou taken, and deckte themtherwit hr myne 
oyle ⁊ incenſe haſt thou jer beforetbem. My 
meate whici J gaue the, as fynmels,oyle z 
bony: (co fedetbewithall)ebat haſt thou fet 
before them, for a fivete ſauoure. Andthis 
camealfoco paffe, faieth che LOR DEGod: 
Theu haſt cate chine owne fonnes z dough 
ters, whom thou haddeſt begotten vnto me: 
and chefe haſt thou offred vp vnto thems, to 
be thcirmeate. Is this bute finall whords- 
me of thine (thin keſt thou) that thou ſlayeſt 
my children, and geueſt them oner,to be bret 
vuto them 72nd yetinalleby abbeminact- 
ons and whordeme, thou haſt not remem⸗ 
bredthe da yes of thy youth, howmated and 
barethon waft at that tyme, z troden Dorw- 
neinchine owne blonde. After alltheſe thy 
wickedneſſes (wwo wo vntothe, ſaieth ¥ LOR 
DEthou haſt buylded thy ſte wes and bro⸗ 
del boufesinenery place: yee at the heade of 
euery ſtrete haſt thou buyided thean aulter. 
Thou haſt mare thy beuty to be abhorrede 
thou baftlayed out thy legges to cuery one 
thatcameby,and muitiplie dt hine whordo · 
me. Thon haſt committed fornicacion with 
the £gipcians thy neghbours, which bad 
moch flejh:zthus haſt chou vſed thinewhoz 
Dome,to anger me. 

DBeboloe, J will ſtretch out myne honde 
ouer the, and wil myniſhthy ftoare of fove, 
and delyuer the oner in to the willes of the 
Philiſt ynes thincenemies , whid are: alee 
medoftby abbominable waye. Chou haſt 
played the whore alſo with the Aſſirians. 
which might not fatiffietbe: Meethou haſt 

layedthe harlot, znot had ynough. Thus 
Bafebou ſtillesmittedthy fornicacion from 
che londe of Canaan vnto the Caldees and 
petty luſt not ſatiſfied. How ſhulde Icir⸗ 
cumcide thine berte((areth the LORDE God) 
ſeinge thou doeſt all thefe thinges,thou pre 
cious whore: buyldinge thy ſtewes at the 
beade of enery firete, and ihy brodel boufes 
in all places Chou haſt not bene as an o- 
ther whore, y maketh boofte of bic wynnyn- 
ge:butas a wife y breateth wedlocke zta- 
keth other in ſteade of bir hußbõde. Giftes 
are geuento all other whores, but thou ge⸗ 
neſt rewardes vnto allthy louers: ⁊ offreſt 
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them giftes,to come onto tebe out of all ple 
ces, 70 committe foricacio with the. It is 
come to paffe with thein thy whordomes. 
contrary tothe vfeof other women: yeetbe 
re bath nofoch fornicacion bene committed 
afterche,feinge that thou pzofteft giftes vn 
to otber, znorewardeis genen the:tbisis a 
contrarythinge. Cherfoze beare the worde 
Of the LORDE,9 thou harlot· Thus ſaiet h the 
LORDEGod: Foꝛ ſo moch as thou baft (pec 
thymoneye,z difconered chy ſhame thorow 
thy whordomewith all thy louers, and with 
all che Jools of thy abbominacions inthe 
blonde of thy childzen, whom thou baft ge- 
nenthem: Beholde therfoꝛe, J wil gacher to 
getberallcbylouers, unto whomebou haſt 
madetby felf comon:yee zall them whom 
thou fauoureſt, and euery one thatthou ba- 
teſt : and will diſcouer thy ſhame before che, 
thatthey all maye ſethy fylt hines. 

Morouer. J wil iuðdge the as a breaber of 
wedlocke and a murtburer, andrecompence 
the thine ovone bloude in wrath and gelou- 
FA wil geue the ouer in totheit power,that 
hal breake Downe thy ſtewes, and deſtroye 
thy brodel houſes:t hey ſhal firipethe out of 
thy clothes, alleby fayzez bencifull Jewels 
ſhaͤl they take from che, and ſoletthẽ fyena- 
bed ⁊ bare: Neethey [hal bringe the comon 
people vponthe, which ſhal ftonethe,z flaye 
che downe with theirfivcardes. They fall 
burne vp thy boufes, and punyſh the in the 
fight of manywomeé. Thus wil J matecby 
whordomero ceaſſe, ſothatt hoũ ſhalt gene 
out no MO re wardes. 

Shulde J matemy wrathto be feill, take 
my gelouſy fromebe, becontent,and nomore 
tobe difpleafeo ? feingetbouremembzefEnoe 
the dayes of thy youth, but bajé pꝛouobed 
me to wrath in alltbefe chinges 7 Beholde 
therfore, Tj wil b:inge thine orne wayes v- 
pontbinc heave, faicth theLORDEGod: bow 
beit,7J neuer dyd vnto the, acozdingetotby 
wicFedneffe and all thy akbominacions.5e- 
holdoe,alltbey ¥ vſe comon pzonerbes , fall 
vᷣſet his prouerbe alfo agaynft the: Soch a 
mother, ſoch a doughter. 

Thou art euenthy mothers owne dough 
ter, that bath caſt of hir houßbonde and bir 
chüdren: Ree thou art the ſiſter oftbyfifters, 
which forſoke their huß bsðdes and their chil · 
Dien. Roure mother is a Cet hite, and youre 
father an Amorite. Thine eldeſt ſiſter is Sa 
inaria,ſhe and bir doughters that dwel vpõ 
thy left honde. 

Suc thy yongeſt ſiſter that dwellet h ony 
right hõde, is Sodoma and bir doughters. 


Khe xvi. Chap. Ao. (rt, 
Ret haſt thou not waltedafter their wayes, 
ner done after their abbennnacions: But in 
all thy wayes thou haſt bene moze corrupte 
then they. 

As truly as J lyue, ſaieth the LORDE 
God: Sovome thy fiffer with bir vough- 
ters, bath not done ſo euel, as thou and thy 
doughters. Bebolve,the ſynnes of thy ſiſter 
Sodoma weretheſe: Pryde, fulneſſe of mea 
te, abundaunce and Idilneſſe: theſe chin- 
ges had ſhe and hir doughters. Beſydes 
that,cheyreached not theit honde tothe poo 
re and nedy, but were proude and dyd abbo- 
minable thinges before mertherfoꝛre J tote 
them awaye, when J bad ſene it. Nether 
bath Samaria donc balf of thy fynnes, yee 
thou haſt erceadedtbem in wickeoneffe: In 
ſo moch that in comparifon of all theabbo- 
minacions which thou haſt done, thou bafé 
made thy ſiſters good women. Cher fore bea 
rethine orone ſhame, thou that in ſynne haſt 
ouercome thy ſiſters: ſeinge chon haſt done 
ſdabhominably, that they were better then 
thou. Be aſhamed therfore ſaye)and bea- 
rethine owne confucion, thon that makeſt 
thyſiſters good women, 

As fortheir captinyte, namely the ca ptt 
uyte of Sodema and bir dougters: che cap 
tinyte of Samaria and bir dougheers:3 wil 
bungethem agayne, fo will J alfe binge a- 
gaynethy captiuyte amõge chem:that thou 
mayefEtate thine orvne con fucion vpon the 
and be aſhamed of all that thou haͤſt done. 
andto coinforte them. 

Thus thy ſiſters (namely) Sodoma and 
hir dongbters:Samaria and hir doughters 
with y felfzthydougbters, halbe brought 
aga yne to youre olde eſtate. Whẽ thou waſt 
in thy pryde, and before thy wickedneſſe ca- 
me to light:thon woldeſt not heare fpeate 
of tby fifter Sodoma, vntill therymethac 
the Sirians with all their torones, andebe 
pbilifiynes with all that lye ronndeabou- 
retbhens, brought the ro frame andconfu- 
cton:that thou mighteft beare thine owne 
fylebynes and abbominacion , faieth the 
LORDE. 

Forthus faieth theL ORDEGod: 3 fhnk 
de(by right) deale with che,as thou haſt do · 
ne. Thou haſt deſpyſed the ooth,and broken 
the couenaunte. Neuertheles, Iwil remem · 
bre the couenaunt, that J made with the in 
thy youth, ſo moch thatit fhallbeaneners 
laſtinge couenaunt: So thattbou alfore 
membzetbywa yes , and be afhamed of ches 
then ſhalt thon receaue of me thy elder and 
yongerfifters,whom J wil matory yes 
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Che prophee Eyechrel, 
£  ters,andechatbefpdetby couenaunt, And ſo 
Fail renuemy couenaunt with the, y thou 
mayeft Enowe, thacT amebeLORDE: that 
t hou ma yeſt thincke vpdit,beafamed, and 
ercuſe thine owne confucion nonore: when 
J baue forgeuen the, all thatthou baftdo- 
ne,fateth theL ORDEGod. 
The XVI. Chapter. 
SBw He worde of rhe LORDE came vn- 
2. tome, fayenge : Chou ſonne of man: 
put forth a darcke [peatyngeanda 
parable, vnto the houſe of Iſrael and faye: 
Thus faiech che LORDEGod: There came 
a Greate Aegle with greare wynges, yee wW 
mightie longe wynges , and full of fetbers 
of dynerſe colours, vponthemountof Liba 
nus and coke & braunch from a Cedze tre, 
and brake of the toppe of bis twygge, and 
caried it in tothe londe of Canaan, and fee 
it in a cite of mardbauntes . He tote alfo 
a braunch of the fonde, and planted it ing 
feute fill grounde, bebzoughe it vnto greate 
waters, Tfecitas arwillye tretherby. Then 
Dydit growe,and was a greatewyne ſtocke 
buelowe bythe grounve:thus there came of 
ita vyne, and it brought forth bloffomes,z 
{pred out braunches. 

But there wes another Aegle,a greate o⸗ 
Ne, which bad greate wynges and many fe- 
thers:and beboloe, y rotes of this vynebad 
anbiiger after bim, and ſpreð ont bis braun- 
ches cowarde bim,to water bis frntes : Ne· 
uertheles it wes plated vpon a good groun 
de beſyde greate waters: ſo that ( byreafon) 
it ſhuide haue brought out braunches and 
Sfruͤre and haue benea goodly vyne Speare 
thoutherfore,thus ſaieth the LORDEGod: 
Sbhal this vyne profperezfhal not bis rotes 
be pluckte ont, bis frute broken of, bis grene 
braunches wythereed and fade awa ye? yee 
without ether fironge arme ozmany people, 
Phalic be plucted vp by the rotes. Bebol- 
de, it was planted : [hall it profpere ther- 
foze7 Shall it not be veyed vp and withe- 
red, yee event inthe ſhutinge ont of bis blof- 
fomes,as fooncas ¥ eaſt wynde blowet h? 

Morouer, the worde of theL O R DE ca- 
me vnto me fayenge: Speate to that frau- 
warde houſholde: knowe ye not, what theſe 
rbinges do fignifierCell them: Beholde the 
kinge of Babilon cameto Jeruſalem, and 
tokethetingez bis prynces, and leddethem 
to Babilon. 

He toke of thekinges ſede, and made a co⸗ 
uenaunt with him, and toke an ooth of bim: 
Lobe pꝛynces of the londe toke he with bins 
alſo, chat the londemight be bolven in ſub · 
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Khe rviij. Chap. 

ieccion, andnotto rebelle, but Eepethe cone 
Haunt, and fulfillic. Suche fell from bim,z 
fent bis Embafficours mero Egipte , that 
he might bane horſes z moch people. S bul- 
de that profpere 7 Sbulde bebe tepte ſafe, 
that doch {och thinges:®: fhulvebeefcape, 
that breateth bis conenaunty 

As truly as J lyue, faiech the LORDE 
Sod:He ſhal dyẽ at Babilon in y placewhe 
re che kinge dwelleth, that made Lim kinge: 
whoſe ooch be bath deſpiſed, and whofe co- 
uenaunt be barbzoken. Nether ſhall Pha⸗ 
rao with bis greate hooſt and niultitudẽ of 
people, maynteyne bins in the warre: when 
they café vp diches, and fet vp bulwortesto 
Deftroye mod) people. Fozfeingebebath def” 
pyſed the ooth, and broken the couenaunt 
(whereas be yet gaucbis honde therypon) 
and done all thefe chinges, be ſhaͤll not ef- 
ape, 

Cherfozrethus faieththe LORDE Gods 
As truly as J lyue, J will bringe myne ooth 
that be bath deſpyſed, and my couenaunt 
1] re bath broken, vpon bis owne heade. 
Frwil caſt my niet aboute him,and catch him 
Inmy yarne. To Babilon will Ycary bin, 
there will J punyfly him, becanfeofthe grea 
teoffencetbathe made me. As for thofe y 
fle fromban out of ¥ booft, chey halbe flay 
ne withthe fivearde. The reſidue haibe ſca⸗ 
tredtowardcall che wyndes: and ye ſhal kno 
we,tbat Ithe LORDE haue ſpoken it. 

Thus ſaieth che L ORDE Sod: Iwill al- 
ſotake a biaunch froman bieCedzetre, ang 
will ſet it, and take the — moſt twygge. 
that yet is but tendre, and plante it vpon an 
bicbill: Namely, vpon thebie billof Sion 
will J plane it:that it maye beinge forth 
twygges, and gene frute, and be a greateCe 
dre trer ſo that all maner of foules maye by- 
de init, and mate their neſtes vnderthe ſha· 
dowe of his braunches. 

And all the trees of the felde ſhall bno⸗ 
we, that J theL ORDE haue bioughtbow- 
ne the bie tre, and fet the lowetre vp:that 
J baue dzyed vp the grene tre, any made 
the dzye tre to floufly : Euen FJ the LOR- 
DE ¥ fpateit, haue alſo broughẽ it to paffe. 

Che Xvill. Chapter. 

de worde of theLORDEcamevnto 
g me, oncbis maner: what meane ye by 

this comon prouerbe, that ye vfeint 
thelonde of Sftael,fayenge:T be fathers ba 
uceatenfoure grapes, and the childzés tet 
are ſet on edge? As truly as J lyue, ſaieth F 
LORDE God, ye ſhal vſethis bywortenome 
bein Iſrael. 
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Beboloe,all foules aremyne.Liteas the 
___ fatberismyne, fois ¥ ſonne myne alſo. The 
Leuiwea fonte chat fynneth, ſhal dye Rfa man be god 
ly, and dorbeebinge thatisequallz right, 
Ge eateth noe vpon not 
—* eyes vp to the Jools of Iſtael: he defy- 
lech not bis neghbours wife:be medlerh w 
no menftruons woman: be greueth no body: 
be geneth bis detter bis pledge agayne: be 
taberb none ocber mans good by violéce: be 
parteth bis mere withthe hongrie: be clo- 
the nated: belendeth notrbinge vpon 
Matas e vſur y: hetaketh nothinge over: he withdza- 
Piali4-8 web his honde fromdoinge weonge: he bad 
leth faithfully betwixte man c man: be wal · 
bechin my commaundementes, Tkepeth my 
Ro.10.8 lawes, z perfourmeth thé faithfully) This 
is a rightuous me, be ſhal ſureiy lyue, ſaieth 

theL ORDEGod. 
SD — rf benow gerafonne, thatisamurthu- 
ret,a Medder of blonde:yf he do one of theſe 
taco.ab thinges ( though be do not all) he eateth v- 
pon the billes: be defylech bis neghbours 
wiferhe greuet hthe poore and nedyr berob- 
beth andfpoylech : be geueth not the detter 
bis pledge aga yne: he liftech vp his eyes vn 
to Idols. ⁊ medleth with abhominablethin⸗ 
ges:belendeth vpon vſury, and tabeth mo · 
¥e ouer. Shalthis man lyue? He ſhal not ly · 
ne, Seingẽe he hath done all theſe abhomina 
cions, be fall dye: bis bloude ſhalbe vpon 
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Clow yf this man get a ſonne alſo, that 
ſeith all chis fathers ſynnes which be bath 
donerand feareth, nether doth ſoch iike: Na⸗ 
mely, be eateth noe vpont he mounta ynes: he 
lifteth not bis eyes vp to the Idols of Iſ 
rael : bedefyleth not bis neghbeurs wifezbe 
vereth no man: be Eepethno mans pledge: 

C he nether ſpoyleth, nerrobbethenyman: be 
dealeth his nieate with che hungrie: he lor 
theththe naked: be oppreſſeth not the poo- 
re: he receaueth no vfury, ner enythinge o- 
wer: be kepethmy lawes, and walketh in my 
commanndementes: This man [hal nordye 
inbis fathers ſynne, but ſhall lyue without 
fayle..21s for bis father:becauſe he oppref- 
fed. and ſpoyled bis brother, anddyd wycked 
Lyamonge bis people:lo,be is deed inbis ow 
ne ſynne. And yet faye ye: Wher fore the ſhul 
‘de not this fone beare bis fathers ſynne? 
Cherfore: becanfe the fonne hath done equy 
teandright, bath kepte all my commannde> 
mentes, anddonecbem:tbherfore, ſhall bely- 
* Sheftimefouley fymetb, oalloye-Tbe 

pdevrze ¶ The ſame ſoule y fynnech, ye. 
encesc forme fhalnocbeare the farbers offence, ne= 


Che xviij. Chap. Fo. lxij. 
nether ſhal the father bearetbe fonnes offers z.Paras.a 
ce. Che rightuouſnes of therightuous fhall tre18.a 
be vpon bimfelf, and the — orebe Ror. 
wicked fhalbe vponbim felf alſo. But yf ¥ 
vngodly will turne awa ye, fromall bis fyn- 
nes that he hath done, and kepe all my com · 
maundemẽtes, anddorbetbinge y is equall 
Zright: doutles he ſhal lyue and not dye. As 
for all bis ſynnes chat be dyd before; they 
fhallnocbe thoughe vpon: butinbis righ- 
tuouſnes that he bath done, be fhallyne, For D 
haue FJ eny pieaſure in che death of a fyn- Tet.s b 
ner, {ateth the LORDEGod but rather that 
he conuerte, and lyue? 
Agayne: yf che rightuous turne awaye 
fromhis rightuonfies,and doiniquyte,acoz 
dinge to all the abbominacions, chat ¥ wie 
rkedmã doth: ſhal he lyue: Allthe rĩghtuoufẽ 
nes that he bachdone, ſhall not be rhought 
vpõẽ but in the fa wte that he hath offended 
pees and in the ſynne that he hath done, 
dye. 
And yet yefaye:Tufh,the wayeof FLOR Ezen.c 
DEis not indifferẽt. Heare therfore yebou- 
{cof Iſtael: Jss not my waye right? Oz,are 
not youre wã yes rather wicked 7 When « 
vightnous mã turneth awaye from bisrigh 
tuoufiteffe, and medleth with vngodlynes: 
he muſt dyetherin: Nee forthe vnrightuouſ⸗ 
nesthat he bath done muſt be dye. Aga yne: E 
when the wicFed man curneth aͤwa ye from Earnb 
bis wickedneſſe, that he hath done,and doth 
thetbinge which is equall and right: he ſhal 
ſaue his foule alyne. For in ſo moch as bere- 
mnembreth bimfelf, and turneth bim from all 
the vngodlynes, that he hath vfed, be fall 
Tyne,and not dye. 
And yet ſaieththe houſe of Iſrael Tuſh. 
the waye ofthe LORDEis not equall. Are 
my wayes wnright,o ye houfe of Iſrael Are 
not youre wayes rather vnequall s As for 
me, J wil indge every man,acordingeto bis 
wayes,D yeboufe of Iſrael, ſaieth theLOR 
DE God. Wherfore, be conuerted, andturne Efass.b 
youclene from all youre wicFedneffe, ſo fhai Matsa 
chere no ſynne do you harme. Caſt a wa ye frõ 
you all youre vngoͤdlyneſſe, that ye bane dor 
Lit — ye nero bo * — * Ezeand 
fore wil ye dye, O ye houſe of Iſrael? a-¢ 
feynge J baueno pleafurein ¥ deathof bins *** 
that dyeth, faieththeLORDEGod. Curne 
youthen,and ye ſhal lyue. 
The XIX. Chaprer- 
a Wemournetbou forthe prynces off 
* Iſrael ⁊ ſayer: Wherſoꝛe laye thy mo⸗ 
ther that lyoneſſe amõge the lyons? 
noriſhed bir yonge ones spares lyon 
q 
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whelpes 7 Onc of birswhelpes ſhe brought 
vp,zicbecame a lyon: it lerned to fpoyle, and 
£9 deuoure folke. Che Heithen herve of bins, 
z tote him in their netres,z bionghe bim in 
haynes vnto the londe of Egipte. 

Clow when the damme farve,thacallbir 
bope z comfozth was awa ye, fhe tote ano⸗ 
cher of bir whelpes, and madea lyon of him: 
which wenceamongethe lyons, z became a 
fearce lyon: lerned co fpoyle and todenonre 
folcPe:be deſtro yedtheir palaces, and mave 
their cities waiſt: In ſo mochthat the whole 
londe and euery thinge therin , were vtterly 
deſolate, thorowthe very voyce of bis roa- 
ringe. 

Then came the Heithen together on ene 
Ty ſyde out of all countrees agaynft bins, 
layed their nettes for bim, and cote bimin 
their pytre. Sothey bounde bim with chay- 
nes, and brought him tothe tinge of Babi- 
lon: which put bim in preſon, that bis voyce 
ſhulde nomoꝛe beberde vpon the mountay- 
nes of Iſrael. As for chy mother, ſhe is like a 
vyne inthy bloude, planted bythe water fy- 
de:bir fruces and biaunches are growen out, 
of many waters: bir ſtalkes were[o fironge, 
ehacmenmight haue made ſtaues therof — 
Officers:fhe grew fo hie in hir fEaltes. 

So when men ſawe that fhe erceaded F 
heith and multitude of bir braunches, fhe 
was roced ont in difpleafure, and caf—dow- 
netotbe grounde. Che Saſt wynde dzyed 
vp bir fiute, bit ſtronge ftaltes were broken 
‘Ofs wytbhered and bientinebe fyze. But nor 
Phe is planted in the wilderneffe, ina dzye 
andeburftie grounde. And there is a fyzego- 
ne outof bit ftaltes, which bath bree vp bir 
braundyes and bir finte: fo spare hath no 
Imo ſtronge ſtalkes, to be ſtaues fo: officers. 
Thisis 4 piteous andmiferablecbinge, 

The XX. Chapter. 


v Moneti ithappencd,chatcertay- 

neof the elders of Iſrael came vnto 
me for to are councell atthe LORDE, and fac 
them downe by me. Then came the worde of 
ebeLORDE unto me on this maner: Thou for 
ne of man: Speateto the elders of Iſrael. 
andfaye onto chem: Thus ſaieth che LOR- 
DEGov:Are ye come hitherto areenythin- 
ge at me? Astruly as J lyue(ſaieth the LOR 
DE,) 3 will gene you no anfwere. Wut theu 
not repzoye them (thou fone of man) wilt 
thou not reproue themẽ Shewethem the ab 
bominacions oftheir fore fathers ⁊ teli chẽ: 
Thus ſaieth the LORDEGod: In the daye 
xhen Ichoſe Iſrael, and life ppmyne honde 
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The xx. Chap. 

vpon the ſede ofthe houſe of Jacob, 7) 
ee my felf vnto chem inchelonde of Hee 
te:mec when Flifte vp mynebondconerthe, 
and fayde: Jam the ORDE youre God, e- 
uen in the dayetbat Ilift vp myne honde o- 
uer them, to bringe them out of the londe of 
Egipte: into a londẽe that J bad prouydeð 
forthem, which floweth with mylcke and bo 
ny,andis a pleafauntloveamonge all orber: 
Then fayde J vnto chem: Caf-awaycenery 
mantheabbominacions that be bath before 
bin, and defyle not youre felues with the 
Jools of Egipte, for JamtheLORDE you 
reGov, 

But they rebelled aga ynſt me, andwolde 
not folore mer to caſt awa ye euery man the 
abbominacions of bis eyes, and to forſake 
the Fools of Egipte. Chen J made me to 
poure my indignacion ouer them, and to fae 
tiffie my wath vpon them: yee euen inthe 
myddeſt of chelonde oflEgipte But J wol 
denote doit, for my names fate:thatit ſhulde 
notbe vnhaloweð be fore the Heitben, amon 

e whom they dwelt, and amonge whom J 
dmyſelf vnto them, that Iwolde bain 
ge them out of the londeof Lgipte. row 
when J had caried them out of tbelonve of 
Egipte, and broughtthem intothe wilder- 
ney ganeehem my commaundementes,Z 
svedthe my lawes : which who fo keperh 
al lyue in them. J gauethemalfomyboly 
Dayes, tobe atolen betwirte me and them. 
andeberbytotnowe that J amtbeLORDE, *° 
whid haloweth them. And yet the honfe sf 2 
Iſtaelrebelled aga ynſt meinthe wildernef- 
fe, they wolde not walte inmy commaunde · 
mentes, they haue caſt ** my lawes: 
arhich iwho ſo kepeth ſhulde lyue in them.) 
anð my Sabbath daies haue thy greatly vit 
balowed, . 

Thẽ J mademe to ponre out my indigna 
cion vpontbem, zto coſume them inthe wil- 
derneffe. Net J wolde not doit, formy na- 
mes fate : left it fIpulde be diſhonoured befo- 
rethe Heithẽ, from tbe whic) J bad caried 
them araye. But J ſwore onto them in che 
woilderneffe, chat J wolve not binge than 
incothelonde, whidy FJ gauethem: a londe 
that floweth with myſcke c bony, zis a plea 
fare of alllondes:z ¥ becauſe they refuſed my 
lawes,z walted not in my cOmaundemétes, 
but had vnbslowed my Sabbathes, forthe- 
ir berte was gone after their Idols Neuer 
theles mynceye [pared the,fo ¥ J woldenot 
vtterly flayetbé, z cSfumethé inthe wilder- 
nes. Morouer. I ſayde vnto their formesin C 
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forefathers, kepe not their oxdinaunces,and 
de fyle not youre ſelues withtheir Fools, for 
JamtbheLORDE youre God. But walke in 
myſtatutes, kepe my lawes z dothem halo⸗ 
wemy Sabbaches: for they are a toten bet- 
wirtemez you, that yemaye Enowe,bow y 
“JamebeL ORDE. Notwichſtõdinge, their 
fonnes rebelled againft mealfo:they walted 
not in my ſtatutes, they kepte not my lawes 
to fulfillthem( which be that doth ſhal lyue 
in them)net her halowed they my Sabbath 
dayes. Thẽ J mademeagayneto poure out 
my indignacion ouer chem, and to ſatiſfie 
my wrath vpon them in the wilderneffe. Ne 
uertheles J with dre we my honde for my na 
mes fate, leſt it ſhulde be vn halowed amon- 
ge the Heithẽ, before whom J bad brought 
them forth. J lift vp myne honde ouer them 
alfoin che wilderneffe, chat J wolde ſcatre 
them amonge the Heithen, and ſtrowe them 
amonge the nacions: becauſe chey had not 
kepte my lawes, but caſt aſyde my cammaun 
dementes, onbalowed my Sabbathes, and 
life vp their eyes to their fathers Fools. 
Whei fore J gaue chem alfo commaunde · 
mentes not good, zlawes thozowthe which 
they ſhulde not lyue, I vnhalowed them 
in their owne giftes: (when J appoynted for 
my felf all their firſt bornec matetbem de 
folate:that they mighttnowe, howchat J 
amtbe LORDE. 

Ther fozre( Dehoufonne of man )tell che 
bouftof Iſtael thus ſaieth the LORDEGod: 
Befyve allebis , youre forefathers haue yee 
blafpbemed me moze, and greatly offended 
agaynft me: Foz after J had brought them 
in to the londe, ¥ J pzomyfedro geue them, 
when they ſawe eũery bie billz all the thic- 
retrees: they made there their offringes,and 
prouoted me with their oblacions, makinge 
fivete ſauoures there,z poured out their drin 
Ecofferinges . Then J aredthem:whatha- 
ue yetodo with ail that ye gorbither 72nd 
therfore is it called the bie place vnto this 
Daye. Wherfore,fpeate vntoche houſe of FF 
reel: CT bus faieth the LORDEGod: Ne aree- 
uen as onclene as youre forefathers, z cont 
mitte whordome alfd with their abhomina · 
ciõs. In all youre Idols. where vnto ye brin 
ge youre oblaciõs, zto whofe honoure ye bur 
ne youre dhildzenzye defyle youre ſelues euen 
wntotbisdaye: how darre ye the come,and 
ere eny queſtion at me 7 ® ye houſholde of 
Hrael? Aseruly as Ilyue( ſaieth the LORDE 
God) ye get no anfivere of me:z as forthe 
thingethat ye go aboute, it ſhal not cometo 
PAfle, where as ye faye:we wil be asthe Het 
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then, ⁊ do as other peopleinthelonbe, wod 
⁊ ſtone wil we woꝛſhipe. 

As truly as J ĩyue( ſaieththe LORDE 
God) J myfelf, wil rule you with amightie 
honde with « firetchedout arme, and with 
indignacion poured out oucr you: z wil brin 
Se you cut of the nacions and lonves , whe 
tin yearefcatred: and gather you together 
with amightichdve, with a ſtretchedout at 
mez wW indignecion poured out vpon your 
T wil bringe you into the wildernelfe of the 
people, ztbere 3 will reaſon with you face 
to face. Lifeas J puniſhed yor forefarbers 
in che wilderneffe,fo wil J puniſh youalfo, 
ſaiech che LORDE God. FJ wil bainge you viz 
der my iuriß diction, and vnderthe bonde of 
the couenaunt. The forſabers alfo and the 
tran[greffours wil Fj cake from amonge you, 
zbiingethem outof the londe of youre babi 
tacion: as for the londe of Iſrael they [hall 
notcomeinic:thattheymaycEnowe, how 
that Jamethe LORDE, 

Go now chen (ſaieth the LORDE God) 
yeboufeof Iſtael caſt awa ye, and deftroye 
euery man bis Idols:then ſhal yebeareme, 
and nomoze blafpane my boly name with 
youre offrynges and Fools . ut vponmy 
Holy hill euẽ vponthe bie hill of Iſraͤel ſhal 
all the houſe of Iſtael and allehatis inthe 
Tondve, worſhipe me: and in the fameplace 
will J fauourethem,and there will J requy 
re youre beancoffringes , and the firftlin- 
ges of youre oblacions, with all youreboly 
thinges, 

Jrwilaccepte youre ſwete ſauoure, wher 
FJbemnge you fromthenacions, and gather 
youtogetber out of the londes,rwberin ye be 
{catred: that J mayebe halowed it you be- 
fozethe Heithen and that yemaye tnowe, 
that Jamthe LORDE, which haue bꝛought 
youintotbhelonde of Iſrael: yee in tothe fe 
me eee ſworetð gene vᷣnto youre for 
re fathers. Chere ſhal ye callto remembraun 
ce youre owne weyes andall youre ymagi> 
nacions, wherin ye baue bene de fyled: and 
ſhal be diſpleaſed with youre owne ſelues, 
forall youre wicFednes , that ye haue done. 
nd ye fhal Enowe,that Jam the LORDE: 
when Fentreate you aftermyname, not af- 
ter yo wicked wayes, ner acordinge to you- 
re corrupte wortes: o ye houſe of Iſtael; fa- 
ieththe LORDE. 

Moꝛouer,the worde of ¥ LORDEcame vie 
tome fayenge:Cboufonne of ma, ſet thy fa 
cetowarde the fouth , zfpeateto the four 
wynde, and fayero thewoddetowarde the 
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The prophee Exechiel. 
ßieth the LORDE God:Bebolve,7j wil kynd 
lea fyre in the, ¥ ſhal ofumerbe grenetrees 
wW the dzye. No man ſhal be ablẽ to quench 
bis flame, burallebat loketh from the foucb 
tothe north, ſhal be brent ther in: Tali fiefh 
Phal fe, that Ithe LORDE haue Eyndled it. ſo 
that no man maye quench it. Then fayde 3: 
®LORDE, they wil fayeof me: Tuſh, they 
are but fables,thar he telleth. 


The xxi.Chapter. 

oe worde of the LORDE came teme, 

fayenge: Thou ſonne of man, ſet thy 
Fin face towarde Zeruſeiem, fpeate a- 
gaynſt the Sanctuary,z prophecie aga ynſt 
che londe of Iſtael, ſaye to the loͤde of Iſtael: 
Thus feiechrheL ORDE God: Behõlde, F 
wil vponthe,z wil drawe my fivearde ont of 
¥ foech, zrote out of ¥ both the rightuous 
tebe wicked. Seinge then that J will rote 
ourof che boththe rghtuous zwicked,ther 
fore [hal my fivearte go out of bis [hetb, a- 
Hayne all fleſh fromthe nosh co the ſouthr 
thac all flefh maye Enowe , bow that 7 the 
LORDE baue drawen my ſwearde out of the 
Pheeh,z it ſhal not be putinagayne. 

Mourne ther ſore (othou fone of man)y 
thy loynes crack witball, yee mourne bytter 
ly forthem: And yf they ſaye wherfore mour 
neſt thou ? Thencell them : forthecydinges 
that commeth, at the which all bertes ſhall 
melt all bondes ſhaibe letten downe, all fic- 
mackes ſhal fa ynte, and alltnees ſhall waxe 
feble. Beholde, it commeth ⁊ ſhal be fulfilled, 
ſaieththe LORDE God. 

Atta yne, the worde of cheLORDE came 
vntome, fayenge : Thou ſonne of man, pꝛo⸗ 
pbecie,and ſpeabe: Thus ſaieth the LOR DE 
Good: ſpeake the ſwearde is fharpenedzwel 
ſcoured. Sharpenedis it for the flaughter,z 
feoured y it maye ke biiabe.O,the deſtroyen 
ge ſtaff of my forme, ſhal bringe dorne all 
ywodde. He bath — ſwearde to y digh- 
tinge, y good holde maye be takẽ of it. This 
ſwearðde is Pharpencdzdigbe, ¥ itmayebe 
geuen in to the onde of chemanflayer. 

Crie (othon ſonne of man and howle,foz 
this ſwearde ſhal finytemry people, Tallthe 
rulers in Iſraei, which with my people halt 
be {layne downe tothe groundethozowebis 
ſwearde. Smyte thon vps thythee, for, wher 
fore ſhulde nocthe place ſtaff of ndamee 
comerpzepbecy thon fonne of man,z finyte 
thine hot es comect er:make the ſir earde two 
edged, yce male it thre edaed. ¥ manflayers 
ſwearde, that fweardecf the greate ſlaugh 
ter, which [hal ſmyte thein, euen in their pze- 
uy chambres:to make chem abaßſhed ⁊ fayn 
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teat the bertes,z in all gates to make ſome 
of chem fall. © bow bright and ſharpe is it, 
bow wel dightz mete foz ¥ ſlaughter? Gee 
the to fome place alone, ether vponthe right 
honde or onthe lefte, whither fo ener thy fa- 
ce turneth. J wil finyce my hondes together 
allo,and ſatiſfie my wrot hfull indigna cion: 
Euen Irhe LOR haue ſa yde it. 

The worde of the LORDE came yet vn· 
tomceaguyne, fayenge: Chon forme of man, 
make therwo firetes, that chefivearde of F 
Eingte of Babils maye come.Doth chefefire 
tes ſhail go out of oñne londe. He ſhal fet bins 
vp ã hplace, at the heade of the ſirete ſhal he 
doſe himeut a corner. Mate y a ſtrete that 
the fivcardemaye ce me towarde Rabach of 
the Ammoenites, and to the firenge cite o 
Jeruſalem. Foz thetinge of Babilon 
ſtonde in the turnynge of che waye, at the 
heade ofthe two fireces:to are councell at 
the eye Wfayere,caftinge ive lettes with bis 
aroiwes,to are councell at the Idols and to 
Toke inthe lyuer Buc che ſoythſa yenge ſhall 
poynte to the right ſyde vpon heruſalem, 
that be maye fee men of warre,to finyte it 
with a greatenoyfe, to crie out Alarum,to 
fecbatellrammes agaynft the gates, to gra- 
ue vp dyches ⁊ to make bulworles. 

VNeuẽertheles, as for ¥ ſoythſa yenge, they 
MHall holde it but for vanite euen as tkhough 
@iefi were tolde them: Mec and they thent 
felues remembze their wicedneffe , jd chat 
byright theymuſt be tate and reonne. Ther 
forefaterhtheL ORDE God: For ſo moch as 
ye youre feluce ſherwe youre effence, and ha 
ue Opened youre wicFedneffe, fo chat in all 
youre workes men maye fe youre ſynnes: Yee 
info moch ( J ſaye) that ye yourefelues ba- 
ue made mencion therof, ye ſhalbe taken by 
violence, 

O thou ſhame ful wicked gyde of Frac, 
whofe da ye is comecencntbetymetbatwic 
edneſſe ſhall bane an ende: Thus ſalet hthe 
LORDEG 0: take awayethemrycre,and put 
ofthe crowne, andfois itawaye:thebum 
Le ts exalted, and che proude brought lo- 
we. Punyſh, puny fh, yee punyfhebem will 

> AND deſtroye them: and that ſhall not be 

Afilled, vntili be ceme, to wxbemebe iudg · 
ment belongeth , and to whem J haue geuẽ 
ic. And thoð( o ſonne ofmanprophecy, pea 
te: Thus ſateth the LORDE God to the chil- 
dren of Ammon,z tot heit blafphemy,fpeate 
then: Che fwearte, the fivcarve,is drawen 
forth alredy torbe flaugheer, Tſceured that 
te glifireth (becaufecbeu haſt loked the ont 
vanities, z propbeciedlyes ) ¥ it maye ceme 
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vpon thynecke like as vpõ the other vngod 
Jy, which be ſla yne: whoje daye came, when 

ebew wikednepfe was full. 

Though ic were put vp agayne into the 
heath, yee will F punyſh the, in ehe londe 
wwherethou waſt norifzed z bome, and pou 
remy indignacion vpon che, and will blowe 
vponebeinthe fy:cof mywiath, and dely- 
er che vnto cruell people, which are lerned 
to deftroye.T hou ate fede the fyre and y 
bloude ſhall be ſhed in the lonve, that thon 
ma yeſt be put out of remembraunce. Euen 
JrbeLORDE bane [poten it. 

Che XXIl. Chapter. 

Oꝛouer, the worde of y LORDE ce 
A M me vnto me, T ſayde: Thou ſonne of 

mars, wilt chou noe reproue this 
bloudt hurſtie citer S hewe thé cher abbo- 
minacids, z cell chem: Thus faiech cheLOR 
DEGod:O chou cite, y ſheddeſt bloude in ¥ 
myddeſt of the, ¥ chy cymemaye come alfoz 
aid mabeſt che Idols to defyleche withall, 
Thou haſt madẽ thy ſelf gucy,in ¥ bloude ¥ 
thou haſt hed: zvefyled Fi ¥ yools,whid> 
thou haſt made. Chou haſt cauſed thy dairs 
to drawe nye, made the tyme ofthy yeares 
to come. Therfdre will Imake ¥ co be con- 
founded amdge the Heichẽ. z to be defpifed 
in allcheldves,whecber they be nye o2 farre 
FrS cherthey fhal laugh y to fcome, thou ¥ 
haſt gottẽ the ſo foules name, z are fulloff 
myſchefe. Beholde, the rulers of Iſt ari haue 
brought euery man bis porer,co hed blou- 
dein the. In the haue they deſpiſeb father z 
motber,inche hauethey oppreſſed the ſtraũ 
ger, in the haue they vered tbe wyddore 7 
the fatherleſſe. Thou haſt deſpyſed my Sac 
tuary, and vnhalorved my Sabbath. iNur⸗ 
therers are there inthe, that ſhed bloude,z 
eate vpon the hilles, and in the they vſe vn⸗ 
bappinc(e a * 

it y haue they difcouered their fathers 

ſhane in the haue they vexed women in the 
ir ſickneſſe. Euer y mã bath dealte ſhameful· 
ly with bis neghbours wife, zabbeminably 
defyled bis dou ghter inlawe. In the bath e- 
uery man forced bis owne fifter, euen bis fa- 
thers doughter: YRee giftes banc bene receg- 
ued in the,ro ſhed bloude. Thou haſt taken 
vſury ⁊ encreace,thou haſt oppreſſed thy ne- 
ghbours by extorckon and forgotten me, fai- 
eth the LORDE Goo. Bebelve, Fj haue ſmyt· 
ten mybondes vps chy couctoufneffe, that 
chou baft vfed,and vpon the bloude which 
bach bene fhedinche. Is thy herte able to 
endureit,ozmaye thy bondes defende thent 
ſelues, in che tyme that J ſhall binge vpon 


* sae 
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ther Euen FJ ebeLORDEthat} fpeate it, will 
binge it alſs co paffe. 

Jwill ſeatre cheamonge the Heithen,z 
firowerbe aboute inthe lodes, and wil cane 
i chy fylth yneſſe to ceaffe out off the: yee 
and J will haue the in poſſeſſion in the ſight 
ofthe Heithen, that thou mayeft Enowe, 
that J am the LORDE, 

And the worde off the LORDE came vit- 
tome, ſayenge: Thou ſonne of man, the bow 
feof Ißael is turned to droſfe. Wl ebey that 
[bulte bebraffe.cynne,y:5zleade, arein the & 
fyre become droffe. Cher foze,cus faieth the 
LORDEGod: §o02 fomoc as yeallare cur- 
ned in to dioffe,bebolde: “J willbzynge you 
togetber vnto Jeruſalem, lite as fyluer, braf 
fe,y20n,cynmeand leave are pue cogetber in 
the foznace,and che fyze blowen there vnder 
to melt them: Euen fo will J gather you,put 
you in together, and melt you inmy wrath 
andindignacion, Jwill brynge you toge- 
ther,and kyndlet he fyze of mry crvell diſplea 
fire onder you, that yemaye be meited ther 
in. 

Lite as the ſyluer is melted in the fyre ſo 
Hall ye alfo be meited therin bere ele 
Enowe, bow that J the LORDE bane poured: 
my wath vpon you. 

And the worde off the LORDE came vnto 
me, feyége: Thou fonne of mã tell ber: T how 
art an onclene londe,whichis noe rayned v⸗ 
poninebedaycoff the cruell wrat hrthy pro 
phetes that are in the, are froze together 
to deuoure ſoules, like as #roaringe Cyon, 
that lyuech by bis pry. They receaue riches 
and good, and make many wyddowes in F. 
Thy preftes bieatemy larwe, anddefyle my 
Sanctuary. They put no dyffcrence bee 
trwenethe bolyand vnholy nether difcerne 
betwene the clene and vnclene: they turne 
their eyes fromy Gabbathes,and Jam vie 
halowed amonge them. 

Thy rulers ist che are lite rauyſhinge 
wolues, to [hed blonde, andto deftroyefon- 
les, for their owne covetous Iucre. As for 
thy prophetes, they dawbe with vntempe⸗ 
red claye, they ſe vanities, and propbecie 
Ties vnto them, fayenge:the LORDEGoo 
ſayeth fo, where as i LORDE bath noe 
poten The peoplein the londe vfeth wice 
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reand nedy:and oppreffe the firaunger aga 

ynſt right. Andy ſought in ehelonve fora 

man that wolde mate vpthe hedge, and fee 

bim ſelf in the gappe before me in the ibde⸗ 

bebalfe, ¥ Fj fhulvence veterly veftroyeie: 

but Jcoude fyndenone, Therfore wilI pou 
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xe out my cruell difpleafure vpon them, 
andburnethem in the fyre of my wrathrthe 
ir owne wa yes will Tj recompence vpõ the⸗ 
ir heades, ſaieth the LORDE God, 
Tbe XXIll, Chapter. 
¢ Pe worde off the LORDEcamewnto 
me,fayenge:Cbou fonne of man,the 
re yweretwo womẽ that had onemo- 

ther: Theſec whenthey were yonge)beganne 
to playethe barlocces in Egipte. Chere we- 
re theirbreftes binffed, and the Pappes off 
their maydenbeade deftroyed. The eideſt of 
them was called Dole, and bir yongefé fif- 
ter Holiba. Theſe two were myne,and bare 
Tonnes anddougbrers. Their names were, 
Samaria,and that was Oola: and Fernfa- 
lem, that was Ooliba. As fo: Bola, fhe be- 
ganneto goa whozynge,when J bad rake 
er come. She was fet on fyre vpon bir lo⸗ 
nerstheAffrians, which bad ro do with 
ber: euen the pzynces andlozdes, that were 
deckte in cofély araye:fayze yonge men, luſty 
ryders of horſes. 

Thuschozow bir whordome, fle clened 
vntoall che yongemen off — 
was madde vponthem, and defyled herſelff 
with all their Idols. Hecker ce-stfed [lye fro 
the fomicacis,that fle pled withthe Egip- 
clans: for in bir youth they laye w* ber,they 
bꝛuſſed the bꝛeſtes of bir maydenbeade,and 

oured their wordome vpon ber. LOberfore, 
delyuered ber in to ¥ boves of bir loners, 
enenthe Affirians, whom fhe foloned. The 
fe ki hams bir sire ——— and 
doughters, and ſlewe ber wit wearde: 
An euell name gat fe of all people,ãd they 


punyſhed ber. 

Hirfifter Holiba fawe this, ãd deſtroyed 
berfelf x inordinate loue,moze then (be, z 
exceaded bir fifter in whordome: ſhe lsuedy 
Affirians (which alfolaye w ber namely, 
the prynces z greate loides, that were clo- 
thed wi allmaner of gozgious epparell, all 
Tnfty bozfinen and fayze yonge perfonnes. 
Then J fawe,that they borh were defyled 
elite. Sut fheincreafed fill in whordome: 
for when fhe fawe men paynted vpon the 
yall, the ymages off the Calvecs fet forth 
with freſh colours, with fayre gyrdles abou 
tethem,and goodly bonettes vpon their hea 
des lokynge all lite prynces (after F maner 
of the Badiloniãs and Caldces incheir ox 
nelonde, where they be borne) Inmediatly. 
as ſoone as fhe fare them, ſhe brent in lone 
vpon them, and ſent meſſaũ gers for them in 
tð the londe of che Caldees. 

Liow whenthe Babiloniãs cameto ber, 
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they laye with ber,and defyled ber with the 
it whozdome, and fo was fhe poluced witly 
with them. And whenbirluféwas abated 
from chem, bir whordome and ſhame was 
Difeoueredz fenc:then my herte forſole her, 
lite as my bercewas gone frombu fijter al- 
ſo. Neuertheles ſhe vfed bir whordome ener 
the longer the more, and remembred the vay 
es Off bir youth, wherin ſhe bad played the 
barlot inthelonvde off Egipte: fle brent tt 
luſt vpon thems, whofe fleſh was lite y fleſh 
of Ailes, and their fede like the fede off bor 
ſes. Thus thou bafé renued the fylt hyneſſe 
of chy youth, whenthy louers breſſeð y pap 
es and marredthy breſtes in Egipte. 

Ther fore(o Ooliba thus ſaieth ¥ LORDE 
Sod I will ra yſe vp thy louers ( with whom 
thon haſt fatisfiedehy luſtaga ynſt the and 
gather them cogecberrounde aboute the: 
Namelythe Babilonians, and all che Cal- 
dees: Pecod, Schoa and Coa, with allthe 
Affirians:all yonge and fayre louers: pzyn- 
ces and lordes, Enyghtes and gentlemen, 
whidy be all good bozfinen : Thefe fall co- 
me vponthe with horſes, charerbes Za grea 
te multitude of people: whic) ſhal be bar- 
neffedaboutethe on euery ye, rw bicfipla- 
tes, fbeldes and helmettes. J will puny] 
beforethem, yeethey thẽ felucs ſhal puny| 
the,acordingeto their owue iudg mẽt. will 
putmygeloufyvponthe, ſothatt heð ſhall 
dealecrnelly withebe. Chey ſhai cucofeby 
nofeandtbineeares,and theremnaunt fall 
fail thorowthe fivearde. Chey [hall cary a- 
wayetbyfonnes anddvoughters, z therefy- 
due ſhalbe brent in the fyre. Thy fal firype 
the out of thy clot hes. z carytihy coſtly Je 
wels awa ye with them. 

Thus will Jmakeanenve off thy fylthy D 
neffez whordome, whicht hou haſt brought 
ont of the lode of Egipte:ſo that thou ſhalt 
turnetbineeyes nomozeafter them, z café 
thymynde nomoze vpon Egipte. For thus 
faieth theLORDE:Debolde,F will delyner F 
into the bodes of them,whom thou hateſt: 
yeeenen into the hondes of them, with whs 
thon baft fulfylled thyluft, which fhalloea- 
Ie cruelly with y: Au thy laboure fal they 
tate withthem,andleaucthenated and ba- 
re,andtbus thefhame of thy filthy whordo 
me [bal cometo light. Ail ebefe chinges ſhal 
haphen vnto the, decauſe of thy whordome, 
which thoubaft vſed amongethe Gentiles, 
with whofe Fools thon haſt defyled ¥ (elf 
Chou haftwaltedin che waye of tby fiffer, 
therfore will J geuethe hir cuppe in thy bow 
de. 
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The prophee Exechiel. 

Thus ſaieth theLORDE God: Thon fhale 
Drynke off chy fifters cuppe, bor vepez far- 
re ſo ever it beto the borome. Thou. halt be 
laughedtoſcorne and had as greatly in de⸗ 
riſion as is poffible. Thou ſhalt be fullo 
dioncFennes and fozowe, foz che cuppe of 
fiffer Samaria is a cuppe of deftruccion z 
weiftinge: che fame hale thou drynke and 
ſuppe it dut euẽ to y dregges, yee thou [hale 
eate vp the broken peces off it,and ſo teare 
thine ovone breſtes: Foz euen Ihaue ſpoken 
it, ſaieth the LBOrDEGod. 

Therfore thus ſaieth ¥ LORDEGod: Foz 

ſo moch as thou haſt forgottẽ me caſt me 
afyde,fo bearenowtbine owne Fylebineffe z 
wohozdome. Che LORDE fayde mozouer vnto 
me; T bon ſonne ofa, wilethou nor reproue 
Dolaz Ooliba? Shewethẽ their abbomina 
ciSs:namely, ¥ they baue brokẽ their wedloc 
£e,z ſta yned their boves vi blonde: yee euen 
wW cheir Fools hane they committed aduon 
try,z offred chem their owne children(to be 
deuouredywhõ they bad borne vnto me. Mee 
ztbhis haue they done vnto me alſor they ba 
nedefyled my Sactuaryin that fame daye, 
T haue vnhalowed my Sabbath. Foz when 
they bad ſiayne their childzé for cheir Jools, 
they came the fame daye intomy Sanctna- 
ryto de fyle it. Lo this haue they doncin my 
houſe. Beſyde all chis,chen haſt ſent y mef- 
ſaungers fo: men out of farre cotitrees :and 
whé they came,thou hajt bathed, trymmed 
and [ee forth thy ſelff off the beft fafbion: 
thou ſatteſt vpõ agoodlybed,z a table fpied 
before the:whervpon thou baft ſet myne in⸗ 
cenfe andmyne oyle, 
S  Thenwasthere greate cheare wi ber, z 
the men y were fent frs farre cofitrees ouer 
the deſerte: vntotheſe they gaue bracelettes 
vpon their bondes, z fet glorious crownes 
vpon their heades. Then thought Irno dou 
te,chefe wil vſe their barlorry alf w* yõder 
olde whore. 2nd they wente in to ber,as vn 
toa comon harlot: Euen ſo wente they alſo 
to Oolaz Goliba, thoſe filchy women. 

® ye all that loue vertue and rightuouſ 
nes, iudge thẽ, punyſh them: as aduoutrers 
and murtherers ought to be indged and pu- 
uyſhed. For they are breakers off wedlocke 
and the dloude is in their hondes. Wher fore 
thus ſaieththe LORDE God: bꝛinge a greate 
multitude off people vpon them,and mate 
them befeatred and fpoyled:thefe fhal ſtone 
than, and gorre them with their fiveardes. 
They [hal flaye their ſonnes anddoughters 
and burne vptheir benfés with fyzc. 

T hus will J vefiroye all ſoch fylthynes 


4 Resa 


Ezcas.c 


Exo20.d 


Che xxtiij. Chap, Fo, (ev, 
out off the londert hat all women may ler- 
ue not to doafter youre vncléneffe, And ſo 
they ſhall laye youre fylebineffe vᷣpon youre 
owe félues,and yefhalbe punyfhed for the 
fynnes,that ye baue committed with youre 
apoole: ⁊ ye ſhau Enowe,thacj am ehe LOR 
D) 


Tbe xxim. Chapeer. 
w7 CT the ix.yeare,inthe x. Moneth.the ~ 
Fdaye off thet Tonsth,came the woz 

3’ d¢ Off CheLORDE vnto me, ſa yenge: 
thoulonne offman, wꝛyte vp che name off” 
this daye, yee ent y houreof chic pzefent da 
yerwhenche Eynge of Dabilonfet bimfelf a- 
gaynſt Jerufale. Shewe ¥ obftinate houf· ezeta 
boldes parable,z fpeate vnto the: Thus ſa Ezcub 
yettbeLORDE God: Getthe a pot ſet it on 
pourewater in to it:putall che peces toge⸗ 
cher int te, all the good peces : theloyneand 
the ſhulder. fyll it with che beft bones. Ta 
Be one off the beft flyepe, zanbeape off bo- 
nes withall:letit boyle well, z let the bones 
feyel well cherin. 

With that, ſayde the LORDE God on this 
maner:W0o be vntothe blondy cite of ¥ por, Nawne 
whervpontheruftyneffe bagech, and is noc baa · 
yer feouredawaye. Cate out the peces thac 
are in it one after another:there nede no lot⸗ 
tes be caſt therfore, forthe bioude is yet init 
Dpon a playnedzye ſtone hath fhe poured 
it, and not vpon the grounde, that it might 
be covered with duff. And therfore bane 3 
letten ber poure bir blonde vpon a playne B 
drye fEony rocFe, becanfeit ſhuide not be bio, 
andthat Imight bingenpy wrotbfull indt 
gnacion and vengeaunce vponber. 

Wherfore,thus ſaieth y LORDEGod: w, 

So be vntot hat bloudebirftie cite, for whd 
‘Yrvil prepare a beape off wodde:beareebor 
y" bones together,Eyndle thou the fyze,feetl 
the flefhy Ice all be well ſodde chatthebones 
maye be ſuckte out. Morouer, ſetthe pot emp 
tye vponthe coales,thatitmaye be warme 
and themetall bore stat the fyltband ruf 
tyneffemayebe confused. But ie will noe 
go off,tbereis ſo mod) off it:rbe ruftineffe 
nauft be brent one. Thy filcbineffe ts abhome 
nable, for J wolde baue clenſed the but thon 
woldeſt not be clenſed. Thou canſt not be 
pour ged fromebine onclenneffe, till Jhane 
poured my wotbfullindignacion pponthe, 
Euen Ithe LORDE haue [> deuyfed: Nee it 
is come thertoallredy, that will do it. I 
will not go backe. J will not ſpare J wil no⸗ 
be intreated:but acordingeto thy wa yes ãd 
ymaginacions,thon [hale be punyſhed, [a= 
ieth the LORDE God, 


The prophee Exechiel. 


And the woꝛde off the LCRDE came vn 
tome, fayenge: Chou fonne off man, bebol> 
de, J wiül take awaye the pleaſure off thine 
eyes wẽ a plage: yet ſhalt thou netber mour 
ne ner wepe, ner water thy chekes therfore: 
thoumayeft mourne bytby felff alone, but 
vfeno deadly lamentacion Hoide on thy bo 
net,and put ontby ſhues vpon thy fete, ce- 
wer not: wy face,and eate no mourners bred. 
SoFfpate vntothe peoplebytymes in the 
mozmynge,andat ever my wyfe dyedr then 
vpon the nerte morow, Idyd as J was cS- 
maunded. Andy peoplefayde onto me:wilt 
thou not tell vs, wharthat fignifierh, which 
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ehoudocftrJanfweredthem,the worde off 


theLORDEcamewnto me, fayege: Cellebe 
boule of Iſtael thus ſaieth ¥ LODDEGod: 
beholde. I wil fufpende my Sanctuary zeus 
the aloryof youve power,the pleafure of yo 
eyes,and the tbinge that yeloue: youre fon- 
nes and doughters whom ye hauẽ left, frat 
fall thorowche ſwerde. 

Dp Lite 238 done ſo ſhall ye do alſo: 
Me ſhal nochyde youre faces, ye eate nO 
mourners bcd: youre bonettes fal ye bane 
pon youre beades,z ſhues vpon youre fere 
me fhalnether mournener wepe,but in you- 
re ſynnes ye ſhal be ſorou full, andone repẽte 
with another. Thus Ezechiel is youre 
TOES. Forloke as he hath done, fo(wbenthis 
commethye Hall doalſor tbat ye maye ier · 
nie to Enowe,that Tj am y LORDEGed. Sut 
bebolde,® chou fonne of man: In thedaye 
when J tate from chem cheir power, their 
io ye and honoure, the luſt off their eyes, the 
burthẽ of their bodies:namely, their ſonnes 
and doughters: Thẽ [hall there one efcape, 
and come vntdthe,foz to ſhewe the. In that 
daye ſhal ¥ mouth be opened to bim, which 
Is cfcaped,that thou ma yeft fpeate, and be 
nomozedomme:Ree and thou ſhalt be there 
Hewtobẽ, that they mayeEnowe, bow that 
Dy am the LORDE. 

The XXV. Chapter. 
He worde of the LORDE came wned 
a me, fayenge: Chow fonncof man, fee 
Weed x thy faceagaynft ¥ Ammonites, pro 


Terego.a Phecy vponebens, and faye vnto the Ammo 


nites:eare the worde off the LORDEGod, 
Thus faieth the LORDEGod: Forſo mod as 
thou ſpeabeſt ouermy Sanctuary: A ba, F 
trow it benowfirfpended:and ouer thelonde 
Of Iſrael Itrow itbe now defolate: yee ãd 
ouer the houſe of Juda I trow they benow 
Ted, ea prefoners; Bebolde, J willdely- 
uer ¥ to the people of cheeaff, y chey maye 
hauẽ the in poſſeſſion:t heſe ſhai fer their caſ 


Khe xxv. Chap. 
telsandbonfesinthe. They fhall eate thy 
frute, and dzynte vp thy mylcke. As for Ra- 
bath, wil mate of it a ſtall foz camels,and 
of Anon a ſhepefolde: and ye ſhal Enowe, 
that J amthe LORDE, 

Forthus faith che LORDEGod: In fo 
moch as thou baft clapped witb thine bon- 
des and ftamped with thy fete, yeereioyfeo 
in ebineberte quer the londe of Iſtael with 
deſpyte:beholde, J wil ſtretch ont mynebo- 
de ouerthe alfo,anddelynerthe, to be fpoy- 
led off the Heithen, androcethe out from a- 
mongethe people,and canfethe be deftroy- 
edoutoff all londeszyee J willmate the be 
Tayed waiſt that thou ma yeſt Enowe, that 
‘Jamtbe LORDE, 

Thus faieth y LORDEGod: Fo: fomody 
as MNoab anð Seirdo frye: As for chebour 
fe off Juda it is but like as allocher Sẽtiles 
be: Ther fore behoide. J will mate the cities 
Off Moab weapenleffe, andeate awaye che 
ir firengeh:their cities and chefe coaftes off 
their londe, which are the pleaſures off the 
countre: 2s namely. Betieſimoth, Baalmed 
and Cariachaim : theft will J open vnto thé 
Off the raſt y they maye fall vpon the Am⸗ 
mMonites:and will geue it chem in poffeffion: 
fothat the Ammonites fhalnomoze bebad 
inremébraunce amongethe Heithen. Euen 
thus will J punyſh Moab alfo, that they 
mayetnorce, howthat J am the LORDE, 

Morouer thus fayeth theLORDEGobd: 
Decanfe that Loom hath avengedz cafed 
himſelf vponthe houſe off Juda, therfore 
thus Price the LORDE:3j will ready outmy- 
ne bonde vpon Edem,andtateawaye man 
and beeft ont off it. Grom Themã vnto De- 
dan wil 3 mate it defolate,they ſhalbe flay- 


ne with the fvearde.Chorow my people of 


Hracl wil Favenge me agayne vps £05: 
they ſhal bavle him,acordingetomy wrath 
and indignacis,forbat they [hal tnowemy 
vengeaunce, faieth the LORDE God. 

Thus faieth y LORDEGod: For ſo moch 
asthe philiftynes bane done this : nanrely, 
taken vengeaunce with — fiomac- 
kes and offan olde enell will fet then ſelues 
to deſtroye: Ther fore thus faieth the LORDE 
God:Bebolve, J wil ſtretch aut myne hove 
ouer the philiféynes, and deſtroyet he deſtro 
yer, and canfe all the remnaunt off the fee 
coafEto perifly. A greate vengeaunce will J 
take vpontbem, and punyſh them cruelly: 
that they mayePnowe, bow that J am the 
LORDE, which haue avenged me off them. 


The XXV, Chapter. 
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The prophee Eyechiel. 


T happened, chat inthe ri. yeare,the 

firſt da ye off the Moneth, che worde 

of the LORDEcame vntome, ſayen · 
ge: Chon ſonne of man, Becauſe that Tyre 
hath ſpoken vpon Jeruſalem: A ba, now I 
trowthe portes of che people be bzoken,and 
Phe turned vnto me, for rae Deffroyed my 
bely fill. Mee therfore faiech y LORDEGod: 
Behoͤlde OD Tyre, J will vps che, J wil brin 
{est greace muititũde off peopleagaynfty , 
lite as whé the fee aryfech with bis wawes: 
Theſe foal brestethe walles off Tyre, and 
café Dorone bir towꝛes: J wil ſerape che gro 
unde from ber,and make ber a bare ftone: yee 
as the dryenge place, where the fyfbers bart 
ge vp their nettes by the fee fyde.sEnen J ba 
ne ſpoken it ſa yeththe LORDE God. The GE 
tiles ſhal ſpoyie her: hir doughters vponthe 
felde ſhall periſh with thefivearde, ¥ they 
mayctnowe, bowtbac I am the LORDE. 

For thus ſaieth the LORDE God: Bebol- 
Oe, YJ will brynge hither Nabuchodonoſor 
Qvbich isthe Bynge off Babilon z a kynge 
of Eynges)from the RNorth, vps Tyre, with 
borfes,charetces, bozfinen and with a grea- 
temulticnde of people. C by dougbters chat 
arcinthe loude,fhal be fleye with ¥ fivear- 
de: Buragaynfé ¥ he Phallmate bullwoz- 
Bes z grave vp dyches aboute the, z lift vp 
bis ſhylde agaynfé ¥ His flynges z barelra- 
mes ſhal be prepare for thy walles, zw" bis 
weapẽs bꝛeake Downe thytowzes. Che duſt 
of bis bozfes Mal concer ¥ they ſhalbe ſo ma 
ny:¥ walles (hal fyateacchenoyfeof ¥ hor 
femen,charettes z wheles: when be cometh 
totby portcs,as men do into an open cite. 
Wich che hoffes off his horſe fere, fhal be 
treade Dorneall chy ſtretes. 
de frat flaye thy people w the fivearbde, 

T bꝛeake downe che pilers of thy ſtrength. 
They ſhal waiſt awaye thy riches, z ſpoyle 
y maichaũdiſe. Thy wailes eet they brea⸗ 
ke Downe,z defiroyetby houſes of pleaſure. 
Thy fEones, thy cymbzez foundacions, fhall 
they caſt inthe water. Thus wil J beynge 
ehemelody of chy fonges,z the voyceof thy 
mynſtreiſy to an ende,forbacchey ſhal nomo⸗ 
rebe herde. J wil make a bare ſtoͤne off the, 
yee a dryenge place for nettes, and ſhalt ne- 
wer bebuylded aga yne: For euẽ J y LORDE 
haue ſpoken it fayetbebe LORDEGobd:thus 
HathebeL ORDEGod|poten concernynge 
Tyre: The Iles [hall bemoued at the noyfe 
Off chy fallzactbe crie oftheflayne, ¥ Phat 
be murthured inthe. Wl Eynges off the fee 
fall come downe from their ſeates regal: 
ebey ſhal la ye awa ye their roabes, and put 
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Off their coſtly clothinge: Ree with tremb⸗ 
linge yal ebey be slorbev, they [halifye vps 
thegrounde:chey [al be afrayed at thy fo- 
Dane fall,and be abaſſhed atthe. 

They fal mourne forthe, andfaye vnto 
the:® thounoblecite,¥ baft bene fo great- 
Tyoccupyed off olde, thou that haſt benethe 
ſtrongeſt vponthe fee wĩ thine inbabitours 
Off whem all men ftodeinfeare: How art 
thou now] veterly deftroyedy LTow at the 
tyme off thy fall che inbabicours off the J 
les,yeeand the Iles them felues [hall feon- 
De in feareat thine ende. Foz thus fayeth 
she LORDEGovd:when J mate thea deſola⸗ 
te cite(as other cities be, that no man drell 
imand when J brynge the depe vponthe, F 
Greave waters ma ye couer the: Then rill JF 
caféche downe vnto them, chat vefcende it 
to pytte: vnto a people chat bath bene ls⸗ 
gedeed, and ſet the in a ilonde y is beneth, lie 
ket he olde wyldernes, withehem which go 
downetocheir graues. ſo ¥ nomafhal dwell 
more in the. And J wü mate the to be no mo 
rein bono? in the lode of the lzuynge. I wil 
mabe an ende off the ãd thou fhatebe gone. 

The ught hou Lefoughefor, yet ſhait chow 
not be founde foe enermoze, faicth y LORDE 
God. The XxVvil. Chapter. 

He worde off cheL ORDEcamevnto 
me,fayenge:® thon ſonne off mã ma 

x kea lamentable cõpla ynte vpon Ty⸗ 
re,zfaye onto Tyre, which is a porte off the 
fee, ¥ occupieth with moc people:andmany 
Gles:tbus ſpeabet h y LORDE God:® Tyre 
thou baft ſa yderwhat. Fam 4 noble cite.chy 
borders are in the myddefé of the ſee, and thy 
buylders haue made the maruclous goodly. 
Al y tables havethey made of Cipre trees 
of the mount Senir. §r5 2 ibanus bane they. 
take Cedretrees,tomatethemaftes :z the a 
£es of BSafantomatethe rowers, 

Thy boordes haue they ma ve of yuery, 
Of coftlywod out of the Fle of Cethum Thy 
ſale was of webytefinall nedle worte out off” 
thelondeof Egipte, to bage vpseby maſte 
z thy banginges of yalow fylcfe z purple, 
outof Jles of£lifa.Chey of: ———— 
nad weretby mar yners, Tche wyſeſt in Tyre 
werethy ſhypmaſters. The eldeſt and wy⸗ 
ſeſt at Gebal were theythat mended ſtop 
ped thy ſhippes. 

All fhippes off che fee with their Phipme 
Occupiedcheir marchaundics in the. Cha 
Perfes,Z ydians and Lybians were in thy- 
nebooft,andbelpedtheto fight: theſẽ bart= 
ged vp their fhildes z belmettes with thes 
thefe fer forth chy beuty. * 
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They off Arnad were with chine hooſt 
roũde aboute thy walles,z were thy watd)- 
mes vpon thy tories: thefe banged vp the 
tr fhilves roũde abouretbywalles,andma- 
vecbe maruelous goodly. Charfis occupi- 
de with them all maner of wares, in fyluer, 
yon, tynne and lead, and made thy mar- 
ket greate. Jauan,Cubal and Meſech were 
thy marchaunces, which brought the men, z 
oznamentes off metall fozthy occupyenge. 
Theyofftbe boule of Chogarma brought 
wntothearthe cyme off thy Marte, hoͤrſe, 
horſmen and mules. They off Dedan were 
thy mardaiites:and many orber Iles that 
Occupyed with the, brouaht che werbers, 
elephatbonesand paycockes fez a pzcfent 
The Sirians occupied with che, becanfe of 
thy dyuerſe workes and increafed chy mar- 
chaundies, with Smaragdes, with fearler, 
with nedle worke,w* whyte lynninge cloth, 
wit hſylcke and with Chriſtail. 

Juda andthe londe off Iſtael occupide 

with the, and brought vnt o thy martettes, 
wbheate, balme, bony,oyle,z triacle. Damaf- 
cus aiſo vſed marchaũdies with the, in the 
befé wyne and whyte woll: becauſe thy occis 
pienge was ſo greate, and thy wares ſo ma- 
ny. Dan, Javan, and Meuſal bane brought 
vnto thymarbettes, yzonredy made, with 
Cajia and Calamus,acordingetothyne oc- 
cuprenge. Dedan occupied with tke, in fay⸗ 
rerapefiry mote and quypbyns. Arabia 
all the princes off Cedar bane occupied wẽ 
the,in —— and goates. 
The marchauntes off Seda and Rema ha 
ne occupiedalſd with the,in all coſtly ſpices. 
in all precious ſtones and golde, which they 
bꝛought vnto thy marckettes. daran,Cbe- 
ne amo Eden, the marchauntes off Gaba, 
QUT ria and Chelmad, were all doers withy 
Gud occupied with the: Iu coftly rayment, 
Off yalow fylée and nedle woke, (very prect 
ons, z therfore pate z boũde together wẽ 
roapes) Nee and in Cedze wedbde,ac che cy- 
mcoff ¥ marcPertes.The fb._ppes¢ f Char 
fiswrrethe che fe off chy occupienge. 

Thus chou are full and in greate worſhi 
pe,enen inche myddeſt off the fee. Thy ma- 
tyners were ener bzynginge onto che dut of 

many waters But ¥ eaſte wynde ſhal ouer⸗ 
bearethe in tothe myddeſt off the ſee: ſo F 
thywares, thy marchaũdies thy ryches, thy 
maryners, thy ſhipmaſters, thy belpcrs,thy 
occupiers that broutiht the thinges neceſſa 
rche meun off warie that are ĩn the: yee and 
all chy comons ſhall per ſh in che myddeſt 
Off the ſee, in the daye off thy fall. The fub- 
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urbes ſhall ſhake at the loude cric off thy 
Phippmen. All wbirry men, and all mary- 
ners vpõ the ſee ſhall ieape out of their bow 
tes,and ſetthem felucs vpontbelode. Chey 
fhallife vp their voyce becanfe off the, and 
mate «lamentable crye. They fhall caſt 
duſt vpon their beades, Ad lye doivne inthe 
aſſhes. They ſhal ſhaue chem felnes ,z put 
ſacke cloth vponthem fozthy fate. 

They fail mournc for the with here full 
ſorow, and heuy lamentacion, yee their dyl- 
dren alſo ſhall wepe forthe: Alas, what cite 
bath fo bene deſtroyed inthe fee, as Tyre is? 
— wares ⁊ marchaundies caine) firs 
thefees.chon gaueſt all le mough. be 
Eynges off the — oy — made tidy, 
thorowebemulcitnde off thy wares and oc 
cupienge: But now art chon cafe downe in 
to the depe of the ſee all chy reſorte of peo- 
ple is per ſhed with the. All cheythat dwell 
inthe Iles are abaf [hed at the,andallebeir 
Eynges are afrdycd, yeetheir faces haue de 
unged coloure. The marchauntes of the na- 
cions wondzeat the, In that thou art ſo cle- 
ne brought conaughe, Tcõmeſt nomoꝛe vp. 

The XRVii. Chapter. 

Heworde of theLCRDE came vnto A 
me,fayenge:T bon fonne ofiman, tell 


thepzynce of Tyre: Thus ſaieth the Eze.as.27 


LORDEGod:becanfe thou haſt a poude bert 
and haſt ſa yde: am a Sod. J bane my jta- 
tein the myddeſt off thefeelite a god: whe- 
re asthonartbut & man z mot. God, z yet 
ſtondeſt inthine owne cSceate,thattheu art 
God: Bebholde,thouthynkefé thy felfe wy⸗ 
ſer then Daniel, chat there is no ſecretes byd 
from ¥ With thy wifdomez thy wnderfts- >, 
Dinge,thou haſt gottẽ che greate welthyneſ · 
ſe and gathered kreaſure of ſyluer z golde. 
With thy greate wißdeme and occupienge. 
haſt thoͤu increaſed thy pewer, and becauſẽ 
Of thy greate riches thy bert is proude. 

Therfoꝛe thus faicth ¥ LORDEGod: Foe 
fe mochasthou haſt lift vp thine herte as 
thoughthou werft Ged:beboldc,F wil brit 
geenemies vponthe,euenthe tyzauntes of 
the Heithẽrtheſe [yal drawe out their fivear 
des vponthy beut y and wiß deme. and [hall 
defyle thy glory. They ſhal café the dorrne 
tothe pytte,forbatthon ſhalt dye inthe mio 
Seftor the fee,as they thatbeflayne.Let fe, 
yff thou wilt ſayethencbe fore thé that flaye 
F am Sod:where as thou art but aman, 
and not Ged,intbe hondes of themthat fla- 
ye the. Dye ſhalt chou euen asthe vncircum 
Liſed in the hoðdes of F enemies? for J myſelf 
haue ſpolen it ſaiet hthe LORDEGod. 
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Whorouer,the worde off che LORDE came 
vnto me, fayenge:’ Chou ſonne off man, ma- 
Ee alamentable complaynte ouer the Eynge 
of Tyze,z tell him: Chus faiech the LORDE 
Gov: Chow arta fealeof a lickueffe, full off 
wyßdome zexcellent benty. Chou haſt bene 
iny pleafatit gardé off Godrthou art decte 
swith all maner of precious fEones:with Ru- 
by, Topas, Chriftall, Jacyncte, Onyr, Jaſ 
pis, Sapbir,Smaragde, Carbiicle, z golde. 
Thy beuryz ¥ holes be in y were ſet forth 
in chedaye of y creacion. Thou art a fayre 
Cherub, ſtretched wyde out for to couer. 

°F baue fee che vpon che holy mount off 
God, there haſt thou bene and walked ams 
gethe fayre gliſteringe ſtones. From the ty- 
meof thy creacion thou haſt bene right ex · 
cellene,cyll wicke dneſſe was founde in the. 
Becauſe off chy greate marchaundife, thy 
hert is fullofricFedneffe,z chou haſt offen- 
ded. Ther fore wil F cafe the from the mount 
of Gov, OD chou coueringe Cherub)and def 
troyethe amõge the glifteringe ftones. Thy 
bercwas proudein y fayze bency,z thozow 
thy beuty chou baft deftroyed thy wiß dome. 
Jwill eaſt y downe roche grounde, z ¥ in y 
ſight of kynges. Thou haſt defyledthy Sac 
tuary,w' che greate wickedneſſe off chy on- 
rightuous occupyenge, J wil bringe a fyre 
fromcbemyddefEof che,to conſume the: ãd 
wil matetbeto aſſhes, inthe fight ofall che 
y kote vpon the. Ail ebey chat haue bene ae 
qua unted withtheamongetbe Heithẽ. ſhal 
be abaſſhed at the: feinge chon arcf> clene 
brought to naugth,and cõmeſt no more vp. 

And the worde off the LORDE came vnto 
me,fayenge: Chou fonne of man, ſet thy face 
aga ynſt Sids, Prophecie vpSit,and ſpeabe. 
Thus ſaiet h the LORDE God: Beholde o Si 
don, J wil vps the,z get me bononre in the: 
that it maye be Encwne, howtbat Fam ¥ 
LORDE, when J punyſh ber, z get me honou 
re in ber. For Twill fende peftilence z blond 
heddinge into bir fireres, ſo yl thoſe which 
be flayne with the fiverde,fhal lye rounde ab 
oute in the myddeſt of ber:z they ſhal Eno- 
we that Fj amtbeLORDE. She ſhai nomo- 
re be a pricPingecborne,z anburtinge brere 
vnto the houſe of Iſtael, ner vnto thé that 
lye rounde aboute her and bate her: and they 
fhaltnowe,chac Fam theLORDE. 

Thus fatethebe LCRDE God: when 3 ga 
therebe houſholde of Iſtael toget her ãgay 
ae, from the nacions amonge whom they be 
fraeredethen ſhal Ibe ſanctified int hẽ iny* 
fight oftbe Gerdes: ⁊ chey ſhal dweil inthe 
isde, y' J gauetomy ſeruaunt Jacob. They 


Khe xxix. Chap. Wo. lxvij. 


al dwell fafely cherin, buylde boufés and Deussc 
Bate vynyardes: Mee fafely [hal they dred Ford 
eberin, when J bane punyfyed all thoſe that 
Defpyferhem rounde aboute: and chen ſhall 
they Enowe, y* Jamthe IORDE their Goo. 

Tbe XXX. Chapter. 
TF ther. yeare, vponthe ri. daye off A 
the x Moneth. the worde ofthe LOR 
J, DEcame vntomẽ. ſa yege: Gthou ſon 

ne Ifnã ſet now thy face agaynſt Pharao 
the kynge off Egipte, Prophecye aͤga ynſt 
him and aga ynſtthe wholeloveof Egipte: 
Speate,andceil ban,chus ſaiet hthe LORDE 
Gov:bebolde,o pharaochou tinge of Egi 
te,J wil vpõthe thou greate whallfyfy, y* 
lyeſt in y! waters: Chon y' fayefe: the mates 
is myne. J hauemade it myfelf. J wil put an 
hotein chy dawes,zhageallebe fifhinthy 
waters vps chy [Ealesiafter y J wil Dawe 
the outof thy waters, yeez alll the fifh of y* 
waters thathange vpontbyftales. 

Jil caſt che our vponthe dzy ldve with 
thefifh of chy waters, ſo that thoͤu ſhalt lye 
vponchefelde, Thou ſhait not be gathered 
ner taken vp, but [yale be meate forthe beeſ⸗ 
tes of the felde, ⁊ for the foules off the ayre: 
that allthey which dwell in Egipte, maye 
Enowe, that J amthe LORDE:becanfetbou 
Daft bene a ſtaff of rede to the houſe of Tira 
el. When they coke holde of ¥ w* their Bebe 
thou bzakefé and prycdeſt them on euery fy; 
de:and yff theyleaned vps the,thou brakeſt. 
ãd hurtdeſt che reynes oftheir bacFes. Ther 
fore thus fa yeth the LORDE: God : bebolde, 
Sj will brynge afivearde vponthe, and rote 
out of the both man and beeſt. Nee thelonde 
of Egipce fhalbe deſolate and waiff,z they 
fhaltnowe,that 3 am the ORDE: Deca 
fe befayde:thewateris mine J my felf baue 
made it. Beholde ther fore. J wil vpon the, z 
vponthy waters: I willmate the londe off 
Egipte waifE and dvefolate, from che towꝛe 
of Syenes vnto the bowers of the Moriãs 
onde: fo chat in rl. yeares there ſhall no 
fote off man waltethere, nether fote of ca⸗ 
tell gotherenether ſhal it be inbabited. J 
wilmatethelonde of Egipteto be defolate 
amonge other waift countrees,and ber cti- 
esto lye voyde rl. yeares,amonge other voy- 
de cities: And J wil featrethe Egipcians 
amonge the Heitchen and nacions. 

Agayne, thus ſayeth the LORDEGod: 
Whẽ the xl. ycares areerpyzed, J wil eather 
the Egipcians toget her agayne,out off the 
nacids, amonge whõ they were featred,and 
wil bungethe pzefoners off Egipte agayne 
in tot he londe off Parbures beach o wne na⸗ 
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tyne countre,that theymayebetherealow 
ly final Eyngdome:zyee they ſhal be the final 
leſt amonge orberEyngdomes, left they eral 
te them felues aboue the Heithen: for FJ will 
ſomyniſh chem,that cheyſhall nemoze rule 
thedeicben. They fhallnomore bean hope 
vnto the houſe off Iſtael net her prone thẽ 
enymorꝛe to wickedneſſe, to cauſe them turne 
backe, and to folowetbem:ad they ſhal Eno- 
ye,that J amthe LORDE God. 

Gn che revi. yeare, the firftdaye of the 
firſt Moneth, came y worde off che LORDE 
vnto me, ſa yenge: Thou fone off man, T1a- 
buchodonoſor chetynge off Babilon bath 
made bis hooſt with greare trauayle and la⸗ 
boure to come before Tyre: that enery hea⸗ 
demaye be balde,and enery ſhulder bare.yet 
Hath Tyze gener nether hint ner bis hooſt e⸗ 
ny rewarde, for ¥ greate trauayle ¥ be bath 
taken here. Cherfore thus faicth ¥ LORDE 
Gov : beholde J will geue the lsde of Egip 
te vnto Nabuch odonoͤſor the kynge off Ba 
bild, Y he maye take awa ye all hit (ubftatice, 
robbe bir robberies, ãd ſpoyle bir fpoyles, to 
paye his hooſt their wagies withall. Jwil 
geue him the londe of Egipte for bis labou 
re, that he tole forme before T yze. At the fa- 
me t yme wil J cauſe the horne off the boule 
of Iſtael to growe forth, z open thy mouth 
@gayneamonge them:tbat they maye Enc- 
we, bor that J amebe LORDE, 

The XXx. Chapter. 

Oꝛouer, the worde off the L ORDE 
9 came vntome ſayenge: Thon fon- 
2 neof man, prophecy zfpeate: thus 
faiecb che LORDEGod: HTourne, wo werth 
this daye, forthe daye is here, the dayeof ¥ 
LORDE ts come:the darcke daye of ¥ Heithẽ 
the houre is at honde, the ſwearde cemmeth 
vpon Egipte. When the wounded men fall 
doͤwne in Egipte, when bit people are taken 
awaye, and Sober bir foundacids are deſtro 
ged: the Morians londe ſhal beafrayed, yee 
the Morians londe,£ ybiaz Lydia, all their 
comon people,z Chub, zall ¥ be confederate 
vnto thẽ, ſhal fall w thẽ thoꝛow ¥ fivearde. 

Thus ſaieth y LORDE: Chemaynteyners 
of the lẽsde of Egipte ſhal fall, the pryde of 
‘ir power ſhal come dorvnereuẽ vnt othe to⸗ 
aver off Syenes ſhall they be flayne dorne 
xd the fivearde,faicth ¥ LORDEGed:amen- 
ge ocher deſolate countrees they ſhal bema- 
de deſolate z amõge other waiſt cities they 
halbe waiſted Andthey ſhal knowe. y Fans 
¥ LORDE, when / tyndlea fyre in Egipte, ⁊ 
when all hir helpers are teftroyed. 

At that tyme, ſhal there meffaungers go 


Che xxx. Chap. 


forth fromeinfhippes,to mate ¥ careleffe 
Worians nein Pore pee ſorowe oat eet 
pon them in the daye of Egipte for doutles 
it ſhalcome. Thus faierhthe LORDEGod: 
‘Frvilmateanende of che people of Egipte 
chorow the honde of Nabuchodoneſorkyn · 
ge of Babilon. He and bis people with him, 
yeeand the cruell tyzauntes of the Heithen 

abe brought to deſtroye thelonde. They 

al drawe out their fiveardes vpontEgipte 
and fyll the londe full of flaynemen. J will 
drye vptheir floudes of water, Ad fell che ls⸗ 
de in to the hondes of wicked people.ThelS 
de and all ¥ tscherin, wil J deſtroye t hoꝛow 
the enemies. Euẽ J the LORDEbaucfayvdeit. 

And thus ſaiet hthe ORDXGod: Iwill 
deſtroye the Idols, and brynge the ymages 
of Noph to anende. There ſhal nemeze be a 
prynce of Egypte,anda feat fulneſſe will J C 
fende in tothe Egipcians lonðe. As for Pa- 
thures, J wil mare it deſolate ãd kyndle a fy- 
re in Zoan Alexandria will J punyfh, z pow 
remy woth full indignacis vpoSin, sbich 
is the firength of Egipte. All che fuftaunce 
of Alerandze will F deſtroye, and kyndle a 
fyre in Egipte. 

Sin ſhalbe in greatebenyneffe, Alexan⸗ 
dria ſhalbe roted out and Ltoph ſhail haue 
Daylic ſoro re The beſt men off Helicpelis z 
Bubaſto ſhalbe flayne with the ſwearde Gd 
caried awaye capt yue At Taphnis the daye 
Phalbe darcfe, when J breaterbere the ſcep 
ter five lende of Egipte, and arhen ¥ pens 

e of bit pons ſhal haue an ende. Acloude 
Frat couer ber, and bir doughtere ſhalbe leo 
a waye into captyuyte. Thus will % punyſh 
Lgipte,thatcheymaye knowe, howthat I 
F —— — 

ie happened intl yeare,vpon the fe- 
uẽth Daye ory firſt Moneth. ¥ the LORDES 
worde came vnto me, fayége:Bebolvethow 
fone of ma, Jwil bicate ¥ armeofpbharao 
Eynge of Egipte:and lo, ic hhal nor be boũde 
vptobebealed, nether (lal eny playfire be 
layed vponit, foz to eaſe it, o2 to mate it fo 
ſtrõge, asto holde a ſrwearde. Cher fore,thus 
faicth the LORDE Ged:bebolde, 4 will vpon 
Pharas ¥ tinge ofEgipte,z brũſſe his firds- 
Searme(yetis it bute broken one) z will (my 
tethe ſwearde out of bis honde 

As forthe LEgipcians, 5 wil ſcatre them 
amongethe Seichen ⁊ firoweebe inthe lon- 
des aboute.Agayne J wil firengeh y* arme 
of the kinge of Sabils,z gene him my ſwear 
dein bis bove:but J wil breake Pharace ar 
me, ſo Y he ſhal holdeit before him pite ouſ⸗ 
ly like a wounded man. 
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Ree F will ſtabliſhthe kynge of Babilss 
LORDE, which geue the kyngẽ off Sabilon 
when J ſcatre the Egipcians amonge the 

Che XXXL Chapter. 
2) 

chat the worde of the LORDEcame 

all bis people: Obomareeboulite my great 
ches: ſothicke, that he gaue ſhadowes, and 
and che depe ſet him vp an bye. Koũde abou 
trees of the felde. Ther fore was be hyer thé 
tayned manyandlonge braunches. ll fou- 
Of y felde,z onder bis ſhadow dwelt all peo 
bis rote ſtode befyde greate waters :no Ce- 
brafiches,cheplaynecrees were noc lite ¥ bo 
bency: fo fayze and goodly had made bint 
3 God had envye at hĩ. Ther fore, thus ſaiet h 
the cloudes,z ſeinge bis bert is proude in bis 
rote bim ont. Acordige to his wicFednes will 
fofcatre bim,chatc bis braunches fhallye v- 
thozow ont thelonde. Then all che people of 


3. 
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arme,zcbhearmes of Pharao [hal fall dorw- 
ne: that it maye be knowne, that Jam tbe 
my ſwearde in bis hõde that bemaye drawe 
it out vponthẽe londe of Egipte: and that 
Gentiles, and ſtrowe themin ¥ loves abou 
te,theymayctnowe, ¥ Jam the LORDE, 
Oꝛouer,it happenẽd in the ri-yeare 
¥ firſt daye of the thirde Monet h. 
wnco me,fayenge:C hou fone of man, fpea- 
ke vnto pharao theEyngeof Egipte, adto 
nefjerDebolve, Wffur was lite a Cedze tre 
vpõ the mount of Libanus, with fayze braũ 
ſhot out very hye. Histoppe reached vnto 
the cloudes. Che waters made him greate, 
te the rotes of him rãne there floudes of we 
ter, be ſent out bis litle ryuers vnto all che 
all the trees of the felde,and thozow ¥ mul 
titude of warers that be fent fro hun, be op- 
fes of che ayzemadetheir neftes in bis biad- 
ches, onder bis bowes gẽdred all the beaſtes 
ple. Fayre and beutifull was be in bis great 
ueffe,endinchelength of bis braunchẽs, for 
dre tre might hyde bin. In the pleaſaũt gar 
den of God,chere was no Fyrre tre lite bis 
wes of him. Alleherrees inche garden off 
God might not be cSpared vneo him in bis 
with ebe multitude of bis bzaunches: In fo 
moch, ¥ allthe trees inthe pleaſaũt garde of 
the LORDE Ged: Fo: fomoch as be bath life 
vp bimfelf ſo bie, z firetched bis toppe in to 
highneſſe: J wil delynerhimin to ¥ hondes 
Of ¥ mightiefEamdge y Heiehẽ which fall 
F.caft him awa ye,the enemies [hal defiroye 
Hon, zebemighty men of the Heitben ſhall 
ponallmountaynes ⁊ inall valleys:bis bo- 
wes ſhall be broken downe to the grounde 
tbelonve fhal go from bis ſhadowe. and for 
fate him. When be is fallé,all y foules of ¥ 
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ayre ſhal ſyt vpon bim,and all wilde beeſtes 
of che felde ſhal go aboute amonge bis braũ 
ches:ſothat frombence forth, no cre in che 
rater fhallattayneco bis hyeneſſe, nor reach 
biscoppe vnto the cloudes, nether ſhall eny 
tre off che water ſtonde ſo hye, as he hath do⸗ 
ne, For vnto death ſhail they all be delyue · 
red vnder the earth, and go downe to ¥ gra- 
ue, like other men. 

Morouer,thus ſaieth the ORDE God: 
In the daye when he goeth downe co the 
Fraue. J wil cauſe a lamentacion to bema- 
De. J will couer the depe vpon him, J will 
ſtaunñch bis floudes, and the greate waters 
ſhalbe reſtrayned. I fall caufe Libanus co 
be ſoroufull fo: bis fate, andall che trees off 
the felde ſhall be finyecé. J wil mate the Het 
then ſhake atthe ſounde of bis fall, when J 
café him downe to bell, withthem y defcen- 
de in to the pytte. All the trees of Eden, wẽ 
all the choſen and beſttrees of Libanus, yee 
and all chey that are planted vpon the wa- 
ters, ſhai mourne with him alſo in che lower 
babicacids:forthey [hal go downe to bell nF 
Him, onto thé chat be flayne with the fivear- 
de, which dwelt afore vnderthe [hadvow off 
bis arme amõge the Heithẽ. To whom fhale 
thou be lickenẽd, that art ſo glorious z grea- 
te,amongethetrees off Eden? Ret art chou 
caſt downe ondery earth(amonge thetrees 
off Eden) where thou muſt lye amonge the 
vncircumciſed, with them that be flayne wẽ 
the ſwearde. Euen thůus is itwith Pharao ⁊ 
ail his people eed) the LORDEGod. 

be XXXII, Chapter. 

Ui che xij. yeare, the firſt daye of the 
xij · Moͤneth,the worde of the LORDE 
Y> came vntome,fayenge: Thou ſonne 
of man,tate vp alamentacion vp Pharao 
thetynge of Egipte,z faye vnto bim:C bon 
artreputed as 42 yon of the heithen,z as 
a vobalfifh inthe tc. Chou cafteft y waters 
aboutethe,thou troubleftthe waters w thy 
fete, and ſtampeſt incheir floudes. Thus fa 
yeth the LORDE God: Iwil fpzedemy net o- 
uer ¥ namely, gregte multitude of people: 
thefe ſhal dryue che into my yarne, foz J will 
cafethe vps thelove,andlet thelye vpsthe 
felde,tharall che foules of theayze maye ſyt 
vpsche:J wil geue all the beaſtes of the fel- 
de ynough off the. Thy fleſh will J café 
vpdtbe billes, and fyll the valleys with thy 
byeneffe. J will water che londe with the 
abundaunce off thy blonde euen to che moa 

taynes,z ¥ valleys [hal be full offthe. 
ben chonart pucont,F will conver the 
Heauen,andmate bis fiarres dymme. J will 
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ſprede a cloude onercheSonne,adthe HIo0 
neflpsll noe genebirlight. Ali che lightes 
off heauen vill F pur out ouer the, and biin- 
ge darckneſſe vpon thy londe, ſaieth ¥ LOR- 
DE God.J wil cronble che hertes off many 
people, when Ibringe thy dvefiruccionams- 
ge the Heithen and countrecs, whom thou 
knoweſt not. Ree Jwill mate many people 
withtheir kynges ſo afra yed thoro w y, chat 
their hayre ſhal ſtonde vp, whẽ J ſhaͤbe my 
ſwearde at cheir faces. Sodeny fal they 
be aſtonnyed, euery man in him felf, ac ¥ da⸗ 
yeofeby fall. 

For thus feierh the LORDE God: the Eyn- 
geof Babilons ficcarde [hal come vpon y 
with y ſweardes of che woͤrthies will J finy 
tedormnerby people. Allchey thar be migh 
ticamonge the Getiles, foal waiſt che prou- 
de pompeof Egipte, and brynge downe all 
bir people. All che catell alſo of Egipte wil 
I deſtroͤye, t hat they ſhal come nemoze vpd 
the waters: ſo thacnerbermas fote ner bea > 
tes clawe ſhal ſtere them enymore. Then wil 
IJ maketheir waters cleare, and cauſe their 
floudes torunnclite oyle,fayeth the LORDE 
God: when Jmabe the londe of Egipte de 
folace,and when ¥ countre with all chat is 
therin, fhalbelayde waift:and whey finyte 
all thẽ which dwell in it chat the y maye Eno 
we,thac J amthe LORDE. Chis ts the mour 
nynge,that the doughters off the Seithen 
ſhali mare:Nee a ſord wand lamentaciõ ſhal 
they tate vp, vpon Egipte and all bir peo- 
ple ſaieth the LORDEGov. 

In the rij.yeare,therv.dvaye of the HT9- 
neth,camethe worde off the LORDE vite me 
fayenge:C hou fonncof man. Take vpala- 
Mentacion vpon the people of Egipte, and 
caſt them dorone, yee ãd the mightie people 
Of the Heichẽ alſo euen withthẽ that dwell 
bencth: and with them that go dorwne in to 

the graue. Dorone(how faye foenerthon be) 
andleyethe with the vncircircumciſed. A⸗ 
mõge thoſe chat beflayne withthe firearde, 
ſhal they lye. The fivearde is genen alredy- 
be flyal be dꝛawen forth and all bis people. 
The mightie wort hies and his helpers, ¥ be 
Honedorne and lye withthe vncircumeifed 
and wit hthem that be flayne with ¥ ſwear 
de:ſhal ſpeabe to him out of the bell. 

Aſſur is there alſo with his company, Ao 
their graues roundeaboute, which were flay 
ne ãd fell all with chefiwearde, whofe granes 
lye beſyde him inthelowe pytte. His comds 
axe buried rounde aboute bis graue: alltoge 
ther wounded and ſla yne wit h the ſwearde, 
which men aforetyme brꝛought feare into F 


The xxxij. Chap, 


londe off thelynynge. 

Thereis lam allo with all his people, 
and their graues rounde @boute : which 
ail beynge wounded and flayne with the 
fivcarde , are gone downe vncircumcifeo 
vnder the earth, which nenertheles fom- 
tyme brought feare in to the londe offebe 
lynynge:foz the which they beare their [ha 
me, with che ocher that be gone downeto ¥ 
graue. 

Their bur yall is geuen them and all the ge 
tr people,amongetbemebat beſlayne. Theie 
graues are rounde aboute all them which be 
vneircumciſed; and with them that be flay- 
thezowthefivearde: for ſeynge thatinty- 
mes paſt they madethelonde off chelynyn- 
ge afra yed they muſt now beare their orone 
[hame,wichchemebat go downe co the pyt 
te, and lye amonge thent,thatbe flayne. 

Thereis Meſech alſo and Tubal,andebe 
ir people and their graues rounde aboute. 
— are ainonge the vncireũciſed, and 
themthat be (layne with the ſwwearde becau 
ſe a fore tyme theymade the londe off chely- 
uynge a frayed. 

Shnlde not the y then lye alſo amonge F 
worthies, and vᷣncircumẽiſed GSiauntes? 
which w' cheir weapens are gone downeto 
bel: whofe ſweardes are layed onder their 
heades, whofe wickedneſſe is vpon their bo 
nes: becaufe that as worthies, they bane 
bionghe feare into ¥ [sve of ¥ lyuinge⸗ Ree 
amdge the vncircũciſed hale thou be deſ⸗ 
troyed, and flepewith them, that perifhed 
thorow the fivcarde. 

There is the lõde off Edom with bir kyn 
ges and pryncesalfo,whid w' their ſtregthF 
Ze layed by them that were ſia yne wit the ler 
ſwearde, yee amonge the vᷣncircumciſes. 
andthem which are gone downe in to the 
Pytte. MFozouer,there be all the pzynces of 
thenorth, with all che Sidoniãs which are 
gonedoronetotheflayne. 

With cheir feareand firengththeyareco 
me to confucion, andlye there vncircumci⸗ 
fed, amongethofe that be flayne with the 
ſwearderand beare their owne ſhame, with 
them that be gone downe to y* — 
when — — be comfoꝛ⸗ 
ted ouer all bis people, that is flayne with 
the fweardezborh Pharaoz all bis hooſt. ſa⸗ 
ieth ¥ LORDE God. Fo: J haue geüẽ my fee 
reinthe lode of thelynynge.But pharaoe 
allbis people [hallyeamogetbe vᷣncircum · 
cifed,andamongerbemtbatbe flayne with 
the ſwearde ſaieth the LORDEGod, 

She XOUl. Chapter. 
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Khe prophee Ezechiel. 
I¢ Gayne, the worde off the LORDE ca- 
By, me vntome,fayenge: Chou fonne off 
man,S peste coche childrẽ of thy peo 
pleandeell chem: When I fende « fivearde 
vpon a londe, yf the people off the londe ta 
re aman off their countre,and ſet bint co ke 
their watchman: ¥ fame man( whã he ſeyth 
thefivesrde come vponthelonve ſhall blo⸗ 
swe thetrompet, and warnetbe people. 

RAF + man now beare the noyfe off the 
trompetz willnot be warned, andthe frwear 
de come sd cate him awa ye: his bloude [hall 
be vpõ bis orone heade: Foz be berde rhe ſoũ 
de ofchecrompet, and wolde nottate hede 
therfore bis blonde be vpon him. But yff be 
will receaue warnynge, be ſhal faue bis life. 
Agayne,yf the ward) man fe the fwerde co 
me,and [ewe it not with che trompet, fo ¥ 
the peopleisnocwarned:yff the ſroearde co 
me ehen and take eny man from amõge thẽ: 
tbe fame ſhall be taken awaye in bis owne 
Fyne, but bis blonde will J requyze off the 
watchmans bonde, 

And now(D thou ſonne of man) J bane 
made the a watchman vntothe boule of IT 
rael:t hat whereas choubeareft eny thinge 
out of my mouth, thoumayeft warnetbem 
on my bebalfe. nF I ſa ye onto the wicked: 
thou wicFed,thon ſhalt ſurely dye:andebou 
geueſt bim noe warnynge, that he maye be- 
warre Off bis ungodly waye:then [hall the 
wicked dye in bis owne ſynne, but bis blon- 
dewill J requyze ofthy honde. Neuertheles 
yf thon warne the wicked off bis waye,to 
curne front it, where as be yet wil net be tur- 
ned from it: chen yal be dye becauſe off bis 
fynne, but thou bat del yuered thy ſoule. 

Ther foze(® chou fonne off man) ſpeake 
vntoche boule off irael,efeyetbus: Ou- 
re offences and ſynnes lye vpon vs, and we⸗ 
be cornpte in them: horo ſhulde we then be 
reſtored vnto life? Tell chem: As truly as J 
lyne(ſaieththe LORDE God Ihaue no plea- 
ſuͤre tt the death off the wicked, but mod 
rather that the wicked turne from bis waye 
andð lyue. Turne you,turne you from yo* vn⸗ 
godly weyes,o ye off the houfẽ off Iſrael. 
Db, rwherfore will yedye > 

Thou fomie off man, cell the children off 
thy people: Che rightuoufnes of the rightu 
ous [hail not ſaue him. whan fo ener be cur- 
neth awaye on faithfully: gayne, the rice 
Eedneffe of the wicked fhalnotburte bim, 

ſo euer he conuertech from bis vngod 
Iyne 


Andy rightnonfheffe of the rightuous 
ſHal not ſaue bis Life, when ſo encr be fyn- 


Khe xxxiij. Chap. Ao. lxix. 
neth. Uff I faye onto therightuous, that be 
fall jurely lyue,and fo be trůſt to bis owne 
rightuoufneffe,and do ſynne then ſhall bis 
rig htuouſneſſe be nomoze thought vpon, 
bur in the wickedneſſe thar be bath done, 
he ſhall dye. 


Agayne,y fF J ſaye to the wicked: thon Ea.b 
hale furcly dyclandfobe turne firs bis fyn- teresa 


nes, and do che thinge that is laufull and 
right: In ſo moch thatthe fame wicked ma 
geucth the pledge agayne, reſtoret h chatbe 
Hadcaten awaye byrobbery,walketh in the 
<Smaundementes off life,and doth no wide 


ge: 

—— he ſurely lyne, and not dye, 
Ree the ſynnes that hẽ had done, ſhal neuer 
be thought vpon: For in ſo moch as he doth 
now the thynge chat is laufull and right, 
be fhalllyne. And yeethedhildzen off chy 
people ſa ye: Cuſh, the waye of theLORDE 
is not right, where as their owne waye is ra · 
cher vnright. 

When che rightuous turneth from bis D 
rightuouſneſſe, and doeth the chynge chat 
is wicked, be ſhall dyet herfore. Buc yfthe 
wicked turne from bis wickedneſſe, doincre 


thetbingethacislanfull andrighe, he ſhall xzert 
Tyne therfore. met ye ſa yert he waye of y LCR- Roa-a 


DE isnotequall.® ye boule of Iſtael. Iwil 
indgeeneryone of you after bis wayes. 
In the ri.yeare,the v.vayeof cher. Mo 
neth of curecaptyuyte, it happened, that 
one which was fled out of Jeruſalem, came 
vntome, and fayde:¥ citcis deftroyed. Now 
thebonde of the LORDE bad bene vpon me 
the euenynge,afore this man(which was cf- 
caped)camevntome, and had opencd my 
month, vnt yll the moruynge that be came 
tome:gee he openedimy mouth, fo y FJ was 
nomoze deme. Then came the worde of F. 
LORDEvnto me,and fayde: Thou ſenne off 
man,theferbat dwell in the waiſted londe of 
Iſtael. ſaye: Abra ham was but one man, Fo 
he had the londe in poſſeſſis: now are we ma 
ny,andtbelondeis geuen vs to poſſeſſe alſo 
And ther foꝛe tell them: Thus ſaieth che 
LORD:In the bloude haue ye eaten, youre we 


eyes bane yelift upto Idols, and have ſhed Leuiar.a 
blonde: ſhal ye then haue the londe in poſſeſ Deu.s.c 


ſion? 

Meleane vpon youre ſweardes, ye worke 
abhominacions euery one defyleth his negh 
bours wiferand ſhal ye then poſſeſſe the lon⸗ 
de? Saye thou theſe ordes vito thẽ: Thus 
ſaieththe LORDE God : As trulyas I lyue. 
all yerbat dwell in this wilderneſſe. (hall be 
flayne wẽ theſwearde: what fo is vponthe 
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felde, will J geue vntothe beeftes to be de⸗ 
nourcd:tbolé chat bein jfronge boldes and 
dennes [pall dye off che peftiléce. For J wil 
maleche londe defolaceand waiſt. and ¥ p> 
peoff bir ſtrength ſhall come to an ende. 
Che mountaynesin Iſrael ſhal be [> waiſte 
that no man ſhalltraua yle cherby. 

Then ſhall cheylerne to knowe, chat J 
amtbeL ORDE, whe I mate the lsde waifé 
and defolace,becaufé off all cher abhomina 
s cions,that they bane wrought. And chew 

fonne off man,the dhilvzenoff chy people ¥ 
talte of the, by che walles din the dores of 
their houfes, ſa yenge oneto anocber : come, 
let vs beare, whatworde is gone forth front 
the LORDE: Theſe come vntothe, after ¥ ma 
ner of a greate people: yee my people ſyt 
Downe before the, and heare thy wordes, bůt 
they do not therafter: For in cheir mouthes 
they ſhewe them felues,astbough they we· 
re feruent, but chew herte goeth after their 
owne couetous lucre And as a baler y bach 
a [were tune, ad is pleaſaũt to ſynge ſo ſhalt 
thou be vnto them: thy wordes ſhal theybe 
ate, but they will not do therafter. Whẽ this 
commeth to paſſe ( foꝛ lo it cometh in dede) 
then ſhal cheytnowe,that there bach bene 
a prophet amongethem. 

The Xlll. Chapter. 
Clothe worde off the LORDE came 
a vnto me, fayenge: Chor fonne off ma, 
pꝛophecye aga ynft the hepherdes of 

Wracl, pzophecy,and fpcate wnto them: 

Thus faicthehe LORDEGod: Wo be vnto 


Khe xxxiiij. Chap. 
care robbed, and deuoured off all the 
—* beeſtes off the —— foe 
pherderand feyngetbatmy ſhepherdes rate 
no regarde off my ſhepe, bur fede them fel- 
nesonly,and not my ſhepe: Ther forebearey 
worde off the LORDE, 0 ye flpepherdes:T bus: 
fayeth the LORDEGod: Deboloe, J my felff 
rill vpon the ſhepherdes, andrequyze my 
Pepe from thei hondes,and mate the ceaf- 
fe from fedynge of my ſhepe: yee the ſheph⸗ 
erdes ſhall fedechem feluesnemoze: Sor J 
will delyuer my fhepe out off their mouthes 
8 that they iL not Venoure them after 
this. 
Foꝛ thus faicth che LORDE God: Bebhol- 


de, Jroilllote co my hepe myfelff, and ſre 33 
them.Liteasa Thepberee *6 the flocke — 


fetech after the ſhepe that are ſcatred abro · 
de euen ſo wili J ſeke after my ſhepe, and ga- 
therthemcogetber out off all places, whe- 
re they bauckene fcatredin the cloudy and 
darcke daye. J will bunge chem out from all 
ople,and gather themtogether out of all 
londes. J will bringethẽ into their ovone lors 
de and frdetbhem yponthe mountaynes off 
Iſtael, bythe ryners, and in alltheplaces of 
the countre J will fede them in right good 
ſtures, and vpon the biemountayncs off 
Eifael fhallchere foldesbe. There ſhal they 
He in g good folve,adin a fat pafture ſhall 
*7 fedezcuen vpon the mounta ynes of SF 
rae 


J will febe my ſhepe myfelff, and binge 
them co their reff, faye ey Salley 


Soch as be loſt will J fete:fochas go aftr ruc4g.b 
ye wil J bzynge agayne:fod)askewoadcd, Iohioa 
will Fbynde vp:foch as be weake,will Ima 
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"* teez 
Mebane caren vp the Ale tte, yebane clo- 
thed you with the woll :ebe beſt Fedde haue 


ye flayne,buc ¥ flocPe haue ye noe nonflyed: 
The weake haue yenor holden vp, the ſicke 
haue yenocbealed: che broten baue ye not 
boundecogerber,the cuccaftes baue ye net 
broug ht aga yne: y loft bauc yenorfoughe, 
but churliſhly and cruelly haue ye ruled the, 
Thus are they ſcatred here and there with- 
outa ſhepherde: yee all the beaſtes off the 
felde deuenre them, and they go afiraye. 
My ſhepe go wandzinge vpon all moũ⸗ 
taynesand vponeuerybyebill, yee they be 
featred abrode in all feltes ,and thercis no 
bien, that careth fo: chem, or ſeketh after 
eben. 
% — Cherfrzeo ye ſhepherdes beare the wo2- 
De off the LORLE,C bur fayerbtheL ORDE 
Gov: As truly as J lyue, ſorſo moch as my 


ke ſtronge: ſoch as be fat and weil lykmge 
theſe will J preferue,and fede them with ¥ 
thinge that is laufull. And as for you (o my 
fhepefayeth the LoRDe Ged: wul put a. 
Difference amonge the flycpe, amonge the 
wet hers ãd the goates. Wasitnot ynough 
fo2 you, to eat vp the good pafiure, but ye 
mufé treadedorone the refidue of youre paſ⸗ 
ture w* youre fetealfoz Was it not ynough 
for you to drynte cleare water, but ye muft 
troublethe reſidue alſo with youre fete? 

bus my ſhepe muſt be fayne co eate ¥ 
tbinge,that ye banetroden downe with yor 
fece,andto dynkeit,tbat ye with youre 
baucdcfyled, 

Therfoze, thus ſayeth the LORDE 
God onto chem: Bebolde, Fwill fener the 
fac fhepe from tbe leane: fez fo moch as 
yebaueflpot che weateflyepeaps y ſydes 
fhulvers,and runne yponrbhem with youre 
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bores, folongetill ye haue vtterly featred 

eben abrode. I wil helpe my flepe,fo y they 

Pyalnomoze be ſpoyled: yee J wil oifeerne o. 

D neflepe from another. J wil ra yſt vp vnco 

them oͤne only ſhepherdẽ: even my ſeruaunt 

lere.30-b Danio, he hal fede chẽ and he fhal becheir 

fhepberde. Ithe LOR DE wil be their Gov, 

ano my feruaunt Dawid [balbe their prince: 
Euen J che LORDE bane fpoten it. 

UForouer,F wil mate a couenaunt ef per 
cewich them,and dzyne all enell beaftes ont 
of the londe: ſo chat they maye divell fafely 
in the wilderneſſẽ, and ſiepe in the woddes. 
Good fortune z pꝛoſperite wil J gene chem, 
and vnto all chacbe rounve aboute my bill 
A profperous ſhower and rayne wil Fj fende 
them in due fealon,chatchetrees inthe wod 
demayebunge forth theit finces,z ¥ groun 
vebirincreafe. Chey ſhalbe ſa fe in their lon ⸗ 
de,and ſhal Enowe, thar J amebe LOR DE, 
aebidy bane bzoté their yocFe, and delynered 
ebem onc of che bondes of thoſe, that helde 
chem in ſu bieccion. 

They ſhal nomoꝛe be ſpoyled of che Hei- 
then, ner deuoured with che beaftes of theld 
derbuefafely ſhalthey dwell,z noman ſhall 
fraye them. J wil ſet vp anexcellét plate for 
them,fo ¥ they [hal fisffre no moze bunger in 
thelonde,necher beare thereprofe of Hei 
eben eny moze.Thus [hal they vnderſtonde, 
that J the LORDEcher God am w them, z 
¥ chey(enen che boule of Iſraelhare my peo- 
ple, ſaieth the LORDE God. Nemenaremy 
Pals4-b flocke, ye are the fhepe of my pajture:and I 
soa am youre God, ſa ieth theL ORDE God. 

The XXV. Chapter. 

Ke Drover, the worde of theLORDE 
came vntome, ſa yenge: Thouſonne 
of man, turne thy facetowardethe 
mounc Seir, prophecy vponit, ſaye vnto 

a te: bus ſaleth che LORDEGod: Beholde, (o 
3 thou mount Seir IF will vponthe, Frill 
‘a reach out myne hove ouer the, yee waifez ve 
folate wil J mate the. Thy cities wil J brea 
fe domme, zthou [hale lye voyder thaẽ thou 
mayeſt Enowe,bow chat Jamthe LORDEL 
For ſo moch as chou beareſt anoldecnemyte 
agaynfé the childꝛen of Iſtael, with a cruel 
honde haſt made chemafrayed, what tyme 
as they were troubled z punyſhed for their 
ſynne: Therfore, as truly as J lyue(fateth ¥ 
LORDE God) wil pꝛeparethe vnto bloude. 
yee bloude [hal folowe vpon cherſeinge thou 
i-Mac.s.a layeſt waite for blonde,therfore ſhall bloude 
perfecure the. Thus wil Jmake themount 

Seir defolace z waiſt, and bringe to paffe, 

that there fhallnoman gotbicber ner come 
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fremthence. His mountaynes wil J fell nF 
bis ſla yne men: thy billes,vales and valleys 
[bal lye full of chem, chat are flayne with ¥ 
ſwearde. Iwil make the a perpetnall wilder 
neffe, ſothat noman [hal dwell in thy citics: 
¥ ye maye Enowe,bow ¥ Tj amtbeLORDE, 

2nd becaufe chou haſt ſa yde: what, both B 
theſe nacions and both thefelondes mufé be 
myne, z J wil haue them in poffeffion, whe- 
reas cheLORDE was there. Cherfore,chys 
faieth theL ORDEGod:As truly as Hlyne, 
J wiül hãdle the acordinge to thy wzath and 
geloufy,liteas thou haſt dealt cruelly wir 
thent:chac J maycbe Enorone amdgetbens, 
Dow J bane punyſhed the. Mee and chat 
thou ald mayeft befure, that Ithe LORDE 
haue berdealleby defpytefisl wozdes, whidy 
chou haſt ſpolẽ aga ynſt the mountaynes of 
Iſtael, ſa yenge: Co they are made waiſt, anð 
geuen vs to deuoure. 

Thus with youre mouthes ye haue made 
youre booft aga ynſt me, yce zmultiplied you 
Fe pꝛoude wordes aga ynſt me whic J baue 
herde altoget her. Where vnto thus faieth ¥ 
LORDEGod: whenthe whole woride is in 
wealth, then wil J mateche waft. Andlite teerea. e 
as thou(o mount Geir) raft glad, becanfe 26-4 
the heretage of the boufe of Iſtael was de- 
firoyed :euen ſo wil J do vntd the alfo, chat 
thonand whole von ſhall be deftroyed, z 
Enowe,that FamtheL ORDE, 

The XXXVI. Chaprer. 
Sew Hon fonne of man, prophecie vpon A 
* themountaynes of Iſtaͤei zfpeate: Ezec.c, 

Heare the worde of the L OR DE,o ye 
mountaynes of Iſtael: Thus [aictheheLOR 
DE God: Becaule yo" enemie hath fayde v- 
pon you: ba, ¥ bie enerlaftynge places are 
nor become ours:propbecy therfore,zfpea- 
te:thus ſaieth y LORDE Gov: Seinge yebe 
waiſted zeredé Downe on euer fyde,zbeco- 
mea poffeffion onto ¥ refyoucof ¥ Gétiles, 
whic baue b:oughe you into mésmouthes 
Z vnto an euel nameamonge ¥ people: her 
fore, beare che worde ofthe LORDE Gov,o ye 
mountaynes of Iſrael: Thus faieth the LOR. 
DE God vntothẽ mounta ynes and billes,val 
leys zdales,tothe voyde wilderneffes rdef> 
late cities, which arefpoyled, and had in dert 
fion on enery ſyde amoͤnge the refyoue ofthe 
Seit hẽ: Nee euẽ thus ſaieth the LORDE Godt 
Inthe fye of my gelouſy haue J taken a de 
Byce,aga ynſt the reſydue of the Sẽtiles, and 
aga ynſt all Edom wohich hauctate inmy is cedera 
de vnto thé ſelues for a poſſeſſion: which alfo 
reioyſed frotheir whole herte wa deſpite ful 
ſtemacke, to waiftic,and co ſpoyie it. 
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B = prophecytherfore vpon the londe of Ff- 
raẽl, fpeate onto ¥ mountaynes and billes, 
to valleys anddales,thus faicththeLORDE 
Govr:Bebolde,this hane Jdeugſed inmy ge 
lonfy and terrible w2ath : Foz fo mod) as ye 
bane ſuffred repro fe of che Heithen, rherfo- 
setbus ſaieth the LORDE God: J haue ſwor 
ne, thatthe Gentiles whichlyeaboute you, 
Phalbeare youre confucion them felues.2nd 
&s for you(omountaynes of Sfraclye [hall 
Phuce ont youre braunches, and bringe fozth 
youre frute to my people of Iſrael foritis 
harde by that it wil come. 

Beholde, J come vnto you,and vnto you 
will Iturne mie, that ye maye berylled and 
ſowen. I wil fende you moch peopie, which 

albe all of the heuſe of Iſtael: the cities 

albeinbabited,and ¥ deca yed places flat 
berepayzed againe. J wil pronyde you with 
moch people and catell, which ſhalincreaſe 
binge frute. J wil reſtore you alf to youre 
olde eſtate, and fhewe you mozetindnes the 
euer ye bad before: wherby yefhaltnowe, ¥ 
JamebeL ORDE.Neepeople wil J fende vn 
to you(o my folte of Iſrael (which ſhal ha · 
nethe inpoffeffion, and then [hale betbeir 
inberitaunce, fotbat thou [hale sromoze be 
€ without them. Agayne thus faiech eheLOR- 
DEGod: For ſo moch as they faye vnto you: 
thon artaneater vp of men,and a waiſt er of 
thy people: therfore chou [hale eate nome 
men, nether deftroyetby peopleeny moze, fa- 
tech theLORDE God. 2nd YJ wil noe ſuffre 
the, force heare thine orvne confircionamon 
ge the Gentiles fromben(Forth.C hon ſhalt 
notbeare thereprofe of the nacions,ner café 
out thine orone people enymore, ſaieth che 
LORDEGov. 

Mloroucr,che wordeoftheL ORDE came 
wntome,fayenge:® chon fone of ma, when 
the houſe of Iſrael dwelt vpon their owne 
ground.ch.y defyledebem felues wit h their 
Sroncrwayes Z ymaginacions :fothacinmy 
fighs their waye wãs like the vnclenneſſe of 
a menſtruous woman. Wherforꝛe J poured 
my w2oth fill diſpleaſure vpen themm, becau⸗ 
feoftbe bloude thatthey bad ſhed in the lon 
de,z becaufe of their Fools, wherwith they 
had defyled chem felues.F fcatredthemalfo 
amongethe Heitben,fo that they were firo- 
wed abentein theldves . Acordinge to cheir 
wayes Tafter their owne inuencions, ſo dyd 
J punyſhchem. 

D ~ Llowwhenthey were gone vnto the Het 

then, and comcinamongethem,they diſho⸗ 

noured my bolyname: forbacit was ſa yde 
of chem: Are theſe the people of God,z muſt 


The xxxvi. Chap, 

go out of their owne londe 7 Then fpared | 
my bolyname , which ¥ boufe of Iſtael bad 
difhonoured amongethe Gentiles,co whens 
they came. Therforcrell houſe of Iſtael: 
Thus ſaieth che LORDE God: Yoo noethis 
for yo fates (O houſe of Ffrael )bucfozmy 
holy names fate, which yẽ diſhondured amo 
gethe Deithen,roben ye came to them. Ther 
fore, J wil halowe my greate nane aga yne. 
which amongethe· Gẽtiles is euel ſpoken oft 
for ye youre felues bane diſhououred it ame- 
gethem. And the Gentiles [hal tnowe,that 
SamtbeL OR DE, when J am bonouredin 
youbefoze their eyes, faicth y LORDEGov. 

As for you, J wiltate you fromamonge 
the Heithen, and gather you together out of 
all countrees , and bringe you ã gaͤyne in to 
youre orone londe. Then will J pourecleare 
water vpon you, z ye ſhalbe clene: Mer fiom 
all youre vnclenneffeand from all yo Fools 
Phal J denfe you. new hercealfowil J ge- E 
ueyou, anda new ſprete wil F putin coyou: 
As for that fiony bert, Jroill cake icousof '** 


yourcbody, and gene you a fleß ſhy herte. I Deu.s.d 


oil gene you my fpicteamonge you,and car 
fe yourowalteinmy commanndemiéces , to 
Eepe mylawes,andco fulfill them. 

And fo yz ſhall dweil inchelonde, that I 
gaue to ye forefat hers T ye ſhal be my peo 
pᷣle, and J wil be youre Goð. J wil helpe you 
out of all youre vñclẽ neſſe, Jwil call forthe 
corne and wil increafeit,and wil let you ha⸗ 
nenobonger. J will multiplie the fintes of 
thetrees and F increafe of the felde for you, 
ſoͤ that ye ſhal beare no more reproſe of bom 
geramdgethe Heithẽ Chen ſhal ye remẽbre 
¥o oronewicFed wayes, and youre yma gi⸗ 
na ads, which werenot good:fo chat ye ſhal 
tate difpleafire at youre or ne ſelues, by ree 
fon of youre fynnes and abheminacions. 

But J wil not do this for youre (ates (fa- @ 
ieththe LORDEGod )be ye ſure of it. Ther· 
fore( o ye houſe of Iſtaehbe ahhame d of you 
re ſynnes Morouer thus ſaieth the LORDE 
Sedrwhat tyme as F fhal clẽſe you from all 
youre offences, then wil J makethe cities to 
be occupied agayne, and wilrepayzetbe pla 
ces that be deca yed. The deſolate londe ſhal 
be buylded agayne which afoze tyme laye 
yoaift,in thefight of all chem,chat wẽte by. 
Then hal it be fayde:T his waiſt lõde is be- 
comelites garden of pleafire, and the vey 
Dde,defSlate and brokẽ Derone cities, are ne w 
firouge,and fenſed agayne. Then the reſ due 
of the Seithen that lye rounde akente yeu, 
fhaltnowe,that J amthe OR DE, which re 
payze that was droken dewne, and plante 
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Khe prophee Eyechiel. 


agayne that was madewaift. Euen Ithe 
LOR DE haue ſpoken it, T wil do it in dede. 

Thus ſaieth che LORDE God : Fj wil yet 
oncebe foundeagayneof ¥ boufe of Gfracl, 
zdothis for them: 3 ſhal increaſe them as a 
flocke of men. Like as the holy flockẽ andebe 
flocke of Iexuſalem are in the bic folempne 
feaſtes· ſo ſhal alſo the wilde waiſted cities 
be fylled with flockes of men: and they ſhal 
Enowe,that JamebeL ORDE, 

Che XXXVI. Chapter. 
He honde oftheL ORDE came vpon 
=, me,z caried me oucin the fpreceof ede 
LORDE, zlet me downe ita playne 
felde,chat laye full of bones,z he led me roun 
de aboute by chem:z bebolde, che bones chat 
Kaye vpon che felve, were very many, zmar- 
yelous drye alfo. Then fayde be vnto me: 
Thou fonneof man: chinkeſt thou chefe bo⸗ 
nes ma ye lyue aga yne? J anfiwercd:O LOR 
DE God, thou knoweſt. And he ſa yde vnto 
me; prophecy thou vpon theſe bones, ſpea 
ke uno them: Ne dzye bones, heare the wor⸗ 
deoftheLORDE.Tbus ſaieth the LORDE 
God vnto theſe bones :Bebolde , J will put 
breth into you, chat yemaye lyue: I wil geue 
you fynowes,z mate fleſh groͤwe vpon you, 
Z couer you quer with flzynne:z ſo gene you 
breth, that yemayelyue, and tnowe, char y 
amcbeLORDE, 

So IJ prophecied, as he had cSmaunded 
me. And 4s J was prophecienge,chere came 
a noyſe anda greatemocion, [> thatthe bo- 
nes rane euer y one to anot her. Mow whẽ JI 
had lored, bebolde, they bad fynowes, and 
fleſh grewe vpontbent ; and aboue they we- 
re covered with flzynne, but chere was no 
beth in chem. Chen faydebe vnto me: Thou 
fonne of mart, prophecie thou towarde the 
wynde: prophecy, and ſpeaketo the wynde: 
Thus ſaiet h the LORDE God: Come(o thou 
ayie) from the foure wyndes, Tblowe vpon 
theſe flayne, that they maye be reſtoreð to 
life. So J prophecied, asbe bad commaun ⸗ 
dev me:Chen came the bret hento them, and 
they receaued life, and ſtode vp vpontheir fe 
te, a maruelous greate ſorte. 

Moꝛouer he ſayde vnto me: Thou ſonne 
of man, thefe bones are the whole houſe of 
Iſrael. Beholde, chey faye: oure bones are 
Dzyed vp, onre hopeis gone, we are clene cut 
of. Ther fore prophecie thou, z fpeake vnto 
thems. bus faiech the LORDE God: Bebol- 
de, Fwil open youre granes(o my people)z 
take you out of youre fepulcres,z bringe you 
into the londeof Iſrael agayne. So fhall 
yeEnowe y Jam the LORDE when J open 


Che xrxvij. Chap. Fo. (ret. 
youre graues,z binge you out of them. M 
ſprete alſo wil J put in you ,z ye —— 
soil ſet you agaynein youre ownelonde, and 
ye foal Enowe, that amebe LORDE, which 
Daucfaydeit,and fulfilled ic in dede 

The woꝛde ofthe LORDE came vntome, 
feyenge : Chou fonne of man,cate a ſticke 
Gnd weyte vpon tt: Onto Juda ztothe chil· 
den of Iſrael his companyons, Thentate 
anorber ſticke and wiyte vpon it: Onto Jo⸗ 
fepb the ſtocke of Ephraim, and ro all the 
hoͤuſholde of Iſtael bis companyons And 
than tate both theſe together in chine hon⸗ 
de, fo halthere be one ſtycke therof Crow yf 
the child:é of chy people faye vnto the: wile 
thou not ſhewe vs , what chou meaneft by 
theft Chen geue them this anfwere:Chus 
fateh che LORDEGod:Bebolbde,4 wil cate 
the ſtocke of Jofeph, whic is inthe bonde 
of Ephraim and of cheerybes of Hfracl bis 
felowes , and wil put chem to che ſtocke of 
‘Buds, z make chem one ſtocke and they ſhai 
beone in my honde And the trwo ſtickes whe 
re ppon thou wryteft, ſhait thou haue in thẽ 
ne honde that theymayefe,and yale faye 
vnto then: 

Thus ſaieth che LORDEGod: beholde, 
Frill cakcawaye the childeẽ of Iſtaei from 
amonge the Heichen. onto whom they be go 
ne,and wil gather themtogether onenery[y 
de, and binge chem agayne into their orone 
fonde: yee F wil mate one people of the in F 
londe, vpon the mountaynes of Iſtael and 
they all yal haue but one tinge. Chey fall 
nomtoze be two peoples from benfforth, ne- 
therbe denydedin roewo kingdomes rebey 
Hal alſo defyle thẽ felues nomore with their 
abbominacions, Idols and all cheir wicked- 
doinges.Fwil belpethe out of all their dwel 
ge —— — haue ſynned: wilt 

lenſe them, thatti albe my people, 
and Itheir Gov. iid — 

Dauid my ſeruaunt ſhalbe their kinge, ⁊ 
they all ſhal bane one epherdconly.They 
foal walte inmylawes, and: my commaim· 
dementes ſhalt he y both kepe efuifin They 
Hal dweil in the londe that I gaue vnto 
cob my ſeruaunt, where as youre fatbersal- 
banc dwelt. Nee euẽ in the famelondefbal 
they, ther childzen, z their dyilders hildien 
dwell foz cuermore: and myferneuntDamd 
fhalbecberrenerlaftynge prynce. Morouer 
‘Jwill mate « bonde of peace with them, 
which ſhal be vnto theman encrlaftingeco> 
uenaunt. J vil fattlebealfe,andmuleiptie 
them, my Sanctuary wil I ſet amonge chẽ 
for euermore. 
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mMy owellinge fhalbe w thems, yee J wil 
be theit Gov, ztheyfbalbemy people. Thus 
the Heit hen alfo fal tnowe,tbat J cheLOR 
DEam ¥ bolymaker of Gfracl:whemy Sanc 
tuary ſhaͤl beamonge them for euer moze, 

The XXXVI Chapter. 

Ll o che worde of che LORDEcame on’ 

tome,fayenge:Cbon fonne ofman,cur 

netby face towarde Gog in the londe 
of Magog. which is the chefe pzynce at Me 
fech and Tubal: prophecy agaynft him, and 
faye: Thus ſaieth che OREGed: O Gog 
thou chefe pzynce of Meſech and Tabal:be- 
bolve,Jroil vponche, and wil turne the abou 
te, and puta bytt inthy chawes: Fj wil brin⸗ 
ge the forth and all ebine hooſt, both horſe 
Hoꝛrſmen, which be all weapened of the beſt 
fafbion:a greate people, chat handle altoge 
therfpeares, ſhyldes, and fiwerdes:the per- 
fes, Moryans and with chemrbe LZ ybians, 
which all beare ſhyldes and belmetres : Ge- 
mer, andall bis hooftes : the houſe of Tho- 
gorma out of thẽ north quarcers, and all bis 
hooſtes, yee and moch people with che. 

Therfore preparethe, fee thy felf in araye 
withall thy people, that are come vnto the 
by beapes, andbethoucheirdefence. A frer 
many dayes thon ſhalt be vifited,andinthe 
latter yeares chou [hale comein tothe ldve, 
that bath bene deftroyed with the fivearde, 
znow is replenifhedagayne wv dynerfe peo 

le vpon the mounraynes of Iſrael, which 
Rice lõoge lyen waiſt. Ree they be brought out 
of chenacions,z dwell ail ſafe Thou ſhalt 
come vp like a ſtormywether, to couer the ls 
de,and as it were a darcke cloude: thou with 
all thine hooſtes, anda greate multitude of 
people with the. 

Moꝛouer, thus ſaieth the ORDEGod: 
At the ſame tyme ſhal many thinges come 
in tothy mynde, ſo chat thou fhaltymagyn 
myſchefe, and ſaye: J wil vᷣpto yonder play- 
nelonde, ſeinge they ſyt at eaſe, und dwell ſd 
fa fely(for they dwell all without eny walles, 
they bauenether barres nor dores) to ſpoyle 
them, to robbe thẽ, to laye honde vᷣpontheir 
ſo wel inhabited wilderneſſes: agaynſt that 
people, ¥ is gatheredtogether fromamon- 
We Heithé, which bane gotten catell and 
SOd, and dwell in the myddeſt ofthe londe. 
Then fhal Gaba and Dedan andthe mar- 
channtes of Tharfis w alleheir Worthies 
faye onto che: Art thou cometorobber Saſt 
thou gatberedtby people together, becanfe 
thou wilt ſpoyle? to cate ſyluer and golde:to 
cary awaye catell and goodr and to haue a 
greate prayr 


The xxxix. Chap. 


Ther foꝛe o thou forme of man thou fale 
pꝛophecie, and ſaye onto Gog:Thus faiech 
the LORDEGod: In that daye thon ſhalt 
knowe that my people of Iſrael diveller) fa 
ferand ſhalt come from thy place, out of che 
north partes: thou sn moc people ri the, 
which ryde vpon borfes ,wherof there 1s & 
Greace multitude andan innumerable forte. 
Reetbhou ſhalt come vpon my people of We 
rael,as a cloude to couer the ldde. Chis (hal 
cemeto paſſe in the latter dayes: J wil brin · 
ge the vp in to my londe, that the Heithen 
maye knowe me, when J get mebonoure ye 
ponthe(o Gogbeforetheireyes. 

Thus ſaieth che LORDE Ged: Thou art 
be, of whom 3 haue ſpolen afore tyme, by 
my fernauntes ¥ prophetes of Iſrael vhich 

rophecied ist thofe Dayes z yeares that J 
Pulse bringe the vpon hem. Atthe ſame cc C 
me, whe Gor cemmeth vp in to the londe 
Of Iſtael ſaieth theL ORDEGod pfhalmy 
indignacid go forth inmy wath. For in my 


geloufy and botedifpleafire J haue deuyſed, Danza 
albe a greate trouble inthelon Mata4.b 


thatthere fy 


de of Tfraclattbat tyme. Che very fyß ſhes OS 


inthe fee, the foules of the ayre, the beeſtes 
ofthe felde, and allthe men ¥ are vponthe 
earth, ſhal ecemble fez feareof me. 
Thebilles alfo ſhalbe turned vp fidedow 
ne, the ftayres of fone ſhal fall. and all wat 
les fhal ſyncke to the grounde. J wil call foz 
& ſwearde vponthem in all mymountaynes, 
ſaieth thel ORDE God: ſo that euery mans 
ſweardẽ ſhal be vpon anot her. With peftilé- 
ce and bloude wil JI punyſh bim: ſtormy ray 
ne and bale ftones, fyre and bzymftone,roil I 
cauſe to rayne vpon bim and all bis beape, 
yee and vponall that greate peoplethatis 
with bim. Thus wil Ibe magnificd, honou 
red, and knowne amonge the Heithen: that 
they maycbe fare,bow 17 am y LORDE, 
The XXxix Chapter. 
Serfore o thou ſonne of mart, prophe og 
cieagaynft Gog, andfpeate: Thus 


faieththe LORDE God: Beholde, o poe 5g 


Gog: thou chefe pꝛynce at Meſech andTu- 
bal, Jwil vponthe, andturnethe aboute,z 
cariethe forth, zlede ¥ from the north par- 
tes and biingethe vp totbemountaynes of 
Iſtael. As for thy bowe, Gril finyte it out 
õfthy left honde and café thine arowes out 
of thyright honde. Chouwith all thine hea 

and allthe people that is withthe, muſt 
Ea vpon the mountaynes of Iſtael. Then 
wil J gene the onto ¥ foulesand wilde bea- 
fies of the felde, tobe deuourede there muſt 
thou lye vpon the felve: fozené Ithe LORDE 


The prophee Eyechiel. 


Bane ſpoken it ſaieth theLORDE Gov, 

Juco Magog,and amongechofechat fit 
fo careleffe isthe Ales:wil J ſende a fyre and 
cheyſhal Enowe, ¥ Jamthe LORDE.F wil 
mate alfo the name of my bolyneffe to be 
Enovone amongemy people of Iſtael: and J 
will not lee my boly namebe eũel ſpoten of 
enymoze: but the very Heithen alle hhal kno 
we, that J am che LORDE , thebolyoncof 
Ifrael. Bebolve, it commetch,andfhalbe fil- 
filled in dede, faith che L ORDEGod. This 
is the Daye, wherof J baue fpoten: They 
that dweli in ¥ cities of Iſraei [hal go forth 
and fec fyze vpon the weapens, and burne 
ebem: fhyldes and (peres, bowes and aro⸗ 
wes , bylles and clubbes: fener yeares ſhall 
they be burnynge therof, forbat they hall 
els bringe no ſtickes from ¥ felde,necher ba- 
venedeco bewdorneenyoutof chewodde: 
Fort hey [Hall haue weapens ynew co bur- 
ne. They |halvobbechofecbatrobbedchem, 
and ſpoyle thoſe that ſpoyled them ſaiech ¥ 
LORDEGob. 

C  Acehefametyme will J gene vnto Goes, 
@placeto be buried in, int Iſtael:euẽ the val- 
ley, robere thozow men go fromthe eaſt to 
the fee warde. Thoſe that trauayletherby, 
Jhal abhorre it. There ſhal Gog and all bis 

eople be buricd:and it ſhalbe called the val 
ley of che people of Gog. Seuen monethes 
longe fall che houfé of Iſrael be burienge 
of them,chacchey maye clenferheldve: yee 
all the people of the londe ſhal burie them. 
® it hal bea glorions da ye when JI getme 
tbat bonoure, jaiech the LORDE Gov. They 
Phat ordene men alfo co be decdburiers, ener 
goinge chorowthe lde and appoynte them 
certayne placesto bury thoſe in, which re- 
mayne vpon the felde, that the londe maye 
be clenfed, Fromende coende fhal they fete, 
andebat vi monethes [Sge.Crowtbhofechat 
gothorow the londe, wherethey fea mans 
bone, they fhall fee vp a coten by it,till the 
deedburiers baue buried it alfo, inthe val- 
leyofthe people of Gog. Andthenameof 
the cite ſhalbe called Samona: Chus fall 
they mate the londe clene. 
And hou ſonne of man: thus ſaieththe 
® LORDEGod: Speate vnto all che foules 
and every byrde, yee and to allche wilde bea- 
fies of the felde: beape you together and co- 
mie, gather you roũde aboute vpd my flangh 
ter, that J bane flayne for yomenen a greate 
Slaughter vpon the mountaynes — 
eate F 


Apoisd gate fleſh and deynte bloude . Re fa 


fleſh of thewortbies, and dryne che bioude 
of the pꝛynces of the londerof che wethers, 
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of thelambes,of the goates,and ofthe oxen 
that be all flayneat Bafan. Late ¥ fat yor 
re bely full and dzynte bloude,till ye be dronc 
ten of the flangheer, which Fbane flayne 
xuto you. Fyl you atmyrable, with bores z 
ſtronge horſmen: with captaynes and allée 
of warre, faieth rheL OR DEGed, 

Frill bringe my glozy alfo amonge the 
Gentiles, that all che Seithen maye fenrg 
indgment,thac 3 bauekepte,andmy bonde 
which J bauclayed vpon chem: that ¥ bow 
of Fitaclmaye Enowe, howthac Yammy 
LORDE their God, from chat daye forth. 
2nd the Heit hen fhal tnowe,chat where as 
the houfe of Iſraei were led into captinytes 
it xas fortheir wicFednes fate, becanfetbey 
offended me. 

Forthe which cauſe Ihyd my face from 
them and delyuered them intothe hondes of 
their enemies, that they might all be flayne 
with the fivearde. Acordingetotheir onclem 
nefle and on faith fulldcalinges,fo baue I em 
treated them, and hyd my face fiom them. 
Ther fore thus ſaieth y LORDEGod: Low 
will J bringe agayne the captynes of Ja⸗ 
cob, andbauemercy vponthe whole houfe 
of Firael,anv be gelous foz my boly names: 
fate . 2 cheir confurcion and offence that 
they haue done aga ynſt me, ſhal betaten a. 
waye: and ſo fafely fal they dwell in their 
londe, chat no man [hal mate them a frayed. 
And when J haue brought thẽ agayne fron 
amongethe people, roben 3 haue gatberety 
them together out of their enemies lonves, 
and am prayfeo in chem before many Het- 
then :then [yalltheytnowe, chat am the 
LORDEtheir God, which fiffred themto 
be led in to captinyte amonge the Heichen. 
but now hauẽ brought them agayne in to 
se ee londe, and not left oneof chens 
yonder, 

After atacand hyde my face nomoe 
re fromtbem, butwill poure out my ſpꝛete v⸗ 
houſe of Iſtael, faictheheLORDE 

9d. 
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Vi the xxv yeareofoure captinyte, 

inthe begynnynge of the yeare, the 

7a Fdaye oft he monethithat is tbe rity 

yeare, afterthat ¥ cite was ſmytten downe: 

the famedaye came the honde of the LORDE 

Dpon me, and caried me fort hreuen into the 

londe of Iſrael brought hemeinehe vifions 

of Sodrand fermedowne vps a marueldus 

bic mountayne, wher vponthere was a bui 

— it bao bene of a cite)y towarde che 
north. 
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Thither he caried me, andbeboloe,there 
was aman, whofe ſimilitude was lite braffe, 
sobich bade threde of flarin bis honde,and 
a meterodde alfo. De ſtode inthe doze,z fay- 
de vnto me: marcke well with chineeyes, ber 
Een to with thine eares, and faftenit in thine 
bert, what ſo euer J ſhal ſhewe the, fortothe 
intentt hatthey might be ſhewedthe, ther fo 
re art thou brought hit her. And what ſoe⸗ 
uer thou feyft, thou ſhalt certifie the houfẽ of 
Iſtaelcherof 

Behoͤlde, there was a wall on theoutſyde 
roundeaboute the houſe:the meterodde that 
bebadin bis honde, wasfircubites longe 
& fpanne. So be meaſured che bredth of the 
buyloinge, which was a meterodde,andebe 

B beych alfo amecerodde. Chen came be vnto 
theeaft doze, and wente vp the ftares, Tmea 

fared the poftes of che dore: wherof euery o- 
ne was amecerodde thicke, Every chambre 
was a meterodde longe and brode: betwene 
the chambers were fyue cubites. The poſte 
of the doze withinthe porche, was onemete 
rodðe. He meaſured alfo the porche of the yn 
nermer dore, which conteyned a meteroͤdde. 
Thẽ meaſured hethe entrie of the dore, chat 
conteyned eght cubites, and bis pilers two 
cubites:and this entrie ſtode inwarde. 

Thechambersof chedoze eaſtwarde, we 
re thre on cnery ſyde: alike brodeandlonge. 
The pilers alfothat ſtode of both thefydes, 
were of one meaſure. After this, bemeafired 
the wydeneſſe of the dore: which was x cubi 
tes,z che he yth of the doze rij cubites. The 
edge befozethe dh&bies was one cubite b:9- 
de vps both the fydes ,z che hambzesfir cu 
bites wyde of either fyde.~>emeafirred f do- 
re from cherygge of one chãbre to another, 
whoſe wydeneffe was rev cubites, z onedo- 
re ſtode aga ynſt another He made pilcrs al- 
ſo lx cubites hie, rounde aboutethe courte do 
re. Before the inwarde parte vnto the fore en 
tre of the ynnermer dore, were fiftie cubites. 
The chambers and their pilers within, roun 
de aboute vnto y Doze, bad fyde wyndowes: 
Sobadthe fore entries alfo, whofe wyndo- 
ses wente rounde abouce within, And vpon 
the piers there fiode Datetrees. 

Cc hen brought he me in tothe fore courte, 
where as were chãbres z paued worbes, ma 
dein y fore courte roũde aboute:xxx habs 
vpon one paued worcke. Now the paned 
worke was a loge beſydethe dores, and that 
was the lower paued worte. After this, be 
meaſured y bredth from the lower doze,vn- 
coche ynnermer courceofthe out ſyde. which 
had an hundꝛeth cubites vponthe eaſt ethe 
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north parte. And the dore in the vttemoſt 
courte towarde the north, meaſured beafter 
the lẽgth and bredth: his thre chambres alfo 
on eit her ſyde with bis pilers z fore entries: 
which bad euenthe meaſure of the firſt doze. 
His beyth was fiftiecubites the bredth xxv 
cubites : bis wyndowes z porches withbis 
datetrees, had euen like meaſure asthe doze 
towarde the eaſt:t here where vij ſte ppes to 
go vp vps, z their porche before them. Now 
dore of che ynnermer courte ſtode ſtraight 
oͤuer aga ynſt the doze, that was torvarde Y 
north eaft. From onedozeto anot her, he mea 
ſured an Ccubites. 

A fterthat, he brought meto the ſouth ſy · 
de wherethere ſtode a dore towarde y ſouthr 
whofe pilers and porches be meafired, thefe 
badthe fyrſt meaſure, z with cheir porches 
theybad wyndorwes rounde aboute,literbe 
firſt wyndowes. Che heyth was | cubices, F 
bredt h rrv,with fieppesto go vp vpon: bis 
porchẽ ſtode befoze hun, with bis pilers and 
Datetrecs oneither ſyde Andð the dore of the 
ynnermer courte ſtode to warde the ſouth; 
he meaſured from one dore to another an C 
cubites.So he brought me in to J ynnermer 
courte , thorow the doze of the ſouth ſyder 
which be meafured, zit had the meaſure a fo · 
re ſayde. nlite maner, bis chambres, pilers 
and fore entries, bad cuenthe fore ſa yde mea 
ſure alſo. And he had with bis porches roun 
de aboute, wyndowes of | cubites bye, T xxv 
cubites brode. The porches rounde aboute 
were xxv cubites ionge, and v cubites broder 
and bis porch reached vnto y vttemoſt cour 
ar on bis pilersthere were date trees, and 
viij ſte ppes to go vp vpon. 

if i ars me aifein tothe ynmoſt cour 
tevponthe caft ſyde and meafuredthe doze, 
acordingeto ¥ meaſure afore fayde. pis ha 
bers, pilers and porches badenen the fame 
meafure, asthe firftbad:z with bis porches 
Hebad wyndowes rofive abonte.Thebeith 
was | cubites, ¥ bredth rrv cubites: his poz 
ches reached vnto the vttemoft courte: bis 
pilers alfo had date trees on either fyde,and 
viij ſteppes to go vp vpon. And he brought 
me tothe north doze, and meaſured it, which 
alſo hadthe foreſa yde meaſure. His chabies, 
pilers and porches had wyndowes rounde 
abonte: whofe beyth was | cubites,andtbe 
beedth rev. His pilers ſtode towarderbe vt- 
temofé courte, and vponthemboth were da 
tetrees,and viij ficppesto go vp vpon. Che 
re ſtode achambicalfo, whoſe intraũ ce was 
at the dore pilers. and there the burntoffrin⸗ 
ges were waß ſhed. 


The prophee ExecBiel. 
In che doꝛe porche, there ſtode on ether ſy 
De two cables foz the flangbtinge: to flaye 
the brentofft inges ſynneofftinges and tref- 
paceoffringes cher vpon. And onthe out fy- 
Deas men go forth to the north doze, there 
ode two cables. Foure ſtables frodeone- 
cher ſyde of che dore that is viijtables, wher 
vponthey flaughted. Foure taͤbles werẽ of 
hewen ftone fozcbe burntoffringes of a cu⸗ 
bite anda balf longe and brode and one cu⸗ 
bite bie: whervpon werelayed ¥ veſſels and 
ornamentes, which were vſedto, the burnt 
‘ flayne offeringes, when they wereflangh 
Ged. And within there were hotes foure fyn- 
ers bꝛode, faͤſtened rounde aboute,toban- 
¢ flefly vpon, z vponthe tables was layed 
the offringe fieſh. Onche outſyde of che yn- 
nermer Doze were the fyngers chambers in 
the imvarde courte beſyde ¥ north doze over 
agaynfEthe ſouth. Chere ſtode onealfo,be- 
ſyde the eaſt dore north warde. 
2nd be ſa yde vnto me: This chambꝛe on 


Ss 
uParsa.a the ſouth ſyde belongeth to che pzeftes, that 
Kes·⸗f repeche —B——————— — the 


north, isthe preftes that wayte vpon the ant 
ter: which bethe formes of Sadoch,that do 
feruyce before theL ORDE in ſteade of the 
hildzenof Lent.So be meafured che fore 
courte, whichbad in length an € cubites, 
and as moch in bredth by the foure comers, 
Llowtheaulter ſtode before the houſe: And 
be brought meto the fore entre of the houfe, 
and meafired the walles by cheentredoze: 
whidy were fyue cubites longẽ on ether ſy⸗ 
de. Che chickneffe alfo of che dorconecher 
fyde, was thre cubites. The legeh ofthe por- 
che was — the bredth rj. cubites, 
and vpon es went men vp to it: by the 
woallee alfa pila pilers,on iter fybe — 
The Xl. Chapter. 

a Ster this be brought me to the tem- 
ple, and meaſured the poſtes: which 
were of both the ſydes vj.cubites chic 

ke, acodinge to the wydeneſſe of thetaber- 
nacle.Che bredth of ¥ doze was r. cubites, 
the walles of the doze on either fyde fynecu- 
bites. He meafured the lengththerof which 
conceyned xl. cubites andthe bredth rr. Thẽ 
wente be it, and meaſured che doze poſtes, 
which were two cubites thicfe : but the doze 
it felf was fire cubices, andthe bredth ofthe 
Doze was vij.cubites.Hemeafured the leẽgth 
and biedtheberof, whidy were enery one ry. 
cubites,befozechetemple. 

And he fayde onto me: this isthe holyeſt 
of all Semeafured alſo the wall of the hou⸗ 
ſe which was fire cubites, Che chambres ¥ 
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ſtode rounde aboute ¥ houſe, rere enery one 
foure cubites wyde,and one ſtode barde vps 
another, wherof there were xxxiij And che- 
re ſtode poftes beneth by the walles rounde 
aboute the boufe,to bearethé vp:butin ¥ 
wallof ¥ hoͤuſe they were not faſtened: The B 
fyde chambres were the hyerthe wyder, and 
bad feeppes thozomtbem rounde aboute yỹ 
boufe. Chus was it wyder aboue,that front 
thelowefEmen might go to the hyeſt zmyv- 
de chãbers. J ſawe alſo that the houſe was 
very hye rounde aboute. The foundacion of 
the ſyde chambres was ameterodde(chatis 
fire cubites) brode. The thickneſſe of the ſy⸗ 
de wall without, conte yned fyue cubites,z (> 
dyd y outwall of the chãbers in F houſe. 

Bet wene the chambers, was the wyde- 
nes xx. cubites roundeaboute y houſe. The 
chambre dozes ſtode ouer agaynfé che ouc 
reall, rhe one Doze was towarde the north, ¥ 
other towarbde the ſouth: and che thicknefje 
Of the outwall was v crbites rounde abou- 
te. Nowthe buyldinge that was feparated 
towardethe weft, was lxx. cubites wydethe 
wall of the buyidinge was v cubites thicke 
roũde aboute, and the length foure ſcore cubi 
tes andteu. So he meaſuredthe houſe which C 
was an C. cubites longe, and the ſeparaͤted 
buyldinge withthe wall were an€. cubites 
lõge alſo. Che wydneſſe before the houſe and 
one ¥ was feparatedtowarde the caft, was 
— — farebebe ten 

nd be weafirred of the buyl- 

dinge before and behinde pid fe eee 
vpon both the ſydes: and it conteyned an C. 
cubites .Che ynnermer temple, the porch of 
the fozecourte, ¥ ſyde poſtes, theſe chre had 
ſyde wyndowes, and pilers rounde abonte 
— poſtes, from the grounde 

to the wyndowes: The wyndowes them 
ſelues were ſyled ouer with bordes: chus 
was itabousthe doze, vnto the ynmoſt hou· 
ſe, and wit hout alſo: Ree the whole wall on 
cuery ſyde both within and without was fy- 
Ted ouer w greate bordes. There were Che · 
rubins and date trees madealf>, ſothat one 
date treſtode euer betwirte two Cherubins: 
One Cherub hadtwo faces, ¥ faceofaman 
Lokinge aſyde towarde the date tre, anda 
Tyons face on the other fyde. Thus was it D 
made roũde aboute inallthe houfe:zee the 
Cherubins and date crees were made front 
the grounde vp aboue the doze, and ſo ſtode 


they alfo vponthe wall of the temple. 
The by 
fauares. ato tbep poten oft — 


was, euen as it appeared vntome afore in F 
vim 


Che prophee Eyechiel. 
wifion. The table was of wodde, thre cubi- 
tes bic and two cubites longe: bis cozners, 
the length and the walles were of wodde. 
nd be fayde vnro me: This ts the cable, 
that ſhal ſtonde before rhe LORDE. The tem 
ple and che holieſt of all bad ether of them 
Trwo9 doves, andenery dore had twwo litle wic 
kettes whic were folder in one vpon ano- 
theron enery ſyde two. And vpon the dores 
Of the cemple there were made Cherubins 
and date trees, life as vponthe walles sand 
a greate thicke balke of wodde was before 
onvbe out ſyde of che porche. Ops boththe 
ſydes of che walles of che pozdhe, therewe- 
Ye made depe wyndorves and date trees, ba- 
— beames anv balkes, lite asthe houſe 

ae 
The XLII. Chapter. 

te? Men caried heme one into the fore 

* courte towarde the north, zbioughe 

q me intothe chambre that ſtode oucr 
aga ynſt the bakebuyldinge northwarde, 
which had the length of an C. cubites, who 
ſe dorecurnedtowarderbenorh. The wyde 
neſſe conte yned L. cu bites oueraga ynſt the 
xx.cubites ofthe ynnermer courte,z agaynft 
the paucd workethat was inthe fore com 
te, Beſyde all theſe thre there ſtode pilers, o- 
ne ouer againſt anot her: And before this chã 
bre chere was a walkinge place of x. cubites 
ꝛwyde, and within was a waye of one cubite 
wyde, and their dores towarde the north. 
Thus che hyeſt chambzes were allwaye ne 
rowerthenckeloweft and myddelmoſt of ¥ 
builvinge:foz they bare dhambze vpon chant 
bre, and ſtoͤde thie together one vponano- 
ther, notbauynge pilers lite the fore cour- 
terther fore werethey finaller then thofe be- 
neth and in the myddeſt, to reken from the 
grounde vpwarde. 

The wall wichoutthat ſtode by ¥ cham- 
beestowardethe vttemoſt courte vponthe 
fore ſyde of che chambres, was £.cubites lõ⸗ 
ger for the legthof ¥ vrtemoft chambers in 
the fore courte was C. cubites alfo: butthe 
length therof before the temple wasan C. 
eubices . Theſe chambies bad wonder thent 
an intraunce of the café ſyde, wherby aman 
might goinco them ontof the fozecourte, 
thorowehe thicke wall of the fore courte to- 
woardetheeafi,right over agaynſt the fepa- 
raced buyldinge. Before the ſame bryloinge 
vpõ this fydechere were chãbers alfo which, 
badawaye onto them liteasthe chambers 
—— ſyde of the ſame length and wy 


ic, 
Their intraunce, faſhion and dores were 
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all of the ſame maner. yee euen lite ac the 
other chamber dores were, ſo were thoſe alſo 
of the ſouth ſyde . And before che wayeto- C 
warde the ſyngers ſteppes onthe eaſt fyde, 
there ſtode a dore to go in at. Chen fayde be 
vnto me: The chambers towardẽ the north 
the ſouch, which ſtõde before the backe buyl- 
dinge: thoſe be holy habitacions wherin the 
preftes that do ſeruyce before the LORDE, 
inuſt eate the moſt holy offringes: and therẽ 
muſt they laye the moft holy offringes: meat 
offriuges, ſynneoffringes zerefpaceoffrin- 
Ses, for it is an boly place. When che preſtes 
comecherin,they ſhal noe go outincothe fo 
recourte:bur(feynge they be holythey [hall 
leaue che clothes of their minifiracion, and 
puton other garmentes, whenthey bauce- 
ny thingeto do with che people. 

Liow whenbebad meafuredall the yn · D 
nermer houſe, be brought me forth thorow 
theeaft porte, andmeafured the ſamẽ roun⸗ 
de aboute. He meaſured the eaſt fydewith ¥ 
meterodde, which rounde aboute conte yned 
v. C meteroddes. And che north ſyde meaſu⸗ 
red he, which conteyned roundẽ aboute euen 
fomody. The other two ſydes alſo towarde 
the ſouth and thẽ weſt ( which be meaſured) 
conteyned ether of chem vᷣ. C. meterod des. 
So hẽ meaſured all y foure ſydes whereche 
re — a wall rounde re nie Ysa 
‘des Tonge, andas bodealfo, epara- 
tedebeboly fromtbe vnholy. 

Tbe XL. Chapter. 
> he brought meto ¥ dore that tur · A 
neth towarde the eaſt. Beholde thẽ 
came the glory of the Sod of Iſtael 
fromout of theeaft, whoͤſe voyce was libe a 
greate noyſe of waters, and the earth was 
lightened with bis glory. His ſight colote 
vpon was htethe firff, chat fare, when J 
wente in, whattymeasthe cite ſyulde bane 
bene deftroyed:and like che viſtonthat J ſa⸗ 
we by the water of Cobar. Chen fell Fj v- 
ponmy face, butthe glozyoftheLORDE ce i: 
meintotbeboufe chozow the eaftdore. Go u. 
a wynde toke me vp, and brought me isto y 
nnermer conrte:z beholde, the houſe was 
Fatt of the glozy of the LORDE. 
I herde ——— vnto me ontofebe 
boufe, and there ſtode one by me, that ſayde 


wntome:® thon ſonne of man, this rownie rca 


is my feate,andthe place ofmyfotefteppes: %¢* 
where as J wil dwell amongethe chiloren 
of Iſcael for euermore: ſo thatthe houſe of 
Iſtael fhal nomozedefylemy holy name:te- 
therebeiner their kinges thorow their w 
‘dome, thorow cheir bie places,z thororv 
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deed bodies of their kinges: which haue buyl 
dedtheir threſhoͤldes in maner harde vpon 
my threſholdes, and their poftes almoſt at 
my poftes:focbatcbereis but a bare wall be 
twirte me and chem. 

Thus haue they defyled my holy name 
with cheir abbominacions, chat the y haue 
cSmitted. Wher fore J haue deffroyed them 
inmy wrat h: But now they ſhaͤl put awaye 
their whoꝛdome andthe deeð bovies oftheir 
kinges out of my ſight, that J maycdwell 
amsge them for euermore. Ther fore(lothou 
fonne of man) ſhe we thou the houſholde of 
Iſrael atemple,chaccheymaye be afhamed 
Of theirwicFednejje, and meafure cham fel- 
ues an example therat. 

And when they be aſhamed of all their 
workes , chen fpewe them the fourme and 
falbion of che temple tbe comynge in, the 
goinge out, all the maner and defcripcion 
tberof, yee all che vſes end oxdinaunces of 
ic, ¥ they maye kepe z fulfill allebe fafbions 
Gnd cuſt omes cherof. 

This is the vefcripcion of che honfe:Abo 
ue vpð the mount rounde aboute all the coz- 
ners, it ſhalbe y holieſt of all Beholde that 
is the deſcripcion and faſhion of the bonfe. 
This is the megſure of che aulter (after the 
true cubite, : which isa ſpanne longer then 
another cubite ) bis botome in the myddeſt 
was a cubitelonge and wyde, andebeleoge 
chat wenteroundeaboute it, was a fpanne 
brode. Thisis the heyth of theaulcer: From 
the grounde to chhe lower ſteppes the length 
is two cubites, and che bredth one cubiter 
and from the lower fieppestothebigher are 
foure cubites,z the bredth bur one cubite, 

Theaulter was foure cubites bie, z from 
the aulter vpwarde ſtode foure boznes and 
it was rij cubices Longe and xij cubites bro⸗ 
de, vponthe foure corners: thẽ coueringe of 
the aulter was xiiij cubites Ionge and brode 
vpon the foure comers, andebeledge that 
wente rounde aboute,badbalf a cubite:and 
the botome therof rounde aboute one cubt- 
terhis ſteppes ſtode towarde the eaſte And 
he ſayde vnto me: Thou fonneof man, thus 
ſaieth theL ORDE God: theſe arethe ordi· 
naunces andlawes ofthe aulter,inthedaye 
whẽ it is made, to offre burncoffringes,and 
tofprentle bloude ther vpon To the preftes, 
toy Leuites that be of the fede of Sadoch, 
and treade befozemeto dome fernyce, feieth 
the LORDE God: Vntotheſe geue thou a you 
gebullocke, for a fynoffringe:z tatetbe blon 
de of him ⁊ ſprentle his foure homes witbal, 
tye foure comers of the auiter coueringe. 
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with theledgerbat goeth rounde abonterbe Leuius.£ 


tewith fbaletbou clenfe tt, and reconcileit. 
Lbhoufiecae the bullock alfo of the ſyn⸗ 
offtinge,z burne bimun a ſeuerali place with 
outebe Sanctuary, 

Thenerte daye tale a gootbuck without 
blemiſh fora fynoffringe,coreconcilerbeanl ~~ 
terwitball : like as it was reconciled with ¥ 
bullocFe. Stow when thou haſt made it cle- 
ne, chen offrea yonge bullocFe without ble- 
mifb,and aramme out of the flocPe without 
blemiſh alfo : Offre chem before the LORDE, 
aud let the pref caftfale thervpon,and ge 
ne them ſo vᷣnto tbe LORDE foz a burntof> 
fringe. Senen dayes fhalecbou bringe, euery 
daye a gootbucke. A yonge bullofezaram 
me of the flocke (both witbeut blenn float 
they offre. Scuen da yes fhalthey reconcile 
and clenfethe aulecr, z offre vponit. Whers 
thefé dayes are expired, then vpon the vit 
dayeandfo forbebe preftes ſhal offre their 
burntoffringes and bealchoffringes vps ¥ 
aulter; {9 wů J bemercifull vnto you, faiery 
theLORDE God. 

Tbe XLII. Chapter. 

N Sterchis,bebzoughtmeagayneto ¥ of 
Sf outwarde doze of the Sanctuary on 

the eaſt ſyde and chat was ſhut Then 
fayderbeL ORDE vnto me: This dore (hak 
be fil ſhut, and not opened fozeny mato go 
thozow it, butonly forthe LORDE Ged of 
Iſtael: yee be fhal gothozow it, cls flbalicbe 
fhue till. The pzyncebimfelf flyal cometho- 
rowit,that bemaye eate bred beforethe LOR 
DE. Bethe pozche flpal be come m,andthere 
Phalbe go ontagayne. Then brought heme 
torbe doze, vponchenorth ſyde of the howe 
fe.Undas Flotedabouceme, bebelve, the 
glory oftheL ORDE fylledtheboufezand 3 2 
felldowne vpon my face.-So the LORDE 
{pate ontome: © chon fonneofman, faſten 
this to thine herte, bebolde,and tate diligẽt 
hedeto all that J wil faye vnto the, cencere 
nynge allthe oxdinaunces of the LORDE and 
all bis lawes· pondze well with chine herte 
the commynge inofthe boufeandthe goin · 
ge forth the Sanctuary: andtell that ob- 
ftinate houſholde of Iſtael hus ſaiet hthe 
LORDEGod:O houſe of Iſtael e haue now 
done ynough withall youreabbominaciss, 
ſeynget hat ye haue brought into mySanc· 
tuary ſtraungers, hauynge vncircumciſed 
hertes z flefly, wheretborow my Sãctuary 
is defiled, whẽ ye offre my bred, fat,z blonde, 

Thus with all youre abbominacions ye 
bane broken my-conenannt, and not Ee 
the boly ordinaunces of my Sanctuary 
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but ſet kepers of my Sanctuary,evert after 
youre ovone mynde, Ther fore thus faicth y 
LOR DEGod: Of allthe firaungersthat 
Dwell amdgethe childrẽ of Iſrael no firaun 

ex (whofe berte z fleſh isnot circumeifed) 

al come within my Sanctuary: No ner 
the Leuites that be gone backe frome, and 
haue difceaucd the people of Iſrael with 
exroures, goinge afcer their Jools: therfore 
ſhal thei bearetbheir owne wicFednes. Sbul 
Dethey be ſet and ordened to miniſtre, vn · 
der the dores of the houſe of my Ganctua- 
ry ? and to do fernyce in the houſerto ſlaye 
burncoffringes and facrifices for ¥ people: 
to ſtsdẽe beforethem, and to fernetbem:feyn 
ge the fernyce that they do chem,ts before 
their Idols, and caufeche boule of Iſrael to 
fEomble thorow wicFedneffe? 

§o2 the which cauſe J bane plu te out 
mryne honde ouer them (ſaieththe LORDE) 
fothacnow they muſt beare cheir owne ini⸗ 
quyte, and not to come nye me to ſerue me 
with their preaſheade, inmy Sanctuary, 
and mofé hoͤlyeſt of all: that tcheymaye bea 
ve their owne fhame and abbominacions, 
which they haue done. Shulde J vfe thein 
to be porters of the houſe and toall the fer- 
nyce ¥ is Donecheriny But the preftes ¥ Le 
ites thefonnesof Sadoch, that kepte the 
Holy ordinaunces of my Sanctuary, when 
thechildzen of Iſtael were gone fro me:fhal 
cometome, todomefernyce,to ftonde before 
me, andto offre me the fat and the bloude, 
faicth theLORDE God. 

y {hall gointo my Sanctnary, and 
treade befozemy table, codomefernyce,and 
to waite vps myne ordinaunces · Crow whe 
they goin atthe dores of the ynnermer cour 
te,they ſhal putonlynnynge clocbes,forbat 
no wollyne come vpon them: whyle they do 
ſeruyce onder the dozes of ¥ ynnermer cour- 
te, and within. Chey ſhal haue fayze lynnyn 
ge bonettes vpon their heades, andlynnyn- 
pee vpontheir loynes, which in their 

labourechey [hal not put aboute them: And 
when they go forth to the people in to the 
Outwarbde courte, theyfhal put of the clo- 
thes, wherin they haue miniftred, andlaye 
theminthe babitacion of the Sanctuary, z 
put on other apparell leſt the y onbalowe y 
people with their clothes. 
bey fhal not ſhaue their heades ner no⸗ 
riſh che buſhe of cheir hayre, but roñũde their 
Headves only. Allt he pieſtes that go in tothe 
nmoſt courte, ſhall drynke no wyne. They 
all mary no roydowe, nether one that is 
put from bir hußbonder but a maydeof the 


Khe rly. Chap, 
fede of the houſe of Iſrael, or & wydorwe, 
that bath had a pieft before. 

They fhal ſhewe my peoplethe vifferen- 
ce betwene the boly and vnholy, berwirte 
theclene and vnclene. Rf eny difcorde aryfe, 
they ſhal diſcerne it, and geuefentenceafrer 
my iudgmentes. My —5 feaftes,my 
lawes and ordinaunces ſhaltheykepe, and 
halowe my Sabbat hes. They ſhal come at 
no deed perſone, to defyle chem ſelues: (ex- 
cepte it be father oz mother, forme or dough⸗ 
ter, brother or ſiſter that bath bad yet no buf 
bonde)in fod) they maye be defyled. 

ind when beis clenfed, there ſhal bere- 
Eened ontobim vij dayes: and yf he gointo 
theSanctuary agayneto do ſeruycc he ſhal 
bringea fynoffringe faicth the LORDE God. 
Sbey fh 


wilbetheirberctage:els fall ye geũe thẽ no 
poffeffion ist Iſrael, for J am their poffel= 
fio. Chemeatoffringe, fynoffringe z tref- 
pace offringe ſhait heyeate, and euery dcdi- 
catethinge tn Iſraei, fhalbecheirs. The firfé 
linges of all the firſt frutes and all fre will 
Ooffringes [hal be the pzeftes. 

Re fhall gene wncoche prefF alfo the firſt 
Linges of youredowe, thatGodmaye profe 
pere the reſy due. But no deed carion flyalt 
the preft cate, ner ſoch as is deuoured of wil- 
debeefies, foules oz catell. 

The XLV. Chapter. 

Hen ye denyde the lSvebythelott, 

ye ſhal put aſyde one parte ſor the 

ae? LORDE, tobe holy from other lon 

des:namely, rev Mmeteroddes longẽe, and x 

M brꝛode. This ſhalbe holy, as wydẽ as it is 

rounde aboute. Of this parte there ſhal be 

longe vnto the Sanctuary v C meteroddes 

in allthe foure comers, and l cubites wyde 

roundẽ aboute to the ſuburbes. And from 

this meauſre, namely of xxv Mmetteroddes 

longe, and x m biode, thon ſhalt meafure, 

wherin the Sanctuary and the holieſt of all 
maye ſtonde. 

Therefyrae of that holy grounde ſhall 
bethe preftes, which do feruyceinthe Gane 
tuary of the LORDE, and go inbefoze the 
LORDE to ſerue him, that they ma ye haue 
rowme to Dwell in. 

As foꝛ the Sanctuary,it [yal ſtonde foꝛ it 
felfiandtothe Lewitesthe ſerue in that hou 
ſe chere ſhalbe geuen xx habitacions, of the 
rev m ilegth ⁊x NF biedch: ye [hal geue alſo 
vntothe cites poſſeſſis of v M meteroddes 
brode,z rev Milonge, beſyde the parte of ¥ 
Sanctuary:that [hal be for the whole hou · 
ſe of Iſtael. Opon both ebe ſydes of the 
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Khe prophee Ezʒcchiel. 
Sanctuarys parce,z by the cite,there [hal- 
be genen vntothe pzynce, what fo enerlyeth 
ouer agaynft che cite, as farreas reacheth 
weſtwãrde and eaſtwarde: which ſhalbe as 
longe as one parce, frõ ¥ weſt onto ¥ eaſt. 

This ſhalbe his owne lodein Gfracl,chat 
my princes benomoze chargeable unto my 
people. And ſoch as remayneth yet ouer in 
che londe, ſhalbe geuen tothe boule of Hra- 
el acordinge to their trybes. Thus faith che 
LORDEGod:O ye princes, ye baue now op 

reſſed and deftroyed ynough:now leaue of; 
Bante now acordinge coche thinge, that is 
equall and laufull: and thruſt ouemy people 
nomoze,fayeth ¥ LORDEGod. Ne ſhal haue 
acrue weight, a true Epha,z a true Bat. 

The Epha ⁊ the Bar fhalbea lite. One 
Bat fhal cSteyne ¥ céth parce ofan Homer, 
and ſo ſhal one pba dortheir meaſure fhal 
be after ¥ Homer. Gne Sycle maketh rr.Ge 
ras. Gory. Sycles, andrrv. Txv. Sycles 
make a pounde.Thisis the Heaueoffrynge, 
that ye ſhal geue to be heaued: namely, the 
Fvj-parce ofan Epha ont of an Homer of 
wheat:and the xvi. parceof an Epha, out 
of an Homer of barlie. The oyle Poalbemes 
fired with che Sat:eucn che r. parte of one 
Bat out of a Coz. 

Ten Battes mate one Homer:for one Ho 
mer matechten Sattes . And one [abe from 
two bundieth ſhepe out of che pafture of 
Iſtael, for  meatoffrynge, burncoffrynge 
and bealthoffrynge,co recScile them, fayeth 
theL ORDE God. All the people of thelon 
de ſhal geue this heaue offrynge with « fre 
wil. Agayne, tt [hal bethe pzynces parteto 
offre burncoffrynges, meacoffrynges and 
dzyntoffrynges vñto the ORDE,inthe bo 
Ty dayes, nero HToones, Gabbathes, and in 
all the bye feaftes of the boufé of Iſtael. 
The fynoffrynge, mearofferynge, bento ffe- 
rynge z healeboffiringe ſhal be geue, to recd 
ctlethe houſe of Iſrael. hus fayech ¥LOR 
DEGobd: The firfEdaye of the firſt moneth 
thou hale cates ySgebullocke without ble 
myl, and clenfetbe Sanctuary. 

9 the preft ſhal take of the bloude of + 
Fynofftynge, and ſpꝛenkle it vpon the poftes 
of che houfé, and vponthe feure comers of 
theaulter, with the dozepoftes of the ynner 
mer courte. And thus hale thou do alfotbe 
ſeuenth daye of ¥ moneth ( for ſoch as haue 
Fymned of ignoraunce, or beynge difceaned) 
to reconcile the houſe withall.D pon xiiij. 
daye of che firſt moneth ye ſhal tepe Lafter. 
Sené dayes fhalehe feaft contynue,wherin 
there ſhal no ſower ner leucded bred be eatẽ. 


Khe xlvi. Chap. Fo. ery, 


Dpon the famedaye ſhal y pzynce gene 
for bimfelf and all che people of the lonve, 
& bullocke fora fynoffringe.2nd inthe feaſt 
ofthe fenendayes be fal offre euer y daye a 
bullocez a ram,thatare with ont blemyſh. 
fora burntoffrynge vnto che LOR DE:zan 
be gaote daylie for a fynoffrynge. For the 
meacoffrynges be [hall gene ever an Epba 
to a bullockẽ an Epha toa ram, T an Hin of 
oyle to an Epha. Vpon > xv. daye of thefe 
uenth monech, befhal kepe che ſeuen dayes 
holy one after anocber, euẽ as the other vij · 
da yes: with the fynofftynge, burncoffringe, 
meatoffrynge. and with che oyle. 
The XLV. Chapter. 
Hus fayeththeLORDE God: y do · A 
re of the ynnermer courte rowarde 
eheeafé, fhall be ſhut che vj .worte 
da yrs: but in the Sabbath and inthe daye 
of thenew Moone, is [halbe opened. Then 
[Malthe pzynce come vnderthe doze pozche, 
Z ftonde fiill withour by the dore chebe. So 
¥ _preftes fhalloffre * bis burnez health⸗ 
—— be ſhal worſhipe at the dore 
Ppofte, and go bis waye forchagayne:but ¥ 
doze ſhal nomoꝛe be [hus till che exenynge. 
Onebe fame maner fhalebe people of the 
Tonde alſo do their worſhipe before the LOR 
DE, witbouttbis doze vpon the Sabbathes 
and new Moones. This is now the burnt- 
offtynge, that the pzynce fhall bzinge onto 
theL ORDE wpon che Sabbath: fire lam- 
bes withone blemy[ly, z aram without ble- 
mnyfh,and an Epha fora meacoffringe, with 
¥ tam. As for rhelambes, be maye deue as 
many meatoffrynges to chem, as be wil,z art 
Foin of oyleto an Epha. Inthe daye of the 
nero moneth, it [halbe a yonge bullocPe with 
out blemyfh, fire lambes ⁊ a ram alfo with⸗ 
out blemyfly . With the bullocke be ſhai ge- 
ne en Epha. and withtberam an Epha al- 
fo fora — — y lambes,whae 
De maye come by: And euer an in of oyleto 
an Epha. When the prynce cõmeth. he fall 
go vnder the doze porche, and euen there de 
parte forth agayne. But when the pecple of 
the londe come before the LORDE in the bye 
folempne feaſt, as manyas comeinby che 
north dore to do worfhipe, [hal go oucagay 
neatthe fouth doze. Andebey that come in 
at the fouth dore ſhal go forth agayne at F 
north doze. Chere fhal none go out at the do 
re where be came in,but fhal go forth right 
ouer on the other fyde, andthe piynce ſhall 
go in and out amonge them, 
Dpon che ſolempne and bie feafte dayes, 
this fyalbe the meatofferynge: An Epha to 
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Che prophee Exechiel. 


a bullock, and an €pbatoaram:and tothe 
lambes, as many as be wil, but euer an Hin 
of oyle to an Epha. Now when the prynce 
biyngeth a burnt offer ynge oz an bealcbeffe- 
rynge with a fre wil vnto the LORDE, the 
eaſt doze ſhalbe opened vnto bin, ¥ bema- 
ye 00 with bis burnt z bealcbofferynges, 
as be doth vps the Sabbath : and when be 
goeth forth, che doze ſhal be ſhut after bim 
agayne. He [hal daylie bzynge vnto che LOR 
DEa lambe of a yeare olde without blemiſh 
for a burncofferynge :tbis [hall be do eucry 
moznynge. And for a meacofferynge be ſhal 
gene che firce parte of an Epba, Tthe chir- 
de parce of an Hin of oyle(comyngle with 
the cates every mornynge. Mectbis [halve 
a daylie meat offeringe onto the OR DE, for 
an euerlaſtinge ordinaunce: ztbus ſhal the 
lambe, che meatofferynge and oyle be geuen 
every mornynge, for a dailie burntofferinge. 

Morouer,thus ſa yeth the LOR DEGed: 
Rfche prynce geue a gifte vnto eny of bis 
foes , then ſhall it be bis ſonnes beretage 
perpetuall, 9 be maye poſſeſſe it. Buc yf be 
wil gee one of bis feruauntes fome of bis 
beretage, it ſhali be his to the fre yeare, and 
thé coreeurnedgayne vnto ¥ prynce: for bis 
hereta ge ſhalbe bis fonnes only. The pzyn- 
cealfo hal cate none of che peoples enberi- 
taunce,ner putché from cher poffeffion: but 
to bis ovone formes [hal be gene bis poſſeſſi/ 
on,chat my people be not fcatred abrode, but 
that cuery man maye bauc bis oxne. 

And be broughe me thorow che intrann- 
ce at the ſyde of che dors to y babitacion of 
the Sanctuary, that belongethto ¥ preſtes 
Gnd ſtode towarde the north,z bebolde,the- 
te was a place vpon the weft ſyde then [ay- 
de be vnco me: Chis is the place, wherethe 
prftes ſhall dightebe trefpace and fynoffe- 
rynges, z bate y meatofferynges:that they 
mede not bearethé into rhe outwarde conr- 
te, and fo co vnbalowe the people. So he 
brought me in ro the vetemofé courte, roun- 
de aboute all che foure comers. Beholde, in 
enery comer of ¥ fore courte, there was yet 
& litle courte. Ree inall the foure corners of 
the contre, there was madea litle courte of 
Fleubices longe,and rer. cubites biove:the- 
fe fonre litle courtes were of one lite meafix- 
se, ⁊ chere went eryg ge wail rounde aboute 
them all foure, onder the which chere we- 
re barthes made rounde aboute. Then fay- 
debe vnto me: This ts the Eedhin, where the 
m niſters of the benfe ſhal dight the flayne 
offerynges of the people. 

The XLVI. Chapter. 


Khe xlvij. Chap, 


I¢ Gter this he brought meagaynebefo A 
Of re the dore of the boufe: z behoͤlde the 
re gußſhed out waters from onder F 
poſtes of the houſe eaſtwarde (for the hou⸗ 
fe ſtode towarde the eaſt hat ranne downe 
vps the right ſyde of the boule, which lyeth 
torbe aulter ſouth warde. Thẽ caried he me 
out to the north doze, and brought me forth 
there rounde aboute by che vttemoſt doze, 
p curneth eaſtwarde. Beholde, there came 
forth che water vponthe right ſyde. Mow 
whan the man ỹ badthe meteroddein bis 
honde wente our onto the eaſt doze, bemea- 
fured a M.cubites,zebé be brought metho 
ror y water,ené to the ancles: ſo be meafu- 
redyetatboufande,z brought me thorow y 
water agayne vnto the knees: yet meaſured 
be a thouſande, and brought me thorowthe 
water vnto the loynes. After this be meaſu · 
red a thouſande agayne, then was it ſoch a 
ryner, * J might noc wade thorow it: The 
water was ſo depe, that it was nedefull to 
Bane ſwymmed, for it might not be waded 
euer. And he ſayde vnto me: haſt then fene 
this, o thou fonneof man? and with that, he 
brought me to the ryuer banck agayne. 

Ciow when J came there there ſtode ma 
ny trees vpon echer ſyde of the ryuer bãcke. 
Then ſayde be vnto me: This water that 
floweth ont towarde the eaſt, and runneth 
Downeintothe playne felde,commeth into 
the ſeerand fromcbefee it runneth ont,z me 
Eethehe waters whole. Nee alltbatline and 
moue, where vnto this ryner commeth, ſhal 
reconer. Und where this warer c&meth,the- 
re ſhalbe many ſyſh· Sor allebat commeth 
to this ater, fhall belufty and whole .By 
this riner [hal the fyß ſhers ſtonde from en 
gaddi vnto En glam, there fpzede ont 
their nettes: for there ſhalbe greate heapes 
of fyſh, liteas inthe maynefee. As forbie 
claye and pyttes, they ſhal not be whole, for 
why, it ſhalbe occupide foz fale. 

Sy chis ryuer vponboth the ſydes ofthe C 
Phore, there ſhall growe allmaner of finte- 
fullerees, whofe leaues [hall noc fallof, ne⸗ 
ther ſhal cheir frute perly : but euer berype 
attheir monethes, for their water runneth 
out of the Sanctuary. dis frute is good 
to cate, and bis leaf profitable fozmedyci- 
ne. Chusfayeth cheL ORDEGod: Lee this 
be the bozber,wheritt ye ſhall deuyde chelon 
de vntothe xij. trybes of Iſtael, with thely- 
ne. Parte it indifferently onto one as vnto 
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Khe prophee Eʒechiel 


This is the border of che londe vpon the 
nozcbfyde, fromtbe mayne fee, as men goto 
Zadada: namely, Hemath, Beretha, Gaba- 
sim: from che borders of Damalcus and He⸗ 
math vnto Hazar Cichon, that lieth vpon 
the coaftes of Sauerã Thus the borders frõ 
the fee forth , ſhalbe azar Euan, che bor⸗ 
der ofDamafeus che north, and che borders 
of Hemathrthat is the north parte, 

The eaſt ſyde ſhal ye meaſure from Haue⸗ 
ran and Damafcus, from Galead and che 
Tonve of Iſtael by Idrdane and fo forth, 
from the fee coafé, that liet h eaftrearde : and 
this ts the eaſt parte. 

The fouch fyve is, from Thamar ſorth to 
the waters of firife onto Cades , the ryucr, 
to the mayne ſeerand that is the fouch parte. 

The weft parte : namely che greate fee 
from the borders therof, till a man come vn · 
to Hemathrthis is che weft parte. 

This lonve fal ye parte amonge you,a- 


cordinge tothẽ trybes of Iſtael, and deuy · 


De it to be an heretage for you, and for the 
ſtraũgers that dwel amoge you,and begerte 
children. 

Sor ye ſhal cate them amonge che childrẽ 
of Sfraell, lite asthoughchey were of yore 
owne houſholde and countre, and they hal 
— —— ge with you amonge the childrẽ 
of Iſtael. 

Lote in what trybe the ſtrauuger dwel · 
leth, inthe ſame trybe ſhal ye geue him his 
heretage ſaieththe LGRDEGod. 

The xXLVI.Chapter. 


Seſe are F names of thetrybes that 
—* Tye vpon che noithſyde by the waye 
of Hetlon,cyll chou commeſt vᷣnto Ze 
math and Hazar Enam,che berders of Da- 
mafcus towarde the north befyoe Hemath: 
Dan ſhal haue bis poꝛciõ fromebe eaſt quar 
ter vnto the weft. Vpon the borders of Dart 
fo the café ſyde vnto the weft, ſhal Aſſer 
ane bis porcion. Vpon the borders of Aſſer 
fro the eaſt parce vnto che weft, ſhal Neph⸗ 
tali haue bis porcion. 

Wponche borders of Nephtali fromebe 
café quarter onto the weft 2a Wianaffes 
haue bis porcion. Vpon the borders of Ma⸗ 
naſſes from the eaſt fyde vnto the weſt, ſhal 
Ephꝛaim bane bts porcion. Vpon the boz- 
ders of Ephraim frem the eaſt parte vnto 
the weſt. ſhai Ruben bane bis percion. Ops 
the borders of Ruben fromthe eaft quarter 
onto the weſt. ſhal Juda haue bis porcion. 
Wpon che borders of Juda from the eaſt par 
te vnto che weſt, ye ſhal fer a ſyde one porcid 


The xlviij. Chap. Ao. lxxvi. 


Of xxv. M. meteroddes longe and brode(lite 
as another porcion frem the eaſt ſyde vnto 
the weft, wberinthe Sanctuary ſhal ſtode. 

As foz tbe pozcion, thar ye ſhal ſeparate 
enc forthe LOR DE, ſhalbẽ xxv. m.longe, 
andr. N. bꝛode. Which feparated boly poz- 
cion ſhal belonge vñnto theſe: namely to che 
preftes,cowardetbe north xv. M. Ttowar 
de the weſt x. M. brode towarde the eaſt x. 
M. brode alfo, towarde che ſout hxxv. N. 
longe wherin the Sanctuary ofthe LORDE 
ſhal ſtonde. mee this fame place ſhal berbe 
preſtes, p are of the childzé of Sadoch, ⁊ ba 
ue kepte my boly ozdinaunce : whic) wente 
not aftraye inthe erroure of the children of 
Iſtael like as che Leuites ave gone aftra ye: 
and this feparated pecetbar they baue of 
the londe,flyalbe the moft boly, barbde vpon 
thebouders of che Leuites. Anð nexte onto 
the pieftes, ſhal che A enites bane xxv. M. ls⸗ 
ge and x. M· brode. This ſhalbe on euer y fy- 
de xxv. M. longe, and x. M.brode Of this 
porcis they ſhal ſell nothinge, ner mateeny 
permutacion therofileft che chefe of thelom 
De fall onto other, for it is halowed vnto the 
LORDE. 

The other v. M. after the bredth. lyeth 
bythe xxv. M. ſhalbe comon:it ſhai belonge 
to the cite and to che ſuburbes for habita⸗ 
cions, and ¥ cite ſhal ſtonde inthe myddeſt 
therof. Let this be the meaſure: towarde Ff 
north parte, v. C.iiij. Met owarde the ſouth 
parce,v. C. ziti. M:towar de che eaſt parte, 
vᷣ C. and iiij. ATs torarde ¥ weſt parte, v. C. 
and iiij. M. 

The ſuburbes harde vpon the cite, ſhall 
haue towarde the north. £. and ij. Cꝛtoivar⸗ 
dethe ſouth C. and two Cetowarde the aft, 
C. and two Cr towarde the weſt alfo, L.and 
two C. As for the reſidue of chelengeh,chat 
lyeth bard vponche feparaced boly groun- 
de: namelyx. M. towarde the eaſt and x. M. 
towarde the weſt next vnto the holy pozcid: 
it andthe increaſe ther of [yal ſerue fez their 
meate, that laboure in the cite. They that 
laboure for the welth of che cite, ſhall man⸗ 
teine this alfo,out of what tribe fo ener they 
bein Iſrael. 

Al that is ſeparated of the xxv. M. lon· 
ge and xxv. M. bꝛode on the foure partes, & 
ſhall ye put a ſyde for the feparaced porcion 
ofthe Sanctuary, ⁊ for the poſſeſſion of F 
cite The reſydue vpon both the ſydes of the 
Sanctuary and poſſeſſion of the cite, flpall 
belonged the prynce, before the place of ¥ 
xxv. M. vnto the eaftende,z before the place 
of ¥ Fre. M. weftwarde, vntothe borders 
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Of F citecbis ſhalbe ? prynces poꝛcis. This 
[halve che boly place, and che houfeof the 
Sanctuary ſhal ſtonde in the myddeſt. Mor 
ouer, from che Leuites andthe cities poſſeſ⸗ 
fion, 9 lye in chemyddeſt ofthe pzynces par- 
ce:lobe whacremayneth berwirte the border 
of Juda zebe border of Ben Yamin, ic ſhal 
be che pzynces. 
Nowof the other erybes. 

Frsthe eaſt parce vnto the weſt. ſhal Ben 
Jamin haue bis pozcion. Vpon the boꝛders 
of Den Jamin frs che eaft ſyde vnto F weft, 
Phal Symeon bane bis porcion. Vponthe 
borders of Symes from che eaſt parce onto 
the weft, ſhal Iſachar haue bis pozcion. Ops 
the borders of Iſachar from theeaft ſyde vᷣn 
to the weft, yal Sabulon bane bis porcion. 
Vpon the borders of Sabulon from the eaſt 
parte vñnto the weft, ſhal Gad haue his po: 
cton. Vpon the bowers of Gad ſout hwarde, 
the coaftcs fhal ready frs Thamar forth vn⸗ 
tothe waters of firife co Cades, andeo the 
floude, euen vnto the mayne fee. 

This is F lSdexb his porcise, which ye ſhal 
diſtribute onto the erybes of Ffrael,fareth > 
LORDE God. Thus wyde ſhaĩ che citeready: 
vpon the north parte v€ and tity 13 meafir- 
res. The portes of the cite, fhalbauetbena- 
mes ofthe trybes of Fftael-Cbhze portes of F 
northſyde: One Rubens, another Juda, che 
thirde Leni. 

Ops eaſt fyde,v€ zitij WImeafures, v 
thꝛe portes: —— hast oe Be 
Jamin, ehechirde Dan. vpon the fouth ſyde 
wCanditij Mmeaſures, with che chze por- 
tesithe one Symeon, another Ffachar, ebe 
chirde Sabulon. And vponthe weft ſyde v 
Candiitj WI meafisres,with thre portes alſo: 

the one Gad ſſer, the thir dẽ 
Nephtali. Thus ſhal ic haue 
xviij Mmeaſures roũde a · 
boute. And from that 
tyme forth, ina 
me 9} * ci- 
te 
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Daniel, 


What Daniel conteyneth. 


Chap. 1 Daniel, Ananias, Miſael and Afs- 
rins axedofen to lerne Caldeifh .X to fove 
before the Epnge. 

Chap. u. Sa niel expoũdeth the Fynges drea 
me 

Chap. un. The thaechildaen wil not worſhipe 

the ymage,they be cajtin rhe fyre vut Goode 
lyncreth them. 

Chap. Il. Anotherdzeameerpounded. 

Chap. ¥ Daniel readeth the wꝛitinge on the 
wall,enddeclareth it · 


Chap. Vi. Daniel is caftin the Lyons denne. 

Chap. VU. Thevifion of the foure beeftes. 

Chap. Vu, OF the Ramme andthe gote. 

Chap. 1X." Khe prophecy of the feuentiewekes 
and of Chryt. 

Chap. X- Another vifionfyewedtoDantel. 


Chap- 

DA ato comesfomecfrbedelyucraunee fers te 

captiuyte of Babtion:fome,of the deftrucciow® 

of Jerufalem: fome, concernynge the latter 
Dayes- 


XI Xil. Certayne revelgcrons of thinges 
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LLY chirde yeare of ¥ raigne 
Bl Of Joachim Eynge off Juda, 
came Nabuchodonoſoͤr Eynge 
of Dabilon onto Ferufatem,z 
— = befeged it: andthe LORDE de- 
lyuered Joachim che Eynge off Juda in to 
bis honde, with cercayne onamentes of the 
boule off Gov, whic be caried awaye vnto 
thelonvde of Gennar,tothe boule of bis god 
andthere broughethem into bis gods trea⸗ 
firry.2indehetynge fpate unto Aſphenes ¥ 
chefe hamberlayne, chat be ſhuide beynge 
Dim cercayneof the chilozenof Iſrael that 
were come of the kynges fede and of pryn⸗ 
ces, ySge[pryngaldes with onteny blemiſh 
but fayze sd welfanozed,infiracte in all wiſ 
Dome, connynge and vnderfESdInge : which 
were able to ftondein the kynges palace, co 
reade and to lerne for co ſpeake Caldeiſh. 
Vnto theſe che kinge appoynted a certay 
ne porcion of bis owne meate and of the wi 
ne, which be drancke himſelff ſo to noriſh che 
thre yeare hat afterwardetbeymightfton- 
de before the kynge. Amongẽe theſe nov we- 
re certa yne of the childzen off Juda:namely 
Daneel, Ananias, Miſael and Asarias, On- 
tothefetbe chefe chamberlayne gaue ober 
names and called Daniel, Balebafar: Ana- 
nies, Sydrac:Miſael Atifac: and Afarias, 
Abdenage,ur Daniel was ata poynt w 
bimfl febatbe wolde not be de fyledt horow 
thetyngesmeate,ner ¥ wyne which be drõ⸗ 
be. And this he vefyed off the chefe chãber ⸗ 
layne ieſt be ſhuide vefyle bimfelff. So God 
gaue Daniel fauoure and grace befoze y che 
fe hamberlayne,cthat be fayde unto bim : J 
amafrayed off my lorde the tynge, whidr 
bath eppoynted you youre meateanddzyit- 
kerleſt he ſpye youre faces to be worſe lyk yn · 
ge thenthe other ſpryngaldes of youre age 
Bd fo ye ſhal make me looſe my heave vntoy 


— 

C ben Daniel anſwered Melaſſar, whom 
the chefe hamberlaynebad fee ouer Daniel, 
Ananias, Miſaeland Afarias, andfayve:O 
pioue but ten dayes with thy feruauntes, 
and let vs bane potage to eate,and water to 
drynke:then loke vpon oure faces, and theirs 
that eate offthe tinges meate. And as thou 
Eyſt, ſo dealewitheby ſeruauntes. So he con 
fenredeo them in this matter, ãd pꝛoued the 
x. dayes. And after ¥ ten dayes , their faces 
were better lykinge z fatter, then allebe yon- 
ge ſpryngaldes, which ate of the kinges mea 
te 


Che ij. Chap. Ro. lxxvij. 


Thus Melaſſar coke awaye their meate 
and wyne, and gaue them potage therfore. 
Gor gaue nowcheſe foure ſpryngaldes con- 
nyngeandlernyngein all ſcripture and wiſ⸗ 
dome:but vnto Daniel [pecially,be gaue on 
DerfEondinge off all vifions and dzeames. 
LLow when the tyme was expyre d chat the 
Eyngebadappoyntedto brynge in thefe your 
gefpzingalves onto bim:the chefe chamber- 
Iayne brought them before Nabuchodono⸗ 
ꝛ and cheEynge commoned with eben. 
Dut amongethemall were foundenone fod 
as Damel, Ananias, Miſael, and Afarias. 
Ther forefFode they befozethe Eynge, which 
in all wiſdome and matters off vnderſtðdin 
ge. that be enquered off them, founde thens 
tentymes better,thé alltbefoythfayers and 
charmers,that werein all bis realme, 2nd 
Daniel above fEill, onto che firfé yeare of kyn 
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fpzece was vered,andbis flepe biate from sa 
bim. Chenthetynge cOmaunded to call to- 
gether all ¥ oythfayers, harmers, witches 
and Caldees, for to fhewethetynge bis drea 
me.So they cante,and frovde be fore the byn⸗ 
ge. Andthe kynge ſayde vnto them: J haue 
Dreamed a dreame Tmy ſprete was fo troub- 
led eherwith, ¥ I haue ciene forgotten what 
‘Jozcamed. Vpon this, che Caldees anſwe⸗ 
redthe kynge inthe Syzians ſpeach: O ᷣyn⸗ 
ge God ſaue thy life foz ener. Shewe thy fer- 
nauntes the dꝛe ame and we ſhal ſhewe thes 
what it meaneth. The kynge gaue the Cal- 
dees their anſwere, ãd ſa yde: It is gone fro 
me:æf ye wil not mate me vnderſtonde the 
dreame with the interpzetacion iheroff ye 
al dye and youre houſes ſhal be pryfed- 

ut yff yetell me the dzeame and the mea · 
nyngetherof, ye yall bane off me giftes,re- 
wardes and greate honoure: only, hewe me 
the dreame andthe fignificacion of it. They 
anſweredagaynẽe, and ſayderthe kynge muſt 
ſHhewe bis ſeruauntes the dꝛeame, and ſo foal 
we deciare, what it meaneth. 

Then the kynge anſwerde ſayenge:Jper 
ceauẽ off a treuth, that ye do but proldge y 
tyme:forfomochas ye ſe that the thinge is 
gone fro me. Ther foꝛe yff ye wü not tell me 
che dreame, ye ſhal all haue one indgment. 
But ye fayne and dyſſemble with va yne woz 
des, which yefpeate before me to put off the 
tyme. Therfore tell me the dꝛeame ãd ſo [hall 
‘JEnowe, yff ye can ſhewe me, what it inea · 


B 


— 
noſor a dreame where thorow bis pan” 
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Che prophee Daniel. 

neth. Vpon this, the Caldees gaue anſtrere 
be fore the kynge, and ſayde: there isno man 
vpon earth that cantellebetbinge, which y 
kynge ſpeaketh of: Ree there is nether kynge 
p2ynce mer LORDE,thateuer axed ſoch thin- 
ges ate foythfayer,carmer or Caldeer: foz 
itis a very harde matter, thatthe kynge re- 
quyreth. Nether is there eny,that can certi- 
fiecbetyngetheroff excepte the goddes: 

whofe dwellinge is not amonge the creatu- 
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with greate indignacid, and cSmaunded to 
deſtroye all the wyſe men at Babilon:and ¥ 
ꝛdclaimacion wẽte forth, that the wyſe mẽ 
336 be ſlayne. Theyfoughe alſo to flaye 
Damel with bis cõpanyons. Chen Daniel et 
quered Ariody the Eynges ſtewarde, off the 
indgmentandfentence,thatwas gone forth 
alree j coFyll foch as were wyfe at Babilon. 
Heanfivered,and fayde onto Arioch beinge 
thenthe Finges debyte: Why bath thet ynge 
proclamed fo cruell a fentence 7 So Ariody 
toldeDanielehe matter. Vponthis, wente 
Daniel vp,and deſyred the tinge, ¥ hemighe 
haue leyfonre,to fheretbe bynge che inter- 
ꝛetacion: and then came be Vere agaynez 
Pperwen thetbinge vnto Ananias, Miſael z 
ſarias bis cempaniss: y they ſhulde befete 
the God of heauen for grace in this fecrete, 
that Daniel and bis felowes with ocber ſoch 
as were wyſe in Babilon,perifhed noe. Cert 
was the myftery fherced wnto Daniel in & 
wifid by nyght. Aud Daniel prayed y God 
of beaué, Daniel alfo cryedlonde, and ſa yde: 
DO thactbename of Goͤd might be prayſed 
for ener and ener, for wifdome and firength 
are bis ownehe chaungeth cherymes and a 
ges:be putterh doroneEynges, be ſetteth v| 
Eynges:bhe geuethrwyfoome wnto the wyfe, 
and vnderſtõdinge co thofe that vn derſtẽ de 
be opencth the depefecretes: betnoweth ¥ 
thethynge that lyeth in darck neſſe, for tbe 
light ðwelleth with him. Ithantke the, and 
prayfeche(Orhou God off my fathers tbat 
thou baftleneme wyfdomeand firength,z 
baft ſhewed me the thinge,thatrwe deſyred 
off the,for thou baft openedebe Eynges mat 
ter vnto me. 

Vpon this wente Daniel in vnto Arioch. 
whomthe kinge had ordened to deſtroye the 
wyſe ac Babilon:be wente vnto bim,and fay 
de: deſtroye not ſoch as arc wyſe in Babilon, 
but bangemein vnto the tynge, and J fal 
Phewethetynge the interpzetacion. Chen 
Arioch bougheDaniel into the kynge in all 
the haiſt, and ſa yde vnto bim: J haue foun- 


The ij. Chap. 


Seaman amonge the preſoners off Juda, F 
fal ſhewe the kinge the interpretacion.T hE 
anſwered thekynge, and ſa yde vnto Daniel, 
wbofename was Balthaſar: Art thou be, 
cãſt fhewe me ¥ dreame, which J haue ſene 
the interpretacion therof Daniel anſwered 
thetynge to bis face, and ſa yde: As for this 
fecrete, for the which the tinge maketh inqui 
ficion: itis nether the wyfé,the ſorcerer, the 
charmer ner the deuellconiurer that can cer 
tifie chetynge off it: Only God inbeané cã 
open fecretes,and beitis, that 
Einge Nabuchodonoſor awhat is for to come 
inthe latter dayes. 

Thy dreame, and that which thou haſt 
ſene in thyne heade vpon thybed,isthis: O 
kynge, thou dideſt café in thy mynde, what 
fbulde come berafter:So be that is the ope 
ner off myſteries, telleththe, whatis ſor to 
come. 2s for me, this fecrete is not ſhewed 
me, for eny wifdometbat J haue moͤre then 
enyoᷣther lyuynge:but onl ythat J might ſhe & 
wẽthe byn gethe interpzetacion,z that be 
might Enowe the thoughtes off bis owne 
herte. Chou kynge ſa weſt, and beholder the- 
te ſtode be fore the a greateymage, whofe fy 
gure was maruelous greate, and bis vyfage 
grymme The ymage heave was of fyne gol 
de, bis breſt and armes off fylucr,bis body ad. 
lo ynes were off copper, bis legges were off 
—— fete were parteoff yzon, and parte 
Of earth. 

This thon ſaweſt tillthet yme that( with 
out eny hondes )t bere was heiwen off a ſtone 
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which ſmote the ymage vponthe fete, that Lucao.b 


were both off yron and earth, and bake the 
to poulder:tben was the yzon,the earth, the 
copper,the fylucrand goide bzoten altoge- 
ther in peces:and becamelite thechaffe ofF 
cometbartbe wynde bloweth arvaye front 
¥ femer floozes,thatthey cã nomoꝛe be foũ· 
de But the fione that ſmoͤte the ymage, be- 
came a greatemountayne, which fulfylleth 
the whole earth: This is the dꝛeame. 2nd 
now rill we ſhewe before the kynge, what it 
meaneth, 

O tynge, thon arta tynge off tynges: 
Forthe God off heauẽ hath pha Hs ting 
deme, ryches ſtrength and maiefty: z bath 
delyueredebealltbinges,chatare amoge ¥ 
childzen off men:tbe beaftes off the felde,ao 
the foules vnder he heauẽ, and geuen the do 
minion ouer them all. Thou art that goldẽ 
heade. After ¥ there fhalaryfeanceherting 
dome, which fbalbeleffetbenthyne. Che 
thyzde kingdome ſhal belyte copper,andba 
ue dominacion in alllsoes.Che fourth Fing- 
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dome ſhal be as ſtronge as y:on. For like as 
yeon bruſſeth and bieateth all thinges: yee 
ever as yon beateth enery chinge downe, fo 
Palit beate downe and deftroye. 

Whereas thon ſaweſt the fete and toes, 
parte of carth and parce off yzon: that is a 
Dewyded Eyngdome,rwbich neuerthẽles Mal 
haue ſome off che yron grounde migce with 
tt, for ſo moch as thou haſt ſene the yzon mig 
te withthe ciaye. 

The toes of the fete that were parte off 
Von and parce off claye,fignificeh: that it 
Thalbe a Eyngdome parcely ſtronge and par⸗ 
cely weate, And where as chou fawefé y2on 
myrte with clayez they [hall myngle chem 
felues w ¥ fede off fymple people,z yee not 
contynue one with anocber, like as yron wil 
not be fouldered with a pot ſherde. 

In the dayes off theſe kynges. ſhall the 
Gov of heauen fer vpan euerlaftinge tyng- 
dome which [hall nor perifh, and bis Eyng- 
dome fhall nor be genen ouerto another peo 
ple: mecthe fame [hall bzeate and deftroye 
allebefetyngoomes, burit ſhall endure for 
ener. 

And where gs thon ſaweſt, that without 
eny hondes chere was cut oucofthe moune 
a ftone, which brake the yzon,the copper F 
earth, the ſyluer and goldein peces: by that 
bath ¥ greate Godfhewedebetynge, what 
qwylcomeafter this. This is a true dicame, 
andthe interpꝛetacion of itis fire, 

Then the tynge Ci zbuchodonofoz fe 
Dorone vpon bis face, and bowedbim felfon 
toDaniel,and commaundedebatchey fhul- 
De offremeatoffrynges and ſwete odouree 
vnto him. 

The bynge anſwerde Daniel, and ſayde: 
Mee off a treuth youre Godis a Goddbone 
all goðdes, ¢ LORDI aboue all kynges and 
an oͤpener of ſecretes: ſeynge thou canſt dif- 
couer this myſterie. SocbetyngemadeDa 
niel a greate man, and gaue bim many and 
greate giftes. 

He ma de him ruler off all the countrees 
Of Babilon,and lorde of all the nobles that 
were at Babilon. Now Daniel intreated 
the Eynge fo: Sybzac, Miſac and WAbdena- 
g9,focbat bemadethemrulers onerall the 
Off yces inthe londe off Babilon: bur Dani- 
el bimfelf remayned frill in the courte bythe 
Eynge. 


The lll. Chapter. 
a 7 Abuchovonofo: the Eynge cauſed a 
YF goldẽ ymageto be made, which was 
J Iy.cubices bye, and fire cubites thic- 


Che tj. Chap. Fo, lxxviij. 
ke. This hemade to be fer vp inthe valleyof 
Duran inthe londe of Babilon z ſent oue ro 
gather toget her the dures, lordes z nobles, 
the iudges and officers,the debites gd [bre- 
nes, with alltberulers of the londezy they 
mighe come tothe dedicacion of the ymage 
which Nabuchodonoſor che bynge bad fer 
vp.So the dutes,lordes and nobles,theiud- 
gesand officers, debytes and ſhreue⸗ with 
all the rulers of the londe gat heredthem co 
gethet. and came ontothededicatynge fF 
ymage that Nabuchodonoſorthe kinge had 
ſet vp. 
Dow when they ſtode before the ymage, 
which Nabuchodonoſor fer —— 
ed out wall bismight:® ye people, kynred 
des and tunges,to you be it ſaͤ ydtrehat whé 
yebearethenoyfe off thetrompertes, which 
[halbe blowne, nf harpes ſhawmes pfal- 
teries, Sympbonies and all maner off Win 
fict:ye fallvoroneand wozfhipe che golden 
—— Nabuchodonoſor the kynge hath 
et vp. Who forben falleth noe downe and 
bowech bimfelf, bal even: thefameboure be 
caftintoan boteburnynge ouen Therfo- 
re, when all che folteherdethe noyſe off the 
trompecces that were blown e, with ebebar- 
pes, [paremes, pfalecries, Sympbhomes au 
all Eynde of Melody: thé all the people, tyr 
reddes and nacions fell Dorone, and bowed 
them felues vntothe golden ymage that Na 
buchodonoſor the kynge bad fer vp. 
Now were there certayne men Off the 
Caldees,chat went euen then and accuſed y 
‘Fewes,andfayde vntotynge Habuchode- 
nofor: O kynge, God faue thylyfe for ener. 
Thoubeyngetynge haſt genen a commaik 
demee,chatall men when theybheareche noy 
fe off the trompetres, barpes, fyaromes, 
falteries.fympbonies.and allthe ot her me· 
lodies: Hall fall do wne and bore chem fel- 
ues towardetbe golden ymage: whol thé 
fell not downe and wo; ipped not, that be 

lds be caſt in to an hote burnynge ouen. 
Tow are there cer tame Jewes whomtbor 


haſt ſet ouer the offices of che londe OF Ba pen 


bilon: namely, Sybrac, Mifacand Abbena 
go.Tbefemen (of ynge)regardenoe thy cd- 
maundemet, yeetbey will not ſerue thy goo 
des,ner bowetbem felues to the golden yma · 
— thou haſt ſet vp. 


hen VNabuchodonoſot it a cruell C 


wrath and difpleafirre, commaunded, ¥Si 
diac, Mifacz Abdenago ſhulde be bionghe 
vnto him. So theſe men were bꝛought be- 
fore the eynge. Chen Nabuch oðonoſo⸗ 
[pate vnto them,and ſayde:whar Sidra⸗ 


The prophee Daniel. 
Miſac and Abdoenago, will not ye ferve my 
goddes: noꝛ bowe youre feluestotbe golden 
ymagetbatj bane fet vpzrwel, beredy ber- 
a fter when ye heare the noyſe of che tröpet· 
tes, blorone wichthe ——— 
teries, ſymphonies and all ¥ other melodies: 
that ye fallvowne,and worſhipe the ymage 
whic) Jhaue made. But yff ye worſhipe it 
not, ye [pal be caſt immediatly in to an bors 
burnyngeouen.Let fe, what godis there, ¥ 
maye del yuer you out of my hondes? 

Sydrac, Mifac and Abdenago anfivered 
the kynge, and ſayde: © Nabuchodonoſor. 
we ought not to cõſente unto ¥ in this mat 
ter, for why: oure God whom we ſerue, is a- 
ble to kepe vs fromthe bore burnynge ouen 
O Eynge) and can right weldelyuer vs out 
Off thy bondes.Andchough be wil not, yet 
Pyalechou Enowe(otynge)that we rill not 
ſeruethy goddes,nerdorencrécetocbe yma 
ge, which thou haſt ſet vp · Chen was Na⸗ 
buchodonoſor full off indignacion ſo that y 

—— ce Sf bis face chaunged vps St 
diac, Miſac z Abdenago.Cherforebe char · 
shed andcommanunded,chatcheouenfhulde 
be made ſeuen tymes boter,thenit was wõte 
tobe:and [pate vntothe firongeft worthies 
thatwere in bis hooſte, for to bynde Sidrac, 
Niſac and Abdenago,and co caſt them it 
tothe bore burnyngẽe ouen. 

Sotbefemen were bounde in their cores, 
bofen, ſhues with their other garmentes, qo 
caftin co che hote burnynge ouen: for the kin 
Ses commaundement was ſo ferate, and the 
Onenwaserceadyngebote. 2s forthe men 
that putin Sydzac, Miſac and Aboenago, 
the flame off the fyre deſtroyedthem. And 
theſe thre men Sybrac, Miſac and Abdena · 
go felloownein ¥ hote burnynge ouen, bein 
gc faſt bounde. 

Then Nabuchodonoſor the kynge mar- 
ueled, and ſtode vp inall baift: be fpate unto 
bis councel and fayde:dyd not ye caft thefe 
thzemen bounde in tothe fyze 7 They anſwe 
red, andfayde vntothe Eynge: Ree o kynge. 
Heanfweredandfaydeilo, foraliehar, yet do 
Fe foure men goingelowje in che myddeſt 
off tbe —— — corrupte sand the 
fourth is like an angeltolote vpon. Vpon 
this wẽte TTabuchodonoſor vnto the mouth 

Of che bore burnynge onen:befpeate alfo,z 
fayde:O Sydiac, Miſacand Abdenago, ye 
ſeruauntes of thebye God:go fortb,andco- 
ine bither. And ſo Sydrac, Whfac, and Abde 
nagowente out of the foe. Chen the dukes, 
fordes andnobles,and the kynges councell 
Same toget her to ſe theſe men, vpon whom 


Khe tj. Chap, 
the fyre had nomaner of power in theirbo- 
dies: In fo mod thatthe very hayre of their 
beade was not burnt, and their hes vn⸗ 
chaunged:ec there was no fmell of Fyre felt 
vponthem. 

Then [pate Nabuchodonoſor, andfay- 
de: Bleſſeð be the Sod of Sidrac, Miſac z 
Abdenagorwhich hath ſent his angel, dove 
fended his ſeruaũtes, that put their truſt in 
him:y haue alteredthe kynges commaunde 
ment, and ioperde their bodies ther vpon:ra · 
ther then they wolde ſerue or worſhipe eny 
other god, ercepte their owne God only. 
Therfoꝛe FJ wiland commaũde. that all peo 

le, Eynreddes Zz tunges, which ſpeale eny 
Pisipbemy agaynftthe Goo of Sydrac, Mi 
facand Abdenago ſhal dye, andtheir houfes 
[yalbe pryſed: Becauſe, there is no God y 
niayefane,as this. Sotbetynge promoted 
Sidesc, Miſac and Aboenago, in chelonve 
of Babylon. 

Llabnchodonofoztynge,vnto all people, 
bynreddes and tunges that dwell vpon the 
whole earth:peace bemultiplicd amoge you 
Ithought ic goodto fhewethe totes zmar 
uelous workes, ¥ ¥ bye God hath wrought 
vpon me O bow greatearebis tokẽs, z how 
mightie are bis wonders7Histyngvemeis 
an encrlaftinge Eyngdome, and bis power 
laſteth forenerand ener. 

The ill, Chapter. 

Nabucho donoſor beynge at reſt in 
myne houſe, ad floriſhinge in my pa- 
lace ſawe a dreame, which made me 
afrayedrad the thoughtes t hat JI bad vps 
my bed, with che vifions ofmyne heade, trou 
bled me. Then fent J outa commiffion, that 
alltbey whic) were of wißdeme at Babild 
fhuldebe brought before me,totell me the in 
rerpꝛetacion of the dꝛeame. So there came 
che ſoythſayers, charmers, Caldees and con 
turers of deuels:to whem J tolde the drea · 
me,but what it becofened they conde noe 
Phewe mestill atthe laſt there cameone Da 
niel (otberwyfecalled Balthaſar, acozdin- 
ge to the name of my God) which bath the 
fprece of the holy goddes in bim:to whhom 
Itoldethẽ dzeame,fayenge: @ Balthafar, 
thou pzynceof ſa yers: For ſo moch as 
“J ——— 

Ty goddes, and ſecrete is hyd from rhe: 
telmetherfore,wbhat y viſis of my dꝛeame( y 
J haue ſene yna ye ſigfie. J ſawe a viſion in 
m yheade vpon my bed:andbeboloe there 
ſtode a tre vpon the grounde, whic was ve- 
rybye,greateand mightie: ¥ heyth reached 
wntotbe beaut, and che bredth extended ce 
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all the endes of the earth: bis leaucs were 
fayre be bad very moch frute,fo ¥ euery mã 
badynoughto eate cherin. 

The besftes of the felde had ſhadowes 
vnder it, and the foules off the ayre dwelt in 
the bowes therof Shoꝛtly, all creatures fed 
Of it. fare inmy beade a vifion vpon my 
bed:zbebolve,a watcher (euẽ an boly angel) 
came dorone from beanen,and cryed mighte 

BD ly,fayenge: Hewdowne che tre breate off 
bis braunches, hate of bis leaues, and fea- 
trebis frute abrode: thatall rhe beeftes ma- 
ye get them awaye from vnder bim, and the 
foules from his biaunches. Ct enercheles lea⸗ 
ue the grounde of bis rote fill in the earch, 
and bynde bim vponche playne felde , with 
cheynes of Yron aͤnd ſtele. Withchedew of 
beanenfballbebe wee, and be fall haue 
dis partein the berbes of che grounde with 
other wyldebeaftes. 

Thatmans herte off bis fhall be taten 
frem him, and a beaftes berte hall be geuen 
ee ſeuen yeares be come and gone vpon 

int. 

This crande of the watdher,is a cSmaun 
demẽt grounded and fought out in che coms 
cel off him, that is moſt holy: to lerne men 
fez co vnderſtonde, chat the byeft bath pe- 
awer ouer the byngdomes off men, ad geueth 
tbemt,to whom it litech bins, and beyngerh 
he very outcaftes off men ouer them. Chis 
is thedicame, ¥ J kynge Nabuchodonoſor 
bane ſene. 

Ther fore o Balebafar,tellehoume what 
it fignifierh:fo2 fo moch as all che wyſe men 
off my Eyngdome are not able co ſhewe me 
what it meaneth. But thou canſt doit, for ¥ 
ſpiete of the holy Goddes is in the. 

Then Daniel (whoſe name was Baltha⸗ 
ſar) helde bis peace by the ſpace of an houre 
ad bis thoughrestroubled him. Sothe tyn- 
ge ſpalke and ſayde: O Balthaſar, let net her 
the dreame ner the interpretacion theroff 
feare the Balthaſar anſwered, ſa yenge: O 
my LORDE this dꝛeame happen tothyne e⸗ 
nemies, and the interpꝛetacion to thyne ad⸗ 
uerſaries. As for the tre that thon ſaweſt 
which was ſo greare zmightie, whofe beyth 
reached vnto the heauen; and bis bzedth in 
to all the worlde: whofe leaues were fayre, ãd 
the frute modo: vnder che which the beaftes 
of the feldebad their babitacion, and vpon 
robofe braunches the foules of the ayze dyd 

tt 


uen thon(o fynge)art the tre, greate x 
ſtroge. Thy greatneffe utcreafeeh,zreacheth 
vntothe heauen, ſo dot hthy porer to the en 


Che iiij. Chap. Bo. lxxix. 
des ef the earth. But whereas the kynge ſa 
we a watcher cucnanbely angel thatcame 
downe from heauen and ſa yde: hero downe 
the tre, and deſtroye it: yetleane the groun- 
of cheroccinthecarth,and byndebim vpon 
theplayne felve with cheynes off y:on and 
ſtele: He ſhall be wee withthe dew off bea- 
uen,and bis parte fhalbe with che beeftes of 
the felde till ſeuen yeares be come and gone 
vpon bim:This(otynge is ¥ interprecacis, 
yee it is che very deuyce of bins, ¥ is byeft of 
all,z it coucheth myLORDEthe fynge. 
Thou fhale be caſt out fromen, andthy 
dwwellinge halbe with ehe beeffes of the fel 
de:with graſſe ſhalt thou be fedhitean ore. 
Thoumuft be wer with the dewof the bea- 
nen: yee ſeuen yeares pall come and go vpon 


the,tillcbou tnowe, that the hyeſt bath po- Dd 


seer vpon the kyngdomes of men, z geueth 
them, corobom be iyſt. Morouer, whereas it 
was ſayde that the rece of the tre ſhulde be 
belefe ſtill in the grounde: ic betokencth, 
thy kyngdome ſhall rema yne whole wnto J 
after chou haſt lerned to knowe that thepo 
wer commeth from heauen. Wherfoꝛe (o tim 
gebe contẽt with my councel, that thouma 
veſt lowſethyſynnes wit hrightuoufneſſe ãd 
thyne offences with mercyto poore people: 
fozochebinges fall prolonge thy peace. 
Ul theſe chynges touch tbe tynge Nabu · 
chovdonofe:. 

Soafter xij. monethes the kynge walked 
vp and downẽ in the paalace off the kyngdo 
me off Babilon, and fryde:This isthe grea- 
tecitcoff Babild, which Fmyfelf (with my 
powerz ſtrengthy haue made abynges cour- 
te, forthe hondure off mymagefty. Ybyle 
theſe wordes were yet inthetynges month, 
there fella voyce from beauéfayengt:® tin 
ge Nabuchodonoſor tot he be it ſporẽ · Thy 
kyngdome ſhall departe fromthe thou ſhalt 
becaftoutof mens company:tby dwellinge 
[halbewithehe beeſtes off the feide > that 
thoes ſhalt cate graffelite as an ore,cill feuens 
yeares become and gone oner the:encn vntill 
thoutnorweff,chav the hyeſt bath power v- 
pon the tyngdomes off men, and that be 
rag gene them, wnto whom it pleaſech 

im. 

The veryfame houre was chismacter ful 
fylled vpSLTabuchodonoforfocbat’ he was 
caſt out off mẽs cSpany, z ate graſſe btean 
ore. His body was wet with the dew of bea 
uen, till bis bayzes were as greate as Ae 
gles ferbers, and bis nales lite byrdes cia · 


wes. 


When this tyme was paſt, FJ Nabucho 
Doo 
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E donoſor lift vp myne eyes vnto heauen, and 
myne vnderſtoͤndingo iwas reſtored vnto me 
aga yne. Then gaue Jthankes vnto the hy 
oe. Jmagnifiedand pra yſed him that ly- 
nech foz enermoze,rwbojé porver endureth all 
waye,and bis kyngdome from one generaci- 
onto another: in comparyfon off whom, all 
theythat dwell vponche earth,areto be re- 
puted as nothinge. 

de bandleth acordinge to bis will,ams- 


Paalus4.a ge ¥ powers of heanenz amonge the inba 


bitours of cheearch: and there is nonetbat 


lob.gab maye reſiſte his honde, or faye: what doeſt 


thou At the ſame tyme was myne vnder⸗ 


ſtond ynge geuen meagayne, and J was ref 


toredto thebonourcof my Eingdome,to my 
dignite, and to myne orwne ſhappe agayne. 
My great eſtates and prynces jdught vnto 
me, and J was ſet in my kyngdome agayne, 
ſothat J bad yer greater worfbipe. 

Thẽ dyd INabuchodonoſor loaue mag 
nifie and prayſe the kynge of heauen: for all 
bis workes aretruc,and bis wayes right. As 
for thoſe that go on proudly, be is able to brẽ 
bringe them downe. 

The V. Chapter. 

Alehafar the Eynge made a grea- 

B tebancPet to bis thouſande lordes: 

% withall thefe thoufande be made 

Greate dyeare,and when be was dronten w 

¶ Vyne he commaunded to brynge hin ¥ gol- 

demand fyluer veffel, which bis facber Na· 

buchodonofe: bad taben ont of the temple 

at Jeruſalem:that the kynge and his lordes 

(with bis quene and concuð ynes) might drĩ 
te therout. 

So they brought the golden veſſel chat 
was takẽ out of che temple of the LORDES 
boufe at Jeruſa lem. Then the Eyngeand bis 
lordes with bis quene and concubines dꝛon 
re out of them. They dronke wyne,and piay- 
ſed their Jools of golde,fylucr,copper,yzon, 
wodde and fone. 

“Jn che very fame hourethere appeared 
fyngers / as it had bene of a mans houde wei 
tynge, right over aga ynſt the candelſticke 
vponthe playne wallin che kynges palace: 
anothetyngefawethe palme of ¥ honde ¥ 


Icrese.a wrote. Chen chaungedthe Eynge bis counte 


naunce,andbis thoughtes troubled bim: ſo 
thatthe ioyntes off bis body [hote, and bis 
Enzesfmoteoneagaynftthe ot her. Wherfo⸗ 


Danse rechefynge cryed mightely, that they ſhul· 


de brynge him the cha mers, Caldees and 
®D coniurers of deuels. The bynge ſpake alſo to 
the wyſe men of Babilon, and ſayde Who fo 
canrederbis wiytynge, and ſhewe me the 


The v. Chap. 


playnemeanynge theroff: ſhall be clothed 
with purple, bane a cheyne off golde abou- 
te his necke, and rule the thirdeparte off my 
kyngdome. 

Vpon this, came all the kynges wyfemens 
but they coude net her redetbe wrytinge, ner 
hewethe kynge what it ſignified· Thẽ was 
chetyngeforeafrayed,in ſo moch, that bie 
coloure chaunged, aͤnd bis lordes rere fore 
vered.So by reafon off this matter, ¥ bad 
bappenedto the kynge z bislozdes, the que 
nerent vp berfelf in tothe bancket boule, 
and [pate vntothe Eynge,fayenge: O Fynge 
God ane thy life for euer: Let not ¥ though 
tes trouble the, and let not thy countenaun- 
cebe chaunged. For whyrthere is amanin y 
Eyngdome,that haththeſprete off theboly 
god des within bim as it was ſene in thy fa 
thers dayes. He hath onderftondingead wyf 
dome like the goddes.Mecthe kynge Nabu 
chodonoſorthy father made this man chefe 
of the ſoythſa yers charmers, Caldees and 
deuelconiurers: becauſe that (ech an abun- 
daunt ſprete, knowlege z wifoome(co expoũ 
De drcames,to open fecretes,and co declare 
bardedorwtes)rwas foundein him: yee euen 
in Daniel, rohomebe Eyngenamed DBaltha- 
far.Leethis fame Daniel be fente for, and be 
Phallcell, what it meanech. 

Then was Daniel bronght before the tin 
ge. Sothetynge (pate vutoDaniel,andfay 
de: Art thou that iel, one off the prefo- 
ners of Juda, whom my father the tynge 
brought out of Jewry? J bane berde fpeate 
of the, tharthou baftehe fprece of the boly 
godbdes ,erperience and vnder ſtõdinge, and 
thatthere bath bene greate wif dome founde 
inthe. Noiv haue there bene brought me, wi 
ſe and connynge charmers, to rede this wry- 
tynge,andtofherweme the meanynge ther- 
Off: Bureheycoudenoe tellme, what this 
matter fignified. Chen berde J faye, ¥ thow 
canfterpoundedarce thinges, and declare 
harde doutes. Well than, yf thou canfé reve 
this writinge, and ſhewe me the meaninge 
therof: thou ſhalt be clothed w* purple, ba- 
uc a cheyne of golde aboute thy necke, z rule 
the thirde parte of myk yngdorue. 

Daniel anfrered,and ſa yde before ¥ Eyn- 
ge: As forthy rewardes,Fepe them to thy 
ſelf or gene ¥f rych giftesto another: yet noe 
tbeleffe, J wilrede the wrytynge wnto ¥ tin 
ge,and ſhewe bimtbe interpzetacion therof 
Dtinge,Gor the hyeſt gane vnto Nabuch⸗ 
donofertby father, F dignite ofa tynge, we 
worfhipe honoẽ: ſo y all people, kynreddes 
tungẽes ſtode in ave ⁊ feare of him, bytes, 
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ſon off the byeeftate, that be bad lene bint. 
For why: be flewe, whom be wolve: he ſmo⸗ 
te, whom ic pleafed bins. Agayne: whom be 
olde, be fet vp: and whom be lift, be put 
Downe. Bur becanfe bis herte was fo pzou 
de, and bis ſtomack fer faſt onto wylfulnef> 
ſe: he was depofed from bis tyngly crone, 
and bie magefty was taken from him. He 
tas [hot ont from amonge men, bis berte 
was lite a beeftes berte, and bis drwellynge 
was with the wylde Affes: he was fayne co 
eate graffe lite an ore, and bis body was 
yet with the dew off the heaven: till be 
Enewe, chat the hyeſt bad power vponthe 
Eyngdomes of men, and ferrech oucr chem, 
whom be lift. 

And chou bis fonne(o Balehafaryfoz al 
chis , haſt not ſubmitted thine herc,chough 
thou Enerweft all theferbinges:butbaftmag 
nified thy ſelff aboue the LORDE off bea- 
nen, fo that che vefjels off bis boufe were 
brought befozecbe: chat chou, and thy lor⸗ 
des,withcby queneand concnbynes might 
drynke wyne therout: And haſt pra yſedthe 
‘Jools of ſyluer and golde,copperand yzon, 
Off wodve ⁊ ſtone: As forthe God, in who- 
fe honde confiftech chy breth ãd all chy way 
es:tbou baft noctoaued bim. 

Therfore is che palme off this bonde 
fen bitber from bim, co roten vp this wry- 
tinge. And this is che feripture, chacis wut 
ton vp: Mane, Thetei, Phares. Nowthe 
interpretacion off the thyngeis this: Ma⸗ 
ne, God bath nombzed chy Eyngdome, and 
brought it co an ende:Thetel, Thou art we 
yed in the balaunce,and art foundecolighs: 
Phares, Thy kyngdome is dele in partes, 
and geuen to che Medes and perfes. 

Then commaunded Balthaſar, to cloth 
Daniel with purple, to hange a cheyne off 
golde aboute his necke, and co make a pro⸗ 
camacion concernynge him: that be hut. 
de be the ruler off che thirde parte off bis 
Eyngoume. The very fame night was Bal 
thafarche tynge off che Caldees flayne,and 
Darins oucof Media tokeinthe fyngoome, 
beynge lxij. yeare off age. 

The VI. Chapter. 
T pleafed Darius to fet oner bis Fi. 
dome an Cand xx. lorbes mobi fal 
de be in all bistingdome aboute. Abo 
ue ehefebe fet ehre prynces (off hom Da- 
niel was one)tbarthe lordes might gene ac 
comptes onto them and the kynge to be vn · 
Ddifeafer. 

Bue Daniel erceaded allehefe princes ãd 

lordes, forthe ſprete off God was plenteous 


y 

The vi. Chap. eo. lxxx. 
in him: ſo that the kynge was mynded tofer 
him ouer the whole reaime. Wherfore the 
Prynces and loꝛrdes ſought, to pyke out in 
Daniel ſome quarel aga ynſt the Eyngoome: 
yet coude they fynde none occaſion ner farw- 
te vpon him, $o2 whyibe zvas ſo fayebful, x 
thererwasno blamener diſhoneſty founde is 

TT. 

Chen fayde thefemen:we will get no que 
rell aga ynſt chis Daniel, excepteit beinthe 
lawe off bis God. pon: this, iwente the pris 
ces and lordes together vntothe kynge, and 
ſayde thus vnto him: ynge Darius, Sod fae 
uecby life for ever. 

AH the great eſtates off therealme:as ¥ 
Pryices, duFes, ſenatours and indges,are de 
termedto put out a commaundement off ¥ 
Eynge, and to make a ſure ſtatuter name- 
lyt hat whoſo deſyreth eny pecicion,ether of 
eny God Orman ( with in this rrr. da yes) ex⸗ 
cepte it be only off the, O tynge: che fame 
perfon maye be caſt into the Tyons denne. 
Wher foꝛe ofynge,confirmecbou this ſtatu 
te,and mate a writ ynge: that the chynge 
which the Medes and Perſes haue ordened 
be not altered ner broken, 

So Darius made the wrytynge, and con 
firmed it. Now when Daniei vnderſtode 
chacthe weyt ynge was made, he wente in 
tobis bonfe: andthe wyndowes of bis ball 
towarde Ferufalemfiodveopen. Therekne 
Ted be Downe vpon bis tnees, thie rymes 
@ Daye: there bemadve bis Peticion,and pay 
ſed bis Gov, like as his maner was co doafo 
re tyme. 

Then theſe men made fearche, and founbde 
Danielmat ynge bis pericion, and prayenge 
vnto bis God. So ehey came to the tynge, 
and fpate before bim concernynge bis come 
maundement,fayenge: ® tynge,bafttbow 
not fubferibedebe ſtatute, chat within rrr. 
da yes who fo requyzeth bis peticion off eny 

od or man but only ———— kynge: be 
—* caſt in tothe denne ofthe Lyons? 

he kynge anfwered,adfayderyce,it is true. 

muftbeas a lawe of ¥ Mebes and per- 

jes, that mayenot be broken. 

Chen anfweredthey,and fayde vn to the 
Eynge:Danielone of the prefoners of nde 
(®Eyngeyregardech nethertbenereby frans 
te,chartboubaft made, but mateth bis pe 
ticion thie tymes adaye. When thet ynge 
her de t heſe wordes, be was fore grewed,and 
wolde haue ercuſed Daniel, co delyner him, 
and put off the matter, unto the Sonne wẽ⸗ 
tedorne, to the invent chat be might faue 


ia, 
m Be F 


S 


The prophee Damel. 


Theſe men perceanyngethe kynges myn 
de,fayde onroberstieee chis(otynge)thac 
thelawe off the Medes and Perſes is that 

the commaundement and ſtatute which the 

Dani.a . · kynge maketh, maye not be altered. Ther 
the Eyngebadebem brynge Daniel, and they 
café him in to the Lyons deine, 

The kynge alfofpate onto Daniel,ãd ſay⸗ 

D ve:Thy Sod whom thon allwaye fernefé, e- 
genbefbal defende the. And there was 
brought a ſtone and layed vpon the bole of 

the denne:this the kynge ſealed with bis ow 
ne rynge, and wich y ſignet of bis pzynces: 

that the kynges conimaundement concer · 

nynge Daniel, ſhulde not be breken. 

So the tynge wente in to bis palace, 
and Eepte bim [ober all nighe, fo that there 
was noͤ cable ſpred before him, nether coude 
hetale enyſlepe. Butbetymesin che mor⸗ 
nynge at the bꝛreable off the daye, the kynge 
aroſẽ and wente in all haiſt vnto the denne 
off the Lyons. 

Ltowas be camenye vnto ¥ dene, be cri- 
ed wẽ 4 piteous voyce mito Damiel:Mee ¥ ti- 
gefpate,andfayde onto Daniel: © Daniel, 
chon fernaunt off thelynynge Gov, Js not 
thy God (whom thou allwaye ferneft) able 
to delyuer the from the lyons? Daniel ſa yde 
Ze thetynge: © Eynge,Godfauc thy li⸗ 

fe foreuer: 
MyGod bath fent bis angel, which bath 

Phucchelyons mouthes, ſo that they might 

luduse nochurte me. For why:myne vagileyneffe ts 
veg founde ont before him. 2nd as ſor chero ryn 
geyF nencr offended the. 

Then was the Eyngeerceadinge glad,go 
commaundcd to take Daniclont off the den 
ne.So Daniel was brought out of che dine, 
and nomaner of burtewas founde vps bins 
For he put his truſt in his God. And as for 
choſe nien which bad accufed Daniel, the kẽ 
gecommanndedto bringe them, and to café 

neſta · b chem in the lyons deme: them,their childꝛen 

Danii4.g andtheir wyues. Sothe lyons hadthe maſ 

tryof them, and b:ateall their bones a fon- 

der, or ener they came atthe grounde. 

Afeer chis, wrote kynge Darius vnto all 
people, Eynreddes andtunges,that dwelt it 
all londes: peacebe multiplied with you : 
My commaundementis, it all my dominis 
anð kyngdome that men feare and ſtonde in 
awe off Danieis God: 

Daniia. ¶ For he is the lyuinge God, which aby- 

7€ detbheuer:bis kyngdom̃e ſhall not fayle, and 
bis power is enerlaftynge. It is he that de⸗ 
6 lyuereth, and ſauethe hẽ doch wonders and 


W marnelsus woikes,in heauen and inearth: 
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he bath preferucd. Daniel fromebe power’ o 
the Hit d tg This ——— in fal Danagt 
raigne off Darius and Cirus of Perfia, 


The ViLChapter. 


wg UT the firft yeare off Balthaſar kyn A 
Se Off Babilon fare Daniel a drea · 
Yo Me,and a vifion was in bis heave v- 
pon bis bedde. Which dzeame be wrote, 
andcbe fumme of the matter isthis: Dani- 
el fpate, and fayve: I ſawe in my viſien b 
nyght,and bebolde: the foure wyndes of 
heauen firouc vponthe fee, and foure greate 
— came vp fromtbe ſce, one vnlike ano⸗ 
ther. 

The fir ſt was as a lyon, and yet had he 
Aegles wynges. I ſawẽ, that his wynges 
were plucte from him, and be taten awaye 
fromthe earch :thathe ſtode vpon bis fete 
45 a Man, and that chere was geuen bim 
a mans berte, 

Behoĩde, the ſeconde beeſt was like a Be 
er and ſtode vponthe one fyde.2Amonge bis 
teth in his mouth bebad iy greate lõge teth 
anditwasfayde vntobim: Ariſe, eate vp 
mod flefb. 

Chen ZF lokeb,z beholde, there was ano- 
therlite vnto a Leoparde:this had wynges 
as afoule,cucn fourevponthebacke. Chis 
beeft had foure heades ãdthere was power 
geuen bim. Afterthis 3 fawe in a vifion by 5. 
night, z bebelbve: che fourth beeft was grynt 
inc and bozrible,and marnclous fironge. It 
bad greate yron tech, ic deuoured and defiro 
yed, and fiampedtherefidue vnder fete · It 
was farre vnlike the other becftes that were 
befozcit: foz it bad cen hoznes, wheroff J 
toke good hede. 

And bebolde, there came vp amonge the, 
another lite hornẽe, be fore whom there were 
thze ofebe firſt bones pluckte awaye.Sebol 
de,this home had eyes liteams, zamouth 
peat ynge pꝛeſumptuous thinges. Ilokeð 
rillthe ſeates were prepared,adtill the olde 
aged fat him downe. His clotbinge was as 
white as frowe, andthe bayzes of bis heade 
like the pure woll. 

dis trone was likethe firie flame,and bis 
whelesastheburnyngefyze. Therediew 
foxch a firie fireame,z wente one from bint. 
Archoufandtymes a thouſande ferned him, 
¥-AB.tymestenchoufanve ſtode before him. 
The iudgmẽt was ſet, and che botes opened 
Then roke J hede there vnto, becauſe of che 
voyceof the proude wordes, whichthat hor⸗ 
ne ſpale. 
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J behelde, till the beeſt was flayne,and 
5 bis body veftroyed,z geuen ouerto be brent 

22% inthe Fyre. 

" 2s forthe power of the other beeftes al- 
ſo it was taken. awa ye; but their lyues were 
prolonged for a tymẽ and ſeaſon. I ſawe in a 
viſion by might, and beholde: there came o⸗ 

ne in the clondes of heauen like the ſonne of 
ola &Man, which wente onto cheoldeaged, be- 
E forewhom cheybroughe him: Then gaue 
Phila.2 bebim power addigniteregall, chat all peo- 
Macc28¢ ple,trybes andtunges fhulve ferue him. is 
n · power is anenerlaftinge power, which ſhal 
never be put done: z bis Eyngdome endu- 
; reth oncozrupte. My berte was vered,z J 
Panina® Daniel hada troubled ſprete within me, gd 
the vifions off my beade made me afrayed: 
till J gat me vnto one off them that ſtode 
Dens. by,totnowe thetrenth, concerninge alltbe- 
fetbinges, So becoldeme, andmademe vn 
derſtsde the interpzetacid of chefe chinges. 
Theſe foure greate beaftes,are foure tin 
ges which ſhalar yſe out of the earth. The 
fe fhalcateinchetyngvome off the fayntes 
Of che moſt byefé,and poffeffe tt feill moze z 
moze for & longefeafon.2 frer this 3 requy- 
red diligently to kno we the treuth, concernin 
ge the fourth beeft, which was fo farre vnli- 
Be the other beeftes, and (> horrible: whofe 

tech were of y2on,and bisnales off beaffe : 
which deuoured and deftroied, and fEamped 
aporua therefyoue under bis fere. J defyzed alfoto 

'7&. Enowethetreuth, as toudyingethetenbo:- 
nes that be bad vpon bis beade,andtbis o- 
ther which came vp afterwarde,befoze who 
fe face there fell downe thze: which homme 

had eyes and a mouth chat (pate pzefump- 
tuous thinges,and lokeð withe grimmer vi 
fagethen bis felo wes. 

Ibehelde, and thefame home made bat- 


= beeſt fhalbethe fourth tingdome vpdearth: 
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Che viij. Chap. Ao. (epee. 
and thynte, that be maye chaunge cymes 
and larves. They ſhall be geuen vnder his Danae 
Power, vntill a tymic,cwo tymes,andbalffa apocaad 
tyme, 

But the iudgment ſhalbe kepte, fo that 
bis power finale caten from bim, fozbe fhal 
bedeftroyed,and perifly at che laft. As for 
thetyngdome, power and all might thatis 
vnder the beanen zit ſhal be genento the bo 
ty people off he mojt hyeſt whofe Eyngdo- 
micis enverlaftinge, yee ali powers ſhall ferne 
andobeye bim.Cbhns farre extẽde ¥ wordes. 

Neuertheleſſe, J Daniel was fo ver- 
ed in my thoughtes, that my countenaun 
cechaunged, butthe wordes Ibepte ſtui in buss 
my berte, 
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7 Tchet hirde yeare off theraigneof A 

g Einge. Salebaler Se ane of 
> fis ontome Daniclafterthat had 
fene the firſt. JI ſawe ing vifion, and wben 
F fawe it, was at Sufisinebe defe cite, 
which lyech inthelondeoff Elam)andin yy 

ations me thought J was by the ryuer off 

at, 

Ther Floked vp,andfawe:and beholde 
there fEove beforethe ryner, a rammte, which 
had boznes:and theſe hornes were bye, but 
one was byerthen another,and the byeft ca 
me up loft. ſawethat chis ramme pußhed 
with bis homes,agaynfé the weft, aͤga ynſt 
thenozth, andagaynftthefouth: ſo that no 
beeſtes might ſtonde befoze bins, ner defer 
detbem frombis power:but be dyd as bin 
lifted, andweared Greatly. I tote hede vnto 
this, andt hen camethere an begoate front 
the weft,ouerthe wholeearth, and condyed 
not the grounde, 

This goatebadamarnelons goodly hor 
ne betwwigte bis eyes,and came vnto the ram 
me,that bad the two homes c whom Shad 
ſene afore by theryner fyde) and ranne fear- 
cely pon bim with bis might. Fj fawe bins 
drawẽe nye onto the ramme,beynge very fear 
cevponbim: yee be gaue bim [och a firote, 
that be biate bis two homes: 

Vet her had theramme ſo moch ſtrength 
as to ſtonde before bim:but be keſt bimdorw 
ne, trodde bim vnder bis fete:and no mas 
was able to delyner ehe ramme ont of bis 
Pet be d 3 

goatewared erceadinge greate,an 
when be was atthe ſtrongeſt his greate bez 
newas broten alfo. Chen grewethere other 
foure ſoch lite inthe ſteade to warde the fon- 
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re wyndes off the heauen. Mee out of one of 
theleeft off chefe hoanes, there came vp yer 
another bozie, which waxed maruelous 
reate:towarde the ſouth, toͤwarde the eaſt. 
and towardethe fayre pleaſaunt londe. It 
grewe vptothe hoof off heauen. wherof it 
Dyd caſt ſeme Downe to the grounde, and 
Off the fiarres alſo, and trove them vnder 
rete. 
f Mee it grewe vp vnto the prynce off the 
Hooft, from whom thedaylic offeringe was 
caten,and the place off bis Sanctuary caf- 
ten downe. And a certayne feafon wes ge 
nen vnto it, agaynſt the daylie offeringe (be 
caufe of wickedneſſe x hat it might caft Dov 
ne the veriteto the grounde, and ſo to pzof- 
Pere inall chinges,chat it went abouce. 
Dpon this J herve onzoff the ſayntes ſpea · 
Eynge, which faynte ſayde vnto one chat ax· 
cdebis queftion: 

How longefhallebis vifion off theday- 
lie facrifice and of the waiftingeabbemina- 
ction endure:thatthe Sanctuary and: the po 
wer [hall fo betroden vnder fores And bean 
fivered him: Onto theenenyingez the moz- 
aninge,euen two thonfande and chre hũdret h 
dayes: chen ſhall che Sanctuary be clen- 
fed agayne. 

Llew when JDanicl had fene this vifi- 
on, and fought forthe wnderftondinge of its 
bebolve,chere ſtode before me a thinge lite 
vnto a man. And J herde amans voyce in 
eheryuer off Vlai. hich cryed, and fayde: 
® Gabriel matethis man onvderftonde che 
vifion. So be came, andftove by me. Buc 
was afrayed at his cSminge,and fell dow 
he vponmy face. 

Theis fayde he onto me: O thou fonne of 
man marcke well, for in the laſt tyme hall 

his viſion be fulfylled. Nowas he was ſpea 
Eynge vntome, I wared faynte, fo that J 
funcPedownerothe grounde. But be toke 
bolve vpon me, and fer me vp agayne, fe 
yenge: Bebolde, J will fhewe the, what 
hall beppen inchelafé wrath : for in the cy 
ame appoynted it ſhai be fulfilled. 

The ramme whidy thou faref— with the 
two hornes, is the kynge off the Medes ad 

erſes: but the goate is the kynge of Grete 
londe :the greate horne that ſtode betwirte 
his eyes that is the pryncipall kynge · Bue 
whereasit brake and foure other roſe vp int 
the ſteade: it ſignifieth. that out of this peo 
ple ſhall ſtonde vp foure Eyngdomes, but 
not ſo mightie as it. 
After theſe kyngdomes (whyle vngod⸗ 
neſſe is a growinge )t here ſhall ai yſe a Eyn- 


Khe ix. Chap. 
Se Off an vnſhamefaſt face, which ſhall be 
wyſe in darcke ſpeakinges. 

He ſhalbe mightie and ſtronge but notin 
his owne ſtrength. He ſhall deſtroye abo- 
ue meaſure, and all that be goeth aboute, 
hall pꝛoſpere: he fhall flayetbe firongeand 
boly people. Andthorow bis craft ynes 
falfeve ſhall profperein bis honde, bis herte 
{hall be pzoude,and many one fall be put 
co death in his weltbyneffe. He ſhal ſtonde 
vp agaynſt the pzynce off pzynces but be 
Malbe deſtro yed without hoͤnde. And this 
viſion that is fhewed vnto the,isas ſure as 
the even ynge and the mornynge. Ther fore 
wrytethou vp this fight, foꝛ it wylbe longe 
or it come to paſſe. 

Vpon this was J Daniel very faynte, (> 
that 3 laye ſicke certra yne dayes: but whan 
Iroſe vp J wente aboutethe Eynges bufy- 
neſſe, and marueled at the viſion, neuerthe · 
leſſe no man knewe of it. 


The IX. Chapter. 


Li the firft yeare off Darius thefon 

ne off Ahafuerus,whidy was of the 

V., fedecff the Wiedes,z was made kyn 

ge cuer the realme of the Caldees: Ree e- 

cn in che firfé yeare off bis raigne,j Dani 

el deſyreð to Enowe the yearlynombie out of 

the betes, wherof the —— (pate vnto Je. 

remy the prophet: that Jeruſa lem ſhuldẽ lie 

waiſt lxx. yeares: FD Jturned me vnto Ged 

the LORDE, foz to praye and mate myne 

interceffis, with faſtinge ſackcloth ãd aſhes 

FJ pzayed before the LORDE my God, and 
Enowleged,fayenge: 

@LORDE, thon greate z fearfull God, 
thou that kepeſt conenauntandmercy with 
them, which loue the, and dothy commann- 
dementes: We haue ſynned, we banc offen 
ded, we haue bene diſol edient and gone bace 
Ee:yee we haue departed from alleby precep 
tes and indgmentes. 

We wolde nener Riveter thy ſeruauntes 
the prophetes, that (pate in thy name to ow 
re Eynges and pryncesto oure fore fat hers. 
andto allthe peopleoff the londe. © LOR 
DErightuonfneffebelongeth wntothe, onto 
vs pertayneth noth ynge but open ſhame: as 
itis cometo paſſe this daye vnto euery man 
of Juda, and tothem chat dwell at Jeruſa 

lem: 

Ree vnto all Iſtael. whether they be farre 
or nye:thozow out all lontes,wherin thow 
haſt ſtrowed chem, becaufe of the offences 
thatthey haddoncagaynit thee 
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Mee oOLORDE, vnto vs, to onre Eingesz 
prynces, to oure forefathers: euen to vs all, 
that haue offended the, belongerb open foe 
me. But vntorheoL OR DE oure God, per⸗ 
tayneth mercy and forgeneneffe. 2s foz ve, 
we are gone backe from bim,and bane not o⸗ 
beyedthe voyce ofthe LORDE oure God,to 
walke in his lawes, which he layed before vs 
d by bis ſeruauntes the propbetes: yee all Iſ⸗ 
racl bavetranfareffed, ano gone backe from 
thy lawe, forbacchey haue nor herkened on 
to thy voyce. 

Wherfoze che curfeand ooth,thatis weit 
tenin chelawof Moͤſes the fernatitof Goo 
Cagainfé whom we baucoffended)is poured 
vpon vs. And be hath perfourmed bis wor- 
des, which befpate agaynſt vs,zagaynfton 
reindges that indged vs: to binge vpon vs 
ſoch @ greare plage,as neuer was vnder bea 
tent, Ee qs itis now come to paffein Jeruſa 
lem. ree allthis plage,as itis written inthe 
lawe of Mofés, is come vpon vs. Ret made 
we not oure prayer before the LORDEoure 
God,thatwe might turne aga yne from oure 
wickedneſſe, and to be lerned in thy verice. 
Ther fore bath ¥ LORDE made haiſt. to bain 
ge this plage vpon vs: for the LORDE oure 
God is rightuons, in all bis workes which 
be doth: for why, we wolde not harken vnto 
his voyce. 

2nd now, oOLORDE onre God, thouthat 
with a mightie bonde haſt broughtthy peo- 
ple out of Egipte, to get thy felfa name, 
ivhich remayneth this Daye: we haue ſynned 
(OLORDE)z done wickedly agaynſt all thy 
rightuonfires : yet letthy rzoebfull difplea- 
fare beturned aiwaye I befete the)from thy 
cite Yernfalemeby boly bill. And wby ? for 
oure [ynnes ſabe and for the wicFeoneffeof 
oure forefathers :is Jeruſaiem and thy peo- 

le abhored, of allebemtbat are aboute vs. 

‘ow therfore(® oure God) hearethe pray 
er of thy feruannt,and bis interceffion:® let 
tby face ſhyne ouerehy fanctuary,thatlieth 
waiſt. 

Gmy God, enclynethinecare,and herken 
{at the ieeſt for thine owne ſake) open thine 
eyes:behoide bow we bedefolared, yeeand 
the citeal>, which is callevafterthy name: 
For we do not café oure prayers before the 
in oure owne rightuonfneffe, nozbut only in 
eby greatemercies. OLORDE,beare: © foz 
gevueLORDE:® LORDE confidze tary not 
ouerlonge: but forthine orone fake doit, © 
my God: for chy cite and thy peopleis called 
aſter thy name. 

D.Ac Iwas yet ſpeabinge at my prayers, 


C 
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Enowleginge myne owne ſynnes and ¥ fon- 
nes of my people, matinge fo myne intercef- 
fion befozecbe LORD Emy God, forthe ho⸗ 
ly bils [ate of my Sodryee whyle Jwas yer 


fpeatingein my prayer, bebolde, thema Ga~ $8 


briel wwhom J had ſene afore in thẽ viſion) ca 
me flyengetome, and touched me aboute 
offeringẽ tyme in the euenynge. He: infour- 
med me,and [pate vnto me: G Daniel(ayde 
heJ am now come, to matethe vnderfton- 
De it: For as ſoone as thou beganneſt to ma · 
Bethy prayer it was ſo dinyfed, and therfore 
am J come co flyewetbe. And whyr! forthou 
arta man greatly beloned. 

Wherfore, pondze the matter wel, that 
thou mayeftlerne,to vnderſtonde the vifion. 
rr. wekes are determed ouer thy people, z 
ouerthy boly cite :chatthe wicke dneſſe ma. 
ye be confumed,thatthe ſynne mayebaue art 
ende, that the offence maye be reconciled, 
andto binge ineuerlaftinge: rightuouſueſſe. 
to fulfill ¥ vifions andthe pzopbetes,andto 
anoyntetbe mofé holy one. Onderfesvethis 
then, gend mar cke it well :thacfremebetyme 
ic Pyalbe concluded, to go and repayze Jeru 
falem agayne,wnto Chriſt (92 the anoynted) 
pryncertbere ſhalbe feuenwetes, Then fhalt 
che firctesz walles be buylded agaynelriy. 
wetes, but with bardetroubloustyme. Af 
therehefe lxij. wetes, fyalC built be flayne,z 
they ſhal haue no pleafureinbin.Cheit ſhal 
there comea people with the pꝛynce, and doc~ 
ſtroye the cite and the ſanctuaryrand bis en⸗ 
de [Hal come as the water floude Bur che de 
folacion ſhall continue till he ende of the 
batell. 

Se hall mate a ſtronge bonde wich ma- 
ny, foztbe [pace of a wekerand when thewe 
Ecis balf gone, befhal put downerhe flay- 
neandmeatoffringe. Andin the temple che- 
refbalbeanabbominable: defolacid,cillicha 
ue deſtroyed all. And it is concluded, ¥ chis 
rwaiftinge [hal continue onto the ende 


Tbe X. Chapter. 


Lithetbirde yeare oftinge Cirus of 

Perfia, there was fhewed vnto Da- 

7, niel (orberwifé called Balebafar)a 

matter, yeeatrue matter, but it is yet a lon · 
getyme vnto it, 

He vnderſtode the matter well, and per> 
ceaued what the vijion was. Atthe famety 
me, J Daniel mourned foz the fpace of thre 
wekes ſo that Ihad no luſt to eate bredr as 
for fleſy and wyne there camenone within 
my month: Lo, I dyd not onesanoyntemy 
ſelf till ehe sopole thie wetes were ont, 
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Vpon the xxiiij. daye of che firf—moneth, 
Awas bythe greate floude called Tigris: 5 
Life op mynceyes, and loked: and beholde a 
man clothed inlynnynge, whoſe loynes we- 
re gyzded vp with fyne golde of Araby: bis 
body was like che Chrifolite ſtone, bis face 
(colote vpon ) was lite lightenynge,bis eyes 
asthe flame of fyre, bis armes and fere were 
lite fayze glifteringe metall, but the voyce of 
bis wordes was liẽe ¥ voyce ofa multitude. 

FJ Daniel alone farvethis viſton, the men 
that were with me, ſawe it not: but a greate 
fearfilneffe fell vpon chem, ſothat they fled 
awaye,and hyd them ſelues. J was left the 
remy ſelf aldne, and fawerbis greate vifion, 
ſo longe kil there rema yned nom̃ore firengeh 
within me: Ree J loſt my coloure clene, J 
waiſted awa ye, and my ſtrength was gone. 
met herde J the voyce of bis wordes;zas 
foone as Jherde it, fayneneffe came vpon 
me, and J fell downe flac co the groundev- 
pon my face. And behoͤlde, an hande touched 
me, which ſet me vp vpon my Eneesz vpon 
the palmes of my hondes, fayenge vntome: 
®D Daniel, chon well beloucd manztake good 
bene ofcheworves,chat J [hal faye unto y. 
⁊ ſtsde right op, for onto y am J now fent. 

And when he had faydechefe wordes, J 
ſtode vp cremblinge. Then [aide he vntome: 
feare not Daniel:foz why, fencethe firft daye 
that thou fecchineberteto vnderſtoͤnde and 
dideſt chaſten chy ſelf before thy Sodethy 
wordes haͤue bene herde. And FJ bad come 
vnto the whẽ thon beganneſt tõ ſpeabe. had 
not the prynce ouer the kingdome of the,per 
ſes rd ſtonde me xxj. dayes. But lo Michael 
one of che chefe pice: came to belpeme, 
bimbaue I left by the kinge of perfia,zam 
comẽ to ſtye we the, what [hal Onto 
thy people inthe latter dayes:forit wilbe lõ 
ge yet oz the vifionbe fulfilled. 

Low when be bad [poten theſe wordes 
vntome. J keſt Downe my heade to ¥ groun 
de, and belde my tunge. Beholde, there tou⸗ 
ched my lippes one, very life vnto a man. 
Then opened my month, and fayde vnto 
bim, that fEode befozeme: O my lozde, my 
doyntes are lowſed in che vifion , and there is 
no moꝛe ſtrẽgth within me: How maye my 
lordes ſeruaunt then talke with my lor de? 
ſeinge chere is no ſtrength in me, ſo that J 
cannot tate my breth? Vpon this there tou 
chedme agayne,one moch lite a man,z con- 
Forwedme, ſa yenge: O thou mano wel belo- 
wed, feare not: be content, cate a good berte 
wntothe, andbe ftronge. Gowbenbe bad 
poten vnto me, J recouered,z ſa yde:Spea 
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ke onmy lorde, for thou baft refref fed me. 
Thẽ ſa yde be: knoweſt thou wherfore JI am 
come onto ¥ snow wil J goagayneco fight 
withthe pzynce of the perfes. As fooneas 
3 go fortb,lo,the prynce of Sꝛerelonde fyal 
ẽcome Neuertheles. J wil ſhewethe the thin 
ge, ¥ is faſt noted inche ſcripture of trench. 
ind as forall yonder matters, thercis none 
that belpech me in them, but Michael you- 
ve pzynce. — 
J 
Lo inebe firſt yeartofiarine oftite a 
dia, ſtoͤde by bim, co confozte bun, z 
to ſtrength bint, and now wil J fhe- 
we the the treůt h. Bebolve, there ſhaĩ ſton⸗ 
de vp yet thre kinges in Perfia, but y fourth 
ſhal be farre richer then tbey all, And when 
beis inthe chefeſt power of bis riches, be 
[hal proucte euery man aga ynſt the reaime 
of Gꝛekelonde. Ther fhal there ariſe yet a 
mightie tinge, that ſhal rule with greate do 
minion,and do what him liſt. And as ſoone 
as bis kingdome commeth vp, it ſhalbe de- 
ſtroyed, ⁊ deuyoed towarde ¥ foure wyndes 
of the heauen. Chey ¥ come after bim, ſhall 
not haue ſoch power z Dominion as be: but 
bis kingdome ſhalbe ſcatred, yee euen amor 
e other thé choſe. Andthe kynge of Y ſouth 
lbemigtbier, then his other prynces . A⸗ 
gaynſt bins chere ſhal onemate himſelf ſtrs 
ge ſhal rule bis dominis J greate power. 
Sut after certa yne yeares they ſhaͤlbe io· 
wedtogether, zthe kynges doughter of the 
ſduth ſhall come to the tyngeof the north, 
forto mate frẽdſhipe but fhe ſhal — 
nethe power of that armẽ. nether ſhall ſhe· 
be able to endnrethorow bis might:but fhe, 
⁊ ſoch as brought ber(yeez be ¥ begat her, 
confozted ber fo bis tyme) ſhalbe del ynered 
vp.Ourofy beaunches ofbirrote,therefhal B 
one ſtonde vp in bis ſteade: which with fe 
res ofarmes ſhal gothorow the kynges lon 
de of the north, handle him acordinge to 
bis ſtrength. As for their Tools ⁊ pzynces, 
with their coſtly Jewels of golde — 
be ſhalcary them awaye captynes into E⸗ 
gipte, and he ſhal preuayle aͤgaynſt the kyn 
geof the north certayne yeares. Andwhen 
beiscomeinto ¥ tyngesrealme of ¥ fouth, 
be ſhal be fayne to curne agayne in to bis 
oronelonde. Wher fore bis formes ſhalbe dif- 
pleafed,and fhal gather together amightie 
greate booftof people:and one of them ſhal 
come, and go chorow litea waterfloude: 
then [bal bereturne and go forth with dve- 
fyengeand booftinge onto bis owne onde. 
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and (hal come forth to fight agaynft che tin 
ge of the north: Xee he [hall bringea greate 
multitude of people together, and a greate 
heape ſhalbe geuẽ into bis honde: thee phat 
be caryawaye w* greate pzyde, for ſo moch 
as be bath caft done ſo many thoufandes, 
neuercheles be ſhall not prenayle, Foz y kin⸗ 
geof Y nozh ſhal gatber(of thenew)a gree 
ter beapeof people then afore, zcome forth 
after a cercayne tyme and yeares) with ã 
mightie hooftz exceadinge greate good. 

Arche ſame t yme there ſhall many ſtonde 
vp aga ynſt the kinge of the fouth, Gehat y 
wicked childzen of thy people alfo hal exai⸗ 
techem felues( to fulfiil the vifionandeben 
fall. Soche tinge of the north fall cometo 
faye fege,andtocate the fixSge fenfed cities: 
And che power of che of ¥ fount ſhal nor be 
abletoabyde bim,zehe beſt men of the peo- 
ple ſhall not be ſo fironge,astorefife bun. 
Sbhorly, when hecommeth, be fall handle 
hüm as be lifé,zno man ſhalbe ſo hardy asto 
ſtonde aga ynſt bint. He ſhal ſtöðdẽ inthe plea 
{aunt countre, which thozow him ſhalbe de⸗ 
ſtroyed. He ſhal [et bis face wWallbis power 
to optayne bis Eingdome, zto be liter. Pee 
thacfhal be do, z geue im vntothe dough⸗ 
ters — ———— deſtroye him. But he 

bal fayle, net! bal beoptaynebis purpo 
f : — — —— —— the 
Sles,z cake many of chẽ. A pzynce ſhal fEop- 
pebim,codo bima ſhame, befyderbe confir- 
rionthat els ſhal come onto him. Thus flat 
he turne aga yne to bis orone londe,fiomble, 
z fall, and be nomore founde: ſo he that came 
vpon him ⁊ dyd him violence, ſhal ſtonde int 
bis place, haus a pleaſaunt kingdome:and 
after fer dayes he ſhalbe deftroyed ,z that 
nether in wrath ner in batell. In his ſteade 
there ſhal aryſe a vyle perſon not boldé woz 
thy of a kinges dignite: this ſhail come in 
craftely,z optayne the king dome with fayre 
wordes : beflyal fight agaynſt the armes of 
ehemightic(z deftroye them,) yee Taga ynſt 
the prynce of the couenaunt. 

Soafter ¥ be bach caten truce with him, 
Be ſhal badle difceat fully :ehathemaye gee 
vp, zonercome bim with a final floke: zo 
with craftyneffeto get himto ¥ fatteft pla- 
ceof the londe andto deale otberwifé, thet 
ether bis fathers or grandfathers dyd. Foz 
be ſhal deftroyetbetbinge, ¥ theybadrob- 
bed z[poyled, yeez all theit ſubſta unce: yma 
genyngetboughtes agaynft the ſtrõge bol- 
des, zthat foratyme. His power and berte 
fhalbefterred vp we greatearmyeagaynft 
che tinge of the fouch: where thorow the Ein 
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ge of the forth ſhalbe moned chen vnto ba⸗ 
tell, with a greacezmightie hooſt alſo. Ne⸗ 
uertheleſſe, be ſhal not be abie to ſtonde, for 
they ſhail confpyzeagaynfé him. mecthey F 
cate of bis meatẽ, ſhal hurte him. ſo thaͤt bis 
hooſt ſhal fallzmany be ſia yne downe. 

Thefe two kinges ſhalbe mynded to do 
myſchefe, Ttalke of difceate at one table: but 
they ſhal not pzofpere:foz why,theenve ſhal 
not come yet, onto the tyme apoynted. Che 
fhallbe gobomeagaynein to bis orvne lon- 
de wich greate good ,z [et bis herte aga ynſt 
theboly coucnaune, be ſhaͤlbe bufy aga ynſt 
it, zthen returne home. Archetyme appoyn 
ted he ſhal come agayne,z gorowarde the 
fouth: So ſhall it happen ocherwiſe then at 
the firſt, yet ones aga yne. And why,che ſhip 
pes of Cyt him ſhal come vpon hün chat be 
maye be ſmytten zturncagayne: ¥ be maye 
tate indignacion agaynft the conenaunt of 
Holynes,co medleagaynitic. Nee he ſhaltur 
ne bint, z drawe [och onto bim, as leaue the 
Holy couenauut. 

Defhal ſet mightie men to vnhalowe the 
fanctuary of ftrégeb, to put downe the day 
lie offeringe, zto fee vp theabbominableve 
folacion. 2nd foch as breabe the couenaunt, 
hal be flatre with fayre wordẽs. But y peo 
ple that wiltnowetbeir God, ſhal baucthe 
ouerhãde and proſpere. Thofe alſo that ha 
ue vnderſtondinge amonge the people, ſhai 
enfourmethe multitude:⁊ for a longe feajon, 
they fhatbe perfecured with ſwearde, with 
fyre, with captynyte z withebetatyngea- 
waye of theit goodes. Clow whẽ they fall, 
they ſhaͤlbe ſet vp with a title helper buema- 
ny fiyat cleue onto them faynedly. 

‘ee fome of thofe which baue vnderſton 
dynge fhal beperfecuced allo : ¥ they maye 
betryed,purificd z cléfed, till the tymebe out: 
foz there is yet another tyme 4 ppoynted. 
The kinge ſhal dorwbachinslift, be ſhal exai 
te and magnifie himſelf agaynft all, chacis 
God. Nee beflyall ſpeabe maruelous chinges 
agaynft the God ofall goddes, wherinbe 
final profpere, ſo longe till the wrath be fulfil 
Ted, forthe conclufion is denyfed alredy. He 
fhalnot regarde the Godofbis fathers, but 
bis luft fhall be vpon wome:mee he flyal noe 
care fozeny God, for be fhal magnifie bim- 
felf aboue all. In bis place ſhal be worſhij 
the mightic Jdols:z the god whom bis ee 
thers Enewenot, fhal be bononre with gol. 
de and ſyluer, with precious (tones and plea 
fannt Jewels. 
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des. Goch as wilreceauchim, andtatebint 
fo2 God, be [hal geuethem greate worſhipe 
and power:yeeand make chem lordes of tbe 
multitude, and geuecbem the londe with re- 
wardes. In the lattert yme, hhalthe tinge of 
the ſouth firyue with him: andebe kinge of 
the noꝛth in like — come agãynſt 
him with charettes, horſmen z with a greate 
nauy of hhippes. Ze ſhal ceme in to the lon⸗ 
des, beſtroye and go thorow: he ſhal entre al 
ſo in tothe fayzepleafauntlonde. Many ci- 
ties ⁊ countrees frat Decaye,ercepte Edom, 
Moab Tthe beft of thechildzen of Ammon, 
which fhalefcape frem bis honde. de fhall 
ſtretch forth bis bodes vpon the countrees, 
Tthe londe of Egipte fhal noc efcape him. 
Forthorow bis goinge tn, be fhal baucdo- 
mintoncuer the treafures of fylucrz golde,z 
ouer alltbe precious Jewels of Lgipte, Ly 
bia and Ethiopia Creucrebeleffecherydin- 
ges out of the eaſt and the north ſhall cron- 
dle him, forthe which cauſe he ſhal go forth 
to deftroyez curfea greate muititude. The 
rentes of bis palace fhallbe pytch betwirte 
thetwo ees, vponthe bill of chenoblefanc- 
tuary, for be ſhal come tothe ende of and 
then ſhal no man helpe him. 
Che xil. Chapter. 
ter Hetyme wil come alſo thatt he greg 
tepzynce Michael, which ſtondeth 
oncby peoples fyvte,fhalaryfe vp, for 
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uer was, fens there begãne to beeny people, 
wnto that fametyme. Then fhaleby people 
bedelynered, yee allthefe chatbe foiide weit 
ten in the beke. Many of them thatflepe in 
the duſt of tbeearth, ſhal awale · ſome to e⸗ 
uerlaſtinde life ſome to perpetuail ſhame ⁊ 
reprofe. The wyſe ( ſoch as haue taught o- 
ther) glifter,as the fhynince of beauenz 
andthofe that haue inſiructe the multitude 
vnto godlyncfie, ſhalbe as the ſtarres, worl · 
de wichout ende. 

BD Andehouo Daniel, fut vp theſe wordes. 
⁊ ſeale the bote,till the lafttyme. Many [hal 
so aboute bere and there and thẽ fhaltnow 
legeincreafe.So J Laniel loked, and bebol- 
be, there ftode other twwor one vpontbis ſho 
reof the water, theorber vpon yonder ſyde. 
Andene of thẽ fayde vnto him, which was 
clothed in lymmynge, and fiote aboue vpon 
the waters of the fle ude: How longe ſhall it 
be to the ende of theſe wondereus workes? 
her herde FJ cbe man with chelynnynge 
clothes, whids ftode aboue vpon the waters 
of the floude: when be helde vp bis right 
and ie fthonde vnto beauen, ⁊ ſware by bins 
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which Iyneth fozener: that it ſhal cary for a avs · unc 


tyme, two cymes ⁊ half acyme:zwbencbe ⸗rc 
power of the boly people is clene {catreda- 
brode,thé ſhal alltheſe thinges be fulfilled, 

I herdẽe it well, but J vnderſtode it not. C 
Ten ſayde J: O mylorde, what fhalbap- 
penafter thãt? He anſrwered: Gothy waye 
Daniel , fortheſe wordes fal be clofeovpz 
fealed, tillthelafétyme:z many ſhaͤlbe pu- 
rified, clenfedz tried. Butthe vngodly ſhall 
lyuewicPedly,and thoſe wicked (as many of 
thtaschey be)fhal haue no onderftondinge. 
As foz fod) as baue wnderftondinge, they 
fbalregardeit. And from ¥ cymeforbebat 
chevaylic offerynge ſhalbe put downe z the 
abbominable defolacion fee vp,there ſhalbe 
a thouſande two hũdreth ⁊ xcida yes. O well 
is bim, that waiteth, commethto the thou 
fanveiy.C.zrrrv.dayes.Go thouthy waye 
now,tillit be ended:catetby reſt and byde in 
thylor,tilltbevayes haue an ende. 
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ap · God refuſeth the Jewes, and mare 
“eth bimfelf tothe Gentiles. 

Chap. I. plage over the Fewes, that will not 
amende:% Promyfe of mercy to rhofe that 
wil repente. 

Chap: Ul.” The mercifulllouc of God, towarde 
the fame ontbant ful pcople- 

Chap. Wl. The ſynnes of the preſtes and of the 
people,with repzofe fez rhe fame. 

Chap. V. | Againgtebe paefice shat diſteaue the 

eopie. 


Chap. Vi. Thevnthankfalnes ofthePeople: A 
gayne,the louynge kyndneſſe of God. 

Chap. Vu. Fo mevycine can belpe, fo fore are 
they wounded with poolarry- 

Chap. Vil. Joolatry in Samaria and Iſrael⸗ 

Chap. IX. Punyfhment vpon Ffrael for Idola · 


try. 
hep. x. The vnthant fulneſſe of Iſtael The 
calfetn Samaria, for the which and fee lite 
abbominactons ,be telleth them of defirne- 


cion. 
Cha-XtXU. Godcalleth them agayne , with rehe · 
"axfinge bis benefires done ro them afore. 

Chap. Xi. Se fheweth them therr wickedneſſe. 
‘and punyfhiment for the fame. 

Chap. XIN. Ye criethandcrozterh the peoplero 
‘conuerte. promifynge fwerely andlouynglp 
so reccaue them. 
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Chis techeworbe of che LOR 

DEthat came vnto Ofeas che fonneof Bee 

ti, inthe dayes of Ofias, Joathan, Achasz 

Ezechias tinges of Juda: and in the tyme 

of —— the fonne of Joas kynge of 
ra 
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Irſt whenthe LORDE fpate 
vnto Ofeas,befaide vnto bim: 
Sothy waye, tale an harlot 
— toeby wife, and get chiidrẽ by 
ber: for che Sbebath cmitted greate whoz 
Dome aga ynſt the LORDES o be wente, and 
tole Gomer ¥ doughter of Deblaim:which 
conceaued, and brought forth a fonne. And 
theLORDE ſayde vnto him: call bis name 

eſtael, for J wil ſhortly auenge the bloude 
Of Zeſrael vpon the houſe of Jehu, and will 
briñge the kingdome of che houſẽ of Iſrael 
toanende. Zhen will J breate che boweof 
Iſtael inthe valley of Jeſrael. 

She conceaueð yet agayne, and bare a 
doughter. And he ſayde vnto bim: Call bir 
name Loruhama (chat is, mot opteyninge 
mercyoft J wil bane no pyce vpon the bou- 
ſe of Sfracl, bur forget cent, and puttbers 
clene ont of remembraunce. Neuertheleſſe 
Iwil banemercy vpon the houft of Juda 
wil ſaue them, euen thorow the LORBE their 
Gov. But J wil nor delyuer them thorow 
eny bow, ſwearde, batel, horſes or horſinen. 

¶Now when ſhe had weened Loꝛuhama. 
fhe conceanedagayne,z barea ſonne. Then 
fayde be:eall bis name 20 Ami ( that is to 
faye,noemy people.) Foꝛ whyrye are not my 
people , therfore will not J ke yours. And 
though the nombꝛe ofthe children of Iſrael 
beasthe ſonde of the fee, which can nether 
bemeafisred ner colde:etin the place whe- 
re it is fayde onto chem, ye benoemy people: 
euen there ſhall it be thus reported — 5 
chey be ¥ childeé of the lyn ynge God. Then 
ſhaithe children of Juda and the childrẽ of 
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ll youre bꝛethren that they are my A 
people:and youre ſiſteren chat the y 
baue optayned mercy. As for you- 
remotber, ye ſhal chyde with ber,and repꝛo⸗ 


ue ber:fo: [be ts noe my wife, netber am J teresa 


bir hußbõode:vnleſſe ſhe pur awa ye bir whoz 
Demeoutofmyfight,andbir aduoutry from 
bir bieftes . RF no, J fhal firypebernated,z 
fecber, enen as. 

ſhalia ye bir waiſt, and mate berlite a wil 
Derneffe, and flayeber forthyrſte. J ſhal ba- 


ue no pitealfo vpon birchildzen, foztbey be toh.s.d 


thechildzen of fornicacion. 

Their mother bath broken hir wedloce, 
and 
Gorfbefayde:3 wil go after my loners, that 
geue me my water and my bed, my wollz 
my flay, my oyle and my dzynte. But J will 
hedge bir waye with thomes,and ſtoppe it, 
that fhe ſhalnot fynde bir foteſto ppes: and 
though ſhe runne after birlouers, yet fall 


fhenoe geetbem:fhe yal fete chem, but not Levi we 


fyndechem. Chen ſhai os helene will 
goturne agayneto my firfebufbonde, for at 

¥ tyme was J better ateale,thennow. Dut B 
this wolde ſhe not knowe, wihere as J yet ga 

ue ber come, wyne, oyle, fyluer and golde, 
which ſhe hath banged vpon Daal. 


Wherfore now will J go tale my comez ezeas.b 


wyneagaynein their feafon, and feragayne 
my woll andmyflar, which J gaue ber,to 
couer bir 
bir foolifhneffe, euen inthe fight of birle- 
ners, and no mas [hal pelyner ber out of my 
hondes. Moꝛouer. Froil tate awa ye all bir 


myth, birbolydayes, hir newmoones, bit Devasic 


Sabbat hes and allbirfolempne feaſtes: J 
will deftroye bir vynyardes and fyge trees, 
though fe faieth: lo, bereare my rerwardes. 
thatmylouers bane geuen me. J wilmake it 

a wodde, and the royldebeeftes ſhall eate it 
vp: J will punyfhy ber alſo for che dayes of 
Daal, wherin ſhe cenſed him, deck ynge him tuds.b 
with bir earynges and cheynes: when ſhe > 
folowed bir louers,and forgat me, ſaieth the 
LORDE. 

Wherfozebeboloe, J wil callberagaine, 
buinge ber in co @ wilbernes,and fpeake fiend 
ly vñto ber: there wil J geuc ber bir vynyare 
des attayne, yeeandtbe valley of 2, 
ſoto fhewebir hope z comforte. Then ſhal 
Phefynge chereas inthet yme of bir youth, z 
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e chat bare them, is comeco cõfucion. 4.Re17a 


ame. And now will J dyfcouer iere. ne 
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ludicsa Life as inthe daye when ſhe came ontofthe 
— ————— sa 

1c hal faye vnto me: © myboufbande,z 

al callme nomore Baal: for J wil taFea- 
wa yet hoſe names of Baal from bir mouth, 
yee ihe ſhal never remembzerbeir names eny 
moze. Chen will J mates conenaunt with 
them, with the wyldebeafies , with che fou- 
les of the ayze,z with enerythingethat cre- 
peth vpontheearch. 

As for bowe, ficerdeand batel, Fwillde- 

ſtroye ſoch out of thelonde, zwil mate them 
£0 flepe fafely. Thus wil Ymary che vnto my 
ne owne ſelf for euermorẽ: yee euen tomy ſelf 
wil Imarythe, in rig htuouſneſſe, inequyte, 
inlowynge byndneſft and mercy. Jn faith ai· 
fowill J mary che vncomyfelfzebou ſhalt 
Encwe theL ORDE. Acthefamecyme wil J 
Phewemy elf friendly and gracious vnto ¥ 
beauens, faieththe LORDE:zthebeancns 
ſhal helpethe carth,andchecarth ſhal helpe 
the come, wyne andoyle,and they ſhal helpe 
Jeſrael. J wil forve thems vps carch, for a fe 
Deromyne owne felf,z wil haue mercy vpon 
ber, y was withoutmercy.Andtothé which 
were not my people, I wil ſayerthoͤn arr my 
people. And he ſhal faye:thou artmy Ged. 
** The ill. Chapter. 
* Henfayde y LORDEtome:Go yet y 
CES rwoaye Z wowe ant aduouterdus wo- 
mg, whdtby neghboureloueth,as ¥ LORDE 
dothebedplozé of Iſrael: horv be it they ba 
uerefpecteto firaunge goddes, and loue the 
wyne Eannes.So J Fat ber for rv. fyluerlin- 
ges,and foz an Homerand an half of barlye. 
ſayde vnto her: Thou fhalebydewithmea 
longe ſeaſon, but ſe thar thou playefinotebe 
harlot, andlotecbou medlewith none other 
man,ztben wil J kepe my ſelf for the. 

Thus che childrẽ of Iſt ael fhal ſyt a grea 
te whyle without kinge and prynce, without 
offerynge and aulter, without pꝛeſt and re 
nelacton. But after warde ſhal the children 
of Iſtael converte, and ſeke the IGKD their 
Go, and Daud their kinge: and in y latter 
dayes they ſhal worflipetheL ORDE, and 
Dis louynge kyndneſſe. 

Tbe lll. Chapter. 
ce ave woꝛde ofthe LORDE,o ye hil 
dren of Iſtael: Foz the LORDE muſt 
punyfl thé, ¥ dowel in the londe. And 
y 7 Chereis no faithfulneſſe, there is no 
mercy, thereis no Enowlege of God inthe ld 
dezbut fivearinge, lyẽge, mãſlaughter, theft 
and aduontry baue gotten the ouerhande, 
onc bloudgiltyneſſe foloweth another. her 
fore ſhal the londe be ina miſerable caſe, and 
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ple. Wyher fore Iwill punyſh chem for their 
wicked wayes, Trewarde them acordinge to 
their owne ymaginacions. Chey ſhaleate, ⁊ 
not haue yndugh: They haue vſed whordo · 
me, therfore ſhall they not pzofpere:z why 
they baue forſaken the LORDE, ⁊ not regar · 
ded bins. 

Whoꝛdome, wyne and droncPenneffecake 
the herte awa ye. My people are councel at 
their ſtockes, their fia ffe muſt tell chem. Foz 
an whoziflymyndebathdifceanedchem,fo y 
they cSmitte fozmcacionagaynfEcheir God. 
They make facrifice vponthe bie mountay- 
nes,z burnetheir incenſe vpon the billes, yee 
amonge the ofes, groues z bußſhes. forthe⸗ 
re are good ſhadorres. Ther fore ys Dougy- 
ters are become barlottes,and youre ſpouſes 
haue broke their wedlocke Jwil noe puniſh 
yo doughters forbeinge defyled, ⁊ yo bry⸗ 
des that became whores: ſeinge the fathers 
them ſelues haue medled with harlottes and 
offered with vntbriftes:butthe people that 
wil not vnderſtonde muſt be punyſhed. 

Thoughthou Iſtael art diſpoſed to pla- 
ye y barlot, yet ſhũldeſt nott hou haue offen 
ded,0 Judarthou ſhuldeſt not haue runneto 
Galgala,ner haue gone vᷣpto Bethauẽ, ner 
bane ſworne:the L—KDX iyueth. Foz Iſtael 
is gone backe, like a wãton cowe.C beLORDE 
therfore ſhal make hir fede, as ¥ labe y go- 
eth aſtra ye. And whereas Ephraim is beco 
me partater of Idols, rwel,lechim go. Their 
dronckẽneſſe bath put thẽ bacte, zbroughe 
them to whordome. Their rulers loucrewar 
des, brynge(fayetbey,) to their oreneflpame. 
A wynde ſhall take holde of their fetbers, 
atbey ſhai be cõfounded in their offeringes. 
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Tbe v. Chapter. 

A Eare this, o ye pꝛeſte ke hede, o 
AS) thou houſholde of Srac:-genceare, 
otbou tingly beufe: foz this punyfly- 

ment wil come vpon you,tbat are become & 
ſnare vnto Myſpa, and a ſpred net onto the 
mount of Thabor. They kyll ſacrifices by 
beapes,tobegyleche Besp letherwith: cher- 
fore wil J punyſhthem all. Enowe Ephra 
int well Fgnough, ⁊ Iſtael is net hyd frome: 
for Ephꝛaim is become an harlot, and Fr 
rael is defyled. They are not mynded to tũt⸗ 
ne vntotheir God, for they bane an whoriſh 


Ezes.b 
lereaz.d 


berte,fd ¥ they can not knowe the LORDE. 
Ofeez.b But ti eyde of Iſrael wil be rewarded 

hun in bis face, yee boch Iſtael and Ephra⸗ 

im ſhal fall fortheir wickedneſſe, and Juda 
Teres.b — yuichrbem alfo. Chey ſhall come with their 
— — Hepe z bullockes to ſeke F LORDE, but they 


Hal not fynde bins, for he is gone from them. 
As forthe LORDE, chey haue refuſed bim, 
andbroughe vp baftarde childzen: a moncth 
therfore ſhall deuoure them with their poz- 
cions. 
Blowe withthe ſhaur mes at Gabea, and 
with the trumpet in Rama, erie ont at Be⸗ 
thauen vponthe yonſide of Ben Iamin. In 
thecymeof y plage [hal Ephramm be layed 
waiſt, therfore dyd I faithfully warne che 
trybes of Iſrael. Ret are the prynces of Ju⸗ 
Da become lite chem, thatremouethelonde- 
marek es, therfore wil J poure out my weat h 
vponebent like water. Ephraim ts oppreſ⸗ 
ſed, and can haue no right of che lawe: for 
whyrthey folotoe y doctr ynes of men. Ther 
fore will “J be vnto Ephraim asamoth,z 
tothe houſe of Juda as a caterpiller. 
4Reis.b = When Ephiaim ſawe bis ſickneſſe, and 
aParas.€ Juda bis difeafe : Ephraim wente vnto Aſ⸗ 
fur,and ſent onto kinge Jarebryet coudenot 
be belpe you, ner cafe you of youre payne. J 
am vnto Ephraim as alyon,and asa lyons 
sobelperorbebouleof judaseuen 7,73 wil 
fpoylecbem, z go my waye. J wil take chem 
with me,andno mean [hal reſcue them. J wil 
go, and returne to my place, tillthey ware 
faynt,and fete me, 
The VI. Chapter. 
A Li their aduerſite they ſhall ſeke me, 
and faye: come,let vs turne agayne 
/, tothe LORDE:fozbe hath ſmytten 
ws, andbe ſhal beale vs : He bath wounded 
ws,7 be [lal bynde vs vp aga yne: after two 
dayes ſhal he quycFen vs, inthe thirde daye 
ke fhalrafe vs vp ſo that we ſhal lyueinbis 
ſight. Cher ſhal we haue vnderſt on dinge, z 
endeuoure gure ſelues to klnowe the LORDE, 


Tob s.b 


The vij. Chap, eo, leery. 
He ſhal go forth as the fpzynge of the vaye, 
and ame vnto vs as the cuenyngeand moz- Prous.b 
nyngerayne vpontbeearth. 

G Ephraim, what fhal J vo vnto the? G 
‘Juda, bow fal J intreate thezfeynge youre 
Ioueis lifea momynge cleude, zlite a dew 
¥ gocth early awaye. Cherfore have J cut B 
Doreneche propberes,zlettenthens beflayne 
formy wordes ſabe: ſo that thy punyfhment 
[hal ceme to light. For 5 haue pleaſure in lo⸗ 
uynge kyndneſſe, and notin offer ynge: Mee Mates.b 
inthe knowlege of God, more then in burnt #3 
ſacrifice. But euen like as Adam̃ dyd,fo ha⸗ Gensb 
ne they broken my couenaunt, and ſet meat 
naught. Salaad isa cite of wicked doers, of 
malicious people and bloud ſhedders. The 
multicude of the prefies is hte an beape of 
thenes, murcberers z bloudthur féie: for they 
haue wrought abhominacion. Horrible thin tereas.b 
ges haue J ſene inthe houſe of Sfrael,chere 
playeth Ephraim thebarloc, and Iſtael is 
defyled: but Jude [hall haue an hãrueſt foz 
bimfelf when Jreturne the capeinyte of my 
people. Che VI. Chapter. 

"MRS Hen F vondertate ro mate Iſrael A 
whole,then the vngraciouſne fſe of 
Ephꝛaim and the wickednes of Se 
maria commeth colighe:chen gochey aber 
te witblyes. At home, they be theues: and 
wit hout they falleo robbynge. Chey c6fidze 
nocinebeirbertes, chat J remébee all their 
wicFedues. They go aboute w cheir owne 
ynuenciés, but J fecbem wel ynough. They 
matecbe Einge andthe princes,to haue plea 
fircintheir wickednes zlyes. All theſe bur- 
ne in aduoutry,as it were an ouen ¥ the ba⸗ 
ter beateth, whe hebatbleftetneavinge, till 
the dowe beleuended. Euen fo goeth ĩt this 
da ye with oure kinges and prynces,foztbey 
begynneto be woode droncken thozow wy- 
ne :tbey vſe fammliarite with fod as difcea- 
uethe. Chey withthe ymaginacion of their 
herte are like an ouẽ their flepeis all ¥ night B 
lite che flepe of abater, inthe moznyngets 
he as hote as theflame of fyzeitheyarealto 
gether as hote as an ouen. 

Theyhaue deuoured their owne indges, 
allthetr kinges are fallé: yet is there none of 
thé ¥ calleth vponme. Ther fore mnft Ephia 
um be mixte amonge ¥ Leithen.Ephzaim is 
become like a cate, ¥ no man turnetheſiraun⸗ 
gers haue deuoured bis ſtrength, yerbere- 
gardeth it not:be waxeth fulof gray baires, 
yet wil be not knowe it: ⁊ ¥ prideof Sfraclis 
caf Downe before their face,yet wil they not 
turnetothe LOR DEtheiy God,ner ſeke bins, 
for all this. 
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Ephraim is like a doue, tharis begyled, 
4aneish and hath no herte. Now callthey vpon the 
€ gipcians, now go they tothe Aſſirians: 

but wbyle they be goinge bereandebere, I 
Phalfpzede my net quer chem, z dꝛa we them̃ 
downeas y foules of the ayre: and acordin 
Seas they haue bene warned, ſo will J pu⸗ 
n yſh them. Wo be vnto them, for the y haue 
forſakẽ me. They muſt bedeftroyed, for they 
ePasa haue ſet me at naught. J am he that haue re 
—— demed them, and yetthey dyſſenible wv me, 
Eero Chey call not vpon me wich their hartes 
but lye youlinge vpon their beddes. Where 
as they come together, itis but foz meate z 
dunce, and me willtbey not obe ye. J haue 
taught them, and defended their arme, yet 
do they ymagin myſche fe agaynfEme. Chey 
turne them ſelues, but not a right,z are beco 
meas @ broken bowe. Their pzynces ſhalbe 
flayne nf che fivearde, forthe malice of their 
tunges,foch blaſphemies haue the y lerned in 
the londe of Egipte. 
Tbe VI. Chapter. 
a S Et the hoꝛne to thy mouth, andblo- 


Ffasa 


we: get the fivifily (asan Aegle) vn · 

tothe houſe of che . ORDE:for chey 

haue broken my couenannt, and tranfgref- 

feomy lawe. Iſrael can faye onto mer thou 

art my God, We knowe the: but he bath re 

fuſed the thingethatis good, therfore hall 

Re· ie the enemye folowe vpon bim. They haue o2- 

dened kinges, but noͤt thorow menthey haue 

made prynces, and J muſt not knowe of it. 

Ezerd Of their ſyluer and golde haue they made 

them ymages, to bringe them felues tode- 
ficuccion. 

Thy calfe(@® Samaria) fhalbe tatena- 
waye. foz my wrothfull indignacion is go- 
ne forth aga ynſt the. dow longe wil itbe,oz 
they can beclenfedz Forthe calfe came from 
Iſtael, che worke man madveit, therfozecan 
it be no God, but even toa fpyders webbe 
thal ¥ calfeof Samaria beturned. They ba 
ue ſorvne wynde, therfore fal they reepee 
ſtorme. 

B Their fede ſhal beare no come, there ſhal 
no meel be made of their increafe:though y 
rebe, yet hall firaungers denoureit vp. I 
rael ſhall perifl the Gentiles ſhall entreate 
him as a foule vefjel. Sensthey went vp to 
the Affirtans, they are become lifes wylve 
aſſe in the deferte. 
aneiza ¶ Ephraim geueth rewardes to get louers, 
Ezeusb therforearethey fcatred amõge the Heithẽ. 
ehere wil J gatherthem vp. Chey ſhal foo- 
ne be weery of cheburthen of kinges z pzyn- 
ces Ephesim bath mave many aulters to 
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Che tr. Chap. 
do wickednes ther fore ſhalthe anleers tunic 
to bis ſynne. Chough JI flere thẽ my lawe 
neuer ſo mod), they counte it but firaunge 
Doctrine. Whereas theydo facrifice, offerin= 
gethe fleflpandeatingett:theLORDEwill 
Daueno pleafirretherin: but will remembze 
their wicFednes, and punyſh their ſynnes. 
Iſrael curneth aga yne in to Egipte,theyha 
ue forgotten him that made them, they buyl 
de churches, and Juda maketh many ftron- 
ge cities:ther fore wil J ſende a fyre into the⸗ 
iĩr cities, and it ſhal con ſume their places. 
The Ix. Chapter. 
i O not thou triumphe O Iſraehma BW 
Eeno booſtinge niore then the Hei⸗ 
chen, for thou haſt cõmitted aduou 
try agaynft y God:firaunge rewardes haſt 
thou loucd,mozetbe all corne floores. Ther · agg. 2. 
foͤre ſhall they nomore enioye the cornefloo⸗ 
Yes and wyne preſſes, and their ſwete wyne 
Phal fayle the. Chey wil not dwei in the LOK 
DES lende, but Ephraim turneth agayne in ezesc 
to Lgipte, zeateth vncleane thinges amon 
getbe Affirians. Chey poure out no wyne 
fo2 a drinkofferinge vnto the LOR DE, ne- 
ther gene they bim their flayne offeringes: 
but they ke vntot hem as mourners meates, 
wherin all they chateatethem, are de fyled. 
oz the bied thee they baue ſoch luft onto, 
I not come inthe houfeof the LORDE, 
What wil ge dothen inthe folempnedayes, 
and in the Pape theLORDE*lo, they ſhali 
grec them awaye forthe deftruccion Egypte 
alreceaue them, Noph ſhal burytbem. 
The nettles ſhall ouergrowe their plea- 
{aunt goodes, and burres fhalbeintheirta- 
bernacles.Be ye ſure ¶ O Iſrael) the tyme of B 
viſitacion is come, the dayes of recompen- 
cingeareat onde. As foz the prophet, ye 
holde him for a foole: and him that is rid) int 
the fpzete, fora mad man:fo greate is youre 
widednes and malice Ephraim bath ma- 
de bimfelf a watchman of my God, a pro- 
phet ¥ ts becomes ſnare to do hurte in euery 
fitete,and abhominacion inthe houſe of his 
Sod They be gone to farre T haue deſtroied 
thé felues,likeasthey dyd afore tyme at Ga- 
baa. Ther fore their wickednes ſhal be remẽ · 
bꝛed, and their ſynnes punyſhede 
°F fande Iſrael lite grapes in the wilder⸗ 
nesʒ ⁊ ſawe cheir fathers asthe firft fyges in 
¥ coppeof ¥ fygetre. But they are goneto 
Daal Peor,zrunneawate fro meto Yſhame lere.24. 
full Jooll,z arebecemeas abbeminableas Nusa 
their loners Ephraim flieth lite a byzde,fo 
fhal their glozy alfo: In ſo mech, ¥ they ſhal 
net her begerte, cᷣceaue ner beare childiem. 
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The prophee Gfeas, 
Andebough they binge vp eny, yet will 
—— — ————— men NRee wo 
come to them, when departe from 
them. Ephiaim(as me thinte)is planted in 
welsbineffe, ite as Tyrus, but nor muft fhe 
bringe bit orone childzen forth to che man 


yer. 

GL ORDE thon ſhalt gene chem: what 
ſhalt t hou genetbem 7 gene them an vn fru- 
te full womde and dzye breſtes. All their wic 
kedneſſe is done at Galgal,there do Jabhor 
re them. For the vngraciouſnes of their ow- 
ne muencions, J wil dryue them out of my 
houſe. J will lonethem nomoꝛe, forall cheir 
prynces are vnfait hfull. Ephraum is hewen 
doivne, their rote is dryed vp, fo ¥ they ſhal 
bringe nomore frute: yee and though they 
bunge forth eny, yet wil J flayeenen the beſt 
beloued fiute oftheir body. My God fall 
cafe them aronye, for they haue noe bene obe 
Diet vnto bim, therfore [hal they goaftraye 
amongethe either. 

Tbe X. Chapter. 

Srael was a goodly vyne , but be 

bath broughe for wnprofitable fru 
RM, te: yeethemere frutebebad,themo 
autters bemade:¥ moze good J dyd to their 
londe, che moze frendſhipe ſhewed they to 
their ymages. Their herte is deuyded, therfo 
re wilthey be deftroyed. The LORDEfhall 
breake Downe their ymages, be fal defiroye 
their aulters. Chen fhal theyfaye:webaue 
no #inge, for why 7 we haue not feared the 
LORDE. And what ſhalthen the binge do co 
ws7 They comon together, andfivcare vay- 
ns oothes:they be cfederate cogetber, ther 
fore groweth their punyſhment, asthe we- 
bea mebe forowes of the londe. 

Ebey chacdwell in Samaria bane wor- 
Phippedtbe cal feof Bethauẽ:therfoꝛe [yall 
she people miourne ouer thens, yee and the 

s alſo, thatintheir welthyneffe reioy- 
d with them and whyrit [hal paffe awaye 


wponvs. 

°D Iſrael, chou haſt ſynned as Gabas 
dyd afsre tyme, wheretbey remayned:ſhul · 
de not the batel then come vponthe wicked 


Lhe xi. Chap. Fo. lxxxvi. 


chilozen,as wel as vpon the Gabaonites? J 
wilchaftenchem, euen after myne owne de- 
fyze,the people [pal begathered together oo 
nerthem,whé J punyſh chem for their grea 
te wickedneſſe Ephraim was vnto me as g 
cow thatis vſed to goto plowe, therfore J 
loued bim,and fell vpon bis fayrs neck. I dro 
nesE phzaim, Juda plowed,z Jacob played 
the hußbõde man:that they might ſoive vᷣn · 
torightuouſnes, anð reape the frutes of wel- 
deynge: y they might plowe vp their freſh 
onde, and feke theL OR DE,till he came, and 
lerned chem rightuouſnes. 

But now the y haue plowed them wicked 
neffe,ther fore ſhaĩ they reepefynne,andeate 
the frute of lyes.Seingethou putteſt thy cẽ 
fidence in thine orone wayes, and. Teaneft to 
¥ mulcitude of thy worthies:there ſhal gro- 
we a [evicion amongethy people. Ail ¥ firs 
ge cities ſhalbe layed wait, euenas Salma 
Ne was Vefiroyed with bis familiers , tho- 
row bim thatwas avenged of Baal, in the 
daye of batel, where ¥ mother periflyed with 
bir hildeé. Euen fo ſhal it go with you(o Be 
thel) becaufe of youremmalicions wicFednes, 
Lite aschemomynge goeth ewaye, ſo [hal 
thetinge of Iſrael paffe. 

Tbe XL Chapter. 

Re Hen Iſtael was ysge.J loued him: 
* and called myfonneoue of thelon- 
AW dveof Lgipte. But ¥ mozethey we 
re called, t he more chey wentẽ backe:offer yn 
ge vnto Idols, and cenſynge ymages. I ler⸗ 
ned Ephraimto go, anð bare theminimyne 
armes but theyrẽ garded not me that woide 
haue helped them. J ledthem with coardes 
of frendphipe,z with bondes ofloue I was 
even be,thatlayed the yoke vpontheit nec- 
kes. J gaue them their fodder my elf, ¥ chey 
[hulde not go aga yne in to Egipte:And now 
is Affur their kinge: Forthey wolvenotenr- 
ne vnto me. Cherfore fal ¥ ſwearde begyn 
ne in their cities, the ſtoare chat they bane 
likened onto, hall be deffroyed anh eaten 
vp:andthatbecanfe of their orvne ymagina 
cions. My people bath no luſt toturne onto 
me,their pꝛophetes laye the yocke vpon thé, 

but they eaſe them not of their burthen. 

What greate thinges haue J geuen the 
9 Ephꝛain? how faithfully haue J defen· 
dedthe, o Iſrael? haue J dealt wich the as 
with Adama ? or haue J intreated chẽ like 
Seboiny Lo, my hert is otherwiſe mynded. 
Mee my mercy isto feruentꝛ ther fore bane 
J not tur ned me to deſtroye Ephraim inmy 
wꝛothful diſpleaſure. For Fam Godandno 
man, Jam eüen that holy one in the myddeſt 
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of the,thongh F cantenot within the cite. 
Tbe LORDEroareth lite a lyon, that they 
maye folowe him: Rec as a lyon roareth be, 
thatthey mayebeafrayed, lite the chiidren 
of the ſeer that they maye be fearred aweye 
from Egipte, as men (carve byrdes: frayed 
awaye (as doues vſe to be) from che Aſſiriãs 
londe: and that becauſe J wolde haue them 
tary at bome,faicth the TORDE. But Ephꝛa 
int goeth aboute me with lies, andthe houſe 
Of Iſrael dyſſembleth. Only Juda holdeth 
bim with God, and with che crue holythin- 


ges. 
The Xl. Chapter. 

4 Pbraim Fepech the ayze, and folo- 
th after cheeaft wynde: he is euer 

REY increafinge lyes z deſtruction. They 
be confederate with che A ffirians, their oyle 
is caried in to Egipte. Che LORDE bathe 

courecto holde wit h Juda, and wil punyſh 
¶Jacobꝛ Aftertheir owneweies and aͤcordin 
ge co their owne inuencions, Mal he recem · 
pence them. Hetoke bis brother by the hele, 
when be was yet in bis mothers wombe: 
and in bis firength he wreftled with Gov. 
He ſtroue with the Angel, and gat the victo 
ry:fé chat be prayde and deſyred bun. He fast 
de b.mat Bethel, zthere hetalked nF vs. 

ReetheL OR DEGod of hooftes, euen y* 
LORDEbim (elf remembied him: Then tur⸗ 
neto thy God, kepe mercy and equyte, and 
Dope ſtül in chy Ged. Butthe mardaunt 
bach a falfeweightin his honde, be hath a 
pleafireto occupic extorcion. Eph:aim thir 
keththus: Tuſh. Famridy, J haue gocd y- 
nough: In all my workes ſhal not one fawte 
befounde, that baue offended. ret am J 
the LORDE thy Ged, ené as when FY brought 
theout of thelondeof Egipte, anð ſet the in 
thy tentes,and as in the bye feaft dayes. 

I haue ſpokẽ chorowthe prophetes, and 
Phewed dyuerſe vifions , and declared my 
felf by cheminiftracion of ¥ prophetes. But 
at Galaad is the abbominacion, they are 
fallen to vanyte. At Galgalthey baue ſlay⸗ 
ne orxren: and as many beapes of frones as 
they badintbeir lsde fozorres, fo many aul- 
ters banethey made. Jacob fled into the lon 
deof Siria,and Iſraẽel ferucd for a wife,and 
fora wife he bepte ſhepe. 

Bya prophet the LORDEbꝛought them 
out of Egipte, and by a prophet be preſer⸗ 
ued thẽ. But Ephraim bath prouoked bint 
to diſpleaſure thor ow bis abbominacions: 
ther fore ſhal bis blonde be poured vpon bins 
(elf, andtbeL ORDE bis Godfhal rewarde 
bim bis blaſphemies. 


Khe rij. Chap. 

The XU. Chapter. 
Heabbominacion of Ephraim is co 
me alſo in to Iſtael. He is gone backe 
to Baal, ther fore muſt bedye. And 

nowthey ſynne moꝛe and moꝛerof their ſyl · 
uer, they nate chemmoleen ymages, lite the 
Idols ofthe Heit hen, and yet au is not hin 
ge but the wore of the evaftefinan. Prot 
withſtõdinge they preach of the fame: who 
ſo wi kyſſe the calues, offreth co men. Cher 
forethey fhalbeas themoznynge cloude,and 
as the dewthat early paffeth awaye: andli- 
eqs duſt that y wynde taketh awa ye from 
the floore, and as ſmoke that goeth out of ¥ 
chymney. 

JamebeLORDEthy God, which prong bt 
the out of the londe of Egipte:that thou 
PhuldefE kuowe no God butmeonly, Tthat 
thon ſhuldeſt haue no Sauioure but only 
me Itoke diligent hede of the in the wilder⸗ 
neſſẽ that drye londe. But when they were 
wel fedde and bad ynough, they wared prow 
de, and forgat me .Cherforewill J ke onto 
themas alyon, andasalecpardcin y waye 
tothe Affirians .F wil come vpon them as 
& fhebcer, thacis robbed of bir welpes ,and 
Ywilbreatethat fiubburne herte of theirs. 
There wil J deueure t hem as alyon:yee the 
wylde beaſtes ſhal teare them. 

© Iſtaẽel, chou doeſt but deſtroyethy felf, 
In mẽ only is thy helpe. Where are thy tin- 
ges now, that ſhulde belpetbein allthy ci- 
ties 7 Nee and thyindges,of whemebeu fay 
deſt: geue me a Einge and prynces 7 well , I 
gaue che a tingeinmy wraͤth, and in my dif- 
——— will Fj rate him from the aga yne. 

he wickedneſſe of Ephraim is beunde to⸗ 
gether, z bis fynnelicth hyd. Ther fore ſhall 
ſorowes come vpon bim, as vpon a weman 
that traualeth. An vndiſcrete ſonne is be: for 
he conſidreth not, that he ſhulde not haue 
bene able to haue endurcd in the tyme of his 
byrth, had not J defended bim from the gra 
ue,and delynucred bim from death. 

O death. J wilbethydeath:obell,F wil 
be thy fiynge. Ret canZ ſeno comferth, for 
when be is now the goodlieſt amonge the 

zethzcn, the raféwynde(euenthe wynde of 
the LORDE)fhal comedorne from the wil- 
derneſſe, and dzye vp bis condytes,anddzyn- 
ke vp bis welles :be ſhal ſpoyie the treaſure 
of all pleaſaunt veſſels. 

As foz Samaria,they ſhalbe made waiff, 
zrwbyrcbey are difobedient vnto cheir God, 


Tobey fhal periſh withebhe ſwearde their hil 
den fhalbe flayne, and their womenbygg 


with childe ſhalbe rypte yp. 


a 


Efa.gs.a 
Exeus.b 
Ofees.b 
Ofes.a 


Ex020.3 


Efa.asb 
Deus.a 


Deu.sa.b 


Tobaz.a 


uRegea 


C 


CEornzk 
Heb.z.b 


4. Reaza 


Yeres9.2 
Eze. 


Rebus.c 
Pial a 


Che prophee Gſtas. 
The XI. Chapter. 
A Vꝛne the now(o Iſtael)vnto y LOR 
DEthy God, forthou haſt taten a 
greate fall thorow thy wickedneſſe. 


Pree Cabetbefe wordes with you, when ye rurne 


totbeLORDE, z faye vnto him: G forgeue vs 
alloure fynnes,receane vs gracionfly,z then 
wil we offre ¥ bulloctes of ourelyppes on- 
torhe. Aſſur fhalbe no moze oure belper, ne- 
ther will we ryde vpon horſes eny moze. As 
for che workes of onre bondes, we wil nomo 
recall vponthem: For itis thou that art ow 
re God, chon ſheweſt euer mercy vnto the fa 
therleffe. 

Dyf they wolde dothis) J ſhulde heale 
their ſores: yee with all my herte wolde J lo 
ne them: fo ¥ my wrath ſhulde clene be tur- 
ned awa ye from chem, Ree J wolde be vn⸗ 
69 Iſrael asthe dere, and be ſhulde growe 
a9 ¥ lylie,z bis rote ſhulde bicate out as Li 
D banus.dis braunches ſhulde ſprede out abro 

de, ⁊ be as fayre as the olyue tre ſmel as Lt 
banus. The ythat divel vnder bis fhadorce, 
ſhulde come agayne,z growe vp asthe cor 
ne, ⁊ floriſh as the vyne: he ſhulde bane as 
good a name, as the wyne of Libanus. 

O Ephraim what haue Ito do with F- 
dols eny moꝛe roll graciouſfly heare him 
lede him forth Fj wil be vnto the as a grene 
F yꝛe tre, vpon die ſtalt t hou fynde thy fru· 
te. Who fo ts wyfe, ſhal vnderſtonde this: 
be ¥ is rightenftructe,wil regarde tc. For y 
wa yes of the LORDEarerightuons,fochas 
be godly wil walte inthem : As forthe wie 
ked they wil ſtomble therin. 


The ende of che prophet Oſeas. 


She Pꝛophet 
Goel. 


What Joel conteyneth, 


Chap. I. Sefhewerh Ffesel chat allthereglo- 
ty and outwarde ceremonies , foal be pur 
Downe and ceaffe 

Chap. ul. The plages are greate , wherfor be 
woldehauethemto mourne: yer yf they will 
amende,they maye hope for grace. 

Chap. tl. Zow the people ere brought egayne, 
‘and their enemies punif hed. 


The firf—C hapter. 
a | Dis is the worde of theLORDE, 
i that came vnto Joel the ſonne of 
Phatuel: Heare õ ye elders: ps dꝛe 
this wel, all ye that dwell inche ls 


Che t. Chap. Ao. lxxxvij. 
de: yf euer there happened fochathingein 
youre dayes,ozin ¥ Dayes Of youre fathers. 
Cell youre hildzen of it,zlee them fheweie 
vnto their children, zforbey to certifie their 


pofterite therof. Lote what the caterpiller Exo· io d 


hach le hath the gre eaten vpr 
what — pala — — —— 
cuſte eaten vp:zwbattbhelocufte bath lefte, 
that hath the blaftinge confined. Wake vp 
yedzoncFardes , zwepe: mourne all ye wyne 
fuppers, becanfeof youre fivete wyne, for it 
ſhal betaben arraye from youre mouth. yee 
a mightie ⁊ aninmumerable people [hall co- 
me vp in to my londert heſe haue teth like the 
tech of lyens ⁊ chaftbones lite thẽ lyoneſ. 
ſes. Chey ſhal make my vinyarde waiſt, they 
hal pyll of che barckes of my fygetrees,firy 
petbem bare, caſt them araye,and mate the 
bzaunches whyte. 

late ¥ moneas a virgindoch, y gyrdeth B 
ber felfe with ſacke, becaufe of bir bryde gro 
me. Sorchemeate z drynkofferynge fhalbe 
taten awsyefrons the boufeof the LORDE: 
z the pꝛeſtes ¥ LORDES munifters ſhal mour 
ne. The felde ſhalbe waifted, thelonde ſhal · 
beina miferable café: for the come ſhalbe de 
firoyed, che ſwete wyne ſhal come to con fu · 
cion,zthe oyle veterly deſolate. The huß bõ · 
demen z the wyne gardeners ſhal Lote pi- 
teoufly zimate lamentacion, forthe wheate 
wyne z barley ,zbecanfe thebarueft vpon 
the feldeis foclenedeftroyed. Che grapega 
therers fhal mate greatemone, when the vy 
nyardezfygetrees be ſo veterly waifted.mee 

che pomgartettes, palmtrecs, aplecrecs, 
zebeotber trees of the felde ſhall wyther a- 
wa ye. Thus the mer y cheare of che cdhilden 
of men, hal come to confucion. 

Gyrde you, T make y? mone, o ye preſtes: 
mourne ye miniſtres of che aulter go youre 
wayein,zflepe in ſackcloth. oye officers of 
my God: forthe meatz dzyntofferynce ſhai 
be taken awa ye from the boufe of yor Gov. 
Proclames fajtynge, callthecSaregacion, C 
gather the cloersz all the inbabiters of the 
Tonde together into ehe beufe ofehe LORDE 
ye God,z crie vnto the OR DE:zalas, alas 
forthis daye. And whyrthe daye of cheLOR 
DEis at honde,and commeth as avefiroyer 
from the Allmig htie. S hal not y meates be 
take awa ye be fore cure eyes, che myrth alſo 
zioye fromthe houſe of oure God? The fede 
ſhal per:fh in the grounde. the garners ſhall 
Lyewaift, the floozes ſhalbe broten dewne, 


forthe come ſhalbe defircied O whatafinh s.Rewa 


Inge mate che catellzthe bullockes are very 
euel likynge, becaulé they baue no pafinres 
Ppp iij 


Deu.33.4 


loel. ac 
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Soph.ne 
Amos 5.¢ 


foel.s.c 
Battas © 


Che prophee Goel, 
and the ſhepe are fameßſhed awaye. 

® LORDE,tothe eles crie: for the fyre 
bach conſumedthe goodly paſtures of che 
soyldernefje, and the flame bath bene vp all 
the trees of the felde. Reethe wylde beefies 
erie alfo onto therfor the water ryuers are 
dryed vp, and che fyze bach confumed the 
paſtures of the wyl derneſſe 

Tbe ll. Chapter. 

& Loweour ¥ trompetin Sion, z crie 
93 vps my boly bill, ¥ all foch asdwel in 
the londe ma ye trẽble at it: for ¥ daie 
of the LORDE commeth, zis harde ac bon 
Sen darcke daye a gloomynge Daye, a clou- 
Dy Daye, yee ⁊ a ſtormy Daye, like as themoz- 
nynge ſpiedeth out vpõ che hilles: Mamely 
& great ⁊ mightie people: ſoch as haue nor 
beneſeus ¥ beg ynnynge, nether ſhal be after 
them for enermoze. Se fore him ſhal be a con⸗ 
ſoͤmynge fyre, bebyndebim a burnynge fla 
mz. The londe ſhal be as a garden of pleaſu 
re before hun, but behinde bum ſhal it be a ve 
ry waiſt wilderneſſe there is noman, that 
hal efcape bint. Chey are to loke vpon lite 
bayrded — — like horſe men They 
ſk yppe vp vpon ¥ billes,as it weret he foun 
de of charettes: as che flame of fyret hat com 
ſumeth che ſtrawe, and as a mightie people 

redyto the batell. 

The folte ſhalbe afra yed of him, all fa · 
es ſhal be as blacke as a pot. Theſe ſhalrũ 
nelite giauntes leape ouer the walles hte 
men of warre. Euery min bis goinge ſhal 
Eepe bis araie not go out of bis Path. The 
re ſhal not one dryue anot her. but ech ſhal ke 
pe bis owne waye They ſhal breale in atthe 
wyndowes,z not be hurte: They ſhal come 
mtothe cite,z rume vᷣpon the walies: They 
[bal ciymme vp vponche houſes, ⁊ ſlyppe in 
at the wyndorwves like a thefe. The earth ſhal 
quate before bim, yeethe hrauens fhalbemo 
ned:the Sonne Moone fhal ke dazcFened, 
andthe ftarres fhal withdzawetbeir fhyne, 
The LORDE flyal flyewe bis voycebe fore bis 
Hooft, for ts hooſt is greate, firongezmigh 
tieto fulfill bis con maundement. This is y 
greate and maruclous fearfull Daye of the 
LORDE:2ind whois ableroabyve it? 

Clow therfore faieth che L ORDE: Turne 
you vnto me with all youre bertes, with fae 
cinge, wepynge and mournynge:rente youre 
bertes, znor youre clothes. Turne you vnto 
theL ORDE youre God, for beis gracious z 
merciful, longe ſufferynge z of greate ccm- 
paffion:z redy to pardone wickednes. Then 
(no doute be alſo ſhal turne. forgeue: af- 
ter bis chaftenynge, be ſhal let youre increa· 


he ij. Chap. 
feremayne, for meat zdzynFefferynges vn 
tothe LORDE youre God? Blowe out with 
the trõpet in Sion, proclame a Fafemnge,cald 
the congregacion, z gatber the peopletoge 
tber:varne the congregacion, gacbertheele 
ders, brin ge the children ⁊ ſuclynges toge · 
ther. Let y brydegrome go forth of bis chã⸗ 
bre,zebebryde out of ber clofer. Lerche pre⸗ 
fies feruecbeLORDE betwirte the porch ⁊ F 
aulter, wepinge ⁊ ſayenge: befanourable(o 
LORDE)be fanourable onto thy people:let 
not thine heretage be broughtto fody confu- 


TotLie 


cion,lefEthe Seitben belozdes therof Wher D 


fore ſhulde they faye amonge the Heithens 
iwheie is nowot heir God? 

Chen ſhalthe LORDE be gelous ouer his 
londe, ⁊ Ipave bis people: yee ¥ LORDE ſhal 
anſwere.ẽ faye onto bis people: Bebolde, I 
reil ſende you cozne, wyne Toyle, forbat ye 
Phal baue plency of chem:z7j wil nomoze ge 
ue you ouer to be arepzofeamonge the Sei⸗ 
then.Agayne,as for hꝛm of the north I ſhal 
dryue bim farre from you:z ſhute him ont in 
toa drye and waiſt londe, bis face towarde 
the eaſt (ec, and bis hynder partes towarde 
the vrtemoſt (ec. Che ſtynke of him ſhall go 
vp, and bis fylthy cozrupcion fal fall vpon 
bimfelf, becaufe be bach dealtẽ ſo proudly. 
Feare not (d londe) but be gladand reioyfe, 
fortheLORDEwil do greatẽ thinges. Be noe 

e afrayed nether(o ye beaſtes of the felde) 
fe the paftures fal be grene, and the trees 
[hal bearerheir frute: the fygetreesz vinyar 
des ſhal geuetheirincreafe. 

Begladchen(o yechildzen of Sion) and 
reioyfein the LORDE yenre Gov, for he hath 
geuen you theteadher of rig¢htuonfiies:z be 
itis ¥ [hal fende you dorwnẽ ſhuwers of ray- 
ne,earlyandlate inthe firft moneth: ſo that 
¥ garners ſhal be fuil of come,andtbe pref 
fes plenteous in wyne andoyle. And as foz 
the yeares that ¥ greß ſhepper, locufie, blaſ⸗ 
Einge ⁊ caterpiiler (my greate hooſt, which 
Flencamonge youhanecaten vp, fhalre 
ñore them to you aga yne: ſo that ye al ba- 
ne ynoughto eate, and be fatiffied: and pray 
fetbename of che LORDE youre God, that 
fe marnelonfly bath dealte with you. 

And my people flhall nener be confoun- 
ded eny moze:Re ſhall well Enowe that J 
am in the myddeſt of Iſtael, and that J ans 
youre God:yceand that there is none orber, 
and my people ſhall nomoze be broughtto 
confucion. 


bſal ze. 


After this, will J poure out myſprete v· F 


m all fleſh:⁊ yo ſonnes z yo deughters 
— olde mẽ ſhal dꝛeame drea⸗ 
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Remind the tyme ſh 


Che prophee Boel, 


mes z youre yongemen ſhal ſe vifions:Meein 
thoſe dayes J will poure out my ſprete dpon 
feruauntes and maydens. I will ſ heroe won 
ders in beanen aboue,and tots inthe earth 
beneth;bloudeand fyze, andthe vapoure off 
finote. be Sonne ſhaibe turned in to darck 
neffe,z ¥ Moone in co blouder before y grea 
te T notable Daye off the LORDE come. And 
al come: ¥ robo ſo euer callech on 
thename of cheL ORDE,fhalbe faued. Foz 
vponthe moune Sion z at Jerujalem, chere 
foalbea faluacion,lite asthe LORDE Sach 
promifed:yee z amonge the other remnannt, 
whomtbeLORDE fall call. 
The lll. Chapeer. 
a SY Oz take hede: In choſe dayes zat ¥ 
KF famecyme, when Iturne agayne the 
captyuite of Jude ⁊ Jeruſaiẽ: I ſhal 
gather all people cogecber, z beynge thé in 
to.the valley of Jofapbat: and there wil J 
reafon with thé, becanfeof my people z bere 
tage of Iſrael: whõ they haue featred abow 
teinchenacione,z parted my love: yee they 
haue caſt lottes for my people,the yonge mẽ 
banechey ſet inthe brovel bonfe, z ſolde the 
Damfels for wyne, y chey mighthane to drt 
¥e. Thou Tirus and Sidð and all ye borders 
of Ep hiliſt ynes:what haue yetodo with 
me? Will ye defye me? well; yf ye will nedes 
defyeme, I ſhall recspence you, euen vpon 
youre beade,z J right ſhortlyrfor yebaucta 
Ez gawayemy fyluer z golde,my fayre good 
Ty Jewels, z brougherheminto youre gods 
bones. The children alſo of Juda and Jers 
falembaue yefolve vntothe Giekes , chat ye 
might brynge thé farre fro y borders of che 
ir orvne countrees, 
BBeholde therfoꝛe: J will rayſe them out 


4 ofthe place, where ye haue foldethem,z will 


Abd. 


“© seyoarde youeuen vpon yourebeade. Youre 


fonnes z youre Doughters will J fell eborero 
the hondes of the childiẽ of Juda, zfotbey 

al genetbem forth co fell, vñntothẽ eof Ga- 

6 people of a farre cofitre: forthe LORDE 
bimfelf bath ſayde it. Crie out theſe thinges 
amonge the Gentiles, proclame warre wake 
vp thẽ giauntes, let them drawe nye, let thé 
vome vp allthe luſty warryours of thé. Me 


Efas.a Ee you ſwweardes of youre ——— and 


ſpeares of youre fycFleszfythes. Let y wea 

Be man presen fironge. Muſtre you, and 

come, all ye Heithe roũde aboute: gather you 

cogetber,ebere ſhall the LORDE laye all thy 

giauntes tothe grounde. Let the peepleary 

{and geecbem tothe valleyof Joſaphat: 
athere wil F ſyt, and iudge all Heithẽ roge 
aboute. 


Che ij. Chap. oo. lxxxviij. 


Layeto youre ſythes, for the harueſt is ry Aposs.d 


Pescome,get youdotone: the wynepzeffe is 
full yee the wynepreffes runne ouer, foztheir 
wickedneſſe is waren greate. Inthe valley 
appoynted,therefpalbe many, m̃any people: 
forthe daye of the LORDE is nye in ¥ valley 
appoyited. The Sonne and Noone fhall be 
darcPened,z the ftarres [hal withozare the 
irlight.CheLCRDE ſhal roare out ofSion,z 
cricontof Jernfalé,chat the beauens z the 
carth ſhal quate witball. But the LORDE 
Hal be a defence vnto bis orone people, ãda 
refuge forthe childꝛẽ of Iſtae Thus ſhal ye 
Enorce, ¥ Fj the LORDE youre God dweil vy 
my boly mount of Sion. Then fal Jeruſa⸗ 
Tébe bely,z there ſhal no ſtraungers gothe- 
rowberenymoze.C ben fhalebe moitaynes 
droppefivere wyne, z the bylles ſhail flowe 
with mylcke. All cheryuers of Juda Pal ba 
ue water ynough,z outof the LORDESbou- 
fe.there foal flowe a fpzynge,to water yẽ bie 
Ee of Sitim:but Egipte ſhaibe layed waift, 
⁊ Eds ſhal be deſ latebe cauſe theyhauede 
alte ſo cruelly with the chudrẽ of Juda, and 
dinnocent blonde intheirlonde.A gayne, 
jude ſhalbe inbabited foz eucrmoze,z erie 
fal from generacionto generacié: for I wil 
not leaue their blonde Snauenged. 2Andthe 
LORDE ſhal dwell in Sion. 


Theende of the prophet Yoel. 


She Prophet 
Amos, 
Wyat Amos conteyneth. 


Chap. I. _ Seprophecyeth Dew 
Tape. tprcketom ane aueeet ema nese 
Corp, rf a Punyrourees vpõ Moab Jude, end 
eel. 
Chap. il. Godwarneth before he punyſh · 
Chap. UM. Zefhewerh — —⏑⏑ 
andtheplages fo: tbe ſane · anð cr orrero thé 
toamende. 
— — compleyneth for the captyuyte 
Chap. Vi. Ze reproueth the welthy, xdyll and 
delicate people, rellinge them thert deſtrue · 
ction. 
Chap. VU. Thepunyfhment off the peoplefher 
‘wed by dyuerfe vifions. 
Chap. Vill. Avijion agaynft the coverous peo» 
pleand faifewaightes. Che bungcrof Gove. 
* 
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The prophee Amos. 
The fuſt. Chapter. 


Hefe are the ſermons that we 
re ſhe wed vnto Amos (which 
was one ofthe ſhepherdes at 
| Checua)vpon Iſtaͤei inchery 
me of Ofias kynge of Juda, z 


= incheryme of Jeroboa ¥ fonncof Zas kyn 


geof Slisel,cwo yearebefore ¥ earchquate 
Andbefayde:T he LORDi ſhai roare cut off 
Sion,z [hewebis voyce frd Jeruſalẽ: ſothat 
¥ paftures of the ſhepherdẽs ſhal be in a mi 
ſerabie cafe,z ¥ toppe of Charmel dzycd vp. 

Thus ſayeth che LORDE: for thꝛe z feure 
wickedneſſes of Bamaſeus. J will not ſpare 
her:becauſt they hauethroßhed Galaad ni 
y26 flales: Bůt J wil ſende a fyre in to y hon 
[eof dasael,che fame ſhal conſume the pala 
ces Of Benadab. Thus wil J breakethe bar 
res off Damafcus, z rote out the inbabiter 
frdche felde of Auen, and him y bolocthebe 
ſcepter out of y pleaſunt houſe: ſo ¥ the peo 
ple ſhalbe dryuen eut of fayze Siria ſayeth 
the LORDE. Thus ſaiet hthe LORDE: § 02 thre 
⁊ foure wick edneffes of Gaza,7j wil net ſpa⸗ 
reber: becauſe theymate the piefoners yet 
more captyue,z bane drynen ehẽ in tothe 15 
de of Edom. Therfoꝛe wil Iſende a fyre in 
coy walles of Gasa, which ſhal deuoure bir 
houſes. J wil rete out thẽ y dwell at Aſdod 
zbinry holdeth the ſcepter of Afealon, and 
ſtretch out myne bondecuer Accaron, that 
theremnaunc of che Philiſtines ſhal periſh 
[aieth the LORDE, 

Thus fayethche LORDE: Forthreand fow 
re wickedneſſes off the cite off Tyre, J will 
not {pare her: becauſe they baueincreafed ¥ 
captinyte of the Edomites, and haue not re 
membꝛedthe brotherly couenaunt. Therfo 
re will Iſende a fyreintorbe walles off Ty 
re,chat ſhal confume bir pallaces.Cbus fa- 
yetb the LORDE: Forthre and feure wicFed- 
nefles of Edom J wil not ſpare bim, becan- 
ſe he perſecuted bis brother with chefiverde, 
defiroyedbis mecbers wembe, bare hatred 
very longe.and ſo kepte indignacion allwa · 
ye by bim. Therſore will I ſende a fyre in to 
Themã, which ſhal deuoũre the pallaces of 
Boſta. 

Thus fayeththe LORDE: Foꝛ thꝛe ãd feu· 
re wickedneſſes of the childzen eff Ammon, 
Jwul nocfparetbem:becaufe theyrypte vp 
the womẽ greate with hildein Galaad, to 
mate the borders of their londesthe wyder 
Cher fore J wil kyndle a fyre inthe walles of 
Rabbath,chac flhall confume hir palaces: 
swith a greate crie, in the daye of batel, in tem 


The ij. Chap. 


pefEand in che daye off ſtorme: ſo that their 


kynge ſhal gqinto iuyte, he and bis prẽ 
—— — LORDE. — 
The ll. Chapter. 


foure wickedneſſes off oab. J will 

not ſpare him:becauſe he brent the bo 
nes off ehetmge of Edom coaffhes. Cher 
fore will Ffendea fyre in to Moab, whidy 
ſhal cõſum̃e J pallaces of Carioth:ſoy Mo 
ab ſhal periſh with a noyſe, and the founde 
of a ſharwme. J will rote out the iudge from 
amdgetbem,and ſlaye all bis pzynces with 
him ſayeth the LORDE. Thus fayeth che 
LORDE:fortbie ad foure wickedneſſes of ju 
da. J wilnot [pare him:becauſe be bath café 
aſyde the lawe of the LORDE,and not tepte 
bis commaundemences:fo2 why, they wol- 
de nedes be difceaucd withthe lyes,chatrhe- 
ir fore farbers folorecd.T ber fore will 7 jen- 
dea fyre in to Juda, which ſhal conſume the 
palaces of Jeruſalem. 

Thus fayech the LORDE: Gozthzez foure 
wicFedneffes of Iſtael. JI wil not (pare bim: 
becanfe be hath folde the rightuous fo: mo- 
ney, andthe poore for pues. Theytreade 
vpon poczemiens heaves in the duft of the 
earth, z crotethe wayes off the mete. The 
ſonne andthe father go tothe barloe,to diſ⸗ 
Honcuremy boly name: they lye beſyde eue- 
ryaulter vpon clothestaten to pledge, and 
inthe heuje of their goddes they drynke the 
wyneof the oppreſſed. Met defiroyed Ithe 
Amouite before them,that was as bicasthe 
Cedze trecs,and as firongeasthe ofes : not 
withſtẽ dinge J defiroyed bis finte frõ abo- 
ue,and bis rete frem onder, 

Aga yne: Jbrought you ont of thelonde 
of Egipte,andled you rl. yearesthozcwthe 
wylderneſſe that ye might baue the Amori 
ters londe in poſſeſſion. I rayfed vp prophe · 
tes amonge yeurechildzen, and abjieyners a 
monge youre ySge men. Is it not fo,0 yedhil- 
dren of Hrael,fayeththeLORDEBut ye ga 
uetbheabficyners wyne to drynke, yee ye cõ· 
maun ded the prephetes ſayenge: Prophecy 
not. Beholde. J wil craſſhe you in fonder, lt. 
feasa wayne craffleth, ¥ is full of ſhea⸗ 
ues: ſothat ¥ ſwifte ſhall not efcape, nether 
the ftronge beableco do eny thynge:no, the 
giauntefhalnorfanchisownelife. Chear- 
cher fall not abyde, and the fiwifte off fore 
ſhali not eſcape. The horſmã ſhal not ſaue 
his life T he that is ac maly of ſtemack as a 
giaunte, ſhall in that daye be fayne to runne 
his wayẽ naledſa yetht he Lok. 


x dus fayeth the LORDE: Fozth:e and 
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Fhe prophee Dinos. 
ThellLChapter. 
GY are, vobat the LORDE[peateth vn 
GB to you(o ye childrenof Mftaelname- 
Ty, vnto all ¥ trybes,rehd J brought 
out of Egipte, and ſayde: Mou only haue J 
accepted from all the generacions off the 
eartb:tberfoze will J vyſet you in all youre 
wicedneffes. Taye twaine walketogether 
exceptethey beagreed amonge them felues? 
Doth a lyon rogre inthe wodde, excepte he 
bane a pray? Or crieth a lyons whelpe out 
of bis denne, excepte be haue gotten — 
gerDothe byrde fall in a nare vps y earth 
where no fouler ts 7 Taketh a man bis ſnare 
vp fromthe grounve, afoze be catche ſem⸗ 
what? Crie chey ont Alarum with thetrom 
het inthe cite, andthe people noc afrayed? 
Conmieththereeny plageina cite, withouc 
icbe the LORDESdoingey Now doth the 
LORDEGobd no maner of chinge, buc be tel- 
lech bis fecrete before vnto his ſeruauntes ¥ 
prophetes. When a lyon roareth, who 
rill nog be afrayed 7 Seynge then tbat 
the LORDEGod bimfelf ſpeaketh, who will 
not prophecy? 

Preach inthe palaces at Aſdod, and in 
the palaccs off the londe off Egipte, and 
ſa yergather you together vpon the moũtay⸗ 
nes off Samaria, ſo ſhall ye ſe greate mur ⸗ 
thur and violent oppreſſion amonge them: 
forwhy, they re garde not the thinge that is 
right ſa yeththe l ORDE:they gather coge- 
eber euell gotten goodes, and lã ye vprobbe 
ry in their boufes. 

Ther fore thus ſayeth the LORDEGod: 
This londe fhalbecroubled and beſeged roũ 
de aboute, thy ſtrength ſhalbe plucte from 
the,andeby palaces robbed. Thůs ſaiet h the 
LORDE: lite as an hyꝛdeman tabet h ewoleg 
ges ora pece off ancare out * Lyons 
mouth: ven (othe childrꝛen of Iſtael ( that 


dwell in Samaria, hauynge their couches in 
the corner, and their beddes at Damaſcus) 
ſhalbe plucte awaye. Heare, and bearerecoz 
be in the houſe of Jacob (ſa yeth the LORDE 
God of hooſtes t hat when FJ begynne to vy 
ſet che wickedneſſe of Iſrae. J will vyſet y 
aulters at Bethel alſdẽ ſo that the hornes of 
the aulter ſhalbe broben of ⁊ fali to the gꝛoũ 
de. 

As forthe wynter houſẽ and ſommer how 
fe, will ſmyte them Downe: and the bonfes 
of yuery, yeeandmany other houſes ſhal pe 
riſh, and be deftroyed, fayeth the LOR- 
DE, 


The 1 1Chapter. 


Khe tij. Chap. Ao. lxxxix. 
SY arethis worde,oyefartyne, chat A 
& be vpon che bill of Samaria: ye that 
Do poore mẽ wronge,and oppreſſe the 
nedy:yetbat ſa ye to youre lordes: brynge by 
ther, let vs dzynte. Ther fore the LORDE bath 
frome by bis bolyneffe: Chedayes fhail cor 
me vpon you,chat ye ſhalbe life vp vps [pee 
res,and youre pofterite caried arvaye in fyſ⸗ 
fher panes. re fall get you out at che gap 
* one after anotber,andin Armon ſhaãl ye 
e caſt awaye, ſayeththe IORDE. 

Me came co Bethel forto worke wn graci⸗ 
ouſnes, and haue increaſed youre ſynnes at 
Galgal. Re brought youre facrifices inthe 
mornynge, and youre tythes vnto the thirde 
Daye.Me made a thatofferinge off leuen, ye 
promifed frewillofferinges,and pzoclamed 
thens.Soch luſt badye,o ye childien of Iſra 
el,fayeth theLORDE God. Ther fore bane I 
geuen you yole teth in all youre cities,z {care 
ceneffe off bzed inall youre places : yet will 
yenoccurne vnto me,fayeth the LORDE, 
Wyhẽ there were buc chremonethes vnto ¥ 
harueſt. J wit helde the rayne from you: yee 
¶Ira yneð vps onecite, and not vps another 
one pece off grounde was moyſtured with 
rayne and the grounde that J rayned not 
vpon, was drye. Wher fore twocẽ yee thre)citi⸗ 
es came unto one, to diynke water: but they 
were not fatisfied, yet will ye not turne vnto 
me,fayeth ¥ LORDE, 

‘J haue ſmyten you with drouth and blaſ· 
tinge:andlote how many orchardes, vinyar C 
des, fygetrees and olyue trees yebad: ¥ ca- 
tir puͤler hath eaten them vp . But yet will ye 
notturne vntome,fayerh the LORDE. Pefti- 
lence haue J fentamoge you, as Idyd in E⸗ 
gipte: youre yonge men haue J ſia yen wẽ F 
fiverde,and cauſed youre horſes beaten cap 
tyue: J madethe ſtynckinge ſauoure cf you- 
re tentes to come vp in to youre noſtrels: Yet 
wil ye not turne vnto me, ſayeth the LORLE, 
Some off you haneYouerchzoren 7 as J 
ouerthicwe Sodomez Gomonre: fo that ye 
were as a brande plucte ont of the Fyre. Ret 
ꝛwill ye not turne vnto me, fayethtbe LORDE. 
Ther foꝛre, thus will J handle che agayne 
¶Iſtaelye euen thus rill J handle the. 
Mate the ready then to metẽ thy God o Iſ⸗ 
rael. Gozlo, be maketh the mountaynes, be 
ordeneth the wynde, be fhewethman what 
he is aboute todo: he maketh the momynge 
and the darcPneffe,be treadeth vpsthe bye 
places off the earth ¥ LORDEGod of hoof 
tes is bisname. 


The V. Chapter, 
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The prophee Minos, 
A G Earethis worde(o ye houſe of Iſra⸗ 


Dandwhyr Imuſt make this mone 

for you:The vyzgin Iſrael ſhall fall,z 
—— ———— all be café Dow- 
ne vpon bit owne grounde, and no man ſhal 
belpe bir vp. Forthus fayeth ¥ LORDEGod: 
Whereas theredrvelt a M in one cite,chere 
Phalbe left fearcean€. therin and where y 
re dwelt an C.there ſhalſcarce ten be left for 
che houſe off Iſraei. Neuertheles, thus ſa⸗ 
yethebeLORDEwnte ¥ houſe of Iſtael: Se- 
Be afrer mead ye ſhal lyue, but ſere not after 
Bethel.Come not at Galgal, and go not to 
Berſaba: for Salgal fhallbe caried awa⸗ 
ye capt yue andBechel fhalcometo naught 
SckerheLORDE, y ve maye lyue:leſt the how 
feof Ioſeph be brent with fyzcand cSfimed, 
and leſt there be none to quench Bethel. 

Re turne the la we to wormwod, and cafe 
do wne rightuouſnes vnto the grounde. The 
LORDEmateth che vif. ſtarres and the Ozy- 
ons, he turneth the night in to daye, and o} 
the daye bemateth darckneſſe. He calleth 

B waters of the fee,and pourerh them out v- 
Ams-b pontheplaynegrounde: the LORDEIs bis 
name. Herayſeth deſtruccion vpon the migh 
tiepeople,z bzyngeth downe the ſtronge hol 
derbutthey owe him euel will, y reproueth 
them openlyrand who fd telleth che be play- 
ne treuth,they abhorre bis. Gor fo mod thẽ 
Deu. a9.€ as yeoppreffe y poore and robbe him of bis 
Sophie beſt ſuſtenaumce:t herfore, whereas ye bane 
buylded houſes off fquare ftone, ye ſhali noe 
dwell inchem. Maruelõs pleafaunt vynyar- 
des ſhail ye plante, but the wyne of the [bal 
ye not drynkbe:and whyr as forthe multitude 
of youre wickedneſſes and youre ſtoute fyn- 
nes, j Enowethem rightwell. Enemies are 
yeoff therightuous,yetaterewardes, ye op 
pꝛeſſe the pooreinindgment. Therfore che 
wwyfemuft nowbe fayne toholde bis tage, [> 
wicPedatymeisit. 

Seteaftertherbinge thatis good, z not 
eueũ fo ſhall yelyne:yee theLORDEGod off 
booftes [hal be with you, acordingeto youre 
orone defyre. Pate the enell, and love the 
goodsfec vp right agayne in the porte: 7 (no 
DouteeheLORDEGod of hooftes ſhall be 
mercifuil vnto the remnaunt of Soph. RF 
C nocfayeth the LORDE God, the Godof hooſ 

tes there ſhal be mourningein all ftretes, yee 

they yal fayetenery fireteralas,alas. Chey 

[hall callehe houfbondemancolamentacio, 

Gnd fechas canmourne,tomournynge. In 

all vynyardes there ſhal be heuyneffe, for 

will comeamonge you,fayethtbeL ORDE. 

Wobe vntothem that deſyre the daye off ¥ 
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The vi. Chap. 


LORDE: Wherfoꝛe wolde ye haue it? As for 
that daye of the LORDE, it ſhalbe darcke gb 
not cleare: Ree iike as when a mã rũneth frõ 
alyon,and a Beer metech with him: or whẽ 
be commetbincotbe boule, andvleencth bis 
honde vponthe walla ferpent byteth him · 
Shail notthe da ye of the LORDE be barcke 
and not cleare? ſhal it not be cloudy, and no 
Hyne in it? 

I hate and abhorre youre holy dayes, ad 
where as ye cenſe me when ye cometogether 
Jwillnocacceptett. Andthough ye offre 
me brentofferingesand meatofferinges, yer 
baue FJ no pleafiretberin: As for youre fat 
thankofferynges, J wilnotlote vpon then. 
Awaye with chatnoyle of chy fonges, Jwik 
nothearecbyplayes of mufick :but fe chat 
equyte flowe as the water and rightuouſneſ 
ſe as a mightie ſtreame. O ye houſẽ of Iſra⸗ 
el gaue ye me offeringes and ſacrifices choſe 
rl.-yeareslongein thewyldern eſſe? met haue 
yefec vptabernacles to youre Noloch, and 
ymages of youre Fools, Nee ãd the ſtarre of 
youre gob Rempha, figures which yemade 
to wozfhipethem. Cher fore wil J cauſe you 
be caricd awaye beyonde Damafcus, ſayeth 
the LORDE, whofename isthe Godoff hoof 
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S&S ® betothe proude welthy in Sis, A 


to ſoch as thinke theo fire vpon Y 
moͤunt of Samaria? which holde 
them ſelues for the beſt of the woꝛlde and ru 
le the houſe of Iſrael euẽ as they liſt. Go vr 
to Calne,and ferand from thence get you to 
Hemath ehe greate cite,andfo go downe to 
Gath of che Philiſtines:be they better ares 
ſe then theſe kyngdomes, or the border of the 
ir londe wyder then yours7Nearetaten out 
for the euei da ye euen yethatfyt inthe ftole 
of wylfulneffermethatlye vpon beddes off 
yuery,and vfe yourewantonneffe vpon you- 
re couches:yetbateatethe beftlambes of ¥ 
flocFe, andthe fatteſt calues off the droaue: 
yetbat fyngecotbelute,andin plavenge off 
eS MNEODS 1.1 


ate the pryde of Jacob, and J abbozre ai : 
Be, chee pai (ie pana are wh Be 
—* 


a 


Dewe. 


B 


Some call it 
* a tyne, 


@Rei.a 


sReiz.a 


The prophee Amos. 


netenmen in oneboufe,theyfhaloye. Go 
their nexte kynß folckes andebe vecd buriers 
all take them and cary awa ye their bones, 
and ſaye onto bins, tbat is in the ynnermer 
hounfẽ: is chere yer eny mo by ¥ 7 And be hal 
anfwere :theyareall gone, holde thy tunge 
¶ Hall be faye) foz they wolde not remembze 
thename of theLORDE. 

Debolve, che LORDEis mynded to ſmyte 
the greate bonfes, focbatthey ſhall decaye: 
ad chelitle bonfes,chatchey ſhali cleue a ſun⸗ 
der. Whocan runne with horſes or plowe nF 
oren vpon the harde rockes off ffoney Foz 
roby, ye haue türned true iudgment in to byt 
terneffe,and the frute of rightuouſneſſe into 
wommmod:Necenen ye,thatreioyfe in vayne 
thyngeszye chat [aye:banenotwe optayncd 
Domes in oure owne ſtrength? Weil take be 
de,0 ye bone off Iſrael ſayech the LORDE 
Gov of hooftes:F will bzyngea people vps 
you, wbich flyalltrouble you, fromtbe waye 
that goethcowarde Hemath, vnto the bzo- 
te — che 

The VIL Chapter. 

Gp BeELORDE Godfhewed me ſoch a 
* vifion: beholde, there ſtode one that 
made greß ſhoppers, euen when the 
rorne was ſhut ynge foith, after the kynge 
bad clipte bisfhepe. Now whenthey vn⸗ 
dertoke to eate vpallthe grene chinges in F 
(be, Iſa yde O LORDEGod, be merciful, 
beſere che: who ſhulde eis helpe vp Jacob, 
that is brought ſo lower So tbheLORDE was 
gracious therin and the LORDEfayde: well, 
ic ſhall not be. Agayne, y I0RDt ſhewed me 
this vifion:bebolde,the LOR DE God called 
the fyre to punyſh witball, and it deuoured 
the greate deperyee it conſumed a parteallre 
dy. Then fayde 3:0 LORDE God, holde thy 
nebonde: for who ſhulde els helpe vp Jacob 
thatis brought (olowey Go the LORDE 
was merciful cherin, and the LORDEGOD fay 

De:well,it ſhal not be. 

Moꝛouer. be ſhewed me this vifion:bebol 
de, the LORDE ſtode vpon a plaftered wall,z 
*amafonstrowell in bis bode, AndebeLOR 
DE ſayde vnto me: Amos, what ſeiſt thou? J 
anſwered: a mafonstrowell. Thenfaydethe 
LORDE:beholde. J willlayethe trowell amd 
ge my people of Iſrael, and will nomoze o⸗ 
ũerſee them: but che bye hilchapels off Iſa⸗ 
ac muſt belayed waiſt and the churdyes off 
Iſraei made deſolate:and as forthe houſe of 
Jeroboam. Jwill ſtonde vp aga ynſt it with 
the ſwerde. Vpon this ſent Amaſias che 

eft co Bethel vnto Jeroboam the kinge of 
Piftael fayense:aimes maketh cheboufeofy 


The viij. Chap. 2. xc. 


¶Iſraelto rebell agaynſt the the londe cã noe 
waye wich bis woides. Foz Amos fayerb: 
Seroboam hall oye with che fiverde,and Hf 
rael [hall beled awaye capryue out of ebeir 
orne londe. And Amaſias fayde vnto A⸗ 
mos: Serthe hence thouthat caf fefo well) 
and fle in tothe londe of Juda: getrbe the⸗ 


retbylyuynge,and prophecythere:and P20- Efaso.b 


phecynemode ac Bethel, for itis thet ynges 
chapel, and che kynges conrte, 


Amos anſwered and ſayde to Amaſias: C 


As forme, Jam nether prophet, ner pꝛophe zachsa 


tes fonne:but a keper of catell. Noiv as J 
was bꝛe a ynge doͤwne molberies, and goyn 
ge after thẽ catell the LORDEtoteme, zfay- 
de vnto me: Gothy waye, and prophecy vñ⸗ 
tomy people of Iſtael. And ther fore heare 
thou nowthe wõorde off the LORBE: Thou 
Kieſt:prophecynot agã ynſt Iſtael and ſpea 
ke nothinge aga ynſt the boule off Iae. 

Wher fore thůs fayeththeLORDE: Chy wife 
Phalbedefyledin ¥ cite, ſonnes and dough- 
ters [halbeflayne with the fiverde, and thy 
londe fhalbe meafared outwith the lyne: 

Thou chy felf ſhalt dye in an vnciene londe, 
and Freel ſhaibe dryuen out off bis owne 


countre, 
b Tbe VIII. ——— 

Dew HeLORDEGod|hewedme me this 

* viſion: and beholde there was a maũ A 
de with ſommer frute. And he ſa yder 

Amos, what ſeiſt thou? JI anfiwered:a maũ⸗ 

de wit h ſommer frute. Then ſa yde the LOR 

DEwnto me:the ende commeth vponmy peo 

ple of Iſtael. Jwil nomoze ouerſte them In 

that daye fhallehefonges off che temple be 

turned into fo2orw, fayethtbeL ORDEGod. 

Many deed bodyes fhal lye inencry place, z 

be caft forthſecretly Heare this, © ye ¥ op- 

—— Eyd deſtroyethe nedy in FeEa⸗b 

onde, ſa yenge: Whan will the new monet h 

be gone that we maye ſell vytale, and ¥ Sab 

bath,tharwe maye haue ſcarceneſſe of coz- 

ne:tomate the bu} —* leſſe andebe Sycle 

greater? We ſhall fet vp falſe waightes, F 

we maye get the poore vnder vs with their 

money,andthe nedy alld for ſhues: yee let vs 

ſell chechaffe for cone. 

The LORDE bath ſwoꝛne agaynſt the amok 
pryde of Jacobrtheſe wortes of theirs will 
Ineuer forget. Shal noe the londe eremble, 
and all they that dwell therin, mourne for 
thisrSbal noe their deftruccion come vpon 
them like a water ſtreame, z flowe ouer thé, B 
asthe floudeof Egipter Atthe fame cyme 


Gyeth the LORDE Ged) 3 ſhail cauſe ¥ SS tereas.b 


ne to go Domne at noone and thelondeto be 


Tob.22 


iere.s. d 


a sof Sawethe LOR DE fionbdinge vpon 


Phalass.2 
Abdua 


Gehae.b 


The prophet Amos. 


darcke in the clearedaye. Qoure bye feaffes 
will J curne to ſoro w, and youre fongesto 
meuritynge:7j wil brynge facF cloth vps all 
bacles, z baldues vpSencry heade: yee ſoch 
@ mourn ynge wil J ſende them, as is made 
vpor an only begotten ſonne, andt hey [all 
bane « miferable ende. 

DBebdlvethecyme commeth( fayech the 
LORDE Good) ¥ ſhal fendean hũgẽer in to ¥ 
earthnot the bunger of bred, nerthe thyrſt 
of water:but an hunger to bearecbe worde 
Off the LORDE:ſot hat they ſhal ge from the 
one fee tothe otber, yee from Jendeth vnto F 
eaſt runnynge abcute to ſeke ihe worde of ¥ 
LORDE, and ſhal not fynde it. In that tyme, 
Jhalebe fayze virgins andthe yonge men pe 
uifh for thyrff, yee enenthey chat fivcare in 
theoffence off Samaria, and ſayeas truly 
as thy God lyueth at Dan, and as truly asy 
God lyueth at Berſaba. Theſe [al fail, and 
never iyſe vp agayne. 

Rg IX. Chapeer. 


theaulter,and befayde:finytethe do- 
yr, rechete, that the poftes maye [bate 
woeball. Sortheir couctoufneffe ſhal fall v · 
pou alltheir beates,antcbe'r pofrerice fyal- 
be ſla yne wit h the fivrrde.Chey [yall nec fle 
awa ye, there ſhall not one off chum efeape, 
nex bedelyuered.Thengh they were buryed 
in the he!i, my honde ſhal feech chem fre m 
thencer hough they clymme vp co beanen, 
yet ſhal Icaſt then de rne:tbouch chey by 
de them felues vpõthe toppe of Carmel, yet 
yal J ſeke them out, and brynge them front 
thence: Thought heycrepe do wne fiomy 
ſight in to the depe of the fie, J yal cẽma 
Dethe ferpente,cuen there to dyte them. RAF 
they goarvaye befozetheirenemiesi to cap 
tynyte,then ſhall I commaundethe fiverde, 
ebere coflaye chem, 

Thus wil F fermyneeyes vpontbhens, for 
their harme and not for their wealth. Foz 
whenthe LORDEGed of hooſtes touchet h a 
londe, it eöſumeth awaye, and all they that 
dwell therin, muſt nedes mourne: And why? 
their deſtruccion ſhal aryſe asencry ſtreame 
and runne ouer t hem, as che floude in Egip 
te. He that hath bis dwellinge in heauen ad 
groundech his tabernacle inthe earth: be 
tharcallechthe waters of thefee, and pou- 
reth chem out vpon the playne grounde: bis 
namie isthe LORDE.® yechildzen off Iſtael, 
are ye not vntome,enen as che ozians, ſa⸗ 
yeththe LORDE? haue not J bꝛought Tract 
out off the londe off Egipte the philiſty⸗ 
nes from Capthoz,and the Sirians frõ Cyrr 


Khe tx. Chap. 
Beholde the eyes ofthe LORDE are vpon 
therealme that ſynneth, to rote it clene out 
of the earth Meüercheles, J will not vterly 
deſtroye the houſe of Jacob, ſaieth che LOR- 
DE. 


Sorlo,this J promyfechough Iſiffte ¥ 
Houfe of Firael amonge all nacions (lifeas 
they vfesofifteina fyneyyet [hall not ¥ final 
leſt grauel ftone fall vpõ theearth: But all 
the wicked doers of my people, that ſa yer 
Tuſhet he plage is notfonye,to ceme ſo haſ 
tely vpon vorthoſe ſhal periſh with che fiver 
de. At that rymewil J buylde agaynethe 
taleruacie off Dawid, chat is fallen dow· 
nc, and bedge vp bis gappes:and loke what 
is breke J ſhal tepayre it: Ree J (pal buylde 
Itagayne,asit wes afozetyme, ¥ they ma- 
ye poffefle the remnaunt of Edem, yceand 
all ſoch feople as call vpon my name w thé, 
ſaiet ht he LORDE ax hich doth t heſe thinges. 

Beholde, the tyme commech (faieth the 
LORDExbattheplowman ſhal onertate ¥ 
me wer, and ¥ treater off grapes, bim thar 
fererp fede-E bemennce snes ſhall droppe 
ſwete wyne, and the hilles ſhall be frueefoll, 
and J wil turne the captynyte of my people 
Of Iſtaelrt hey ſhal repayze the waift cities, 
zhanethe in peffeffis: they ſhal plante vin- 
yardes, Ad DzynEethe wynctherofithey ſhal 
mate gardens,and entoyethe frntes off the. 
And wil plate them vps their owne greũ 
de, ſe chat J will neuer rote them our aaay- 
ne frem thẽir londe, whidy I haue geuen thé 
fayetbtbeL ORDEthy Good, 


The endeof the prophet Amos, 


& 
The Prophet 
Abdy. 
What Abdy conteyneth. 

Chap. 1 Beprophecyethagaynftthe paoude ſto · 
maces of the Edomites rhat vereð the Bfra- 
elires in thetr aduerfite Befhewerb, what pia · 
gesfhalcome rpon them. 

The fuſt Chapter. 
His is the viſion that was fle A 
} wed vnto Abdy:T bus bach 
| LORDE God (poke vps Eve: 
We haue herdeof the LORDE 
| ¥ there is an embaſſage fene 
amongetbesscithen: Cp, lee vs aryft, and 

fight aga ynſt chem. Bebclee,F willsvate y 

finallamogetbe Heithen, ſo that thou ſhait 
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Che prophee Abdy. 


be veterly deſpiſed. The pryde of chine herte 
bath lift che vᷣp thou that dweileſt in ¥ ſtrs 
ge holdes off jione, and Haft mave the an 
Bye feate: Thoͤu ſa yeſt in chyne berce: who 
{hal caſt me vowneto the grounder Bue 
though chon wenteft vpas bye as the Ae- 
gle,and ma ydeſt thy neft aboueamonge the 
ſtarres: yet wolde J plucke che downe from 
théce. wf ¥ theues zrobbers cameto y* by- 
night,cboutabinge thy reſt: ſhulde they not 
Feale, till they bad ynough7yf the grape ga 
therers came vpon the, woldethey not leaue 
the fome grapes? Suc how hall they rype 
Eſau, and fete out bis treaſures? 

Ree the men that were fivome vnto the, 
Phaldzyuethe out off the borders off thyne 
owne londe.Chey that be nowat one with 
the,haldifceanethe,and oucrcome ¥ : ue 
eheychareatetby bred ſhall betvaye che, oz 
euer chou perceancit. Shal not J at the fa- 
mecyme deſtroye the wyfemenof Edom, ad 
thofe that bane vnderftondinge, from the 
mount of Eſau!? Thy giaunres(o Cheman) 
[halbe afrayed, for thorow the flaugbrer 
they ſhalbe all ouerehzorone vpon the most 
of Efau. Shame ſhal come vpon the, for ¥ 
mualicechat chou ſhewedeſt to thy bectber 
Jacobꝛyee fox enermoze fale thou perifh, z 
that becanfé of the cyme, when chou dideſt 
fer chyfelf agaynft bim, euen when the ene- 
Mics carted awe ye bis hooſt, and when the 
aleguntes came in at bis portes, and caſt lot 
tes vpon Jeruſalem, and chou chyfelf waft 
as one of chem. 

Thou [hale nomore fethe daye of thy bro 
ther,thou [hale nomoze bebolde the ryme of 
bis captinyte: chou fhale nomoze reioyfe o- 
uerthe children of Juda, in thedaye oftheir 
deféruccion,thou ſhalt eryumphenomoze it 
thetyme of theircrouble. Chou ſhalt nomo 
re coms in at the gates off my people, inthe 
t yme of their decaye:thou ſhait noͤt ſe cheir 
myferyin the daye of their fall. 

Thou fhalc fende out no man agaynſt the 
ir hoff, inthe daye of heir aducrjicesnetber 
Phalecbouftsve waycinge enymoze at ¥ coz 
ners of the ſtretes, to murthur jody as are 
fled,02 to take them prefoners,tbatremayne 
in the daye of their trouble. Forthe daye off 
the LORDE is harde by vpon all Heit hen. 
Likeas chou haſt done ſo fhale thou be deal 
te withall, yee thon hait te rewarded euen 
vpont hine heade. For like wyſe as ye haue 
droncken vpon myne holy bill, fo ſhal all bet 

then dryncke continually: yee dryncke ſhall 
they and ſwalowe vp,fo that yc ſhall be, as 
though ye bad nencr bene: 


Fhe t. Chap, Ao. xci. 


Dut vpon the mount Sion, there halla D 


remnaunt eſcape: t heſe ſhalbe hoiy, and the Zacha.b 


houſẽ of Jacob fhal poſſeſſe eren thoſe that 

had chem ſelues a fore in poſſeſſis Morouer 

thebonfe of Jacob ſhalbe a fyze, che boufe 

of Soph a flame,zeheboufe of Eſau fhal- 

betbe ſtrawe: whichthey ſhal Eyndle and co 
fime,fo that nocbinge fbalbeleftof the bow 
ſe of fan, fo: the LORDE bimfelf bach fayde 
1. They of the fouth ſhal baue themount of 
Eſau in poſſtſſiſon and loke what lieth vpon 
the grounde,chat [hal the pbiliftynes bane 
the playne fedes [hal & phraimand Same 
ria poffefle:and che menuncaynes of Galaad 
[halen Yamin haue. And this hooſt fyalbe 
the childrẽ of Iſtaels prefoners: Flow what 
ſo licch from Canaan onto Sarpbad, and 
in Sepbarad,that yal be under the fisbiec- 
cion of Jerufalem:and the cities of the ſouth 
[hallesbereric.Chus they that efcape vpon 
thebill oF Sion, fhall go vp to punyſh the 
mount off Eſau, and the Eyngdome fhalbe 
the LORDES, 


Theendcoff the prophet Aboy, 


DThe MRoeophet 
ah JB oph 
What Jonas conteyneth, 


Chap. lL God fendeth Jonas vnto trintue, he 
fleyth,and ts caftin ro rhe fee. 

Chap. i. 2% Fyfh fwaloweth vp Jonas, whidy 
‘erteth vate God,and pzayferh bym,and the 
fyfb cafteth bimouragayne vponthelonde. 

Chap. Ml. Godfendeth him agaynero iinive, 
ro fhewe them the punyfhment for to co- 
me,yf they wil not repent they amende,and 
Godis mercifull to them. 5 

Chap. lil. Fonasisangrie and complaynetl 

sa Mf God.wbtdy vefousmerh bun. apleyaety 


Tbe firf— Chapter. 


Heworwe oftheLORDEcame A 
sj) Dito Jonas the fone of Ami- 
4 that fayenge: Aryſe, and get 
€ thetolTimue that greate cite: 
oand preach vntothem,bow ¥ 
their wict e dneſſe is come vp befeze me. 2nd 
Sonasmavebim ready to fle vnto Tharſis 
fromthe pꝛeſence of the LORDE, and. Sat bine 
downe to Foppa:where be founve a fhippe 
ready forto go unto Tharſis Gobe payde 
Dis fare, and wente abide i go 
i] 
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The prophee Jonas. 


with them onto Tharſis fromebe preſence of 
theLORDE, But cheLORDEburleda gree 
Eewyndein tothe fee, andeberewasamigh 
tie tempeſt in the ſẽer ſo that the ſhippe was 

in ioperdy of goinge in peces. Then che ma⸗ 

ryners were a fra yde, and cried euery man vn 

to bis god: andthe goodes that were in the 

Pippechey caftinrorhefec,colightenit off 
chem.But Jonas gat him onder ¥ batdyes, 

robere belayed bim Downe and flombzed. 

Sothemafter ofebe Poeppecanie to bim 
and ſa yde vnto bint: why ſlombereſt thou? 
Vp call vponthy Sodryf Godchapplywil 
thynte vpon vs,that we peryſhe noͤt. And 
they ſayde one to another: come, lec vs café 
Totres:that we maye Enowe, for whofe canfe 
we are thus troubled. And ſo they caſt lot · 
tes,and the lot fell vpon Jonas. 

ThE ſayde they vnto him:tell vs, for who 
fe cauſe are we chus troubled? what is thine 
occupacion? whence commeſt thou 7 what 
councremanarttbou,and of what nacion? 
Se anſwered them: Jam an Ebrue, andy 
feare the LORDEGod of heauen, which ma 
de both the ſee and diiclonde. Chen were ¥ 

menerceadingly afiayed, z fayde vnto bim: 
why dideſt thou ſor (forthey tnewe, that be 
wag fled fromebe prefence of the LORDE, be 
canfe be bad colde them)and fayde moro⸗ 
wer vnto bim: What Il we do vnto 
the,thacthe feemaye ceaffe fromtroublinge 
vsz(forthe fee wꝛought and wastronublous) 
he anſweredthem: Tate me, and caft me in 
tothe ſee,ſo ſhal it let you be in reſt: for J wo 
te, itis for my ſake, that this greate tempeft 
is come vpon you. 

Neuercheleſſe, the men affayed with row 
inge,co brynge the —* lode: but it wol 
de not be, becauſt the ſee wrought ſo z was 
forroublous aga ynſt them. Wherfore they 
cried vntotbeLORDE,andfayde: OLGR- 
DElet vs not periſh forebismans death, ne- 
ther laye chou innocent bloude vnto cure 
charge: forthou (OL OR DE) haſt done, euen 
as thy pleafure was. 7 

So they tote Jonas, and caf— him in to 
the fee, and the fee lefte ragynge. And che 
men feared the LORDE erceadingly, doynge 
facrifices Gomakynge vowes vito the LOR 
DE 


The (1. Chapter. 
WetheLORDE — greate fyſ 


he, to ſwalow vp jonas. S⸗ was 
Jonas inthe belyof she fyfh, thꝛe da 
yes andrbrenightes. And Jonas prayed wis 


Che tj. Chap. 


totheLORDE bis God, ont of the fy [yes be 
ly,and ſa yed: In my see called onto f_Pialas.x 
LORDE, and be berdeme: ouvoff the bely off 
bell F cried, andthou berdeft my voyce. 
Thou haddeſt cafeme downe depeiny mo 
deſt off the ſee andthe floude compafedome 
aboute: yee alltby wawes and rowles of roa RM. ud 
ter went ouer me, J thought that J bad be- 
ne caſt awaye out of thy ſight: but J wil yee: 
agaynelote towardetby hoiy temple. 

The waters compaſed me euento the ve B 


Matt id 
Lucas 


ty foule:the depelayeaboureme,and the we. 
Des were — ae heade. Iwen ⸗ 
e 
barred in with earth for euer. But thou( o 
LORDEmy God)haſt brought vp my lyfe a⸗ 
fayneed within me, Ithought vᷣponthe LOR 
DE:and my prayer camein vnto the, even in 
ne vanyties,rwil foxfate bis mercy. But J wil 
do the ſacrifice withthe voyceof: senate 
* 
whyzfaluacion commeth of the LORDE. 
2nd ¥ LORDEfpate vntoy fyfh,and it café 
The Ill. Chapter. 
+ Hen cametheworde of the LORDE 
get the to Ninue that greate cite, z tonera 
pee ontothem the pieachinge, whid) J 
niue at the LORDES cominaundement. Nini⸗ 
ue was a Greate cite vnto God, namely, off 
And Jonas wenteto, andentredin to 
cite: euen a Dayes iourney,and cried, ſa yen⸗ 
ninebe querthzowen.And che people of ti B97" 
nine beleued God, and pzoclamed faftinge, 
the greateas the finallof them. And the ty⸗ 
dinges came vnto ¥ tinge of Niniue, which 
rell off, and put on ſackcloth, and face bins 
downe in * 
Niniue.bythe auctorite ofthe kĩge and bis 
lordes, ſayenge: ſe that nether man or beeft, 
nether fede ner dbrincke water: but put on ſack 
ly vnto God: yee ſe that euery manturne frõ 
his euel waye and from che wickeoneffe, ¥ lete na⸗ 


te downe to the botome of thebilles,z was 
ga yne out of corrupcion. When my ſoule 
tothy holytemple, They chat hoide of vay⸗ 
uynge and wil paye that J baue vowed: 
out Jonas agayne vponthe dzyelonde, 
wnto jonas agayne,fayenge:vp,and 
de the. So Jonas arofe,andwente to OTE 
thre dayes tourney. 
ge: There are yet pl. da yes and then ſhal Ni 
and arayed them ſelues in fact cloth, as well 
arofé out off bis feate, anddyd bis appa- 
And it was cried and commanded in 35 
ore or ſhepe taiſt ought at all:and that they 
cloth both man and beeſt, and crye mighte- 
be hath in honde. 


Efass-b 
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Khe prophee Jonas. 


Whocancell>Goomayeturneand repz- 
te,and ceafe frombis farce wath, that we 
perif not. And when God fawe their wor⸗ 
tes, howtheyturned from their wicked wa- 
yeszbe repented onthe enell, which be ſa yde 
He woldedo vntothem, and dyd it not. 


The IIL. Chapter. 
SSS der fore Jonas wes fore difcontée, 


7 and angrie. And be prayed vntothe 
LORDX and fayde:® LORDE, was 
not this my fayenge(F pzaye the) when J 
was yet in my countre? therfore J baiftedra 
thertofle unto Tharfis, foz J Enowe well 
vnoughthat thou art g mercifull God, full 
of compaffion, ge ſufferinge and of area- 
te Eyndneffé,and repencefE when thon ſhui⸗ 
deſt take punyfhment.2indnowoLORDE ta 
Eemy life fro me(F befete the) for J had ra- 
ther dye then lyue. Chen faydethe LORDE: 
art thou ſo angrie And Jonas gat him out 
Of che cite, and ſat downẽ on ¥ eaſt ſyde ther 
oft and there made hima bothe, and ſat vn- 
Der it in che ſhadow, till be might fe, what 
ſhulde chaunce vnto the cite. 

And the LORDEGod prepared a wylde 
vyne, which ſprange vp ouer Jonas, that 
hẽ might haue ſhadowẽ aboue his heade,to 
delyuer him out of his payne. And Jonas 
was exceadinge glad of the wylde vyne.. 
But vps che nexte morow aga ynſt che ſprin 
ge of the daye the LORDE ozbdened a womme, 
sobich finote the wylde vyne, fo that it we- 
thered awaye, And whenthe Sone was vp 
God Pesporen 6 freustt eaſt wynde: andthe 
Sonne bete ouer the heade of Jonas, that 
befaynted agayne, and wyßſhed vneo bis 
foule,that he mighe dye,and ſa yder It is bet 
ter for meto dye, thétolyue. And Godfayd 
vnto Jonas: Art thou ſo angrie for the wyl- 
De vyne: And he ſa yder yee very angrie am 
euen vntothe deeth. And the LORDEfayde: 
thou haſt compaffion vpon a wylde vyne, 
whersõ thou beftowdeft no laboure, ner may 
deſt it growe:which fpzange vp in one night 
and perifhed in anccher: ind ſhulde not J 

then haue compaſſion vpon VNiniue that 
greate cite, wherin thereare aboue 
an C.and rr. thonfande per- 
fomnes!, ¥ Enowe noe theit 
sight hove frõ thelef- 
te,befydes mod) 
catell? 


The ende of the prophet Jonas. 


Khe fuſt Chap. Fo. xeh. 


She Pꝛophet 
©) 
—X 
AMicheas. 
What Micheas conteyneth. 
ap. I. Ze reproweth the people off Iſrael 

& ——— fos'thete 232— and Svola- 
try:be telleth themeberr punyf pment with 
mournynge- 

Chap. u. Ke rehearfeth thereabhominactons. 
Chap. ul. He reproucth che rulers and rhe pre 
phetes,as caufeof the peoples mfery. 
Chap. Ili. V. Se prophecyerh of the faluacronofF 
Gods people in Chrft,of hisEpngdome,and 

power of bis gofpel. 

Chop. VI. Anorher reprofe. Outwarde offerin- 
(Gesareercluded,andbercis declared what 
God requyzeth off man. 

Chap. Vil. The fumme off the thinges before 
fayde ThHelicle iocke of the Faithfull. 


The firf— Chapter. 


Hisisthe worde of the LOR- 
DE, that came vnto Micheas 
the Moraſtite in che dayes of ipa 
Foachan, Achas and sEsechi- 
| 48 riges of Juda: whic) was 4 
Phevocd bim vpon Samaria and Jerufa lem. 

deare all ye people, marcFe this well 9 
earth,and allthaͤt therin is: Ree the LORDE 
Sod himſelf be witneſſe amonge you,eurn yy 
LORDE from bis bely temple. Foz wiy* bẽ⸗ 
bolve,the LORDE ſhal go ont of bis place, z 
come Downie, and treade vpon the bic thin- 

es of the carth.T he moũta ynes ſhall con- 
—— him, Tthe valle ys ſhal cieue aſun 
deriliteas war cõſũmeth atthe fyre Tas ¥ 
waters runne downwarde. And all chisfhal 
be for che wickedneſſe of Jacob, and thefyn 
nes of the houſe of Iſtae . 

But what is che wickedneſſe of Jacob? 
Js not Samaria? Which arethe bye places 
Of Juda: Is noe Jeruſalẽ: Therfore I fall 
mateSamaria an heape of ſtones in che fel 
de, tolayeaboute the vynyarde: bir ſtones 
[hal cafe into chevalley,zdifconcr bir foo 
Dacids. All bir ymages fhalbe brorẽ downe 
z all hir wynnynges ſhal be brent inthe fyrer 
yeeall bir Fools will J veftroye: for why, 
they are gathered out of thebyze of an who 


x 


B 


a 


re,zinto anwhores byzefhal they be turney deu a⸗.e 


a@gayne. Wher fore Fj wilmournezmatela- 
inentacion, bare z naked will J gor Jmuſt 
mourne like ¥ dragõs ⁊ tateforowas ¥ EL 
triches: for their wotide is paft remedy: 2nd 
why-itiscomein to Juda ⁊ bath touched 
poꝛte of my people at Jeruſalẽ allredy. We 
pe not ieſt chey at Seth perceaue it. , 
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Che prophee Micheas. 


€ ThenatBetaphia,welterchy (elf in the 
duſt and aſſhes. Thouchat diveileſt at Se 
hir getthe hence with ſhame. The proude 
Poatt boofé nomoze foz very fozowe: z why? 
birnegbboure fhalleate from ber what fhe 
bach. The rebellious cite hopeth, t hat it [hal 
not be ſo euell: but for all thaͤt the plage [hal 
come from the LORDE euen into the porte of 
Jeruſalem. The greatenoyfe off the charct- 


4Rec tes fhall feare them, that divell at Lachis, 


whichis an occaſionof y ſynne of ¥ dough 
ter of Sion, for in the came vp the wicFed- 
neffes of Iſrael. Mee ſhe fent hir courſers in 
tothe londe of Seth. 

The houſes of lies will difecaue the kyn⸗ 
ges of Iſrael. And as forthe (othou thar 
Owellefé ae Moraſſa I fal brynge « poſſeſ⸗ 
fioner vpon the, ad che plage of Iſtael fhal 
reach vnto Oboila. Maket he balde,and ſha 
ne the, becauſe of thy tender childꝛen: Male 
the cleane balde as an Aegle, forthey ſhalle 
caried awa ye capt yue fromt he. 


The ll. Chapter. 


BM COCALO onto them, chat ymagyn to do 
— barme, and deuyſe vngraciouſneſſe 
Eopon their beddes, to perfourme it 
in Y clearedaye:fortheir power is aga ynſt 
Gov. When they covet to bauclende,they 


.Re ai · ¶ tate it by violence they robbe men off their 


houſes. 

Thus they ophꝛeſſe a ma for bis honfe, z 
eucryman foz bisberetage. Therfore thus 
ſayeth the LORDE: Bebolde,agaynft chis 
, wherout 

yc ſhal not pluckeyourenecFes: Re ſhal no⸗ 
more go ſo proudly, for it will be a perlous ty 
me. Inthat daye fall this terme be vſed. 
and @ mournynge ſhal be made ouer you on 
th:smaner: Webe veterly defolate,the poz 
cion off my peopleiseranflaced.YOban wil 
be parte vnto vs the londe,that be bach ta- 

Fen from vs? 

Neuertheleſſe there ſhalbe noman to de⸗ 
uyde the thy pozcion,in the congregacion 


Nuss oF cheLORDE. Tuſh holde youre tunge 


(fayetbey) It [hall noe fall vpon this peo- 
ple,we ſhall noc come ſo to confitcion, ſa⸗ 
yeth the houſe off Jacob. Ts thefpzete off 
the LORDE fo clene awaye 7 o2is be fo myn- 
ded? Trenthitis, my wordes are frendly 
vnto them that lyne right: but my people 
doch the contrary,tberfoze muſt F tate par- 
teagaynfitbem: ferthey take agwaye both 
cote and cloke from the ſymple. 

Me haue turned youre ſelues to fight, the 


Khe ij. Chap. 
women off my people haue ot out 
their good hou — taken * my bad 
cellent giftes from their childꝛen Op, ges 
you bence, foz bere [ball ye baue no Poe 

Decaufe off cheir Idolatr y they are cor · 
rupte, and fall myfirably perifh. 2F BZ 
were afleſhiy felowe, and a preacher of lyes 
and colve chemebat theymight fyt bebbin- 
ge andbollynge, andbedzoncFen: O chat 
were a propbet fortbis people. 

Due J will gather che indede(oGacob) 
and dryũe the remnaunt off Iſtael all to ge⸗ 
ther. ſhall cary them one with anorber, 
as a flocke in the folde, and as the catell in 
their fialles, bar they maye be difquietcd of 
other men. 

Who fo bieateththe gappe, be ſhall go 
before. They fall bꝛeake vp the porte, and 
goin and out at it Their tynge fall go befo 
re them, and the LORDE ſhalbe vpon the 
beade of them. 


Thettt. Chapter. 


Eare o ye heades of che houſe of Ja · A 
cob,and ye leders ofthe bonft of Iſ⸗ 


re laufull and right? But ye hate the good, — 
and loue the euell: ye plucke of mens flzyn- 
nes, and the fleſh fromtheir bones: Re eate 
the fleſh of my people, ad flay of cheirflzyn 
ne: ye breake their bones, yechoppe thems in 
peces as it were in toa canldzon, ãd as fleſh 


into a pot. Aow ehetyme fall ceme, thar Efarb 
when they call vntothe LORDE,be fall not foc b 


beare them,but bydebis face from them: be- 
caufe that thororotheir owne ymaginaciõs, 
they haͤue dealte fo wickedly. 

And as concernyngethe prophetesthat B 
difceaue my people, thus the LORDE ſayeth 


agaynſt thein: When theyhaue eny thinge Exea-d 


to byte vpon then they preach that all ſhal· 
be well: but yfa man půt not ſome thinge in 
to their mouthes, they pꝛeach of warre aga 
ynſt him· 


Therfoꝛe youre viſion ſhalbe turned to peyss.c 


nighe,z youre prophecyenge to darckneſſe. 
The Sonne [hall go dorene ouer thoſe pro- 
phetes, Tthe daye ſhalbe darcke vnto them. 
Chen fhallehe viſion ſeers be aſlhamed Y 
ſaythſa yers confounded:yeethey fhalbe fay 
necallthe packe of thẽ)o froppe their mou- 


thes, fo2 they haue not Gods worde. As fOr jere ne 
xc.s.a 


nie. J ans full of firength,z of ¥ ſprete of y 
LORDE, fail of indgment z boldneffe: toſhe 
we the houſe of Jacob their wickedneffc,z 


the houſe of Iſtãel their ſynne. 
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The prophee Micheas. 


© beare this yerulers of the houſe of Ja 
cob,and ye indges of the boule off Iſtaelye 
that abboue che thinge that islaufull,ano 
wꝛaiſt aſyde the thinge that is firaight: Ne 
thacbuyloe vp Sion with bloude,and jeru- 
ſalem with doynge wronge. O yeindges,ye 
Geuefentenceforgiftes: O ye preaſtes, ye 
teach for lucre: O ye propbetes, ye prophecy 
for money.met wil they be takẽ as Sok that 
holde vpon God, and faye: Js not the LOR- 
DEamonge vs7Cufh, there can no mif fort 
ne bappen vs. Therfore ſhal Sion (for you- 
refates)be plowed lites felde:Jernfalé fall 
becomean beape of ftones, andebebillof ¥ 
temple ſhaĩ be turned to an bye wodde. 


Thell ll. Chapter. 
paffe,cbat che bill off the LORDES 


on B Vt in the latter dayes it wil cometo 


Baza | 


bonfe ſhalbe fet vp byer thẽ eny moũ 
taynes orbilles:ee the people ſhall preefe 
vnto it, and the multitude off the Gentiles 


ſhal haiſt them thither. ſa yẽ ge:Come, let vs 

go vp to the hill of the LORDE, Tto the hou⸗ 

feof the Godof Jacobrthat he maye teach 

vs his waye,and that we maye walke in his 
aches. 

Fort he lawe fhall come ont off Sion, ad 
the worde of God from Ferufatem,and ſhall 
geue fentence amongethe multitude off the 
Heithen, andrefourmethe people off farre 
coũtrees:ſo that of their fwerdes they ſhal 
mateplow/hares,and ſythes off thew ſpea⸗ 


res. 

One people fhall noe i vp a fiverde a- 
gaynféanocber, yeetbey ſhali nomozelerne 
tofight:buceuery man ſhal ſyt onder bis vin 
yardeand onder bis fyge tre,and noman 
to fraye him awa yerfor chemouth off ¥ LOR 
DE of beoftes bath ſpoben it. Cherfore, whe 
reas all people bane waltedenery manin ¥ 
name of bis owne god, we rill walte inthe 
name of oure God forener andener. At the 
ſame tymelſa yeth che LORDE) will J gather 
vperbelameandebeoutcaftes,and fod) as J 
bane chaftencd:and will geue yſſue vnto the 
lame,and make of y outcaftes a greate peo 
ple:and the LORDE bimfelf ſhal be their kyn⸗ 
ge vpon the mountSion, frõthis tyme forth 
for euermore. And vnto che (O thon tower 
of Eder, thou ſtronge holde off che dough- 
ter Sion)vvntothe ſhaĩ it come: euẽ the firſt 
lordſhipe and kyngdome of the doughter Je 
ruſalẽ. Whythẽ artthou now ſo heuy? is the 
re nokynge inthe? are thy councelers awa ye 
thatchou art ſo pa yned, as a woman in bir 
traua yle? 


The v. Chap. Ao. xciij. 

And now (othou doughter Sion) be ſo· C 
rylet it greue the as a wife laboringẽ with 
childe: for now muft thou get the out off che 
cite,and dwell vponthe playne felte: mee 
vnto Babils fhale chou go,there ſhalt thou 
bedelyucred,andtherethe LORD fhal lore- 
ſethe from the honde off thine enemies. 

Now alſo are theremany people gathe- 
red togetber agaynftthe,fayenge: what, St 
onis curfed, we hall fe oure Inft vpon ber. 
Butchey knowe noe the thoughres off the 
LORDE,tbey vnderftonde nor bis councell, 
that [hall gatherehemrogether as the ſhee 
ues in the barne. Therfore get the vp (orbou 
doughter Sion) and throſ fhe out the comes 
Foꝛ Jwil make thy home yron, and chy cla- 
wes biaffe, chat chow mayeſt grynde many 
people: their goodes ſhalt thou appzopzia- 
tevnto the LORDE, and their firbftaunce vn · 
to the ruler off the whole worlde. 

be V. Chapter. 
Ster thar fhale chow be robbed thy 
N felff, o chou robbers doughter:they 
[hal layefegeagaynft vs, and finyte 

the indge off Iſtael with a rodde vpon the 


A 


chete.Andthou Bethleem E phiata, are lic- Aatta x 
le amonge the thouſandes off Juda Gut off leh⸗.· d 


the [hal come one onto me vᷣhich ſhall be ¥ 
gouernoure ĩ Iſrael:whoſeẽ outgoinge bath 
bene fromtbebegynnynge,and from euerlaſ 
tinge. Inthe meane whyle be plaget hthem 
for feafon, vntill tbe cyme chat ec whic 
hall beare) haue bozne:then fhall the rem- 
naunt of bis beethzen be conuerted vnto ¥ 
chilozen of Iſtael. He [hal ſtonde faſt and ge 
ue fode in the ſtrength of the LORBE, and 
inthe victozy of the name of ¥ LORDE bis 
God: and when chey be conuerted, be ſhall 
be magnified onto the fart heſt partes ofthe 
wourlde. 

Then flpalebere be peace, ſo that the Aſ⸗ 
firian maye come into ourelonde,and trea⸗ 
de in oure houſes. We ſhall brynge vpfeuen 
fhepberdes and viij prynces vps theim: the⸗ 
fe yal fubduethelonde of Affur w thefiver 
de,andebelonde of LL ymrod with their na- 
ked weapens.Chus ſhal bedelyner vs from 
the Aſſiriã, when he commeth within onre 
lande,andfetreth bis fore within onre boz- 
ders. And the remnaunt of Jacob flhal be ae 
monge themultitude of people,astheder 
of theLORDE, and as the droppes vponthe 
gtaffe.tbat tarieth foznoman, and waiter 
of nobody. Ree the refidue of Jacob ſhalbe 
amongethe Gentilesandrbe multitude o 
people, as the lyon amonge the beeftes of 
wodde, and as the lyons whelpe amonge a 
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ree meaſure is miniſhed? O2 ſhulde J infifie 


Che prophee LAicheas, 


flocke of ſhepe:which ( when be goeth tho⸗ 
rowreadeth Downe, teareth in peces, and 
thereis noman that can belpe. Thyne hon⸗ 
de ſhalbe lift vp vponthine enemies, and all 
thine adnerfaries [hal periſh. 

The tyme ſhal come alfe(fayeth theLOR- 
Dxhat J wiltakethine horſes from the, z 
deſtroye chy charettes. J will breake Downe 
the cities off thy londe and oucrebzcrwe all 


Dewseb ebyfirongeboldes. All witdycrafecs will J 


rote out of thyne bande, chere fall no mo 
foytbfayenges be within the. Chine Fools 
and thyne ymaces will J deffroye ontof ¥ 
forbacrbou ſhalt nomoẽe bowe thy felf vn⸗ 
tothe workes of thyne orrne hondes. Thy 
groues wil J plucfe vp by che rotes,z brea⸗ 
ke downe thy cities. Thus wllZ beantged 
aljo,vponall Geit hen chac wilſnot heare. 


The VI Chapter. 


A Gey Erkennow what theLORDE fayeth: 

Ela sea — Vpreprouethe mountaynes, and let 
the hilles heare thy voyce. OHeare 

the punyſhment of the LORDE, yemountay 
nes, and ye mightic foundacids of ¥ earch: 
for che LORDE wil repzene bis people, qd rea 
fon with Iſtael: O my peeple, what haue J 
done wncochesoz wh erin bane J burte they 


Exoi4c geue me anſwere. Becauſe J broughtthe frõ 


thelonde of Egipte, anddelyneredtbe cue 
of thebcufeof bondage Becauſe J mave 


du.ia· Moſes, Aaron and Miriam to lede cherRe- 


membze(omy people) what Balach the kyn 
ge of Moab bad ymagined aga ynſt the, ãd 
what anſwere tha tBalaam the ſonne of Se 
or gaue him, from Sethim onto Galgal: y 
yemaye rnowe the louynge kyndneſſes of ¥ 
LORDE. 

BS Whataccepeatlechyngefhal F offre vn 
tothe LORDE? [hall Jbowe myfne co the 
byc Ged? Shal FJ comebefore hun rw" brent 
Offeringes,and wich calues of a yeare olde 
HaththeLORDEapleafirein many then- 
fand rammes,oz innumerable fircames of oy 
ie? Oꝛ ſhal Igeue my firſtborne for myne of 
fences, and the frute of my body forthe ſyn· 
ne of myfoulez J wil ſhewe the( G mã what 
is good and what the LORDErcquyzcth off 
the: Namely, to do right,to haue pleafure ut 
Tonynget yndneffe,to be loraly, and to walte 


Efasd. withcby Gov:tharthou mayefé be called a 


cite of the LORDE,ztbat thy name maye be 
rightuouſneſſe. Heareco yetrybes) who wol· 
de els geue you ſoch warnynge? Shulde J 
notkedilpleafed, for the vnrichtuous good 
intbe heuſes of thewicked, and becaufe the 


Khe vij. Chap, 


the fale balaunces and the bagge of difteat 
full weig htes, amonge thoſe that be full off 
riches vnrighnucufly gotten: wherethe cite- 
Fyns deale wich falfeve,{peatelyes, and ba- 
ue diſceat full tunges intbeirmeuchesy 
Therfore I wi take honde to punyfy C 
the,andtomaterbe defolate, becanfe of thy 
ſynues. Thou fhaleeate, znotbane ynough: 
yeetbou ſhalt bꝛinge thy (elf Downe. Chon 
foalefie,butnotefcape:adebofe ¥ thou wol 
deft ſaue wil I dei yner to the fiverde. Thon 


fhalcfowe, bũt not reaper thou flhale pzefle peu⸗e 


out olyues, but oyle ſhalt theu not haue, ro 
anoynte chy ſelf withall: thou halt treade 
out ſwete muff, but ſhalt drynke no wyne.Re 


fepethe ordinaunces of Anni,z allthecnf? sReiwe 


tomes of che boufeof Achabrye folowethe- 
tr pleafires,ther fore weil J arate the waifi,z 
canfe ¥ inhabit ers to be abbozred,G my peo 
pie:z thus flhalerhou beare thine owne ſiya⸗ 


ine. 
The VII.Chapter. 
Ao D isme:Zambecemeas one, that BW 
goeth a gleenynge in the harueſt. 
Chere are no mo grapes to cate, 
yer wolde J fayne(with all my herte haue of 
the beſt frũte. There is neva godly man vpð 
earch. there is nor one rightngus amõge mé, 
They labcureall to ſhed bloude,z cucry me 
hunteth bis brothertodcath: yertbey faye 
they do well, whentbey docuell. Asche prin 
oe wil, ſo faycth theindge:y he maye do bim 
a pleaſure aga yne. Che greate mã [peaterh 
—5— bis herte defyzetb, z y bearers alowe 
bim. The beft off thẽ is but as achifile, and 
themoférightucus of chem is but as a brere 
in the hedge Sur whenthe daye ofthy pee 
dyrscemmcth, ¥ chen flyale be vyficed: thé 
ſhal they be waiftcd awaye.Leeno man bele 
ucbis frende,ner put bis confidécein a prin⸗ 
ce. Zepethe poate of thymouth, from ber ¥ 
liet h in thy bofome:fez y fonne flyal pur bis 
father to diſhoncure the doughter ſhal ryſe 
agaynfi ber mother, ¥ deughter in lace a- 
eynft hit mother i lawe:and a mans foes 
otis sana teal benflyelde. 
Deuert heleſſe J wil leke vp vnto y LOR- B 
DE, Jil paciently abybe Ged my ſauionre: 
my God ſhal heare me thon enemie of my 
ne,reioycenotat my fall. for J ſhol ace vp a- 
Sayne:and though Iſt in darckneſſe yee F 
LORDEis mylis ht JI will beare the pumifly- 
ment of the LORDE ( foz why J haue offen- 
dedbinneill be ſyt in ind gment vpon my cas 
Gand ſe that J baueright. Se wil bringe me 
* tothe light, and J ſhaĩ ſe his rightuo 
neſſe. 
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The prophee Micheas. 


Sbe thatismyncencmy [hall leke vpon 
t¢,z be confounded; whid now faierb: Whe 
re is chy LORDEGovd= Myne eyes [hal be- 
holde her, when ſhe ſhalbe troden dorne, as 
the claye inthe ſtretes. The tyme wil come. 
that thy gappes ſhal be made vp, and the 
lawe [hal go abzode:and actbatcyme [hal 
chey come vᷣnto the from Aſſut vnto che firs 
ge cities, and from che fironge cities vnto 
the ryuer: fremthe one fee tothe other, from 
the one mount ayne to the other. 

Not ſtondinge the londe muſt be waiſ⸗ 
ted, becauſe of them that dwell therin, and 
forthe frutes of cheir owne ymaginacions. 
Therfore fede thy people with thy redde, 
the floc¥e of chine beretage which drvell de- 
folacein the woddẽ: that chey maye be feode 
vpon the mount of Charmel, Bafanz Ga- 
laadas afore t yme. Maruelous thinges will 
FJ hewe ehem / like as when they came ont 
of Egipte. This ſhal tbe Heithen fe,andbe 
aß ſhamed for all their power :focbacehey 
Hallaye their honde vponcheir mouth, and 
ſtoppe their eares. Chey ſhai licke the duſt li 
Be a ferpent, Tas the wormes of the earch, ¥ 
trembleicheir holes. Chey ſhalbe afra yed 
ofthe LORDE oure God, zebey ſhal feare F. 

Whereis there ſoch a Gov as thour that 
pardoneſt wickednes, and forgeueſt the of- 
fences of the remnaunt of chine berctages 
He kepeth noc bis wrath for euer. And why 
his delyte is to bane compaffion: be [bal cur 
ne agayne, Tbe mercyfullco vs: be [bal put 
borone oure wicPedneffes , z caſt all dure ſyn 
nes into the bocome of the ſee. Chou ſhalt ke 

e thy truſt with Jacob, and thy mercy foz 
— 533 lite as thou haſt ſwoorne vnto ou 
re fathers longe agoo. 


The ende of the prophet Micheas. 


Dhe Pꝛophet 


Naum. 


Wyhat Naum conteyneth. 


Chap. 1. Se prarſeth che power and goodneſſe 

————— 
they Defpyfed the councell and punyfoment 
of Goo. 


Chap. WU. Se deſteybeth vnto chem thererryble 
neffe of the plage. 

Chap. ill. Be reproueth the abbominacions of 
themalictous cite,and f heweth themof the 
ir punyfbment. 


This is che heny burehen of Niniue, which 
VNaum of Elchos dyd weyte, as be ſawe it. 


The t. Chap. Xo. xciiij. 
The firf— Chapter. 

s —— — gelous God, 

anda taker of vengeaunce:yee 
a taker of végeaunceis y IOR 
O and woth full. he LORDE 
= tafech vengeaunce of bis ene- 

mies, and referueth diſpleaſure foz bis aduer 

faries .CheLORDE fuffieth lenge, he is of 
Greate power, Tſo innocent, that belegucth 

no man faucleffe before bun. The LORDE 

geeth forch in tempeſt and ftozmy wether, 

the cloudes gre the duſt of bis fete. bebe 

repzeneth che fie, be dryech it vp, Tturnech 

all the floudes to dzyclonde. Baͤſan is defo- 

late Charmeland che pleaſure of Libarus 

waiſteth awa ye. The mounta ynes trem le 

for han che hilles conſume. At the ſight of 
him, the earth quabeth: yee the whole worl · 

de, and all that dwell cherin. Who mayecn- 

dure before bis wrath 7 Or who is able to a⸗ 

bybdebis gryſume diſpleaſure? His angerta- 

ech on lite fyre and the harde rockes burſt 

in ſunder before him. 

Sul gracious isthe LORDE,and a ſtron⸗ 
ge holde in tyme of treuble, he knowerh the 
that put cheir truftin bim: when the flende 
renneth oner, and defiroyceh the place,and 
when che darckneſſe folowech pil vpon bis 
enemies. What do ye ymagin then agaynfé 
the LORD Eon this mancr7(Cufh, when be 
Hath oncemade anende,there flyal comeno- 
moze trouble. ) Foꝛ liteas therbomes that 
ſticke cogetber, andas the drye firawe, fo 
MHalt he dronck ardes be confirmed re gether, 
euenwhenthey be fall. Chere come cute ¥ 
ſoch as ymagin myfthefe, and gene vngra⸗ 
cious councell aga ynſt the LORDE. 

Therforethus faiethcheLORDE:Letthe 
beas wel prepared, yee and as manyas they 
can, yet ſhal chey be bewen Domne, and pale 
feawaye.2nd as forthe, Gril vererbe, but 
not vtterly defiroieche. And now wil Ibrea 
Ee bis rodde from thy backc, and burſt thy 
bondes infonder. But the LORDE bath ge- 
uen a commaundement cScernyngethe,that 
there fall come nomoze fede of chy name. 
The carued andcaften ymaces will Frote 
0ut ofthe houſe of thy god. Thy grave phat 

prepare for the , and thou [hale be cone 


founded. 
Tbe ll. Chapter, 

Ebolde, vpon the mounta ynes come 
the fete of him chat bryngeth good 
< tydinges, z pꝛeacheth peace. O Fu- 
da,tepetby oly dayes, perfourme thy pzo- 
miyfes:foz Delial [hal comenomoze in the, be 
is vtterlyroted oꝛ 
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The ſcaterer final come vp agaynfethe, z 
Tayefegecothe caftell. Lote chou wel torbe 
ſtretes, mate thy loynes fironge,armetby 
{elf wich all chy mygbe:fozthe LOR DE fhal 
reſtore aga yne che glory of Jacob, like aͤs ¥ 
glory of Iſtael. The deſtro yers haue broken 

downe,z marred the wyne braunches. 
The ſhylde of his giauntes glifterecl, his 
men of warreare clot hed in purple. His he 
rettes areas fyre, when be matech him for⸗ 
warde, his archers are wel deckte Trimmed. 
The charettes rolle vponthe firetes , zwel- 
ter in the bye wayes. They arerolote vpon 
Uke creſſettes of fyre, and go ſwyftly, as the 
lightenynge. 

When be doth but warne bis giauntes, 
they fallin their araye,z baiftely they lym 
me vpthe walles:yeetbeengyns of the war 
re are prepared all ready. Che water portes 
[yal be opened, andthe tinges palace hall 
fall. The quene bir elf ſhal beled arwaye cap 
tyue, and bir gentilwomen ſhal mourneas 


Tobig-b thedoucs ,z grone within their hertes. Ni 
Soph.ac niue is libe a pole full of water,butthen ſhal 


A 


xee· · · 
Abac.2.b 


they be fayneto fle. Stoͤnde ftdve, (fhaltbey 
eric) ztbere ſhal not one turne backe. Awaye 
swith the ſyluer, awaye with the golde: for 
bere is no ende of treaſure Chere ſhalbe a 
multitude of all maner coftly onamentes. 
Thus mufé fhe be fpoyled, emptied z clene 
firiped ont:that ther bertes mayebemelted 
awaye, their knees treble, all cheirloynes be 
weake,andtbeir faces blacke as a pot. 
Where is now the dwellinge of the lyss 
andthe pafture of the lyons whelpes? whe- 
rethelyonandebe lyoneffe wente with the 
whelpes , andno man fiayed them awaye? 
But che lyon fpoyled ynough fo: bis yonge 
ones, and devoured for bis lyoneffe:be fyl- 
led bis dennes with bis p2ay,z bis dwellin ge 
place with that he had rauyß ſhed. Bebol- 
de, J wil vponthe(ſaieththe LORDE of boo 
ſtes ſand wil fet fyre vpontbhy charettes,that 
they fhal mote withall, and the ſwerde ſhal 
deuourethy yonge lyons. Iwii make an ende 
of thy ſpoylinge from out of the earth,zthe 
pet of thy meffaungers ſhall nomoze be 
erde. 
The Ill. Chapter. 
CRO DOtothatbloudeburfty cite, whidy 
* is all full of lyes and robbery, z wil 
a notleancof fromranyffbince.The 
re a man maye beare fcourginge,rufifbinge, 
thenoyfe of the wheles, the crienge of the 
boufes, ztberollinge of the charettes. The⸗ 
re the horſe men get vp with naked fiver- 
des, and glifterynge fpeares : There lyeth a 


Khe tj. Chap. 


multitude flayne,and a greate beape ofdeed 
bodies: T bereis no ende of deed coarfes,yee 
men fall vpon their bedies: Andthar forthe 
greate and manyfolde whordeme, of the fa: 
reand bentifull barloc: which isamafirelie 
of wycherafé, yee and ſelleth the peopletho 
row hir whordome, andthe nacions thorbsw 
bir wichcraft. 

Bebolve, Iwil vpon the( ſaieth the LOR 
DE of booftes) and wil pulltby clothes oner 
thy heade:t hat Imaye ſhewe thy nakednes 
amonge the Heithen, and thy ſhame amon- 
ge thekingdomes. J wil café dy:te vpon ¥, 
tomatetbe begbborred, and a gafynge fic 
ke Wes all chey that lofe vponthe, [pal ſtar 
te backe. ⁊ ſaye V iniue is deftroyed, 

Who wil haue pyte vpõ ther where ſhal B 
‘FJ fete one to conforte ther Art thou berter 
thenthe greate cite of Alexãdria⸗ that laye 
in the waters, and bad the watersrounde 
aboute it: bic) was firongly fenced zwal- 
led with the ſee? Ethiopia and Egipte we- 
re bir ſtrẽgth. that exceadinge greate abo 
uemeafure. Apbzica and L ybiawere bir bel 
pers, yet was [he dzyuen awaye, z brought 
Into captinyte:bir yonge children werefmyc 
ten downe atthe beade of enery firete, the 
lottes were café fox the moft avoncient men 
in ber, and all bir mightiemen were bounde 
inchaynes. Euen ſo ſhalt thou alſo be donc 
ken, and hyde thy felf, and ſeke ſome helpe a- 
gaynſt chine encmy. All thy fironge cities 
[hal be lite fyge trees xd ype fyges:which 
whẽ a mã [haketh, they fallintotbe mouth 
of che cater. 

Beholde, chy people with inthe are but 
wemenzthe portes of thy londe ſhal be ope- 
ned vntothine enemies, and the fyze flbal de 
uoure y barres, Diawe pater now aga ynſt 
thou be befeged, mate vptby firdge boldes, 

o intothe claye, tempie the morter, mate 

ronge bzicFe:yetthe fyre ſhal confimethe, 
the ſwerde ſhal deſtroye the, yee as y locuſ⸗ 
te doth, ſo ſhal it eateche vp. It ſhal fall he 
uely vpon the as the locuſtes yee right be- 
nely ſhal ic fall vpon the, euen as the greſ⸗ 
boppers. Thy marchauntes haue bene mo 
thencheftarres of heauẽ: but now ſhalthey 
ſprede abzove as the locuftes, and fle their 
waye: Thy lordes are asthe greflyoppers,z 
thy captaynes asthe multitude of greflyo 
pers:whidy whẽ they be colde,remayne in 
bedges :but whenthe Sonne ts vp, they fle 
awaye,and noms cantell xberetheyarcbe- 
come. Thy ſhepherdes arcaflepe(otinge of 
Aſſur) thy wortbies arelayed downe: y peo 
ple is ſcatred abrode vponthe mounta yes, 
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and no man gathereththem together agay- 
ne.Thy wounde cannot be byd,cby plageis 
fofore. Wiithey that heare chis of the, fhall 
clappetheir bandes ouer the. For whatis 
be,co whõthou haſt not allrva ye benedoyn- 
geburce? 


Theende ofthe pꝛophet Maum. 


Khe Prophet 
Abacuc. 


What Abacuc conteyneth. 
Chap. 1 


The fürſt Chapter. 

His is the heuy burthé, whidythe 
! propber WAbacucdydfe.  LOR- 
DE, bowlonge [hal Forte, zthew 
wilenot bearez ow tonge ſhall J 
complayne vnto the,fiuffrynge wednge, and 
thou wile noc helper Why letteſt thoͤu me ſe 
weer yneſſe and laboure: Tyrãny and violen- 
ce are before me, power ouergoeth right: for 
the lawe is torne in peces, and there can no 
right iudgment go forth. And whys the vñ ⸗ 
godly is more ſet by then the rightuous: this 
isthecanfe, y wronge iud gment procedeth. 
Beboldeamongethe Seithen, and loke wel: 
wondze arit, and be ebaffhed: for J wil do a 
thinge in youretyme, which though it be tol 
de you, ye Toal nocbelene. 

Sorlo,F wil rafe vp ¥ Caldees, that byt 
ter and fivifce people:wbich fal goas wyde 
as the londe is, co tafe poffeffion of Owellin- 
ge places, that be not their ovne. A grym- 
mez boyſteous people isit, theſe ſhal ſyt in 
iudgment ⁊ punyſhe. Their horſes are fivif- 
ter thenthe cattes of the mountayne, z by- 
tefozertben ¥ wolues in y euenynge. Tbeir 
horſmen come by greate beapes from farre, 
they flebaftelyrodeng asthe Aegle. Chey 
comeall co [poyle : out of chem commeth ant 
eaſt wynde, which bloweth and gathereth 
their captynes,liteas the fonde. They ſhail 
mocFe he Eines, and laugh che prynces to 
ſcorne. Chey [hal not fet by eny fironge bol- 
de, for they ſhal la ye ordinaunce atta ynft it, 
andtabe it. Chen Thalcheyeatea freſh cora 
ge vnto them,to go forth z to Do mozeenell, 
ZPaferybecbat poirer vnto their God. 


Che ij. Chap. Fo. rev, 


But thou oLORDE my Gov, my holy one, 
thou are fremcbe beg ynnynge, therfore ſhai 
wenordye.OL OR DE, chou haſt ordened 
them foz a punyſhmẽt, and ſet themto repro 
ue the mightie. Chine cyes areclene chow 
imayefEnot fe enell, thou canſt noc bebolve y 
thinge chacis wicked. Wherfore thendofé 
thouloke vpon the vngodly,and bolvefteby 
tunge, when the wicked denourech the man 
that is better thẽ himſelf? Thou mateft men 
aschefifh inche fee, andhiteas the crepinge 
beeftes,chat bane no gyde. Theytake vpall 
with theirangle, they card it in their net, 
gacherit in cheir yarne: wherofebeyreioyce 
and are glad. Therfore offretbey vnto their 
net, and do ſacrifice vntotheir yarne: becau⸗ 
ſe that thorow it their porcion is become [> 
fac, and their meate ſo pleteous. Wher fore 
they caftouctheirnetagayne, T neuer ceaſ⸗ 
ſe to flayetbe people, 

Chel. Chapter. 
Stove vpon my watch, and ferme 
vpon my bulworbe, to loke d ſe what 
7, berwolde faye onto me, and what an 
ſtwere J ſhulde gene him ¥ reproueth me, 
uc the LORDE anſwered me, and faydet 
Wouyte che vifion plancly vpon thy cables, 
that who fo commeth by, maye redeit:fo2 
viſis is yer farre of fozacyme,bucat y laſt it 
ſHal come co paffe, — 3 And though 
betary, yet wait thou for bint, for in very de- 
debcrwil come, and noͤt be ſlacke. Beholde, 
who ſo wil not beleue. bis ſoule ſhal not prof” 
pere:but the iuſt ſhai lyue by his faith. Lite 
as the wyne diſce aueththe dionckarde, euen 
ſothe pꝛoude [hal faylez not endure. He ope 
neth bis deſyie wyde vp as the hell, zisas 
vnſaciable as deach. All Heithen gathereth 
he to him ⁊ heapeth vnto him all people. 

Bucfhall noe all theſe tale vp a pꝛouerbe 
agaynft him, and mocke bim with a bywor- 
Dde,and frye; Wo vnto bimebat beapech vp 
othermens goodes ? Horlonge voll belave 
bimfelf with thicke claye vy O how fovenly 
wilchey fEonde vp, ¥ ſhal byte the, zawate, 
that ſhalteare ¥ in peces7 yee thou ſhalt be 
their pray. Seinge thou baftfpoyled many 
Heithen, therfore [hall the remmaunt of the 
people fpoylecbe: becanfe of mens blonde,z 
for thewrongedoneinthelonde, inthe cite 
vnto all them that dwei therin. 

Wo vnto him, that conetonfly gat hereth 
cuell gotten goodes into bis houſe: that he 
maye fet his neſt an bye, to eſcape from the 
power of myfFoztune. Thou hajt deuyſed ¥ 
fhame of thine owne boufé, foz thou bafé 
jlayne to moch people, and haſt wilfully of 
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fended :fo that the very ſtones of the wall 
al crie ont of it, andthe tymbiethat lieth 
betwirtetbe ioyntes of che buyloinge ſhail 
anſwere. Wo vnto bim, ¥ buyldet hthẽetow 
ne with bloude, and ma ynteneth ¥ cite with 
vnrightuouſnes. Sbal noc theL ORDE of 
hooſtes bringe this co paffe, that the la bou⸗ 
res of the people ſhal be brent with a greate 
fyre, and that the thinge wher vponthe peo 
ple haue weeried them ſelues, ſhall be lofty 
Forthe earth ſhalbe full of knowlege of the 
LORDES honoure, like as the waters that co 
nerthe fee, 

Wo vnto him that geucth bis neghbou- 
re dryncke, to get bim rwzoth full difpleafire 
for bis dioncFenneffe:that he maye Ebis pre 
uytees . Cher fore with ſhame ſhalt thou be 
fyllcd,in ſteade of honoure Deyncke chou al- 
fd, t:ll thou flombze withall: fez the cüppe of 
the LORDES right hove [hall compaffetbe 
aboute, and fhame full fperoinge in fteade of 
thy worſhipe. For che wrdgetbat thou haſt 
done in Libanus, ſhal ouerwhelme the, and 
the wilde beaſtes ſhal make the afrayed: be- 
cauſe of mens bloude, and forthe wꝛonge do 
ne in the londe, inthe cite, and vnto all ſoch 
as dwel therin. 

What helpe than wil y ymagedo,whom 
the workman bath faſhisned? Othe vayne 
café ymage, wherin becanfethe cra fteſman 
putteth bis truſt, therfore mateth be dom- 
ime Idoͤls? Wo wnto him, that ſaieth toa pe 
ce Of wodrariſe, andto a domme fEone:fton- 
de vp. For what infiruccis maye foch one ge- 
nerBeboloe,itis layed quer with goldeand 
fyluer,z chere is no breth init. Bucthe LOR 
DEin bis boly tẽple is be, whom all che worl · 
de ſhulde feare. 

The Ml. Chapter. 


A prayer of the prophet Abacuc 
for the ignoraunt. 


A O LORDX, when J berde ſpeabe of Y. 


C 


was afrayed. Che woke y thou 

Bitcanch clponte, ſHalt thoͤu per- 

fourme in bis tymic, © LORDE:and when thy 

tyme conmneth, chou halt declare it. In thy 

very wath thouthinteft vponmercy. God 

commeth from Cheman,and the boly one 
from chemount of Pharan. Sela. 

His glozy couereththe heauens, andthe 
earth is full of bis pzayle. His ſhyne is as F 
fonne, zbeames of light go out of bis hon- 
des t here is bis power bid. Defiruccis goeth 
be fore him, and burnynge creſſettes go from 
bis fetẽ. He ftondeth, meaſureth the earthr 
Se ioretih zehe people confumeawaye,the 


The tj. Chap. 


Mofitaynes of ¥ wozlde fall downe to powl 

der, and the billes are fayneto bowe thent 

— for his goinges are euerlaſtinge and 
ure. 


fare, thatthe pauilions of the Mori⸗ 
— — the ome cle Madian 
were vered for weeryneſſe. Waſt thou not 
angrie(o LORDE)inthe waters? roas not thy 
wrath in the floudes, and thy diſpleaſure in 
thefteryes,rwbé thou ſatteſt vpont hine hor · 
fe, andrwhen thy charettes bad the victory. 
Chon ſhewdeſt chy bowe opély,likeasthow 
haddeſjt promiſed with an ooth vnto thetry- 
bes. Sela. 

Thou dideſt denyde the waters of the 
earth. When the mountaynes fawthe,they 
were afra yed, y rater ſtreame wẽte arwaye: 
the depe madẽ a noyſe atthe liftinge vp of 
thinc honde. The Sonne and Mone remay 
ned full in theit habita cion. Thine arowes 
wente out glifteringe,and thy ſpeares as the 
ſhyne of the lightenynge. Thoů trodeſt vow 
nethelondeinthine anger,and dideſt thzof- 
Phethe Deithen in chy difpleafure. Then ca- 
meft forth to belpetby people,to be' petbine 
a@noynted. Thou ſmoteſt Downe the heade 
in che houſe of thewngodly,z difcoucredefE 
oe ſounda cions, euẽ vnto ¥ necFe of bint. 

le. 

Chon curſeſt his ſepters, the caprayne of 
bis men of warre: which come as aftormy 
wyndetofeatreme abrode, zare glad wher 
theymayceat vp ¥ poorefecretly.Choume 
Feft awayefortbine horſes in thefee, cuen 
inthe mudde of greate waters, PObE J bee 
re this, my bodyis vered, my lippes tremble 
at ¥ voycetberofimy bones corruppe. J am 
afrayed where F ſtonde. O that J might 
reſt in the daye of trouble, that I might go 
vp sree gure people, which are alredy pze- 

ared, 
: For the fygetrees ſhal not be grene, zthe 
vynes fal beareno frute. The labeure of ¥ 
olyue Mhalbe but leſt and the londe ſhall brin 
geno comesthe ſhepe ſhaibe taben out of F 
folde, and there fhalbesto catell in y ſtalies. 
Dut as forme, Iwil be glad intheLORDE, 
and will reioycein Godmy Sanioure. The 
LORDEGodis my férenath, he ſhall mate 
my fete as the fete of bertes : T he which ger 
ueth ¥ victozy,fhal bringe me to my hye pla 
ces,fynginge vpon my pſalmes. 


The ende of thepzo- 
phet Abacuc. 
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She Pꝛophet 
— 


Chap. 1. Se prophecieth of plages for to come 
vpon Jude. 


Chap. il. Ze exorteth themro améde, that they 
mayeefeape thewrath of God:anvfhewerh 
the Gentiles their puny foment. 

Chap. I. Punyfomene becaufe of the wicFed- 
neffe of the Jewes : whom God therfore re- 
fafed,and dofe the Beirhen. 

The firf— Chapter. 
dis is the worde of the LORDE, 
which came vnto Sophony che 
fonne of Chufi,che fonneof Gedo- 
lias, thefonne of Amarias ¥ fon- 
ne of Hexechias : in the tyme of Joſias the 
founcof Amon kinge of Yudzs.F will gather 
vp all chinges in the londe ( ſaieth rhe LOR- 
DE) J wil gather vp manand beeft:3 wil ga 
ther vpthe foules inthe ayze,and the fyſhin 
the fee(co the greare decayeof the wicFedyz 
wil vererly deſtroye themen outof thelon- 
de, faiceh tbe L OR DE. J wil ſtretch oucmy- 
nebonde vpon Gude, and vpon all ſoch as 
dwel at Jernfalem. Thus wil Jrote out the 
remnaunt of Saal from this place, and the 
names of the Kemuryns and preftes: yeez 
foch as vpon their houſe coppes worfbipez 
bowethemfelues unto the hooft of beauen: 
which fiveare by the LORDE, and by their 

Malchom alſo:iwhich ſtarte a backe from ¥ 

LORDE, and necher (ete after the LORDE, 

ner regarde bins. 

Be ſtill at y pꝛeſence of the LORDE God, 
for the Daye of che LORBEĩs at honde: yee 
the L ORDE bath prepared aflayne offerin 

2 and called bis —* therto. Andebus 

all it happen inthe daye of theLORDES 

& flaynofferynge: Iwill vyfet the pzynces, 

the kinges childzen, zall fod) as weere ſtra 

e clothinge. In the ſame daye alſo wil I vy 
festtebofe, that treade ouer the thzefholde 

foprndly, which fyll their lordes houſe w 

robbery and falſede At ¥ fametyme (ſaieth 

the LORDE there [hall be herde a greate crie 

fromebe fyſhporte and an bowlinge from F 

other porte, and a qreatemurtbur from the 

billes. Howle ye that dwel inthe myll, fo2 all 
themarchaunt people are gone, andallebey 
that wereladen with fyluer,are roted our, 

Ae the ſame tymẽ wil J fetethorow Fern 
falem with lanternes, and vyfet them thac 
cont ynue in their dre gges, andfayeintbeir 
hertes: Tuſh. the LORDE wil do nether good 


The ij. Chap. Fo. xcvi. 


ner euell. Their goodes ſhalbe ſpoyled, and 
their houſes layed waift. Chey ſhall buylde 
boufes,and not dwel in them:they fhal plan 
te vynyardes, but not drynke the wynecher 
of, Forthe greate daye of the LORDE is at 
honde, it is harde by, zcommeth on a pace, 
Horrible is ¥ cydinges of the LORDES daye, 
then [hall the giaunte crie out: for that days 
is a@dayeof wrath, a daye of troublez beny- 
neffe,a Daye of veter defiruccionz myſer ya 
darPez glomynge daye, a cloudy z fromy 
Daye,a daye of the noyfe of trompertes and 
awmes ,aga ynſt the fironge cities and bie 
towiꝛes. I — people into ſoch vera 
rion thatthey ſhal go aboutelite blindemé, 
becaufe they haue ſynned agaynft the OR- 
DE. Their bloude fhalbe fhedas the vuft,z 
their bodies as the —5 — Nether their fyl- 
uer ner their golde ſhaibe ablerodelynerthé 
in that wrothfull daye of the LORDE, but 
the whole londe ſhalbe cofumedthozow the 
fyre of bis geloufy : for he hall foone mate 
clene ryddaunce of all chens thac dwell in 
the londe. 
Tbe Il. Chapter. E 
Ome together and gather you, O ye 
frauwerde people:o: ¥ thinge go forth 
thacis concluded,z 02 the tyme be pal> 
fed awaye asthe duſt: or the fearfull wrath 
ofthe LORDE come vpon you, yeeorthedaye 
ofthe LORDES ſore difpleafure come vpon 
you. Sebe the LORDE all yee mete harted v> 
ponearth, ye that workeafter bis indgmẽt: 
feterightuoufneffe, fetelovlyneffe that ye 
maye be defended inthe wroebfulloayeof ¥ 
LORDE . $02 Gaga fhalbe deftroyed,z Afea 
lon ſhall de layed roaift: They ſhaĩ caft one 
APdodat thenoone daye,and Accaronfhal 
be pluctte op bythe rotes. 

Wo onto you ¥ dwel vpon the fee cooſt 
ye murthurous people:the worde of y LOR 
DEfbal come vpon you.® Canaanthoulon 
deoftbe pbilifiynee, 7) wildefiroyethe, fo 
thatt herẽ ſhal noͤ man dwel inthe enymozer 
zas for the ſee cooſt, it ſhal be hyrdmens co⸗ 
tages ⁊ ſhepe foldes: yeeit ſhalbe a porcion 
forfochasremayne of the houſe of Gude, 
fede ther vpon. In ¥ houſes of Afealon 
they reſt towarde night: forthe LORDE their 
Godfhal vyſet thẽ. z curne awayetheir 
tynite. I haue berdethedefpite of Moab,e 
the blaſphemies of the children of Ammon: 
bowtbey haue fhamefully intreated my peo 
ple, and magnified chem flues within che 
— of — — — truly fos 
‘FB lyne fai e LOR DE of booftes 
Gor of Iſrach Moab ſhalbe as Sovome,z 


Amozs.b 


Ezezd 


Soph.nb 


Zach-z.b 


Efa.a.c 


‘Abacab 


The prophee Sophony. 


Ammon as Gomorra:cuen Oriethome hed- 
ges, fale pittes and a perpetitall ryldernes. 
The refioue of my folte ſhall fpoyle chem 
theremnaunt of my people fall bauecbent 
in poffeffion. Chis [hal happen vᷣnto them 
foz their pryde, becanfe they banc dealtefo 
amefully withthe LORDE of booftes peo- 
ple,and magnified them felues abouerben. 
Che LORDE fhall be grymme vpon chem, 
and deffroye all che godves in che londe. 
And all the Iles of che Heithen fhal worſhi 
pe him eueryman in bis place. 
e Moriãs alſo [hal periſh wich my fiver 


de: mee be ſhall ſtretch out bis honde ouer 

thenozh, and veftroye Aſſur. As for Nini- 
ne,be [al mate it defolate, dzye and waiſt. 
Fhe flockes andall che beaftes of the peo- 
ple [ball lyc in the myddeſt of tt, pellicanes 
and ſtorckes fall abydein the vpper poftes 
of it, foules [hal fynge inthe wyndowes,and 
ravens [halfye vponthe balctes, forthe boz 
des of Cedre [halbe ryué done. This ts the 
prone and carelefje cite, chat fayde in hir 
berte: J ant, andebereis els none. D howis 
he made ſo waifé, ¥ the beeftes lye therin? 
Who [> goeth by, mocketh ber, and poyn- 
tech ac ber with bis fynger. 

The lil. Chapter. 

CK? O tocheabbominable, fylthie and 
? cruel cite: which wil not beare,ner 
bvbe refourmed. air truſt is not in the 
LORDE, nether wil fhe holde herto bir Ged. 
Hir rulers within ber areas roaringelyons: 
bir indges are as wolues in the eñenynge. 
which leaue nochinge behyndechemeill che 
miszo1w. Hir propbetes are light perfonnes 
and vn faithfull menzbir preſtes vn balowe 
the Sanctuary, and do wronge winder the 
pretence of the lawe. Suttheinf—eLORDE 
that doth no vnright, was amonce them, 
enery mornynge ſheringe them bis lawe cle 
arly and ceaſſed nor. But the vngodly w Il 
not ierne to be aß hamed Therfore wil Fro 
te out this people, and deſtroye their torw- 
res:yecand matetheir firetes ſo voyde,that 
no man fall gotberin.Cbeir cities [hall be 
brokẽ Downe, ſothat no body ſhal be lefe,ner 
dwelthere eny moze. 

BH Flayde vnto them: O feareme,andbe cd 
tentcobe refourmed. That their dwellinge 
ſhulde not be deſtroyed, and that there ſhul · 
de happen vnto thein none of theſe thinges, 
wheriwit hI ſhal vyſet thẽ But neuertheles 
they ſtonde vp early, to folowe the filebynes 
of cbeir owne ymaginacions . Therfore ye 
[hal waite vpon me((aieth the LORDE) vntil 

thetyme thaͤt J ſtonde vp: for J am deter: 


Fhe iij. Chap. 


med, to gather the people and to binge the 

Eingdomestogecber,chat J maye poure out 
myneanger, yecallmy wrochfuli dipleafire 
vponthem. For all che worlde ſhalbe confis- 
med withthe fyre of my gelouſy. And then 

wil F clenſe che lippes of che people, that 
they maye euerychone call vpon the name 
of the LORDE, aud ſerue bim with one ſhul 
der. Soch as J have fisbdued, and my chil~ 
dren alſo whom̃ J bauefcatredabrove, ſhal 
brynge me prefentes beyonde the waters of 
ebiopia. 

¶In that tyme [hale thou nomoꝛe be con 
founded, becaufe of all chy ymaginacions, 
wher thorow thou bavvdeft offended me:foz 
J wil take awa ye the proude boofters of chi 
nebonoure from che, ſo that thou ſhalt nov 
moze tryumpbe becauſe of my boly bill. In 
the alſo wil J leaue a final poore ſymple peo- 
ple, which ſhaltruſt in the name of the LOR 
DE. Theremnanne of Iſrael ſhal do no wie · 
kednes, ner ſpeale lyes mether ſhalthere eny 
difceacfilcunge be founde in their mouthes. 
For they ſhalde fed, and take their reſt, and 
no man [balmate them afrayed. Geue than 
kes odoughter Sis, be —2 Iſrael:reioy 
cez be glad from thy whole berte, o dough, 
ter Jeruſalem, foztheL ORDE bath taten 
awã ye thy punyfhment, and turned backe 
chine enemies. Che tinge of Iſrael, cuen the 
LORDEbimfelf is with che:forbacthoune 
deſt nomore to feare eny myß fortune. 

In that tyme it ſhail be fayedto Yernfa- 
lem:feare not, and to Sion: let not thine hon 
ves be flacFe, for the LORDEthy God is with 
the,itis betbat hath power co faue: be bach 
a fpecial pleafure inthe, anda maruclonslo 
ue towarde the: yee hereioyfeth oner the w 
gladneſſe. Sochas baue bene it benyneffc, 
wil J gather together, and tate ont of chy 
congretracion: as fez the fhame and reprofe 
that bath benclayed vponthe,it [hal be far- 
re fromthe. And io, in ¥§ tyme wil I deſtroye 
all thoſe chat vere the:7j wil belpetbelame, 
and gather vp the caſt awaye: yee J wil get 
them bonoureand prayſe inallloves, where 
they bane bene puto fhame. Ac y famecy- 
me wil J binge you in, and at the ſame tyme 
wil J gather you. J wil get you a nameand 

a good reporte amonge all people of 

the earth, when J turne baucke 
youre captinyte befozeyou 
reeyes, ſaieth the 
LORDE. 
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Deut.28.d 


The prophee Aggeus. 


She Prophet 


Aggeus. 
What Aggews conteyneth. 
Cheap. ._ Be erozteth the people to buylde vp 
the téple,and repzoneth their loge tari¢ge. 
Chap. UW. Yegewerh rherulers a corage Of rhe 
ornamẽtes and glory of the feconde remple, 
meherby is ynderftode the hurd of che faith 
all. 


The firſt Chapter. 
2*eſecdnde yeare of kynge 
SS —8 Darius, inthe vj -moneth the 
— irſt daye of che moneth, came 
| che worde of theLORDE(by 
U che prophet Aggeus) vnto Zo 
robabelebe fonne of Salatbiel ¥ pzynce of 
Juda, and co Jeſua che fonne of Jofedectbe 
bye preft, ſa yenge: Thus [peateth theL OR- 
DE of booftes,and ſaieth: Chis people doch 
faye: Thecymeis not yet cometo buylde vp 
theLORDES houſe. Chenfpatethe LORDE 
bythe prophet Aggeus zfayed:mMe yo fel- 
ves can fyndetyme to dwell in fyled bonfes, 
and [hal this houſe lye waiſt· Conſidre now 
youre owne wayes in youre bertes (faieth ¥ 
LORDE of booftes)ye ſowe moh, but ye brin 

ge litle in: Re eate, butye baue noe ynought 
ye drinke, but ye are not fylled:yedecFe youre 
ſelues, but yearenot warme:z be ¥ earneth 
eny wage, putteth itin a broken purfe. 

Thus faieththeL OR DE of hooftes:€5- 
fidze youre orvne wayes in youre bertes, get 
you vptothe mouncayne, fetch wod, zbuyl- 
de vprhe houſe: that it ma ye be acceptable 
vnto me, and that J maye ſhewe mynebo- 
noure, ſaieththe LORDE. Xẽè loked foi moch, 
and lo it is cometolitle:z though ye brynge 
it home, yet do blowe it awaye. And why 
ſo ſaieththe LORDE of hooſtes? Euẽ becau~ 
ſe that my houſe lyeth fo waiſt, and ye renne 
everyman vnto bis owne hoͤuſe. Wherfore 
the heauen is forbyddẽ to geue youeny dew, 
and the earth is forbydden to geue you en- 
creaſe. J baue called fora dꝛouth, both vps 
thelondez vponthe mountaynes,vpon coz- 
ne, vpon wynez vpon oyle, pon enery thin 
ge that the grounde bryngeth forth, vpon 
men and vpon catell, yee and vpon all ban- 
dylaboure. 

Liow when Zorobabel the ſonne of Sala 
ehiel, z Jeſua the fonne of Fofedec the bye 
prefé with the remnaunt of the people, ber- 
De the voyce of the LORDEtheir Gov, zthe 
wordes of the prophet Aggeus(likeas the 
LOR DEthetr Goo bad ſent binsebe people 


The ij. Chap. Ao. xcvij. 
Syd e the LORDE. Chen Aggeus the 
LO be ES angel fayed eel OR ore 
meffage unto the people: jam w you,faiech 
eheL ORDE. SotheL ORDE waked vp the 
ſpꝛete of Sozobabel the prynce of Juda and 
the [prete of Jeſua the fonne of Jofedecthe 
bye prefé, and t he ſprete of the remmaunt of 
allcbe people:y they camez laboured, inthe 
bonfe of che LORDE of booftes their God, 

Chel. Chapryr. 
x Pon the xxiiij. da ye of thefirte mo- 
a 
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neth, inchefecdve yeare of kinge Da 
rius, the xxi.· Daye of the ſeuenth mo⸗ 
nech , came the worde of the Lok DEbythe 
pꝛophet Aggeus ſa yenge: ſpeale to Zoroba 
bel che ſonne of Salathiel p:ynceof Juda, 
and to Jeſua the fonne of Joͤſedec che bye 
preft,andcothe refioue of ¥ people, z faye: 
DOhois left amðge you,thatfawe this hou- 
fe in bir firſt beuty Dut whacchinte ye now 
by it ? Is it not in youre eyes,eutasthough 
it were nothinge?; Neuertheieſſe be of good 
chere, oSozobabel (JaieththeL ORDE)be of pews. 
good conforte, o Jeſua chow formeof Joſe! tolub 
Dec, bye preſt: rals good bartes wnto you al- 
fo,all ye people of che londe, ſaieth the LOR- 
DE of booftes, anddo acozdingeto the wor- 
de(foz Jam with you, ſaieth the LORDEOf Aggsn.c 
booftes ) like as J agreed with you, when ye 
cameoutof thelonde of Egypte: zmsy ſpꝛe · 
te ſhalbe amonte you, feare yenot. 

For chus faieth the LORDE of hooſtes: 35 
Metoncemoze will Fj [hake heauzandearth, Hebd 
the ſee andthe dzyelsde:yee J wũl moue ali 
deithen, z the comforte of ail Heithen fall 
come, z [> wil J fyli this houſe with honou- 
re, ſaiet hthe LORDE of booftes.Chefylucr 
ismyne,zthe golde is myne, faicth the LOR 
DE of booftes.Chus ¥ glozy of the laſt hou 
fe ſhalbe greater che the firft, faicth the LOR 
DEof booftes:zinthis place wil F geue pea 
ce,fateth theLORDE of booftes. 

The xxiiij. daye of che ix moneth inthe fe 
conde yeare of kinge Darius, came the wor⸗ 
de of theLORDEvnto the prophet Aggeus 
fayenge:T bus faiech ¥ LORDE God of boo 
tes: Arethe preftes concernyngethe lawe,z 
faye:xf one beare holy fleſh in bis cotelap- tere 
pe, zwith bis lappedo touch thebzed,pota- 
gine, oyleozeny other meate: ſhall be be 

oly alſo Che preftes anfivered,zfaide:LTo. 
Chen ſayde Aggeus: Crow yf one beynge 
defyled with a Deed carcafe,touch eny of the 
fe:flpall ic alfo be vnclene > Che preftes gaue 
anſwere z fayed: yee, it Mall be vᷣnclene Thẽ Leui⸗a 
Aggens anſreered. and ſa yde: Euen ſo is chis ud 
people ⁊ this nacion befozeme,faiec ¥ LOR biu u⸗ · b 

Br 
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The prophee Aggeus. 
DE:and ſo are allthe wortes of their hives, 
yeeand all that they offre,is vnciene. 


C = Andnow(F pꝛaye you)cSfivze from this 


aes ·.a 


daye forth, and howit bach gone with yeu 
afore: or euer there was layed one ficne vp 
anot her inthe temple of che LOR DE:that 
Shen ye came toe come beape of rr. buf- 
ſhels, chere were fcarceten :andebat when 
yecameco the wyne pzeffe forto poure out 
L.potres of wyne,there were ſcarce xx. Foz 
3 nove you with beate, blaftingez hale ſto 
nes in all the labours of youre bondes : yer 
was there none of you,that wolbe turne vn⸗ 
tome,faiecbtbeL ORDE.Confidzechenfrem 
ebisdaye forth and afore, namely, fromtbe 
xxiiij. Daye of cheix.moneth, wntotbe daye 
that the foundacion of the ORDES tem- 


zach.¢.b ple was layed: Marck it well, Is not the fe- 


De yer inthe barne ? haue not che vynes,the 
fygetrees the pomgranates and olyue trees. 
bene yer on frucefill:buc —* this daye forth, 
FB fhalmate chem to profpere, 

Morꝛouer che xxiiij da ye of che moneth ca 
me the worde of the LORDE vnto A ggeus 
aga yne, ſayenge: Speateto Zorobabel the 

rynce Of Juda, and ſaye: J will hate both 
| Riles andcarch, and ouerthrewerebe feate 
ofchetingdomes, yee zdeftroye the nniahtie 
Eingdome of che Heithé. J wil ouerchrorve 
the charettes, and thofe that ſyt vpon them, 
ſo that both horſe and man ſhal fall vorwne, 
euery man thoꝛow bis neabbours ſwerde. 
ind as forthe, o Zorobabel ſaietb the LOR- 
DE of booftes) chon ſonne of Salathiel my 
ſeruaunt: Jwiltakethe (ſaieth the LORDE) 
ae the fame tyme, and mate cheasa ſcale: 
fs J haue choſenthe, ſaicththe ORDE Of 

ooſtes. 


The ende of the prophet Aggeus. 


She Prophet 
Zachary, 


Wyhat Zachary conte yneth. 


pt.  Beerorterh rhe people. not to be dif 
‘obedient ro the voyce of Sod as their forefa 
therswere ,bur to conwertezand be fewer 
themioyfull rhinges in vifions. 

Ebep. Ul. — Lifions,figmfienge the delyueraun · 
ce ont of the caprinyte of Sabilon,and rhe 
redempcion in, aift 

Chap. iu." A vifion in Fefue . fignifienge the 
LOR DE Sefus ore bye pzeft- 

ep. IIT. inotber vifion ,wherin Zorobabel 
is conforred with bis litlenombse of people. 


Che t. Chap. 


The right myftery herof belongeh vnto 

Chap. ¥. hewsarh of Sovfourhe coor, 
ſynnes of the people. 

Chap. Vi. Avifion, wherinisveclared theal- 
migbty power of God ,»whid) geuerh peace 
ozwatreat bispleafure. 

Chap. Vil. Whar therrue faft is: namely. to ke 
petudgment and tuftice,s man to do good to 
bis neghboure,to defeude the widdowe and 
the fatherleffe,rod0 no manwzonge,&c. 

Chap. Vill. Caufe of all thewrath of Goozyet 
yf menwilrurne,bets merciful. 

Chap. 1X. Thetoyfullcallinge of the Beithe. 

Chap. X. Thozow cozpozal premifes,the pro 
pher leveth menvnto the pzomifes tharare 
fulfilled in Chrjt: and thzeateneth punyfh- 
mnentvato the falfe propetes and ſhepher · 

* 

Cheap. XI. Of fecretemyftertes, and of there 
— of the ſteode cemple. Goviea gooð 

epherde. 

Chap. ein The punyfhment whid) the LORDE 
Deuyfed for Ffracl- 

Chap Xl. Of wellesandclenfynge which be- 
longe torhe tyme of Chr. 

hap. Xutt. The plage of the Fewes The tak ys 
Ge vp of Ferufstem the dyad) of God. 

The firft Chapter. 
eg V1 the eight moneth of the fe- 

| cOde yearcof tinge Darius, ca 

me the worde of theL OR DE 

J vnto Sacharychefonneof Ba 

—— rachias,the forme of Aovo,the 
prophet, fayenge:T hel ORDE bach bene (> 
re diſpleaſed at youre forefathers. And faye 
thou wnto than: thus ſaieth the LORDEof 
booftes.Curne you vnto me(faieth theLOR 

DE of booftcs)and J wil turne me vnto you, 

faieth the LORDE of hooſtes. Be not ye like 

youre forefathers, vito whem the prophe ⸗ 
tes cried a fore tyme,fayege:C bus faice! bebe 

LORDEGod of beoftes: Curne you from 

youreeuell wayes,z from youre wicked yma- 

ginacions But they wolde not beare,ner re- 
garde me, ſaieth theL ORDE. What is now 
become of youre forefathers andthe prophe 
tesvarethey yet fill alyuey But dyd not my 
wordes 7 fiatutes (which J cẽ maunded by 
myferuauntes ¥ prcphetes touch yo fore 
father s? ps this they gaue anfwere z fay 
Dde:liteas FLORDE of hooſtes deuyſed to dõ 
vnto vs, acordinge to F orwne wa yes Zz yma 
ginacions, euen fo bath be dealte with vs. 
Dpon the xxiiij. daye of the xj. moneth 

(eebhich is the moneth Gebat)in che feconve 
yeare of Darius,cametbe wordeoftheLOR 
DE vnto Zachary the fonne of Barachias, 
tbe fonne of Addo the prophete, fayenge: J 
fawebynight, andlo, therefatone vpone 
reade borfe,and ſte de ſtili amonge the Myr⸗ 
tetrees,that were beneth vpon the grounde: 
and behynde him werethere reade, ſpreckled 
and whyte horſes. 
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The prophee QacBary, 


Cher ſayde I: O myLORDE, what are 
theſe ? Anð thẽ angelthat talked with me, 
fayed vnto me: Iwill ſhewe che what theſe 
be. And the manchat jtode amsge che myr 
te trees, anfivered zfayde: Thefe are they, 
wohomebe LORDE bath ſent to gothozorw 
the woride. And they anfwered the angel of 
theL ORDE, that ftoveamonge the yrte 
trees, and fayde: We bane gone thorow the 
worlde: and bebolde, allebe worlde dwell at 
eafe,and are careleſſe. 

Thenche LORDES angel gaue anfivere 
and {ayde: © LORDE of boojtes, bow lon- 
ge wilt thou be vnmercifullto Ferufalé and 
torbe cities of Juda, with wbhomtbou haſt 
bene difpleafed nor thefelrr. yeares 7 So 
theL ORDE gaue a louyngeand a confozta- 
ble anſwere, onto che angel chat calted with 
me. And cheangel chat commoned withme, 
fagde ontome: Criethow, and fpeate, thus 
[aiech che LORDEof booftes:Jamerceabyn- 
ge gelous Quer Jeruſalem and Sion, and ſo⸗ 
re diſpleaſed ac the carcleffe deithen: for whe 
reas Jwas bute litle angrie, they dyd their 
heſt that Imight deftroye them. Therfore 
thus faieth the LORDE: J wil turne me a · 
Gayne in mercy towarde Jeruſalem, ſothat 
my boule fhalbe buylded in it, faieth the LOR 
DE of booftes : yeeandtbe plommet ſhal be 
layed abrode in Jeruſalem, ſaieth the LORDE 
of booftes. 

Criealfo,and fpeate:thus ſaieth theL OR 
DE of hooſtes: tiny cities fhallbe in good 
profperiteagayne,theLOR DE hall yet con 
forre Sion, and chofé Jerufalem. Chen life 
‘J vp mynceyes andfawe, and bebolve, fou- 
re hornes. And J fayde vnto theangel, that 
talked with me: what bethefer be anfyvered 
me: Theſe are ¥ homes, which haue fcatred 
Juda, Iſtael and Pi — — ¥y 
LORDE ſhewed mie titj.carpenters.Chenfay 
de}: what wil thefedo He anfrwered,z fay- 
de: Chofearethe homes, which bane fo fire- 
wed Juda abrode, that noman durſt lift vp 
his heave: But theſe are comeco frayethem 
awa ye andto caſt out y hornes of theGen- 
tiles, which lift vp their horne ouer che lon · 
de of Juda to ſcatre it abrode. 

Tbe ll. Chapter, 
Life vp myne eyesagayne, z loted: 
and beholde, a man with a meafure 
lyne in his honve. Chen ſaide I:whe 
ther goeſt thou? And he ſa yÿde vntome: To 
meaſure Jeruſalem, that J maye ſe howlon- 
ge and bow brode it is. And beholde the an- 
gelthat talked wme, wente bis waye forth. 
Chen wẽte there out another angel comere 


Che tj. Chap. Ao. xcviij. 
bim,z ſayde vnto him: Ranne,fpeate co this 
yongeman,z ſaye: Jeruſalem ſhal beinbabi- 
ted wit hout eny wãi. for ¥ ver ymultitude of 


eople ⁊ catell, ¥ ſhai be cherin. Ree Imyſelf Deut. 4.d 
peepee zea Boat vnto Reyer Zach.oa 


fyre rounde aboutẽ, z wilbe bononred inber. 
O get you forth, O fle from the londe of ¥ 


north (faieth che LORDE) ye, whom J haue terearb 


ſcatred in to the foureryndes onder bean, 
faiech che L ORDE. Gane thy ſelf, o Sion: 
thou that dwellefewith y doughter of Be 
bilon, for thus faicth the LORDE of booftes: 35 


With a glorious power hatch befent meoue teresa 


tothe Heithẽ, which ſpoyled you:fozwho fd 2°. 
toucheth you, fhaltouchecheapleof bis ow Pf 
ne eye. Beholde J will lift vp myne hoͤnde or 
uer themr ſo thac chey [hal befpoyled of cho 
fe, which afore ſerued them:⁊ ye fal tnowe, 
thattheL ORDE of booftes bath ſent me. 


Be glad, zreioyce, o doughter of Sion: Exo.ss.a, 
fozlo, Jam cometo dwell inthe myddeſt of Mart.as.c 


the,faierh the LORDE. At the fame tymethe 
re ſhal many Heithen clesetotheLORDE, 
⁊ ſhal bemy people.Chus wil J dwel inthe 
myddeſt of ee thou fhalctnowe, that the 
LORDE of booftes bath fent me vnto the. 
Che LORDE hall bane Gude in poffeffionr 
for his parte inche boly grountde, z fal cho- 


feJerufalem yer agayne, £etalll flefh be ſtill soph.sb 


befozetheLORDE for be is ryſen out of bis 


boly place, hem. pa 
of Lobe Pherwed me funy bye preſt. A 


ſtondinge before thẽ angel of the IOn Pralsco.a 


DE, and Satan ſtoͤde at his right hon d 
de to reſiſte bins. AndtheLORDE fayde onto ™ 
Satan: Chel ORDE reprone thect hou Ga 
tan) yeetbeL ORDEthat bath chofen Jeru⸗ 
falem,repzonethe. Is noc this a b:ande cate 
out of the fyre? Flow Fefua was clothedin 
vnclene rayment,and ſt ode before the angels 
which anfiveredzfaybde wntothofe, ¥ ſtode 
before bim:tate awaye ¥ foule ciothes from 
him. And onto bim be fayde:Bcholde, Jha 
ue takẽ awayethyfynne fromebe,zwildec- 
Fethewith daungeof raymẽt. he ſa yde mo 
rouer: ſet a fayre myter vpon his heave. So 
theyfeta fayzensyter vpon bis heave, z put 
on clocbes vpon bim,and the angel of ¥ LOR 
DEftodethere. ChentbeangelofrbeLOR- B 
DE teftified vnto Jeſua, ſpake, chus fayeth 
the LORDE of booftes:Rf chou wilt walte 
inmy wayes, kepe my watchrthou ſhalt ru 
le my bonfe,z fepe my ceurtes,z J wil gene 
the place amõge theſe that ſtonde bere. Hea⸗ 
re o Jeſua thou bye pꝛeſt thou ⁊ thy frendes 
thatdwell beforethe, forthey are woͤderous 
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Khe prophee Qachary, 


Kfagza people . Beholde, J will bzinge forth che 
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braunch of my feruaune:fozlo,che ſtene that 

I haue layed before Jeſua: vpon one ſtone 

Malbe vij. eyes. Beholde J will hewebim 

dut( ſaieth the LOREof hooſtes jand take 

awa ye the ſynne of that londe it onedaye. 

Then ſhalleueryman call for his neghbon⸗ 

re, vnder the vyne Tvnder ¥ fygetre, ſaieth 

theLORDE of hooſtes. Theil. Chap. 
Cid ¥ angel chactalted with me, ca, 
me egayne, T waked me vp ( as a man 
thatis rayſed out of bis flepe) zfayde 

vnto me: What ſeiſt theu? Andy ſayde J 

haue loled, and beholde:a candelſticke all of 

golde, with a boll vpon it ⁊ bis vij-lampes 
therin,z vpon cuerylampe vij. ſtaites And 
ij. olyue trees therby, one vponthe right ſy ⸗ 
de of the boll, zebeorher vpon the k fefyde. 

So J anfwered, ⁊ ſpake to che angel y tal · 

ted with me, ſayenge: O my lorde what are 

theft? Cheangel chaceaitcd with me,anfive 

Ted ⁊ ſa yde vnto mie: knoweſt thou net what 

theſe be? And J ſayde: No my lorde. He an⸗ 

fivered,z ſa yde vnto me:Thisis the worde of 
the LORD vnto Zoꝛobabel, fayenge: Ne⸗ 
ther thorow an hooſt of men, ner thezew 
firégth, but thozow my fpzete, ſaieth ¥ LOR 

DE of hooſtes. What art thoultheu greate 

mountayne) before Zoroba bel? thou muſt be 

made eauen. And he ſhal bringe vp the firſt 
ſtone, ſo that men ſhail crie vnto himẽ: good 
lucke good lucke. 

BD Mioreuercheworde ofthe LORDEcame 

vnto me, ſayenge: The hoͤndes of Zoro babel 

haue layed ¥ foundacionof this boule, bis 
hondes alſo fhal fynifheit: chat ye maye Eno 
ye, howthat the LOR DE of booftes bath 
ſent me vnto you. For hethat bath bencdef= 
pyſed a litle feo ſon ſhaireio yce whẽ be feyth 
ihe tynne weight in Zorobabels honde. The 
vij· eyes are the LORDES, which gothoꝛrow 
the bole worlde. Then anfirered J, zfayde 
sonto bint: What are theferwo olyue trees 
vponthe right and left fyte of the candilftic 
¥er5 (pate mozoucr,z fayde vnto him:· what 
bethefé ij. olyue braunchẽes which( thororw ¥ 
two golden pipes) emptie them ſelues into 
the golocy Zeanfivered me,z ſa yde: kno weſt 
thou not what theſe be? And Iſa yde: Noͤ. 
mylozde. Then ſa yde he: Thefearetherwo 
olyue braunches that ſtonde before the rulex 
Of the whole earch. 
The V. Chapter. 

A => OF curnedme liftynge vp myne e⸗ 
yes, zloted,z bebolde,a flyenge bo- 
ke. And he ſayde vnto me: what ſeiſt 

thon: J anſwered: J fe a flyenge boke ofrr· 


The vi. Chap. 
enbiteslonge z y.cubites brode. Chen ſa yde 
he vnto me: Chisis the curfe, ¥ goeth ford 
ouerthe whole earth: Fozalicheues be 
indged after this bote, zall ſwearers halbe 
iudged acordinge to che fame. J wil bringe 
it forch (faiceh the L ORDE of booftes)(o ¥ 
it ſhalcome tothe houſe of chethefe,zeoche 
bonfe of hun, that falſely ſweareth bymy na 
me: ⁊ fbalremayne in his boule, z cõſume it 
withthe cymbze zftonestberof. Thẽ the an 
gel that talked with me,wente forth,z fayde 
nnteme:life vp thineeyes zfe, what this is 
¥ goeth forth. And J fayde:whatisie7 He 
anfivered : this is ameafure goinge out. me 
ſa yde morouer:Euen thus arerbey(y dwell 
vponche whole earthto loke vpon And be · ¶ 
holde, thercwas lift vp a talent of leade: 
To, a woman ſat in the myddeſt of che meaſu 
re. And he ſa yde; This is vngodlyneſſe. So 
be caft berincothemyddeft ofthe meafire, 
aztbrewce ¥ lempe of leade vpin toan bole. 

Then lift J op mynceyes ,z loked: ⁊ be⸗ 
holde, there camcont §.svomen,z the wyn · 
de was in cheir wynges (for they had wyn- 
geslitethe wynges of a Store )ztheylife 
vp themeafure betwirtetheearth zthebea 
uen. Chen {pate J tocbeangel, ¥ calted wf 
me: whyther wil thefe beare the meaſure? 
And be fayde vnto merin to the londe of Sy 
near,to bu ylde them an houſe which when it 
oe red, the meafure ſhall be fet there in 

NS ce, 


The Vi. Chapter. 
Oꝛouer ——— liftynge vp A 
J mynecyes, zloked:z behoͤlde there 


came iiij. charettes out fis ketwirte 
trobilles , which billcs were of braſſe: In 
the firſt charet were reade bore, In the ſecð⸗ 
Decharet were blacke hoe, In ¥ thide cha 
ret tvere whyte horſe. In ¥ fourth charet we 
re horſes of dyuerfe colours, zftronge. Thett 
{pate J. and ſayde vnto che angel thactal- 
ked with me: Olorde, what are theſe The an 
gel anſthered, zfayde vnto me: Theſe are tho 
lit}. wyndes of the heauen, which be come 
forth co ſtẽde befezetheruler of all ¥ earth. 
Chat with the blacke horſe wente into the 
londe of the north. Tthe whyte folomedtbé, 
and the ſprekled horſes wente forth rowarde 
the ſouth. Theſe horſes were very fironge, & 
wente out: and ſought to go and tate their 
tourney onerthe whole earth. And he ſa yder 
get you hence, and go thozorw the worde. 
So they wite thorow out the woꝛlde. Then 
cried be vpon me, and {pate vito me, fayen- 
ge: Beholde, theſe that gotowarde y nezth, 
[bal fill my wrath inthe north countre, 
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Che pꝛophet Zaary, 

And the worde oftheL ORDE came vnto 
ine, fayenge: Cate of the prefoners chat are 
come from Babilon: namely, Heldat, Tobi- 
aS and Idaia: T come thou the famedaye, 
and gointothe boule of Joſias the fonne of 
Sopbony. Chentate goldeand fyluer,and 
mate crovones therof,and ſet them vpon the 
heave of Jeſna the forme of Yofedec, che bie 
Preft,and (peate onco bins: Chus faiech the 
LOR DE of booftes:Sebolve,cheman who 
fename is the braunch: z be that [hall fpzn- 
gevpafter him, [bal buylve vp thetemple of 
theLORDE: yecenen be fall buylve vpthe 
temple of the LORDE, He fal bearethe pray 
fe be ſhail ſyt vponthe LORDES erone,and 
banethedominacion. 

A preft Pyall be be alſo vpon bis trone, 
& peaceable councell fhalbe betwirte them 
boch. And the crownes fhal be intheremple 
of theL ORDE, for aremembzaunce vnto He 
lem, Tobias, Idaia and Hen the fonneof 
Sophony. And foch as be farreofifhal cor 
me and buylde the temple of the LORDE: 
that yemaye knowe, howtbattheL ORDE 
of booftes bach fene me vnto you. And this 

Lcome to paffe, yf yewil herken diligent 
ly vnto the voyce of the LORDE youre Gov. 


The Vil. Chapter. 


T happened ald inthe fourth yeare 
of Eynge Darius , chat the worde of 
2, theL OR D Ecame vntoZachary in 
the fourth daye of their. moneth, whichis 
calleth Caſleu: what tyme as Gerafarand 
Rogomelech and che men that were with 
thems, fent vnto Bet hel forte praye before y 
LOoRDF:and that they ſhulde faye vntot he 
pꝛeſtes, which were inthe boufé of the LOR 
DE of booftes,andto the prophetes: Sbul, 
De Fwepe inthe fyftemoneth and abftey- 
ne, as J haue done now certayne yearesy 
Then camethe worde of the LORDE of boo 
fics unto me, fayenge: Speate unto alltbe 
people of chelonde, andtotbe preftes, and 
laye: when ye faftedand mourned inthe vz 
vij. moneth (now this lxx. yeares) dyd ye faſt 
vnto me When ye ate alſo and dronke, dyd 
Xx not cate and dzinke for youre orne ſelues? 
Are not theſe the woides which the LOR- 
DE ſpake by bis pꝛophetes afozetyme, when 
jerufalem was yet inbabited and weleby, 
and the cities rounde aboute ber: when 
there dwelt mé, both towarde the fouth and 
inthe playne countreesy 
And the worde of the LORDE came vn- 
todacdhary,fayenge:Cbhus ſaieth ¥LORDE 
of booftes : Exe cute true iudgment: 


Che viij. Chap. Ao. rete. 


mercy and louynge kyndneſſe, euery manto Zach.s.c 
bis brother; Do thewyddowe,the farberlef- Exoaa.c 


Z 1 


fe,the firaunger, and pooze no wrongerand ob. 
let no man ymagen enell agaynft bis bro⸗ 


—* 


aga 


lerez.a { 


therin bis bert. Reuert heles they wolde noe tere.z.c 


take hede, but turned cheir bacFes, and. fiop- 
ped theireares ,thacthey ſhulde noc beare. 
yeetbey made their bertes as an Adamant 
ftone, leſt they ſhulde heare thelawe z wor- 


des, whid>theL ORDE of hooſtes ſent in bis sped, 


holy ſprete by che pzophetes aforetyme. 

Wherfoze the LORDE of booftes was ve 
ry wioth at them. And thus ĩs ic cometo pat 
fe, chat hteasbe fpate and they wolde not tere. 
beare:enen forbey cried, and J wolde not 
heare ſaiet h the L OR DE of hooftes)but fee 
teredtbem amongeall Gentiles, whemthey 
knewe not. Thus the londe was made ſo de⸗ 
ſolate, ¥ there traualed no man init nether 
to ner fro, fo that pleaſaunt londe was vt · 
terly layed waiſt. 

The VIL. Chapter, 

SL Othe wordeofthe LORD Ecame A 
S vnto me, fayenge: Thus faieth the 
J LORDE of booftes:7j was ina grea- 
te gelouſy ouer Sion, yeeJ bane bene very 
gelous quer ber in a greatedifpleafure. thus 
ſaleth the LORDE of hooſtes: ¶ wil turneme 
aga yne onto Sion, and wil del inthe myd 
deft of Ferufalem: ſothat Jerufalem 
calleda faitbfulland true cite,chebilloftbe 
LORDE of booftes, yee an boly bill. 

Thus ſaieth rhe LORDE of booftes:The- 
re ſhall yet olvemen and women dwel agay 
neinthe ſtretes of Jeruſalem: yee and ſoch 
as go with ſtaues intheir hondes for very & 
ge. Cheftretes of the cite alfo Phalbe full of 
yonge boyes and damfélles, p laynge vpon 
the — » 

Thus ſaieth the LORDE of hooftes: 
therefidue of this peoplethynte it ores ih 
poffiblein chefedayes, fyuldeiteberfozebe 


ob 


albe Efaad 


wnpoffible inmyfight, fayeththe LORDE Mat. isd 


of booftes-Cbus faieth theL OR DE of hoo⸗ 
ſtes Beholde. Jwil delynermy — 
thelonde of theeaftand weft, andwilbzyn- 
gethemagayne:thatthey maye diel, at Je⸗ 


Fufeslem.Cbey walbe my peope an will teres. 
betheir God, in treuth and rightuouf̃eſfe. — 
Thus ſaiet hthe LORDE of booftes:leryou- “P* 


re hondes be fironge, ye that now bearethe- 
fe vordes by the mouth of the prophetes 
which be inthefedayesthatthe foundacion 
is layed vponthe LORDE of hooſtes boule, 


thatthetemplemaye be buylded. Forwhye Agge.a 


before chefedayes nether menner catel cone 
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AYE prophee Qacharp, 
Sewynneeny thinge, nether might eny mast 
comein and out in reſt for treudle: but J let 
euery man go agaynft his neghboure. 

euertheleſſe I wil now intreatethe refi 
duc of this people n omore, as afore tyme a 
ieth che LORDE of hooſtes but they ſhalbe 
@ fede of peace. The vynyarde ſhal geue hir 
frute, the grounde ſhal geue bir increafe,and 
the heauens ſhal geuetbeir dewrand hal 
cauſe the remnaunt of this people, co baue 
C alltheſẽ in poſſeſſion. And it ſhall come to 
Paffe,that lite as ye were a curſe amonge the 
speithen(D yeboufé of Juda and ye boule 
Of Iſrael) Euen fo wil Joelyuer you, chat ye 
fhalbca bleffynge: feare noc, buclec youre bd 
Des be ſtronge. 

S02 thus ſaieth the LORDE of booftes: 
life as I deuyſed to punyfh you, what cyme 
as youre facbers prouoked me vnto wrath 
(fayetb theL ORDE of booftes andfpared 
noc: Euen ſo am J determed now in thefe 
dayes, forto do wel vnto the houſe of Jude 
and Jeruſalem, therfore feare ye not. Now 
the thinges that ye ſhaldo are theſe Spea⸗ 
re euery manthe treuth onto bis neghbon- 
re, execute iudgment truly and peaceably 
within youre portes, none of you ymagyne, 
nellin bis hert agaynft bis neghboure, and 
loue no fale oot hes: for alltbefe are the thin 
ges that J hate ſa yech the LoRDE. And che 
worde of the LoRXof hooſtes came vnto 
me, ſayengerthus ſa yeth the LORLEof hooſ 
tes: The faſt of che fourth moneth, the faſt 
of hefifeb, the faftof che fenemh, andebe 
faſt of the tenth. fal be ioyeand gladneffe, 
Z profperous bycfeaftes vnto the boule of 
Suda: Only,loue the ereut h and peace. 

Thus faterh che LORDE of hooſtes: The · 
re ſhall yet come people, andebeinbabiters 
o fate cities: —— — in one ci 
te ſhal go co another ſa yenge: Vp.let vs go, 
end ** be fore the LORBE, lees fetetbe 
LORDEOf hooſtes, J wil go with you. mee 
mod) people and mightie Heithen fhal co- 
meand ſeke the LORDE of booftes at Jeru 
falem, and to pzaye befozethe LORDE. Thus 
ſaieth the LORDE of booftes: In that ty- 
me ſhalten men (out of all maner of langua 
ges of the Gentiles )take one Jewe bythe 
bemme of bis garment, andfaye:wewil go 
with you, foz we baue herve, that God is a- 


monge you. 
que 4 —* —— ſhalb⸗ 
— e worde ⸗ albere- 
* ceancd at Adrach. Damaſcus Pst 
be bis offerynge: for the eyes of all 
mẽ and of thetrybes of Iſrael ſhaͤll loke vp 


a 


The te. Chap. 
vntothe LORDE The bordersof Hemath 
Hal bẽ harde therby, Tyrus alfoz Sidon, 
fortbey are very wife. Cyrus ſhal mate bir- 
felf fironge,beape vp fyluer asthe fonde,and 
goldeas the claye of the firetes. Bebolve, 
the LORDEfhaltate ber in, and haue her in 
Poffeffion: be ſhal finyte downebir power in 
tothe fee, and [he ſhalbe conſumed with fy- 
re. This fhal Afcalon fe,audbeaftayed.Ga- 
30 ſhalbe very fozy,fofhal Accaronalfo, be- 
canfé bit bopeis come to confucion. Gortbe 
Binge of Gaza fall periſh, and at ÄAſcalon 
fhal nomandwel. 

Straũgers ſhall dwel at Aßdod, zas for 
pꝛyde of y Philiſt ynes. J al rote it out. 
Their bloudẽ will F tate ãwa ye from their 
mouth. and their abhominaciõs from amon · 
gecbeir teth. Thus they ſhal be ieft for oure 
God, yee they ſhalbe as a pryncein Juda, z 
Accaron lite as Jebuſi. And ſo will I com- 
palemyboufe reunde aboute with mymen 
of swarre, goingeto and fro:thatno oppzef= 
foure come vpon themeny moze. Foz chac 
haue J fencnow with myneeyes. 

Reioycethou greatly, o doughter Sion: 
beglad,o dougbter Jeruſalem. For lo, thy 
Eingecomuncth wntothe,euen therightucus 
and — — Diss an 5 
rydeth vpon an aſſe, and vpothe foale of an 
aſſe. J soit rote out the —— frõ Ephra 
im, ztheborfe from Jeruſalem, the batel bo- 
wes ſhal be deftroyed . Hefhall geue the doe 
tryne of peace vntothe Heitben,and his do 
minion ſhalbe fromthe one feeto che orber, 
z fromcebeflondesto the endes of the wori 
de. 


Thou alſo choꝛow the blonde of chy coe 
uenaunt: ſhalt let thy prefoners out of the 
Ppytce,wherin is nowater.Curne you nowto 
She fironge bolbe, yetbat bein piefon,z lon- 
ge ſore to be delyuered Andthis da ye J brin 
Sethe worde, that J wil rewardetbe oub- 
bleagayne. For Iuda haue J bent out as a 
bowe forme,and Ephraim bane J fylled. 

Thy formes(o SGidywil Irayſe vpagaynf— C 
the Giekes, andmaketheasa giauntes five- 
arde:the LORDE God ſhalbe ſene abouethé, 
and his dartes ſhall go forth as the lighte- 
nynge.CbheL OR DEGobd ſhall blowe che 
—— [hal come forth as a ſtorme out 
9 fouth. 

The LORDE of hooftes ſhall defende chs, xa 
they fhall confume andveuoure, andfaboue Ecc 
them with flynge ftones. They fhalozynter "Rr: 
rage, as it were thozorwwyne. Chey fhalbe 
filled lite ¥ bafens,zas ¥ bones of ¥ aviter. 
The LORDE their God ſhai del yuer chẽ in F 
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Che prophee SaGary, 


baye,as the flock off bis people: foz the ſto⸗ 
nes off bis Sanctuary ſhalbe fee vp in bis lã 
de. D bow profperous and goodly a thyn · 
ge ſhallthat be? Checomefhallmate the 
yougemen chearefull and the nero wyne the 
ina ydens. 


The X. Chapter. 


Rayethe LORDE then bytymes to 
5 gene you the latter rayne, fo ſhall the 
LORDEnmsake cloudes, and gene you 
rayne ynough for allthe increace off the fel- 
Dez For va yne is the anſwere of Jools. The 
ſoychſayers ſe lyes, and teil but vayne drea · 
mes:tbe comforth chat they geue, is nothyn 
ge worth. Therfore go theyaſtraye like a 
fiocke of hepe, ãd are troubled, becauſe they 
haue no hhepherde My wꝛothfull dijſpleaſn 
reis moued at the ſhepherdes and J will vy 
fecthe goares. Forche LORDE of booftes wil 
graciouſly vyſet his flocke(the houſe of Ju⸗ 
daand holde them as a goodly fayze horſe 
in the batell. Out of Juda [hal comeche hel 
mnee,the nale,the bate bowe and allebe prin 
ees together. They ſhalbe as the giauntes, 
which in the bacell tieade downe the myre v- 
on ¥ ſtretes. They fat fight, for IGRDE 
—— thems,fo that thẽ horſmen ſhalbe 
confounded. 

J wil Sfortethe houfe of Juda, and pre- 
feruethe boufe of Joſeph. Fro turne them 
>, for J pytie them: and they ſhal beliteas 
they were, when J had not café them of. 
Foꝛ IJ the LORDE am their Gov, and wil hea 
retbem. Ephraim fhalbe as a giaurit,and 
their berte ſhalbe cherefull as thozow wyne: 
Ree their childꝛen fal (eit, end be glad; and 
their herte fhalretoyce inthe LORDE. “j wil 
blowe for them z gather them together, for 
J wil redeme them. They flpallincreace, as 
they increaſed afore. J wil fowe che amonge 
the people, ¥ they mãye thinke vpõ mein far 
recountrees:they ſhal lyue wi their dyildzé, 
and turne aga yne. J wil bringe them agay- 
ne alſo fromebelonde of Egipte, and gather 
them outof Affiria.J wil caryetheminto ¥ 
londe of Galaad and to Z ibanus, and they 
fhal wante nothynge. He ſhall go vponthe 
fee of trouble and finyte the fee wares: fo y 
all the depe floudes fhalbedzyed vp. The 
onde booftinge of 2 fur ſhalbe caſt Dore 
ne,andebe fcepter off Egipte ſhall be taken 
arwaye. J rill comforte Chemex the LOR- 
DE,that chey maye walke in bis name, ſaieth 
eheLORDE. 


Cheri. Chap, Fo. C. 
Tbe XI. Chapter. 


en thy dores (o Libanus that the 

Be maye conſume thy Cedze aoe * 

Howle ye Fyrre trees for the Cedre 
ts fail, yeeall F pioude are waifted awaye 
Sowlelo ye okctrees of Baalamfor ¥ migh 
tie ftrongewodis cut Domne. Men meaye 
hearethe ſhepherdes mourne,fezcbeir glory 
is deſtroyed. Mẽ maye heare the lyons whel 
pesroare, for the pzyde off Jodane is waiſ⸗ 
ted awaye. 

Thus fayeththeLORDEmy God: Fede 
the ſhepe of ¥ flangbrer, which fhalbe flay- 
neof thofechat poffeffe chamzyer chey tate 
it foz no ſynne, bůt they yfellebé,faye: The 
LORDEbethanted,j amrich: Neetheir cw- 
nefbepberdes [pare them not. Therfore wil 
‘Fuomozefparechofechac dwell in the lon- 
de(fayeth the LORDE) bur lo, Frwill velyner 
the people, exery man in co bis negbbours 
Donde,and into the hove of bis tynge that 
they maye finyce the onde, and oucoff their 
hondes wil noc J delyuer then. 

3 myfelf feove y ſlaughter fhepe (a poo- 
re flocPe verely)ad cote vntomecwo ſtaues: 
theoneJcalledlou ge meFeneffe,che other 

called wo,and fo J kepte the fhepe. Thre 

epheides deftroyed Fin onemonech, fory 
imight not awa ye w' than, necher bad they 
eny delyte in me. Thenſa yde J: J will fere 
younomoze,thechinge that dyeth,lee it dyer 
and that wil periſhe lec it perifhy,z let theré 
nauntcate,enery onetheflefly of bis neah- 
boure.F cote alfomy lonynge mete ftaff, ao 
biateit,chat 3 might difanull che conuena· 
unt. avhich FJ made with all people, Ando 
itwas broken in that da ye. 

Chen the poore ſympie ſhepe that bad a 
refpecte onto me, tnewetherby, that itwas 
the worde of che LORDE. And J fayde vnto 
thems: yff yetbynte it good, beynge bitber 
my prycer yf no then leaue. Gothey wayed 
downe xxx· ſyluer pens, ¥ value that I was 
pryſed at. And the LORDE fayde vntõ me: 
caft it vnto the potter(a goodly pryce forme 
tobe valued at of themand Tj tole the xxx. 
fyluers pens,and caſt them tõ the potter it 
the houſe of the LORDE. 

Chen brake J my ocber ſtaff alfoinamely 
wo tbat Imight lowſe che brotherheade be 
twitte Judaand Iſtael. AndtheLORDE 
faydewntome: —— ftalf off 
a foclifh ſhepherde: fozlo, J willrayfe vp & 
Thepherdein thelonde, which fall noe fete 
after cheebinges that be loft, ner care for 
ſoch as go aſtra yer be Poet not beale the 

se iiij 
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aro ⸗⸗. 


att.ayu 


Che prophee ZaGary. 


roounded, alnot noriſh the thinge that 
is ——6 Tal ee che ete aie 
ſoch as be fat, and teare their clawes in pe- 


ces. 
O Fools ſhepherde, that leaueth the floc 
ke. The ſwerde ſhaͤl come vpon his arme and 
vponbisrighteye. His arme ſhalbe clene 
gee vp, and bis right eye fhalbe foze blyn- 
ed. 


The XI. Chapter. 


The heuy burthen which ¥ LOR 
DE bath — for SE 


reel 


W seep Hus faieth theL ORDE, which fpzed 
Efa.goc & the beauts abrode, la yde the founda- 
— cion of the earth and geueth man 
ene · b breach of life: Sehoide J will make Yerufa- 
lema cuppe of ſurfet, onto all the people ¥ 
are rounde abouce ber: Nee Gude himſelf al 
FICIFE ſo ſhalbe inthe ſege aga ynſt Jeruſalem. At 
the ſame tyme will 3 mate Jeruſalem an be- 
By ſtone for all people, focbatall ſoch as lift 
it vp, ſhalbe toarnẽ and rẽte, and all the peo- 
pic of che earth ſhalbe gathered together 
agaynftic. 
In that daye( ſayeth ¥ LORDE)Y wil ma- 
Beall horſes abaffhed, and thofe that ryde 
vpdn them, to be dut of their wyttes. J will 
open myne eyes vpon the heuſe of Juda, ao 
ſmyte ail che horſes ofthe people with blynd 
neſſe. And che prynces of Jude flpall faye in 
theirbertes: Cheinbabiters off Jeruſolem 
fall gee me confolacion in the LORDE off 
booftes their God. In that tyme will J ma- 
abas.d Fetheprynces of Gude hte an ote burnyn⸗ 
Amov.i.a ge ouen with wood, andlite a creſſ bee 
yre amonge theftrarwe:fo that they ſhal co 
fame all the people rofiteabouteebem, both 
wpontherightbondcandebelefe. Jeruſalẽ 
aiſo ſhalbe Inbabitcd agayne:namely, inthe 
fame pla cewbere Jernfalem ſtondeth. 
Tbe LORDE ſhall pꝛeſerne the tentes off 
Juda like as a foꝛe tyme: ſothat the glory of 
theboufeof Dauid and the glory of the cyte⸗ 
fyns of Jexuſalem ſhalbe but litle regarded, 
in comparifon off the glozy off Juda. In 
that dayefhall tbe LORDE defende the cite, 
fons of Jeruſalem: ſo thatthe weakeft then 
tReaz€ AMOngetbem fhalbeas Dauid:and the hou 
feof Dantd ſhalbe lite as Gods boufe,and 
as theangell off the LORDE before t hem. 
At the fame tyme will Jroabouteto def 
troyeall och peopleas come agaynft Jeru⸗ 
Ezeso.d ſa lem. Morouer, vpon the boule off David 
— and vpon the citeſyns off Jeruſalem, will J 


Khe rij. Chap. 
oureont the ſprete of grace and prayer: fo 
Bae they fhallote vponme, — cheyha leh d 
ue pearſed: and they ſhall be wepe bim, as 
menmourne fortheir only begotten fonne: 
Ree and be fory for bin, as men are ſory for 
heirfirft chilve. 

Then ſhall chere be a yreate mournynge 
at Jernfalemlite asthe lamentacion at — 
Ddienmoninehefelde off Maggadon. And xata⸗ 
the londe ſhail berwayle,enery kynred by thé 
felues; The kynred off the houſe of Dauid 
them ſelues alone,and their wynes by Gaul 
felues: Chek ynrevoff che houfe of Nathan ke. u.⸗ 
them felues alone, and their wyues by them 
felues:Thetynredoff the houfeof Leui thẽ 
felues alone,and heir wines by them felues: 

The kynred of the houfe of Semeithem fel- 
ues alone,and their wyues bythem ſelues: 
In lite maner,all the other generaciõs, eue · 
rychonebythem felues alone, and their wy · 
ves bythemfelues. 


The XIU. Chapter. 
fe that tyme ſhall the bonfe off Da- — 


Lucas.c 


uid and the cite ſyns off Jerufalemba Zachig.b 
Hue an open rwell,co wal) ofſynne and lohiod 
vn cienneſſe. —— theL — 
Off hooſtes I will deſtroye the names of F- ens, 
—— Pe — they ſhal no- te 
moze be putin remembzaunce, 

As for the falfe prophetes alfo andthe ie a · c 
vnclene fpzete, J ſhall cate chem outof the 
londe: Gothac yfeny off them prophecy 
eny moze,bis orwne fatberand motber that 
be gat him ſhall fayewnto bim: Thou ſhalt peuss.b 
dye, fortheu ſpeareſt lyes vnder the name off 
the MD:Sece bis oarne father and mot her 
that begat him ſhall wounde him, when be 
pꝛophecyeth. And then ſhallthoſe prophe 
tesbe confounded, enery one eff bis vion 
when be prophecieth:nether flpall they wee- 
re fack clothes enymore,todifceauemé with 
all. But he ſhall be fayneto faye: Jam no Amosz.c 
prophets aman huf bonde man, for foam 2 
Fraughtby Adam fromy youth vp. And Gensd 
SfF ic be fayde vnto him: I ove came thee 
woundes then in thine hondes? He fall an- 
ſwere: Thus am Iwounded in the heuſe off 
myne owne frendes. 

Ariſe (othouſwearde) vpon my ſhepher · matrace 
de,and vpon the prynce of my people, ſa yeth at.ia d 
the LORDE of hooſtes: smytetbe ſhepherde 
andthe fhepe ſhaibe ſcatred abrode, and [> 
rill Feurne myne hondeto the litle ones. 

And ẽt ſhal cometo paffe(fa yeth the LORDE) 
tharinallebelondetwvo partes ſhalbe roteð 


Che prophee Zachary. 


Amorsb out, but thetbirde parce ſhal remaynether- 
lob.zz.a Ut And the fame chirde parte wil J bzyn- 
Baagsa Ge thorowehefyre,and will clenfe chem, a3 
Paalis.a the fylucris clenſed: ee and trye chem, like 
as golde is tryed. 


SBetu· b 
* Then ſhall chey call vpon my name, and 
— wil heare them: Fj will faye: ic 1s my peor 


Feclisa p̃le. And the y flyalfaye:LORDE, my God. 
The XI. Chapeer, 


1 Ebolode, chedaye ofthe LORDE - 
meth,chatthou [hale be fpoyled and 
robbed: for FJ roil gather together all 

the Heithen, co fighsagaynjt Jeruſalem: fo 
that che cite fhalbe wonne,the houſes ſpoy⸗ 
fed, andebe women defyled. Tbe palfofebe 
cite [hal go awaye into captinyte,andthere 
fidue of che people ſhal noe be caried ont of 
the cite, 

Afcer that ſhall the LORDE go forth to 
— aes Heithen, as men vfe ro 
figbcinchedaye of bacell. Thẽ fall bis fete 
ſtsde vps the mount olinete,chacliech vpon 
tbe eaſt ſyde of Jeruſalẽ. And y mountol yue 
te ſhai cleneinewo,eaftrarde, z weftwarde 
ſo chere ſhal be a greate valley:zebebalff 
mount ſhal remone towarde the north, and 
theotber balf torarde the ſouth. 

And ye ſhall fle vnto the valley ofmy bil- 
les, for the valley off che hylles fat ready 
wnto Ayal. Mee fle ſhali ye.lite as yer 
fled forthe earthquate inthe dayes off O- 
fias tynge of Jüda. And che LORDEmy 
God fal come,and all ſanctes with bim. In 
that daye ſhal it not be light, bur colbeand 
froſt. Chis ſhalbe that fpecyalldaye, which 
is bnowne vᷣuto the LORDE:nether daye ner 
night,but gboute theenenynge tyme it ſhal 
belight. Inthat cymefhall there waters 
oflifernnne out fromernfalem:the half par 
te of themtowarde the eaft fee, Gdetbe ot! 
balfcowarve the vttemoſt ſte and ſhall con 
Abad Sine both ſomer and wynter. Andthe l OR- 
Dx himſeif ſhalbe kynge ouer alleheearth. 

Ac that tyme ſhal there be one LORDE 
only,and bis name ſhalbe but one Men ſhal 
go aboute the whole earth, as vpon a felde: 
from Gibea to Remmon, andfrom y ſouth 
to Jeruſalem. She ſhalbe fee vp, and inba- 
bited in bir place: From Ben Jamins porte, 
2hfdsa vnto the place of the firft pozte,and vnto Ff 


Amoss.a 


Mattagc 


Zach ia 
Apocasa 


Tere 


A . 1 3590 Che 
Cheri}. Chap. Fo, et 
comer pozterand fromebetorer of Hanael. 
vntothe kynges myne piefjes. There flyall 
wen Divell and there [pal be nomore curfin- 
Se, buc Ferafalem ſhalbe fafely inbabiced. 

This flhalbe the plage, wherwith ¥ LOR 
DEwil finyteall people,cbat haue fought a- C 
ga yuſt Jeruſalem: Namely, their flefh ſhall 
confume awaye, though they ſtonde vpon 
their fere: theit eyes ſhall corruppe in tbeit 
—— their tunge ſhal confime in their 
mouth. 

In that daye fhall the LORDEmate & 
greate fedicionamdge them, forbat one ma 
fhaltateanocberby rhe honde, andlayebis 
hondes vpon the bonves of bis negbboure. 
Jude fhal fight alfo agaynft Jeruſalem, d zachs.a 
the goovdes of all the —2 ſhalbe gathe 
redtogether rounde aboute: golde and ſyl · 
uer and a very greate multitude off clothes. 
And ſo fhalebhis plage go ouer horſes mules 
camels, aſſes and ali che beaſtes chat ſhall 
be in che boofte,liteas yonder plage was 

Euerg one that rema yueth then of all F 
people, which came a ga ynſt Jeruſalem, foal 
go vp yearly, to worſhipe thẽ tynge (enen ¥ 
LORDE of booftes)andto tepe. the feat off Nuas.b 
tabernacles. Andloke what generacion ve LevrssE 
pon earth goeth not vp toss Jeruſalem, forto mach 
worſhipe che kyngeleuen the LORDEof hoof 
tes)vponthe fameflyal come no rayne. RiP 
thetynred of Egipte go noc vp z comenor, 
it ſhaͤll not rayne vpon them nether. 

This flalve che plage wherwith ¥ LOR 
DEwilfinyte all Heithen, chat come not vp 
to eopstve feaftof tabernacles: ecthis 
flalbe the fynneplage of Egipte and the 
fymeplage of all people, that go not vpto 
Bepetbe feaft of tabernacles. 

Ae chat tyme ſhalthe rydinge geerof F 
horſes be holy vnto the LORDE,and the ets 
tels inthe L ORDES boufe ſhal be like the ba 
fens before the aulter: yeeall theteetels in 
Scrufalemand Juda, ſhalbe boly vnto the 
LORDE of booftes: and all chey that flaye 

Offeringes, ſhall comeand tafeofebem, 
a@nddight chem eheris. And ae that 
tyme there ſhal beno moCanani- 
tesintbeboufe of the 
LORDE. 


The ende off che prophes 
Bachary. 


Fhe prophet AMalachy. 
Khe Prophet 
AMalachy. 


Wyhat Malachy conte yneth. 


ap. I. Chebenefites of Gov, fhewer fpectal 
Ip onto Iſaei before all orber:Agaynethe 
punyfbmenc of the vnthanfulneffe,vnfaith- 
Tolmer And coveroufneffe of theprejtes and 
thepcople. 
Chop. t. Betbrenenerh punyfbment andcon- 
fucion vntotbe preftcs,and commaunderh 
bsp. te BF ebaiper com b 
—— riftes commynge, and of bim 
PR pat maker redy bio ways before bine OF 
the abzogacionof the ofve leuiticall prejt- 
beade Of rhe power of the indge forte come 
and of that fearfulldaye. 


The firfEChapter. 
The beny burthen which the LOR 
— —— iat 


a 


Cenzec 
Rogb 
Tofa.a4.a 
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Abd.1t.a 


ream J feared zfayerh the LORDE of boof 
tes, 

Low vo you preftes, that deſpiſe my na- 
BH me. And yf yefaye:wherin pane wedefpi- 
ſed thy name? In ebis,that ye offre vncle- 
nebsed vpomyneaulter. And yf yeril faye: 
wherin haue we offred eny vnclene thynge 
wntother In this that yefaye:theaulecrof 
the LORDE is not to beregarded. Rf yeoffre 
¥ blynde, isnot ¥ enellr And yf ye offrethe 
lameand fic? isnot that enelly wee offre tt 
vnto thy pzynce,fbal be be cõtent with the, 
— tethy perſonne, ſayeththe LORDE 
9) ese 


Levase 
Eze.gse 


Che ij. Chap. 


2nd now mabe youre prayer before Boo, 
thacbemayebauemercy vpon vs: for ſoch 
thinges bane ye done Shal he regarde you- 
re performes(chynte ye)[ayerh the LORDE of 
hooſtes Ree what is he amonge you, that 
wil bo fo moch as to ſtyut ¥ dores, or to Fyne 
dle ¥ fyze vpõ myne aulter for naught: 3 ba 
neno pieaſure in you,fayetbthe LORDE off 
booftes:and as forthe meatofferinge, J wil Efaab 
notaccepteitatyourebonde, Gozfromrbe 5" 
ryfinge vp of ¥ ſonne vnto ¥ goinge dorwne prs, 
of the fame,my nameis greate amonge the 
Gentiles:Neein every place fhal chere facri- 
fice be done, and a clenemeatofferinge offred 
vp vnto my name: fozmy name is greate a- 
mongethedeithé, fayeth the LORDE of hoof” 
tes. But ye haue vnbalowed it,in that ye fae 
ye,the aulter of ¥ LORDEis not to beregar- 
ded, andt he thinge that is ſet thervpon not 
worthy to be eaten. 

VN oiw ſaye ye: It is but laboure and tra⸗ 
ua yle, and thus bane ye thought ſcorne at it, 
Gyeththe LOR DE Off hooñes) offerynge 
robbery, yee the lameandebe ſicke. me bane 
brought me in a meatofferynge, ſhulde 
Faccepteit of youre honde,fayeth the LOR- 
DErCurfed be chedyffembler, which hath in 
bis flocFe one that is male, and wͤhen be ma 
keth a vowe, offereth a ſpotted one vntothe 
LORDE. $o2 Jama greate kynge(ſa yeth the 
LORDE of booftes) and my name is ſearfull 
amonge the Heitben. 


The tl. Chapter. 

Llonow(o ye preftes)this commann- A 

Dement toucheth you: yf ye will noe 

beare it, nex regarde it, to gene the 
glory onto my name(fayeth the L ORDE off 
hooſtes J wil fendea curfe vpon yeu, z will Dewar 
curfe youre bleffinges:yee curfe them will 
¥f ye donot take hede Behoide. I hal coz- 
ruppe youre ſede and café Dongein youre fa⸗ 
ces:euen the donge of yourefolempnie feaſtes 
and it fal dene faſt vpon yon.nd ye fall 
Enowe, that J banefent this commaunde. 
ment onto you:tbatmy couenaunt which J 
— Lenimight ſtonde, ſa yeth FICK 
DE of hooſtes. 

J mave a conenaunt of lifeand peace w* 

bim: this J ganebim, that he might ſtonde 
in awe of merand ſo he dyd feareme,qobad 
Mmynameinrenerence. The lawe of trenth 
was in bis mouth,and there was no wicked 
neffefoundeinbislippes. He walted with . 
mein peacegd equyte, and dydturne many Numasc 
one awaye from cheir ſynnes. Soz the 


The prophee Malachy. 


preftes lippes ſhulde be fare Enowlege, ehat 
inen maye ſeke the lawe at bis mouch, fo: be 
is «mefjaunger of cheLORDE of booftes. 
But as foz you, ye are gone clene out off the 
waye, and haue cauſed the multitude to be of 
fended ac the lawerye haue broken the cone 
Deussb naunt of Leut,fayeth che LCRDE of booftes. 
Cherfore wih J allo mate you co be dvefpifed, 
and to be of no reputacionamonge all ¥ peo 
plerbecanfe ye haue noc keptemy wayes, but 
Lene parciall in che lawe. 
Haue we not all one father? Hath not one 
Ephe-4-2 Sod made vs wiyy doch eucry one off vs 
ac then deſpyſe bis ovone brocher,and fo bese 
the conenauntofoure fatbersy Now hath 
Jude offended: yee the abbominacion is do⸗ 
LEfd.g.a Hein Iſrael and in Jeruſalẽ, for Juda bach 
Leuianc Defyled the Sãctuary of the LORDE, which 
he loued, and bath tepte rhe doughrer of + 
fitaunge Gov.SuethcLORDE ſhal deſtro ye 
themathar doch this (yee both ehe ma fier z 
the (colar) out off che cabernacleof Jacob, 
with him that offreth vp meacofferynge on 
tocheLORDE off booftes. New haucye 
brought it co this poynte agayne, that the 
aulter of cheL ORDEIs couercd withreares 
wepynge and mournyn cre ſo that J will no⸗ 
more regarde the meatofferynge, nether wil 
Freceque or accepte enythinge at youre hõ · 
Des. 
© 2nd yet ye ſaye:wher fore? nen becanfe 
that where asche LORDEmave a couenaũt 
beewirte y and che wife off thy youth, thou 
haſt deſpyſed her: Ret is hhe thyne orne cð 
panyon and maried wife. 
So dyd not «cheone, T yet had he an ex⸗ 
cellent ſprete. What dyd chen the one? He 


The one 
This che 


interpre: Hughtehe fede promiſeb of Gov. Therfore 
Tobe fpo- Loke well te youre fprete,zleeno man defpyfe 
Fenof 2 ¥ wifeof bis youch yfrbou hateftber, put 
brabam. 
Devagea 
dere.3.a 


ber awa ye fa yerb the LORDE God of Iſtael 
and geue bera ciothinge foz the (come, fa- 
yetbtheLORDE of booftes. Lote well then 
to youre[pzete, and defpyfe ber not. Negrene 
the LORDE with youre wordes, and yet ye fe- 
yerwherwithall baue we grened bimy In 
this,thar yefaye: All that do enell are good 
inchefightof God, and fed) pleaſe him. Oz 
els where is the Sod that punyſheth. 
The ltl. Chapter. 
AN Ebolde,Frwil fendemy meſſaunger. 
B which Mal pꝛepare the waye before 
mezand the LOR DEwhem ye welde 
v7.2 Hane,flpal foone come to bistemple,yee euen 
sa the meffaunger of the couenaunt whom ye 
Efacg-a Jonae for. 
Bebolve,be commeth, fayeththe LORDE 


Dhe iij. Chap. Fo. cij. 
of hooſtes. But who maye abyde the daye 
of bis commyngesWho ſhalbẽ ableco ends 
re,roben be — AO he is like a gold- 
finyches fyre ad like waff bers ſope. He hall 
Tye him downe to trye and to clenſe ¥ ſyluer. 
he ſhal pourge chechilvzen of Leut, and pur 
rifie them likẽ as goldeand fylucr: that they 
maye brynge meatofferinges vnto the LOR- 
DEinrighengufnes.Chen fhall che offeringe 
of Jude and Jeruſalem be acceptable onto 
the LORDE, lite as from the begynninge ⁊ 
inche yeares afoze tyme. Iwill comez pu- 
nyfb you, Jiny ſelf wil bea fivife wyenes 
aga ynſt che witches, agaynſt the aduoute- 
rere, aga ynſt falfe fivearers: yee ãd aga ynſt 
thofe,chat wꝛõgeouſly kepe backe the hyre⸗ 
lynges de wt y: which vere the wyddowes Z 
the fatherleſſe oppreſſe che firannger, and 
feare not me,fayerb the LORDE of beoftes. 
SFoꝛ Jam the LORDEY chaungenoe, z ye s 
Codpilozen of Jacob) wi! notleane of: ye are 
gone awa ye fro myne or dinaiices, z fens ¥ 
cyme of youre fozefatbers baue ye not bep· 
te them. 

Turne younow vntome, and J wil turne zachaa 
me onto you,fayeth theL OR DE of hooſtes. 
Me faye: Wherin ſhal we eurney Shulde a 
man vfé falſede and diſceate with God, as 
ye vfe faiſede and diſceate with mez Met ye 
faye: wherin vfe we difceate with they In 
Tychesandbheane offerynges. Cherfore are 
ye curféd with penury, becaufe ye dyſſemble 
with me,all the forte of you. 

Drynge eucry Tythe in tomy barne, ¥ 
theremaye be meat in myne onfeand pꝛo⸗ 
ue me wichall(ſa yeth the LORBE of hoojtes) 
¥f Jwil noc open the wyndowes ¢f heauert 
vnto YOu, and poure you outa bleffinge with 
plenteonfireffe.mee J ſhal reprone the conſu⸗ 
inet foz youre fates,fo that be fall noc eate 
vp the frute of youre grounde,necher ſhal ¥ 
vynyarde be barenin the felde ſa yeth ¥ LOR 
DE of hooſtes: In fo mod) that all people 
[hal faye, chat yebe bleffen, foz ye ſhall be & 
pleafannt love, fayeth theL ORDE off boof- 
tes, 

Re fpeate hard wordes agaynſt me, far C 
yeth the LORDE. And yer ye faye: What 
haue we fy peer agaynſt they Mebane ſa⸗ 
yed: It is but loft laboure, co ferue God: 

Wat proficbaue we for Eepynge his com ee 
maundementes, and for walkinge humbly Pat7sB 
before the LOR DE off bocftes? + Ther- 

foze maye we fayethatthe proudearebap- lobar 
pie, andchat they whidy deale with vngod⸗ Tree 
Tyneffe, are fee vp: forebey compre God, and 
yerefcape, 
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Bucebey chat feare God, faye thus one 
to anocber:C he LORDE cõſidreth and hea ⸗ 
rethit. Ree it is before him a memoziall bofe 
wꝛitten for [och as feare the LORDE, andre- 
membicbis name. Andinebedayetbac J 
wil mate (faieth ¥ LORDE of booftesebey 
fhalbe myne orone poffeffion:and I rill fa- 
uoure them, lite as a man fauoureth bis orv- 
ne ſonne that doth him ſeruyce. Turne you 
therfore and confidze what difference is be 
twirte the rightuous and ongodly : betwir- 
te him that ferneth Sod, ãd bim that ſerueth 
him noc, 

Sor marck, the daye commeth that ſhall 
burne as an ouẽrand allthe proude, yee and 
Gl ſoch as do wickedneſſe, ſhalbe ſtraw: and 
the daye that is for to come ſhall burne thẽ 
wp(fayeth the LORD Eof hooſtes) ſothat it 
(hal leaue themnetberrotener braunch. 
Dut vnto you that feare my name, ſhall the 


Khe iij. Chap. 


Sue of rightuonfieffearyle.z health fhal 
be vnder bis winges.e ſhai go forth, zmul 
tiplieas ¥ farcalues. we treadedomwne 
¥ vngodly:foz they be lite che affbes 
wnder thefoles of yourefece,inthe daye ¥ ¥ 
Phalmate, fayeth the LORDE of booftes. 

Remembze the lawe of Moſes my fer- 
uaunt / which J committed onto bim in O⸗ Dev-4-s0. 
reb for all frael, with che ſtatutes and o201- mata. 
naunces.Debolvde, Jrwillfende you Elias ¥_ ib * 
propbet:befoze the comynge off the daye of 
the greatand fearfull LORDE. de ſhall turne 

the bertes of the fathers tocheir children 
andthe bertes of the childzen to their 
fathers, chat J come not, and 
finyce che earth with 
curfynge. 


The ende t 
iat re aia 


Luca. 
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APOCRIPHA 
SS hebokesand trea 


tiſes which amonge che fachers 
Of olde are not rekened to be of lite 

aut horite with the orber bor 

Fes ofthe byble,nerbera- 

re they foũde in che 
Canon of the 
Hebrue. 

The thirde bobe of Eßdras. 


The fourth boke of Eßdras. 
The boke of Cobias. 


The firfibote ofthe Macha bees.· 
The feconde boke ofthe Machabees. 


Vnto thefe alfo belougeth Baruc, whom we haue fer a · 
mogethe prophetes nert onto Feremy , becaufebewas 
his ferybe, and in his tyme. 


Lhe tranßlatoure rnco che reader. 

Seſe bokes(good reader whid) be called Apocrypha, are not indgedamonge 
the doctours to be of litereputacion with the ocber feriptnre,as thou mayeft 
i BELA) perceanc by S. Jerome incpiftols ad Paulina, Andebe che fe canfe therofis this: 

listen| there be many places in them,that feme to be repugnaunt ontotbe open and 
nianyfeſt trueth inthe other bokcs of che byble. Meuert heles J bane not ga- 
thered them together to the intent that J welde haue them def pyfed, oz litle feet by,oz that 
‘Dfhulve t hinke chem falfe, for Jam not able to pꝛoue it: ᷣee J deute not verely, yfebey were 
equally conferred withthe other open feriptnre(cyme, place,and circamftaunce th all thin- 
ges confideredcbey ſhulde nether ſeme contrary,ner be vntruly z peruerfly aledged.Crenth 
itis: A mas face can not be fene fo wel ina water,as ina fa yre Glaffemetber c&itbe fhewed 
fe clearly in & water that is ſtered ormoued, as in a ftyll water. Thefez many other dark 
places of feripture bauc bene ſore ſtered andmyrte with blynde and cuvetons opynions of 

en which haue caft foc a myſt afore the eyes of * ſymple, thataslongeas they be not 

ferred with the other places of feriprure , they [yall nor ſeme other wyſẽ to be vnderſtonde. 
then as cuvetoufnes erpoundeth eben. But who ſo ever thon be that reaveft feripeure, lee 
the boly gooft be thy teacher, and ler oneterterpounde another vnto the : As foz fhay diea⸗ 
mes, viſſons and darck ſentences as be hyd from thy vnderſtondinge, cemmytte them vnto 
VSod and make no articles oft hem : Bur let the playne text be thy gyde, and the ſprete of 
Gov (which isthe author therof) hal lede the in all tructh. 

As for che prayer of Saloms (which thou findefé not herin) F prayer of Asarias, andehe 
fivere fonge thar he and bis cwo felowes fengein the fyzeitbe firfi(namely che prayer of Se 
lomon) readeſt thou in the eight chapter of the thirde bobe of the Fynges, fo that itappea~ 
eth not to be Apocryphum : The other prayer and fonge (namely of chethze childzen )baue J 
not fonndeamongeeny ofthe interpreters, but onely in the olde lat yn terte, which reporteth 
it to be of Theodotios tranſiacion. Neuertheles, both becaufe oft thee} keweateandfaupy 
lous, and foz their fakes alfo that loue foch ficcte fonges of thant eſgeuinge: I baue not left 
them ont:to the intent chat the one ſhulde haue no cauſe to cempla yne, and that the other 

alſo might haue the moze occaſionto geuetbantes vnto God in aduerſite, asthe thiechil- 
dren dyd inthe fyre. Srace be with rhe. Amen. 


She thirde boke of 
Eſzdras. 


What this boke conte yneth. 


Chap. Y.  Whattheybe& how many. that eo⸗ 
me agayne to Fernfalem out of —— 
——— 
dedagayne. The Zeithen withfiondethem. 

Chap. Vi. Theofficersin Syze labourevnto 
Fynge Darius, to fowbyd thebnyloingeof the 
templeat Jerufalem: but be commaundeth to 


Conp. 1%. The vertuons Fynge Gfias renueth 
thefernyce of God, ſerteth thepreftes in ther 
er2e,and boldeth the feaftof after. OfFbis 
Death). OF Fecyonias hs fonne.D FF yuge Zoa⸗ 
himand Sevedias. 

Chap. i. — Godmoneth Finge Cyrus to delyuer 
the prefoncrs, liteas he promyfed by the p20- 


phet Jeremy. ftyngeatarerfis , by whofe 
auctorite the Jewes are forbydden to buylde 
‘vp Ferufalem. 

Chap. iit. OF thefeast thattinge Darius ma- 
Dde,andof the thzeyonge men that wrote euery 
onchis fentence, to prouemho might faye the 
beft.The first fheweth hrs mynde. 

Chap. uu. The feconde — aboute to proue 
bis fentence the wifeft,but Soz0babel getteth 
the victory, for the trueth beareth cuer the 
bell. Dartus comaundeth to buyloe vp Jeru · 
felemagayne. 


Fepe the owdinaunce that Fynge Cyzus made 


before. 

Chap. Vi. The aduerfaries myndes are fatif: 
fied, the buy loinge ts fynifhed, an’ a 

eng eee 7 — erate 

ap. Vill. Zow Eßdzos and the other (beinge 

Difeharged by the lertersand commanoenee 
of FingeArtarerfes)go vp toyernfalem.The 
complaynte concernynge thofe,thattrere de- 
frledandoncleane. 

Chap. IX. OF the councell that wes taken, as 
touchingethe wncleane mariage. 


The ij. bole of Eſzdras. 


Exousd 


as bynge Dauid thebynge of Hfrael bath oz 
dened, T acordinge as Salomon bis fonne 
bach honorably prepared: Mee lote F yeall 


do fernyce inthe tentple,acordinge tothe or⸗ 
dringe and diftribucton ofthe pzynctpall me 
which areappoynted out ofthetrybes,todo 
ſeruyce fortbechiloztof Iſtael. Kyll $ paf- 
feouer, z prepare offeringes for yd bzechzen, 
and Soaccordingetothe commaundemẽt of 
¥ LORDE, which be gaue vnto Moſes. And 
wnto ¥ people pas foũde. Joſias gaue xxx. 
thoufande of fhepe,lambes, Eyddes and goa 
tes,zthietbonfande ort. Theſe the kyngeof 
bis kyngly liberalice) gaue vnto the people, 
acordinge as be bad promyſed: Tto the preſẽ 
tes( forthe Paffeoner be gaue two thouſan · 
de ſhepe ẽ an bundzeth ore tNoꝛouer Jecho⸗ 
nias z Semeias and Nathanael brethzen,z 
—— — gaue thew 
to the paffeoner, fyue chouſande Poepeand 
fone pa coils bullocfes; 
2nd whan theſe thinges werebroughtto 
pete the preſtes andthe Leuites ſtode good. 
ly in their ordre, and bad the vnleuended 
bred thorow ont ? trybes. Andafter the oz 
dringe of the pzyncipall men in the trybes, 
they offred onto the LOR DEin ehefightof 
the people, acordinge as it is weytten inthe 
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boke of Moſes, zforheyrofted the Eaſter · Exonb 


lambe as acosdinge was.As for theebatoffe 
ringes Tthe ocber,they dig ht the in Eeceelsz 
pottes,z ſett them before the people x good 
will,and after warde before them (elues and 
the preſtes. For the preftes offredtbe fatt. vn 
tyll the tyme was erpyzed, but the Leuites 
prepared foz chem ſelues ⁊ for their brerbzert 
thechildzé of Aaron. Tbe ſyngers alſo F chil ⸗ 
dren of Aſaph ſtode in cheir ordre acordinge 
as Dawid haddenyed.So dyd Afaph, sacha 
ry ⁊ Jediths, which were appoyntedby the 
£ynge. Morouert he porters z dore kepers ſto 
de by che dores z pdiligently,fo Fronewente 
outofbis ſtondinge ⁊ ſeruyce: for their bre⸗ 
thzen(the Teuites )prepared forthem. Thus 
were allt hinges perfourmed, chat belonged 
tothe offringe ofthe ORD.Int hat da ye 
they beldethe paffeoucr, Toffred thantoffe- 
ringes befyde ¥ ſacrifice of # LORRDE,acoi- 
dingeto F cSmaundement of Eynge Joſias. 


Sothe children of Iſrael which were thẽ 
reſent helde an honorable paffeouer, z the 
fE of ſwete bred vij: da yes loge. Nee fodh a 
PAffeouer was not kepte in Wfrael, from F ty 
me ofthe prophet Samuel. Bnd alle Eye 
ges Of Iſraei helde not foch an Eaſter, as 
this which kynge Joſias helde,z > preftes, > 
lenites, } Jewes ẽ all Ffrael, ofall the $ we- 
xe at Jernfalé.jn $ rviij:yeare of Fraigne of 
Joſiss was this Paffeouertepte. Ande a 
parfecte here dyd kynge Yofias ordre all his 
workes (before LORDE)z ¥f thinges F were 
wryeré of bt intymes pafé, cScernyngethofe 
Hynned zwere vngodly agaynft } LORDE 
befozeall people,zp fought not the worde of 
SLORDE vpon Ffrael. After all thefeactes 
of Eynge Fofias, pharao} kynge of Egipre 
wẽte vp, z came towarde Carcamis by Ex- 
—— liad wẽte to —— 
ge Of Egipte vnto Joſias ſayenge: 
what haue I to Hes 3.0 kynge of Juda⸗ 
amt not fent of } LORDE to fight agaynft ¥, 
for my warre is vps epee > gotbon vᷣ 
waye bomeagayne in 2 Galfe Se oftas 
ib 
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wolde not ture agayne vpon bis charet, 
but vndertoke co fight aga ynft bim,z herke 
ned noc onto F woide Of F pꝛrophet, whidy 
he tolde him ont of che mouth of God, but 
pitdsed a bacraill agaynft bimin > felbeof 
mMa geddo. And the prynces preaffed to kyn 
ge Joſias. Chen fayde che kynge vnto bis 
feriiaunces : Cary me awaye out of the bat- 
tayll,foz J am fore wounded. And immediat 
Ty bis fernauntestote him araye out of the 
front of the battayll . Chen fart be vp vpon 
the ſecõde charett, came co Jeruſaͤlẽ, dyed, 
yas buried in his fathers ſepulcre. And in 
au Jewry they mourned for Joſias, yeetbe 
rulers alſo w cher wyues made lamẽtacion 
for hun vnto this daye: And this mas donc 
euer fill in feacl. 
D _Thefechinges are written inthe boke of 
Of the ſtories of F#ynges of Gudea: namely, 
all the actes z workes of Eynge Joſias, bis 
Byngly power zmaiefty, bis vnderftandin 
ge in the laweof God, z what bedyd, yee 
thinges which are not wryeré in the boke of 
the Eynges of Iſtael ⁊ Juda. And F people 
tofe Gechonias the ſonne of Joſias. zmave 
bim Eynge in > ſteade of Joſias bis father, 
whan be wes rrrilj.yeare olde. And he raig 
ned ouer Iſrael thre monethes . Andebe Fin 
gcof Egipte put him downe, phe [yuide not 
raigne in Jeruſalẽ, Trayſed vp ataringe of 
thepcople: namely, an C. talentes of fylucr 
Zone talet of golde. The tinge of Ectipte al 
ſo made Joachim bis brother bynge of Ju · 
Daz Zerũſalẽ. As for thẽ of che kinges coun 
cell bebe kynge himſel f and Zaraceles bis 
brother, be toke thé,z caried thẽ arvaye pre, 
foners in to gipce. Fyue ⁊ twentie yeare ol- 
de was Joachim, whan be was made Eynge 
inchelonde of Juda and Jeruſalem. and be 
E dydenell before the LORDE.Ufter this. Na 
buchodonofoz ? kynge of Babyld camevp, 
bounde bum  banvdes of yzen,z caried hum 
vnto Babils. Mabuchodonoſor alfo coke all 
>} veffell Frere balowed incheréple of the 
LORDE,z all * Jewels, ⁊ cariedthe vnto Ba 
bilon, z bronghe thé in co bis owne tẽ ple ac 
Dadilon.Of bis vnclennes z vngodlynes, it 
ts writtẽ it $ boke of theactes of * kynges. 
Aud Joachim bis fone raignedin bis ſtea⸗ 
de: Hẽ was made kynge beinge xviij. yeare of 
de,z raigned but thre monetbes x. dayes in 
Jeruſalẽ ⁊ dyd euell before the LORDE.Go 
ãfter a yeare Nabuchodonoſor ſent z cauſed 
bins be brought vnto Babilon w F holy vef- 
fels of }LORDE,z made Sedechias bis bio 
ther kynge of Gudea and Jeruſalẽ, whanbe 
was xxj. yeare olderand beraigned xj.yeate, 


p.rcaa£ 
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And hedyd euell alf in F fight of FLOR- 
DE,z cared noe for F wo2des proere ſpobẽ vn 
to bi by * propherferemsy at 7 mouth ofthe teresza 
LORDE. And whereas be had made on ooth 
vnto Eynge Nabuchodonoſor, be manſwore 
bunjélf, z fell fed him hauynge a ſtiff neck z 
bert, zerajgreffed all p ſtatutes z o2dinaun- 
ces ofthe LORDE God of Iſtael. Che rulers 
alfoz heades of $ people ofthe LORDE dyd 
mod) enell,z became ongodly , moze thé the 
Heithen, beyngedefyledin all maner of abbo 
minaciss: Mec zdefyled F holy tẽple ofthe 
LORDE att Serufalé. Andehe God oftheir fe 
thers ſent his meſſaungers vnto che, to tur · 
nethem backe dto callthẽ agayne frd cheix 
fynnes : for be wolde fayne baue fpared che 
foz bis boly rabernacles [ate . Neuert heles, 
they bad bis meſſaungers in derifion:z loke 
what Godfpate oncoché by bis propberes, 
rbcy made but a ſporte ofit. Chis diew on ſo 
longe,tyll the LORDE was wrothirb bis peo- 
ple foz their mngodlyncs,z tyll be canfeothe 
kinges of  Caldeesto comevp, whic) flew 
their yonge menrd the fiverde, yec even in the 
compaffe of their boly céple, zfpared nobo- 
Dy, nether yonge ner olde, nether mayden nex 
yongeman : bůt they were all delynered into 
the porver ofthe Eynges of  Caldecs, zall 
theboly vefjels oftheLORDE and thet ynges 
trealures cofetbey,z caried them vnto Babi 
lon. As forthe houfe ofthe LORDE, they biée leresssa 
it, z brake downe the walles of Jeruſalẽ. ſet 
fyre vpon bir corwzes , deftroyed all bir noble 
buyldinges and brought them to naught, 
andthe people that were not flayne with the 
frerde,chey carted onto Babilon. 

Thus became they F pzefoncrez bode me 
of SE ynge of Babilon, cyllebey were delyue 
reozrayaned for them ſelues when the woz 
des of the LORDE were fulfilled, which be 

emyfed them by the month of the prophee 
—— tyllthelonde bad hir reſt: name teres 
Jallthe tyme y it laye wayeſt, had it reſt z aha 
quyetnes lxxvij. ycares. 
Thell.Chapter, 

2 Ow whe Eynge Cys raigned over A 
the perfians, zwha the LORDE wol 2 par. se. 
de perfourmethe worde p he had pro + aid.na 

myſed by the month of the prophet Jeremy: 
the LORDErayltd vp the fpzctcof Cyrus, che 
Eynge ofthe Perſiãs, ſo ÿ be canfed this wzy- 

tinge to be preclamed tho2ow out bis whole 
realme,fayenge:Tbusfayeththetyngeof + 

Perfians : The LORD E of Iſtael that bye 
LORDEbathmavemte kynge of chelobe,and 
commaunded meto buylde bim an houſe at 
Ieruſalem in Jewry · af ehere be enynow of 
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youre people, ¥ LORDE be with bim,and go 
vp with bim to Jeruſalem. Anð all chey chac 
Dwell rounde aboute F place, ſhal helpe the, 
whether it be with golve, with ſyluer, with 
giftes, with horſes and neceffary cateil, and 
all ocber thinges that are brought wb « fre 
wyll coche houſe ofthe LORDE at Jeruſalẽ. 


B TChenche pzyncipallméeouc ofthe trybes 


and vyllages of Juda and Ben Yamin ſtode 
vpꝛſe — pate alſo ⁊ the leuites ( whõ 
the LORDE had moued)to go vp, and to buyl 
de the houſe of the LORDE at Jeruſalẽ. And 
they chatwere aboute them,belped themrd 
allmaner of golde,and fyluer,and catell allo 
and with many liberall giftes, and this dyd 
many one, whofemynde was ſtered vpther⸗ 
to · Kynge Cyzus alfo brought forth che veſ⸗ 
ſels and omamentes, that were halorved vn⸗ 
tothe LORDE (which Nabuchodonoſor the 
Eynge of Sabilon had caried awa ye from Ie 
rafalent, and confecrated themto bis Sool 
and yma ge) and delynered them ro Mthri 
datus biscreafirer,andby bimebey were de / 
(ynered to Salmanafar debyte in Jewry. 
And this was che nõbꝛe of them:Tavõ thou⸗ 
ſande and iiij. CHyluer boules, rrr. ſyluer ba⸗ 
ſene xxx · baſens of golde ij. Mand itij.C. veſ 
fels of ſyluer. and achouſande beſyde. Al the 
veſſels of goldeand ſyluer were v. M. viij. C. 
and lx. Theſe were nombred vnto Salmana 
far, and chem that were come agayne with 
him to Jeruſalẽ one of the captiuyte of Ba 
bilon. Now in the tyme oftynge Artaxerſes 
the kynge of perfia,chefemen:Balemus and 
Mithridatus, Sabellius, Rathimus, Bal- 
themus, Semelius ? ſerybe, and other chat 
dweltin Gamariaz nother places vnder y 
dominion therof, Weote a letter onto kynge 
Arcarerfes, wherin they complayned vnto 
the Eynge of them in Jeivry and Jeruſalem. 
The letter was made ã fter this maner: 
Syz, thy feruauntes Rathimus the ſtory 
wryter, Sabellins the Scrybe, T other ind- 
ges of thy courte in Celofyzia and Phenices. 
De it knowne and manifeſt to oͤ lorde the kyn 
that the Jewes which are come vp fd you 
vnto vsinto thercbellions and wicked cite, 
begymneto buylde it agayne, and the walles 
abouteit, andto fet vp thecépleofthenew. 
Now yf this cite and the walles therof be 
fete vp aga yne they ſhal not onlyrefisfe to ge 
uetrybutes and taringes, butalfo rebel vt- 
terly aga ynſt the Eynge. 2nd for fo moch as 
they tate thisin bande now aboute the tem 
ple, we thought itreafon,to thinke no feome 
Of it, but to ſhewe it unto ðlorde the kynge 
to certifie bi therofito theintent $yfit plea 
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fethetinge,bemayecanfe itbefougheinthe 
bot es of olde:andtbou ſhalt fyndefody war 
nynge weytten, and ſhaͤlt onderfionde, that 
this cite bath allwa ye benerebellions and 
diſobedient that it hath ſubdued kynges and 
cities, and that the Jerwes which dwell ther 
in haue euer bene a rebellious, obſtinate, vn 
faichfull and fightinge people, foztbe which 
cauletbis cites wa yſted. Wherfore now we 
certifie oure lorde the Bynge,cbat yf this cite 
bebnyldedand occupied agayne, ztbewal- 
les cherof ſet vp a new, chou canft baue no 
paſſage in co Celofyzia. and Phenices. 

Then wꝛote the kynge ro Rachimus the 
ſtory wryter,to Balebenmus, coSabellins y 
ferybe,and co the other officers and dweilers 
In Syria and Phenices, after this maner: 3 
baue red che epiſtle which thou fenteft vnto 
me, and bauecommaunded tonne diligent 
fearch,and bauc founde,thacebe cite hath e- 
ver reſiſted kynges, that the fame peepleare 
diſhobedient / and bane caufedmedd warre,z 
thac mightie kynges baveraigned in Jeruſa 
kent, which alſd haue rayſed vp caringes of 
Syzia and phenices. WOber fore, 3 bane cons 
man dedt hoͤſẽ people that they hal noe buyt 
de the cite that they make nomozeimit, and 
that they procedeno furcher with ebe buyn 
dinge: for ſo moch as it might bethe cauſe of 
warre,anddifpleafure onto Eynges. 

Now whan Rachymus and Sabellius 
the ferybeandcherulers in the londe had red 
the wzyringeoftynge Artarerfes, they gate 
them cogecher,and camein all the haiſt to Je 
ruſalem with an hooſt ofhozfemen,and with 
moch people of fore, and forbad them to bu yl 
de. And ſothe yleft offrom buyldinge of the 
temple, vnto theſtconde yeare of bynge Dar 
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Rnge Darius —28 greate feaſt vn⸗ 

to his ſeruaũtes, vntoall bis cource,z 

toall the officers of Atedia and per- 
fia, yeeand toallebe debytes zrulers that we 
rewnder bim, from India vnto “ethiopia, an 
bundzeth zr¢vij,countrees. So whanthey 
had eaten, and dzonten beingefatifficd, and 
rere gone homeagayne, Darius the Eynge 
wentẽ in to bis chambre, layed bim dorwne to 
flepe,and fo awater, 

Chen the chee yongemen, that: bepte the 
Eynges perfonne,and watched bis boby,com 
moned emonge them felucs,and {pateoneto 
another: Let euery one of ve faye fome thine 
ge, and loke whofe fentenceis wyſer and more 
excellenteben the other, onto hun [bal tinge 
Darius gene greate giftes, ———— 
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with purple. He fal gene bim veffels of gol 
de to drynke in, clorhes of golde and coue- 
singes:be [hall mate bim a coftly charett z 
a baydle of golde, be fall geue him a bonet 
of whyce ſyite and a chayneof golde abou- 
te bis necP:yee be hal be che fecondez pryn⸗ 
cipall nerte vnto kynge Darius ,ztharke- 
canfe of bis wyfdome,and ſhalbe called ¥ 
Eynges kynſman. 

So euery one wrote his meaninge,fealed 
stand layed it onder the kin ges pelowe,and 
fayde: whanthe byngẽ aryferb, we will gene 
dim oure wrytinges : and lote whee worde 
thetynge and bis chefe lordes indge tobe 
the moſt wyfely ſpoken, the fame ſhall haue 
the victory. One wrote: wyne is a ftronge 
ebinge. The fecSde wꝛote: The byngẽ is firs 
ger. The chirde wrote: wemen haue yer moze 
ſtrengch, but aboue alltbinges y erueth les 
reth awaye che victory. Now whan the byn 
ge was ryſen vp, they tole theit weytinges 
Gud delynered them vnto bint and ſo he red 
them. Then ſent be forth co call all bis che fe 
Tordes, all the debyres z rulers of the coun- 
treesof Media and perfia. Andwhanthey 
were fect dorwne inthe councell, the wzytin- 
es were red before chem. And he commaun 
Sidcocall for¥ yonge mE, p they mightde- 
clarethrirmeanynges thẽ felues by mouth. 
Sowhen they were fenc foz,and camein, F 
Eyngefayde vnto them· ſhew vs andmate 
v5 to vnderftsve,what che hinges are that 
ye haue wꝛytten. 

Then be ganne che firſt (whic) had ſpokẽ 
of che ſtrength of wyne)zfayde:® ye men, 
wyne is maruclous ſtrsge, and ouercẽ meth 
thens $ dzynte it: ic difceaucth the mynde, z 
beyngeth bor the poore man ⁊ y Fynge to 
dotage andveanite.Chus doth it allo webe 
bondman and with the fre, with the poore z 
rych: it tabeth awa ye their vnderſt ondin ge 
and mareth chem careles and mery, ſothat 
none of chem remembretheny heuynes. dett 
02 dewtie: It cauſeth a man to thinke alſo 
tbat ¥ thinge which be doth, is honeſt and 
good: and remem bret h noe that he ts a kyn⸗ 
Ge, nor Peis inauccorite,z Phe ought noc 
todo focy thinges. Morouer, whan mes are 
dryncinge, they fortettall frendfhipe, all 
biotherly faithfulnes z loue:but as foone as 
they are dronckẽ, they dꝛawe out the ſwerde 
zrvil fight: z wba they are layed Downe frs 
the wyne,zforyfenvp agayne,chey can not 
tcll what theydyd. judge ye now, Is noe 
woyne the firongeftz For who wolde els take 
inbande, co do ſoch chinges? And whan be 
bad fpoten this, he belve bis ronge. 
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¢ Hen the feconde(which had ſa yde, A 
= the Eynge was ftronger)beganneto 
S fpcate,fayége:® yemen, are not they 
the ſtrengeſt ⁊ moſt exceilent, ) cSquerethe 
lode ⁊ the fee, zall pis in ? fee tin the earth? 
MNor is the kynge loꝛde of allthefechinges, 
T hath dominion ofchẽ all:z loke what be co 
maũ deth, it is done. f he ſende his mẽ forth 
a warfare, they goand breate dorvne billes, 
walles zeowres. Chey are ſlayne, ⁊ ſlaye (o⸗ 
ber men them ſelues, æ ouer paſſe not * kyn⸗ 
ges woꝛde. Rf they ger the victory,they bry 
gethetynge alltbe fpoyle. Likewyfe, the o- 
ther Fmedle noe vb warres z fightinge, but 
tyll che grounde whan theyrespe,they bryn 
geerybuce vnto $ bynge. And yf F Eynge alo 
Ne do but cõmaundẽ toͤ Eyll,theyFyll:y fhe cð 
maunde to forgeue, they fozgenc:yfbe cima 
unde to finyte,they finyte:yf be byd dzyne a- 
waye,they dzyne a wayeryfhe ce mmaundeto 
buylde,chey buylde: yf he cẽ maũde to breake 
dowwne,they bieake Downe: yf he cSmaunde 
to plante,they plãte. The ceinon people 7 
rulers are obedient vnto him. And ? kynge 
in the meane ſeaſon ſytteth hi downe, eateth 
and drynteth,z tat ech bis reſt: thé kepe they 
watch roũde aboute ỹ Finge,z nocene of the 
darre gett him out of F waye,to do bis owne 
bufynes, but muff be obediẽt vnto F tinge at 
a worde. Judge yenow oyemen, bow ſhulde 
not be g6 farre abone, vnto whom men are 
thus obediẽt? And whan he had (pote rbis, 
be belde bis ronge. The thirde ( whofe name 
was Forobabel, which had (poke of wemen z 
of} tructh tegane to faye after this maners 
G yemé, itis not * greateEynge,itis not the 
multitude ofiné nether is iewine ᷣ excellethe 
Who is it thé, hath F lordfhipe oner thes 
Saue not wemen bomethe kynge,zall F peo 
ple prule chefe chinges 7 Hauenot wemẽ boz 
neché,z brought t hẽ vp, plantethe vynes, 
wherout ? wyne cõmeth? Chey make garmẽ 
tes for ali mé,they geue honoͤ vnto all men, 
wont wemen cannot nien lyue. Nfcbey GF 
ther golde ⁊ ſyluer ⁊ all precious thinges,7 fe 
a fayzez wel fauoured wome, they leaue all 
together, and turne their eyes enely vnto the 
woman,z gape vpon her, zhaue moze deſyre 
vnto ber, then vnto the fyluer z golde,ozeny 
maner of precious thinge. A maleaucth bis 
father brought bim vp, he leauet h bis ow 
nenaturall cottre,and cleneth onto the wo- 
man: yee be toperdeth bis life with the wo- 
man, and remembreth netber father, ner mo- 
ther,nercomntre.By this then ye muſt nedes 
Enowe, p¶ wemen have domynion ouer you. 
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Doth it grene yous A mã tabeth his ſwer 
de ⁊ goeth bis waye to fteale, to kyll, to mur 
ther,to fayle vpon thefee,z ſeyth a lyon,and 

oeth inthe darcknes: and wher be bath 
flotten bifceaned'z robbed,be baingeth it vñn 
to bis lone. Agayne, aman loueth bis wyfe 
better then fatber and mot her: yee many one 
therebe, that renne out of their wyttes z be- 
come bondment fozcbeir wynes fakes :many 
one alſo bane perifhen , z baue bene flayne,z 
haue fynned becanfe of semen. 

2nd nov beleue me, J Enowe a Eynge 
whichis greate in bis power, z all lsdes ſtõ 
Dein awe of bim,zno mandarrelayebande 
vponbim: yet dyd J fe, * Apame(y vaugh 
ter of the greate byn ge Barcacus)the fyn- 
Ges cOcubine, fart beſyde the kynge vᷣpõ the 
right hãde, and tobe of bis crorvne frombis 
heade, and ſet it vpon bir owne beade, and 
ſmote the kynge wich bir left bande. Moro 
uer the kynge lofted vps ber rf open mouth: 
yffbelaughed vpon bim, belaugbedalfo: 
but yf ſhe roke eny difpleafire with bim,the 
kynge was fayneto flacer ber, zo geue ber 
good wordes, till he had gotten bir fauoure 
agayne. 

® ye men, , are not wemen ther ſtron⸗ 
gery Greate is theearth, and bic is che hea- 
uen that dotheſe chinges. Then thet yngez 
the prynces loked one vpon another. Sobe 
beganne tofpeate ofthe tructh: O yemen, 
are not wemẽ ſtronger? Gꝛeate is the earth, 
bye isthe beauen, fivyftis the courfe of che 
Sonne, be compafeth the heauen roundea- 
boute,and fetcheth bis courfeagaine to bis 
ovone place in one Daye. Is be noe excellent 
that doth this? yee greare is the tructh,and 
fFronger then allthinges. All the earth cal- 
lech vponthe trueth,the heauen pꝛayſeth it, 
all workes ſhabe and tremble at it, and with 
itis no vnrighteous thinge. Wine is onrigh 
teous,the kynge is vnrighteous, wemen are 
vnrighteous: all the childzen of men are vn⸗ 
righteons, yee all cheir workes are vnrigh- 
tedus, and there is no trueth incbem, intheir 
vnrighteouſnes alfo fhalltbey bedeftroyed 
and periſh. As for ¥ tructh,it endureth,and 
is allwaye ſtronger itlyueth,and cSquereth 
for cuermoze worlde without ende. 

The trueth acce pteth no perfonnes,it put 
teth no difference betwirte rych or pooze,be- 
twirte y mightie or ſymple, but doth right 
vnto euery mã, whether they be evel or good, 
zallmen ave louyngly deale withall in che 
workes of it. Juche iudament of ic there is 
no vnrighteous thinge but ſtrength, kingdo 
me ⁊ power and maieſty for euermore. Bleſ⸗ 
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fedbe the God of trueth. 

And with chat he helde his tSge, and all 
¥ people cricd zfayde:Greateis the eructh, 
and aboue all. Chen ſayde the tynge vnto 
bim: Axe what thou wilt, moze chen is ap- 
poynced in the weytinge, and J ſhal geue it 
the, for thou art founde wyſer then thy cons 
panyons:t hou fale ſytt nerte me, and bemy 
kynman. Chen ſayde be vnto the kynge: 
Bemembꝛe thy promyſeẽ and vowe, whic 
thou baft vowed and premyſed(in the daye 
whan thou cameft to the kyng dome to buyl 
de vp Jeruſalem and to ſende againe all the 
veffels and Jewels, that were taken awa ye 
out of Jeruſalem: which Cyrus feparated, 
whan he offred in Babilen, and wolde ſen⸗ 
de them agayne.2Andeby minde was to buyl 
devptheremple, which the Edomices bree, 
whan Jeruſalem was deſtroyed by the Cal- 
dees. This onel DO Eyngeyischecbingerbac 
Frequyze, this is ¥ matefty, whidy, Ideſyre 
zare of therthat thou perfourmeche vewe, 
which thou with chine owne mouth haſt ma 
de vnto the kynge of heauen. 

Then Darius the kynge ſtode vp, and kyſ E 


ſed bim, and wrote a letter vnto all che deby Eg. 2b 


tes and ſhreues, to all ¥ lordes and nobles, 
} they ſhulde conveye him forth, all them 
Hrwolde go vp with him. He wiote a letter 
alfo vntõ all ¥ ſhreues p were in Celoſyria 
z Phenices, ⁊ vnto Libanus, ᷣthey ſhulde 
barle cedre trees from Libanus vnto Yern~ 
ſalem, co buylde ¥ cite withall. Moroũer be 
yorote onto all ¥ Jewes that were gone out! 
of bis realme in to Gerry becanfe of the fre 
dome, F no officer, nornler ner fhzeue ſhuide 
cometo their dores: and that all their [onde 
which they bad conquered, fhuloc be fre and 
not tributary: And that the Ldomytes fhuk 
de geue ouer the cities and vyllagies of che 
ewes, which they hadtaben in: yee zthac 
they ſhulde yearly gene xx talẽtes to ¥ buyk 
dinge of the temple, vntill che tyme thatie 
were fynifhed: and tothe daylie halowinge 
of the brentofferinges(as it is commanna 
ded) ten talentes yearly alf>: And Fallebey 
which come from Babilon co buylde the ci- 
te, ſhulde bane fre lybertic, theyztheit chil> 
dren, and all the preſtes. 

te wrote the greatneffe alfo,z commaun 
ded that the holy garment fhulve be gene 
thẽ, wherin they miniftred : and wroretbat 
commanndementes ſhulde be geuen to the 
Lenites, vntill che daye, chat the houfe were 
fyniſhed and Fernfalem buylocd vp: and cẽ 
maundedtbacall they that watched the cis 
te, ſhulde bane their pozcions oe wagies. 
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He gane ouer alfo all che veffell y Cyrus 
bad feparated from Babilon:zall yYÿC yrus 
bad geucin cOmaundement, ¥ fanie harged 

be alfo, Fit ſhulde be done,z fent vnto Jeru · 
falem. Ciow whan this yonge mg was go- 
ne forth, beeurned bis facetowarde Fernie 
lé,z peayfed ¥ Einge of heauẽ ⁊ ſaydẽ: Of ¥ 
cSmeth victory, of the cometh wyß dome ⁊ 
clearneffe, z Jam thy ſeruaunt. Dleffed are 
thou, whidy haſt genen mewyfoome :the 
wyll Jpiayfe,O LORDE,thou Gov of ou⸗ 
re farbers. 

nd fo he coke the letters, z wente vnto 
Babilon:AÄAnd whan he came there, he tolde 
this vnto all bis bretheẽ p were ar Babild, 
zebey prayfed y God of their fathers, p be 
bad gené chem refreffhinge zlyberteto go 
vp, z co buylde Yernfaléz che templeawbidy 
isthere called afterthenamie of the LORDE) 
and they reioyfed with inftrumentes z glad 

neſſe ſeuen dayes longe. 

The V. Chapter. 
S§ter this, * pꝛynciall mẽ of all 
vyllagies choſen in the trybes zEin 
reddes , that they ſhulde go vp with 
their wines and children, with their ſeruaun 
tes and maydens, with all cheir catell ⁊ ſub⸗ 
fFaunce. And Darius the tynge fent with 
thema thoufande horſmen, to conveye chem 
fafely onto Jeruſalem: and cheir brethrẽ we 
re glabd,playenge vpon inftrumétes,and ſyn 
ginge. 

And thefe arethe names of theme, whic 
wente vp ont of thevyllagies acordinge to 
thetrybes. Of the preftes,the ſonne of Phi- 
neas the fonne of Aaron: Jeſus the ſonne 
Of Fofedec, Foachins the fonne of Zoroba⸗ 
bel the fonne of Salathiel (of the Eynred of 
Dawid, out of cheEynred of Phares, of che 
trybe of Juda which [pate wonderfull ebin 
ges vider Darins the Eyngeof paficiny 
feconde yeare of bis raigne inthe firſt mo- 
neth of Niſan. 

Theſe alfo are they of Jewry which ca- 
me vp and turned Agayne vnto Jeruſalem. 
out of the captinyte that Nabuchodonoſor 
¥ Eynge of Babilon had bionghe onto Ba 
bilo. And euery man fought bis pozcion a- 
Qaynein Ferry, bis cite, theythatcame vh 
Bozobabel, and with Jeſus Nehemias Sa 
raias, Raelaias, Klimeus, Emmanius, War 
docheus, Beelſerus, Mechpſa. Rochor, Olio 
rus Emonias one of their prynces. 

And the nõbꝛe of thé, acordinge to their 
Eynreddes rulers, was. The childrẽ of pha 
res two thouſande an hundreth ⁊ lxxij · The 
children of Aves, iG. AF. an C. and lvij · The 
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children of Femo, an C.and xlij. In the ſon 
nes of Jeſus and Ioabes, a -C.and 
tave. She fonnes of Beniv, ij . M. iiij. C.and 
lxx · The fonnes of Choroba ij · C.andv. 
The formes of Banica, an C. and lxviij. 
The fonnes of Rebedh, uj. C.and thre. The 
foanes of Archad, iiij. C. and xxvij. The fon 
nes of Cham, xxxvij The ſonne of Zoroar. 
ij. M.and lxvij. Che ſonnes of Adinu, iiij. C. 
and lxj. The fonnes of Adarectis an C. and 
viij · The ſonnes of Ciaſo and Zelas, an C. 
and vj. The ſonnes of Aszorec, ti}. C. and 
xxxix. Che fonnes of Jedarbone, an C. and 
Ferd. The ſonnes of Sananias,an C. and 
xxx· The ſonnes of Aſoͤni xc· The ſonnes of 
WMarſar.ilij. C. and xxij· The ſonnes of Saba- 
rus,rev. The formes of Sepholemon, an C. 
and rritj. Che fonnes of Ltepopas,lv. The 
fonnes of Hechanatus,an C.and lviij. The 
formes of Scbetbanus, an C.and xxxij. The 
fonnes of Crearpatros , (which is called al- 
fe Enobadies and Modias iij. C. and xxiij. 
Of them of Gramos and Gabea, an C. and 
FEI-OfF chem of Beffelon and Ceagge, Irv. 
Of chem of Baſtharus, an C. and xij. OF 
them of Bechenobes, lv. Of the ſonnes of 
Liptis,therewere an C. and iv. Of the fon- 
nes of Tabonnus, iij. C. and lvij. Of the fon- 
nes of Sichem iij C. and lxx. Gf the ſonnes 
of Suadon and Elimon, iij. C. and ixxviij· 
Of che ſonnes of Ericus, ij. M. an C. and 
Flo. The ſonnes of Anaas, chee hundꝛeth 
and lxx. 

The pꝛeſtes The formes of Jeddus: The 
fonnes of Euther: Che ſonnes of El Yafib, 
iij. C. and lxxij. Che fonnes of Emerus,G. C. 
and iij. The ſonnes of Faſurius, iij. C. z lv. 
The formes of Carea,y. C.z xxvij The Le⸗ 
mites ; The ſonnes of Jeſus in Cadubeland 
DBanus,and Serebias,and Edeas, ſeuentie 
and foure. 

The whole nembꝛe of chefe from rij. yea- 
res, was iij. M.iiij. C. and lxi. Of thefonnes, 
daughters and wyues , the whole fumme 
was iii· M. ij. C.and rly. The ſonnes of the 

reftes that pzayfed God in the temple: 
Fhe fonnes of Afaph, of whom there were 
an C. and xxviij. Sut the vore kepers were: 
The childꝛen of Eſmenus: The children of 
Afer: Che children of Amon: The children 
of Acuba, Copa: The childzen of Tobi: an 
C.and xxxix. in all, 

The preftes that ferued in the eemple: 
The fonnes of Sel, thefonnes of Gafpba, 
the fonnes of Cobloc,the formes of Caria, 
thefonnes of Gub,the ſonnes of Helix the 
fonnes of Labana, y fonnes of: Armacha, ¥ 
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fonnes of Acub,che formes of Webha,the fon 
nes of Cetha, the ſonnes of Aggab, che ſon 
nes of Obay, the fonnes of WAnani, che fon- 
nes of Canna, > fonnes of Geodn, ¥ ſonnes 
of An, > fonnes of Radin, > fonnes of De 
fanon, tbe ſonnes of Nechoba the ſonnes of 
Cafebs , the formes of Gosa, the ſonnes of 
O3ul the ſonnes of Sinona the fonnes of 
Acra, ? ſonnes of Hajtem, F fonnes of Aſia 
mui, 9 ſonnes of Manẽei. > formes ef Naſiſin. 
ſonnes of Accufa, > ſonnes of Agifia, > 
ſonnes of Azui, ? ſonnes of Fanon, the forr- 
nes of Phaſalon, che fonnes of Mtecda, the 
fonnes of Sufa, che fonnes of Cared, $ fon- 
nes of Barcus the fonnes of Sarea, > ſon 
nes of Coefi, > ſonnes of Naſit. Ffornes of 
Agifta,che fonnes of Pedon: Salomon bis 
fonnes, the fonnes of Afopbor,chefonnes of 
Pbasiva,che fonnes of Celt, $ formes of De 
Den, che formes of Gaddabel, che founes of 
Bapbeus, > fonnes of Aggia, the fonnes of 
Sacharet, $fonnes of Sabarbe,chefonnes 
of Saroncth, ? ſnones of Maiſit, ¥ formes 
Of Ania, > ſonnes of Salus, ¥ fonnes of Ad 
dus, > fonnes of Suba, $fonnes of Eura, 
F fornes of Rabotis, che fonnes of pbaf- 
pbae, > fomes of Malmon All chefe mynif- 
tred in the Sanctuary ,7z were feruauntes 
of Salomon:zeven itij.C.and lxxxij. * 
Thefe folowinge arethey, Prete vp frõ 
Chelmellat Thelarſa ( whoſe prynces were 
Carmelaã ⁊ Carechyz might noc ſhewe forth 
thei cities ztynreddes, bow they were of, 
Iſrael: The fonnes of Dalarus, F fonnes of 
Cubé, > fonnesef Hrechovaicus.Of F pref- 
tes Fercented Pofficeof pꝛeſthode z we 
re not founde: The fonnes of Obia, > ſonnes 
Of Achifos, che fonnes of Addin, which ma- 
riedone of F daughters of Phar geleu, are 
renamed,after bim. The weitinge of ſa⸗ 
me Eynred was ſought in ? regifter of their 
generacton, but itwas not foñden z eber fore 
were they forbyddẽ to erecute ? office ofy 
refEbode. Onto chefe ſa yde Nehemias and 
ſtharas, Hthey ſhulde bane no porcion it 
} Sanctuary,tyll there rofe vp an bie prefé, 
Prvere well infiructe inthe playne clearnes 
zeruech. OF all Iſrael (befyde feruanntes z 
maydens)tbere were xlij. Moiij. C.⁊ xl. Now 
were there offeruanntesz maydens vij. A. 
1g.€.z xxxvſ. Of ſynginge mẽ z fynginge we 
mentbere were y.€.z lxx. Foure hundret h z 
xxxv. Camels. Seuen thouſande ẽ xxxvj. hor 
ſes. Two hundreth thouſande xiv. Moo⸗ 
les. Fyue thouſande and xxxv. Aſſes. 
Their heades alſo and the rulers in the 
trybes, whan they came to Jeruſalem, ⁊ wol 


The v. Chap. Fo. v. 
de buylde ⁊ ſett vp y tẽple of God againe in 
bis place, they gauc(after theit abyltteyvnto 
theceple,co $ treafurez co > ſeruyce of the 
Sã ctuaryxij. M. poundes of golde,v.choy 
ſande of fyluer, z an hundreeh preſtes gar⸗ 
mẽtes. And fo dwelt che prefies z the Ceut⸗ 
tes, zebe people § wente out to Jeruſalẽ ⁊ 
in the countrechere aboute,the fyngers alſo 
atbheporters,cucry one of Iſtael in bis ow- 
ne lande. 

So whan the ſeuenth moneth came, and E 
whancthe childee of Iſael were enery man 
at bis bufines,chey came atl with one cSfent 
in co che courte,robich was before ? eaſt do 
re.Andchere ſtode Jeſua che fonne of Joſe⸗ 
decand bis brethren ? preftes,zZor0babel 
the ſonne of Salacbiel and bis biecbien,fer- 
tinge vpan auleer,co offic brent [acrijices v- 
Ponit,as itis wꝛitten in Flawe of Moſes. 

There came people alfo of other countre 
es ,andche Heichen ouc of all londes ſet vp 
the aulcer in bis place, and offred factifices 
zhiencofferynges vito tbe LORDE inthe 
moznynge. And ſo they helde the feaſt of ca 
bernacles, as tis commaunded incthelawe. 
And daylie offredcheyas acordinge was, 
and made the frcrifices appoynted, the offe 
ringes alſo of che Gabbatbes and of the 
ner Moones, and all boly feaftes . And all 
they chat vowed offerynges vnto the LOR 
DE, beganneat the new Moone of > ſeueth 
wonerhto offre unto Goo, forthe temple of 
the LORDE wasnot yet buylocd. And they 
gaue vnto the Maſons and Carpẽters, mo 
ney, meatez dzynte with chearfilneffe . One 
to them of Syvonalfoand Tyre they gaue 
carces, vᷣche y ſhulde cary Cedre crees from 
Arbanus co beteaftes and beames,and that 
they ſhulde mate ſhippes iy the bauen of 
Doppa,acordingeas it wes a} poyntcd and 
ozdeyned, by Cyzus kynge of the Perfiens, 

And in the feconde yeare they came inte 
the temple of God at Fervfalem In the fe- 
conve moneth beganñe Zorobabel the for 
ne of Salat hiel. and Jeſa the fonne of “Jo 
fedec, and theit berbien the pzeftes and Le 
nites, and all they that were come vnto Je⸗ 
rufélem out of the captinyte of Babilon,z 
layed the foundacion of thecemple, inebe 
new Moone of the feconde moneth in the 
feconde yeare p they were come into Jew- 
rya@nd Jeruſalem. And cheyappoynted the 8 
Leuit es (that were aboue rr. yeare olde)yn- 
tothe fernyce of the OR DE:fo Fefuaand 
bis ſonnes and bis beetbien all the Zenites 
ſtode togecher,and perfourmed the lawe 
ordinaunce inthe boule of theL ORDEs 
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Andebe pꝛeſtes fEode and bad their gar- 
mentes z trompettes,z the Lenites,the for 
nes of Aſaph had Cymbals, genyngethan- 
kes, and prayſes vnto the LORDE, acordin- 


eatnab ge as Damdebe kynge of Iſtael had ordey 


ned. And the fongecharcheydyd Fynge vn- 
tothe LORDE,was after this maner:® ſyn 


Phalisa ge onto che LORDE,foz bets gracious, and 


bis goodnes vpon Iſtael endureth for ener. 
And all the people blew out with crompec- 
tes, and funge with loude voyce, prayſyn⸗ 
getheL ORDEcogether inthe rearingevp 
Of che houſe of the LORDE. Chere came al 
ſo from amonge che preftes and Lenites 
tberulers and elders, acordinge to the try- 
bes and Eynreds (ſoch as bad ſene the houſe 
afore) to che buyldinge of chis cemple with 
Breacecryeand greatemournynge, many al 
fowith crompertes and greate oye: Jn ſo 
mod, that the trompettes might nor welbe 
berde for the wepynge and mournynge. Foz 
the comon people blew goodly vps thetrem 
ettes. 


S Then came che enemies of chetrybes of 


LEG. g.a Juda and Ben Jamin to Enowe what that 


crðh ynge and noyſe of ſhawmes might 
be. And they perceaued y it was they which 
were come agayne out of captinyte, T wol- 
de buylde the remple a nero vnto the LOR- 
DE Godof Iſrael Sothey wente to Zoroba 
bel and Jeſua and tothe rulers of che vylla- 
Bes, T ſa yde vnto them: Shal we buylde v 
you alſo? forwelite wyſe haue herde youre 
LORDE, z we walke after the ſamme mancr, 
‘om the dayes of Aßbazareth the kinge of 
ſſiria which brought vs bicber. Then Zo⸗ 
robabel and Jeſua and che rulers of che vil 
Tages of Iſrael ſayde vnto them : It is noe 
miete,that ye ſhulde buylde thetcmple of ou 
re God wb vs: we oure felnes alone wil buyl 


1Efdn.a de vntothe L OR DE, lite as Cyrus the Eyn- 


ge of the perfians hath commaiided vs, 
Bue che Heithen in che londe layed them 
ſelues againſt thoſe that werein Jewry hel 
de vp the buyldinge from them layed wayte 
vpõ them preuely, ſtopped ſoch as brought 
eny thinge to then, forbad chem to buylde. 
hyndered thoſe that made thẽ paſſage. that 
the buyldinge ſhulde not be fynifhed:z this 
contynned folonge as kynge Cyrus lyued: Z 
Poebey put of the buyloinge for the fpace of 
tro yeare, ontill ¥ raigne of Eynge Darius. 
The Vi. Chapter. 

A Oe wftondingeinche ſeconde yeare 
“Wa © of the raigne of Datius, Aggeus z 
Zachary the ſonne of Addo pzophe- 

eied vpon them in Jervry and Jeruſalem, int 
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the name of the God of Iſrael Then Zors⸗ 
babel the fonne of Salachiel and Jeſua the 
fonne of Joſedec ſtode vp, and beganne to 
buylde thẽ houſe of che LORD Eat Jeruſa- 
lem, when che prophetes of the LORDE bef 
ped them. 

Acthefametyme came Syſennes the vn· 
der ſhreue in Syria and Phenices, with the 
landlordes and bis companyons, and ſa yde 
onto them: Who bath bydden z commaune 
ded you to bnylvethehoufeztomakerhero- 
feand ail other thinges agaynes And who 
are the worke men, chat bu yide them ? ie 
uertheles the elders of the Jerres had ſoch 
grace of the LORDE, that they wolde not be 
lett though they were prouoked therto) but 
buylded on feill, vntill the tyme that bynge 
Darius were certiſied therof andananfwe 
rereceaucd fiom bim. The letter chat theſe 
men fent vnto kynge Darius, was after this 
maner: 

Syfennes the vnder ſhreue in Syria and 
Pbhenices,andrhelandlordes with their cõ⸗ 
paniss, which are bead rulers in Syria and 
Pbenices,fende cheir falucacion vito Dart. 
us thetynge. We certifie oure lorde the byn⸗ 
ge,char we camein to the londe of Jewry. 
wente to Jeruſalem: where we founde them 
buyldingẽ the greate boufe of God and the 
tẽple with greate coſtly fre ſtone and with 
goe diy tymbre forthe walles: yee they mate 
greatebaift with the worke,zbelpe one ano 
ther, andit goeth fob proiperoully in their 
handes, and with greate diligence z worſhi 
pets tt made. Cher axed we the elders, who 
bad cSmaunded them tomate vp the boule 
andebebuyldinge:and this we dyd,to ¥ in- 
tẽt that we might certifie the perfectly, and 
weyte vnto the, the names of thofe p were 
¥ rulers ofthe woke. So they gaue vᷣs this 
anſwere: we are the fernauntes of the LOR 
DE, which made heauen and earth: z as foz 
this houfe, it hath bene buylded and fer vp 
afore tyme by the greate and mightic Eynge 
Of Iſrael. But whan oure fathers prouoled 
Godvnto wrath, z ſynned egaynftthe God 
of Iſtael be ganetbhe ouer in torbe power 
of Ciabuchodonofo: Eynge of Babilon che 
Eynge of the Calvdees, whic) biake Downe Y 
Honfe and brẽt it, and caried awaye the peo- 
ple prefoners onto Babilon. 


Agg-LE 


6 


pReg.ca 


4Re 24 . 
and 35. 
Tere.s9.52- 


Lienertheles,in the firft yeare that kynge C 


Cyrus reigned at Babilon, Cyrus theFynge 
wrote End commannded to buylde vpthis 
houſe agayne: and all the ornament es that 
¶Nabuchodonoſoꝛ caried awaye from: Jeru 
ſalem vnto Babilon, and appropriated vnto 
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bis owne temple:thofe beoughe Cyzns forth 
agayne, and delynered chem to Sozobabelz 
to Salmanafar the vnderſhreue commaun- 
dynge them, } they ſhulde biynge chofe fa- 
ime ornamentes agayne to Jeruſaiẽ in to y tẽ 
ple, z to begynne from pt yme forth to buyl- 
de the tẽplẽ agayne in bis owne place. Thẽ 
Salmanaſar layed the foundacion of $LOR 
DES boufé at Jeruſalem, and ener fence bane 
they buylded,z yet is it not ended. Andeber- 
foze(® Eynge)yf thou thynkeſt ic good, let it 
be fougbeinche £ ybiaries z rolles of kynge 
Cys: yf it be founde thé,chat it is done wb 
the councell and cofent of Eynge Cyrus, and 
yf ovrelorde ¥ Eynge be ſo mynded, lec bins 
yoryte vnto vs therof. 

Then cSmaunded kinge Darius,to ſeke in 
the Lybraries: and (oat Eghathanis ine 
licle cite in Media there was founde focha 
wrycinge: In the firfé yeare of che raigne of 
Cyins,thejametynge Cys comannded, $ 
the boufé of che LOR DE at Yeznfalem fut 
de be buylded aga yne( odonres to be made 
there contynually vnto the LOR DE) whofe 
beyth (halbe ten cubites, ¥ bzedehlr.cubites 
Titi. [quare wb chre hewen ftones, wa lofee 
of cymbze of che fame countre, yeerd ¢ new 
lofc, z theerpenfestherof to be genen of + 
houſe of kynge Cys, 2nd the ornamẽtes of 
golde ⁊ ſyluer, * Nabuchodonoſoꝛ coke out 
Of the bouft of the LORDE at Fernfalens, 
Phalbe fecagayne inthe temple at Jeruſalẽ 
wobere they were afore . Syfennes alſo the 
vnder ſhrꝛeue in Syzia and Phenices pryn 
ces and their companyons, andthe other h 
be bead rulers in Syria and phenices, foal 
not medle ner haue eny thinge co do with 
thatplace. 

JCyꝛus have cõmaunded alſo, that they 
Mhalbuylde the houſẽ of che LORDE whole 
vp iz baueordeyned chem, to belpethofe / 
be come out of captinyte, eyll the boufe of 
the LORDE be Si art Z out of che trybutẽ 
and taxinge that is yearly rayſed vp in Sy⸗ 
ria and Phenices, diiigently to gene them a 
certaynẽ ſoͤmme, to thẽ offer ynge of the LOR 
DE:and the ſame to be deiynered vito Zoro 
babel the officer: that be eherwithall maye 
ordeyne oren, rammes, Iambes, z come,falt, 
wyne and oyle, and that contynually enery 
yeare: after theerpences whidy the preftes 
that be at Yerufalem, ſhew to be made day- 
lieꝛt his ſhalbe gener onto chem without de 
Taye, thatebey maye offer facrifices baylic 
to the byeft God, forebe kynge and for bis 
feruauntes,and to praye for cheir lynes. Tec 
it be proclamed all> on euery fyde, that who 
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ſo euer breabeth or deſpyſeth this cõmaunde 
ment of ¥ Eynge,fbalbe banged vpon a ga- 
low (made of bis orene good) z all bis goo- 
des ſhalbe ſeaſoned vnto ¥ Eynge. The LOR 
DEtherfoze( whofe name is there called v- 
Ponyrote out and deftroye all F Eynges and 
people, that vndertate by violence to byn- 
Derthe fame , or to deale vncurteouſly wb he 
Houfe of the LORDE at Jeruſalem. I Darius: 
the kin ge haue ordeyned, that chefecbinges 
Halbe done with all diligence. 


Tbe VIL Chapter. 
¢ Hen Syfennes ¥ vnderſhreue in Ce⸗ 
J loſyria and phenices, andthe other 
aw? landlordes with their companyons, 
obeyed the thinges that tynge Darins bad 
ordened, were diligent inthe boly woutes,z 
were felow belpers with che olde rulers of 
the ewes . And fo the worke of the Ganc- 
tuary wente forth and profpered, whan Ag · 
geus and Zachary propbhecied. And chey per 
fourmed alltbinges secs the commann- 
Dement of the LORDEGod of Iſtaei and 
after the denyce of Cy2us, Dariũs, and Ar- 
tarerfes Eynges of perfia. 

ind chus was oure houſe fyniſhed, vnto 
the xxiij. da ye of che moneth WAovar in ¥ vf. 
yeare of kynge Darius. And the children of 
‘iraelehe preftes the Reuites, z the orher 
that were comeont of captinyte, z ſoch as 
were ioyned vnto them, dyd acordinge sit 
is wrytten inthe bobe of Moſes. And inthe 
dedicacion of the temple they offredan bun 
dreth pees — — Ee 
goates for the ſynnes of the people o 
racl, after ¥ nombze of the: 3 ‘Stack. 
The preftes alfoz the Leuites fEodearayed 
inthe preſtly garmétes,after * trybes, oper 
all $ woztes of the LORDE God of Ffrael, 
acordingeto ? bok of Moſes, and the por 
ters by all the dores. 

And the childzen of Iſrael (xb chofe Fe 
recomeout of captinyte )beloethe Paſſto · 
ner the rittf. Saye of the firfEmoneth, whan 
the preftes andthe Reunites were ſanctifeb. 
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They that came out of captinyte, were noe 
all fanceified together: but the Lenites were 
all fanctified cogetber. And foall they that 
came out of captinyte, kylled the eafter lant 
be, for their brechꝛẽ for the preftes z forthem 
felucs.And the childrẽ of Iſrael F came out 
Of captinyte, zefcaped frd all * abbomine 
cions of the Heithẽ ſought the LORDE, and 
kepte the feaftof vnleuended bied vif. daies 
longe, eatinge z drynk ynge z were mery be- 
forethe LORDE: vᷣche LOR DEbad turned 
the denyce of the Eynge of Affiria,z comfoz 
tedtheir handes to the workes of } LORDE 
Gorof Iſrael. 
The Vil. Chapter. 

a Nd afcer hint, whan Artaxerſes the 
Eynge of } Perfias raigned, there we 
te vnto bim Eßdras the fonneof Sa 

raias,the fonne of WAsarias,the fonne of Hel 
chia, > fonne of Salli,the fonne of Sadoc, 
PD fone of WAchitob, the forme of Amarias, 
> fonne of Asarias,che forme of Boccus, F 
fonne of Abifis, forme of Phineas, che for 
ne of Eleasar, > forme of Aaron ¥ firſt preſt. 
This Eßdras wẽte vp from Babilon(foz he 
bad good vnderſtondinge in * lawe of 130 
fes, pas gent of theL ORDE God of Ff 
rael,to be taught ⁊ done in dede.)2ind kin 
ge fanoured bint, z dyd bim greate worfhi- 
peand honoure, afterall bis deſyres. There 
wente vp with bint allo certayne of F chil- 
dren of Iſrael of the preftes, of ¥ Lemites, 
of the fyngers,porters, and myniſters of * 
temple at Jeruſalem. 

In the ri - yeare of the raigne of Eynge 
Artarer(es,in the v.moneth, pis inthe vi. 
yeare of the raigne, chey wente from Babi- 
fonin the neromoone of the v.moneth,z ca- 
methe bye waye to Jeruſalẽ after bis com- 
maundement, lite asthe L ORDEbad piof- 
pered their tourney. Foz in theſe Eßdꝛass gat 
Sreate inftruccion, he ſhulde leaue none of 
cthinges behynde, which were in Flarvez 
CHmaundementes of God. And betaughe 
whole Iſrael all righteouſnes z indgment. 

Chen came the Secretaries of kynge Ar 
tarerfes,z delynered * wrytinges( were co 
ine frd Artarerfes the kynge to Eßdras the 
prefé zreder of the lawe of the LORDE:2ind 
thisis ¥ copyc of ? letter Kynge Artaxer· 
ſes ſendeth Bie gretinge wnto Eßdras the 

reſt z reder of the lawe of $ LORDE: OF 

Pend pipe ⁊ good will J have ordeyned and 

charged, yf there beeny of the Jewes of * 

prsftes z Lenites in my realme, which defy- 

reth z is contétto go wi the vnto Jeruſalẽ 

v he maye do it. Therfore yf eny be msynded 
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ted, and Oren, rammes, 
otber that belõge to theſe thinges: and that 
they maye offer ſacrifices vᷣnts the LORDE, 
vpon the auiter of their O RDE, which is 
at Jeruſalem. 

And what fo ener thou z thy bꝛet hec wyl 
doxbehe fyluerz golve, poo after y mynde,z 
after the cSmaundement. od ba — LORDEtby 
God: lite wyſe w all che holy veffels, pare 
geuẽ the for the fernyce of the boule of che 
LORDE thy God:z orber hinges what foe 
ueris neceſſary for the to the worke of che 
temple, $ halbe gent the of the Eynges trea 
fare:zlote what chon with chy beethzé wilt 
do with the golde andfyluer,that do after F 
wilof the LORDE. And FJ Eynge Artaxer⸗ 
fes bane commaunded the Eepers of trea 
fures in S yria and phenices,chat whar foe 
wer Eßdras che preſt and reder of thelawe 
of the LORDE doth weyte, it ſhalbe geuen 
bim:tyll an C. talentes of fylucr,and of gol 
demlytemaner: Of corne alſo an C.meafir- 
res, and tyll an hũdreth veffels of wyne, and 
other plenteous thinges without nombze. 
Levall thinges be done after the lawe of * 
hyeſt God, chat the wath of Godaryfe not 
in the realme of the Eynge and of bis fon- 
nes . J commamnde you alſo that ye requy- 
nenotaringener tribnte of the preſtes, Le- 
nites,fyngers,and mynifters of the temple, 
ner of the wazyters :and that no man bane 
auctozite somedle eny thinge againſt them. 
As forthe O Efidzas fet chou iudges and 
arbitrers inthe whole lanve of Syria and 
Bea: afterthe wyßdome of God: and 

erne all ſoch as are ignozaunt in the lawe 
of God thy LORDE, and lec allehemebat of- 
fende aga ynſt the lawe, be punyfhed: whe- 
ther itbe with death, with payne,to be cone 
demned in money,o2 to be banyfhed. 

Then ſayde Eßdras ¥ weyter: Bleſſed be 
¥ God of oure fathers, that hath geuen ſo 
good amynde and wyll into the hert of che 

ynge, comagnifie bis houfe Fis at Jernfa- 
leimand bath mabe mero beacceptedinthe 
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ſight of ¥ kynge, of bis councell,of bis fre 
des andof bis nobles.2ind fo FJ was 35 
faſt in my mynde, acordinge asthe LORDE 
my Godbelpedine, and Ichoſe out men of 
Iſrael.to go vp with me. And theſe areebe 
Deades(after their Eynreds houſes of cheir 
fatbers) that wente vp with me from Babi 
lon,out of the kyngdome of Artaxerſes: OF 
thefomnes of phares,Gerjomius. Of ¥ for 
nes of Siemarith, Amenus. Of che formes 
of Dawid, Accus the fonne of Cecilia. 

Of che fonnes of Phares , Sachary:and 
with bim chere turned agayne an hundreth 
and fiftie men. Of che formes of the captay 
ne Of Moabilon, Zaraei, and with hing. C. 
and Lmen.O f che ſonnes of Sachnes, Jecho⸗ 
nias Zecholi, and with him q. C. and Lmen_ 
Of che formes of Salameatias, Gocbolie, 
and Irr. with bim. Of che ſonnes of Sapha- 
cia, Zarias Miheli and with him irre. OF 
thefonnes of Job, Abdias Yebeli,andwith 
Him §.C.and ryj.men. Of the fonnes of Ba- 
nia, Salimoch che forme of Jofapbia, and 
with him an C.and lx. men Ef the fonnes of 
Beer,sachary Bebci,and with him ij. C. and 
vty. men. Of che fonnes of Efead, Joban- 
nes Ezechan, and with bim Cr.men.Ofebe 
fonnes of Adonicã thofe chat were the laſt. 
and theſe are their names:£lipbalam ¥ for: 
ne of Gebel and Semeias, z with bimIrr. 
men. All theſe called J cogether by the wa- 
ter Chia, where we pitched oure tentes thre 
dayes,andthere J mmuftered chem. 

As forthe formes of che preftes and Leni 
tes , J founde none there. Chen fent J vnto 
Lleazar,z Eccelom,and Maſman, Malo 
bam,and Enaathan,and Samea,and Jori 
bimathan, Ennagan,dachary, Moſollamũ 
(thefé were the leders and men of erperiéce) 
⁊ Iſent them worde,that they ſhulde come 
wnto Lovbens, which was bythe place of 
the treaſury ⁊ commannded themebatthey 
ſhulde ſpeake unto Lodvdeus and to bis bre⸗ 
then ⁊ to thoſe that were in the treaſury, to 
ſende vs ſoch mé,as might execute the preſ⸗ 
tes Office it the houſe ofthe L ORDE oure 
Gor.And webe mightiehave of onreL OR 
DE Gor, they brought onto vs me of good 
experience, from amoge the fonnes of Moo⸗ 
Lius,che forme of Lent, y fonne of Iſtael. Se 
bebeiam z the fonnes-z bis brethze Aßbin z 
Anim, of whom there were rvit]. Fromams 
ge the chilozen of the fonnes of Cananeus, 
zebeir fonnes were ry. men. And ofebem F 
ferued inthecemple, whom Dauid had or⸗ 
Deyned, and the pzyncipall men chat miniſ 
ered for the worke vnto the Leuites inthe 
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temple, ij. C.and xx . men: whofe names are 
allcotencd vp in wzytinge, 

Then commannded Fj @ faf—ynge vnto D 


¥ yonge men before the ORDE, $y might 'Edsc 


deſyre of hima pzofperous iourneyZ a4 good 
wa ye for vs, yce for vs. for oure children and 
fez the catell, becauſe of thelayenges away. 
te:z Jourft noe requize of the Eynge men o} 
boule z of fore, co conveye vs fafely agaynt 
ure enemies, fo2 we bad fayve vnto thetyn 
ge, that y power of theL ORDEoure God 
ſhulde be wich them, that fete bim w their 
whole bert. And therfore we befoughe God 
oure LOR DE earneftly becanfe of cheſe thin 
ges,and be wes mercifull onto vs, and bers 
De oure prayer. And I feparated from amon 
ge > rulers of the people, z from ð preftes 
Of Feemple ry .men, z Gebeia z Wanta,z 
ten men of cheir brethꝛen with them. 2nd I 
weied thé che goldez the fyjuer zall preſt 
Ty ornamẽtes of the houſe of ¢ Gov, which 
thet ynge z bis coficell,z bis pzynces z who 
le Iſtael had geuẽ. And whan bad weyed 
it. J gaus thẽ an Cl.caleces in ſyluer, an C. ta 
lentes of fyluer veffell, an C. talentes of gol 
de,z Of goldẽ veffell ſeuẽ cymes twentie, and 
veffels of other metall ( yee of good metal) 
ra. gliſteringe as the golde,z [aide vnto thé: 
yeal are boly visto the LORDE,z the vef- 
fels are boly,zthe golde zebe fylueris promi 
fed wntotheL OR DEthe God of + fathers. 
Dediligentnowz reps tt, vntill the tyme * 
yedelyuer it to the rulers of the people,to + 
prefics, ro the Ceuites z to $ pryncipall me 
Of the cities of Gfrael in Gerujalem,zinche 
chambre nee uſe of dure God. 

So pꝛeſtes ⁊ the Leuites which recea 
ued of methe golde,che ſylner z the veffell, 
brought itto Jeruſalẽ into tbe téple of the 
LORDE.2nd from Khia we brake vp che rij. 
da ye of the firfEmoneth, tyll we cameto Je⸗ 
ruſalẽ. And whanthe thirde daye was pale, 
theweyed golde zfyluer was delynered in ¥ 
Houfe of the LORD Ethe fourth daye, onto 
Marimoth ehe forme of Jor the preft, zw 
dim wes Eleazar $ fonne of Phineas, and 
with thé were Joſabdus ? fonne of Jeſnet. 
Medias zehe fonne of Banus,z certayne of 
the Leuites tothe nombre z to the waigbtes 
Tthe waight of than was wꝛittẽ vp the ſa⸗ 
ime tyme. 2s for thofe that were come ont 
Of captinyte, they offted facrifice vnto the 
LORDE the God of Iſrael: euẽ rij. oxen for 
all Iſtael Ixxxvij. ranmes. lxxij· ſhepe xij. goa 
tes for fynne, rij. kyne for a thantofferinge, 
all tothe facrifice of the LORDE. And fein 
ges cõmiſſion delyuered ehey vnto ſtewar 
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des and debytes of the Eynge,andtorheus 
derſhreues in Celofyzia and phenices. 

Now whan theſe thinges were done, the 
tulers came vntome, and ſa yde: The gencra 
cion of Iſtael. the peynces, y pꝛeſtes and £e 
nites, the ſtraunge people and indwellers of 
the londe, bane noc put aroaye cheir vnclen⸗ 
neffe,fromebe Cananites, derk ites, Phereſi 
tes, from the Miocabites, Egipcians z E00 
mites. Gor both chey and their fonnes haue 
mengled chem felues withthe daughters of 
ehem, ⁊ the holy fede is mirte with theeut 
landifh Heithen, z fens che begynnynge of 
their raigne haue thernlers and beades be- 
ne parcaters of cher wicFedneffe. 

As fooneas J badberde ehefe thinges, 
inmediacly Frente my boly garmentes, and 
pulled ont ¥ bayze of my beade zmy becrd, 
Zfarme dorvne ſoroufull z heuy. So all they 
that were moued thorowthe worde of the 
God of Siacicame vnto merand 3 fac fill 
full of benines oneill che enenynge [acrifice. 
Then ſtode J vp frs faftinge,banynge ren- 
te clothes z the boly garmẽt, Encled dorene 
vpon my Enees , belde out my hãdes unto ¥ 
LORDE,z fayde:® LORDE, Jam confeun 
ded ⁊ aſhamed before thy face, for oure ſyn 
nes are become many vpon oure heades ze 
wickedneſſes areeralted vnto the heauẽ: for 
fens ¥ tyme of ¢ fathers we are in great e fin 
ne onto this daye . And forthe ſynnes of vs 
=z fathers, we w' oure beethien w cure 
prftcs bauc bene deliuered vnto the tinges 
Of the earch,in tothe ſwerde ⁊ into captiui 
te,z became @ fpoyle with confircion z fya- 
me vnto this date.2And now © LORDE God, 
bow greateis themercy we bane gottẽ of 
thevin p chou haſt left vs @ rote Ta name 
in the place of thy Sanctuary, to difcouer 
ourc light inthe houſe of ¥ LORDEd Good, 
Zgeue vsmeate acallrymes of ¢ minifira- 
cion. And whan we were in captinyte, we 
were not forfatenoftheLORDE onre God: 
but be made the kynges of perfia gracious 
z fanourable unto vs., fo pcbey gauevs vy- 
tayles z meate,ycez leue to buylde vp theté 
ple of oure LOR DEGod agayne,torepayze 
the waiſted places of Sion,and to dwell in 
Jewry z Jernfalem. 2nd now OLORDE, 
what fhall we faye, bauyngeall chefe thin- 
ges in poffeffions For we bane biokenthy cd 
Manndementes, which thou gaueft onto vs 
bythe banves of thy feruauntes the prophe 
tes, fayenge:Tbe londe F yc to vnto, z pis 
geuen you fozan beretagetobauein poſſeſ⸗ 
fion, is defyled nich the vnclennes z fylthy⸗ 
nes of the Heithen, z withtheir abbonsina- 
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cion haue they polured it alltogether Ther · 
foze ſhal ye nor ioyne youre Daughters onto 
theirjonnes, nermary yo foanes vnto their 
daughrers: Morouer, ye ſhall nener ſeketo 
mate peace ri chem, p? ye mayeincreafez ea 
tethe beſt in the lande,z Pyemaye deuyde F 
inheritaunce of che lande vnto yo children 
fez euermore. As ſor the thinge pnorv hap⸗ 
peneth vnto vs, it commeth all foro wicked 
workes z greate ſynnes. yet haſt thou geuen 
vs ſoch arore, pre are come againe into 
oronclonde: and we are ſo wicked, p we bane 
brokẽ thy ſtatutes z cSmaundementes agey 
ne,zmengled¢ felues wi chevnclénes of the 
outlandi Heithen. O LORDEart thou an 
grie with vs? wilt thou rote vs cleane out? 
oure rote T name rema yne nomore: O LOR, 
DE God of Iſraellthou art true, for oure rote 
endureth yet vnto this preſent daye. And be- 
holde, noro are we before F in ð ſynnes, now 
can we not ſtonde before the in them. 

And whan Eßdras with this prayer had 
Enowleged the fynne, wepinge,z lytge fiatt 
vpon the grounde before the téple,tbere ga- 
thered vnto bim from Jeruſalem @ greate 
multitude of men z women, of yongemenz 
maydens, for therewas a very greate wepin 
geand mournynge inthe cogregacion. So 
whan Jech onias the forme Febeli oncofthe 
childzers of Iſtael cried, he fayte vnto Eß⸗ 
dras: we banc fynned agaynfttheL ORDE, 
becauſe we bauemaniedoutlandifh women 
ofthe Heithẽ. Mow artthou onerall Gfracl- 
We wil fweare anootheberfore vnto FLOR 
DE, }we fhal put awaye all ¢ wynes which 
webaue také of the Heithé, wh their chudrẽ: 
life as it isappoynted the by & fore elders. 
Stonde vp then, oͤpenthou it and declare it 
playnely vᷣnto vs acordi ge to the lawe of * 


LORD Ffor the matter belongeth vnto $57 
we wyll helpe the. quyte thy felf maniy. So 
Eßdras aroſe and totean ooth of the rulers 
Of > pꝛeſtes ⁊ of F Leuites ⁊ of all Iſrael 
to do after theſe thinges, and they ſware. 
The R. Chapter. 

Hen Eß dras ſtode vp fromthe cour 

te ofthe tẽ ple wit hout wente in to 

thechaber of Jonathas the ſonne of 
Naſabus, zremaynedcthere,z atenomeate 
ner dronke diynte, for the multitude of the 
wicFednes of thepeople.2ind there was ma 
de a proclamacion inall Jerry z at Yernfe 
fem, forall foch as were qatbered at Jeruf⸗ 
lẽ out of captinyte, $ who fo ouer came not 
to Jeruſalẽ within two or thre dayes (acor. 
dinge to the iudgment of the olde lordes of 
conncell bis gooves ſhůlde be caten from 
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him, T he excluded fromthe cõgregacion of 
the captinyte. And in thee dayes were ali 
they of the trybe of Gudea ⁊ Ben Yamin ga 
thered together at Jeruſalem the rr.vaye of 
ix. moneth And y whole multitude ſat trẽ 
blinge in the courte of che cemple, for it was 
wynter. So Eßdras aroſe vp , ſa yde vnto 
them:ye bane done vnrighte oufiy in that ye 
haue taken outlandiſh wyues co mariage 
focoincreaferbe ſynnes of Iſtael. And now 
knowlege che ſame, T geue prayſe vnto the 
LOKDX Goo of oure fathers, z perfourme 
bis wil, departinge from the Heithen of the 
londe, z from che ontlandifh wyues. Then 
cried the whole multitude with loude voy- 
ee, z fayde: life as chou baft [poke, [> wil we 
do:But for ſomoch asthe people aremany, 
ZH wynterbere, wemaienoefesde without 
z houſe:aga yne, this worke is not atbinge, 

cart be fyniſhed in a Saye or two, for webe 
many Pane ſynned inebefe thinges: Orde 
nether fore, yebe rulers of chemultitudeand 
all chey chat dwell with vs,andas many as 
haue ontlandiflh wyues, the preftes alfo and 
indges of euery place, maye ſtonde in the ty 
ime appoynted, cyll they lowe vp the wrath 
of theL ORDEmehbis bufynes. 

Then Jonathas the forme of Ezeli, 7zOst 
as and Thecam receaned ¥ charge of this 
matter, z Bosozamus , z Leius and Gaba- 
theus ed thẽ cherto. After this, allebey 
ſtode vp ? were come out of captinyte. And 
Eßdras che preſt choſe vnto bins the prynci 
pall men froin amonge the fathers acozdin 
geto their names,z inthe new moone ofthe 
tenth moneth they fat together, to examen 
this matter.2ind fo the matter was 4 deter- 
mynge (concernynge themen ỹyͤhad outlan 
difh wynes)vntill che neyo moone of the firfé 
moneth. And of the pꝛeſtes Phad mirte the 
felues xb ontlandifh wyues, there were fount 
dez Of the fonnes of Jeſu the forme of Joſe 
dec z bis brethren, Wiaseas, Lleaser, Jori⸗ 
bus z Joadens , which offred chemi ſelues to 
put aweaye their wynes , z to offre a ramme 
fez their ignoraunce. And of the formes of 
Semmeri Maſſeas, z Effes z FJeelech Asa 
rias.Of ¥ fonnes of Fofera, Limofias, Siſ⸗ 
maen, Clathanea, juffio, Jeddus ⁊ Talfas. 
nd of che Lenites, Jofabous, Semeis and 
Colnis,Caletas, Facteas, Colnasand Elio 
nas.Of the ſyngers of the Gactuary, Elia 
rib, Zackarus. Of the porters, Sallumusz 
Tolbanes. And of Iſtael of the children of 
Foro, Ofiz Remias, zGeddias, Melchi · 
as, Michelus. Eleazarus, jemebias z Ban- 
nas. And of thechildrẽ of Jolaman, Chani ⸗ 
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a5, 5achary, Jesrelus, Joddius, Erimothz 
Ellas. Andof ¥ ſe —* of Jathoim. Elia⸗ 
das,Liafamus, T Zochias Larimoth, Sab⸗ 
disz Tebedias. And of ¥ ſonnes of Sebes, 
¶Johãnes Amanias,Zabdias,z Emeus. Anð 
of the ſonnes of Bannus, Olammus, Malu 
chus, Jeddus, Jaſub, Aſabus ⁊ Jerimoth. 
And of ¥ ſonnes of Wodin, Naatũs Moo 
ſias ⁊ Caleus Raanas Maaſuas. Matha 
thias, Beſel Bannus, and Manaſſes. 

And of the ſonnes of Naue, Rones, Afe 
48, Melchias Sameas, Sind, Ben Jamin, 
Malchus z Marras.And of the fonnes of 
Afont, Cariancus, Mathathias, Bannus, 
Eliphalach, Manaſſes, Semet.O f che fon- 
nes of Dannus , Jeremy, Moodias, Abra- 
mas, Sobel, Saneas, Peliags, Jona, Mari · 
moth, Eliafib, Wachaneus,Eliafis, Ozizas, 
Dielus,Scmedius.Zambuzis z Fofeph.Ofy 
formes of CTobeus, Toelus, Mathathias. 
Sabadus, Zecheda, Sedmi, Feffeus,z Bane 
as. All chefe had cake outlãdiſth wemẽ tome 
riage, z they put thẽ areye wb their childrẽ. 

Che preftes z Leuites, z all they F were 
Of Tfrael,owele ac Jeruſalem z thozow out 
all * londe in the new mooneofthe feuenth 
moncth, z the childzé of Iſtael were in their 
dwellynges. And $ wholemulticude came 
together vpon ? floore at ? eaſt ſyde of che 
Holy poste of ? tẽple. And they [pate vito 
Epdzas F hie pꝛeſt z reder, Phe wolde bryn 
ge ? lawe of Moſes, which was geuẽ of ¥ 
LORDEGov of Iſrael. So Eßdras the bie 
preſt brought the awe vnto the whole mula 
titude,comanand woman,z to all preſtes, * 
they might bearethe lawe,inthe neromoone 
of thefeuenth moneth. And beredin $ floo 
re is before $ holy porte of Feéple, front 
themoznynge early vñntill the euen ynge, be- 
fore men zwemen. And they applied their 
mynde all onto the lawe. 

And Eßdras che prefez rever of ¥ lawe 
ſtode vp vpon a feaffolde of wodd, which 
was made therfore: z vpon bis right bande 
there ſtode by him Mathathias , Samus, 
Ananias, Aarias, Vrias Osechias,z Bal- 
famus : Vpon bis lefte bade ſtode Galdcus, 
Whfeel, Walachias, Abufthas,Sabus, Na 
badias,z Zachar y. Then toke Eßdras ? bo⸗ 
ke before the whole multit ude for be was * 
— and bad in moſt hone? of thẽ all. 

nd whe be had red out * lawe,they ſtode 
all ſtraight vp vpon their fere. So Eporas 

2ayfed the LORDEthemeft bye God, the 

Lmightie God of hooftes. And all $ peo 
ple anfrvercd, Amen:z helde vp their hades, 
fell downe flat vpon theearth, z prayſed * 
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The wij, boke of Eßdras. 
LORDE: Jeſus Beneas,Sarebias, Jadoi- 
mus, Accubus,Sabbatheus, Caliches, 236 
rias. Joradus, Ananias,z Philias the Bent 
tes which taught the laweof theLORDE,z 
sed the lawe of the LORDE inthe cõgrega 
ction, Zenery man fete thofe before $ onder- 
ſtode the lawe. Then pate Acharathes on- 
to fdzas che bye preft zreder,ztothe Le 
nites vtaught the muititude, ſa yenge· This 
daye is holy vnto the LORDE:zallebey > 
bad berde the lawe wepte. So Eßdras fay- 
De: Departe yr waye then, Teate the beſt 
drynbe the ſweteſt ſende giftes vnto them 
Phanenocbinge: for this daye is holy vnto 
the LORDE, and be not ye ſory. Then wente 
they their waye euerychone, ate and dꝛonke 
and were mery, z ſent rewardes vnto thẽ y 
had nocbinge, A?chey alſo might eate with 
gladneſſe: for they were exxeadingly reioy⸗ 
fed, thozow the wordes that were red vnto 
themin che lawe: And ſo they wereall ga- 


thered together ac Jeruſaleni to helde the 
feaft,acezdingeto che conenauntof FLOR 
DEGod of Srael. 


The ende of che thirde boke of Eßdras. 


She IIIIboke 
of Eſzdras. 


What this bote conteyneth. 


ap. I. Sod reproueth rhe people for thete 
‘onthantfulnes,and rebearfeth ontothen his 
owne louynge mercy,tharbe — the 
agayne: yf they wyl not amende,be wil dofe 
another people 
hep. The Synagoge cdplayneth vpõ hir 
en Thecallynge of thegeithen. 
Chap. Eß dꝛas fheweth of theercellent woz 
Ees of God , done vnto the people, andbath « 
frendly contencion with Gov: becaufehe firf- 
Feeth the BSabilomans rohaue the dominion 
over them,where as they yetare finners alfo. 
Chap. ul. Theangelrebuterh Eß dras for ta- 
Finge in hã de to fete our the grounde of Gods 
indgment, andinftructeth him with fayre fy- 
imilitudes. 


Chap. V. Acommunicacis of Eßdras andthe 
angelrogetber. 
Chap. Vi. The angel enfourmeth Eßdras. and 


‘anfivereth him to bis queftions. 

Cheap. vu. Theangel fheweth Eßdras many fe- 
crete matters,and thinges fo2 to come. 

Chap. Vl. Eßdzas prayeth fo2the people, thar 
‘God wyll rather loFe vponbis owne louynge 
mercy and the goolynes of few.thé vpon the 
wyced fynnes of many. 

Chap. 1X. TCoFeusof thetymeand punyfoment 
for to come. Difions are fhewed vntosgdaas. 

Chap. X. Acommuntcacion betwirtefporgs, 
and thewoman that appeared vnto bim, 


The firſt. Chap. 


Chap. X1.XILXIU.Ofcertayne viſtons and thetn- 
terpretacions therof- 

Cheap. XIll. God appeareth vnto Eß dras tn the 
bufh. talPeth with bim,and cémaundeth him 
wharbefnal doo. 

‘bap. XV. Godfhewerh Eßdras the puny ſhmẽt 
‘that be wyl fende vponthe fynfall people,and 
commanndeth hin to tell rhem the fame. 

Chap. XVI. Punyfhment vpon she Zeithen and 
how thepeople of God ſhal bebaue them ſelues 


sherin. 
The firſt Chapter. 


He ſeconde boke of y prophet 
) Eßdras:( Y fonne of Saraias, 
FLA the fonne of Asarias, ¥ forme 
Rete) Of Delchia, ¥ forme of Sallũ. 
= the fonne of Savoc, the forme 
Of Achicob, che fonne of Amerias, the fonne 
Of Asarias,che fonne of Mtaratoth,the fon- 
neof Sarabias, the fonne of 3i,the fonne 
of DSoccus, the fonne of Abifis, che forme of 
—— the ſonne of Eleazar, the ſonne of” 
ron, of the trybe of Leumi) which was pre 
fonerinebe lande of the Miecbes,in theraig 
ne of Arcarerfes Eynge of —2 — 
nd the worde of the LOR DEcame vn- 
to me,fayenge:Go thy wayez ſhew my peo 
ple their fynfullvedes , z their childꝛen their 
iwick edneſſes, which they haue done againſt 
me, that they mayetell their childers childzé 
the fame: for the fynnes of their fathers are 
increafed inthem. And whys they bane for⸗ 
gotten me, z haue offred vnto frraunge god 
des .Amnoe J enen he, chat brought them 
outof thelande of Lgipte, from the boule 
of bondage Buc they bane prouobed me vir 
tow2ath,z defpyfed my councels. Pull thou 
out then the bayze of thy heade, and caft all 
euell over them, forthey haue not bene obe- 
* vnto my * 
tis a e without lernynge z nour · 
toure. Sore forge foal 3 focbearcebem vit 
to whom J bauedone fo mody good 7 Ma⸗ 
ny Eynges bane J deftroyed for their fates: 
harao whis ſeruautes and all bis Powe: 
——— downe and ſlayne: All * na⸗ 
cions haue J deſtroyed and roted ont before 
them,andin > eaſt haue J broughetwo lan 
des and people to naught, enen Cyrez Sy- 
don, and baue flayne all tbeir enemies.Spea 
ke thou therfore vnto them, fayenge: Thus 
ſaycth theL OR D E: led yon thorowthe 
ſee and baue geuen you fare; 6 fence the 
begymmynge. I gaue you Moſes tobe youre 
captayne, and Aaron to be the preſt: I gaue 
pate * ine piler of fyre, z greate few 
aue J done amdge you:yct bane ye forgot · 
tenme,fayerh the LORDE, S 
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C Thus ſayeth ehe allmighticL ORDE:Y 
Exoisc gane you quales to eate, and tentes for you- 
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z Allmightic LO RDE: 
— ——— caſt * : 


re firconre: Neuertheles ye murmured, and 
aſcrybed not ¥ victory of youreencinics on 
comy name:yce this fame daicdo ye yet mur 
moure. Where are the benefices, that J ha⸗ 
ue Done for you 7 Whan ye were bongric in 
che wildernes, dyd ye not crie unto me: Why 
Daft chou brought vs in to this wildernes 
to kill vs It bad bene better for vs,to haue 
ſerued ¥ Sgipcians, then to dye in this wil · 
derneſſẽe. Thẽ had J pitie vpon youre mour 
ninges, and gaue you Manna to eate Me ate 
angels foode. Whã ye were thyzftie,byd nor 
Bhew ¥ bardftonc, z caufed water ynough 
to flowẽ thereout 7 Forthe beate,j covered 
you with ¥ leaucs of the trees. A good plea 
faunt face londe gaue Tj you : J café out che 


Cananites , the Pherefices and pbiliftynes 
before ——— Joo me for you, [ai 
eth theLORDEY 


Thus ſayeth the WllmightieL OR DE: 
Oban yerwere in che wildernes, inthe wa- 
ter of the Amorites, beynge a chyzftz blaf- 
phemyngemy name, gaue you not fyre for 
youre blafphemies, but café a tre in to * wa⸗ 
ter, and made the ryuer fivete. What ſhall J 
do vnto the. OJacob? Thou Juda woldeſt 
not obeye me. Jwil turne meto another peo 
ple,z unto thoſe will J gene my name bee 
they maye Eepemy ftacutes. Seinge yeba- 
ue forſakẽ me, wil forſake youalfo. Whan 
ye Defyze me to be gracious vnto you, Iſhal 
haue no mercy vpon you. Whan ye call vps 
sme, J wil noc beare you. Foz yebauedefyled 
youre haves with bloude, and youre fete are 
fivife to commytt manflaugbeer. Re haue 
not foxfaten me(in a maner)but youre owne 
felues,fayeththeL ORDE. 

Thus fayech ehe AllmightieL ORDE:be 
ue J not prayed you,as a father bis formes, 
as ã mosber bir daughters, and as a norſſe 
bir yonge babes , that ye wolde be my peo- 
ple,and J ſhulde be youre God:tharyewol- 
debemy childzen, and J ſhulde be youre ow 
ne facber 7 gathered you cogetber, as an 
benne gathereth bir chetens vnderbir wyn 
ges. But now what fhal J do vnto yous J 
[hal caft you out fro my face. Whan ye offre 
wntome, J fhaleurne my face fromyou:foz 
youre folempne feaſt dayes, youre newmoo 
nes and youre circumecifions bane J forſa ⸗ 
ten. J fent onto you my ſeruauntes the pro⸗ 
pheces, whom ye banc taten and flayne,and 
rorne their bodies in peces, whofe bloude J 
wyll requyze of youre bandes, fayeth che 
LORDE. 


out asthe wynde doth > firarve:youre dil- 
dren ſhaĩ noc be fiurefull, for they bauedefpy 
fed my commaundement,and done Febinge 
Piseuell before me, Roure houfes wil I gene 
vnto a people ỹ ſhal come,and they pnever 
berdeme, [hal belene inme:ztbey vnto whõ 
Jneucr ſhewed coken, ſhal do the thinge v?ᷣ 
JcSmaundethe. Chey haue ſene no prophe · 
tes, yet ſhal they call their ſynnes to remem · 
brauncẽ, and Enovlege the. Ireporte me vis 
to the grace, chat J wildo forthe people 
which is cocome, whofe childzen reioyfein 
gladnes:zthougbhthey haue not ſene me c 
bodely eyes, yet in ſpiete they beleue the thin 
ge that J faye. And now brother, beboloe 
what greate worſhipe and fe * people that 
commech from the caf—, onto whom I wyll © 
geue the dukedome of Abraham Iſaãc and 
jacob, of Oſeas, Amos, and Micheas, of 
Joel, Ahdy, Jonas, Naum and Abacuc,of 
Sopbony,Aggens,sachary and Malachy, 
whichis called alfo an angel (oz meffaiiger) 
of the LORDE. 
Thel. Chapter. 
Hus fayeth the LORDE: J brought 
* this people out of bondage, J gaue 

thé my cSmaundementes by my fer- 
uatites } propheres, whom they wolve noe 
beare,but defpyfed my coũcels. The mother 
chat bareehem,fayech onto chem: Go youre 
waye ye dyildzen, for J am a wyddow 7 for- 
faten:3 brought you vp with gladneffe, but 
with [ozow and heuynes haue J loft you: for 
yebauc ſynned befozetbe LORDE yo God, 
and done $ thingerbat is evell before him, 
But what [hall I now do wneo yous J ant 
& wyddow and foͤrſakẽ:go youre wayc(omy 
hildzen) and aremercy oftheLOR DE. As 
fozme O father, J call vpon the fora wyt- 
neffe quer the mother of theft childzé, whidy 
wolde not kepe my couenaunt: p thou bryn 
ge them to cõfucion, and their mother to a 
fpoyle, that fhe beare no moͤre. Let their na 
mes be featred abrode amonge the Heithen, 
Tet them be put ont of the earth, for they ba- 
ue thought (come of my couenaunt. 

Wo be vnto the Affur, thou chat bybefE 
the vnrighteous bythe. Chou wicked peor 
ple, remembre what FJ dyd vnto Sodom 
and Gomorre, whofelandis turnedto pitdy 
and affbes. Euen fo alfo wyll J do unto alt 
them,that beareme not,fayech the Allmigh 
tic LORDE. Thus fayeth theL ORDE vnto 
Eßdrꝛas: Tell my people, * Iwill geue them 
the kyngdome of Jeruſalem, ay ‘aq wol- 


Tobi.n.d 


Lhe itij. boke of Eßdras. 


de haue geuen vnto Iſrael. Their glory alfo 
wyl Fj cake vntome and geue them thẽ euer 
laſt ynge tabernacles, which J bad pzepa- 
zed for thoſe. 

The tre of life ſhalbe vnto theme ſwete 
finellynge oyntment:chey ſhal netberlabou 
rener be weery.Go ye youre waye,z ye fall 
receaue tt. Pzaye foz yo* felucs a few da yes, 
thee they maye Dwell rherin. Wow ts the 
Eingdome prepared foz you ther feze ward. 
Take heauẽ and earth ro wytneffe, for Jha 
ue broken the euell in peces, and created the 
good, for I lyue fayerh ¥ LORDE. Mother 
enbace thy childꝛen and brynge then vp 
awith gladnes: mabe their fete as faft asa pt 
Aer, for J bane choſen the, fayeth the LORDE. 

C And ehofe that be deed wyll Fj rayfe vp 
ageyne from their places,and bzynge them 
oncof Y granes, for 7% baue Enorwne my na- 
me in Iſtael. Feare not thou mother of the 
childꝛen, for J haue choſen che, fayeth the 
LORDE, And forthy heipe J flat ſende the 
my ſeruauntes Eſa y and Yerenry,after who 
fe councell J haue fanctifiedz prepared for 
the,rij.trecs with dynerfe fintes,and as ima 
ny welles floroinge with mylck and bony, 
‘zjeuen mountaynes, whervps there growe 
roſes and lilies, wherin FJ wyl fyll my dyil- 
dren with ioye. Execute tuftice for the wyd- 
dorve, be iudge for the fat herleſſe: geue to * 
poore: defende the cõfortleſſe: ciot he the na- 
Bed:beale the wounded and ſick: laugh nota 
lame man to ſcorne: defende the crepell, and 
Tat che blinde come into ¥ fight ofmy clear 
nes. Zepe the olde z yono.e within tby wal- 
Tes: where ſo euer thou fyndeſt the deed, coke 
them,and burye them. and J ſhal geue the 
D the firſt place in my reſurrecc on. Holde ſt yll 
(@ my people) and tate y reſt, for thy quyct- 
nes is come. Fede thy children O thou good 
norffe,ftablifh their fere: As forthe fervann- 
tes whom J baue genenthe, there Mal not 
‘one of chem perifhe, for J wyl fete the from 
bby nombre,vere noe thyſelf 

For whan the dayc of trouble and beny- 
nes commeth, orber fhal wepe and be ſorou 
full, buc ehou ſhalt bemeryand plenteous. 
The Heithen ſhalbe gelous,bue they fhalbe 
ableco do notbinge agaynft the, faycth the 
LORDE. My bandes ſhal coner the,fo tbat 
thy cient not fetbe fyre euerlaſtinge. 
Deioyfull © choumocher with thy dild:z, 
f&3 wyll delyner che, fayeth the LORDE. 

membre thy deed chilbzé, fez J fal bryn 
ge them out ofthe earth,and ſhew mercy ve 
Go them, for J am mercifull, fayeth the LOR 
Dr Allmigheie. 


Khe ij. Chap. 


Enbrꝛace thy child, ontyll J come and 
flere mercy vnto chem, fozmy welles rune 
ouer,and my grace ſhai noc fayle. I Eßdras E 
receaued a charge of che LORDE vponthe 
mount Oreb, that fhulde go vnto Iſrael. 
But whan J came vncoebé, they ferme at 
naught, and deſpyſed the commaundement 
of yLORDX. Andcher fore J faye vnto you 
® ye Heithen ,chacheare and vnderſtonder 
Lote for youre ſhepherde, be fhal gene you 
enerlaftinge reft:foz he is nye at bande, thar 
ſhal comein the — Berea- 
dy coche rewarde of the kyngdeme, for the 
encrlaftinge light Mail ſhyne vpon you for 
euermore. Flethe ſhado we of this woulde, 
receane the io yfulnes of youre glory. J teſti 
fic my ſauioure openly: G receanethe gift * 
ts geuen you, and be glad, genyngetbhankes 
wnto bim, that bach called youto the bea- 
uenly kyngdeme. Aryſe vp, and ftonde fafts 
bebolocthe nembre of thoſe that be fealed 
inthe feaft of the LORDE, whidy are depar 
ted frem the fhadowe of the worldc,and ba 
nereceaucd glorious garmẽtes of theL OR- 
DE.Tatethy nembꝛe © Sion, and ſhutt vp 
thy purified, ir hich haue fulfilled the iawe of 
the LO RDX.The nombzeof thy children 
whem thon longedeſt for, is fulfilled: befete 
the power of the LOR DE, that thy people 
which haue bene called from che beg ymyn 
ge,maye be alowed. 

DEPozas fawe vponthe mount Siena ¢ 


Greate papeweom condenot nembie, z Apo.r.c 


they all prayféd the LORDE with fonges of 
thantefgenynge.2ind in the myddifé of rhe 
therewas a yonge ma of an bye ftature,mo- 
re excellent then all they,and vpon enery 
one of their heaves be fett a cromne, and 
was ener hyg her and byaber, which J mar- 
neledat greatly, So Jared Y angell,z fay 
de: Gyr, whatarcthele 7 He anſwered and 
fayde vnto me: Thefe be they, that haue 
pucof the moztall clotbinge and put en che 
immortall, and bane Arſteẽ z knowleged 
thename of God. Now are they crowned, 
and reccaue the rewarde. 

Then fayde J vntothe angell: what yor 
Se perforne is it, that crovoneth them, z ge⸗ 
ueth them the palmes intheir andes 7 So 
be anſwered and fayde vnro me: Seis > for 
He of God, whom they bane knowleged in 
the eworlde Chen keganne JI greatlyto cem- 
mendechem, that ftove fo fitfly for thename 
of the LORDE2ind ſothe angeli ſayde vnto 
me: Sothy waye, and tell my people, what 
maner of thinges and how greate wonders 
Of theL ORDE thy God, chou haft ene. 
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Che ilij. bole of Eſʒdꝛas. 
The ill. Chapter. 

V che thirtie yeare of the fall of the 
cite, J was at Babilonzlaye crou- 
Vp bled vps my bed, z mythoughtes ca 
me vp ouer my bere:foz F fare y defolacion 
of Ston, zrbe plenteous wealeb of them p 
dwelt at Babilon:z my ſprete was fore mo- 
ued, fo that beganc to [peate fearfull wor⸗ 
Des to the moſt byeft,and fayde: © LORDE 
LORDE, thon [pateft ac che begynnynge, 
whan thou plancedft $ earth( and thactby 
ſelf, alone) and gaueſt commaundement vn⸗ 
to } people, and a body vnto Adam, which 
was a creature of thy handes, and haſt bie 
thed inbim che breth of life: and fobe lyucd 
beforethe, and chou lebdeſt him in topara- 
dyſe, which gardé of pleafure thy right han 
de bad planted, or euer the carth was made. 
And vnto him thou gaueſt commaundemẽt 
to loue y waye, which be cranfgreffed,zim- 
mediatly chou appoynte deſt Death in bins, 
and in bis generacions. Of him came naci · 
ons, trybes, people ⁊ Eynreddes out of nom · 
bre. And euery people iwalked after their ow 
ne wil, and dyd nyce thinges beforetbe:and 
as for thy commaundementes , they defpy- 
ſed them. 

Bue in proceſſe of tyme thou broug hteſt 
the water flonde, vpon choſe chat dwelt tt 
the worlde, and deftroydeft thins. 2nd lite 
as the death was in Avan fo waschewa- 
ter flonde alſo in thefe. Reuertheles oncof 
thems thou lefteft: namely , Noe with bie 
houſhoide, ofrobom come all righteous mé. 
Andit happened char, whan they F dwelt 
vpon theearth, beganneto multiplie, and 
bad gorcen many childzen,and were a grea- 
te peo} 2 beganne to be more vngodly 
then the fi 

Now whan ehey all lyned fo wickedly 
before the, thou dideſt chofetbe a man from 
amonge them, whofe name was Ab:am. 
Him chou loucdeft,and vnto bim only thor 
ſhewdeſt thy wyil, and maydeſt an eueriaſ 
tinge couenannt with bim, promiſinge bin, 
thac chou wolbdefé ener foxfate bis fede. 
And vnto bimebou gaueſt Iſaac. onto Iſa 
ac alſo thou gaueſt Jacob and Eſau. As for 
¶Ja cob chou dideſt choſe bint, and put backe 
Eſau. And ſo Jacob became a greate mul- 
are ba dchat wha thou leddeſt 

And it happened that wha thou ef 
bis ſede out of : veipee, thon broughteſt the 
vp to the mount Sion, bowinge Downe the 
beauens , ſettinge faſt tbe earth , monynge 
the grounde , matyngetbevepthes to ſha⸗ 
£e, and troublynge the molde:Anyeby glo 


Khe tj. Chap. Fo. x. 
ry wente thozow foure portes of fyze, and 
earth quakes, and wyndes and colde: that 
thou mighteſt geuethelawe vnto the fede 
3 and diligence vnto the generaciõ 
of Iſrael. 

38 yet tokeſt thou not awaye from ché 
that wicked bert,that thy lawe might bryn 
Se forth frute in chem. For the firft Aoambe 
te a wicked hert, tranſgreſſed, and was ouer 
come ,and[o beall theypare borne of bim. 
Thus remayned weeEnes wich che lawe in 
the bert of the people, with thewict edneffe 
of che rote: ſot hat the good departed arwaye, 
andtbeenell abode ftill. Gorbetymes paf> 
[ed awaye, andthe yeares were brought to 
an ende. Then dideſt thou rayfe the vp a fer- 
ueunt called David, whom thou commaune 
dedſt co buylde a cite vnto thyname, andro 
offrevpincenfe and facrifice vntothe therin. 
This was done now many yeares. 

Then the inbabiters of the cite forſole 
the andinallebinges dydenéas Adam and 
oil bis gencracions bad done: for they alfo 
bad a wicked bere. And ſothou ganefé thy 
cite quer in totbe handes of thine encmies. 
Arethey of Babilon chen better and moze 
rightcousthen chy people, they [hal ther- 
fore haue the domynion of Sion 7 For whan 
‘J came there, and fawe their wngodlynes, 
and [> greate wickedneffe, that it coude not 
be ndbied: yee whan my foule fawe fo many 
euell doers(in $ rry.yeare my bert fayled me, 
fez JHwe, bow thon ſuffreſt chem in ſoch 
wngodlynes,and fparefé F wicked doers:but 
thine orone people baft chonroted out, and 
prcferned thine enemies, zebis bafEthou not 
Pope me. 2 

cannot perceaue howthis bappeneth. 

Do they of Babilonthen beteertbentoe9 of 
Sion7Oris there eny other people, $ Enow- 
eththe, fanynge the people of Sfracly Oe 
what generacion bath fobelencd} couenait 
tes as Jacobs And yee their rewarde appea⸗ 
reth not,and their labé bath no frnte. For J 
haue gone here and there thorow the Heithe, 
Tle, Febey be rych z wealthy, ⁊ chynre noe 
Dpony commanndementes.Weye chouther 
fore oure wickedneſſẽ now in ) balaunce,and 
theirs alſo that dwellinehe worlde, and fe 
fhaltby name be nowbere founde butin Ff 
rael. Oꝛ where is there a people vpon earth, 
¥ bath not ſynned before the Oz what peo- 
ple bath ſo kepte thy commanndementes 
— Poate — —— ee bath 

tetby pzeceptes, but not the otber le 
and Heit hen. — 

The Ml, Chapeer. * 
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The ttij. boke of Eßdꝛas 
Ld eheangell chat was fent vnto me 
¢ name was Vriel) ganemean- 
ſwere and ſa yde: Thy hert hathtabẽ to 

moch vpon it in this worlde, and thou thin· 

keſt co comprehende the waye of the Syeſt. 

Then ſa yde Feyce my lorde. And heanfivered 
Ime, and faye: J am fent to ſheiwe the thre 
wa yes, and to fete forth thre fymulirudes be · 
fore cherwherof yf chou canftdeclaremecone, 

“J wil ſhewe the alſd thewaye, that thou de 

nreſt co ſe and J ſhal flyerve the from whẽce 

the wicked bert commeth. And Fj fayde: tell 
onmyLORDE. Chen fayde be mntome:Go 

thy waye, weye me the weight of the fyze, oz 
meafure me the blaft of che wynde,ozcallme 
agayne the daye that is pafe. Chen anfive- 

red J and ſayde: What man borne is able to 
do chat? Why requyzeft thou ſoch of mer 
And he ſa yde vnto me: RFT ſhulde are che, 

bow depe diwellinges are inthe ſee? Oz hore 
tgreate water ſpringes are vpon ? firmamecy 
Oz bow greate water ſprynges areinthebe 
gyunynge ofthe depe? Oz which are the out 

goinges of paradiferperaduecuetbhou wol 

deſt faye vntome: J never wente downe yet 
in to * depe ner bell, nether dyd J euer clym 

Ihe vp into heauen. Neuertheies ñow haueJ 
axed the but onely of fyre and wynde and of 
the daye, where thorowthou baftcrauayled, 

@nd from che which chou canſt not be fepa- 

rated: and yet canfEcbou geue me no anſwe⸗ 

re of them. 

He ſayde morouer vnto me: Thine owne 
thinges, and ſoch as are growne vp with * 
canſt thou not knowe: how ſhulde thy veſſel 
then be able to cõprehende the waye of the 
DyefE, and now oucwardly in the corxupte 
woͤride, to vnderſtode the corrupẽcion fis euy 
dent in my ſight? Thẽ ſayde J vnto him: It 
were better chat we were notat all, thẽ that 
we ſhulde lyne in wicFedneffe , and to ſuf⸗ 
fre, and not to Enowe wherfore. He anfivered 
ine and ſayde: J wẽte ina wod,andthetrees 
tote ſoch a denyce and fayde:Comeletvs go, 
and fight agaynftthe fee, that it maye de- 
parte aroaye before vs , and that we maye 
mate vs yet moze woddes. 

The floudes of the fee alfoin lyfe maner 
toke this deuyce. and fayde: Come,let vs go 
vp and fight aga ynſt chetrces ofche wodd, 
that we maye mate oure londe the wyder. 
The thought and deuyce of the wood was 
but vayneandnocbinge worth, for the fyre 
came, and conſumed the wod: Che thoughe 
Of the flondes of the fee came likewyſe to 
naught aiſo, for thẽ ſonde ſtode vp and ſtop 
ped them. 


The iiij. Chap. 
ſe C 


f thou were iudge now betwyrte theſe 
two, whom woldeſt chou inftific, or whom 
woideſt thou cõdemne I anfiveredand fay- 
de: — it ia * ina — —— 
both bancdenyfeo. For the grounde is ge 
vnto the wod,and — ioe lace 
—— — Chen —— eng 
⁊ ſayde: Thou euen a right ir ent, 
in indgeft chow — felfelfor gorlite 
as the groundeis geuen nto the wod, and 
the feeto bis flondes:enen fotbey that dwell 


that which is vponearth:and be chat dwel⸗ 
Tech aboue the beauens,maye onely vnderſtõ 
de thethinges, thatare aboue the heauens. 
Then anfwered J and ſayde: J befeFethe O 
LOR DEvlet me haue vnderſtondinge: ſor it 
was not my mynde to be curious ofthy bye 
thinges, but of foch as we daylic medle with 
all:namely, wherfoze that Iſraelis blafpbe- 
medof che Heithen, and foz what cane che 
people(whomtboueuer haſt loued)is geuen 
ouer, to be punyſhed of vngodlynaciss.and 
why the lawe of oure fathers is bought to 
naught, and the wꝛytten couenauntes come 
to none effecte, and we paffe arvaye out of 
theworldeasthe grefopers,and oure lifeis 

a very feare,and wearenot woitby to optay 
nemercy.YObat wyl he do then vnto bis na- 
me, whichis called vᷣpon ouer vs? Of thefe 
thinges haue J axed queftion. 

Then anſwered hemeandfayve:Themo- -H 
re thoͤu ſearcheſt the moze thou finale marucl, 
for the worlde haſteth faſt to paffe awaye, 
and cannot comprebendethe thinges, chat 
sre promyfed for the righteous intyme to co 


me, for this worldeis full of vnrighteouſnes Noh⸗c 


and weatnes. 

Dut as concernyngethethinges wherof 
thou areft me, J wyl tell the. Che euell is fow 
ne, butthe deftrucciontherof is not yet co- 
me. pf theenellnowthatis ſorvne, be not tur 
ned vpſyde downe aud yf the place where > 
euell is pees pelt not ara ye, then cannot 
thethinge come pisfowne with F good. Foz 
the come of enell ſede bath benẽ ſo wne in che 
hert of man fromtbebegynnynge, and bow 
moch vngodlynes bath bebroughe vp vnto 
this tymevand how moc ſhal be yet brynge 
forth, ontyll be comein tothe barne: 

ondze now by thyfelfiwha F come of e- E 

nell fedeis cutt dorvne, bow greatea barne 
fhalic fyll· J anſwered and fayde : Sow and 
wba ſhal theſe thinges comcto paſſe: Wher 
foie are o yeares few ⁊ euell? And be anſwe · 
red me, ſa yẽge:Haiſt not thou to moch * 


the Hyeſt, forthy haiſt ynes to be aboue him 


Eſa.x. c 
Toh. 
vpon earth, maye onderftondenotbinge, but — 


Apoc.c.b 
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is but in vayne,thou makeft co mocha doo. 
Dydnoe F foules alfo of che ri igbteousare 
queftion of theſe thinges in cheir bolynes, 
fayenge: dow longe [hal % hope of this fa- 
ſhion? Whan commech the fruce of my bar 
ne,and my rewardezAnd vps this Jeremiel 
the archangel gaue them anfivere,and fay- 
‘de: Lue whan the nombre of the fedesis fyl 
led in you: foz bebath we ye d the worlde in 
the balaunce: in meaſure and nombze bath 
he meaſured the tyme and moueth it not vñ 
tyll che ſame meaſure be fulfylled.T hen an- 
fevered Fj and fayve: © LORDE LORDE, 
now are toc all full of ſynne and for oure ſa⸗ 
ke peraduenture it is not, char che barne o 
the righteous ſhall not be fylled, becanfe of 
tbe ſynnes of thé chat dwell vpon earth. 
$ — Sobcanfivered me, zfayde: Go ywaye 
toa woman with childe, and are her, when 
fhe bath fulfilled bir ix. monethes yf bir dil 
deßbed maye Eepe ¥ byrth eny [Sger within 
her. Thẽ ſayde J: Mo L OR DE, that can ſhe 
nov. And befeyde onto me: In bell the fecre- 
replaces of [oules are like ¥ pzeny chamber 
of woman. Forliteas a womanthattra- 
uaylech, mateth baift, whanthetymez ne- 
ceffice of the by:ch is at bande: Euẽ ſo doth 
fbc haiſt to delyuer it that is commytted on 
to her. Loke what chon deſyreſt to ſe it ſhal · 
be ſhewed the from the begynnynge. Chen 
anfivered Jand ſayde: wf baue founde fa 
noure in thy fight,and yf ẽ be poffible, and 
9f bemete cherfoze, ſhewe me then, whe- 
therebere be more to come thé is paſt or mo⸗ 
re paſt then is for to come. What is paft, J 
knowe: but what is for co come, Fj Enowe 
note 
And be faide vnto me: Stonde vp vpsy 
Ss right ſyde and J ſhal erpounde the ſynilitu 
de vnto the. Sõ I fEove,z beholde, an whote 
burnynge ouẽ wente ouer before me:z it hap 
pened whan the flamme was goneby,the 
finoEe bad the vpper bande. After this tbe, 
re wẽte ouer before me & watery cloude and 
ſent downe moch rayne wb a ſtorme: z whan 
the ſtormy rayne was paft, the droppes re- 
ma yned frill. Chen fayde be vnto mesliteas 
therayneis moze then the droppes, andas 
the fyre erceadeth che finote,enen fo #mea- 
fire of chetbinges that are paft, bath the 
vpper bande. Chen wente the drꝛoppes and 
the ſmoke aboue: and J prayed and fayde: 
Maye J lyne(thynteſt chow) vnt yll that ry- 
me ? Oz what ſhall happen in thoſe dayes? 
He anſwered me, and fayde:As for the cokes 


. rbherof thou axeſt me. J maye tell che of the 
mite in a parte: but as couchinge* 9 life, J maye 
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not ſhewe che, for J amnot fent therfore. 
The V.Chaprer. 
Euercheleffe,as concernyngetheto- 2 
QXy fens, marE chisseboloe, ie dayes 
Hal come, that they which dweil v- 
ponearch, [balbe takẽ in a greate nombre, z 
thewaye of thetrueth fbalbe byd, and the lẽ 


de ſhalbe baren from faich:butiniquyte ſhal Mat.24.a 


baue che vpper bande, lite as thou baft fene 
now,and as chou baft berde loge agos. And 
the londe that chou ſeiſt now to baue ule, 
hale chou Phoutly fe wait. Bue yf Goo 
graunte the co lyne, thou hale fe after ð chir 
Decromper,that the Sonne fhal ſodeniy fy 
neagaynein che night,and the Moone thie 
tymes inthe daye , z bloude fal deoppeout 
of wodd, and che ſtone ſhal geue bis voyce, 
and che people fhalbe vnquyete and euen be 
Hal rule whom ehey hope not that dwell v- 
Poncarch, andthe foules al fiyt, and the 
Sovomitylhy fee ſhal cafe out bis fifh, and 
make a noyle inthe night, wbid) many [bak 
—— — but they ſhal all heare the voyce 
rof. 

There pee 4 Sfircion alfoin many pla B 
ces,andthe fyre fal be oftfent agayne, and 
the wylde beaftes fhal go their waye,z met 
firuous wemen fhal beare monfters,and fale 
waters [halbe foundein the fivete: one fren- 
de ſhal fight agaynftanotber : then [hal alt 
wytand vnder ſtandinge be byd and put afy 
dein to their fecrete places, z ſhaibe fought 
ofmany,and yet not be founde: then ſhal vn 
righteouſnes and volupteoufies bane the 
vpperbande vpon earth.One lande aiſs ſhai 
are another, and ſayer Is righte ouſnes gone 
thozow thes And it [hal ſaye Tio. Acebe fa- 


metyme halmen bope, but nothinge optay 
nezthey (hal Taboute’ but their sates alt 
not profpere, 


Co flyewe the ſoch tobens J hauelene,and 
yf thou wylt praye agayne,z wepe as nor, 
and faſt ſeuen dayes, thon fipale beare yet 
Greater thinges.C hen I avoated,anda fear 
fulnes wente thozow all my body,z ny myn 
de was febleand carefull, fo thae allmofé 
ſwowned withall. Sothe angell that was 
comecocalte with me, belveme, comforted 
me,and fett me vp vpon my fete. 

ind inthe fecondemightichappened, F € 
Salatbiclthe captayne ofthe people came 
wntome,fayenge: Where baft thou benevand 
xeby is thy countenaunce fo heuy noweſt 
thou not, Iſtael is commytted wnto ebe,in 
thelondeof their captynyte 7 Optben, and 
cate, and forſabe vence,as the ſhepherde 
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that Icancth bis flock in the handes of wic- 
Sed wolves. Chen fayde J onto bim:Go thy 
waye frome,and come not nyeme: z be ber- 
Deit,and as J ſayde ſo —— his waye fro 
me. And ſo J faſted ſeuen dayes, mournynge 
and wepynge, life as Vriell che angell com̃ · 
maunded me. And after feucn dayes it bap- 
pened,that * choughtes ofmy bert were ve 
Ty greuous vntome agayne,zmy ſoule recea 
ued yſprete of onderftandynge, I begane 
toralterd che moft hyeſt agayne, and fayde: 
@ LORDELORDE, ofeuery wod of $ earth ⁊ 
ofall the trees therof, thou baft choſen ¥ one 
onely vynyarde: and ofall londes ofthe whe 
le worlde thou baft choͤſen the one pytt: and 
Of all floures of the groũde thou haſt choſen 
the onelylic:and of all the depthes of the ſee 
thou haſt fylledthe one ryuer:and ofall bil 
ded cities thou haſt halorved Sion vnto thy 
felfiand ofall foules that are created,thon 
haſt named the one doue:and ofall the catell 
Pare made, thou haft prouyved y one flyepe: 
zamdge all ỹ muititudes of folkes thou haſt 
gottenthe one people, and vnto this people 
whom thou loucdefé, thou gaueſt a lawe, > 
fs proned of all. 

2nd now © LORDE, why haſt thou gent 
this one people over vnto many? T vponthe 
one rote chou bafé prepared other , andwbhy 
haſt thou fcacred y one onely people amonge 
many? which treade thé downe, yee which ba 
ue ener wit hſtonde y pzomyfes , znener bele- 
ued y conenatites 7 And though chou wereſt 
enemye vnto y people, yer ſhuldeſt thou pu- 
nyſh thẽ ch chine orone handes. Wow whay 
hav (poke theſe wordes the angell canie to 
ime ỹ night afore, was ſet vnto me, ẽ fayde vt 
to me:deareme,z berEé co Febinge pF frye, 
ZZ fhaleell $ wroze. Andy fayed:Speateon 
amy LORDE. ThE fayde be vnto me: Thou art 
Poze vered z troubled for Iſtaels fate. Lenefé 
thou § people better,then bim ? made them? 
And J ſayde: No LORDE, but of very grefez 
cõopaſſion haue IJ ſpobẽ. Foz my reynes pay- 
neme every boure, becauſe Fwolde baue cr- 
—— of the waye of the moſt hyeſt, and to 

ſeke ont parte of bis iudgment. And be fayde 
vnto me:that thou ma yeſt not. And Z fayde: 
wher foze LORDE? Where wnto was J berne 
then 7 Or why was noe my mothers childeſ 
bedthen my graue? Gobad J not ſene the 
myſery and trouble of Jacob, and the tra- 
uayle of my people of Iſtael. 

And be fayde wnto me: Nõbꝛe me thin⸗ 
Hes, H arenot yet come: gather metogether 
Pdoppes,that are ſcatred abzode: make me 

floures grencagayne, barewytbered: ope 
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methe thinge that is dofed: and bringe me 
forth the wyndes, that arc ſhutt vp: Shewe 

tmethe ymage of a voyce, and then fhal J 

veclaretbe the rbinge, that thon labourefé 
toEnorwe.2ind J fayde: @LORDE L ORDE, 
robo maye Enowe theſe thinges, but he that 
bach noc bis dwellynge v mẽ? As for me, J 
am vᷣn wyſe: hor maye J the fpeate ofthe 
ſe thinges wherofrbou axeft me: Thẽ fayoe 
he vntõ me: hte as thou canſt do none of the 
fetbinges J haue ſpoken of, Euen ſo canſt 
thou not fynde one myindgmient,or in the et 
de the loue chat J banc promyfed wnto my 
people. And F fayoedbeholbe 9LORDE, yet 
arcebou nye wnto themtbat baue no ende: 
and what [bal theydo that banc bene before 
me, oz we that be nor, orthey tbat hal come 
after vs? And he ſa yde vnto me: woyl lycken 
my iudgment vnto a rynge. Like as thereis 
no ſlackneſſe of chelafé, euen ſo is there no 
ſwiftneſſe of the fuſt. So J anfwered zfay- 
De: Coudeſt thounoemake chofe (that haue 
bene made, andthacbe now,and that ere foe 
toceme)in one that thou mighteft ſhewe thy 
iudgment the ſooner? 

Then anſwered he me and ſa yde: The crea 
ture maye not haiſt aboue the maker, nether 
maye the worlde holdethẽ at once, that ſhal · 
be created. 

And J ſayde: How haſt thou ſayde then 
vnt oth yſeruaunt that thou lyuynge mater 
haſt made the creature lyů ynge atonce,zthe 
creature bare it? euẽ ſo might it now alſo bea 
re themthat be preſent at once. And he ſayde 
vnto me:Arethe childeßbed of 4 woma, and 
ſaye vnto ber:mfebou buingeft forth childrẽ 
why doeſt chou it noe together, but one af⸗ 
ter another 3 Praye ber therfore, to brynge 

forth ten childzen at once. And J fayde: fhe 
cannot,but muſt do it oneafter another. 

Then fayde he vnto me: Euen fobaue J 
geuen a childefbed vnto the earth, for thofe 
that be ſowne vponit by proceffe of tyme, 
§o2 like as a yonge childe maye not biynge 
forth thethinges that belonge torbeaged, 
euen fo haue oxdencd the woꝛlde which 3 
made. 

And Jaxed and fayde:Scynye thon haſt 
now gene me a waye. J wyl [peate before Fz 
for oure mot her of ehothou haſt tolde me, is 
yet yonge,z now fhe draweth nye vnto age. 
Se anſwered mez fayde: Area womanthat 
beareth children ⁊ ſhe ſhal tell the. Gaye vn 
tober: wherfore are not they ( whom thew 
haſt now brought forth)like thoſe that were 
before the, but leffe of ſtature ? And ſhe ſhal 
anſwerẽ the: They y be bomeinehe youth 


§ 
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ofſtrẽgth, are of one fafbion: and they that 
are borne inthe ryme of age (whan the chil- 
deßbed faylech)are other wyle.Cofidze now 
thy ſelf how that yeare leffe of feature,tben 
thofé chat were before you, and ſo are they 
chat come after you,lefjecben ye,as che crea 
tures which now begynne to be olde,and ba 
ue paffed ouer the ſtrength of youth. Chen 
fayde7J:L OR D EY befete the, yf J haue 
founde fauoure in thy ſight, ſhewe thy fer- 
uaunt, by whom doeft thon vᷣyſet thy crea- 
ture? 
Tbe Vi. Chapter. 
Bh GAG £40 be ſayde vnto me: In the begyn- 
Sf nynge whan the grounde was made, 
before the woride ſtode, or ener ¥ wyn 
des blew, before it thondred andlightened, 
92 ener the foundacions of Paradife were 
Iayed, before the fayze flonres were fene,oze- 
uer the moneable powers were ſtabliſhed, 
before ¥ innumerable muleicudes of angels 
ere gathered together, or euer * highneſ⸗ 
ſes of ¥ ayre were lifted vp, afore Jmeaſuů⸗ 
res of che firmamenc were named, oͤr euer ¥ 
chymne ys in Sion were bote,and or the pre 
fente yeares were ſought out, and ozenerthe 
invencions of them ¥ now fynne, were put 
afyde, before they were fealed that ner ga- 
ther faith for ¢ trea ſure: then dyd J cOfidze 
and pondzeall theſe thinges, anð they all we 
remadecbozow me,and chorow none orber: 
by me alfocbey be ended, and by none other. 
Then anfwered J and fayde:which [hal 
be the partynge afisnder of che cymes 7 Oz 
whan Ibe the enve of che firft,and the be 
gynnynge of it chat folowerhz And be fay- 
De onto me: From Abrahã onto Iſaac. whe 
“Jacob z fan were borne of bins , Jacobs 
hande helde firftthe beleof Eſau: for Eſau 
ts the ende of this worlde,and Jacobis the 
begynnynge of it that foloweth. The han- 
de of man betwirte the hele andthebande. 
Deber queſt ion Eßdras arethou not. 
Janſwered chen and fayde:@LORDE 
LORDE, yf J bane founde fauoure inthy 
fighe, J beſeke the, fhewetby feruauntebe 
ende of thycotés,wherof chon fherwbdeft me 
parce the laſt night. Go be anfivered and 
Jayde vnto me: Stove vp vpon thy fete, and 
bearethe perfecce voyce and founde. There 
foal comea greatemocion, but ¥ place whe 
rechor ſtõdeſt hal nor be moued And ther 
fore whan thon beareft the wordes, be not 
afrayed: for of the ende ſhal the worde and 
foundacion of ¥ earth be vn derſtonde. And 
why ? cthe worde cherof trembleth and qua- 


Ss 
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eth, for it knoweth, that it muft be chaun⸗ 
ged at the ende. And it happened, char whã 
had herde it. J ſtode vp vpon my fete and 
herkened: and lde,there was a voyce )? 
fpate,and the ſounde of it was lite the ſdun⸗ 
de of many waters,andirfayde.Bebolde, > 
Dayes come, HF wyl begynne co draͤwe nye, 
and to vyfectbem that dwell vpõ earth, and 
wyl begynne co mate inquyſicion of chem, 
what they be ỹ haue burte equyterd vnrigh- 
teoufites , androban the lowe eſtate of Sion 
halbe fil fylicd:and whan the worlde, chat 
{Hal vamfh awa ye, fhalbe ouerfealed, chert 
wyl J do thefe tokens. 

The bokes fhalbe opened beforethe firma 
ment, and they fal feall cogetber,z the chũ 
dren of & yeare olde [hal fpeate vb their voy- 
ces :the womẽ with childe ſhal bzynge fol 
vnt ymely children of thꝛe o2 foure monethes 
Ade and they ſhall lyue,and be rayſed vp: z 
fodély ſhaithe ſowne places appeare as the 
vnforwne,the fill ſtore houſes haͤl fovenlybe 
founde emptie,and the crompete ſhal gence a 
founde, which whã everyman beareth, they 
fhalbebatftely afrayed. Ae that tyme fhalé 
frendes fight one agaynft another lite ene⸗ 
— earth ſhal ſtonde in feare with 
them. 

The ſprynges of the welles ſhal ſtonde 
El and in thre boures they raed Love 
Who fd cuerremayneth from allebefe thin⸗ 
gen that J baue coldethe , Mai ef cape, and 
femy faluacion, andeheende of youre worl 
de. And the men thatarereceaned, ſhal ſe 
it, chey that haue not taiſted death fro cheir 
byzebzandebe hert of the indwellers ſhalbe 
chaunged, and turned in to a@notbermeanynt 
ge: for euell ſhalbe put ont,and difeeate [hak 
be quenched. As foz faith, it fhal flozifly, cor 
— Ss — rand the — 
wi ene ſo longe without frute, ſhal 
be declared. bene fee 

And it happened whan be calted wh me, 
thac J lobed demurely vps bim, before whs 
D ftode, and chefe wordes fayde be vnto met 
Jam cometo fhewe F,chetymeof Fnighe 
fez to come, 

RXfthou wile praye yet more, and faſt ſeuẽ 
Bayes —— ſhal celthe moze thinges 
greater then befdierfor thy voyce is herde be 
fore the Hyeſt: for whyzebe Nigheie hath 
fenechy righteous dealynge, be bath feneal 
fotby chaftite, which chou baft had ener fert- 
cetby youth : and therfore. bath be ſent me 
tofheweebe alltbefe thinges,and to ſaye vn 
to the: Be of good comfozte, and feare noe, 
and haiſt nov with F cymes that are paſtto 
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thyntevaynechinges, and mateno haiſt of 
latter tymes. 

one it happened afterthis, > Iwepte a- 
gayne, and faſted feuen dayes in Ee maner, 
chat J might fulfill che chee wees, which be 

roldeme. In theeight night was my bert 

wered within me agayne, and J beganne to 

[peate before the Syeſt: foz my fpzete was 

greatly ſet on fyre, andmy foule was in diſ 

creſſe, andJ ſa yde: O LORDE, thou fpateft on 

to thy creature from the beg ynnynge (ene 

the firſt da ye ) and ſa ydeſt: Let heauen and 

earch be made, andeby worde was a perfec 

te worke. And then was there the fpzere,and 

the darckneſſes were yeton eucry ſyde, and ſy 

Tence:there was no mans voyce as yet from 
the. Chen commaundedſt chore fayzelight 
to come forth ont of thy treafures, thattbhy 
worke might appeare and be fenc. 


EL Wpon ehe feconde vayc thou ma ydeſt the 
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ſpꝛete ofthe firmament, and commanndedfE 
icco parte afimbder z tomate a deuyfion be- 
twirce the waters, that the oneparce might 
remayneaboue,and the other beneth. Vpon 
the thirde daye thou broughteſt to paſſe, > 
the waters were gathered in the ſeuenth paz 
te of checarch: Sire partes haſt chou dryed 
Dp,and kepte them,cocheintée men might 
ſowe and occupie bufibandziecherin.2s foo 
ne as thy worde wente forth, the worke was 
made. For immediatly there was greate it 
nomerable frute, zmany dyuerfe pleafirres z 
defyzes of cemptacion, floures of chaungea- 
ble coloure and ſmell, and this was done the 
—— fornhb⸗ heuch —8* 
Vpon che fonrth daye theu cõmaunde 
that che Sonne ſhulde geue bis ſhyne and > 
Moone hir light:the ſtarres dideſt chen ſett 
in ordre and gaueſt chem a charge, todo ſer⸗ 
uyce euen vnto man, that wes for to be ma⸗ 
de. Ops the fifth daye thou ſa ydeſt vnto the 
ſeuenth parte mbere the waters were gathe 
red)xhat they ſhuĩde bringe ſorth diuerſe beaſ 
tes,fonles and ſiſhes. And joit cameto par 
fethat the dommic water and witboutfoule, 
brongbe forth lyuynge beaftes at the com- 
manndement of God, that all peoplemight 
prayletby wonderous wortes . Then dideſt 
thou prefernetwo foules, y onethou calldeſt 
noch andthe other Leviathan, and dideſt 
feparate the one from the otber : for the fe- 
uenth parte( namely, where the water was 
gathered together ) might not holde them 
both. Wnto Euoch thou gaueſt one parte, 
which was dzyed vp the thirde daye, that 
he ſhulde dwell in the fame parte, wherin are 
a thouſande hilles. Sut onto Leuiathãt hou 
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gaueſt thefenenth parte, namelythe moyſt. 
and baft Eepre bim to deuoure what chew 
wyle, andwban. 

Vpon the firce Daye thon gaueft cSmann 
dement onto the earth,chat before the it ſhul 
de brynge forth beaſtẽs, catell and all} crepe, 
z (bef ydes this Adam alfo,whomeboumay 
deſt lorde of all thy creatures: Of him come 
wealland che people alfo, whom thou baft 
chofen fpecially vnto thy felf. All this have 
‘FJ fayde now and fpokenbeforcthe, that I 
might [herwe, how that the worldcis made 
for oure ſabes. As for the other people which 
alſo come of Adam thou haſt faydecharthey 
are nothinge, but belitea ſpetle and haſt lice 
Eenedthcabundaiice of them vnto adroppe 
(that fallethfromebe rope of the houſe. 

And now(@ LORDE) the Heithe which ba 
uc euer benereputedas nochinge, bauc begs 
ne to belozdes over vs,and to deuoure vs: hut 
wetby people(whomtboubaft called > firſt 
—— only begotten, and thy feruent lo⸗ 
uer) are geuen in do theu handes and powers 
RMfthe worlde now be made for oure fates, 

y haue we not the ep earn in poffef= 
fion with the worlde 7 How longe ſhal this 


endure? 
The Vi.Chapter. 

Vidic happened after that had (po 
Een out theſe wordes, there was fent 
onto me an angell (whic) bad bencby 
me alſo the nightes afore) and he ſa yde vnto 
me:Op Efozas, and heare t he wordes that 
Fam cometo tellthe. AndJ fayde:fpeate on 
LORDEmy God. Thẽ ſa yde be vnto ine: The 
ſee is feet in a wyde place, / it might be de⸗ 
e and greate:but the intraũce is narow and 
mall lite a ryuer. For whowolde go in tothe 
ſee to loke vpon it,and to rule ite be wente 
notthorowthenarow, how might be come 

in to the brode? 

‘Seem, another. A citcis buylded and fete 
vponabrobe felde, andis full of all gooves: 
theintrannce is narowand fovane,liteas yf 
cbhere were a fyre at the right bande, and ave 
pewater attbeleft, andasit were onely one 
firate path betwirte thẽ both, fofinall, chat 
there coude but one man gothere. 

Mftbis cite now were geuento an beyre,z 
be neuer wente thorow this parlous waye, 
bow wolde he rece aue bis inberitafices And 
Iſayde: It s fo, LORDE. Then ſayde he: E⸗ 
nent ſo is Iſrael alſo a porcion. And wyr for 
theirfates haue J made the worlde: zwhart 
Adam trãſgreſſed my ſtatutes then was F 
thinge indged that was done. Chen were * 
intraunces of the wove mate nares, full 


A 
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Of ſorow and trauayle: They are but ferv z 
euell, fall of parels andlaboure. Gor the it 
craunces of | oe fore worlde were wyde and 
ſure and brought immortall frute. 
Bf chey now which are entred in to this 
woꝛlde, maye not compꝛehende theſe ſtrayte 
and vayne thinges, moch leſſe ma ye they co 
prehende and vnderſtonde the fecrere thin · 
ges: Why diſquieteſt thou thy ſelfthen, ſe yn 
ge thou art but a corruptible mã And what 
woldeſt thou knowe, whereas thou art buc 
mortail And why haſt chow not receaued int 
to thine bert che chinge chatis for to come, 
but that is preſent? 
Thẽ ſaybe I:O LORDE LORDE, thou 
aſt ordened in chy lawe that the righteous 
ulde inheret thefecbinges, but that the vn 
faithfull and ongodly de perifhe. Ne⸗ 
uertheles the righteous [hall ſuffte firayce 
ebinges,and bope for wyde:for they that ha 
nelyued ongodlyz ſuffred ſtrayte thinges, 
foal not ſe the wyde. 

And be fatde vnto meꝛ There is no iudge 
aboue Gon, and none that bath vnderſton/ 
dinge aboue che Hyeſt For chere be many F 
periſh, becanfe they deſpyſe ¥ lawe of God 
that is ſett befozetbem. Foz God bath ge 
nen ſtrayte commanndement to [och as co- 
me,chat they Enowe what they do,andbow 
they fhuldelyuezand yfcheytepte this chey 
ſhuide not be punyfhed. 

Clenertheles-chey were not obedient vn⸗ 
co bim, but [pate agaynft bim: ymagined 
wayne chinges,z purpofed to fynne,and fay- 
de morouer, chat there was no God, zebat 
Gor regarded it noc. His wayes hanethey 
notEnowne , bislawe bauethey defpyfed, z 
denyed bis promyfes : in bis ſtatutes z ordi- 
naunces bane they not bene faith fill z fied- 
faft,and bane not perfourmed bis workes. 
€ Anveherfore Eßdras, vntothe full,plen- 

ty: and to theemprye,empryneffe. Sebolve, 

tbetyme ſhal come, pebefe rotens which J 

bauetoldethe,fhal come to paffe,z the bey- 

defballappeare:ztheearth Fnow paſſeth 
awaye, ſhalbe fhewed:z robo fo ener is dely- 
tiered from ¥ forefayde enels , ſhal fe my wd 
ders. Foz my fonne Jeſus ſhal be openly de- 
dared, wthoſe pbe whim:z they $remay- 
ne, hal be mery in foure hundreth yeares. 
Aſter thefe fame yeares hall my fonne 

Chꝛriſt dye,and all men chat bancliferand y 

worlde ſhalbe turned in to the olde fylence 

Fuen dayes, like as in the fore indgmentes, 

ſo that no man ſhall remayne And after fe- 

uẽ dayes, the worlde that yet awakerh noe, 

Malbe sayfed vp, z hal dye corrupte And 


Khe vij. Chap. Ao. xiij. 
theearch ſhal reffoze chofe that bane flepre 
inber, ped [hall the dnfé choft char 
in ſylẽce, and che ſecrete places ſhal delyner 
thoſe chat be committed vnto chem. And y 
moſt hyeſt ſhal bc openly declared vpon the 
ſeate of invgment,z all miſery ſhal vanyſh 
awaye, and loge ſuffringe ſhaibe gathered 
together. But the iud gment fhallconcynue, 
¥ truech ſhal remma yne and faith ſhal ware 
ſtrsge the worke ſhal folowe,and che rewar 
De ſhail be ſhewed the righteouſneſſes [hall 
watch, anð the vnrighteouſneſſes Hall bea · 
re no rule. 

Then ſayde J: Abraham prayed firſt for 
the Sodomites, Moſes forthe fathers * 
Hnned it the wyldernes, z he p came after 
him for Iſrael, in y cyme of Achas and Ga- 


muel: and Dawid for ¥ veféruccion,and Se 5. 


lomon for them chat came it to the Ganc- 
tuary, z deltas for chofe chat receaued ray- 
ne,and forthe deed, chat he might lyue:and 
Ezechias for F people inche tymeof Senna 
herib : z Dynerfe ocber in lite maner, which 
haue prayed for many. 

Euẽ ſo now, ſeynge y corrupte is growne 
VP, and wickednes increafed, and the righ- 
teous bane prayed for the ongodly, wherfo 
re ſhal tc noe be fo now alfor 

He anſwered me, and fayde: Chis preſent 
worlde is not ¥ ende, eercrenia nets mod) 
honoure init, therfore baue they pzayed for 
the weate, But the daye of dome ſhaibe the 
ende of this tyme and y begynnynge of the 
immortalite for co come, wherin all corrup⸗ 
cion vanyſheth, all volupteouſnes is lowſed, 
all myßbeleue caten awaye , righteouſnes 

rowne, end the verite fpronge vp. Chen 
allno manbe able to ſaue bimebat is de- 
fFroyed, ner to oppreffe him Fbath gottẽ ¥ 
victory. ¥ anfivered ché,z fayde:T bis ismy 
firfé zlaféfayenge: Fit bad bene better, not 
to bane genen the earth vnto Aoam:orels 
whan it was geuẽ bim,to tepe bimebat be 
ſhulde not ſynne. For what profit is te for 
mien now in this pzefent tyme to lyue in heuy 
nes,z after death to lobe for punyfmentr G 
thou Adã, what haſt chow done? For though 
it was thou ?? ſynned chou are noe fallé alo 
ne,but we all $ come of che. For what pr0- 
fit is it vnto vs, yf there be promyfed vs an 
immontell cyme, where as we medle wẽ dead 
ly workes? ⁊ that there is promyfedvs ane- 
nerlaftinge hope, whereas we ¢ felucs are 
enellz vayne zz ¥ therearelayed vp for vs 
dwellynges of bealth z fredome, whereas 
we bane lyncd encll 7 and that the worſhipe 
of > Hyeſt is kepte to Defenibecvens, we 
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Bane led @ pacient life where as xe bane 
walted in $ moſt wicked wayes of allzand 
thac there ſhalbe fhewed a paradsyfe, who- 
fe fruce endureth foz euer avherin is fredeme 
and medycyne, where as we fal not go in? 
& we baue waltedin vnpleaſaunt places: 

nd that the faces of chem which bane ab- 
fieyned, fhal ſhyne aboue the ftarses, where 
as oure paces ſhalbe black and darcke? For 
whyle we lyned and dyd vnrighteouſly, we 
confidered not,that we fhulve ſuffre ther fo- 
re after death? 

ThE anſwered he me,and fayde: Thisis 
the confideracion T thought of the batrayl, 
which man bath vpon earth :tbhat yf be be 
guerceme,be fall ſuffre as thou baft fayde. 
Duc yf be gece the victory, be fhall rece aue 
the thinge char J faye. For this is the life, 
whereof Moſes [pate vnto the people, why- 
Ic be lyucd,fayenge: Chofe the life, rhattbou 
miayeft lyue. Neuertheles they belened him 
not, nether the prꝛophetes a fter hem. No ner 
me which haue [poten vnto them,cbat heuy 
neo ſhulde not reach onto them to their def- 
truccton,lite as ioye ts forto come ouer tho- 
ſe, that baue fuffred the felucs ro be enfonr- 
mcd in faluacion. 

J auſwered then z fa yde: Fj Enowe LOR- 
DEtbhacthe Ayeſt is mercyfullin Fhe hath 
mercy vpon them , whic arence yer inthe 
worlde, and vpon thoͤſe alfo chat walte in 
bis lawe: and that be ts pacient andlonge 
fufferinge towarde thofe that baue fynned 
in their woztes: and that be is liberall to ge 
uewhere as it requyreth :andebat be is of 
Sreate mercy, foz be mulciplieth bis leuyn- 

e kyndneſſes towarde thoͤſe that are pre⸗ 
fine and that are paft, and to them which 
are forte come. Gor yf he multiplie not bis 
mercies, the woride [hal nor ke madelyuyn- 
Se, with thofe thar divell cherin: He genet 
alo, for yfbe gaue not of bis —— 
they which haue denceuell, might be eafed, 
the cen thonfande parte of men ſhulde noc 
be madelyuynge.And yf che iudge forgaue 
not thofe be healed with bis wozde, and 
¥f be woldedeftroye * mult itude that firy- 
neth, there flpulde be very fer left in an innu 
merable multitude. 

Tbe Vill. Chapter. 

Sy Lobe anfwered me, fayege:T he moſt 
£ if hyeſt made this worlde fozmany , bue 
a the worlde to come for fer. J wyltell 
thea fymilienvde, Eßdras: As whan thou 
gxeſt tbe earch, it fhal faye onto the, that it 
geneth moch monlde, wherof erthen veffels 
are made,but litle of it Fgolde cẽmeth of. 


Che viij. Chap, 


Even [ois it with the worke of this worl 
de. There be many created, but few hall be 
preferucd.Cben anfivered J ⁊ ſayde: Chen 
fivalowe vp the witt(chou ſoule) and deuou 
reche wnderftondinge, for thou artagreed 
to berten and so genceare, and wyllinge to 
prepbecie: for thou baft nolonger fpace ge- 
nen the, but onlycolyne. OL OR DE, wile 
thou not geuetby feruaunt leue, p wemaye 
praye before the, andebat thou mayeft geue 
fede vnto oure bert, andbuylde oure vnder ⸗ 
fiondinge, that there maye come frute ofit: 
and that encry one which is corrupte, and 
— the ſtate and place of a man, maye 

yuey 

§o2 thou art alone, and we all areone 
wort manſhipe of ehy banves, liteas thow 
haſt fayde, and like as che body is faſhioned 
noiw in the childeß bed, and thou geueſt the 
membꝛes, and thy creature ts preſerued in fy 
re and water: 7 ir.monethes doth thy wor- 
te fuffretby creature, which is fafhioncd in 
ber: burthethinge chat preferneth andic & 
is preferued, ſhald both be kepte cogerber:z 
whan tymeis,the childeBkedd delyuercth ¥ 
thinge, that is Fepte and grorwne in ber. 

Sor chou baft commaunded che breſtes 
togenemylcF onto the frute, thatthe thin- 
ge whid) is created and fafhioned,maycbe 
noriſhed for atyme: andebenthou diſpoſeſt 
and ordreſt it with thy mercy, bꝛyngeſt it vp 
with thy righteoufnes, nurtureſt it inehy 
lawe,and refourmefé it with thy vnderſt on · 
Ddinge, mortifieſt tas thy creature, and ma- 
keſt it lyuynge as thy woite.Seinge ches 
thatebou Sofie yest bim, which ni fo grea- 
te labours is created and faſhione d thorow 
thy commaundement, thou coudeft lyghtly 
ordenc alſo, thatthe thinge which is made, 
might be preferucd. 

Andebis TF fpeatenow of all men in ge- 
nerall, astheu Enoweft but of thy people, 
for whofe fate J am ſory sand of thy inberi- 
taunce, foz whofe cauſe J mourne:and of 
Iſtael, for whom Fj am wofull :and fez Fa- 
cob, for whofe fate am greuedrt herfore be 
Synne J to praye before the, for my ſelf and 
fozebems, for J fethe fall of vs, euen of vs, 
that dwell vpon carth. Buc J haue herde 
the fwiftnes of the indge, whichis to come: 
therfore heare my voyce,and vnderſtde my 
wordes, and J ſhal (peate before tbe. 

This is the begynnynge of the wordes 
of Eßdras, before he was receaued:® LOR 
DE, thouthat dwelleſt in encrlafiynancfe, 
sebofe eyes arc lift vp inthe ayze, whefe ſto⸗ 
leis exceadinge bye, whofe glozy and maieſ⸗ 
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ty maye not be compꝛehẽded, before whom 
che booftes of beauen ſtonde with tremblin 
ge, whoſe Eepinge is curned in winde and fy 
re, whofe worde is truc, whofe taléyngeis 
ſted fafé, whofe commaundement is firon, 
ge, whofe ord ynaunce is fearfull, whoſe lo- 
Eedzyeth vp the depthes, whofe wath ma- 
keth che mountaynes co melt awa ye who 

fe crueth beareth wytnes: O heare ¥ prayer 
of chy ſeruaunt, and marck wich thine ea- 
res the peticion of thy creature. 

Foꝛ whyle F lyus. J wil fpeate:and fold 
geas Jhaue onderftondinge, 7 will anfive- 
re. O ſoke not vps the ſynnes of chy people, 
which ferue ¥ in the trueth. Haue no refpec- 
te vnto the wicked ſtudies of the Heithen, 
butte the Sefyze of thofe that kepechy teſti 
monies with [orowes. Thinke noe vpon tho 
fe that baue walted faynedly before rhe, but 
vpon them, which with wyil bauc Enowne 
thy feare. 

Let ic not bechy wyll to deſtroye them, 
whidy haue bad beaſtly maners, but co loke 
vpon them that bane clearly taught thy 
lawe. Tate chou no indignacion at them, 
which are worſe then — loue them. 
that allwaye put cheir truſt in y righteouf? 
nes and gloryrfor we and oure fathers haue 
all the ſame ſick nes and diſeaſe, but becauſe 
of — ſynnes chou ſhalt be called merci 

wll. 

For yf thou bafé mercy vpon vs, thot 
hale be called merciful , — — we haue 
no wortes of righteonfnes:for > righteous 
which banelayed vp many good workes to 
gether, hall —2 dedes receaue re⸗ 
warde. For what is man, that thou ſhuldeſt 
tate diſpleaſure at him? Oz what is the co2- 
ruptible moztall generacion, that thou ſhul 
deſt be fo rough cowarde bim? 

For of a trueth chercis no man amonge 


aba — them that be bome, but he hath dealt wic- 


bedlyrand amonge the faithfuli there is no⸗ 
ne, which bath noc done amyffe. For in this 
(OL OR D E)ebyrighteoufies z thy good 
nes [halbe prayfed and declared, yf thou be 
merctfall onto them, which are not rych in 
good workes. 

Chen anfivered heme andfayde: Gome 
thinges baftebou [poten aright, and aco 
dinge onto thy wordes it [hal be. For J wil 
not verely cOfidze the worke of them, whidy 
bane ſynned before death, beforethe indg- 
ment,be fore deffruccid, but wyll reioyſe o- 
wer the worke and thought of * righteous. 
wil remembꝛe alſo the pilgramege, the ho 
ĩymat ynge and she rewarde. Lite as J ba- 
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ue ſpoken now, fo fall it come to paffe. Sor 
as the hußbãd men ſoweth moc fede vpon 
the grounve, and planteth many trees, and 
yetallwaye the thinge that is ſowne or pla- 
tedis novell Eeprefafe, nether dorbitallta- 
Ee rote: Euen ois it of them that are ſowne 
intheworlde, they ſhal not all be pzeferued. 

Janfiwered then z faydveenfF —— E 
de grace, thenlet me ſpeake. Like as the huſ⸗ 
bade mans fede perihheth. yf it receaue not 
Yayne in due feafon,oz yf there cometomody 
rayne vpon tt : Euen fo periſheth man alfo, 
which ts created with thy handes, and is lt 
Eevnto thine owne ymage and to thy felf, 
foz whofe fate thon haſt made all chinges, 
and likened bim vnto che hußbande mans 
fede. Be noe wroth at vs(@ LORDE)but ſpa 
re thy people, and bane mercy vpon thine 
owne inheritaunce: © be mercifull vnto thy 
creature, 

Then anfivered heme and fayde : Thin 
ges prefent are for the prefent, and chinges 
to come for [och as beeo come. Foz thou wa 
teſt yee mody, feynge thou mayeft loue my 
creature aboue me: I bane oft times drꝛawne 
nye vnto the, but nenerto the vnrighteous. 
— alſo thou art maruelous before the 

yeſt, inthat chou haſt humbled thy felfias 
ttbecommeth the, and haſt not regarded thi 
ne owne ſelf pᷣ hou art had itt ſoch honoure 
amonge the righteous. Therfore ſhal grea · F 
te wrechidnes and myſery come vpon them, 
that in che latter tyme ſhal dwell in * wok 
de for they haue waltedin greate pryde. 

tet vnderſtonde thou fo: thy felf, and fe 
re out glozy for ſoch as be lite the! for unto 
you ts parad yſe opened, the tre of | ae is pla 
ted,the tymeto come is pzepared, plenteouf- 
mes made ready: citeis builded for you,and 
a reſt is prepared, yee perfecte goodnes and 
wyfdome .Cherote of euell is marked from 
you,the weatnes and motbis byd from you, 
zintobell flyeth coꝛrupcion in forget fulnes. 
Soꝛowes are vanyſhed awaye,and inthe et 
de is ſhewed che ireaſure of immoztalite. 
And therfoꝛe axe thou no more queſtions, cð 
cernynge the multitude of them that periſ 
be. For they haue taben libertie deſpyſed the 
Syeſt thought ſcorne of his lawe,and forfa- 
Eenbiswayes, 
Moꝛouer, they hare croven downe bis G 


righteous, andfaydein their bert,thatthe: Flah. iz.a 


reis no God, yeeand that wittingly, forthey 

dye. Forlite as thetbinge that Ihaue ſpo 

Een ofis made ready for gou Euẽ ſo is thyrſt 

and payne prepared for them. For it was note 

bis wil chat man ſhulde come tonaugbtibus 
ij 
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they which be created, haue defyled the na- 
me of bim that made chem,and are vnthan 
fill vnto bim,whid) prepared life for chem. 
ind cherforeis my indgment now ac ban- 
de. Thefe thinges bane J not ſhewed vnto 
all men,but onto fero:namely,onco the, and 
to ſoch as be like the. 


Then anſwered J andfayde: Beholde O 

ne to do atthe laff: but at whhat tyme and 
E anſwered me then and ſaide: Nea 
tobens cemeto paffe, which J haue colde ¥ 
gynne to vyſit the worlde, which he made. 
alt chon well vnderſtonde, that che moſt 


LORDE,now baftthou ſheived me the mul 
titude of the tokens which thou wilt begyn 

whan,t hou haſt not ſhewed me. 

The ix. Chapter. 
a 

G fare thou the tyme diligently init ſelf. 
whan thou ſeiſt that one parte of the 
be fore: fo fhalethou vnderſtonde, chat itis 
ebevery fame tyme, wherin che Syeſt wil be 
And whe ebere ſhalbe fene earthquake and 
vproure of the people in the worlde, ther 
yeft [pate of thoſe chinges, fremebe dayes 
that werebefore the, euen from thebegyn- 


mynge, 

us lite as all that is made i the worl · 
‘Oc, bach a betynnynge and ende,and theen- 
de is manyfeſt Euen ſo the tymes alfo of the 
Hyeſt haue playne begynnynges ur won⸗ 
ders and fignes, and cheende in wort ynge 
andin tokens. And encry one that fhaltefa- 
ued, and fall be able co efcape by bis woz- 
bes z by faith(wberin ye baue belened ſhail 
be pzeferucd from the [aide parels,and ſhal 
fe my ſauieure in my londe and within my 
boaders , for J bane balowed me from the 
wouilde, Then fhall chey bein carefulneffe, 
which nor hauc abuſed my waies: and they 
that haue caſt them out defpytefully, ſhalĩ 
dwell in paynes. 

For ſoch as in their life haue receaned be 
nefites, and bauenotEnoroneme, andebey 
that bane abborred my lawe, whyle they 
bad yet fredome, and whan they bad yet o- 
pen rowme ofamendemécand conuerfion,z 
Dn derſtode not. but deſpyſed it fame muſt 
Enovwe itafter death in pone And therfore 
be thou nomere carefull , bor che ongedly 
Phalbe punyſhed. z bow the righteous fhal- 
be faned, and whofe the wourlde is , and foz 
sobom che worlde,and whan itis. Then ant 
ſwered J and ſayde: J bane talked before z 
nor Fj fpeate, and wyl ſpeake alſo berafter, 
that there be many moo of them whid) pe- 
tif, then ſhal be faucd, lite as the floudeis 
Greater eben che drꝛoppes. 
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And he anfwered me, fayengerlite as the 
felde is, fois alfo che eve : as the flourcs be, 
fe are the colours alfe:foch asthe workman 
is, ſoch ts alfo > workerand as the hußband 
man is himſelfſo is bis hußbandrye alſo, for 
it was the tyme of che woride. And whan I 
prepared for chem chat arcnow, or euer the 
worlde was made, wher inthey ſhulde dwẽel, 
then was therenoman that wit hſtode me. 
Clow whan encry one was, and the mater 
alfo in the worlde which is now prepared, 
andche moneth that ceafech noc, and the 
lawe which is vnfeardeable, their maners 
were corrupte. So I conſidered the worlde, 
and beholde, there was parell, becauſe of > 
thongbres that were come into it. And FJ 
fare, and ſpared thé greatly, and bane tep- 
teme a wynebery of the grapes, and plan 
te from amonge many generacions.Lerthe 
multitude periſh che , which are growne vp 
In vayne, and letmy grape z wynebery be 
keptereuen my planter foz with greate labou 
te Ba ue J made it vp. 

Cleuercheles yf thou wilt tate vpon the 
yet ſeuen dayes mo(but thou fhale not faſt in 
them) gotby waye chen in to ¥ feldeof flow 
res, where no houſe is buylded,and cate one 
Tyof the floures of the felde, taiſt not flefh, 
drinke no wine, but cate floures oncly.pzaye 
vntothe oyeſt contynually, ſo will FJ come, 
and talke with the. 

So J wencemy waye and came in tg the 
felde which is called — as he com 
maunded me)and there J ſat amonge ¥ flow 
res, and ate of the — ofthe lee, Ali ¥ 
meate of che fame faciffied me. After ſeuen 
dayes J fat vpontbhegraffe,zmy bert was 
vexed ritbin me like as afore: and J opencd 
my mouth, and beganne tocalte before the 
MyefE,andfaide:® L ORDE,thon F Meweſt 
tby felf onto vs thou haſt declared andepe- 
nedtby felf ence oure fathers inthe wylder 
nes , in a place where no man dwelleth, ing 
baren place, whan they came out of Egip- 
te,and thou (pateft, ſayẽge: Heare me © T= 
rael, and marte my wordes thou fedeof Ja- 
cob. Beholde. J ſowe my lawein you, and it 
fhalbzynge frute in you, z ye fyalbe bonou- 
red in it for ewer. Gor oure fathers which ree 
ceauedthe lawe, Fepreitnor, and obferned 
not thy oxdinannces and ftatntes, x the fru· 
te of ¥ lawe was not declared: for it might 
not, fez whyr it was thine. For they that re- 
cequed it,perifijed, becauſe they kepte not F 
thinge that was fone intbem. 

It is a cuffome whan the grounde recea 
Beth ſede, or the ſee a ſhipp, 924 veſſeil meate 


¢€ 


E>) 


Exo.19.d 
andaq.a 
Deut.4.b 


Deutsa.£ 


E 


Efa.go.a witl 
+Tim23 remayneth in bis laboure. 


Khe ttij, boke of Effores 


and drynke, that, whan it periſheth 92 ts bro 
Fen wherin a thinge is ſorwne or wherin eny 
thingets pur :tbetbinges alf per:fhez are 
broken, which are forone or putt therin. But 
vnto vsit bath not happened fo: for we )? 
bane receauedthelarve, perifh in ſynne, and 

ure bert alſo which receaned thelare :not 
ondinge thelawe periſheth nor, but 


And whan J confidered thefe chinges it 
my bere after this maner, J lofted aboure me 


aECio.d with myne eyes, and vpoñ the right ſyde J 


farce woman, which mourned fore, made 
greatelamentacion, and wepte with loude 
voyce : bir clothes wererent in peces , z fe 
bad aßſhes vpon hir heade. 

S$  ThéeleeY mythoughtes go, HF wasin, 
Z turned ime onto ber, zfayde:wherfore we- 
pefechour why art thou fo fozy z difcomfoz 
ted? And fle fayde onto me:Syz, lerme be, 
wayle my felf zeate yet moze forowe: for J 
am ſore vexed in my mynde, z brought very 
lowe. 2nd J fade onto ber: what ayleth 2 
Oꝛ who bath done eny chinge to y zell me. 
She ſa yde: Jhaue bene vn frutefull and ba- 
¥en, and banc bad an bufband thirtie yea 
res. And thefe rrr. yeares J do nocbinge els 
Daye and night and all houres,butmatemy 
prayerto ¥ Hyeſt. After thirtie yeares God 
berdemetby handmayden, lofed vpon my 
mifery, confidzed my trouble, and gaze mea 
fonne, and FJ was glad of bim, fo was my 
hußbãd alſo and all my neghbours, and we 
gaue greate honoure vnto ¥ Mightie. And 
°F nozifbed him with greate trauayle. So 
whan be grewe vp,z came tothe tyme, that 
be ſhulde haue ¢ wife,j made a feaſt. 

Thex. Chapter. 

4 Lidichappened that whan my ſonne 
wentein to bis chamber, be fell dow · 
He, and dyed: thé ouet hrero we all the 
lightes, and all my neghbours rofe vp to cd 
forte me. ThE tote Imy reſt vnto the ſecõde 
dayeatmnight:z whan they had all refed, F 
they might comforte me J refted alfe,and ro 
fevp by mabe, and fled,and am come bither 
in to this felde,as thou feift: and am purpo 
fed not co come it thecite, but to remayne 
bere,and nether to eate ner dzynEe, but contt 

nually co mourne and to faft, vneill J oye. 
Ther lee FJ my meditecions and chough 
tes fall, chat was in, andfpate to ber in 
difpleafire: Thou fooliſh woman, ſeiſt thou 
not oure heuynes and mournynge,and what 
bappeneth vnto vs 7 how Sioned mother 
is Tro fill and fory, and bow fhe is cleane 
brought downe and in mifery x feinge we be 


Che x. Chap. Fo. xv. 
all now in benynes, zmate oure mone( for 
we beall ſoroufull. )As for the beuynes that 
choutateft,it is but for onefonne.Demaune 
de the earth, and fhe ſhal tell the, that iris 
Phe which ought (by reafon)comourne, for 
the fall of ſo many that growe vport ber. 
For from thebegynnynge all men are bone 
of ber,z other ſhal come: and bebolve they 
walke allmoft all into deſtruccion, and ma · 
ny of them ſhalbe roted out. 

Who ſhůide then( by reaſon) mate moze 
mournynge,then ſhe that hath loft ſo grea- 
te a multicude! and notthou, vhich art ſory 
but for one. But yf chou woldeſt faye vnto 
me: My mournynge is noclite the mournyn 
ge of the earth, for J bane loft che frute of 
my body which J bare with heuynes:as for 
the earth acordinge to che ordynaunce of ¥ 
earth onely,fo that many are gone awa ye in 
ber, as tis come to paſſe: Then faye 3 vnto B 
therlike as thou haſt bozne with tranaylez 
ſorowe, euen ſothe earth alfo fromthe begys 
nynge geueth bir frute vnto man, for bin > 
made ber. And therfore wit holde thy ſorowe 
and benynes by thy elf,andlote what bap- 


peneth onto $, beare it ſtrögly. For yf thot tebssa 


iudgeſt the marck z ende of God to be tigh- 
teous and good, and receaueſt his councell 
intyme , thou hale be commended therin 
Gocby waye then into the cite co thy buf- 
bande. 

And ſhe fayde vnto me: that wyll noe 
00, J will noe go in to the cite,but heare will 
Joyce. So Fcommoned moze with ber,and 
fayde:Do not fo, but be coũ celed and folowe 
me: for how many falles hath Sion 7 Be of 
good comfoate becaufe of the ſorowe of Fe- 
ruſalem. For chon ſeiſt that oure Sanctuary 
is la yed waiſt, oure aulter broken, oure téme 
ple deſtroyed, oure playenge of infirumen- 
tes and ſynginge layed done, thethantef> 
geuynge put to ſylence, ẽ myrth ts vaͤniſhed 
awaye the light of oure candeiſtick 1s quen 
ched, Arkedf the couenaunt is cate from 
vs, all oure holy thinges are defyled,andthe 
name that is called vpon ouer vs , ts diſhho· 
noured, oure childꝛen are putto fhame,oure 
preftes are bzent, oure Lenites are carted a- 
waye it to captinyte, oure virgins are defy> 
Ted, and oure wyues rauyſhed oure rightes 
ons men fpoyled,and onre childrẽ deftroyed, 
oure yongemen are brought in bodage, and 
oure ſtrõge worthies are become rweate: and 
Sioniwbich fealeis ¥ greateft of allis low 
ſed vp from bir wo2fbipe:fo2 fheis delivered 
into the banves of chem that hate vs. 

And therfore fake of y sreate heuynes, € 
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and putt awaye the multitude of fozowes: 
that the Mightie maye be mercyfull onto 
the, and chat the dyeft maye geue the reſt 
from. y laboure and trauayle. And it happe 
ned, thac whan J was calf ynge with ber, 
bir face dyd fhynez glyfter, focbat J was 
a fraied of ber,and mufed what it might be. 
And immediatly ſhe cafEout a greate voy- 
ce,very fearful, forbac ¥ carch fhote atthe 
noyſe of che womanzand J loked,and bebol- 
De, che woman appeared vnto me nomeze: 
but there was a cite buylded, and a place 
was ſhewed from the groundeand founda- 
gion. 

Then was J afrayed, and cried with low 
de voyce, and fayde: where is Vriel the an- 


+Ef4a gell, which cameto me at the firft vy Foz be 


bach caufed meto comeinmany confidera 
ctons and hye thoughtes, and myne ende is 
turncd to cowupcion,and my prayer to rebu 
Fe. And as J was fpeatyngechefe wordes, 
de came unto me, andlofed vpon me,and I 
Taye as one that bad bene deed, and myne 
vnderſtandinge was altered,and he tole me 
by the right hande and com forted me, and 
ſet nie vp vpon my fete, and ſayde vnto mez 
what ayleth the Zand why is thine vnder⸗ 
ſtandinge veredrand che vnder ſtondinge of 
thy bert,andwherfore art chou ſory And J 
fayde : Becanfe chou haft forfaten me: and 


4+£fd.s.a J baucdone acordynge onto thy wordes, J 


wente into the felde, and there haue J fene 
D ehinges, that Jam not abie toerpreſſe. He 
{aide vnto me: Stõde vp and bemanly,and 
ſhal genethe exortacion. 
Then ſayde J: Speake ontomemy LOR 
DE forxfate me not, left J dye in vayne:for J 
banc fenethat J tnewe not, z berdetbat FJ 
Do not Enowe. Dz [hall my onderftondynge 
be difceaucd,and niy mynde: But now J be 
fete the, that thou wilt ſhewe thy feruaune 
Of chis wider. He anſwered me the and fay- 
de: beare me, and Iſhall enfourme the, and 
tell the wherfore thou art afiayed, foz the 
Hyeſt bath opened many ſecrete thynges 
vnto the. 
de hath fenethatthy waye is right,and 
that thou takeſt ſoro we continually for eby 
people, and makeſt greate lamentacion foz 
Sion and ther fore vnderftonde the vifion 
which chon ſaweſt alitle whyle agoo after 
this maner: Chow farveft a women monr- 
nynge, and thou baft comforted her: Neuer 
theles now ſeiſt chou the licknes of the wo- 
man nomere,but chon thoughteſt there was 
& cite buylded: and lite as fhe tolde the of 
the fall of ber fonne, [ois this che anſwere: 
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The woman whom thor ſa is Sions 
and whereas fhe toldẽ the, — — hath be 
net hirtie yeares vnfrute ſull and baren,tho- 
ſe are che rrr. yeares, wherin there was no 
offeringe made in ber. 

Duc after rrr. yeares Salomon buyloed 
Ber,and offrcd,and chen barethe barena fon 
ne. And whereas [ye tolde the that fhe no- 
riſhed bins with laboure,that was the dwel 
Tynge of Jeruſalem. But where as the fonne 
dyed tn bir chamber, chatis the fall of Fern 
falem .2tnd chou ſaweſt bir liFeneffe, boro 
Pemourned fo2 bir ſonne:and wha els bap 
pened vnto ber, I baue ſhewed y. And nove 
Godfeych, thar chou art ſory in thy mynde. 
and ſuffteſt from ð bere for ber: and ſo hath 
be ſhe wed che bir clearneſſe and the faymes 
Of bir bewt ye. 

And therfoꝛe J bad the rema yne in the fel 
de, where no houfe is buylded. Foz FEnew F 
the Hyeſt wolde ſhew this wnto the, therfo- 
re J commaunded the to go into the felde, 
where no foundacion ner buyldingeis. Gor 
inthe place wherethe Hyeſt — his 
cite, chere ſhali be nomans buyldinge. And 
therfore feare not,and let not thine bert be 
aftayed, but go thy waye in anð ſe the glo- 
rious and fayrebuyloinge, and bow greate 
itis, and how greste chou thinkeft it after 
the meaſure of thineeycs, Tthen fhale thou 
heare as mod) as thine cares maye compze- 
hẽde. Forthou are bleſſed aboue niany other, 
and art called withthe Hyeſt, as y few.Bue 
temozow at night thon ſhait remayne bere, 
and ſo ſhal ¥ Hyeſt ſhewe the vifions of bye 
thinges, which be wylldo wnto them that 
dwell vpon earth in ¥ laſt dayes. So J flep 
tethefame night lite as be cẽ maunded me. 

Tbe Xi. Chapter. 

er farce J a dreame: and bebolve, 

there came vp from ¥ fee an Aegle, 

which bad rij.zwynges and thre hea⸗ 
des: And J (awe, and bebolde, be fpzed bis 
wynges ouer all the earth, and all the wyn- 
des of the ayre blew in them, and ſo they we 
re put together aga yne. And J bebelde,and 
out of bis fetbers there grew orber litle con 
trary fetbers the heaves refted, the head in 
themyddeft was greater chenthe otber, yet 
reſted it with the refidue. 

Moꝛouer F ſawe, that the Aegle flew nF 
bis wynges, andraignedvpon earth,z ouer 
allthem that dwell vpon the earth sandy 
farce Falltbinges vnder heauen were fubice 
te vnto bint,and no man (pate againft bin, 
no NOt One creature vpon earth. Fj fare allo 
that the Aegle ſtode vp vpon bis clawes ,z 
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gaue a founde wẽ bis fetbers,z a voyce faye 
Ge after chis maner:watch noc all cogetber, 
flepe enery main bis owne place,zwatdy for 
# cyme, but let the heades be preſerued atthe 
laſt. Meuertheles 5 fare, Hebe voyce wente 
not out of bis beades, bur fromthe myddeſt 
of bis body. And J nombzed bis cSerary fer 
thers , z bebolve, there were eight of chem. 
And loked,z bebolde, vpon the right ſyde 
there aroſe one fecber, z raigned over alltbe 
earch. And it bappencd, pwban it raigned, 
che ende of it came,ztbe place therof appea 
red no more. So the nerte folowinge jiove 
vp⁊ raigned, z had a greatetyme:zitbap- 
pened, whan it raigned, che ende of it ca- 
me alfo lite as che firfé, fo that it appeared 

nomoꝛe. 

Then came there a voyce vnto it. ſa yde 
Heare thou ỹ haſt bepte inthe earth fo loge, 
chis J ſa ye oncoche, befozecbou beg ynneſt 
toappeare nomore: There ſhal none after ¥ 
atteyne onto thy tyme. Then aroſe the thir · 
Dc, d raigned asthe other afore, z appeared 
nomoꝛe alfo. So wẽte it with allthe reſidue 
one after another, ſo p) euery one raigned, Z 
thé appeared nomore. The J loked,z bebol 
De,in proceffeof tyme the fet hers F folowed 
were ſet vp vpd theright fyde, pebcymighe 
rule alſor and fame of ché ruled, but within 
whilethey appeared nomoze:for ſome of che 
were fet vp, bute ruled noc. After chisFlo- 
ked, ⁊ bebolde, ¥ rij. fecbers appeared nomo 
¥e,and che two wynges:z there was nomore 
vpon the Aegles body, butcwo heades chat 
refted,z fire fecbers. Chen farce J alfo, pebe 
fire fethers rere parted in two ,z remaynedD 
vnder the beade, p was vpon theright ſyde 
he: che foure cõt ynued intheir place. So I 
loked, and beholde, they that were vnder the 
wynges, thought to fet vp them ſelues, and 
to haue the rule. Then was there one ſet vp, 
but ſhortiy ic appeared nomore, andthe & 
conde were fooner arvayethen the firft. 2nd 
J behelde, and lo, the twothought alfo by 
EbEleluescoraigne: z wha they fo thought. 
bebolve,chere wated one of the heades chat 
rere at reſt, namely, it that was in the myd 
deft, for chat was the greater of the two bea 
des. And then J fawe, thatthe two heades 
were fylled with bim , and the beade was 
turned with thens p were by bim,z ate vpy 

two vnder wynges, Pwolde haucraigned. 
But this heade put ¥ wholeearch in fee 
re, and bare rule init, ouer all chofe porwele 
vpon earth with moch laboure, and be bad 
the gouernaunce of che worlve, ouer all the 
foules chat baue bene, After ehis J loted, 
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and beholde, the heade that wes inthe mid- 
deſt ſe denly appegred noͤmore like as yf wyn 
ges: then came the trvo heades, whic ruled 
vpon earth, T ouer thefetbac dweit therin. 
And bebelde,zlo,the heade vpon the righe 
fide,Deuoured it that was vpon the left ſyde. 
And J herde a voyce, which fayde onco mes 
lote before the, and cenfidzetbe thinge thac 
thou feift . Chen F farce, and bebolve, asic 
were alyon chatroarech , rennynge b aifte 
ly oucof * wod,andbe fent out a mans voy- 
be vnto che Aegle,andfayde: Heare thou, 
wyl calte with the, andthe Hyeſt ſhal faye 
vntot her Is it not chou that haſt che victoe 
ry ofthe foure beaſtes, whom I made to raig 
ne vpon earth and in my worlde, and that * 
ende of their times might come thororothẽ? 

Andche fourth came, andouerwanneall 
thebcaftes chat were paft,and bad power 9- & 
ner the worlde with greace fearfulnes, and 
ouer the whole compaife of theearth rb che 
moſt wicFedlaboure, and ſo longe time dwelt 
Be vpon the earth with difceate, zthe earth 
baft chou indged noe with trueth. Gozthow 
bafé troubled chemeke, thon haſt burte the 
peaceable and quycte,thou baft loucd lyers, 
and VefEcoyed the dwellynges ofehem that 
brought forth frute, and haſt caft downe the 
walles of ſoch as dyd the no harme. Ther fore 
is thy wrongeous dealynge and blaſphemy 
comevp vnto the dyeft, and thy pryde vnto 
the Mightie. The Syeſt alſo bath loked vps 
the proude tymes, and beholde, cheyare en⸗ 
ded, and their abhominacions are fulfilled. 
And therfore appeare nomoꝛe thou Aegle. 
and thy horrible wynges, and thy wicked 
thers, and chy vngracious heabes, andeby 
ſynfuil clawes,and all thy vayne body:that 
theearth maycbe refrefhed,and come agay- 
netoberfelfiwban fhe is delivered from thy 
violence,and that fhe mayc hope for $ udg 
ment endmercy of him that made ber. 

The Xñ. Chapter. 

A Id it happened wha > LyS(patethe A 


feworbdes vnto > Acgle,*Fhearepafo rede, 


ze bad } vpperbade, appearednemo- v3 fuwe, 
holve, 


zernetherdyd } foure wynges appeare eny 
moze, ¥ came to biz were fett pp coraigne,z 
their Eyngdomewas finallz fullof vproure. 

nd F farwe,z beholde, they appeared no 
more,z F whole body of * Aegle was brẽt, z 
theearth was ingreate feare. Chen arated 
‘Deut ofthe traunce of my mynbve,and from 
Greate feare, and fayde vnto my fpzete: Lo, 
this baft chou geuen me, in Fehon feardyef& 
out the wayes of the Hyeſt: lo, yet am wea 
ry in my minde,and very weake iy my ſprete. 
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and litle ſtrẽgth is there inme, fo: the greate 
feare that J receaued this night. Cherfore 
wil J now deſeke the Hyeſt. hẽ wyl comfor- 
teme vnto the ende ⁊ I fayde:LORDELORDE 
yfI haue founde grace before thy ſight, and 
9f am iuſtified with y beforemany otber,z 
yf my prayer be come vp before thy face, cõ⸗ 
force me then, and ferme thy ſeruaunt the 
interpꝛetacion ⁊ playne differẽce of this hoz 
rible ſight, that thou ma yeſt perfectly cõfor⸗ 
te my ſoule: for thou haſt iudged me worthy, 
to ſhewme laſt ofcymes. 

And be ſayde vnto merthis is the interpꝛe⸗ 
tacion of thisfight, Che Aegle whom thou 
fawefé come vp fromebefec, is the fingdeme 
which was fencin the vifion of thy brocher 
Daniel, but it was no expounded vnto bim, 
for now J declareit vnto che. 

BDcbholde,the dayes come, that there fhal 
ryfevpatyngdome vps earth,andit fhal be 
feared aboue all the Eyngdomies were befo- 
2cit. Inthe fametyngoome [hal rij. Eynges 
raigne,one after another. For the ſecõde ſhal 
begynne coraigne, and [hal bavemozecyme 
the che other, zthis do F rij.zwynges fignifie, 
which thou ſaweſt. As forthe voycetbat (pa 
be, and thatthou faweft go out fromebe bea- 
des but noc from $ body, it betoͤbeneth, that 
afterchetymeof chattyngdomethere fall 
aryſe greate firynynges, andit [hal ſtonde in 
parell of fallynge: nenertheles it yal not yee 
fiall,bot [hal be fecin co bis beginnynge. 2nd 
eight onderwynges whic) thou farweft bz 

e vnto F wynges Of bi, betolẽ yin hĩ chere 
foal aryfecight Eynges whoſe tyme ſhalbe 

ut ſmall, ⁊ their yeares frvift,zewo oft hem 
{hal beare. But whan the middeſt tyme com- 
meth, there ſhal be foure bepte in the tyme, 
whan bis tyme begynneth to come that it 
maye beended, but two ſhal be kepte vnto * 
ende. 

And whereas thou ſaweſt the heaves ref 
tyntte, this ts che interpretacion : In bis laſt 
[hal the Hyeſt rayſe vp thecEyngdomes,and 
call many agayne into thé ,z they ſhal baue 
thedominion ofchecarth, and oft hoſe that 
dwell therin, with moch labé aboue all chofe 
Pwerebeforethe.Cher fore are they called > 
heades of che Aegle: forit is they y¶ hal brin 
ge forth bis wickednes agayne. j [hal per- 
fourmez fyniſh bis laſt. And whereas thou 
ſaweſt that greate heade appeared nomo 
te,ttfigmifieth,chat onc ofthem ſhal dye vps 
bis bed, z yet with payne, forthe two that 
remayne, ſhalbe ſlayne with the fiverde. Foz 
the fwerde of the one ſhal deuoure the otber, 

but at che laft ſhal he fall thozow the ſwer⸗ 


Khe rij. Chap. 
de bimfelf. 

And where as thon ſaweſt two vnderwin D 
ges vpon thebeade that is onthe right fy- 
De, it ſignifieth t hat it ĩs they, whd che Syeſt 
hath kepte vnto their ende: chis is a ſmall 
kyngdome, z full oftrouble. The Lyon whõ 
thon ſaweſt ryfinge vp out ofthe wodd and 
roaringe, and ſpeakinge vnto the Aegle, and 
rebuk ynge bim for bis wnrighteoufueffe, is 
the wynde, which the Hyeſt bath Eepte foz 
them and foz their wicFedneffe onto the en- 
ve:be ſhal reproue thems, and rente them a- 
funder before them. Foz be fal ſett chem ly- 
nynge before the indgment,and ſhal rebuke 
them: forthe refidue ofmy people fhalbe de- 
lyuer with trouble, thofe be pzefezned ouer 
myne endes :and-be bal mate chem toyfull 
wntyll the commynge of the daye of wdg- 
ment, wherof J haue ſpoken vnto the front 
thebegynnynge. This is the dreame that 
thou ſaweſt, and this is the interpreta cion.· 
Thou only haſt benemete co Enowe che fe- 
crete ofthe Hyeſt. 

Therfore wryte all thefe thinges F chou 
baft {ene ina bokc,and hyde them and teach 
thethe wyfe inthe people, whofe bertes thou 
Enowoeft maye compzebéde and bepe thefe ſe⸗ 
eretes. But waytethou bere y felf yet ſeuen 
Daycemoo,that it ma ye be ſhewed the, what 
ſoeuer it pleaſeth the Hyeſjt to declare vnto 
the,and with that be wente bis waye. 

And whan allthe people perceancd, ¥ the 
feuen dayes were paft, z“J not come agayne 
Into > cite,they gathered chem all together 
from theleaft vntothemoft,z came vnto me, 
and fayde: what bauc we offended the vand 
whateuell haue wedoneagaynfé they thou 
forxfateftvs, zfytteft here in this place 7 Gor 
ofall people thou only artlefe vs as 4 grape 
ofthe vyne, and as a candell ina darcke pla- 
ce, and as an hauen z ſhippe preſerued front 
¥ ttpef—. Havewenotels aduerſite ynough. 
buechou muft forxfate vs 7 Were itnot better 
for vs, that we bad bene brent with Sion? 
Foꝛ we are no better,thenthey ¥ dyed there: 
and they wepterd loude voyce. Chen anſwe 
redF che zfayde: Be of good cdforteO Gr 
rael,z be not beny thou boule of Jacob: for > 
Hyeſt hath you inremébraiice,z $ Mightie 
bath not forgottẽ you intttacid. As forme, 
haue not forſakẽ you, nether am J depar- 
ted from you:butam cemeinte this place to 
praye, becauſe of * myfery of Iſtael t hat J 
might ſeke mercy for ? lowe eſtate of yð Gac 
tuary. And now to yo waye home euery ma, 
and afterthefe da yes wyl FJ come vnto you. 
So the people wẽte their waycin tothe cite, 


ree o $ 
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kle as J commaunded them: but Jremay⸗ 
ned ſtilĩ in the felde ſeuen dayes, as * angell 
bad me,and J ate onely ofthe fioures of the 
felve,and badmy meate ofthe berbesintho 
fe dayes. 

TheXMl. Chapter. 

Ltd ic happened afcer the ſeuẽ dayes, 
> A —— by night. And 
beholde, there aroſe a wynde from the 
ſee chat it moucd all che floudes therof. And 
loked, and beboldc,che man was ſtronge 
GND increaſed with che cloudes of beauen: 
and whan be turned bis councenaunce to co 
fiver, ail the thinges crembled chat were fene 
vnder bint:and whan the voyce wente out of 
bis month,all chey brent that herde bim, like 

as cheearch whan it feleth the fyre. 

Afrer cheje J ſawe, z bebolve, therewas 
gachered cogecbera multitude of mé out of 
nembze from che foure wyndes of the heauẽ. 
to fight ags ynſt > man, chat cameout front 
} (ee. And I loked, zbebolve,be graucd him 
felf a greace moũtayne, and flew vp vponit. 
Duc “J woldebaue fene che border oz place, 
wherdut the bill was grauen,z J conde nor. 

Flawe afcer chefé, all t hey which came 
cofight aga ynſt bim, were ſore afrayed, and 

ex durſt chey fight. Neuertheles whan be 
— che fearfneffe and violence of che peo- 
ple,benecber lift vp bis bande mer helde fiver 
de ner eny weapen :but onely(as yj fare he 
ſent out of bis mouth as it bad bene a biaſt 
Of fyre and our of bis lippes wynde of che 
flamine:and our of bis coge be café out [par 
kes and ſtormes and chey were all myrte te⸗ 
getherrthe blaſt of fyzethe wynde of the fla- 
Ines, and } greace ftoune, z fell wichawfjbe 
vpon > people, whic was pꝛepared to fight 
⁊ brẽt ché vp enerychone:fo that of the innu · 
merable multitude there was notbinge fene, 
but onely duſt z finoke . Whan F fare this, 
I was afrayed. 

B ~ Afeerwarde ſawe Febefame man come 
dorne from che mountayne,and callinge vn 
tobim another peaceable people: and there 
‘came moch people onto bim:fome were glad 
ſome were fory,feme of them vere bounde, fo 
that they were caried and brought forth. 

Then was J fick thorow greate feare,and 
FJawated, anda yde:thou haſt fhewed y fer- 
nauntall y wõders frõ * begynnynae, T haſt 
counted me worthy y thou mighteſt receaue 
my prayer:ſhewe me now yet the interpreta 
cion ofthis dreame. For thusTj cofidiein my 
vnder ſtandinge: Wo vnto them that ſhal be 
left in thoſe dayes, c moch moze we vite thé 
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thatare not left behynde: for they that were 
not left, were in heu ynes. 

Llow vnderſtonde J y thinges that are 
Tayed up in the latter dã yes, which ſhal ba; 
pen vnto them, and to thoſe that are nor ee 
bebynde. Cher fore arethey come in to gree 
te parells,and many neceffities, lite as theſẽ 
dreames Declare. Net is it eafier, * be which 
ſuffreth burce, come in theſe then to paffea- 
waye a6 & cloude ont of the worlde, and 
now to ſe ¥ chinges $ [hal bappen in ¥ laſt. 

Then anfivered he me, and ſayde: The in C 
terprecacion of the ſight ſhali J ſhewe the, 
and J willopen oncoche,thecbinge § thou 
Daft requyzed. Sortbou haſt (poten of ches 
thacareleft behynde, and this is rhe inter- 
pꝛetacion. de that taketh awaye the parell 
in chaccyme,bath kepte bimfelf. Chey that 
be fallen in to harme, are {och as baue wor⸗ 
tes z faith vnto she Moſt mightie Knowe 
this cher fore,thatthey which be left bebyn- 
De, aremiozebleffed, thenthey that be decd, 
This is che meanyngeof che vifton. YObere 
as thou ſaͤweſt a man commynge vp front 
the depeof che fee, ¥ fame is be whom God 
the Hyeſt hath kepie a greate feafon, whidy 
by bis orwne ſelf hhall delyner bis creature, 
be ſhal ordre thé that are left bebynde. And 
where asthon farveft, out of his mouth 
there came a blafé of wynde, fyre z ſtorme ẽ 
bow he lift vp nether fiverde ner weapen, 
bue Hebe rupfhinge in of him deftroycd the 
whole multitude, Fame to fight agaynfE 
hum it ſignifieth, that the da yes come,whan 
Gov wyil delyuer ché Pare vponearch, zin 
a traunce of mynde [hall be come vpon thé, 
y dwell in the earth. Anð one ſhal vnderta 
ke to fight aga ynſt another, one cite aga ynſt 


anot her one place aga ynſt another, one pece Mataga 


ple aga ynſt another, z one realme agaynft 
another. Wban chis commeth to paſſẽe then D 
[yal the tokens come, hat J fhewedthe be 
fozerand thé fhalmy fonne be declared, whS 
thou ſa weſt clymme vp as a mã And whass 
all y people beare bis voyce,enery man fal 
in cheir ovone [Sde leaue the battayll, $ chey 
haue one agaynft anocber,and aninnumers 
ble multitude [hall be gathered together, as 
they that be willingeto come andto onercg 
me bim by fightingẽ But be fhalftsoevpow 
the toppeof the mount Sion Neuertheles 
Sion ſhall come, z fhall be fhewed, beynge 
prepared z buylded for all men, lite as then 
ſaweſt the bill grauen forth without enybs 
des. But my ſonne ſhai rebute the people > 
Gre come fo2 cheir wickednes, withthe tem · 
peft, and ſor cheir euell ymaginacions: and 
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their paynes wherwith they fal be punyſh 
od, au lickened vnto che flamme : and with 
out eny laboure ſhal be deſtroye chem, euen 
bythe lawe, which is cSpared wntothe fyre. 

4 And whereas thou fawefé that he gathe 
red another peaceable people wnto bi : chofe 
avethe ten trybes , which were caried awaye 
prefoners oucoftbeir owne londe, in thety- 
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the tinge of Aſſiria coke pzefoncr,and caricd 
them oner > water, and ſo came they into a- 
nother londe. 

But they gaue them this councell, F they 
Phulde leauetbhe multitude oft he Heithe,and 
to go forth into a farther countre, wherene- 
uer mank ynde dwelt: chatthey might there 
kepe their ſtatutes, which they neuer Eepte 
in their ownelande. And fotbeyentredinac 
the narow paſſages ofthe water of Euphra 
tes,and God ſhewed tokens for thẽ, and bel- 
de ſtyll the floudetyll they were paſſed over: 
for thorow that countre there was a greate 
waye,namely ofa yeareand anbalfiourney, 
forthe fameregionis called Afareth. Then 
dwelt they there onto the latter tyme: and 
svben they come fortbagayne, > Dyeft [hall 
bolve ftyll che fpzynges of the ftreame a- 

jayne, thattheymaye go tho:ow, therfore 
— thouthe multitude with peace. 2nd 
theythat be left behynde of thy people, are 
thofechatbe founde within my border. Mow 
whan be deftroyeth the multitude that is 
gathered together, be ſhal dc fede bis people 
that remayne, and chen ſhal be ſhew them 
Greate wonders. 

Then fayde I: OLORDE LORDE, ſhew 
methis:wherfore haue J fene the man com- 
mynge vp from che depe of thefeer 

nd be ſayde vnto me: Like as thou cãſt 
nether ſeke out ner Enowe thefetbinges that 
are in the depe of the fee, euen ſo maleſt thou 
not ſe my ſonne, orthoſe that be with bum, 
bucinthe tyme ofthe da ye. Chis is theinter- 
Pretacion of the dꝛeame whic thou farveft, 
therfoze thou onely art bere —— 3foz 
thou baft forfaten thine owne lawe, and ap 


ee thy diligence onto myne, and ſought it. 
Res⸗. 


by life haſt thou ordred in wyßdemẽe, and 


Pro. 7-8 haſt called vnderſt ondinge thy mot her and 


therforebaue wed the Ftreafure ofthe 
Feat ep ees wil ſhew themo- 
2¢,and talte with the at moze large, yee heuy 
and wonbderous thinges wyl J declare vn⸗ 


tothe. 

Then wente J forth in to F felde,genynge 
prayfe and chantes greatly vnto God,becan 
ſe of bis wonders which he dyd incyme, and 


Che rity. Chap. 
becanfe be gonerneth the fame, and ſoch as 
is intyme,and there face thre da yes. 

The xun. Chapter. 
“seo, Pomthe thirde daye J ſatt vnder an 
V ofc tre, then came there a voyce vnto 
me out of the buſh. ſayde: Eßdras, 
Eß dras. And J ſayde: here JamLORDE, 


and ſtode vp vponmy fete. ChE fpatebewn- Exone 


to me: In the buſh dyd J appeare vnto Mo 

fes,zealted d bim, wha my people ſerued in 

gipte, and FJ fene him, andled my people 

out of Egipte z brought him vps ỹ mount 
Sion, where J helde bin by mea longe ſea 

fon, and tolde himmy wonderous workes, 
and ſhewed bit > fecretes of the tymes, and 
theende,and commaunded him, ſa yẽ ge: The 
fe worbdes fhaletboudeclare,znotbydetbhe. 

2nd now F faye onto the,chatthoulaye vp 
in thine bere the dicames that thou baft fe- 
ne, and the interpzetacions which J haue 
ſhewed the:foz thou ſhalt be receaued of all, 
thou ſhal becurned and remayne wb my coun 
cell, and with ſoch as be lite the, vnt yll > ty⸗ 
mes be ended. For the worlde bath loft bis 
youth, and the cymes begynne to ware olde. 
Sorthe tyme ĩs deuyded into twolue partes, 
and ten partes of itare gone all ready, and 
half of the rent parte: yet remayneththere 
that, which is after * balfof * tenth parte. 

herfore preparcand oidre chy bonfé,and x 

refourme thy people: comforte foch of them 
as be in trouble:and tell now of the deftruc- 
cion: lee go fiom themoztalleboughtes:caft 
awa yethe burt hens of man:putof the wea- 
tenatureslaye vp in foe place } thong hres 
thataremoft heüy vnto the, andbaifttheto 
fiyt from theſe tymes:for fod eueil z wicked 
neffeas thou baftnow fenebappe, ſhal they 
do yet mod worſe. Gorthe weaker thatthe 


worldeandtherymeis,the moze ſhal fynnez pyar, 
wicFedneffe increafe, inehemebat dwell vps Nokes 


earth. For the trueth is fled farre awaye,z le- 
ſynge is hard at bande. For now haiſteth the 
vifionto come, thattbhou haſt ſene. 
Thenanſwered J and ſa yde: Beholde LOoR 
DEJ wyl go as thoubaft commaunded me, 
and refourme the people which are preſent. 
But they F ſhal be bome afterwarde, who 
wyl erborte or rebute thẽ ? Thus the worlde 
is fer in darctnes,and they $dwel chernn are © 
without light:foztby lawe is Eyndled,becan 
fenoman Enoweth theebingee that aredo- 
neof che, or that ſhalbe done.rf Shane foũ · 
de grace before che ſende the holy gooſt in 
to mez, and J ſhall wzyte all be- 
ne done in the worlde ſens the beg ynnynge, 
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which was weytten in thy lawe, chat ment 
maye fynde thepath, anð that chey whidy 
avyl Lyue in che laccer Dayes,maye lyue. 
2nd be anfwered me,fayege: Goy waye, 
gat her chy people cogecber, z faye vnto thé, 
that chey fete che not foz rl. dayes, but lote 
thou garber the many bore trees, and tate 
with the Sarea,Dabia, Selemia, Echanus 
and Afial, chefe Fyne, which are ready to wey 
te fivifely,and come bitber, and J ſhal light 
a cãdie of vnderſtõdinge in chine bere, w hich 
ſhal not be put dut, tyll the thinges be per- 
fommed which thou Pale besrsrme to wry· 
te.2And then ſhalt thon declare ſome thinges 
openly vnto the perfecte, and ſome thinges 
ſhalt thon ſhew ſecretly vnto ¥ wyſe. Como 
row this houre flyalechou beg ynne to wzyte. 
D Then wẽte J forth(as he commasided me) 
and gacberedall > people together, and fay- 
de: Beare theſe wordes o Iſrael: Oure fatbers 
from the begynnynge were ſtraunges in E⸗ 
gipte, from whẽce they were delyuered, and 
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not, which ye alfo bane trãſgreſſed after che. 
Then was this londe and the londeof Sion 
parced amdge you by che loc to poffeffe. Buc 
‘y6 facbers and ye ySfelues alfo baue done 
wnrighteonfies, z bane not kepte the wayes 
which the Hyeſt cOmaunded you. And fozfo 
moch as bets a righteous indge,he cote from 
ou in tyme thethinge that bad geuen you. 
nd now are ye bere and yé bret heen amdge 
you. Therfore yf fo be that ye wil ſubdue yd 
Orne onderftandinge , and refourme youre 
bere, ye ſhal be eptealiue,z after death ſhal 
ye optcyne mercy, For after death ſhali the 
iudgment come,roban we ſhal lyne aga yne: 
and then fhaltbenames ofthe righteous be 
manifeft,and $ names ofthe vngodly with 
their wortes ſhalbe declared. Let no ma ther 
fore come now onto me,ner aye eny queftion 
acmechefe xl. dayes. 
E SoF coke the fyue men(as be commann- 
dedme) and we wente into the felde, and re- 
mayned there. The nert daye a voyce called 


Exep.a me ſayẽge: Eßdras Openthy mouth,zdzyn- 
Apoio.b ke that I geue the. Thẽ openedy my mouth, 


T beholde, he reached me a full cuppe, which 
was full of water, but the colé of it was li 
ke fyre. And J toke it and diante, And whe 
“J bad dronken it,my bert bad vnderſtondin 
Se, and wyßdome greso in my breſt: for my 
ſprete was kepte inremembzaunce, and my 
mouth was opened and flpurnomore. The 
Hyeſt gaue vnderftondinge vnto the fyne 
men, chey wrote F bye thiaes of thenight, 
whic) chey vnderſtode not. But in the nig ht 
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they ate bied:as for me, J fpate in the daye, 
and belde not my tonge by night. In rl.vay- 
es, they wrote twwd bundzethz foure bobes. 

And it happened wha che rl. dayes were 
fulfilled, chat the Hyeſt fpatefayenge: Che 
firjécbatcbhou baft wzycré , fpeake openly, F 
the worthy and vnworthy ma ye redeir. Bue 
Eepe FI lxx daſt, § thou mayeft flew it only 
tojoc as be wyſe amonge thy people. Sor 
in them is the fpzynge of ondesftsdinge, the 
fountayne of wyfdcme, and the fircame of 
Enorelege, And dyd fo. 

The XV.Chapter. 
Ehelde ſpeake thou in cheeares of A 
B my people the wordes of propbecie, 
which J wyll puciny mouth , ſaieth 

the LORDE: and cauſe thein to be we ytten 
in a letter, for it isthe trueth. Feare not the 
maginaciss againſt ? let noc * vnfaithful 
nes of them trouble rhe,that fpeate aga ynſt 
the. For all che vnfaithfull ſhal dye in their 
wn faithfulnes. Beholdẽ (aieththe LORDE, J 
wil bzynge plages vpon the wouldve: $ fiver- 
de, honger,death and deſtruccion for wicked 
nes bath the pee bande in all } earth,and 
their ſhamefuli workes are fulfilicd. 

Therfore ſaieth cheLORDE: J wil hol · B 
de my tonge nomore vnto their wicFedneffe, 
which they do ſo vngodlyrnether wil Tj fuf- 
fre them in t he thinges,that they dealc with 


all fo wicFedly.Bcholde,theinnocent bloude Apo.s.b 
ofthe troubled criech vnto me and the ſoules 24198 


oftherightcous complayne cotynually:and 
eherfore(faiech the LORDEYY wil finely aué 
Se,and receaue onto meall the innocẽt blou- 
de fromamonge them, 


Deboldemy people,isledas a flock of fhe pral-43.< 


pe tobe flayne, J wil not ſuffre them now — 


to dwel in Lgipte, but wyl brynge them cut 
with a mightie bande and a ſtrecche out ar 
me’, and finyte it with plages as afore, and 
wyl deſtroye all the londe Offic. Egipee ſhal 
mourne, andthe feundacions of it fhalbe 
finyeren with the plageand punyfiment, > 
God fhal baynge vponit. 

They thareyll ¥ groũde. ſhal mourne, for C 
thetr fedes ſhai be deftroyed thorow ehe blaf 
tinge and bale, and an horrible ſtarre. Wo 
worth ¥ worldeand chemebat dwell cherin, 
for $ fiverdez their defiruccis draweth nyet 
Zone people ſhal ſtsde vp to fightagainft a- 
nother, zfiwerdes intheir hãdes. Forme ſhal 
be vnſtedfaſt. and feme fhal Do violencewnto 
ocber: they hal noͤt regarde thar tyngeand 
prynces,the wayes of their doinges and ba- 
delinges in cheir power. Aman fhal vefyee 
to gous cotbe cite, z ſhal not beable. For be 
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cauſe of their pryde y cities ſhalbe brought 

infeare, > boufes [hal Ferd ie men ſhalbe 
afrayed. A man ſhal bane no pitie vpon bis 

neghboure, but one ſhal prouoke another vn 

to dattayll. to [poyletheir goodes becauſe of 
thebonger ofbred anð becauſe of the greatẽ 

trouble. 

Beholde, J gather ⁊ call together allthe 
Eynges of ? carth which are from the vpzy 
finge, from che ſouch from the eaſt and Liba 
aus toturne onto them, and reſtore the thin- 
ges that they baue geuẽ chem. Ziteasthey 
Do yet this daye vnto my dhofen, fo wil Joo 
alſo, anð recSpenfeché in their bofome. Thus 
ſayeth $ LORDE God: My right hande fhal 
nor [pare ¥ (ynners, and my fiverde hal not 
ceaſſe ouer them, that ſhed che innocẽt blou- 
de vponcarth. Che fearcis goncout frd bis 
wrath, and bath cdfimed the foundacions 
of che earth, anð the fynners lite the firawe 
thacis kindled. Wo worth them that fynne, 
and kepe not my commaundementes , faieth 
the LORDE.Y wil not fpare them. Go youre 
wa ye ye children from violence,dvefylenoe my 
Sanceuary : for the LORDEEnoweth all che 
thacfynne agaynftbim, and therfore delyne 
reth he them onto death and deſtrucciõ: Foz 
now areche plages come vpon the worlde, 
ye fhalrema yne inthe. Foz Sod ſhal nor de- 
Tyner you, becauſe ye haue fynned agaynft 


im. 

E Beholde, an horrible vifion commeth frõ 
the eaſt where generacions of Dragons ſhal 
come dut, and che people of the Arabes with 
many charettes, and the multitude of them 
Phalbeas the wynde vps carth,tharallebey 
whid> beare them ragynge in their wrath, 
maye feareand be afrayed: andasthe wylde 
bores outof $ w0d,fo Thalebey goout,and 
with greate power [hal they come,and fion- 
defightinge with che,and fhal waiſt the por 
cion of the londe of the Affirians. 

And chen fhal cheDzagons bauethe vp- 

er bande,not remembzinge their byrth, and 
Boat turne aboute fivcaringe togetber in grea 
te power, to perfecute them Buůt theſe ſhalbe 
gfia yed, and kepe ſylence at their power,and 
ſhal fle:and one out of the londe of the Aſſi⸗ 
rians ſhal beſege thẽ, and conſume one oftbé, 
and in their hooſt ſhal be feare and drede, and 
ſtrife amonge their Eynges. 

Deboloe clouves from the eaff, and frem 
thenozth vnto the fouth, and they are very 
bozzible to loke vpon, full of wrath and ſtor⸗ 
me. They ſhal ſmyte one vpon another, and 
they ſhai finyte at ? greate ſtarre vpon earth 
and their ſtarre, and the bloude ſhalbe from 
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the ſwerde vnto the bely,and the ſmoke ofmã 
vnto ¥ Camels lytter: And there ſhalbe grea 
te fearfulnes and trembungẽ vpð earth, and 
they that fe che wrath, ſhal beafrayed,and a 
tremblinge ſhal come vponthem. 

And then ſhal chere come greate raynes 
from ? fouth and from the north, and parte 
from the weft, and from the ftozmy wynde 
from che caff, and ſhal ſhutt chem vp agay- 
ne,z the cloude which berayfed vpin wrath. 
and che ftarreco cauſẽ feare towarde > eaſt 
and weft wynde, ſhalbe deftroyed, zebe grea 
te cloudes ſlyalbe lift vp, and ? mightie clou- 
des full of wath, andche ftarre, chat they 
maye mate all che earth afrayed and thẽ $ 
dwell therin, andt hat the y maye poure out 
ouer all places an horꝛibie ſtarre. fyre and ba 
le and flyenge fiverdes,andmany waters: § 
ail feldes maye be full, and all ryners, zthey 
ſhal bicate Downe the cities z walles, moun 
taynes zbylies , all trees, wod and the graf> 
feof the medowes, and all Sk fear . Sno 
they ſhal go ſtedfaſt vnto Dabilon, andma 
tebcrafrayed,they ſhal cometo ber and be- 
fegeber : theftarre and all wrath ſhal they 
poure out vponber. 

Then ſhaͤl the duſt and finoke go vp onto 
thebeauen, and allthey thatbe aboute ber, 
fhal bewa yle her:and they chat rema yne vn⸗ 
der ber, ſhal do ſeruyce vnto them that haue 
put her in feare. And thou Afia F cõforteſt 
thyfelfalfo vpõ the hope of Dabilon,andare 
a worſhipe of bir perſonne: Wo be vnto the 
thou eretch, becauſe thou haſt made thyſelf 
lite vnto ber,z haſt decte y daughters ĩ whor 
dome ,thattheymight tryumphe and pleafe 
thy loucrs, which baue allwaye deſyredto cõ 
mytte whordome wb the: thou haſt folowed 
the abbominable cite inallbir wortes and in 
vencions. 

Ther foꝛe fayeth Sod:J wyl fende plages 
vpon the, wyddowbode, pᷣouerte, hoger, war 
res, and peftilence, to waiſt thy boufes with 
deſtruccion anddcath, andthe glozyoftby 

ower ſhal be dryed vp as floure, whan > 
— 3* aryfeth y ts ſent ouer che. Thon ſhait 
befic as a poore wife that is plaged ⁊ beatẽ 
of wemen : ſo the mightie andlouers ſhal 
notbeabletoreceaucthe. Wolde J ſo hate 
the ſaieththe LORDE sf thou haddeſt not 
allwayeflaynemy chofen, exaltinge the ftro- 
Ecoftby handes, and ſayde ouertheir death, 
whan thou waft dronké:fet forth the betwye 
of thy countenaunce. 


The rewarde of thy whoꝛdome ſhalbe re "Somer. 


compenſed the inthy bofeme, therfore ſhalt 
thoureceauc · rewarde. 


Khe iiij. bofe of Eſzdꝛas 

% _Li€eas thon baft done vnto my choſen 
(fayerh the L OR DE)enen fo ſhal God do un 
toche and ſhal delyner the in to the plage. 
Thy childrẽ ſhal oye of onger,z chou fale 
fall chozow y fiverde. Thy cities ſhalbe bio 
¥en dorone,z allchine ſhal perifh riche fiver 
Dein ¥ felde.Chey Phe in ¥ mositaynes ſhal 
Dye of bonger, z eate their owne flefh,z drin 
Fe their owne blonde for very hoger of bed 
Tchyrſt of water. Chor vnbappie ſhalt co- 
me thozor the fee,zreceaue plages agayne. 

In the paſſage they ſhall caſt downe the 
flayne cite,z [pal roce out one parte of y lon 
de cõſume the pozcion of thy glory. They 

al ereade the dorne lite fiuble,z they ſhal 
e thy fyre and ſhal confume che : thy cities 
and thy londe, thy wod z thy frute full trees 
ſhal they burne vp with che fyze. Thy chil- 
dien ſhal they cary awa ye captyne, andlote 
what choubaft, chey [hal ſpoyie it and mar 
ve the bewtie of chy face. 
The XVI. Chapter. 
4 W G vntoche Babilon z Afia,wo vit 
W to ¥ Egipte z Syria: gyrde yo* fel 
ues wb clothes of ſack z bayze,and 
mourne foz youre childrẽ be fozy, for yo deſ 
truceton ts at honde. 2 fiverde ts lent vpon 
ou, ⁊ who wil turne it bacF 22 fyze is Eynd 
he amd ge you,z who wil quench it? Plages 
are ent unto you,z whatis be chat wil dry · 
uechem awa ye MNa ye eny man dryue awaye 
an hõgrie lyon inthe wod? Oꝛ maye eny mig 
quench the fyre in the ſtubble, whan it hath 
begonne to burne Maye one turne agay- 
ne che arowe, ? is ſhot of a ſtronge archer? 
ThemighticL ORDE ſendeth che plages,z 
whatis bethat wil dzynethem awaye · The 
fyre istyndled z gone forth in bis wrath, z 
what is be that will quench it? He hall café 
lightenynges, ⁊ who ſhal not feare Se foal 
thonder, and who ſhall not be a frayed: The 
LORDE ſhalthꝛeaten, ⁊ who ſhal not vtter 
Ty be beaten to poulder at bis prefence ? The 
earth quaketh; z the founda cions theroft y 
feearyfech vp wi wawes from the depe,and 
theflondes of itare unquyete.z the fiſhes 
therof alfo before the LORDE, z before the 
glozy of bis power. For ftronge ts bis righe 
hande chat holdeth the Lowe. bis arowes 
that be [buteth,are fbarpe,z fall not myf- 
fe, whan they beg ynne co be fot into ¥ en· 
des of the worlde. 

B _ Bebolvde, ¥ plages arefent,z fal not tur 
ite agayne, tyll they come vpon earth. The 
fyre is Eyndled, z fhallnotbe put out, tyll it 
confume the foundacions of the earch. Lite 
as an arowe whichis ſhot of a mightie ar- 


Fhe xvi. Chap. Ao. xix. 


cher, returnech not bacwarde, euen fo ¥ pla · 
ges ỹ ſhal ke fent vpon earth, hal not curne 
agayne. Wo is me, wo is me, who wyl dely- 
uerme inchofe dayes 7 Che beg ynnynge of 
ſorowes z greate ——— yy 
Geof derth z greare deathithe begynnynge 
of warres,z the powers [hal fionde m feare: 
the begynnynge of enels,z they fhaltremble 
euery one. What ſhal J do in theſe chinges, 
wyhan the plages come? Beholde hoger and 
plage, trouble z anguyſh are fenc, as ſcour · 
ges for amendement · But for all theſe chin- 
gesthey ſhal not turne frS their wickedneſ 
fes,ner be allwa ye myndefull of ¥ (courges. 

Bebolve,vitayles fhalbe fo good cheape € 
vpon earch, pebey [hal thinke ch. mfelues co 
bein good cafe:and enen then ſhal myſchefe 
growe vps earth, warres,derch z greatedif> 
quictnes. Foz many of chem that dwell vps 
earch [hall perifh of boger,z the otberthat 
efeape the bonger , fhal the fiverde deftroyes 
zebevdeed ſhalde café out as donge, zebere 
[halbcno man to cSforce them. Gor Ff earth 
[halbe waifted, zebe cities ſhalde caftdorw- 
neschere ſhalbe no mantlefé to tyll F earch z 
to foweit. The trees fhal geue frute, z who 
fhal p'ucke thé of z gather chem? The gra- 
pes that beripe,z who ſhal treade thé? Foz 
all places fhalbe defolate of mé, fo tbat one 
man ſhal ðeſyre to fe anocber,o2 co heare his 
voyce . For of one whole cite there fhalbe 
ten left, ztwoin the felde, robich all byde 
thé félues inchecbicte bupfhes,z inthe lyf 
fes of ftoncs :lite as whan there remeyne 
thre oz foure olynes vponthe olyuc tre, o2 as 
whan & vynyardeis gathered, there are lefe 
fome grapes, of them that diligetly foughe 
thorowthe vynyarde. 

Euen ſo in thoſe dayes there ſhalbe thee D 
oꝛ foure leftʒ forthe $ fearch cheir heuſes & 
the fiverde, And che earth ſhalbe left waiſt. 
ztbe feldes therof [hall ware olde: and bir 
wayes andall bir pathes fhal growe full of 
thomes, becanfeno man ſhal tranayletbere 
thozow. Thedaugheers fal mourne, hauin 
geno brydegromes:the wemen ſhai matela 
mentacton, bauynge no bufbandes, their 
daughters fyalmonrne, bauinge no belpe of 
their beydegrome. In the warres (pall they 
be deftroyed, z their hußbandes flyal perifip 
of bonger.® ye feruauntes of che LORDE, 
bearethefé hinges ,z marc the. Beboloe, 
theworde of the LORDE, ® receane tt:be- 
olde, the plages drawe nye,z are not flack 
in tarienge. Like as acranaylinge wemar, 
which after Yir. moneth brigeth forth a ſon 
ne, whan the boure of the byzth is gore) an 


1.Cor.; 
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houre two or thre a fore that the paynes co- 
me vp6 bir body, z whanche chiide cometh 
tothe byzth, theytary not the twincklynge 
Of an eye:uẽ ſo [all not y plages be flac 
to come vponeareh,z che woͤrlde ſhal meur 
ne,z forowes ſhal come vps it onencry fyde. 
E Omy people, bearemy worvde, make you 
redy to the baͤttayll: T in all euell be euen as 
pylgrems vpon earth. He F felicth, let him 
beas he that flyeth bis waye:z be p byeth. 
2d as one that wil leſe. Who fo occupiet h mar- 
chaũdies, as betbarwynnech not: T he that 
buylocth, as he that ſhall not dwell therin: 
he that ſoweth, as one /? foal not reape: be 
chat twyſteth che vynyarde, as he thaͤt ſhal 
not gather the grapes: they that mary, as 
theythat ſhall gee no chiidren: they pma- 


pſatias. a ry not as the wyddowes: T ther fore they * 
P 


0. 
Eccli-t 


toc {aboure,labe? in vayne. For ſtraungers ſhall 


Hb Teape their frutes,z fpoyleebeir goodes,cuer 


throwetheir boufes,z tate their dyilozé cap- 
tyne, for in captinyte z bouger ſhal they get 
children. And they chat occupie chetr mar- 
chaundies w robbery, how longe decke they 
their cities, their houſes their poffiffiensz 
perſonnes? the more wil F punyfly them foz 
their fynnes,fayeth theLORDE.Liteasan 
whore enuyeth an honef— woman, fo ſhall 
righteoufies bate iniquyte, whan ſhe dec. 
tech bir felf, and ſhall accufé ber to bir face, 
whan be cémeth chardefendeth, which foal 
make inquyficié foz all fynne vps earth. 2nd 
therfore be not yelite there vnto, ner tothe 
workes therof: foz or euer it be longe,tniqui- 
tefbalbctaten awaye out of the earth, and 
righteouſnes ſhal raigne amonge you, 

Let noe the ſynner faye, thar he hath not 
ſynned: for col'es of fyre foal burne vpon bis 
beade,wbhidy ſa ieth before the LORDEGodz 
bis glory: J harꝛe not ſynned. Beholde che 
LORDE Enowethy all ¥ workes of men, their 
ymaqinacions,their thon ghtes z their ber- 


Genera tes. For be fpate buethe worde: let theearth 


be made ⁊ it was maderlet the heauẽ be ma- 
be,z it was made. In bis wordẽ were yſtar · 
res mabve,z be knoweth the nombre of chem. 
He fearcdheth the grounde of che depe,z the 
treafures therofihe bath meafired the fee,z 
what it conteyneth. de bach ſhut che fee in 
themydbdeft of the waters,and wi bis wo2- 
be bath be banged the carth vpon the wa⸗ 
ters, He fpredeth out the heauen lifes vow 
te, vponthe waters bath be foundedic. In 
the dcferte and dzye wyldernes bath be ma- 
defprynges of water,and poles vpõ the top 
peof themountaynes, § the floudes mighe 
Poure donne from y ftony rockes to water 
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theearth. He made man and put bis herein 
themyddeft of ¥ body, and gaue him bieth, 
life and onderftandinge, yeeand the ſprete 
of ¥ Allmightie God, which made allebin- 

es, and bath feardyed the groũde of all che 
Rees of theearch. 

He Enowerh youre ymaginacions z inut GB 
cions, and what ye thynke whan ye fynne,z 
wolde byde youre fynnes . Cher fore bath ¥ 
LORDE feardycd and foughrone all yo woz 
res, and be fhal bewraye you all. Anð whan 
yo ſynnes are brought forth, ye fhalbeatha 
med before mien,and youre orone fynnes (hal 
be youre accuférs inchat daye. What wil ye 
do? Or how will yebyde yourefynnes before. 
Gor and bis angels? Beholde, Good himſelf 
is the iudge, feare bins, leaue of from youre 
fynnes, and forget youre vnrig hteouſneſſes, 
and medle nomoze with themſo (hal Godle 
De you forth, and delyuer you from all trou⸗ 
ble. For bebolve, the heate of a greate multi 
tnde is kyndled over you, and they ſhal cate 
awaye certayne of you,and fede the ydle w* 
YJools:and they chat cSfent vnto them, ſhal 
be bad in dverifion, laughed to feomne,z trod- 
den vnder fore. 

Foꝛr vntothe places there ſhalbe a place, 
and inthe next cities @ greate infirreccion 
vpon thoͤſethat feare ¥ LORDE. They ſhal H 
Le lite mad men, they fhall fpare no man: 
they fall fpoyle and waiſt foch as fearethe 
LORDE, their goodes fhallebey cate from 
thems, and ſhute them out of their boufes, 
Then ſhall it be Enowne whoare my chofen, 
az they ſhalbe tryed asthe golve inthe fyze. 
SheareD ye my beloned,faiech the L ORDEz 

bebelde, the dayes of trouble arcat honde 
but J wil velyner you from the fame.Be noe 
yeafraicd,difpa yzenot, for God is youre cap 
tayne, 

Who fo kepeth my cSmaundementes and 
Preceptes( fayeth the ORDEGod)letnoe 
‘youre ſynnes weye you dorone,z let not yous 
revnrighteoufneffes be lift up. Yo be vnto 
thẽ that are ſüubdued vnto their ſynnes, and 

tangled in their wickedneſſes: like as a 

felde is hedged in with bufflyes, 
andthe path therof coue- 
red with thomes, > 
no man maye 
trauayle 


rowrand fois be taken, and café 
inthe fyze,and brent. 


The ende of thelll. bots 
7 of Eßdras. 


She Soke 
of Tobias. 
Wyhat this boke conte yneth. 


Chap. t Of the kynred. life and godly conuer- 
facton of Tobias. 
Chap. i,  Thelouyngecompaffion that Tobias 


(beweth in buryege the deed, for thewhidy cau 
febeis hared andperfecuted.God nurroureth 
Dim with blyndnes · Sis wyfe cater him it 
thereth. 

Chap. il. Tobias prayeth hertely vnto God, 
forthetrouble and captiuyteof bimfelf and 
thepeople Of Sara the daughter of Raguel. 

Chap. un. Tobias teacheth his fonne in the fea- 
reof God. 

Chap. SRye ſonne obeyeth the father,andgo 
eth bis cavade. Sod prouydeth mereifuliy for 
bim,.and fendeth his angell robebis gyde. 

Chap. Vi. Fn there tourney they takes fifbs 
‘wherof the angell commaundeth bim to Fe- 
pe the bert, the gall and theleuer, and telletly 
bimwherto itis good. 

Chap. Vil. They comero Raguel ,whid) recea- 
‘eth them louyngly ,andmarieth bis daugh- 
ter Sara vnto Tobias. 

Chap. Vil. Tobias gotnge to bed with his wyfe, 
ordreth bim ſelf es theangell bad him, andfo 
bothheand his wyfeare prefered fromeuell. 

Chap. 1X. _ Tobias fendeth the engell onto Ga- 
‘belus fo2 the money. 

Chap. X. Tobias father and mother loge fore 
for his commynge: And Raguel feynge that 
he can Fepe bum no longer,fendeth him awaie 
with bis wife. 

Chap. Xl. They returne home,andarewelcom- 
med ioyfuliy · Oide Tobias bath his fight a- 
gore Soe, retoyfealltogether,and geue thã 

‘e3 vito God. 

Chap. Xi. The father andthefonnewolde fay- 
ne rewarde theangell. Zewilhauenothinge: 

een Soemeth them — is. * 

. XI. Tobias theelder prayfeth Gor,e ex- 
ozteth other mé,tobe thant full onto bim. 

Cheap. Rnin Tobias beynge now olde,prophecieth 
the deftruccis of t7intue, and theprofperous 
health of feacl. The fonne forfaketh rhe fin 
full cite,as bis father bad him. goeih tobis 
fatherinlawe. 


Che fürſt Chapter. 


Obias was of che trybe and 
ES) cite of Nephtali which lyeth 
Fici| tthe bye countrees of Gali- 
bp wat| fe aboue Naaſon the waye to 
— vwarde the weft, bauynge the 

cite of Sepbet vpon the left fyde. 
Though be wes taken pꝛeſonner inthe 
@Resza ayes Of Galmanafar Eynge of che Affiri- 
ans,neuertheles beynge in captinyte, be for 
fotenoe ¥ waye of trueth: In fo moch thar 
what ſo euer be might gete,be parted it dat 


Che firſt. Chap. Ao. xx. 
lie with bis felowpzefonersz brethren, that 
were Of dis Eye. And though be were 
yongerchéallinchetrybe of Nephtali yer 
dyd not be bebane bimfelf childefhly inbis 
workes. And whan all che other wente to F 
goldé calues, which Feroboam theEynge sf eRe 
Iſrael bad made, be bimfelf alone fled all 
their companies, and gacbim co Jeruſalem 
wneo the cemple of rhe LORDE, andtbere 
worſhipped ¥ LORDE God of Iſtael, faith Exo.22.4 
fully offeringe all bis firſt fences and tithes, 30424, 
1d thacin the thirde yeare be minifércd all tease 
the tithes unto che firaungers and conuer · 
tes. Theſe andfoch lite chinges dyd he acor 
dinge to thelawe of God, whan be was yes 
but yonge. 

Dut whan he was aman, he tobe out of B 
bis owne trybea wyfe called Arma, and of Nuus. e 
ber be begat a ſonne whom be called after 
bis ownẽ name, and taught him from bis 
yee vp,to feareGod,and torefraine from 
all ſynne. 

Now whan be with bis wife, bis fonne 
@nd with all bis kynred was come in capti- 
nite onto Niniue whactyme as they all ate 
of chemeates of che Hpeithé, be tepre bis fou Gen. 4s. 
Ic, and was neuer defyled in their meares. dita. 
And for ſo moch as he was myndefullofthe 
LORDE int all bis bert, God gaͤue him fausu tere. 40.0 
rein the prefence of Salmanafar the Eyn- 
ge, which gaue bim — to go where he 
moo 9 bad be liberte todo what bint 


So wente Tobias vnto all them that we C 
rein prefon, and comforted them, and gane Matt.2s.¢ 
thems wholfome eroztacions And whar be 
cameto Rages a cite of the Medes, hauyn 
gextentalétes of fyluer(of ¥ chinges wher Gome 
withthe kynge bad honoured himand ſa we reader 
amongea greare company of people of bis Tie"talé 
Einred, one Gabelus(ebich was of bis ow. golde. 
ne trybe)beynge inneceffite,be gaue him the 
levee weight of fyluer onder an handywri- 

ingge. 

AL feer a longe feafon whan Salmana ſar 
the kynge was deed, and Gennacherib bis 
fonne reigned in bis fteabde, which bated the 
children of Iſtael. Cobias wenreraylietbo 
row out all bis Eynred,and comforted chent, 
and gaue of bis goodes toetiery one of rhé, 
as moch as be might:be feotbe bongrie, lo 
ehedthe naked, and buried che deed and flat 
ne,andtharodilicently. 

nd nu han Sennacherib the kyncte came D> 
agayne and fled ont of Sewry(whartyme 4reigg 
4s God punyſhed bim for bis blafphemy) z 
in bis wrath flew many of ehedsldeneh oF 
4 


The bote of Lobia, 


4£ft.2.c rael, Cobias buricd theirbovics. Sut whan 
it roas tolde the Eynge, be commaundeð to 
faye him, anð tote awaye all bis goedes. 
Neuert heles Tobias with bis fonne z with 
bis wife fled bis waye, and was hyd naked. 
foztbere were many chat loucd bum. Buc 
after rlv.dayes the Eynge was flayne of bis 
ovne fonnes.Then came Tobias againeto 
bis boule, and all bis gooves were reſtored 


vnto bim. 
Theil. Chapter. 

Ae Seer thefe thinges vpon a felempne 
daye of the LORDE Cobias made & 
good feaft in bis houfe,zfayde vito 

bis fone: Go ¥ wayez brynge bicbir ferme. 
Of oure trybe, foc as feare God, that they 
maye make mery with vs. And wha be was 
gone, became agayne, and rolde his father, 
thacone of che childien of Iſrael laye ſiay⸗ 
ne vpon the ſtrete. And immediatly be leape 
from bis cable, lefe che feafé, came faftinge 
totbedced coarfe , toke bint z bare bim pre⸗ 
uely into bis bone, p vhan the Sonne was 
Domwne,bemighe{afely burye him. And whe 
be bad byd the coarfe, he ate bismeatewith 
mournyngeand feare,remembeynge Y wor · 
tes,thactheL ORDElaycth bythe prophet 
Amoss-b Amos: yourebye fraſtes ſhalbe turnedto fo 
sMacrd vowe and heuynes. 

% DBuewhan ¥ Sonne was dorone,be wert 
te bis wayez buried bm. Then all bis negh 
bours reproued bim, fayenge: It is noc loge, 
fens it was commaunded to flaye the becau 
ſe ofthis matcer,and baft ſcarce efcaped che 
Daunger of dcath,and burieſt thou chedad 
againe: Neuertheles Tobias fearingeGed 
moze then the Eynge, cote che bodies of the 
flayne, hyd chem in bis bonfe,z buried chem 
at mydnight. 

CItx happened vpõ a daye, that he had bu 
ried y derd was weery, came bome,z layed 
bim Downe by the wall ſlepte. And whyle 
be was a ſlepe, there fell dorvne vps bis eyes 
warme donge out of the fiwalowes neft, ſo 
¥ be was blynde. This tentacion dyd Ged 
faffreco bapper onto bim, that chey which 
caine afcer might baue an crample of bis 
paciéce, lite as of boly Job. For in ſo moch 
as beeucr feared God from bis youth vp, z 
kepte bis commaundementes,be was not be 
ny againft God, that the plage of blynones 
chaũſed vnto bim, but remayned ſtedfaſt in 
the feare of God, and chanted God all the 
dayes of bis life. 
D  Forlite as bleffed Gob was had in deri- 
fion of Eynges , enen fo was be laughed to 
come of bis elders z kynſfolkes, which fay- 


Tobi.i.d 


aodna 


The iij. Chap, 
Se vito him:where is thy hope, for ¥ whidy tob4.a 
thou Laft done allmes and buried thedeedy 
Dur Tobias rebykedché,z ſpake: Gaye not 
19, for we are the childꝛen of holymen,zlote Tobis.2 
for tbelife,robich God fal gene vnto them, 
that neuer curne their belene from bum . 2n- 
na bis wife wente daylic to the weenynge 
worte,zloFe what lyuinge fhe conde gee rd Ephe-4.c 
the labeẽ of bir banves, fhe brought ic. And 
ichappened pfhe coke a kyd and broughe it 
beme, 

And whan bir hußband herd it crie, be 
ſayderlebe picbence ftollen,reftoreitagay- Deu. ea⸗ 
ne tot he owners: for itis not laufull for vs, 
to eate or to touch eny chinge of the ft. ben 
was bis wi ſe angric,and fayde:Clorwisthy lob ab 
Hope become vayne openly, ztby allmes de 
Des are manifeſt. With ebefe ⁊ ſoch lite wor 
des dyd ſhe café hum in the recbe, 

Thelll. Chapter. 
x Hen Tobias coke it heuely, zw' tea · A 


res beganne tomate bis prayer, faye 

ge:® LORDEtbou art rightecus,z 
allcbyindgmétes aretrue, yee all y wayes 
aremercy, faithfulnes z in dgmẽt. And new PAlsob 
O LORDEbe mynde fill of me,z tate no vert 
geaunce of my ſynnẽes, nether remembie my 
mmyfidedes ner ¥ myßdedes of my elders. For 
we baue noe bene obediée vnto y cẽ maunde ⸗ 
mẽt es, ther fore are we ſpoyled, hroug ht ince 
captinyte,in to death, in roberifion ſhame 
vnto allnacions, amdgewhs thon baftjca 
tred ve. Andne w OLORDE,¥ indgmentes 
are greate, for we bane noc done acowige to 
¥ cSmannt cmétes nether haue we walked in 
necitly be fore J. And now O L ORDE, dee 
le with meacordinge to thy wil, z cẽ maun⸗ 
de my ſprete tobe reccaucd in peace, for mo⸗ 
re expediẽt were it for me to dye,thécolyne. 

t the ſame tyme it happencd, that Sa > 

ra the daughter of Raguelat Rages a ci 
te of ¥ Medes was ſlaundred of one of bir 
fathers hant maydes, namely, that fhe fhul- 
de bane bad ſeuen hußbandes, which as foo 
ne as they were goncin onto bir, were flay- 
neof tbe denell called Afinedeus .The fore 
whan fhe repzoned the mayden foz bir fau- 
te ſhe anſwerde ber, ſa yenge: God ler vs ne- 
uer fe ſonne ner daughter of the moze vpon 
earth, chou Eyller of thy bufbandes. Wile 
thou flay mealfo, astbou baft flaynefenen 
men? At this voyce wete Gara into an bye 
chamber of bir houſe, and thre dayes and 
thie nightes fle nether ate ner dzate, but cd 
tynued in prayer, and befoughe God with 
teares, that be wolve dvelyuer ber from this 
rebute. 
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C Vponthethirdc daye it chaunced, thar 
whan fhe bad made an ende of bir prayer, 
fhe prayed che LORDE, fayenge: Dleffed be 
thy name O Godof ¢ facbers, which whan 
thon art wretb,| eſt mercy, and in the ty 
me of trouble chou forgeueſt the fynnes of 
them that call vpon the. Onto the O LOR- 
DEturne J my face, ontotbelift Fj vp my- 
ne eyes. J befeke ¥ O LORDE lowe me out 
of che bondes of this rebuke, 92 els take me 
vtterly awaye frSof ¥ earch. Chou knoweſt 
LORDE,that J neuer bad dcfyze vnto man, 
and that J haue kepte my foule cleane from 
all vnclenly luſt. JI bane not Eepte company 
with thoſe chat paffe their tyme in fpozte, 
nether baue Imaͤde my (elf partaker with 
themtbat walte in lighte bebauoure. Ne⸗ 
uertbeles an bufibanve haue confented co 
tate, not foz my pleaſure, but inchy feare. 

3 Clow peraduencure either J bane bene 
vnworthy of chent, o2 els were they vnmete 
foz me, for chou bapply haſt kepte me to ang 
ther hußband. Foz why? chy councellis noc 
tn ¥ power of man. Buůt who ſo ever lonerh 
the and ferueth the aright, is fire, chat yf 
dis life be tempted and proued, it ſtã deth in 
the eryenge: and yf be endure in pacience,be 
fhalbaue a rewarde andbe bylie crowned: 
and yf bebe incrouble, chat God(i9 doute) 
[hal dclyuer im: and yf bis lifebe in chaſtẽ 
nynge, chat he ſhall bauc leue to come vnto 
thy mercy. 

Foꝛr thou haſt no pleaſure in oure damp⸗ 
nacton: z why 7 after a ſtorme chou mateft 
¥ wether fayzeand fEill: efter wepinge and 
heuynes thou geueſt greate ioye.C by name 
D Godof Bfrael,be prayſed for euer. At the 
fame cyme were both their prayers berde int 
thefight of the magefty of che Hyeſt Gov. 
2nd Raphael che holy angel ofthe L OR- 
DEwas fent to belpe thé both, whofe pray⸗ 
ers came together before Gov. 


Tbellll. Chapter. 


pA ® whaã Tobias thought bis prayer 
to be berde , that bemight dye, be 

called vnto bim bis forme Tobias, 

zfayde vnto him: My forme, beare the wor⸗ 
‘des of my mouth,and laye thé in chine bert 

as a foundacion. Whan God taketh awaye 


Exo.20.b my ſoule, burie thou my body,z holde thy mo 
Eccli.7.¢ ther in honoure all the dayes of bir life. For 


thou oughteſt to remembre, what and how 
greate parels ſhe firffted for ¥ in bir wobe. 
2nd whé fhe alfo bath fulfilled che tyme of 
bir life,bury ber befyde me. Haue God ineby 
thought all chevayes of thy lift,zbewarre, 


he iiij. Chap. Ao. xxi. 


leſt at eny tyme thou cõſent unto fynne, and Romeb 


leſt thou let flippe che commaundemẽtes of 
the LORDEoureGov. 

Gene alimes of chy goodes and turne ne B 
uer thy face from the pooze: and ſo ſhalit co 
meto paſſe that the face of the LORDE fhal 
not be turned awaye from the. Be mercifull 
after » power. yf thou bafémoch, gene plé- 
teoufly : yf thou haſt licle, do thy diligence, 
gladlyco geue of charlie. For fo gachereſt 
thou thy felf a good rewarde inthe daye of 
necejfite. Foꝛ allmes delynereth · frd death, 
7 ſuff eth noe che joule ro come in darcknes. 
A greate cemforte is allmes before the bye 
Gov, vnto all chem chat doit, 

My ſonne, kepe che reel from all whordo 
me, and (beſyde thy wife) ſe chat no faute be 
Enowne of the. Let neuer pryde haue rule int 
thy mynde ner in thy worde, forin pryde bee 
ganne all deſtruccion. 

Who ſo euer worketh eny thinge for the, 
immediatly gene him bis hyre, and loke chat 
thy hyred ſeruaunte wagies remayne not by 
the ouer night. Lote that thou neuer do wit 
to another man, thethinge that thou wol- 
Defé nor another mã ſhulde do vnto the. Ea 
te thy bred with the bongrie and poore, and 
couer the nated with thy clothes Setthy 
bred and wyne vponche buryall of cherigh 
teous,and do not thou eate and drynke cher 
of ey thefynners. Axe ener conncellat F 
wyſe · 

Be allwaye thanb full vnto God, and be 
fete him, that he will ordre thy wayes,z thac 
what ſo euer thou deuyſeſt or taleſt in ban- 
de it maye rema yne in hün. J certifie the al- 
fo my fonne,chat (whan chon waft yet but a 
babyF delynercd cent calentes of fyluer onto 
Gabelus , at Rages « cite of the Medes, ⁊ 
bis bandmuitinge bane J byme. And ther- 
foze fete ſome meanes, how thou mayeft co- 
me by bim,z receane of bim ¥ fayde weight 
of ſyluer, and geue bim bis bandwritynge 
agayne. 

My ſonne, be not a frayedrtrueth itis,we 
lede here a poore life: but greate good ſhall 
we bane, yf we feare Sod, and departe from 
all fynne,and do well. 


The V. Chapter. 


Hen anfivered Tobias his father, z 

* fayde: father, all that thou haſt cont 
maunded me, wil 3 d0,and that dili- 
gently. But bow J ſhal requyre this money, 
Ican not tell. Necher doth he knowe me, ner 
him. What token ſhal J gene him And as 
forthe waye cbither, neuer ee ie. Chew 
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bis father anfivered him, and fayde: J bane 
bis handwritinge by me, which whan thou 
Pyeweftbim > immediatly be fall paye the. 

ut Go thy waye now,z get thefome faith- 
full man to go with ¥ for an hyre t hat thou 
mayeft receauc ¥ moncy,rwbyle J ant yet ly- 
uynge. 

Then wente Tobias ont,z vpon the fére- 
tebe founde a fayze yonge man ftondinge, 
gyrded vp, aNd as it were one ready to tate 
bis tourney. And he knew not chat it was 
an angell of Gov, but faluced bins, and ſay⸗ 
de: From whence art thou, thon good yon- 
ge — anfiwered: Of che childꝛen of ST 
racl. 

And Tobias fayde vnto him 7 knoweſt 
thou che waye,thac ledeth onto the countre 
of ¥ Whedes? He anfirered: J knowe it well, 
and all chofe ſtretes haue Tj gone oft tymes, 
andbaue lodged with cure brother Gabe⸗ 
Ins, that dwelleth in Rages a cite of ¥ NTe 
des, whidylyeth vponthe mount Egabtha 
nis. Tobias fayde vnto him: J piayetbe,ca- 
ry forme, tyll J bavecolde my father theſe 
thinges. Chen wẽte Cobias in,and tolde bis 
father all. Ae ¥ which bis father marucled, 
Z prayed, that be wolde come in vnto him. 

Now whan che angell came in, be ſalu · 
ted bim, and ſayderioye be with the for cuer- 
more And olde Tobias ſaide:what ioye can 
 baue,that [yt bere in darcknes, ⁊ fe not tbe 
light of beanen 7 The yonge man fayde vn⸗ 
to bun : Be of good cheare, God ſhal belpe 
the ſhortly. And Tobias fayde vnto bim: 
Canfé chou bzynge my ſonne to Gabelus, on 
tothe cite of Rages in Media And whan 
chou commeft agayne , J ſhal paye thetby 
hyre. And the angell fayde vnto him: J [hal 
Tedetby ſonne, and brynge bim co the agay⸗ 
ne. Then Tobias anſwered him : Tell me J 
pꝛaye the, of what boule, o2 of what trybe 
are thou? 

The angell Raphael feyde onto him:Ax · 
eſt thou after the kynred of an byzelinge , oz 
ſckeſt thou a gyde for thy fonne co go with 
him ? But that J mate the noe carefill, J 
am Azarias the ſonne of greate Hananias. 
And Tobias anſwered: Thou art come of a 
greate Eynred, but J praye ¥ be not diſplea 
fed, that J deſyred to knowe ihy kynred. The 
angeil ſayde vnto him: Thy forme fhal J le- 
de forth fafely, and brynge him whole cothe 
agayne, 


D Then anfivered Tobias, and fayde: well, 


go on youre waie,and Gov be it youre tour- 
ney,and bis angell beare you company.So 
soban they bad prepared all chinges, p they 


Fhe vi. Chap. 

wolde take with them in theiriourney, To· 
bias badbis facber z bismotber fare well, 
andchey wente on their waye both roge- 
ther. Now whan they were gone, bis mo- 


ther beganne to wepe, and fayde: The ſtaff Tobter 


of curcage baft thoutaten awaye, and fent 
bun from vs. 

Wolde God chat money had neuer bene, 
for the whic thou haſt fent him awa ye. Xf 
we bad bene content w ¢ ponerte, chis hav 
bene greate riches vnto vs, that we ſawe ow 
re fosme bere. Chen fayde Tobias vnto ber: 
wepener,cure ſonne [hall cometo vsagay- 
nefafe aud founde, Tthine eyes fall fe bint. 
Sor Icruſt that ¥ goovangell of God ſhal 
beare bint cOpany,and o2d2e well all the ihin 
gesthat he dotheſo that be ſhal come to vs 
@gayne witb oye. Ae chefe wordes bis mo- 
therlefcof frs wepynae,z belde hir tonge. 

The vl. Thapter. 
O Tobias wente on bis waye,and a a 
dogg folcwed bim,and ¥ fuſt night 
“6 they abode bythe water of Cigris. 
Then wente he ont to waſh bis fere, and be- 
bolde,tbere came forth an horrible fiſhto de- 
uoure him. Of whom Tobias was afrayed, 
and cried with a loude voyce, fayenge:LOR 
DE, becommeth vponme. And the angell 
fayde vnto bim : Take him bythe dete bla 
De, and d1arve himto the-Andhedyd fo, and 
drew bim vps the londe, andebe fill began 
ne toleape atbis fete. 

The Thyeebe angell vnto him: Tate ont B 

the bewele of this fifly, and as fo: the bert, 
the gall any th: Tencr,tepetbem bythe. Foz 
thefe thinges are neceffary and good ferme 
dicyne. Tobias dyd fo, and roſted the fifh, 
and they cofe him with them in their iour- 
ney:therefidue they falced, as moch as was 
ſufficien t fo: them till they cameto Rages. 
Then Tobias axcd the angell, and fayde on 
tobim: J praye ¥ brother Aszarias, cell me, 
wher to aretbefe thinges good of thefifh, 
that thou baft bydden meEcpey 

The angell anſwered bim andfayde: fF 
thou layeſt a pece of the bere vponthe coa- 
les, the jmote therof Ozynetbarvaye all ma- 
ner of cuell ſpretes, whether it be fromman 
or fremweman, fo that fremtbence fob ¥ 
ſame ſhal comenomore onto them. The gall 
ts good to anoynte cz to ſtrake ¥ eyes with- 
all, where as chere is eny blemiſh in them, fo 
fhalebey be whole. 

And Tobias fayde vnto him: where wilt C 


thenthat wercma yne? The angell anſre ered nuzon 


and ſaide: Here is a nye kinſman ofthine one 
Raguel by name, which hath a daughter 


FeMa a 
Plalai b 


Tobi.3.b 


Tobi.s.b 


Khe boke of Tobias. 


called Sara, T hath nether formener daugh 

ter but ber. All bis geod belo geth wntotbe, 

and thou muft mary bis daughter:and ther 
fore deſyre ber at ber father, and be fal ge- 

ue berthe co wife. hes anſwered Cobias z 

fayde: As J onderftonde, fle bath benema- 

tied vnto fenen bufbanbdes, and they allare 

Deed: and J haue herde ſaye, that che deuell 

flew them. J am afrayed cher fore, left ſoch 

thinges happen vnto me alfo:wbidh yf itca 
meto paffe( feinge J am obe onely ſonne of 
my father and my mother) 3 ſhulðde brynge 
théinchetr age w ſorow to their graves. 
D _— Then ſayde ¥ angell Raphael onto him: 
Heare me, and J rill cell the , what they be 
of whom the veuell bach power . Clamely, 
they chat receaue mariage of foch a fafbis, 
thatthey ſhut God out from thẽ and from 
their bert, and geue chem felues to t heir oxv 
ne luff, even as tt were an horſe and Moole. 
which baue no vnderftondinge : vpon [edd 
bath y deuell power. But whan thoutabeſt 
ber, and art come in to the chamber, withol · 
de thy Elf from her thre dayes, and geue thy 
diligence vnto not hinge but vnto prayer 
witb ber. 

And inche firfEnight roſt che leuer ofthe 
fifly, and the denell ſhalbe dryuẽ awa ye. The 
fecsve night ſhalt chou be receaucd in to the 
company of the holy patriarkes. The thirde 
night ſhalt thou opteyne the bleſſinge of 
God, fo that whole childꝛen ſhalbe borne of 
you. After che thirde night take the mayden 
inthe feare of God, and more foz the defyze 
of children, chen for eny flefbly tuft: that in 
the fede of Abraham chou mayeſt optayne 
thebleffinge in children. 

The Vil. Chapter. 

AcE Hen wente they into Raguel, which 
receaued them toyfully. 2nd whan 
Ge) Raguel lofedvpon Tobias, he fay- 
De vnto Anna bis wife: How lite is this you 
ge man onto my fifters fone. 2nd whan be 
bad [poten this, be faide:whence be ye good 
bret hren? They (aide: Of thetrybe of Cieph 
talt, outof the captinyte of Niniue. Then 
fayde Raguel wnto them:tnorwe yemy bro⸗ 
ther Tobias? Chey ſaide:yee we Enorwe him 
well. And whan be had ſpoken moch good 
of bim,theangell fayde vnto Raguel: To- 
bias of whom thon areff,isthis yonge mas 
father. Then Raguel bowed him ſeif dew- 
ne,and wepte, toke bim aboute thence and 
kyſſed bim,and fayde : Gods bleffynge bane 
thoumy fonne,foz thou art the ſonne of a go 
od vertuous man. And Anna hic wyfe and 

Sara his daughter wepte alſo. 


Lhe viij. Chap. Yo. xxij. 


Now wha they had talked together. Ra BH 
guel bad kyll a wether, and te mate a feaſt. 
And wha be prayed thẽ to fycrdewnetody 
ner, Cobias ſayde: J wil nether eate ner dun 
te bere this daye, ercepretheu firfé graunce 
memy peticion,z pzmyfe me to gene metby 
daughter Sara. Whan Raguel berde this, 
be was aftonnyed, for be fnew, whatbad 
bappened vnto the other ſeuen men,that we 
te un vnto ber: and be begannne to feare 
that it ſhulde chaunce vnto bim alfo in lite 
maner. 

And whyle he ſtode ſo im doute, and gaue 
the yonge manno anfivere, the angell ſa yde 
vnto bim: Feare noc to geuc him thy daugh- 
ter, foz onto this man that feareth God, be- 
lsgeth thy daughter to wife, cher fore might 
none orber baue ber. 

ThE fayde Raguel: J doute not,bur Goo C 
bath accepted my prayers andteares in bis 
ſight:and I truſt be cauſed youto come vᷣn⸗ 
tome forthe fame intent, thactbis daughter 
of myne might be maried in bit orone kyn⸗ 


red, acordinge to the lawe of Moſes. And Nuss.c 
now dowte thounot,but J wil gene ber vn⸗ Tob. c.c 


to the: Go be tote the rightbanve of bis 
daughter, and gaue her in do the right babe 
of Cebias,and ſayde: The God of Abrahã. 
the God of Iſaac and the God of Jacob be 
with you,toyne you together, and fulfill bis 
bleffyngein you. And they rote a letter and 
made a wrytinge ofthe mariage. Andebes 
made they mery,and p:ayfed God. And Ra 
guel called Anne bis wife vnto bim,and bad 
ber prepare anot her cham ber, and thither be 
brought Sara bis daughter, and fhe wep- 
te. Then fayre be vnto her: Be of good chew 
remy daughter , the LORD E of beauen ge- 
netheioye, forthe benyneffe chat chou haſt 
fuffred. 


The vil.Chapeer. 

Ow after $ they bad fupped, they A 

Qy bꝛought the yoge man in eee. toe 
NE thought Tobias vpon the wordes 

ofthe angell, and tobe out of his bagg a pe- 
ce ofthe lener of the fiſh, and layedit vpon 
the hote coales. Sothe angell Raphacl to⸗ 
ke holde ofthe denell , and ſent bim awaye, 
and bounde him m the wyldernes of the hyer 
Egipte. The ſpake Cobias vnto the virgin, 
and ſayde: Op Sara, let vs make oure pra- 
yer vnto God to daye, temorew, and ouer⸗ 
mozorw : for theſe thre nightes wil we recon, 
cyle oure felnes with God: and when the 
thirdc bely night is paſt, we fall ioyne to- 
getberin > deut ye of mariage. For we are the 
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children of holy men, and we maye not come 
togecber asthe Heithen, p knowe not God. 

‘Then ſtode they vp both together, and be 
fought God carneſtly, p he wolde pꝛeſerue 
them. And Tobias ſa yde: © LORDE Godof 
S fathers, prayfed be chou of heauẽ z earth 
ofthe fee, welles, z floudes, z of all che crea, 
tures thacbe therin. Choumaydeft Adamof 
the moulde ofthe earth, Tgaueſt bm Lua 
Foran belper. 2nd now LORDEthon knoweſt 
that it is not becauſe of voluptuouſnes, that 

take thisfifter of mynt ro wyfe, but onely 

orthelouc of childen in whom thy namebe 
blefjed foz ener. And Gare fayde:bauemer- 
cy vpon vs(® LORDE)baue mercy vpon vs, 
and lec vs both comenbole and founde tog 
© sorage. 

And aboute the cocke crowe, it happe- 
ned, that Raguel calledbis feruauntes,and 
they wẽte with bim,comate a graue. Gor be 
fayde: it is chaunced vnto bim peraducture, 
as it dyd vnto the other ſeuen nien, that wen 
tein vñto her. WFow whã they had made the 
graue, Ragucl came agayne to bis wyfe, 
and fayde vnto ber:fende one ofthymaydẽs. 
toloke yf he be deed, chat J mayebutyebins 
a fore it be light daye. 

So fhe ſent amayden to fe, which whan 
Phecame intotbechamber, fhe feunde them 
whole and founde,flepyngctogether.And fo 
Phecameagayne, Tbꝛought goodcydinges, 
Chen Ragueland Anna bis wife prayfeo ¥ 
LORDE, and fayde: piayfed bethou oLORDE 
Gord of Iſrael, Foricis not happened wnto 
vs. as wetbought. For thou: ‘od ftbealceme: 
cifuliy with vs, and put awa ye from vs the 
e nemye that perfecutcd vs, and baft fhewed 
mer cy vnto yonder two beloned. ® LOR DE, 
cauſe thẽ comagnifiethe more perfectly, and 
tooffrethe thefacrificeofeby pzayfe, and of 
their bealth:thatall peoplemayeEnowe, 7 
thon onely art Godin all the earth. 

And immediatly Ragnel commaunded 
bis feruauntes, co fyll the graue, chat they 
had made, with carth,aforcitwas light: and 
bade bis wife prepare a feaſt, zto make rea 
dyall thinges that were neceffary fozmea- 
te,to fod) as wente byy waye. He cauſed two 
Fatt kyne alfo and foure wetbers to be flay- 
ne, z meates to be prepared forall bis negh- 
bours and frendes, 

And Raguel charged Tobias, toremay- 
ne with bim two wetes.As forall the goody 
bebav, be gane Tobias ¥ one balfofit, and 
made this rwrytinge, that the balf which re 
ma yned, ſhulde fall onto Tobias after their 
death. The lx. Chapter. 


Lhe ix. Chap. 
¢ Hen Tobias called vnto him the an · A 
2 gell whom he thought to haue bene 
a@man,and ſa yde onto bim. Brother 
A⸗arias, J pzayethe herkẽ vnto my wordes: 
FJſhuĩde geue myfelfco bey feruaune, I 
[hal not deſerue y pꝛouydence. Neuertheles 
J befeterbe,chatrbou iwylt take the beaſtes 
and the ſernauntes and go unto Gabelus in 
Rages the cite of the Meedes, and delyuer 
him bis handwrytinge, and receauethe mo⸗ 
ney of him, and praye bim to come to myma 
riage. Forthou knoweſt thyſeifthat my fa- 
thereellech $ dayes: and yf Jrary onc daye 
to longe, beryl be ſoey in bismynbde. Flore 
ſeiſt thou how earneſtly Raguel hath requy 
red mefo chat J can not ſaye him na y. 

Then tobe Raphael foure of Raguels fer 
nauntes,and troo Camels, z wente onto Ra: 
gesthe cite of the Medes: and whan he bad 
founde Gabelus, be gauc him bis handwꝛy⸗ 
tynge,z receaued all $money. He tolde him 
alfoof Tobias $ fonne of Coby, bowall chi- 

s bad happened, z cauſed him to comer 

im to> mariage. iow whanbe camcinto B 
che houſe of Raguel,be foũde Tobias ſyttin 
ge at ? table: ⁊ heleapevp, z they kyſſeð one 
another, and Gabelus wepte, and prayſed 
God, andfayde: che bleffynge of the God of 
Iſtael haue thou, for thou art the forme of a 
right verteous z infiman,z ofone * feareth 
Gov,z geueth greate allmes. And bleffynge 
bane} wife,and yd elders, that yemaye fe yo 
children, and youre childers childzé, onto the 
thirdeand foureh generacis, andthat youre 
fedemaye be bleffed of * God of Iſrael whidy 
retgneth worlde without ende. And whan 
theyall bad ſayde Amen, they wentetothe 
feaſt, but with the feare of che LORDE belde 
they the feaftofcbe mariage, 

The x.Chapter. 

Ow whyle yoge Tobias maveloge A 

tariengebyreafon of mariage, bis 
€ father was fill ofcareand benynes, 
and t hought: what ſhulde bethe cauſe that 
my fonnetarieth ſolonge!? Or why fhulve be 
be kepte folonge thererperaduentureGabe 
Tus is deed, and noman wyl gene him the mo 
ney.Cbhus begane beto be very foroufull, be 
⁊ Anna his wife with him, zbegannetowe 
pe both together, becanfé their fonne was 
not come aga yne vnto them atthe daye ap- 
poynted As for bis mother, fhewepte with 
difcomfortable teares,and fayde : Woisme, 
my forme: Ob what ayled vs co fendethe a⸗ 
waye into firaungecountre, thon light of 


oure eyes,thon ſtaff ofoureage,then comfor robna 


te of oure life thou hope of omegencracions: 


Tob.7.2 
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Seinge all ¥ ehinges that we bane areone 
ly ithe, we fhulve not bane ſent the awaye 
from vs. 

Then Tobias comforted her , and fayde: 
bolvethy tonge, and be not difeemforted, on 
refonneis whole and founbe : cheman pwe 
ſent him witbail is faichfull ynough. Neuer 
cheles fhe might inno wyſe be cõforted: but 
daylie wente dut, loked aboute and wente a- 
boute allebe ſtretes, wherby ſhe thought he 

ulde come againert hat( yf it were poſſibie) 

he might ſe bint cOmynge afarre of 

But Raguel ſaide vnto bis ſonne ĩ la wer 
O tary bere, and J ſhall ſende a meſſaũger 
vntocthy facber Tobias, to tell him ? thou 
art in good health. Tobias ſa yde vnto him: 
‘Jam ſure, that my facber and my mother 
connte every daye, and that their bertes are 
fory. 

Seo whan Raguel prayed Tobias wma 
ny wordes. Zhe wolde in no wyſe heare him. 
he delyuered Sara vnto bim,z chebalf par- 
tc of all bis good :infernauntes and band- 
maydés,in ſhepe in camels,and tn Eyne and 
mod) money, and ſo fent bim awaye from 
bim with peace and toye, and ſa yde: The ho 
ly angell of theL OR DE be with you in you 
re ioutney, and brynge you forth fa fez foun- 
be, that yemaye fynde all chinges in good 
caſe with youre elders, and that myne eyes 


maye fe youre childzen,afoze J dye. 

So the elders enbraced their daughter, 
noure bir facber and mocber in lawe,to lone 
bir hußbande, to rule well bic bufiflyolve,to 
felf fautleſſe. 

The . Chapter. 

N de againe, vpon yxj. da ye they came 

3 to Charra, which lyeth in the balf 
de:Brorber Tobias, thou Enoweft hoͤw thou 
haſt left thy father : therfore yf it pleafecbe, 
wit hthy wife and ¥ catell come fofez fayz- 
ly after vs. And whan Tobias was content 
vnto bint: Cake of the call of che ffh with 
the, for it fal be neceffary. So Tobias tote 
Anna the mocber of Tobtas far daylie by 
the wayefyde vpon ¥ coppeof an bill, from 


Eyffed ber,and lee ber go ex ortinge her to bo 
Bepe bir houſe in good ordre, and co ſhew bir 
Ow as they were goinge homewar 
roa ye torwarde Nintue. And cheangell fay- 
we two wyll go before, and let the huſhoide 
that hey ſhulde go befoze, Raphael fayde 
of the gall, and they wente their waye. But 
whence fhemiahe fe farreaboute ber. 


2% And whyle fhewas waytinae there for 


bis cSmynge, ſhe leked afarre ohand anone 


Che xi. Chap. Ao. erty. 


fhe perceaued bir fonne cemminge and rar 
neandcoldcbir buß bande fayenge:bebolde, 
thy fonne commerh. And Rapbhacl ſa yde vn 
to Tobias : As ſoone as thou pace iv to 
the houſe, immediatly wor ſhipe the LORDE 
thy God, and gene thankes vnto bim: then 
goto thy father, and Eyffebim, z firatebis 
eyes ouerrbehe gall of ¥ nf, thacchou haſt 
broughe withthe. Foz be ſure, that bis eyes 
Hal ſtraight waye be opened, and thy father 
[halfe che light ofkeauen, and fhal retoyje 
acthefigbroftbe. Chensbhc dogg that bad 
bene with them in their tourney, rane before, 
and camẽe as a meffaiger, and wagged with 
bis tayle for gladneffe. 

So ¥ blynde facher arofe, and beganneto 
renne, and frombled with bisfere, and gaue a 
ſeruaunt bis bande, ranneto mere bis fonne, 
receaued bim, and kyſſed bim, beand bis wie 
fe,and begamne to wepe foz ioye. 

Low whan they had worſhipped T than 
Fed God, they faccdorne.Thenroke Tebias 
ofthe fiſhes gall ,andanoyneed bis fathers 
eyes :andcaricd half an houre, and thei be- 
ganne che blemyfh to go out of bis eyes, lite 
as it bad bene the whyte fitynne of an egg: 
which Tobias toke and dzew frem bis eyes, 
and immediatly hereccaued bis fight. 

Then they prayfed God, beand bis wrfe, 
and all they that knew bim. And Cobias fay 
de:® LORDE Godof Iſtael. J geue the pray 
feand chantes, for thou haſt chaftened me, 
andmademe whole.2ndlo, now doF femy 
fonne Tobias. After fenendayes came Gare 
bis fonnes wife alfo whole and founde wich 
all ¥ houſholde and catell,with camels and 
moch money of bis wyues,and with the mo- 
ney that be bad receaued of Gabelus : and 
he tolde bis farber and bis mother all the be 
nefites,rebich God bad done for bint, bythe 
man thatled bim. Achior alſo and Nabath 
Tobias ſiſter ſonnes came and were glad. 
zreioyfed with bim,by reaſon of allthe good 
that God bad fhewed vnto him. 

And fo Foz ſpace of fenen dayes they ma 
de mery, and were right toyfull euerichone. 


The XI.Chapter. 


Tobias called bis forme onto him 
& z ſayde: What maye we geue this bo 

ty man, that wente with the? Tobias 
anfivered bis father and ſayde: Sather, 
whatrewardve fhal we gene bimy O2 what 
thinge can deferue bis benefitesy He hath 
bene my gyde, and brought me fafe agay- 
neibe receaued the moncy from Gabelus,be 


Cc 


Dd 
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caufedmeco get my wife, he droue the euell 
ſprete from ber, be bath bene occaſis ofglad 
neffe to bir father and mother: be delynered 
me,that 3 was mot denoured of thefifh, be 
bach made the co fe che lighcof heauen, yee 
we all haue receaued greate good of bim. 
Dor fhulve we worthely dvefernerhefe thin · 
ges unto bin? But J pzaye che my father, 
that thon wilt defyie bint , yf bapplic be 
wil vourfafe, co tate with bim thebalfofall 
S that we bane brought. 
Socbe father and che fomtecalled bim,to 
Ee bint aſyde, and beganne to pzaye bim,that 
he wolde be content to take in good worth. 
thebalf parce ofall that they bad brought. 
Then fayde he fecreely vnto them: prayle > 
God of heauen, and geue thantes vnto bins 
before all men lyuynge, foz be bath fhewed 
bis mercy *vnto vs. It ts good to hyde the 
Aynges fecrete, bucco fhewandto prayfe F 
wortes of God, it is au honorable thinge. 
Prayer is good with faftinge, and co gene 
allmes is better then to hoo de vptreafires 
sf ‘golde. For allmes delyuereth from death, 
clenfech fynne,and cauſeth to fynde cucrlaf> 
tingelife, Sus they thacvofynneand vnrigh 
teoufines,are F enemies oftheir ovonejoules. 
C  Wherfore J tell youchetructh, and wyll 
Tobsa byte nothinge from you. Whan thou pray 
Deft with teares, and bur ydeſt che deed, and 
lefteft chy dyner,and hyddeſt the decdinthy 
hoͤuſẽ vponthe dayetyme, thactbeu migh⸗ 
teft burye them inthe night, J offiedthy 
prayer before the LORDE. And becauſe thou 
waft accepte and beloued of Ged, it was ne⸗ 
ceffary, that tenta cien ſhulde tryethe. And 
sow hat hthe LORD fent meto bealethe, 
and to delyuer Sara} formes wife from the 
eneli ſprete. Gor Jans ser pac a angell, 
one of the ſeuent hat ſtonde be fore Good. 
D  Whéeebcy berdsethis, chey were fore afra 
2d, and trembled, and fell doivne vpon their 
frees vnto the grounde. Then fayde the an- 
gell: peace bewith you, frare not. Where 
8 J baucbene wb you, itis the rill of God, 
geue peayfeandthantes vnto him. 

Rou thought that J dyd eate and drinke 
with you, but J vſe meate that is invifible, 
and drynke thãt can not be ſene ofmen. 

Vlow cherforcis * tyme chat J muſt tur⸗ 
ne aga yne, vnto him that ſent me: but be ye 
thankfull vnto God, andtell out all bis won 
* workes. 

nd whan be bad ſpoben theſe wordes, 
he was taten awaye out of their fight, ſo > 
they ſawe him nomore. Then fellebey dorw- 
ne flat vpon their faces bythe [pace of thre 


Somere 
dev vnto 
you. 
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The xiij. Chap. 


boures, and prayfed God: and whan they 
rofe vp, they toldẽ all bis wobderons workes. 
Then XM.Chapter. 
Hen olve Tobias openedhis month, A 
and prayfed the LOR DE and fayde: 
GreatearcchouoLORDE fozeuermo- 
te, andtby kyngdome worlde without ende: 
for chou fcourgeftand healeſt thouledeſt on peut-s£ 
t Land bryngeſt out aga yne and there is -Reg.s-b 
none 9 maye eſcape thy hande. O geuẽ than Apes 
kes vnto  LORDE yechilozen,of Bitael, and 
pꝛa yſe him in the ſight of the Deiche. For a⸗ 
monge the Heithen which knowẽ bint not 
bath be featred you,to che intẽt that ye ſhul 
De ſhew forth bismarnelons wortes: z cauſe 
them for to knowe, thacthereis none ocber 
Govallmightie buche. Hebath chaftened 
‘vs for oure myßdedes, and for bis orvne mer 
cy fate ſhal he ſaue vs. 
Conſidre then, howhe hath dealt ch you, 
pra yſe bim with feare and drede, and magni · 
ne the euerlaſtinge kynge in yé wortes. 
J wil prayſe him euen in the londe ofmy B 
captinyte, for be bach ſhewed bis maiefty on 
to a fynfull people. Curne you therfore O ye 
fynners, and do rit beeoniiee before Goo, 
and be yc ——— wyl fhe bis mercyv- 
pon you. As formez my foule,we wil reioyfe 
in God. O prayſe the L ORDE alll ye bis cho- 
fer, bolve the dayes of gladneffe, and be 
thant fill vnto bim.OYerufatem thou cite of s.para.6. 
God,theL OR DE bath pun yſhed che for che 
workes of thincowncbandes. O prayfe rhe 
LORDE in eby good thinges ,z geue thanbes 
cotheeneslaftinge Sob, thatbemayebuilte 
vphistabernacleagaynein * that he maye 
call aga yne onto the, all ſoch as bein capti- 
uyte, and chat thou mayeſt haue ioye fez e⸗ 
nermoze. With a faye light ſhalt thou fhy- 
ne,z all } endes of * wourlde fhal boncure the. 
The people ſhal come vnto the from farre, 
they ſhal binge giftes, and worſhipe $ LOR 
DEtn the, andebylonde ſhal they bane fora 
Sanctuary, for they ſhai call vpon the grea 
— —— 
Curſed ſhalthey be that deſpyſe the. Tall 
they that Blaipbemerbe fale condépned: € 
but bleffed fhal they be, buylde the vp. As 
forthe,thou fhalereioyfeiny cildzé, for they 
all ſhalbe bleſſed, and gathered together vn⸗ 
totbeLORDE. Bleſſed are they all $ lone}, 
and be glad of thy peace. Prayſe chou the 
LORDEomyfoule, forthe LORDEome God 
bath delynered bis cite Jeruſalem from cll 
bir croubies. J wil counte my fel bappic, vf 
iny ſederemayne to ſe ỹ clearnes of Icruſale. 
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The gares of Jeruſalem ſhalbe buylded 
with Sapbyzeand Smaragde, andeall the 
cSpafe of bir walles with precious ſtones. 
All bir ſtretes ſhalbe paved wi whyte Liar 
ble ftone, and in all bir ſtretes {pal Alleluya 
befange. Prayſed be ¥ LOR DE, which bach 
eraleed ber, p bis kyngdome maye be vpon 
Ber for enermoze, Amen. And ſo Tobias ma · 
de anende of bis talb ynge. 

The Xl. Chapter. 

Ac Clo afterthac Tobiss had gottẽ bis 
Si fight aga yne, he lyued tivo and rl. yea 

res,z [awe his biloers childꝛen Now 

whan be was ait hundreth andewo yeare ol 
de he dyed, z was buried honorably in LTi- 
nine. For whan be was fire and fiftie yeares 
of age, be lofé che fight of bis cyes,and whe 
bewas thie ſcore yeare olde,be gat bisfight 
agayne. Che refidue of bis lifeled hein idye, 
and increaſed well in the feare of God,z de- 
parted int peace. 

BBut in Y houre of his .eath he called vn 
to bim bis ſonne Tobias,z ſeuen youge ſprin 
galdes bis ſonnes children, and fayde onto 
chem: The deftruccion of Niniue is at han- 


Naiit.23 de, forthe worde of che LORDE cannot fay 
Soph.2.c 


Te, and oure brethren thar are ſcatred out of 
cheloade of Iſtael, fhalcome thither agay 
ne. And the whole londe of it that hach be 
ne waifé,fhalbe fylled:and the boufeof God 
that was brent init, ſhalbe buyloed againe, 
Tall ſoch as feare God ſhall returne thit herr 
the Heithen alſo ſhal forſale cheir Idols, z 
come to Jeruſalem, and dwell there,and all 
thetynges of the earth ſhalbe glad of her, 
nd worſhhipe the LORDE God of Iſrael. 
C  Anveberfozemry children heare youre fa- 
ther:Serne the LORDE in faithfulnes, ſeke 
after bis will, andvochethingerharplea- 
feeb bins. Commaunde youre chilozen Hebey 
do right, geue allmes, be myndefull of God, 
andener ko be thankfull vnto bim in erueth 
aud with all their power. Heare me therfore 
my child:é, and abyde not here: but in what 
daye fo ener yebaue buried youre mother be 
fyde me, gett you from bence. Foz IJ ſe that 
the wicFednes of it pal beynge it to defiruc 
clon andenbde, 

D = Afeery oeathofhis mother, Tobias se 
parted arvaye from Niniue, with bis wife 
and childzen, and with bis childers childzen, 
Z came agayne to bis father and morber int 
Taree, and feunde them whole and ina good 
age, andtokethe care of thé. And be clofed 
their eyes, and wes beyze vnto all Raguels 
goodes, and fare the ſifth gencracion and 
childers childꝛẽ. And whan he was xcix. year 


Che pity. Chap. Ao. xxiiij. 


re ofage, he dyed in che feare ofthe LORDE, 
and bis Eyn{folées buried bim. And all bis 
pofterite continued in a good life, and 
boly connerfacton: fo that they 
were loued ⁊ accepted both 
of * bela —— 
ofall che people 
oftdebone 
ee 


The ende ofthe bote 
of Tobias, 


She boke 
of Judich. 


Wyhat this boke conte yneth. 


Chap. 1. Of the noble cite Egbathanis. OF 
¥abudovonofor the Byuge of che Affirians, 
of bis victory and power. 

Chap. I. The vufeciable deſyre that trabado 
Donoforhadro migne: of his hoot &X tyranye. 

Chap. UL Dywerfe Fynges and prynces yelve 
them felues for feare The tyranny of Zolofee 
nes and pry de of the Fynge. 

Chap. ill. TheJewes are afrayed and carefull 
for Jerufalem andthe temple,make there lon- 
de ſtasge preparecbem felues to the battayll, 
cal ut spon Boo,anv| sElincyim the preft comfos 

— 

Chap. Vv. olofernes taFethindignacion atthe 

epitoren of Sfiacl. Beruf tbey gonbourerode 
eS . Acyioz bearer 
the trneth. —— 

Chap. Vi. Adyior for tellyngethe trueth is take. 
and delynered vᷣnto the people of the Fewess 
‘vito whom hetelleth all the matter, whidy mo 
neth thepcople tocrye vpon Go. 

Chap. Vil. Golofernes layerh fege to Bethulia. 
The children of Ffrael cryevpon God Solofer 
nes taketh the warer fromtbem, forhar they 
tuthecitebaue greatethyrft, andarevnpact- 
ent. Ofias comforreth them, and appoyntetly 
Fyne dayes tothe grace of God. 

Chap. VII. Judirh reproneth the elders that fere 
atyme to the mercy of God: fhe croateth the 
people to amt demet & to ptatce,rebeazfeth the 
bencfites of God, andrelleth thembiz denyces 

Chap. (X Judith goeth in to bir orarory ,and 
prayeth fervently onto God, for the delinerad 
ceof bir people. 

Chap. _X. Fudith decketh herſelf of the belt fase 
tS , taFerh bic maydéwith ber & goeth forty 
by night in to Zolofernes tent, 

Chap. _ Xl. Judith telleth Zolofernes the cauſd 
of bir cSinynge, wht pleafeth him well. 
Chap. XU. Zolofernes commmunderhtointrea- 
—— au geneth breliberty to gom and 
out to bir prayer,mareth @ greatefuppes, by D> 

deth bis to it, and is dronteũ. * 


1.Macaa 
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Chap · XIll. Judith ſek eth oportunite pra peth on- 
‘to God fo2 ftrégth, fmyrerh of the heaðe of drẽ 
Eengolofernes, and bayngeth tt into the cite, 
where the people reioyfeand pzayfe Goo. 

Chap. XUll.Yolofernes heade isfticrte vp vpon 
the walles the diloren of Gfzael fall vpon 
thetr enemies, whidy tafe thetr flight.2Adioz 
cometh in to the nombre of the people of God- 

Chap. Xv. FZolofernes hooft are our of heir 
wyttes efter bis death the Ffraelires folowe 
ps thé , the other cities of Ffrael helpe them, 
they wynne greatcfpoyles, X cõomẽ de Judith· 

Chap. XVI. Judith fyngech prayfe varo re LOR- 
DE. The people come together vnro Ferupale 
to geue thantes andpzayfe vnto the LOR DE 
How Zudith made hirende- 


Che firf—e Chapter. 
Rpbaracthetynge ofthe Me 
des ſubdued many people vnto 
bis dominion, z bůylded a no⸗ 
— ble ſtrõge cite, which be called 
Egbar hanis. The walles ofit 
made be of fire fEone, foure ſquared, ſeuẽtie cu 
bices byc, and thirtie cubites brode He made 
towres there vpon of an hundreth cubites 
bye. Suc vpen the foure cozers enery ſyde 
sons twentie fore brode. He made the poites 
in chebeith,hite as the towꝛes. This tynge 
truftedin bismightie hooft,z in bis glozious 
charestes, 

Soin > twolfe yeare of bis raigneit bap 
pencd, that Mabuchodonoͤſor ? kynge of che 
Aſſrlans (which raigned inthe greate cite 
Of Niniue) foughe agaynft Arphaxat, and 
ouercante bi in ¥ greate felde called Ragan, 
Lefyde Euphrates and Tigris and Jadaſon 
inthe feldeof Erioth thetinge of che lites. 

S — Then was che Eyngdonr of Rabuchodo 
noſor exalted, and bis hert was hft vp:and 
be fence onto all chem that dwelt tn Celicia, 
in Damafens,in Libanus,andvnto the Hei · 
then thar dweltin Carmel and Cedar,andto 
{och a8 dwelt in Galile inthe greatefelde of 
Eß drels, to all chem that werein Samaria, 
and beyonde the water of Jordane vnto Je· 
ruſalem and the whole loñde of Jeſſe vito 
the mountaynes of Ethiopia. Ort¢ all the 
ſe dyd Nabuchodonoſor the Eynge of * Aſſi 
rians fendemeffaungers. But theyali wb one 
eonſent wolde not agree vnto bint, and ſent 
the meſſaungers agayne empt e, and put the 
awa ye without honoure. Then Nabuchodo 
noſor the kynge tobe indignaciõ at all thoſe 
Tondes,and ſware by bis tronez by bis kyng 
dome, that he wolve beanenged ofall thefe 


conntrees. z 
be I. Chapter. 
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donoſor, vpon the xxij. Daye of F firſt 
moneth, it was deuyſed inthe courte 


The ij. Chap. 

Of Nabuchodonoſor F Eynge of the Aſſiriãs 
that be woldedefende bimfelf. So be called 
vnto him all > elders, all bis captaynes and 
men of warre, and ſhewẽd them bis fecrete 
councell, and colde them , thatbis purpofe 
was, to brynge the wholecarth onder bis do- 
mynion. Clore whan they were all content 
with chis fayenge, Mabuchodonoſor the tin 
gecalled Holofernes the chefe captayne of 
bis warres and [aide onto bim:Go thy waye 
forth agaynft all che kyngdomes of the weſt 
and ſpeciaily a ga ynſt choͤſe that bane deſpy 
ſed my commaundement. 
no realme, all ſtionge cities ſhalt chou bryn · 
Se in ſubieccion vnto me, S 

Then Holofernes cal'ed together all che 
captaynes zrulers of all che power in Aſſi⸗ 
Tig, and mufired the foudyers unto the hooſt 
(like as che Eynge commaunded bim) name. 
ly, an bundzeth and exvétye thoufande figb- 
tinge men vpon fore , and twolucthonfande 
archers vpon horſebacke. All bis ozdinaunce 
ſent be before with aninnumerable multitu⸗ 
de of camels, fo thatthe hooft was well pre⸗ 
uyded for with oren, and finall catell, and * 
without nombre. dye caufed corneto be prepa 
red ont of all Syria foz bis hooft. Moch gol 
de and fylucralfo tobe be out ofthe Eynges 
houſe · So be toke bis iourney, beandail bis 
Hooft, with charettes, horſmen, and archers: 
ofrwhomeberewerefo many, thatthey coue 
red the grounde of che lande, life the greſ⸗ 


boppers. 
ang whan be was gone paſt the boxders C 
ofthe Affirians, be came towardethe grea- 
te mountaynes of Ange, which lye vpon che 
left fyde of Celicta : and fo be wente vp into 
all cheir caftels,and wanne enery firdge bol- 
de. As for ¥ weithy cite of Melothus be bra- 
ke icdorone,z[poyled all the childrẽ of Thar 
fis and che Iſmaelites, which laye towarde 
the wyldernes and vponthe ſouth ſyde of * 
londeof Chelon. Hewente euer Euphrates 
alfo,and came in to Meſopotamia, and bra · 
Ee dorne all the bye cities that were thete, 
from the broke of Mambrꝛe t yll a man come 
to the ſeerand he toke the borders in frem Ce⸗ 
licia vnt ot he coaſtes of Japhet towarde the 
fouth. He caried awaye allthe Madianites. 
and fpoyled all their gocdes :z who fo ener 
wit hſtode him he fle them with the fwerte 
Afrer this he wente downe intothe felteof 
Damafeus in thetyme of harreft, and brent 
vpall the come and alltbe trees, and cauſed 
the vynes tobe cutt downe. Andthe feare of 
him fellvpon all them thacdsvelt in * earth 
The lil. Chapter. 
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The boke of Judith. 

O the Eynges z prynces of all cities 

tlondes ſent their Embafficours:ng 
“ey mely, they of Syria and Meſopota 
mia, Syria Sobalz Oybia z Celicia, whidy 
came to Holofetnes, z[ayde: Let thy wath 
ceaffe towarde vs: It ts better for vs to fer- 
ue the greate Eynge Nabuchodonoſor with 
oure lynes, and to befisbiecte vnto the, then 
chat we ſhulde dyeand be flayne,andrecea- 
ue greater hurte. All onre cities and poſſeſſi 
ons, all mountaynes and billes, all feldes, 
greate and ſmall cavell , ſhepe goates hor⸗ 
es,and camels, all oure goodes and bouf- 

hoides, be in thy power, vnder thy firbiecct- 
on be it alltogether. We oure ſelues alſo and 
oure children wylbe thyne orone, come vnto 
vs a peceable lorde, and vſe oure ſeruyce at 
thy pleaſure. 
DB Then came Holofernes downe from the 
mountaynes with boefemé z greate power, 
and conquered all fironge fenſed cities, and 
all chat dwelt in the londe. And ont of all ct 
ties he toke ſtronge men, z foch as were me- 
te foz ¥ warre,co belpe him There came foc 
a feare alfo vpon choſe countrees, that the in 
dwellers of all the cities,che prynces and ru 
lers Tthe people cogetber,wete forth to me- 
te him as be came, zreceaued bim honora⸗ 
bly with garlandes z torches, with vaunfes, 
tabzettes end pipes. 

Neuertheles though they dyd this, yet 
might they not ſwage bis rigorous ftomat: 
but he deſtro yed their cities, z hewed dow · 
ne their woddes. For Nabuchodonoſor the 
Eynge bad commaunded bim, that be ſhul· 
derote out all the goddes of the onde: to ¥ 
intent that be onely might be called and ta 
tent for God, of the nacions which Holofer- 
nes with bis power brought vnder bin. Go 
wente he thorow Syria Sobal, and thorow 
all Appamia, end all MTefoporamia, came 
tothe Idumeans in the love of Gabas and 
Sepcopoli,and coke ther cities,andremay- 
ned there thirtie dayes, wherin be cauſed all 
the whole multitude of bis hooſt to be ga- 
thercd together. 

The lil. Chapter. 

AW CERO Hat che hildzen of Iſrael Fowele 
in Jewry berde this, they were fore 
afrayed of bim . Chere came ſoch 

tremblinge alſd and feare vponthem,that 


% 


they ſorowed be ſhulde do vnto the cite of 


Jeruſalem andthe temple ofthe LORDE,as 
bebad done co other cities z their temples, 
So theyſent into all Samaria roũde abou 
te vnto Jericho, toke in and occupied allthe 
coppes of the mountaynes, mave faft the 


Che itij. 


townes with walles,and pzepared come for 
them agaynfé che batrayll. 

Eliachimaljo-¥ pref wzote vnto all thẽ 
thacdmwelerowarde Eßdrelon (whic lyeth 
ouer agaynft ¥ greate felde by Dotha Fm) 
zontoall chofe by whom men might baue 
Paffage vnto them, thacthey ſhulde tate in 
the wayes of che mountaynes , wberbythe 
re might be eny waye and paffage to Jeru · 
falem,z pchey ſhulde holde důigent watch. 
where eny ſtrate waye was betwwixte y mow 
ta ynes. And the children of Iſtael dyd, as 
Eliachim che preſt of the LORDEbad com 
maunded them. And alithe people,criedear 
neſtly, and bumbledthetr ſoules with faftin- 
ges and prayers, they and their wynes. The 
p̃reſtes put on hayrie clot hes, and layed the 
vyonge babes before the temple of the LOR- 
DE, and coucred theaulter of theL ORDE 
with an bayzie clorbe. And with one acoz- 
de cried they vnto the LORDE God of Fr 
ral , that their children ſhulde noe be gener 
into a pray, and their wyues intro oye, 
F cheir cities ſhulde not be layed waif, ty 
their Sanctuary [bulde not be unbalowed, 
and fo they to bea ſhame and rebuyte vnto 
the Heit hen. 

Then Eliachim the hye pꝛreſt of the .OR 
DE wente rounde aboute all Iſrael and fpa- 
Fe vnto them ſayenge: Be yefure, Athe LIOR 
DE wilbeare youre peticions, yf ye cõt ynue 
ſtedfaſt in faftinges and prayers in y flabe 
of the LORDE. Remembre Moſes che fer- 
uaunte of the LOR DE, which ouerchtew ¥ 
Amalechites (chat truſted in their might z 
porer, in their hooft,in cheir ſhildes, in their 
charettes z hozfinen)notwith weapens, but 
with boly peayers, nen fo fal all che ene- 
mies of Iſrael be, yf ye cont ynue in this woe 
e,that yebaue begonne.So vponthis exor 
tacion they contynued in prayer beforethe 
LORDE:3n fo moc) that they which offred 
brent facrifices onto the L ORDE cffred the 
offzinges onto ¥ LORDE,beynge arayed iit 
ha yrie clot hes, and bad aß ſhes vpon their 
heades. And they all befought God from 
their whole bert, ? be wolde vyſet bis peoe 
pleof Iſraei. 

The V. Chapter. 
LTD worde came to Holofernes the 
prynce of thewarres of the Affytiae, 
Pebe chidiẽ of Iſrael prepared them 
feluesto mate refiftaunce, zbow they bao 
flopped the wayes berwirte the monntay- 
nes. Chen was be erceadinge wtorh,z called 
all the pzynces of {1Toab,z the captaines of 
Ammon, z fayde vnto ehem: ——— 
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peopleis chis, § kepeth in the moũta ynes? 

@®:z what maner of cities are chey ? What 

is their power FO: what maner of hooft ha 

ue theyr Who is cheir caprayne 72nd why 

fadics-b do they deſpyſe vs (moze chen all chofetbat 

dweil inche eaſt) and come noc forth co me- 

tevs, prhey might receane vs with peace? 

Then Achiorche caprayne of all che Ans 

monites anfwered,and fayde: Syr, yf it pleas 

feche ro heave me, J wil cell checruech befo 

tethe concernynge this people that dwell 

in che mountaynes, and — ſhalno lyego 
ont of my mouth. 

This people is of che generacion of the 

Gen.ind Caldẽes, chey dwelt firfé in Meſopota mia, 

for chey wolde not folowe ¥ goddes of their 

facbers that were in the londe of che Cal- 

Dees , z ſo forfote they che cujtomes of cheir 

fore fachers which bad many goddes) and 

ivorſhipped one God, that made heauẽ and 


ludit. 1-6 


earch: which alſo commaunded them that 
they ſhulde go from thence, and drellac Ha 


Gen-41E ran. tow whan there came a derchinto ¥ 
and 46a 


whole londe,thcy wente downe co Egipte,z 
cherethey dwelt foure hundreth yeares,in ¥ 
which they mulciplied fo greatly, that their 
hoe ſt MARGE HE be nembred. And whan the 
Eynge of Egipte oppreſſed them, andfub- 
dued thẽ inbuyloinge of bis cities with ma 
Eynge of claye z brick, they cried vnto Ged 
their LORDE, which punyfhed the whole 
londe of Egipte with dynerfe plages. 
low whan che Eynge of Egipre lee the 
gocbeir waye,z the place ceaffed, z then fo 
lowed after thé, to tate thé, z co brynge che 
@gayne in co bis feruyce, whyle they were 
flyenge awaye, the God of heané opened F 
fee, fo Hebe waters ſtode faft vpon both the 
fydes as & wall,ztbefe wenre chorowrbebo 
rome of che fee dzye fhod, jn the which pla 
ce whã aninnumerable Lega of the Egip 
cians folowed vpon thein. they rere fo ouer 
whelmed with che waters, that there remay 
ned notone,to cell thẽ chat came after, how 
tt bappened. 

D  GSowhanebis people was paffedthezow 
the reed feechey came in to che wilbernes of 
the mount Synat, where never man might 
Dwell a fore,z wheretbe fenne of ma bad ne- 

Exd.cd  ycr reſted. There were ¥ bytter waters ma- 
Boe de ſwete for ché,cbarebey might drynte,z rl. 
“E%2 Searcs bad they meate from beavé. Where 

ſo ence they wente( withoutborwez arewe, 
witheur buFler or frverde)tbeir God fought 
forché,z cauſed thẽ to bane the victory. Ree 
no man was able co hurte this people,ercep 
te it were ſo, } chey Departed vnfaithfully 
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from ¥ woz[hippinge of the LORDE their 
God. But as oft as chey worſhipped eny o- 
ther beſydet heir Sod he gaue chem ouer to 
be ſpoyled, co be flayne,z to be put to con fu⸗ 
ction. Neuertheles as oft as they were ſory 
for departynge fiom che worſhipe of theit 
Gor, che fame Gov of heaven gaue them 
power z firégch co withſtõde their enemies. 

Morouer they ſſewthe Eynge of the Ca- 
nanites, Jebuſites, pherezites Ethites. Eui E 
tes ⁊ Amorites, Tall F mightie in Heſebon, Nusa 
tote their loves ⁊ cities in poffeffion:and fo olu i⸗ 
Tonge as they ſynned not in ¥ fight of their 
Gor, ic wire well withehem, forcheir God 
hateth vnrightconfieffe. Gorin tymes pafé 
whan cheywente oucof ¥ waye, whic) God 
bad geucn them, pebeyfhulde walte init, 
they weredeftroyed in dynerſe battayles of 
Many nacions, z many of then were caricd 
arwaye prefoners ince aftratige contre. But 
now lately chey baucturned thé ſelues agay 
ne vntothe LORDEtheir God, zarecome 
together agayne out of che countrees whe- 
re chey were ſcatred abrode: and chus haue 
they cSquered chefe mountaynes z dwelltbe 
vin:z as for Jerufalem rbere their Sanctua 
tyis,they haue it againe in poffeffion. 

Andt her foꝛe my lorde make diligẽt inqui g 
fiction, yf this people haue done wick edneſſe 
in che fight of their God, then let vs go vp 
agaynftchem, foz doutles their God fhal ve 
lyuer them into thy handes, z ſubdue them 
xnto ¥ power.But yf this people haue not 
Dif; pleatto their God, we fhal not be able to 
wit hſtande them, foztheir God haldefende 
thé,zo Phall we be a fhameto all + worlde. 

Liow whan Achior had fpoten out ehefe 
wordes ,alltbe prynces ue Delo rnes were 
wꝛoth, Tthought to fla ye bim,z faybe oneto 
another:what is betbis, whic datrefaic, f 
¥ dildzé of Iſrael are ableco withftsve La 
buchodonefezthe tynge z bis booft where 
as they are an vnwapened people, withoue 
ſtrẽgth ozunderftodinge of > ferres of war 
rer Chat Achiorcherfore maye Enowe, F he 
bath difceancd vs, wewil go vp in to F moi 
taynes: z whan the mightie men of thé are 
taken, be alfofhalbe ftictte with the fiverde, 
¥ all peoplemaye tnowe, that Rabuchodo 
noſor is the God of the earth, and that the⸗ 
re is none other without bim. 

Tbe Vi. Chapter. 


S O xbanchey had left of fpeatinue, A 
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Holoferncs coke foreindignacion, z 
fayde vnto Achior. For fo mech as 
thon baft prophecied vnts vs,fayengerbat 
the people of Iſtael Pyalbedefendedofebeix tudies£ 
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God, F will ſhewthe, that there is no God 
bue Nabuchodonoſor. mee whan we flaye 
them allas oneman, chou alld fale perifly 
with chem thozow the fiverde of the sae. 
ans, z all Iſtael ſhal be deftroyed wich che, 
z thé fhalechou fele, chat Nabuchodonoſor 
ts the LORDE of the wholeearch. Thẽ ſhai 
the fiverde of my Enygbebode go thozow y 
fydes, z thou ſhalt falldowne ſtickte amon- 
gecbe woundedof Iſrael, ⁊ ſhalt not come 
tocby ſelf agayne, dut be vtterly deſtroyed 
withthe. But yf thou thynkeſt thy propbe- 
cy to be true, why doſt chourben chaunge 
tby colonre 7 why are chon afrayedy Thyn- 
keſt chou that my wordes are not ablecobe 
perfourmed ? But that thou ma yeſt knowe 
chat thou ſhalt fele thefechinges with chẽ. 
bebolde, from this houre forth wyll I ſende 
the vnto yonder people, that whan the pu⸗ 
nyſhment of my fiverde( which chey bane 
worthely deferned)fallech vpon them, thou 
mayeſt be punyſhed with them. 

So Holofernes cõmaunded bis ſeruaun⸗ 

bes to tabe Achior, Tto cary bim vnto Be⸗ 
thulia, and to delyuer him in ko che handes 
of the childꝛen of Iſrael. Chen Sols fernes 
feruaiices coke bin, z wẽte chozow che play 
ne felde. Sut whan chey drew nye vnto che 
mountaynes,the flynge cafters came out a- 
ga ynſt them: Neuertheles chey gat them a- 
waye by the ſyde of che mountayne, z bout 
de Achior handz fore to a cre, z fo lefebim 
bounde with wychies,zeurnedagayne unto 
their lorde. 
Noewit hſtsdinge the children of Iſtael 
ene downe frõ Bethulia, came vntõ bint, 
lowſed him, brought bim ro Berbulia, fee 
bint it the myddeſt of che people, andared 
Dim what che matter was, chat the Aſſirias 
had left him bounde. 

Oſias the forme of Micha of the trybe of 
Symeon , z Charnum (which is alfo called 
Gortbhontel were the pzyncipall rulers acebe 
fame gyme. Now bee Achioꝛ ſtode inthe 
mydveſt of che Senatours, z before thẽ all, 
he tolde them, what anfivere he gaue Solo⸗ 
fernes, to the thinge chat be axed him and 
bow Holofernes people wolde haue ſiayne 
bins for ſo fayenge, z how Holofernes bim- 
felf was mroth,z cõmaunded bim for thefa- 
me canfé to be delyuered onto ¥ Tfraclices: 
that whan be ouercamecbechiloze of Iſtaei 
be might commaunde Achioz alfo co be put 
to death with dyuerſe coumentes, becanfe be 
fayde :ebe God of beauen is cheir defender. 

2nd whã Achior bad piaynely toide out 
all ebefe thinges, all the people fell downe 


be vij. Chap. Fo. xxvi. 
vpon theit faces, prayfinge the LORDEand 
Poured ou⸗ cheir pra yer s togecber vito the 
LORDE, with a generall complaynce 7 we- 
pynge,z ſayde: O LORDE God of heauen 
zearch,bebolde cheir pryde, z loke vpon on- 
relorlynes ,z cõſidre bow it fEandeth wich 
tby faynces,z mate it to be Enowne, § chow 
forſaleſt not thoſe which holde chem faft by 
the,z bow pebou bringeſt ché lowe, } piefis- 
ine of ché [eines x mate their boaſt int cheir 
owne ſtrength. So whan the wepinge end 
prayer of che people (which they bad made 
che whole daye longe)was ended,chey cd for 
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tev Achior.ſa yẽ gerche Gov of oure farbers, 
whofe power z firengch chou haſt pzayfen, 
fhallforemarvethe, § thon ſhait rarher fe 
thetrdeftruccion. Whan y LORDES Goo 
then ſhall geue bis fernaunces chis liberte, 
God bewich the alſo amonge vs:fo *?? yf ic 
pleaſe y, thou ri chyne mayeft dwell nf vs. 

Liow whan Ofias bad ended the coune 
cell, be coke bintinto bis boufe, and made a 
greate fupper, called allcbe elders to it, zo 
they refreffhed them felues after the faſtin⸗ 

Se. Andafterwarde was all che people cal- 
led cogecber, which made their prayers all 
the night longe inthe congregacion,and be 
ſought che God of Ffrael for helpe, 
The Vil. Chapter, 
Henere daye Holofernes commann 
* ded bis hooft, to govp agaynft Be- 

chulia. Chere were an €. z xxthou / 
ſande fightinge men on fote,z crvo zewentie 
ehoufande horſmẽ, befyde the pꝛeparynge of 
them $ were wome,z came cocbeim on eue- 
ry ſyde out of the countreesz cities whichbe 
bad cake. Wl theſe prepared chem felurcs vie 
tothe baceayll aaapnftche Iſraelites, ano 
came on by che byll ſyde, vnto che coppebat 
loketh ouer agaynft Dothaim, fromebe ple 
ce which is called Selma, vnto Chelmon F 
lyeth towarde Eßdrelon. 

Clow whan the childrẽ of Iſrael ſawe ſo 
Greateamuleiende of che Affirians,chey fell 
Downe flat vpon y grounde, ſtrowed aß hes 
vponcheirbeades,z prayed w oneacoide, > 
the God of Iſtael wolde ſhew bis mercy v- 
pon bis people. And fo they tore their wea- 
pens,z fucucciipeecbeimetoniie ing ne 
row place, z Eepte the waye daye z night. 
Sut whyle Holofernes was goinge aboure, 
be founde the water fpringe, which from the 
fouth fyde was conueyed into the cite bye 
condyte:tbis cSmaunded be to be directe a⸗ 
nother waye,zto cut their condite in finders 
Chere were welles alfo not farre fromebe 
walles , which they vſed Rarely, nove fos 
ij 
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pleafirre then foz neceffice. 

Then wence the Ammonites zthe Moe 
bires vnto Holofernes, andfayde: Che chil ⸗ 
dient Of Iſrael truſt nether in fpeare nera- 
rowe, but haue taken in, and Eepe che moun- 
taynes and hilles. Chat chou ma yeſt ouer⸗ 
comethem cherfore wit hout > firytyngeof 
eny battayll, fect mẽ to kepe the weilles, that 
they drawe no water out of chem: ſo ſhalt 
thou deſtroye thé without ſwerde, or at the 
leaſt they [hall be jd feble, that they muſt ke 
fayneto geue ouer the cite, which they thin⸗ 
ke not able to be wone, for fo moch as it lieth 
inthe moũtaynes. Theſe wordes pleaſed Ho 
Tofecnes well and all bis men of warre, and 
he ſet an hundreth men at euer y well rounde 
aboute. 

And whan this watch had endured twen 
tye Dayes, the Ciſternes and allthat bad wa 
ter, fayled chem chat dwelt in che cite of Be 
thulia,fothacin > whele citerbey bad not 
drynke ynough for one Daye, fozcbe people 
bad water geen chem daylic ina meafure. 
Then camethe men and women, yonge per- 
fonnes and child:en all vnto Ofias, and ſay ⸗ 
de all with one voyce: God be iudge beewir- 
te vs and the, for chou haſt dealt euell with 
vs:thou woldeſt not ſpeake peaceably with 
the kynge of the a ffia ns , therfore bath 
Gedfolde vs ineheirbandes,andecbercis no 
man to belpe vs, whereas we are broug ht 
Downe before cheir eyes in thirſt and greate 
deſtruccion. Ther fore gather now together 
all che people thar bein the cite, chac we 
maye all yelde oure ſelues wyllingly vito ¥ 

eople of Holofernes: foz berrer it is H we 
captyue —— LORD Exvith ow 
re lyues then to be flayne and periſhe and to 
belaughed to ſcorne z fhamed of euery man 
whan we fe oure wyues and childzen dye be 
fozcoure eyes . We cate heauen z earth this 
Dayeto recorde,andthe God ofoure fat hers 
which punyfheth vs acordinge to the vefer 
uynge of oure ſynnes) and geue you warnyn 
Se, ¥ ye gene vp the cite now in to ¥ power 
of Holofernes hooſt, that cure ende mayebe 
Phozce with che fwerdc, which els ſhal endu- 
re longe for wante of water and for thirſt. 
Whan they had ſpokẽ out theſe wordes, 
there was a greate wepynge and howlyn 
gein the whole congregacion, and that of 
kuery man, and they crycd an whole boure 
Tonge onto God with one voice,fayenge:we 
haue ſynned with onre fathers, we have do- 
neamyffe,we bane dealt wickedly · Thou F 
art gracious, baue mercy vpon vs , punyſh 
oure vnrighteouſnes with chine owne [cour 
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Se, and geue not thoſe oucr that Enowlege 
the, onto people which knoweth the not 


lefétheyfayeamonge the Heithen: where is Plalun. b 


their God? 

And whan they were ſo weery with this 
crienge and wepynge, that they helde their 
tunges, Ofias ſtode vp with watrye eyes, 


and fayde: O tate good berces wneo you ludit.v.b 


(Deare brethren) and beof goon cheare, and 
let vs wayte yer chefe fyue dayes for mercy 
of the L ORDE:peradnenture be ſhal cut a⸗ 
wa ye bis indignacion,and gene glory vnto 
bis name. Buc yf bebelpe vs noc whan ebe 
fe fyue dayes are paſt, we [hall do as yebar 


ue fayde. 
Of came to the cares of Judith a wyd⸗ 
dow, which was the daughter of We 
rarithe foune of Soor,the fonne of Joſeph. 
the ſonne of Ofias, the fonneof Ela, > fon 
neof Jammoꝛ the ſonne of Hedeon,the fom 
ne — the ſonne of WAchitob, che 
fonne of Melchia,che forme of Euam,¥ fon 
ne of Hathania, the ſonne of Salatbiel, Y 
ſonne of Symeon,the fonne of Ruben. And 
bir huß bande wes called Manaſſes, whidp 
Dyed inthe dayes of the harlye harueſt. For 
whyle be was byndinge y ſhẽeeues together 
in the felde, the heate came vpon bis beave, 
and be dyed at Bet hulia bis cite, andchere 
was be bnriey befide bis fathers. Crow was B 
judith bis vefolate wyddow thie yeares z 
ix monethes. And in the hyer partes of bir 
bonfe fre made birfelf a preny chambse, whe 
re ſhe dwelt, beynge clofed in with birmay- 
dés.Sbe ware a ſmock of bayze, and fafied 
all che dayes of birlife,ercepte the Sabba · 
thes,and ner mooncs z the folempnedayes 
thatthe people of Iſrael Eepre. She was a 
very fayze and beutyfull performe. Hy: buf 
bande alfo bat left ber greate riches, a plen 
teous houſholde, grcate vnmoueable poͤſſeſ 
fions and many cateil. This Judith was a 
woman ef a very Good reporte with euery 
one, fo: fhe feared the LOR DE greatly,and 
there was no body that ſpeabe an eueli woz 
de of ber. 
WhéE this Judit h herde, how Ofias had 


The VIL. Chapter. 
Lid it happened whan chefe wordes A 


premiſed the people, that after che fyffte Mditze 


daye he wolde geůe vp ¥ cite vnto the Afr 
rians. ſhe fent for teeters Chemed ans 
Charmin: and whan they came to ber, fhe 
fayde: what thinge is this, wherin Ofias 
bath confented, § yf Gedbelpe not within 
Hus dayes, be wil geue ouer the cite to che 
Aſſirians? What are ye,thacyerempre the 
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Che boke of Judich. 


LORDE?Tbis Senyce optayneth nomercy 
of God, but prouoketh bim vnto wrath and 
difpleafure. Wyl ye fer chemercy of ¥ LOR 
DE @ tyme, z appoynte bint a Daye after you 
re wyll? 

Neuertheles for ſo moch as the LORDE 
is pacient, let vs rather amende oure ſelues 
pouringe ont teares, and beſek ynge bim of 
grace. For Godchreatencth not as a ma,ne- 
ther wyll be be proucted vnto wrath as the 
childzen of men. And cher fore let vs bereely 
fall downe before him, and ferne him with ¢ 
mete (pzete, and with wepynge eyes faye vn 
tothe LORDE, that bedeale with vs acor⸗ 
dinge to bis orone wyll and mercy: that like 
as ourebertis now vered, z brought lowe 
thozowebe pzyde of them, it maye fo be cont 
fozted chozor bis grace:info moc) as we fo 
lowe not the fynnes of oure fathers, whidy 
forſole their God,z worſhipped other god- 
des: for the which ſynne chey perifhed with 
the fwwerde, were ſpoyled z brought to ſha⸗ 
me of allebeir enemies. As for vs we Enowe 
none otber God but onely him, foz whofe cS 
force let vs cary with mebeneſfe Se fhallre- 
quyze and make inguificion foz oure bloude, 
from the veracions of oure enemies: be [hal 
brynge downe alltbe Seither, thatryfe vp 
aga ynſt vs,and put chem co diſhonoure euẽ 
the LORDEoure God, 

Ther fore deare brethren ſein ge ye arethe 
Honorable and elders inthe people of Gov, 
vnto whom all $ people bancrefpecte,and 
xpon whomebelife of che people ſtondeth. 
lift vp their bertes with youre crozeacion, $ 
they maye call to remembzaunce, bow oure 
fathers alfo intymes paféwere tempted, § 
they might be proued, yf they woot ipped 
their Govdaright. Chey ougheto remébze, 
how oure father Abraham beinge tempted, 
and tryed thozow many tribulecions, was 
founde elouer and frendeof God.Sowas 
¶Iſaac ſo was Jacob, fo was Moſes and all 
they that pleafed God, beinge tryed thorow 
many troubles , were foũde ſtedfaſt in faith. 
Agayne, they that rece aued not cheir tenta- 
cions with che feareof God, but put thẽ fel- 
nes forth with unpaciency and murmuryr- 
ge agaynſt Gov, perifhed of the deſtroyer, 
andwere [layne of ferpentes . And therfore 
Phuldenot we vndertate to beauenged, foz 
thetbingetbatis done vnto vs: butte -on- 
fidze, thatall theſe punyfhmentes are farre 
leſſe then oure ſynnes z m yß dedes: Beleuyn⸗ 
gealfo, that this correccion commet h onto 
‘vs(es tothe feruauntes of God)foz amend- 
iment, and not for oure deſtruccion. 


Che tr. Chap. Fo. xxvij. 

Then fayde Ofias ⁊ the elders vito Fu E 
dith All chat chou ſpeakeſt is crue, andno 
mã can reproue F wordes. Praie thou fo2 vs 
now therfore onto God, foz thou arc anbo- 
ly womã and fearefE God. 2nd Judith fay- 
de vnto them: Geynge ye Enowe, thac my 
wordes are of God, chen proue my councell 
and denice, yf tbe of Gov:and be fete God, 
that be wyll brynge my councell toa good 
ende. 

Thus bane J deuyſed: Ne ſhal ſtõsde this 
night before the porte, and J wyll go forth 
with Abra my maydẽ: Praye yetherfoze vñ 
to God, chat be wyl gracionfly remẽ bre bis 
people of Iſtael within fyue daies,as ye ha 
ue ſayde. As for the thinge that J go in han 
de withall.are ye no queſtions of it,tyll J o- 
pen it vnto youmyfelf: do ye nocbinge els, 
bur praye vnto the LOR DE youre God foz 
me. Then Ofias che prynce of che people of 
Jude ſayde vnto ber:Go thy waye in peace, 
the LORDE be with the, that we maye be a- 
uenged of oure enemies, And ſothey wente 
from ber aga yne. 


Theilx. Chapter. 


Ow whF they were gone their wey, 
Ma. wente in to hir oratory, put 
‘on ant hayrie ſmock ſtrowed aßhes 
vpon bir heade, felldorne before the L OR- 
DE and cryed onto him, ſayenge: O L ORDE 
Gor of my father Symeon, which gaueſt 
him a fwerbde for a defence agaynfe theene 
mies, that vfed violenceand wilfulnes, and 
that ranyfhed $ vyzgin and put ber to dif 
bonefty. Chou chat gaueſt their wines inco 
& praye, and their daughters into captiny- 
te, andall their peaye fora fpoyle vnto thy 
fervauntes , which bare a zeie vito the, bel- 
Peme wyddow,® LOR DEmy God, befe- 
£e * . For thou haſt done all thinges front 
the begynnynge, and loke what thow haſt 
taken in bande and denyfed,it came euer to 
paffe. For allthy wayes are prepared, zeby 
indgmentes are done in thy eucrlaftinge fo- 
re Enowlege. O loke now vpon the armyes 
ofthe Affirians, teas it was thy pleafure 
ſomt yme to loke vponthe hooſt of the Egip 
ctans,rwban they beynge weapened perſecu 
tedthyſeruauntes, ẽ put their truft in cheir 
charettes, horſmen, and in the multitude of 
cheir men of warre. But thou lokedefé vpon 
their booff, caſtinge a thick darckne before 
them:andwhan they came in to thedepe, 
the waters ouerwhelmed them. 
Euẽ fOLOR DE let it go with theſe, that 
truſt in > powerand matory oftheirmen 
ij 
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Pia. 4s.b Of warre, intheir charettes, arowes z fpea- 
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res, and Enowenot, that chou onely art oure 
God, whic veftroyefE warres fromthe be- 
ynnynge, and chat thou art the ORE. O 
tft vp thine arme now lite as euer from * 
begynnynge,and incby power brynge their 
power conaught,caufe their might co fall 
in thy wrath. The y make their boaſt, Febey 
wyl vnhalowe and defyle thy Sanctuary, 
and to waiſt the tabernacle of * name, and 
to caſt downe the horne of chine aulter with 
— — to paffe(® LORDE) 
the pryde of the enemye maye be cut dow 
ne with bis omnefiverde:chat be maiebe ta 
Een withthe ſnare of bis eyes inme, and ỹ? 
thou mayeſt finyce bim with the lippes of 
my loue. O gene me a ſtedfaſt mynde chat 
J inaye deſpyſe himand bis ſtrength, and 
that J maye deftroye bim. 
This ſhal bryngẽ chy namean euerlaſtin 
geremébraunce,yf the bande of a woman 
ouerthzowe bint. Foz thy pore: (OD L OR- 


‘a DEftondech nocin * power of men,nether 


haſt chou eny pleafare in che ſtrẽ gth of boz 
fes. There was nener pzoude perfonne chat 
pleafed the, but in the pzayer of che bumble 
and mete bath by pleafire bene euermore. 
® chon God of the beauens,thou mater 
of the waters,and LO RDE of all creatures, 
beare me poore woman, callynge vpon che, 
and puttynge my truſt in thy mercy. Re- 
membzecby couenaunt O LORDE,andmy 
niffer wordes inmy mouth, z ſtabl yſh this 
Denyce in my bere, chat chy boule maye con 
t ynue ftillin bolynes , and that all the Hei · 
then maye tnowe and vnderſtõde that thor 
ee Gov, and that there is none other but 
ou. 


Thex. Chapter. 
£10 whan fhe had left of cryenge vn 
totheL OR D E,fherofe vp fromthe 
place, where fhe bad lyen flat before 
the LORDE, and called bir mayde, wente 
Downe in to bir houſe, layed F hayrie cloch 
from ber, put of the garmentes of bir wyd- 
dowhode waß ſhed bir body, anoynted bir 
felf with precious thinges of fivcte ſauou · 
te, broyded and plated bir hayre ſett an boo- 
ue vpon hir beade , and put on [och apparell 
as belongech vnto gladneſſe. flippers vpon 
bit fee, armelettes,fpanges,carynges, fyn⸗ 
Eee rynges, and deckte berfelf swith all bir 

araye. 

TheLORDE gaue her alfoa fpeciall be 
tye and fayzneffe(for all this deck inge of bir 
felf was not done foz eny voluptẽ oufneſſe 


Khe x. Chap, 


and pleafure of the flefly,but of a right dif- 
crecion and vertuc, therfore dyd the LOR- 
DEincreafe birbewtye)fo § ſhe wasercea- 
dinge amyable and welfanoured in all mens 
eyes. She gauc bir mayde alfo a borrell of 
wyne, a pot with oyle, pottage, cakes, bred Z 
chefe,and wente bir waye. 

Lior whan fhe came to the porte of the 
cite, fhe founde Ofias and the elders of the 
citewaitinge there. Which whan they fawe 
ber,they were afionnyed,z marueled great · 
ly at ber bewty, nenertheles they ared no 
queftion at ber,buc ler bez go,fayenge: The 
God of oure fathers gene $ bis grace, and 
with bis power perfourme allebe denyce of 
thy bere: chat Jeruſalem maye retoyfe ouer 
the, and that thy name maye be inthe nont 
bic of theboly zrighteons. And all they h 
were there, ſa yde one voyce:ſo be it, ſo be 
I. Judith made bir pzayer vᷣnto y LORDE,z 
wenteoutat ¥ porte, fhez bir mayde, 

And as fhe was goinge downe the moun 
tayne, it happened that aboute the fpzynge 
of che —— ſpyes of ? Aſſirians met w* 
her, and tote ber, ſayenge:whence commeſt 
chou? Oz whither goeſt thour She anfwe- 
red: J am a daughter of ¥ Hebrues, and am 
fled Fremebens, for J knowe, that they ſhal ⸗ 
be geuẽ vnto you to de ſpoyled becaufe they 
thought (cometo yelde thẽ ſelues vnto you, 
thatthey might fynde mercyin youre ſight. 
Therfore haue J deuyſed by my felf after 
this mancr: J wyll go before the prynce Ho 
lofernes, and cell him all their fecretes, and 
wyll fhew bim, how be maye come by chem, 
and wynne them, fo that not oneman of bis 
booft [hall perifh. 

And whan chefemen had herde bir wor- 
bes, zconfidered bir fayze face, they were 
aftomryed( for they wondzed at bir excellent 
bervtye)z fayde vnto her: Thou baft faued y 
lifeby fyndinge out this denyce, Ptbou wol 
deſt come dorne tog Iorde:7 bethonfire, 
that wha thou cõmeſt vnto bim, be ſhal in- 
treate the well, z thou ſhalt pleafe bim at F 
bere. So they brought her into Holofernes 

uylion, anð coldebim of ber. Clow whan 
fe came in before bins, immediatly he was 
ouercome z taten with bir bertye, Then ſai 
debis feruauntes: who wolde deſpyſe ¥ peo- 
pleof ¥ Jewes, Shane fo fayre wemẽ Shaul 
de wenot by reafon fight againft thé forthe 
fer So whã Judith fare Holofernes ſyttin⸗ 
ge in a canapye, Pras wrought of purple, 
fylte,golde, Smaragdeand pzecions ftones, 
fc loked faſt vps bim ,z felldovnevpstbe 
earth. And Holofernes ſeruaũtes tote hir vp 
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Che boke of Judich. 
agayne, at ebeir lordes commmanndement. 
Che XL. Chaprer. 

GB Hen fayde Holofernes vnto her: Be 
of gooð chere, and feare not in chine 
bere, for J neuer burte man,chat wel 

de ferue Nabuchodonoſor the kynge As for 

thy people,yf they bad noc defpyfed me, F 

[hulve not bauelife vp a ſpeare agaynſt thẽ. 

Dut tell menor, what is the caufe F chow 

are Departed from chem, and wherfoze art 

thou come vnto vs? 

And Judith ſayde vnto bim: Syr, vnder 
ſtonde the wordes of thy handma yden: foz 
yf thou wilt do after ¥ wo2ves of chy bad- 
mayden, the LOR DE fall bzynge chymat- 
ter to a profperous effecte. As eruly as Na 
buchodonofoz a lozde of the lonbdelyuerh, z 
as truly as bis power lyucth, which isin the 
tothe punyſhment of all men thac go w:0n 

e, all men ſhall not onely be fubdued onto 

Bins thorow che, but all the beeftes alfo of ¥ 

felde. For all people fpeate of thy prudẽt ac 

tinyte, and it hath ever bene reported,bow 
thow onely art good and mightic in all bis 

Eyngdome, and thy diferecion is commeded 

in all londes. 

The thinge is manifeſt alfo,ebat Achior 
ſpake and it ts wel bnowne what thou com- 
maũdedſt to do vnto bins. For this is plaine 
and of a ſuret ye that oure God is fo wroth 
with vs ( by the reafon of oure fj ynnes )that 
be bath ſhewed by bis prophetẽs vnto che 

eople, bow that for their ——— be wyl de- 

— —— ouer vnto the enemie. And for ſo 

moch as the childzen of Iſrael knowe that 

they haue fo diſpleaſed their God, they are 
fore a frayed of the. Chey ſuffte greate hon- 
ger alſo, for wante of water,they are deed 

now ing maner. Morouer they are appoyn · 

tedtoflaye all cheir catell, that they maye 

deynkethẽ bloude of chem:and are purpoſed 
to fpende all the holy ornamentes of their 

God (which be bath forbydvé che ro couch) 

for come, wyne and oyle. Geinge now thac 

they do theferbinges, itis a playne cafe, $ 
they muft nedes be deftroyed. Which whan 

Ithy bandmayven perceaned, J fled from 

ehem,and the LORDEbatbfene me vnto F. 

to flew the thefecbinges . For Ithy hand- 

mayden worſhipe God even here now befy- 
de the and thy bondemayden [hal go foztb, 
and‘ wil matemy pzaier unto God, and be 
fhaltellme, whan be wyl rewarbde thecheir 
fymesthen foal J come and fhew the,zbryn 
ge the thorow the myddeft of Jeruſalem, ſo 
thatcbeufbale baueall $ people of Iſtaei. 
asthe fhepe without a ſhepherdet here ſhai 


Che pj. Chap. Ao, xxviij. 
not fomech as one dogg barck agaynſt th 
for theſe thinges are ewed me bythe * 
undence of God: and ſor ſo moch as Govdis 
diſpleaſed with chem, be bath ſent me co tell 
the the ſame. 
Theſe wordes pleaſed Holofernes and all 
bis feruauntes, which marucled atthe wyſ 
dome of her,and ſa yde one to another: there 
Is not ſoch a woman vpon earch, in bewtye 
and diſcrecion of wordes. And Holofernes 
ſayde vnto ber: God bach done well, chat 
be bach fent che bither befoze thy people, 
thar chou mayefé gene thent inco oure ban 
des. And for fo moch as + promyfe is good, 
yf cby God perfourmeic vneo me, be fall 
bemy God alfo, and thou fhale be excellent 
and greate in the courte of Nabuch odono⸗ 
foz,ane thy name ſhalbe (poten ofin all che 
londe. 


D 


ThexI.Chaprer. 


—58 en commaunded be ber to go in, 
—* robere bis treaſure la ye and — 
ay that ſhe ſhulde bane by: dwellynge 
there, and appoynted, what ſhulde be ge- 
uen ber frõ bis cable. Juvich anſwered bim, 
and fayde: As for the meate tbat thoubaft 
commaunded to geucme, J maye nor cate 
Of it as now (left J difpleafe my God )buc 
wyl eate of fed) a8 J bane brought with 
me.Chenfayde Holoſernes vnto her:f the 
fecbinges thatchou Daft brought with the 
fayle, what hal we do nto ther And Fue 
dich ſs yde: As truly asthon [ yuefE my Tor⸗ 
de, thy bande mayden fall not fj pende all 
this, tyll Sod haue brougbeto paſſe in my 
hande the thinges that J baue deuyſed. 

So his ſeruauntes brought her in to the 
tent where as be bad appointed. And as 
Was goinge in, ſhe defyzed that ſiye might 
bane Teueto go forth by night z before da⸗ 
ye to bir peayer and tomate interceffion vn⸗ 
totbeLORDE. Then commaunded Holo- 
fernes bis hamberlaynes, that ſhe ſhulde 
$0 xRtand nat bir pleafure, to praye vnto 
bir God thoſe thre Dayes. 
¶ And ſo ĩnt he night ſraſon ſhe wẽte forth 
into the valley of Betbulia, and wa Bbed 
hir ſelf in the wellwacer.Chen wente fhevp, 
and befoughe the LO RD E God of Steel 
that be wolde profpere bir waye, for the de> 
Iyneraunce of bis people. And ſo ſhe wente 
tn,andremayned cleanein bir tent, till fheto 
ke bir meate inthe euenynge. 

Vpon⸗ fourth daye it happened, $ Holo 
fernes made a cofily fupper vnto his ſeruaũ· 
tes, and fayde unto Vagao bis — 

ag 
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Lhe bofe of Judich. 


ne:Goy waye, and councell this Hebrueſſe, 
that fhe maye be wyllyngeto conſent to ke · 

company with me. For it were a fame 
wneo all che Aſſirians, chara roman ſhulde 
fo laugh a manctofcozne,that ſhe were come 
from bim vnmedled withall. 

Then wente Vagao vnto Judith and fay 
de: Let not the good daughter be afrayed, 
to comeintomylozde, that fle maye be bo- 
nonred before bins, that ſhe mayceatcand 
drynke wyne,and be mery with bim. Vnto 
whom Judith anfiwered: Who am, thatZ 
foulve faye my lorde na ye? what fo euer is 
ood before bis eyes, F ſhal doit: and loke 
what is bis pleafure,ehar [pal J chinte well 
done, aslonge as J lyue. 

D So fhe ſtode vp, and deckte hirfelf with 
bir apparell, and wente in, and ſtode before 
Him. And Holofernes here was wholemo- 
ned, ſo that be brent it deſyre towarde ber. 
And Holofernes ſayde vnto her:drynke now 
and ſytt downe, and be mery, for chou haſt 
founde fauoure before me. Then faydeFu- 
dith: Syr, J wil orynte, for my mynde is me 
ryer to daye, then ever tt was in all mylife. 
ind ſhe tole and ate and danke before hin, 
the thinges that birmayden bad prepared 
forber. And Holoferies was mery wb ber, 
and danke mozowyne,then ener he dyd a for 
vein bis life. 


The XL Chapter. 
M Ow whan it was late it the might, 
o 


bis ſeruauntes made baiff, cuery me 
tobis lodginge. 2nd Vagao ſhutt 
the chamber dozes, and wente bis we ye, foz 
they wereall ouerladen with wyne.So was 

Judith aloneinehe chamber. As for Holofer 

ines, belayevponthebed alldroncken, and of 

verydzontennes fella flepe. 

Then commaunded Judith hir mayder, 
to ftSdewithout beforeche dore, andto way 
te. And Judith fEove before the bed, mak yn- 

Ge birpiayer with reares,and moued bir lip 

pes fecretly,andfayde.Strengeh me G LOR- 

DE God of Iſtael, and baue refpecte onto 

the workes of my handes inthis boure, that 

thou mayeft ec vp thy cite of Jerufalemhte 
as thou haſt promyfed: O graunte chat by 

the J maye perfourme thetbinge, whic) J 

— — pesenrae beleuechat I baue 

inthe. 

BAnd whan ſhe had ſpoken this fyewen- 
te to ne baie 5 nb lowed the ſwerde 
that banged vpon it,and drewit out. Then 
tobe fhe holde of che hairie lockes of bis bes 


Fhe xiij. Chap. 
de,andfayde: Strength me o LORDE God 
in this boure ,andwith chat, fhe gaue him 
two fitokes vponthenec®, and finote of bis 
heade. Then toke [ye the canapy awa ye and 
rolled the deed body aſyde. Immediatl — 
gat ber forth, and delynereð the bead of 
lofernes vnto bir mayden,and bab bir put it 
in bir walett. 

And fo thefe two wente forth together 
after their cuftome, as though they wolve 
prꝛaye, and ſo paffcd bythe hooſt, and came 
thozor the valley onto the poste oftheci- 
te.And Judith cricdafarre of vnto } watch 
men vpon the walles: Open the gates ( fay- 
ve fhe for Godis with vs, which hath fie 
wed bis powerin Iſrael. And whan they 
berdebir voyce,they calledebeelvers ofthe 
citetogether.Andthey cameall comete ber, 
liclez greate,yongez olde, for they thought 
not that [he ſhulde haue come fo foone. So 
they lighted candels, and gathered aboute 
bir eneridyone:but ſhe wente vp into an hye 
place,and caufed fylenceto be proclamed. 

Oban everyman now belde bis tonge, 
Judith fayde:® prayſe the LORDE oure 
God, for be hath not deſpyſed, ner forfaten 
then, that put heir in him:and in me 
bis honde mayden be bath per fourmed bis 
mercy, which be promyſed wntotheboufeof 
Iſtael: yeein my hãde this famenight bath 
be flaynetheenemy of bis people. 

And withebat fhe cote forth the heave 
of Holofernes out of the walett, and ſhewed 
itthem,fayenge: Beholde the heade of Holo 
fernes the caprayne ofthe Aſſtriãs, and this 
ts the canapy,wherin belayein bis dꝛonken 
nes: wherethe L ORDE oure God hath flay- 
nebimby the hanveof a woman. 

Bucastrulyasche LORDElyneth, bis an 
gell bath kepte me, goingetbither,remaynin 
getbere,and commynge bither agayne from 
thence.2Andthe LORDE bath not firffred me 
bis handma yden to be dvefyled, but without 
eny fylt hynes of ſynne bath be brought me 
agayne vnto you:z p with greate victory,fo 
that J am efcaped,and ye del yuered. G geue 
thantes vnto him euer ychonẽ, for he is gra- 
cious, and bis mercyendureth foͤr euer. 

So they prayſed the LORDE allrogether, 

and gaue thãkes vnto him. Andto herthey 
ſayde: The LORDE bath bleſſed the in bis 
power, for thorow the he hath bought oure 
enemies tonaught. 
And Osias ¥ chefe ruler ofthe people of Fe 
racl, ſayde vito ber: Bleſſed art thou ofthe 
— the hye Gov, aboue all wemen vpon 
earth. 
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Fhe boke of Judich. 

DBleffed bethe LOR DE the mater of hee 
uen and earth, which bath gyded F arighe 
£9 wounde and to finyteof che beade of the 
captayne of cure enemies. For this daye be 
bath made thy name ſo honorable, that thy 
prayſe ſhall neuer come out of the mouth of 
mé, which ſhal allwayeremembze ? porver 
of the L ORDE: feingethou haſt not fparcd 
chine owne ſelf. but put the in ie operdy confi 
deringe the anguyſh and trouble of thy peo 
ple, and ſo haſt belpedebetr fall before God 
& LORDE, Andallebe people fayde: Amẽ, 
Amen. 

Achioꝛ alſo was called,z be came. Then 
fayde Judith onco hint: The God of Iſtael 
vnto whs chou gaueſt wytnes,that be wol- 
debe auenged of bis enemies, even bebath 
this nighe thozow my bande ſmyttẽ of the 
bead of all che wn faichfull. Andehac chou 
ma yeſt ſe that it ſo is, beholde this is * bee 
de of Holofernes, which in his —— 
ous pryde deſpyſed che God of che people of 
a andebreatened $ with — 
[eyenge: whan che people of Iſrael is caké, 
Ffhall canfe che alfo co be fircFte with the 
Pverde. Whan Achior fare Holofernes hee 
de he fell dewne vpon bis faceto the groun- 
De for very anguifiyz feavess Fbefivorwned 
withall. But after chat be was come agay- 
netobimfelf, be fell downe before berz pray 
[ed ber, faye ge: Bleſſed are chou of chy God 
tn all che cabernacles of Jacob: for all the 
peoplethat beare of thy name, [hall prayfe 
the God of Iſtael becauſe of the. 


The XI. Chapter. 

Vdith faide onto all che people: Bre 

( thren beareme, ScycF vp this bea- 

AN, De vpon onre walles , and whan the 
Sonnearylfeth, take eueryman bis weapen. 
and fall our violently:not as though ye wol 
de go befyoechent, buttorenne vpon them 
with violence. Whan the fpyes in the tẽtes 
ſe this, they ſhall of neceffite be cSpelledto 
fle bacwarde, and to rayfe vp their captay- 
ne to the battayll. So whã their captaynes 


Che xiiij. Chap. Bo. xxix. 


come into Holofernes panylion, and fynde 
the decd body wrapped in the blouve, fear- 
fulnes ſhall fall ypon them: and whan ye 
perceaue that they fle, folowe chem with- 
gut all care, foz God ſhal delyuer chem vnto 
you,to be defiroyed. 

Then Achioz feynge the power of Ged 
which be bad ſhewed wntotbe people of He 
rael. fell of from bis Heithemſhh belenc, and 
pucbistruffin God, and let bim felf be cir⸗ 
cumended ; and fo was be nombicd amen ge 
the people of Iſtael, be and ail bis pofterice 
wnto this daye. 

Now as /ooneas it was daye,they ſtick⸗ 
tevp Holofernes heade vpon che walles, 
and eucrymantote bis weapen, andfotbey 
wente out with an bozuble crye, Whan the 
fpyes fare thar, they ranne vnto dolofer- 
nes tent. And they that were within the tẽt, 
came before bis chamber, and made a greate 
ruſßhinge to wake bim vp , becanfe they 
thought with the noyfe to haue raiſe d bum. 
§o2 chere durfé noc one of the Aſſirians Enos 
Fe, go in, ner co open. 

Dut whan the captaynes and prynces 
and all che chefe inthe kynge of che 2 ffiri- 
ans hooftcamecogetber,they fade vnto the 
chamberlaynes : Go youre wa ye in,and wa⸗ 
Eebim vp, for che myfe are crepte out oftheir 
Holes , and darre prouoke vs vnto battayll. 

Then wente Vagao in to his chamber, 
ſtode before the bed, and clapped with bis 
bandes, forbetboughe be bad bene flepyn- 
ge with Judith. 

Dut cchã he had herbened perfectly with 
bis cares, and conde perceaue no fierynge, 
he wente nyer to the bed, and lift itvp, and 
then ſawe bethe deed body of Holofernesly 
enge there without abeade, weltredin bis 
bloudevponthecarth. Chen cried he with 
loude voyce, and with wepynge rent bis clo 
thes, and wentein to Judiths tent,and foun 
de ber not: And fo heleapte out vnto the peo 
ple, and faydezone woma of * Jewes hath 
brought ali Nabuchodonoſors peopleto ſha 
me. Forlo, Holofernes lyeth vps the groun · 
dc, andbathno heade. 

Whan the chefe of che affirians hoofther 
de that,they rentetheir clothes, and there 
fell anincollerable feare and tremblinge vps 
them, fo p they: myndes were fore afrayed. 
ind there was an exceadynge greate crys 
inthe whole hooſt. 


M Thexv.Chapter. 
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The boke of Judich 


Holo fernes was headed, their mynde and co 
anceil fel from them: and ſoch a feare came 
vpon them, that chey vndertoke to defende 
them ſelues by flyenge awaye: one ſpake nor 
to another, but bangsd do wne their heades, 
left all beh ynde chem,and made haiſt to eſca 
pe from the Hebrues: for they herde, that 
they were haiſt nge co come a fter with their 
weapens and ſothey fled by che wayes of 
the feldes, and thorow all che fore pathes of 
tbe dales. 

And whan F dyilozen of Iſtael fare chat 
they fled,chey folorwed vponchem,and wen- 
tedormne with crdpectes, blowinge and ma⸗ 
kynge a greate crieafcer tht. As for the Af- 
ſirians, they bad no ordre. and kepte not thé 
felucs togecber, bur fledt heir waye. Neuer⸗ 
theleffe che childꝛen of Iſrael fell vpontbem 
with one company and ordre and difccmfi- 
tedasmany as chey might gett. 2nd Ofias 
fentmeffaungers onto all che cities and coũ 
trees of Iſrael. 

B  Soall cheregions andenery cite ſent out 
their beſt men after chem in barneffe, zfine- 
tetbem with the fiverde, tyil chey cameto > 
vttemoſt parte of cbeir Loaders. And theẽ ⸗ 
ther chat werein Setbul.a came into the tẽ 
tes ofthe Affirians , andcoFeall that they 
which were fled, badlefe bebyndecbem,and 
fotbcy founde greate good. And they that 
came agayne to Bethulia fem the batta yll 
tote wich them ſoch thinges as bad bene 
theirs :tbere was no ndbze of the catell, and 
ofall coftly Jewels, forbat fromebe loweſt 
vnto the byefé, chey were all made riche of 
thefpoyles oftheim. And Jeachim che Hye 
preftac Jeruſaiẽ, came to Set hulia withall 
the elders, that they might fe Zudith. 

€ "Clow whan Phe came out vnto chem,they 
beganne all to prayſe ber with one voyce, 
ſayenge: thou worbipe ofthe cite of Jeru 
falem,thou ioye of Iſtael, thoͤu bond of cure 
people, chou haſt done manly, and thy bere 
is comforted, bᷣe cauſe thou haſt loued clenly- 
nes and chaſt yte, z haſt knowne no man but 
thine owne bufibande:cherfeze bath che ha- 
De ofthe LORDE comforted the, and bleſſed 
Phale chou be forencr. And all people fayde: 
jo be it, ſo be it. 

In chirtie dayes coude the people of Gi 
rael ſcarſe gather vp the ſpoyles of the Aſſi · 
rians. But all that beionged vnto Holofer⸗ 
nes, and had bene bis ſpectally, (wberberit 
sere of golde,of ſyluer precious ſtones cle- 
thinge and allomamentes)ebey gaue it vnto 
Judith. And all the people reioyfev, botb we 
then, ma ydens, and yonge people, with pipes 


Khe xvi. Chap. 
andbarpes. 
The Xvi. Chapter. 

Ew Hen [ange Fudith cbis fonge vnto 95 

the LOR DE: Begynne onto the LOR- 
DE vpon che tabrettes, ſinge vntothe 
LOKDEvpon thecymbals. O fynge vnto 
bim 4 new fonge of chankefgeuynge, beioy- 


fill and call vpen bis name. It is the LOR- Plal-gs.b 


DEchacdefiroyerh warres,ecnentheLORDE 
is bis mame. Which bath pitched bis tentes 
Inche myddeſt of bis people, that he might 
Delyuer vs from the hande ofall onre enentt- 
es. A ffir came out of the mounta ynes m the 
multitude of bis firength. dis people ftop- 


ped the warer bzofes,and their horſes coue- tudit.r.c 


reo the valleys. ssc purpofed to haue brẽt vſ 
my londe, and co flayemy yonge men wit 
the fiverde. 

He wolde hauccaryedawayemydhiloren B 
and virgins in to captiuyte, but the allmigh 
tie LOR DEburce bin, and delyuered him in 
tothe handes ofa weman, whidy bronghe 
bimco confiscton. Fortheir mightic was not 
Deféroyed of che yonge men. It was not the 
ſonnes of Cican that flew bim, nether baue 
the greace giauntes ferethem felues agaynft 
bum: but Judith che daughter of Werarivd 
bir fayze bererye bath difcomfited him, and 


breunbe bim conaugbe. For ſhe layed awaie lodit. io 


bir widdowes garment,and puton the appa 
redof gladneſſe in the reioyfinge of the dyil- 
dren of Iſraci. Sheanoyneed bir face, and 
bounde vp birbayze in an hooůe, to begyle 
b:m.Hir flippers rauyſhed bis eyes, bir bew 


tyecaptynared bis mynde,with the ſwerde tudicso.d 


fimoce ſhe of bis nec. The perfians were af 
—— at hir ——— and the ties 
at bir boloncs . Then howledthe armyes of 
¥ Affirians,rxehan my ſym ple appeared,orye 
ofebyzfé. The formes of the daughters bane Cc 
pearſed thein thozew,and flayne them as fur 
Gityue childrẽ: they peryſhed in the bactayll, 
fez the very feare of the LORDEmy God. Let 
vs fynge a fonge oftbatefgeuynge vntothe 
LORDE, 4 new fonge of pzayfe wyl we fynge 
wnto oure Ged.L OR DE,LORDE, thou art 
a greare God, mightie in power, whom no 
man maye ouerceme. Alleby creatures ſhui 


de ſerue the, for thou ſpakeſt butthe worde,z Gena 


they were made:thoufente thy fpzete, ztbey PS! 
were creatcd , andno manmaye withſtonde 
thy voyce. Themountaynes hal moue frem 
the founda cions with the waters , the ſtony 
rocFes [hal melt befoze theliteware. But 
they chat feare the, fhal be greate with > in 
all chinges. Wo vnto the people that ryſe 
vpagainftmy generacion, for the allmightie 
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LORDE wyll anenge bim felf of chent, z in 
the daye of iudgmẽt wyl be vyfer chem. Foz 
be ſhail genc fyre wozmes in to their flefh, 
that they maye burne and fele ic fo: ener- 
moze. 

Afeer chis ic happened, that afterthe vic 
tozy all the people cameco Jernfalem, to ge 
we pray[e and chantes onto the LORDE.2nd 
rhã they were purified, they offred all their 
brent facrifices and their pzomyfed offeryn- 
Jes. And Judith offred all. Holofernes wea- 
pens,andallthe Ferels, char ¥ people bad 
geuẽ her, andthecanapy chat ſhe tole from 
bis bed, and banged them vp vnto the LOR 
DE, The people was ioyfull, asthe vfeis:z 
this ioye byreafonof the victory, with Ju · 
Ddith,endured thre monethes. 

So after theſe dayes euery man wente ho 
me agayne,and Zudith was in greate repu · 
tacionat Bethuũa, and right honorably ca 
ken in all the londe of Iſtaei. Vnto bir ver- 
tue alſo was chaſtite toyned. fo Ê after bir 
huß bonde Manaſſes dyed, ſhe neucr knew 
man all chedayes of bir life. Opon the bye 
folempne dayes ſhe wente out with create 
worbipe. She dwelt in bir hußbandes bow 
fe an bundzech and fyne yeare,z left bir bon- 
de mayden fre,and dyed, and was buried be- 
fede bir huß bande in Bethulia. Andallebe 
peoplemonrned for ber ſeuen dayes.So lon- 
geas ſhe lyued, there wasnone that trou- 
ele, and many yeares alfo after bir 
death. 

Thedaye wherin this victory was got- 
ten , was folemply bolder, and rekened of 
the Jewes in che nombze of the holy dayes, 
and is yet greatly holven of the Jerves euer 
ſence, onto this daye. 


The ende of the boke of Judith. 


Khe chapters in 


che bofe of Geſcer, which are 
not forntein thetert of the Hebrue, but in 
the Gree and Latyn. 
The. Cha; 
ee the Raven — 
a 

Ardochens the forme of Fair, 
ehefoune of Semei, F forme of 
Cifet of ¥ erybeofBen Jamin 
a Zew: which bad bis dwell 


Che rj. Chap. Go. xxx. 


Tynge in Suſis, a man of greate repuraci,z 
excellent amonge all chem that rere inthe 
Eynges cource(Cteuercheleffe be was one of 


the prefoners , whem LTabuchovonofe: the +R: 
Eynge of Babils had cariedawaye from Je ic. 4a 


rufelem onto Babilon w Jechonias the kyn · 
ge of Juda. Inche ſeconde yeare ofthe raig 
ne of greate Artarerſes in the firſt daye of F 
moneth Niſan had this Mardocheus ſoch a 
dreame: He thought be herde a greate tẽpeſt, 
bozublecbonderclappes, ert hquabes, grea- 
te vproͤ in * londer he fawerwo greate dra 
gos. ready to fight one agaĩſt anorher. Theit 
crye was greate. Bt the whid) roaringe and 
crye all Heithen were vᷣp to fight aga ynſt > 
righteous people. And ? ſame daye was full B 
of darcknes z very oncleare, full of crouble z 
anguyſh, yee a greate fearfistnes was there 
inallebelonde. Cherightcous wereamafer, 
for they feared $ plage z euell $ was deuyfer 
ouer ché,z were ata poynte wb them flues to 
dye· So they cried vnto Gov.and while they 
were cr yengẽ, the litle well grewintoa grea⸗ 
teryucrZintomany waters. And with Fie 
was dayeztbefonne rofe vp aga yne. And > 
lowly wereeralted, and devoured the glozi- 
ous and proude. 

Clow whan Mardocheus bad ſene chis 
dreame, he awoke, and mufed ficdfafilyin bis 
bere, what God wolde dorand fo he deſyred 
coEnoweallehe matter, and bis mynde was 
there vponvuncyll che night. 

The Xi. Chapter. 
In this chapter is declared,how Mardo 
‘Geus vetererh rbetreafon of therwofer- 


uauntes agaynft rhe Eyngeand therfore 
Doth the Eynge rewardehim. 


Tehe ſame tyme dweit Mardocheus 
with Bagatha and Thares che ty 
geschamberlaynes and porters oftbe 
lace. But whan be herde their denyce,and 
Bao diligently confidered their ymaginaci · 
ons, be perceaned thatthey wente abonte,to 
Tayetbewr cruell handes vpon che kynge Ar⸗ 
tarerfes:and ſo be certifled che tinge therof. 
Then caufedche Eynge to examen F two gel 
ded with tormentes. And whan they bad 
graunted it, they were put to death. 

This the kynge cauſed to be — F Cro 
nicles fo: an enerlaftingeremembzaiice, and 
Mardocheus wrote vp the famematrer, SO 
the kynge commaunded, that Mardocheus 
Hhulde do fernyce in the courte and for 
this fait hfulneſſe of his be gaue bim a re- 
warde. BurAmancthe ſonnẽ of Amadathu 
the Agagite, which was holden in greate ho 
noure and reputacion inthe kynges courte, 
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The boke of Heſter 
vndertoke to hurte Mardocheus ⁊ bis peo⸗ 
ple, becauſe ofthe two chamberla ynes that 
ivere put to death. 

The xil. Chapter. 
The copie of the commaundement which 
Figetrrarerfes(by the enuifinge of Ama) 
Rent onrin toall countres,foz rhe Defirwc 
—— SJewes. The prayer of rar⸗ 

é te greate Eynge Artarerfes which 
raigneth from India vnto Ethiopia 
ouer an hundreth and ſeuen and twẽ 

tye londes,fendeth bis frendly ſalutacion vn 

to all the pzynces and debytes of the coun- 
trees, which be firbiccte vnto bis dominion. 

Whan J was mare lorde cucr many people, 

ed bad ſubdued the whole carth vᷣnto my 

Dominion, my mynde was not with crueleye 

and wronge co exalte myſelf by the reafonof 

my power: but purpoſed x equyte aliwa ye 
and gencylncs , to gouernetbofe chat be vn 
der my inripdiccion, and nbely co ſet them 
ina peaceable life, and therbyto bzynge my 

Eingdome vnto cranquylite,thacmen might 

Fafely go thorow on every ſyde, and to renue 

peace agayne, which all men deſyre. Mow 

shan Jarxed my councelers, bow theſe thir 
esmight be broughe to a good ende, there 
was cneby vs, excellẽt in wyfdeme , whole 
good wyll,tinechz faithfulnes bach oft be- 
tie ſhewed zpzoued(webich was alfo $ prynct 
pall ⁊ next vnto > kige Amã by name, whidy 
certifiedvs, bor pin all odes there was crep 
te in a rebellions folte, $ made ſtatutes ⁊ la 
wes agaynſt all other peeple,z haue allwa ye 
deſpyſcd the proclamed cemmaundementes 
of kyngesrand bow that for this cauſe it we- 
renortobefiffred,thar ſoch rule ſiyn de con- 

t ynue by you zrocts be put dorvne. Seinge 

now we perceanc the fente, chat this people 

alone are contrary vnte curry man, vfynge 
firaunge and othe: maner oflawes,z with- 

ſtonde oure ſtatůtes anddoinges, and go a⸗ 

boute to ſtabliſh ſhrered matters, that eure 

kyngdome fhulve neuer come to goed eſtate 

Gnd fied faſtnes: Ther fore haue we commaũ ⸗ 

ded. chat all they that are appyynted inwey 

tinge anid ſhe wed vnto you by Aman(wbhidy 
is oxdencd and fet oncrall oure buſynes, and 
the moft pzyncipall nere vnto the Eynge,and 

in maner as a father hal with their wines z 

childzen bedeftroyed androtcd out with the 

ſwerde ofcheir enemies and aduerfaries:z 
there fhalbe no mercy flyered,z no man ſpa 
red. And this ſhalbe done F riitj.daye ofthe 
moneth called Adar)of thĩs yeare that they 
which of olde (and now alfo) haue ener bene 
rebellious, maye in one Daye with violence be 


Che xiij. Chap. 
thruſt downe into thebell, to the intẽt that 
after chis maner,oureempyze maye bane per 
ce and tranquylite. 

But Nardocheus thought vpon all the D 
workes and noble actes of }LORDE, ⁊ma 
de his pra yer vnto bim, fayenge: OLORDE 
LORDE,thon valeaunt and allmightictynge 
(forall thinges are in thy porwer,and yfchou 
wilt belpe and delyuer Iſtael there is no mã 
that can wit hſtõde ner ſett the: for thon haſt 
made heauen z earth, andmbat wonderous 
thinge ſo euer is vnder the heauen: thou art 
LORDE ofallebinges, anð there is no man, & 
can refifthe® LOR DE) Chou knoweſt all 
thinges, thou woteſt LORDE, that it was ne⸗ 
ther of malyce, ner preſumpeion, nex fo eny 
deſyre of glozy,that Fj woldenoe bowe dow- 
ne myfelf ner roozfhipe yonder pronde pre- 
ſumptuous Aman( for J wolde bane bene cõ 
tent,andy with good wyll, yficmight bane 
done Iſrael eny good,to bane Eyft euẽ bis fo 
tefieppes but that J dyd it, becanfe J wolde 
not ject the bonoure of ama in the ſteade of 
the glozye of God, and becaufe J wolde wor 

ipe nonebut onely $ myLORDE, And this 

ne J done in No prytener pꝛeſumpcion. 

And therfore D LORDErheu God andtin 
ge, bauemercyvpeon thy peoplefoztbey yma 
Syn bowebey maye binge ve to naught, yee 
thetr mynde and defyze is to deſtroye and to 
enerthrowe the people, that bath cner bene 
thineenberitaunce of oide. O deſpyſe not thy 
porcis. which thou haſt velynered brought 
out of Egipte for thine owne ſelf. Heare my 
prayer,and be mercifullonto y people, who 
then haſt choſen for an beretage unto thy- 
felf. Curne oure complaynte and ſorow in to 
foye,tbat wemaye lyne ® LORDE, andpray 
fetbyname.® LORDE ſuffre not ¥ mouthes 
of them that praifeche.to be defiroycd. 

Al F people of Iſtael in lite maner cried 
as earneftly asthey conde vnto the LORDE, 
foz their death and defirnccion ftove before 
their eyes, 


€ 


The XMI.Chapter. 
Gf theforowe,complaynte andprayerof 
quene gefter. 


Dene Heſter alfo eynge in the bat- 
tayll of death, reſorted vnto the LOR 
DE, layed awaye bir glorieus appa- 
rell,and put onthe garmétes that ferned for 
fisbinge and mournynge. In the fteave of 
precicus oyntment, [helcatred afhes and dð 
ge vpenbir heade: and as forbir body, ſhe 
bumbled it,and brought it very lewe, Bebe 
places where fhe ras woceto bane ioye afo 


Ee, chofe fylled [ine mith # bayre, yfye plucte 


lere a2.c 


Ex0.4.¢ 
lere ma 


The boke of Heſter. 


ont hirſelf. She prayed alſo vnto the LOR- 
DE Sod of Iſrael with theſe wordes: 

O myLORDE, thou onely art oure Eyn- 
ge, belpe me defolate womã, which bane no 
belper but >, fozmy miſery and deſtruccion 
is harde at my bande. Fromy youth vp 3 
bane berde ont of the kynred of my farber, 
chat thou tokeſt Iſrael from amõgẽ all peo- 
ple(and ſo haue oure fathers of their fore el 
Devs that they ſhulde be thy perpetuall in- 
beritaunce, and loke what chou dideft pro⸗ 
miſe thẽ, thou bafé made it good wnto thé. 

Ltow welll ORDE, we haue fynned befo 
re the ther fore haſt thou geuen vsin tothe 
Haves of oure enemies, becaufe we worſhip 
ped their goddes .LORDE thou art righte- 
ous. Neuert heles it fatiſfieth che noc, that 
weareinbytter and beny captiuyte and op 
preffed amonge them, but chou baft layed 
their hondes vpon the hondes of cheir god- 
des:fo thatthey beg ynne to take arwaye,the 
thinge chacchou with thy month haſt orde 
ned and appoynted:to deſtroye thyne inbert 
caunce,tofhut andto ſtoppe > mouthes of 
them that prayſe the,to quẽch the glozy and 
worſhipe of thy houſẽ and thine aulter, and 
to open the mouches of the eithen, prbey 
maye prayſe the power z vertuc of the god- 
des, and to magnifie the flefhly Eynge for 
ener, 

®LORDE, geue not thy cepter vnto thé 
that benorbinge, lefEthey laugh vs to ſcor⸗ 
nein oure mifery and fall:buc turne their ve 
nyce vpStbem felues,and punyſh bim, that 
bath begonne che fame ouer vs, and ſet him 
to ancrample.Chintevponvs ® LORDE, 
and flew Hie felf in $ cyme of oure diftres 
and of oure trouble. Strength me Q thou 
Eynge of godbdes,thouLORDE of all power, 
geue mean eloquét and pleafaunt (peach in 
My month before the Lyon. Curne his here 
into ¥ bate of oure enemie,to deftroye bin, 
and all foch as confent onto him But dely- 
ner vs with thy bande, and belpemse defola- 
te woman, which bane no defence ner helper 
but onely F LORD Ethou knoweſt all thin- 
ges, thou woteft that J loue not the glory 
and worſhipe of the vnrightcous,and that 
TB bate and abborrethe bed of the vncircũ⸗ 
cyded and of all Heithen. 

Thou knoweſt and woteſt my neceſſite, * 
bate the tolen of my preemynencez wor⸗ 
fhipe, which 7 bearevpon my heade what 
tyme as J muſt fhew my felf andbefene, z 
that FJ abboue itas an vncleane cloth, and 
that J weere it not whe Fam quyete and 
alonzby my ſelf. Chou Enoweft alfo that 3 


Khe rv. Chap. Ao. xxxi. 


thy bonde mayden baue noteaten at Amis 
table, andthat J baue bad no pleafure ner 
delyte inthe Eynges feaſt, chat J baue not 
dronke the dryntofferinges, and that Jthy 
honde mayden baucbad no toye fens ¥ daie 
that J was brought bither vnto this Daye: 
but onely in the LOR DE.D thou Good of 
Ababa, O chou mightie Godaboucall, 
bearethe voyce of rhem, that haue none o⸗ 
ther hope, anddelyucr vs out of the bande 
of ¥ wicked, z delyner me out of my feare. 
TheXv. Chapter. 
Gnene Fefter appeareth before theFynge, 
with an beuy bert for the trouble 


of bir people,and God tur- 
neth the kynges bert. 


A Ld vpon ¥ thirde daye it happened, A 


that Heſter layed awa ye ¥ mourn yn Helter. 


Se garmẽtes, and put on bir glorious 
apparell,anddecte hirſeif goodly(a fterthat 
e had called vpon God, which is the be⸗ 
olderz Sauioure of all chinges) coke two 
maydes wher: vpon the onelige leaned bir 
elf, as one Fras tenderithe orber folowed 
ber, and bare thetrayne of bir vefture. Che 
Phyncof bir bewrye made bir facerofecolow 
red. Che fimilicnde of bir face was chearfull 
and amyable, but bir bert was [ozou full for 
greate feare. She wente in thozow alltbe 
dores, and ſtode befoꝛre the kbynge. The tyn- 
ge ſat vpon che troͤne of bis Eingdome, and 
was clothed inbis goodly araye, allof gol 
de, and fect vb precious ſtoͤnes, and be was 
very terryble. De life vp bis face, that [hone 
i the clearnes, and loked grymly vpon bers 
Then fell the Quene downe, was paleand 
fayne, leaned bir felf vpon che heade of the 
mayde chat wente with ber. 
Lieuertheles Godturned y Eynges myn 3 


de, that be was gentle, that be leape out of Prow.st.a 


bis feate for feare, and gat berin bis armes, 
azbelde bir vptyll fhe came to berfelfagay- 
ne. He gane ber louynge wordes alfo,zfayde 
vnto ber: Hefter, what is the matters Yam 
¥ brotber,be of good cheare,thou fhait noe 
Dye: for oure commaundementcoucheth the 
contons, nor the. Comenye. And withebat 
bebcloe vp bis golden wande, andlayedit 
vpon hir nec# and enbzaced ber frendly and 


fayde: talke with me. Thẽ fayde ſhe: J ſawe cen.s;.b 
the( O lorde) as an angell of God,z my hert ⸗.· Te is · 


was troubled for feare of chy maieſty and 
clearneſſe. For excellent and wortder full are 
then (® loxde)and thy face is full of amyte. 
But as fhe was thus fpeatynge vnto bin, 
The fell downe agayne foz fayntnes: forthe 


Hefter3.a 


The bofe of Heſter. 


whic caufe thet ynge was a frayed, and all 
bis ſeruauntes comforted ber. 


The Xvi. Chapter. 


Acopycof the commaundement which Finge 
Aerarerfes caufedro beproclamed in all 
the countrees of bis Domynion, for 
thewealth of the ewes. 


Ser He Greate Eynge Arearerfes, whidy 
raigneth frs India onto Ethiopia, 
ouer an hundẽeth and xxvij. londes 

ſendech vnto the prynces T rulers of the ſa· 

me londes, ſoch as loue him, his frendly ſalu 
tacion. Chere bemany, that for the fondzye 
feendfhipes andkenefites whic are dinerfly 

Done vᷣnto them fortheir worſhipe, be ever ¥ 

more proude and hye mynded, and wnderta- 

ke not only co hurce oure ſubiectes (for pien 
teous benefites mayethey net fiffie, and be 

Sync to ymagin fome chinge agaynſt tho- 

ſe that dot hem̃ good, and tate not oncly all 

vnt hant fuines awa ye fro men) but in pzyde 
and preſumpeion (as they that be vnmynde 
fulland vnchãt full forthe good detes)they 
o abouteto efcape the indament of God, ¥ 
eych all thinges, which(indament batech z 
punyſheth all wicPednes. It happeneth oft 
alfo, ỹ they which be fein office by che hyer 
ower, and onto whemthe buſynes and caw 
les of the ſubiectes are cõmytted to be hand 
ded, ware proude, and defyle thé feluce with 
fheddynce of innocent blonde, which beyn- 

Sethebem co intollerable hurte. Which alfo 

with falſe and difceacfull wordes and with 

lyenge tales, diſceaue and betraye the inno- 


cent goodnes of prynces. 
Low is it profitable and good, that we 
tate hede, mate ſearch therafeer, and. confi- 


der, not onely what bath happencd vito vs 
of olde, but the ſhame fill, onboneft,andnoy 
ſome thinges, that the debites bane nowta 
ken in bande before oure eyes: and therbyto 
be warre in tyme to come,that we ma ye ma- 
ke the Eyngdome quyete z peaceable for all 
men, and that wemighe feme tyme drawe it 
toa chaunge: and as for Y thinge that now 
is preſent be fore oure eyes, to withftanveit, 
and to put it downe, after the moͤſt frendly 
maner. 

Wyhat tyme now as Aman the ſonne of 
Amavachu ¥ Macedonyan(a ſtraunger ve- 
rely of the perfians blonde, and farre from 
ure goodnes) was come in amõge vs as au 
aleaunt, and had optayned the frendfhipe 
that we beare towarde all people, ſo that be 
was called oure father, and bad tn bye ho⸗ 
noure of euery man, as the nert and prynci- 


Khe xvi. Chap, 
pall unto the kynge, be condenot forbeare 
bim [elf from bis pryde, bath vndertaken 
not cnely to robbe vs of the Eyngoome, but 
of cure Itfe. 

With manyfoldedifceate alfo hath he de C 
fyred to deféroye Mardocheus oure helper 
end pzsferncr , whid) hath done vs good in 
ailcbinges:and innocent efter the like par 
tater of ouretyngdome,with all bir people. 
For bis mynde was(wbhan bebad cake chent 
our of the waye, and robbed vs of them) by 
this meancs to tranflace the kyngdome of 
the perfians ontoché of Atacedonia But 
we fynde,that the Jewes (which were accw 
Rd of F wicked, ¥they might be deſtro yed) 
are no euell doers, but vfe reafonablez right 
lawes, and that they be the childzen of the 
moft Hye lyuynge Gov, by whom the Eyng- 
dome of vs and oure progenitours bath be- 
ne well ordred hit her co. Wher fore, as fortbe 
letters and cõmaundementes that were put 

ath by Amanthe ſonne of Amadathu ye 

ldo well, yf ye holde chem of nonẽ effec· 

te: for he that ſet them vp and inuentedebe, 

bangeth at Sufis be fore the porte, with all 

bis kinred, and Goo@wbich bath allebinges 

in bis power ) barb rewarded bim after bis 
defernynge. 

2nd vpon this ye ſhal publiſh and ſet vp D 
the copy of this letter in all places, thatthe 
Jewes maye frely and without binderaunce 
holde them felues aftertheir ovone fiatutes, 
andthat they maye be belped,andtbarvpo 
xriij Daye of ¥ xij moneth Adar they maye 
beauenged of chem, which inthe tyme of 
their antuyfh and trouble wolde haue op 
pꝛeſſed thẽ For the God that gouerneth all 
thinges, bath turned to io ye, the daye wher 
in y chofen people ſhuide banc peri fed. 

Moꝛouer. amdge the hye ſolempnẽ dayes 
that ye haue ye ſhall holde this daye alſo wt 
all gladneffetbat now andintymeto come, 
this daye maye be & remembraũce to good, 

Foz all foch as loue the profperite of theper 
ians:hut a remembzaunce of veftruccien to 
thoſe that befericions vnto vs. 

All cities and lSves that dvonottbis,fhal 
horribly periſh and be vefiroyed wd the fiver 

Deand fyre, and fhall not onely be 
nomoꝛe inbabited of men, 
but be abborred alſo 
of ¥ wildebeaf 
tesz fou 
Tes. 


She boke of 


Wyß dome. 


What this boke conteyneth. 


Chap. 1 An exortacis for ludges and rulers 
to ione wyß do me The ſprete of wyFDomeh, 
teth falfede,diffimulacton and Rpoeryn 
buFeth vnrighteoufnelfe and abbozreth wie- 
Fed doers. 

Chap. U. The ymaginaciss and thoughtes of 
the vngodly, how they geue thé felues over vit 
tofynne,andperfecure all vertue and truetl. 

Chap. Ul. | Thefeliciteandbestth of godly peo 
ple,though they be purbereto troubleand be- 
uyneffe: Agayne, what forow fhallhappen to 
the ungodly and theirdilozen. 

Chap. Ul. To lyuedarfee godly withall, 13 cõ 
mendable · A difpzeyfe of the wicked. Thebo- 
noureof verteousage .Che fhamefull death 
of the vngodly. 

Chap. V. How theiuft men fhal ſtsde againſt 
thewided, that haue put them bereto rrouble 
SX what forowe fall come vpon the vngodly- 
YAgayne what ioye foal happento the righte- 
ous, whicy haue God bimfelf for their veFEce. 

Chap. Vi. Anerorracton vnrofodd as bein rule 
‘AND auctorite, ro receauemyfoomett-comme 
Ddactonof wy dome. 

Cheap. Vi.  Allmen havefikeintraticetnry the 
worlde: yet who fo calleth vpor God forwyfi- 
Dome, fhalhauehis defyze The profit thar cor 
meth by wyfoome paffeth allotherthinges. 

Chap. VI.WiGdome fyuldebe receauedin youth. 
Hetharmartech himfelf vntobher,fyalloptay- 
neloue of Godand men. 

Chap. IX. I prayer vnto God for the gift of 


Dome. 

Chap. X._ Whatprofitand good came by wyß 
Domeinthe olde tyme. 

Chap. XI. Zowwipoomeledeth the righteous, 
‘Show the vngodly are punyflhed thozow the 
mightie bande of God. 


Chap. XU. Godis mercifullandfuffreth longe, 
tothe intent that fynners ſhuide amende. 
Chap. XUl. Vayne are they that haue trot the 


Enowlege of the lyuynge God, but turne onto 
to the creatures: vnhappie arethey that ho · 
noureymages. 

Chap. XU. The worſhippinge of ymages.The 
power of God. Punyfhment of them thatma- 

‘eymages,andof fod) as worfhipe them.Zow 
ymages came vp firft. Thehonouringe of y- 
mages is the caufe , begynnynge,and ende of 
all myfihefe. 

Chap. XV. The faithfull haue refpecte vnto 
God and not vito ymages. 

Chap. XVI. Godpumifheth thewiced, but defer 
Deth the godly.e that by greate wonders. 

Chap. XVI. Of the greste darcineffem Egipte, 
‘and blyndneffe of the vngodly. 

Chap. XVUL Aow God deftrosedthe frrſtborne of 
Egipte. Gods people cate the eafterlambe toy 
fully, the giptians mourne,Godpunyfieth 
thefynners inthe wilderneffe , Sofes meres: 
teth for thepeople. 

Cyap. XIX. Litersthe wicked are ener ſynnyn · 
ge more AND more, fo doth the wrath of God 
neuer ceaffe , tyll they be deftroyed.OF then 
thatwere punyfhed in therymecof Zoth. 


The fire. Chap 


Ro. HEH. 
a 


The firſt Chapter. 
Set youre affeccion vps wyß A 
| Dome, ye that be iudges of the 8332 


| earth. dane a good opinion oF 
theLORDE, z fete bim inthe 


be foũde of them that rempre bim not, and 
appeareth vnto foch as put their truft it 
bim.2s for frowarde thoughees,they fepa- 
rate from God, but vertue(yf it be alowed) 
refourmeth vnwyſe. And wᷣhy? wyß dome 
ſhall not entre in co a frowarde foule, nev 
Dwell inthe body that is ſubdued vnto fyn- 
ne. Forthe holy gooſt abhorreth fayned nur 
toure wit hdraweth himfel f fro y though · 
tes that are wit hout vnder ſtondinge: ⁊ whe 
re wickednes bath the vpper bade,be flieth 


Fromepene . For the ſprete of wyß dome is Galat.s.b 
jo 


nynge, gentle and gracious, and wil hatte 
no pleafire in bins chat ſpeabeth enell with 
bis lippes. For Godis a witneffe of bis rey 
nes, a true fearder out of bis bert, andan 


bearer of bis tonge. For the ſprete of FLOR Efaies.a 


DE fylleth the rounde compaffe of che worl- — 


de, and ? ſame that vpholdech all chinges, 
bath Enowlege alfo ofthe voyce. 

Therfore he that (peatech wnrighteous B 
thinges, can not be hydd nether maye be eſ⸗ 


the ongodly, andthe reporte of bis wordes 

al come vnto God, ſothat his wickednes 

albe puniſhed. Foz theeare of gelouſy bet 
rethallebinges, andthe noyfeof the grub- 
ginges fhalnot be bydd. Therfore bewarre 
of murmuringe, which is not hinge worth, 
and refrayne youre tonge from flativer. Gor 
thereis no worde fodarc and fecrete, that 
it fhall go for naught: and the mouth that 
fpeateth lyes, ſla yeththe foule. 

® fetenot youre owne death in Ferrow- C 


re of youre life deſtroye not youre feluestho Deut. 4. e 


rowthe wortes of youre awne handes. Foz 

God bath not made death, nether hath he 

pleafure in the deftruccion oft ¥ lyuynge. 
ij 


f Plals.b 


Fyngleneffe of bere. For he will +Parasa 


2Res 
capethe iudgmẽt of repzofe. 2nd whys in Mato a 
Suyficton foal bemabe for theehoughtes of +> 


Luce a.a 


Tob7.a 
Mat.22b P § 
1.Coras.d tedions,z whet ¢ man is once gone,be bach 


s-Par 30.6 
Efa.as.b 
andys.c 
Sap.sb 


Khe bote of Woſzdome. 
For he created all chinges,thac chey might 
bauccheir beynge: yee all che people of the 
earch bath be made that they ſhulde bane 
health, chat chere ſhuide be no defiruccion 
inchem,andthat che kyngdome of bell ſhul 
‘de not be vpon carch (for righteonfiseffe is e 
ucrlaftinge and immortall, but vnrighteouſ⸗ 
nes bringeth death.) Neuertheleſſe the vn⸗ 
godly call ber vnto them beth ni wordes z 
workes, zwhyle they thinke to bauca fren- 
deof ber, chey come to naught: for the vn⸗ 
godlythat are confederate with ber and ta 
ke bir parte, are worthy of death. 

The ll. Chapter. 
A Oꝛ y vngodly caltez ymagin thus 
amonge chem ſelues (but noc righe:) 
The cyme of oure life is but ſhort ẽ 


nomoze ioye ner pleafure, nether Enorwe we 
eny man ỹ turnech agayne from death : foz 
we are borne of nanghe,z we ſhal be heraf- 
teras though we bad neuer bene. For oure 
breth is as a finoke in onre noftrels, z ¥ woz 
des a5 4 [parc to mouc oure berte. 2s for F 
body, it ſhalbe very aßſhes Pare quéchev,z 
$ foule ſhal vanifhas > ſoft ayre. Oure life 
[Dall paffe awayeas ? trace ofa cleude,z 
come ko naught as ¥ myft pis dꝛyuẽ awaye 
adche beames of ¥ Gonne,z pur dorne ww 
the heate cherof. Oure name alo ſhalbe foz 
gotcen by litle z litle, T no man fal bane ou 
Te workes inremembzaunce. 

Sorg tyme is a very fhadow F paſſeth a- 
rodye,z afters cnde there is m9 recurnynge, 
ſor it is faft fealed,fo pno ms Smeth agay- 
ne.Cemeon therfore, lec vs enioye > pleafis 
res y there are,z let vs ſoone vfe * creature 
lite gs in youth. We wil fyll oure felues vh 
good wyne z oyntment, there ſhal no floure 
of the tyme go by vs. We wil croronc ¢ fel- 
ues W roſes afozcthey be wythered. There 

al be no fayremedorwe,bure luſt hall go 
ehozow te. Let enery one of you be partater 
of oure volupteouſnes. Let vᷣs leaue ſome to 
Een of ð pleaſure in euer y place, for p is ou⸗ 


B 


Khe tij. Chap, 


FF Gods ſonne. He is the bewrayer of oure 


thougbtes: It greueth vs alſo to lote vpon toh.7.a 
bun, foz bis lyfeis not lyke other mens, bis Elas.a 


wayces arcof another faſhhion. He counter 
‘vs but vayne perfounes, be nF dzarveth bis 
ſelf from wayes as from fylebynes:be cõ⸗ 
menderh greatly $ latter ende of che infi,z 
mareth bis boaft Y Good is bis father. Ler 
vs fe then yf bis wordes be true, let vs prone 
what [hal come vpon bim:fo ſhal wetnowe 
what ende be ſhal haue. Fo: yf bebe * true D 


ſonne of God, be will receaue him ⁊ delyuer Plal.sea 
bim from che handes of bis enemies. Let ve Mattaz-e 


examen bim with vefpicefull rebuke and coz 
mentinge, thatiwe maye Enowe bis dignite 


Tproncbis pacience. Let vs condemne hint tered 


wich the moft ſhame full death: for like as he 
bath i —— he be — 
Soch thinges do the vngodly ymagin. 
Z Jo affraye, for their owne wickednes hath 
blynded than.As for che mifieries of Gov, 
they vnderftondechem noc:they nether bope 
for the rewarde of righteoufneffe,ner regar- 
de the worſhipe thatboly foules fhall bane. 
For God creatcd man to be wndefiroicd, yee 


afterthe ymage of bis awne lick heſſe made Cens x 
he him. Neuertheleſſe thorow envye of the Gen.s.a 


deuell came death in tothe worlde andthey 
that holde of bis fyde, doas he doth. 
The ill. Chapter. 
Vethefoulesof * righteous are in A 
F bande of God,z ¥ payne of death Veur s3.2 
[hal not touch thẽ. 


taté fo2 very dcfiruccion. Che waye of the 
righteous is iud ged to be vtter deſtruccion. 
but they are invefe. And though they fuffre 


payne before men, yet istheir hope fill of ims pet.ne 


moztalite. They are pumſhed but in firothin —— 
2.Cors, 


ges, neuertheleſſe in man inges fhaltbe' 
be well rewarded. For —— 
fyndeth thẽ mete for humſelſ yeeas the gol- 
De inthe fomace doth he trye them, z recea- 
ucth chem as a bientofferinge, and when F 
tynie commierh they ſhalbe lored vpon. 


Toha.d 


Ffightefebe sept 


vnwyſe they appearetodye , ztheirendeis Heb. £ 


re pozcion,cls gett we nochinge. Let vs op- The rightcous fal ſhyne as thefpartes 2 
preffe che poore righteous, let vs not ſpare renne thorow the reve buß ſhe. —— bal martise 
the wyddowe ner olde man, let vs not regar iudge the nacions, zbauc dominion oucr # ECO Is-€ 


de ¥ beades Fare gray for age Cet ? lawe Mattag.c 
of vnrighteouſneſſe be onre auctozite, for > 
C thinge pis feble is nothinge worth. Therfo 
relecvs defrandethe righteous,z wby:be is 
sot for # profit,yec be is cleane cStrary tog 
doinges. He checFeth vs for offendinge a- 
gaynft $ lavve;z flaundzeth vs as tranfaref 
fours of all nurteẽ . Hemakcth his booſt to 
haue ¥ tnowlege of God, yce be calleth bins 


people, zebeir LORDE fal raigne fezcucr. 
Chey put their truſt in him, flal — 
de the tructh,z ſech as be faith full wilagree 
vnto bum in loue: for bis che ſen fal baue gif 
tes z peace. But the vngodly 
bed acordinge to their arene yinaginacios, 
foz they bane defpyfed the righteous, z foz- 
fatentheL ORDE, 

Who fo vefpyfech wyßdome ⁊ nurteẽ, he C 
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The boft of Snfoome. 


is vnhappie, and as for the hope of fody, it 

is but vayne, their labours onjrutefull, and 

their wozkes vnproficable. Their wynes are 
vndiſcrete, and cheir childzé moft vngodly. 

Their creatnre is curfed. Bleffed is rather ¥ 

baren z ondefyled, which bach not Enorone 

the fynfull bedd : fhe [yall bane frute in the 
rerwardeof che boly foules.2ind bleſſed is ¥ 
gelded, which rw bis handes bach wꝛought 
no vnrighteouſneſſe, nex ymagined sided 
thinges aga ynſt God. Foz onto him [hal be 
genen y [peat gifcof faith, and che moſt 

BD acceptable porcion in y cemple of God. For 

glorious is the frute of goodlaboure, tthe 
rote of wyfdome [hall neuer fade awaye. 
As for childꝛẽ of aduoucrers, they [hal co 
me to an ende z the fede ofan onrighteous 
bedd hal be rotedout. And cboughebey ly 
ue ldge,yet [hal they be nothinge regarded, 
a cbeir laft age ſhalbe wit hout honoure. Rf 
bey dye baiftely, chey baue no bope, nether 
fhal they be|potencoinche daye of tnowle 
ge. For horibleis che veath and ende of the 
wnrighteous, Shelli. Chapter. 

A oro fayzeis a chaiſt generacion w 
vertues Che memoꝛiall cherof is im 
mortall, for it is knowne  Godand 

men. When it is pꝛeſent, mẽ cake exãple there 
at: and yf it go a waye, yer they deſyre it. Fe 
is allwaie crowned z hoiden in bong wyn 
neth > rewarde of che vndefyled battayil. 
Bue the mulcicude of ongodly childꝛẽ is vn- 
proficable,and the chinges pare planted os 
yohordome, [hal cate no depe rote, ner laye 
eny faft foundacion, Chough they be grene 
inthe biaunches for a tyme, yet ſhalthey be 
[hate v the wynde: for the y ſtonde not fof, 
Zthorow the vebemence of the wynde they 
fhalbe roted out. For the vnparfecte beaun- 
ches fhalbe biot en, their frnte ſhalbe vnpro 
fitable z ſower to eate,yee mete for nocbin- 
ge. And why allehe childzen Fare bome of 
thewicFed, muft beare recorde of the wicked 
neffeagaynfé their fathers z mothers, when 
they be ared. But rhough the righteous be 
ouercaten xb death, yet fal be be in reſt. 

B _ Ageis anrbhonorablechinge:neuertheles 

it fEondeth not only in the lenth of tyme,ner 

in the multitude of yeares: buta mans wyß 

dome isthe graye bayze, and an wndefyled li 

fe isthe olde age. He pleaſed God,z was be- 

Toned of him:ſo that where as he lyued ams 

ge fynners,be traflated him. mee ſodẽly was 

betaten awa ye, tothe intent p wicke dneſſe 
ſhulde not alter bis vnderſtõdinge. ⁊ ¥ ypo⸗ 
criſye ſhulde noe begyle bis foule. Foz ¥ craf⸗ 
tie bewitchinge of lyes mate good thinges 
darck, ð vnſtedfaſtneſſe alfoz wickeones of 


The v. Chap. Bo. xxxiij. 
voluptuous defyze, turne aſyde ? vnderſton 
dinge of ? ſymple. Though be was foone 
decd, yet fulfilled be moch tyme. Foz bis ow 
le pleafed God, therfore haifted be to take 
bim awaye fr amonge J wicked. This the 
people fé, z onderftonde it nott hey laye noe 
vp fochthinges in their bertes,how y Flo- 
nynge fang z mercy of God is vps bis [ain 
tes,z Phe bach rejpecte vnto bis chofen. 

Thus Frighceous His deed, cSvemneth C 
the vngodly whic are lyninge:z $ youth 
is foone brought to anende, $logelifeof > 
wnrighteous. For they fe Fende of * wyfe, 
but they vnderſtõde not what God bach de 
uyſed for bim,z wherfore ¥ LORDE bath ta- 
ken bim arate. And why? chey fe bimz deſ⸗ 
pyſe bim, therfore [hall God alfo laugh thé 
to ſcorne: So Febey che felues [hal dye here 
after(but without bons yee in hame amon 
Se ? deed for evermore. Foz wit hout eny voy 
ce ſhal be burſt thoſe de puft vp,z remous 
ChE frõ F foundacions,fo ᷣc hey ſhalbe laied 
waiſt onto the hyeſt. Chey ſhal mournt,and 
their memoziall [hall perifhe. So they beyn· 
ge a frayed [yall remembie their fynnes, ano 
their owne wick edneſſe (hal berozayetbe. 
The V. Chapter. 
Hen hal ¥ rightedus ſtonde in grea A 
te ſtedfaſtneſſẽ aga ynſt ſoch as haue 
dealt extremely wb thé, Atakẽ awaye 
their labours. When they ſe it, they ſhalbe 
vered wb horrible feare, hal wonder at the 
baiftyneffe of > fodanebhealeb:groninge for 
very diftreffe of mynde,z fhall faye within 
them felues (banynge inwarde fozow, and 
mourn ynge foz very anguyſh of mynde): 
Theſe are they, whom we fomryme bad 
in derifion,z ieſte vps. We fooles thoughe 
their life very madneffe,z chetr ende to be v 
out bononre. But lo; howebey are counted 
amonge the childꝛen of Goov,z their porcion 
is amonge the fayntes. Cher fore we haue er 
red from the wa ye of trueth, Flight of righ 
teouſne ſſe bath not ſhyned vnto vs, and 
Sone of vnderſtodinge rofe noe vp vps vs. 
We haue weeried ð felues in Frwaye of wie 
Bedneffe zdeftruccion. Tedious wayes haue 
we gone:butas for the waye of the LORDE, 
we base not knowne it. 
What good hath oͤ pryde done vnto vo? B 
Gz, what profit bath che pompe of rides 


brought vs All thoſe chinges are paſſed a srarse.¢ 
e & ſhadowe, T as a meſſaunger ren Sapa-b 


waye 

nynge be foreras a ſhippe p paſſeth oner the 

wa wes Of the water, whic) whan it is go- 

ne by,the trace therof can not be founde ne · 

ther > pach of it in the flondes. Oras a bye 

Re Hflyerh chorow F ayze, zuancan fe 
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The boke of Syſzdome. 

eny token where ſhe is flowen, but only bee 
reththe noyfe of bir wynges, beatinge the 
lghewynde, parcingecbeayze thozow the 
vebeméce of bir goinge,z flyeth on [hat yn- 
gebir wynges, where as afterwarve no to 
BE of bir waye canbe fofide. Or like as whe 
an arowe is ſhott at a mare, it parteth che 
ayze, which unmediatly cSmetbrogerber a- 
Bayne, ſo thata man can not Enowe where 
icwente thozow. Even fowe nlite mance 
as foone as we were borne, beganne imme⸗ 
diatlyto drawe to ourcende:z bane ſhewed 
no token of vercue,bur are conſumed in oure 
owne wickedneſſe. 

CSoch wordes ſhal theythat haue ſynned 

fpeate tn the bell:for the hope ef the vngod 

lyis he @ drye thiſtell floure (02 duft)chac 
ts blorvne awaye wb the wynde: life as thyn 
nefcomme Fis ſcatred abrode w che ſtorme : 
like as $ ſmoke which is difperfed berez the 

re th the wynde,z as * remsembzaunce of a 

ſtraũger Peavieth for adaie,zchedeparteth. 
Bue F righteous flal lyne for eucrmoze: 

their rewarde alfo is th theLORDE, ztheir 
remembraunce webe Hyeſt. Ther fore ſhal 
they receaue a glorious Eyngvomez @ beutt 
full crowne of che LORDES hande: for bis 
right bande [hal be coner thé,z b bis owne 
arme (hall be defende thé. is geloufy alfo 
fhal cate awaye the barneffe, z be fhalwa- 

Pe F creaturetobe auc ged of F enemies. he 

{hal put on righteouſnes for a breft plate, z 

tate fire iudgment in ſteade of an belmett. 

The invyncible fhyloe of equite ſhall be ta⸗ 

Fe, bis crnell rorat h ſhal be flharpé for a (pea 

re, Ache whole compafe of che worlde ſiyall 

fight with bimagaynft the vnwyſe. 

D ThE ſhal chechonver boltes go out of F 
lighceninges,z come oucof the rayne bowe 
of the cloudes to the place apoynted:ontof 
the bard ſtony indignacion there fall fall 
thick bales,z $ water of $ fee ſhalbe wreth 
aga ynſt thẽ. z che floudes ſhal renne rough⸗· 
ly together. Reeamightie wynde ſhai ſtoðe 
vp agaynft chem ⁊ a ſtome ſhall ſeater thé 
abrode. Thus the vnrighteous dealinge of 
thé (hal binge all the lsðde tog wylderies,z 
wicFednes ſhall ouerthrowe the dwellinges 
of the mightie. The Vi. Chapter. 

A OCL. Rdeme is better chen ftrength,z a 
mã of vnderſtã dinge is moze worth 
thé one Pis firdqe. Beare cherfoze 

O yetinges)z vnderftonde: D lerne ye be 

indGes of the endes of theearch. Gene are 

ye prule ¥multicudes,z delite in moch pro- 


Romuy.a ple. Forthe power is gené you of the LORDE, 


zebeftrégeh from the Hyeſt:wich ſhal frie 
yd workes andfearch out ys ymaginacids: 
Sow that ye beynge officers of bis Eyngdo 


Khe vi. Chap. 

me, bane not executed true mbdgment, haue 
not kepte che lawe of righteoujnes, ner wal 
ked after bis will. Hombly z that right foo 
ne ſhall be appeare vnto you:for an harde 
iudgmẽt ſhal they hance beare rule Mercy B 
is graũted vnto che ſymple, but rhey that be 
in auctorite flpalbe fore punyſhed. Fot God 
whid)tsL OR DE ouerall, ſhall ercepte no 
nits perfonne, nether ſhal be ſtande in awe 
Of eny mans greacneffe:foz be bath made Y 
finall and greate, z careth for allalyte. Bue 
themighbtic ſhal bane > fozer punyſhmẽt. 

Wuto you ther foze(o ye kinges do J ſpea 
Ee, § yemayelerne wyßdome and not go a· 
myffe: for they  Eepe righteouſnes ſhalbe 
righteouſly indged:and they Parclerned in 
righteous thinges, ſhal findeto mate anſwe 
re. Wherfore ſet yd lufé vpon my worbdes,z lo 
ue thẽ. fo [hal ye come by nurtoð Wyfoome 
is a noble chinge,z neuer faydeth awaie: yee 
ſhe is eaſely fene of thẽ thatloue her,z foun 
deof ſoch as ſeke her. She prenétechehem y C 
deſyre ber, * ſhe maye fiſt hewe herſeif vn⸗ 
tothe. Who foawateth vnto ber by tymes, 
{hal bane no greatetrauayle, for be flpal fyn 
de ber ſyttinge ready at his dores. Co thinte 
vpon ber,is parfecte vnderftandinge:z who 
fo watcheth for ber, ſhalbe fafe, z that foo- 
ne. For ſhe goeth aboute, fee yngefoch as are 
mete for ber, ſheweth ber (elf cherefully on- 
tothem intheir goynges ,zmeteth them wb 
all diligéce. Gor } vnfaineddefyrcof refour 
macionis bir begynnynge:to care for nurto 
ts loue,and loucis the —5— of hir lawes. 
Now the kepinge of ? lawes ts per feccion 
Tan vn corrupte life Z an vncorrupte life ma 
keth aman familier vb Sod. And ſo the defy 
re of wyßdome ledet hto > king deme cuerla 
ſtinge. NF ys delyte be thẽ inroyallfeatesz D 
cepters (o ye kynges of the people) fet youre 


mroze.® loue chelight of wyfdome,all ye vpᷣ 
be rulers of che people. As for wyßdome. 
what ſhe is and Bow fhe camevp, J wil tell 
you,and will noc hyde the mifteries of God 
from you:but wil fete ber out from * begyn 
nynge of the natinyte, and bzyngethe know 
lege of ber into light,and wil not Eepe back 
the trueth: Nether will J haue to dor cõſu 
mynge envye, for ſoch a man ſhal not be par 
taker of wiß dome. But the multitude of the 
wyfe is the welfare of the worlde, and a wy⸗ 
fet yngceisthe vᷣphoidinge of the people. & 
receauc nourtoure thenthozow my wordes, 
anditfhaldoyou good. The VIL. Chap. 
Myſelf alfo ame mortall man, life 2 
asall other, zam comeof > earthy 
I, generacid of bim pwas firfé made,z 
in my motbers wobe was J faſhioned cobe 


Eccliso.c 


Romus.b 


Numaz.c 
2Reig.c 


Luft vpS wy dome, y ye mayeraigne fozener Res 5 


lob io.a.b 


Tobs.c 
1.Tim.6.b 


Tobas-b 


eReab 
Marte. 


Saps.a 


— — ~<a 
Khe bok of Wyſzdonie. 
fleſh: In the tyme of ten monet hes was J 
brought together in bloude thorew the ſede 
of man, z the cõmodious appetite of ſlepe. 
Whan J was borne, J receaued like a yre as 
other men,z fell vponche earth(aex hich ts my 
nacure)crienge z wepinge acche firft, as all 
otber do. F was wrapped in froadlinge clo- 
thes,z brongbe vp wb greate cares. For there 
is no kinge hath bad eny other begynn yn 
ge of byrth. All men chen haue one incrann- 

ce vnto life,z one goinge out in like maner. 

Wher foꝛre J defyzed, and vnderſtandinge 
was geuẽ me: j called,z che ſprete of wyf- 
Dome came in to me. J fee moze by ber thé by 
Eingdomes z royall ſtates, z counted riches 
notbinge in cSparifon of ber . 2s for prect- 
ous ſtone J compared it not vnto ber:foz all 
goide ts but grauell vnto ber,z fyluer ſhalbe 
connted but claye before bir fighe. J loued 
ber aboue — ⁊ bentie, z purpoſed to ta- 
be her for my light, for bir ſhyne cannot te 
quenched. All good thinges came to me wb 
ber,z innumerable riches thozow bir hã des. 
wes glad in thẽ all, for this wyß dome we 
tebefore me, z J Enew not F fhe isthe mo- 
ther of all good chinges. Now as J myſelf 
Terned vnfa ynedly, ſo do mate ocber men 
parcaters of ber, zbyde ber riches from no 
man: for ſhe is an infinite treaſure nto men, 
which who fo vſe, become partaters of the 
louez frendſhipe of God, andare accepted 
vnto bim for che giftes of wyßdome. 

Gor bach graunced mecocalke wyfely, Z 
conuentétly to hãdle the thinges $ he bath 
graciouſly lene me. Gor it is he, iedet h on- 
to wyßdome, zecacheth to vfé wyßdeme & 
right. In bis bade arewez 4 wordes: yee all 
Swyfdome,6 vnderſtandinge T Enowlege of 
alld wortes. For be bath geuẽ me $ true ſciẽ 
ceof theſe chinges:fo that I tnowe bow > 
worlde was made,z the powers of elemẽ· 
ves: $ begynnynge,endinge z myddefé of F 
tymes: how the tymes alter, hore one goeth 
afteranother, and bow they are fulfilled: > 
courſe of the yeare:che ordinaunces of the 
farves:the natures z kindes of beaftes: the 
furioufneffe of beaftes:the power of Fwy 
des:tbeymaginacions of mé:the deuerfities 
of youge plantes:the vertues of rootes,z all 
foch thinges as are ſecrete T not lobed for ha 
ue J lerned. For the worckmaſter of all chin 
ges bath taught me wyßdeme. In hir is > 
ſprete of vnderſtãdinge which ts holy,ma- 
nifolde, one onely, ſotyll, curtcous, diferete, 
quyc, vndefyled, playne ſwete. louynge the 
chinge pis good,fharpe, which forabyddeth 
not to do well, gétle,Eynde, ſtedfaſt ſure fre: 
hauynge all vertues, circũſpecte in alit hin⸗ 


— — 
The viij. Chap. Ao. xxxiiij. 
Ses:receauinge all ſpꝛetes of vᷣnderſtãdinge 
beige cleanez flparpe. For wißdome is necm- 
bler thé all neẽble thĩ ges: ſhe goeth thorow 
Tatta yneth to all chiges, becauſe of bir clen 


E 


nes. For [he ts ? brerb of * power of God a 
pure cleane expzeffinge of ¥ clearnes of All⸗ 
mightie God. Therfore can no vndefyled 
thinge come in to ber:foz ſhe is * bryght nes 

of F euerlaſtĩge light, ¥ vndefiled myz26 of > 
matefty of God,z ¥ ymage of bis gocdneffe. 
And for fo moch as [he ts one ſhe maie do all 
thinges:z beingefteo faſt berfelf ſhe re nueth 
all, zamSge ¥ people cẽveyeth [ye herſelfin 

to $ boly foules. She maketh Gods frendes 

z pic phetes: fo: Godlonerh noma, but bim 
inwhés wyßdome dwelleth. Foz fhe ts more 
bency full chen the Sonne, and geneth more 
light chenthe ftarres,and the dayeis norco 

be cSpared onto her: for vpd  daye cometh 
night. Bue wicFedneffe cant noe oucrcome 
wyßdome, and foolifhnes maye nor ber bere 

Tbe Vill. Cha peer. 

2 Rßdome reacheth frõ one ende to a · 
nother mightely,z lovigly doch fhe 
ordre alltbinges. J haue loved ber 

end laboured for her ent fromy youth vp: 
dyd my diligéceto mary my felfed ber,foch lo 
ue bad F unto bir bentye. Who fd bath F cS 
pany of God, cõmẽ deth bir nobilyce, yeethe 
LORDE of all ehinges himſelf loueth ber. Foz 
ſhe is * (colemaftreffe of * nured of God, z 
F hofer out of bis workes. RAfa man wolve 
deſyre riches in this life, what is richer then 
wifidome, ¥ workerh allcbiges( Chou wilt 
ſa ye vnderſtãdingẽ wortech. What is ita- 
moge all thinges worketh more thẽ wyß · 
dome? Af a men loue vertue zrighceoufnes, 
let him labss for wyfdeme, for flpebath gree 
te vertues. And why? ſhe teacheth fobernes 
Z pꝛudence righteouſnes ⁊ ſtrẽgh, which are 
ſoch thinges as mẽ can haue nothinge more 
profitable in their life. IFf a mã defyze moch 2, 
Enowlege, ſhe ca cell * chinges Farepaff, z 
diſcerne chinges for to come ſhe Enoreeth > 
forilties of worbdes,z cã erponde darcke fen- 
tẽces. She cantell oftotés zwoderous thin 
ges,ozenerthey cometo paffe,z the endes of 
all cymes z ages. So J purposed after chis 
meaner: will tabe her onto my cSpany, z co 
mõ fonigly xb her: no doute ſhe flyal geue me 
good coficell,z fpeake cOfortably vnto me in 
my carefulnes z qrefe. $o2 bir fate ſhal J be 
swell and bonefily caten amdge the combs z 
lordes of * councell. Though be yonge, yee. 
ſhal J bane flharpe vnderftandinge : fo $3 
ſhal bemarnclous in $ ſight of greare me ⸗ 
> faces of prynces ſhai woder at me · Whã 
Iholde my coge, they fal — my leyfurg lob.a⸗e 
iiij 
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Khe bofe of oſ dome. 
whet F (peate,chey fhal lote vpSme:z yf J 
talke moh, they ſhai laye their handes vpo 
their mouth. Morouer, by che meancs of ber 
3 fhaloprayncimmoztalice,and leaue behin 
de mean enerlaftingememoziall, amogethe 
come after me. J halſet F people in oꝛdre, 
ztbenactons ſhaibe fubdued vnto me. Hor 
tible tyzauntes hal be afra yed, whan they 
do but beare of me:amonge che muititude I 
hal be counted good,z mightie inbattayll. 
Wbs Fcomebome,F fhal fynde reſt vd ber: 
for bir cSpany bach no bycrernes,z bir fela- 
Phipe bach no cedionfiseffe, but myrth z toye. 

€C Clow whan J cdfiveredebefe chinges by 
myſelf. ⁊ pondercd chem in my bert, how pto 
be toyned onto wyßdome is immoꝛrtalite, 7 

reate pleaſure to haue bir frendſhipe: bow 
Sin the workes of birbandes are infinite rt- 
ches : howthat, who fo kepeth company 
ber ſhalbe wyſe: and that he whic) calterh 
with ber, ſhal come to hondure: J wente a- 
boute feEynge,co gett her vnto me. For J 
was a ladd of a rype wytt, and bada good 
vnderſtandinge. 
But whan J grewe to moze vnderſtãdin 
—3 came to an vnde fyled body. Meuerthe 
whan perceaucd that J coude not be⸗ 
pemyfelf dyaiftercepte God gaue it me(z¥ 
was & poynte of wyßdome alfo, to knowe 
whofe giftit was) J ſtepte unto the LORDE, 
and beſought bim, and with my whole bert 
I ſayde afcer this maner: 
The X.Chapter. 

God ofmy fathers,z LORDE ofmer 

cies, (thou haſt made alltbiges ch 

y worde, z ordeynedmathozow thy 

roypoome, $ be ſhulde haue dominis ouer * 

creature which chou haſt made: p he ſhulde 

ordre * worlde acordinge toequitez righte- 
onfites,z execute indgmẽt vha true hert geue 
me wyßdome, which is euer aboute y feate. 

Zput me not out frd amõge y children: for J 

thy ſeruaunt ⁊ ſonne of * handmayden, ant 

a feble perſonne, of a poste tyme, and to ys 

geto tbe vnderſtandinge ofindgment and 

¥ lawes.And though aman benencr fo par- 
fecte amonge the children of men yet yf chy 
wyfdome benotwith him,he ſhal be not hin 


iParagh ge regarded. But thou haſt choſenme co be 
Rasa gEynge vnto y people, andthe iudge ofthy 


ſonnes and daughters. 


BThou haſt cõmaunded meto buylde a tem 


Prog.c 
Toh.ta 


ple vpony boly mount, zananlcerin the ci- 
te wherinthou dwelleſt: a lickneſſe of chy ho⸗ 
lytabernacie which thon haſt prepared fis 
the beginnynge, and thy wypoomewith >, 
whichtnoweth y wortes: which alfowas 
wb F whan thou ma ydeſt F worlde, z Enero 


r, 
The x. Chap. 
what was acceptable in thy fight, zright 
inthy commaundementes . D fende ber out 
ofthy boly beanens and from the trone of 
thy matefty, that ſhe maye be with me, la 
bonre with me:that J ma ye Enowe, what is 
acceptable in xy fight. Foz ſhe knoweth and 
vnderſtandeth all chinges: and ſhe ſhal lede 
me ſoberly in my workes, and preſerue me 
in hir power. So ſhalmy workes beac- 
ceptable, Tthen ſhai I gouerne thy people 
righteoufly,z be worthyto ſyt in my fathers 
ſeate. For what manisbe,cbatmaye Enowe 
thecouncell of God7 D2, who canrbinte 
what the will of God is7 For the thoughtes 
of mortall men aremiferable, z onre fozecaf- 
tes are but vncertayne. And why a mortal 
and corruptible body is heuy wnto the foule, 
and the earthy manfion tepeth downe the 
wnderftandinge muſeth vpon many thin- 
ges. Derybardly canwe diſcerne the thin · 
ges that are vponearth,and greate laboͤ ba 
te we, 92 we can fyndethetbhinges which are 
before oure eyes : Who will chen fete out the 
groũde of che thinges thatare done inbea 
wé7Ob LORDE, who cã haue knowlege of y 
vnderſtandinge and meaninge,erceptetbow 
gene voyßdome and ſende chy holy gooſt i> 
aboue ? that the wayes of them which are 
vponearth mayeberefourmed: ¥ menmaye 
lerne * thinges thatare pleaſaunt onto che, 
and be preferucd thorow wyßdome. 
The xX. Chapter. 
DS MPdome preferued ? firf— mz, whõ 
God made a father of tbe worlde, 
* whe he was created alone, brought 
him out of bis offence, toke him out ofthe 
moulde of Fearth,z gaue him power to ru · 
le allthinges. Whan the vnrighteous wente 
awa ye in bis wrath from this wyßdome, * 


Efa. 40.6 
Rom u.a 
Cor. a. b 


2Corga 


a 
Gent.d 
and ab 


brotherheade perifhedthorow wrath of Sen-4-6 


murchur.A gayne, wha F water defEroyed > 
whole worlde,ryfoome preſerued the righ- 
teous thozow a poore tre, wherof fhe was 
gouerner herſelf · Morouer wha wicFednes 
Had gotten vpperhande foythe nacions 
were puft vp with pryde ſhe Encrwe ? righ- 
teous,pzefernedbim fautleffe onto God,and 
layed vp fire mercy for bis childien. She 
preferucd cherighteous, whan be fled from 
the vngodly ỹ? periſhed what tyme as > fyze 
fell dorwne vpon F v.cities:Liteas yet this 
daye the ‘on flucefull woaifé and ſmokinge 15 
De geueth tejtimony of their wicFedneffe:yec 
the vnripe and vnt ymely frutes that growe 
vpon thẽ trees. 

And for atokẽ ofa remembꝛaunce of the 
wnfaith fall foule, chere ſtandeth a piler of 
fale. For all ſoch as regarded not wyß dome. 


Gen.c7e 


Cen.n.d 


Oen ⸗·c 
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gat not oniy this hurte that they Enewe net 
tbhetbinges which were good, but alſo left 
behinde chem vnto mé,a memoriall of their 
foolifhnes: ſo ? inthe chinges wherit they 
Tynned, they code nce be bydd. Bue as for 
ſoch as take bede vnto wyfdome, ſhe ſhal de 
tyuer chem from fozowe. 

€ — Whanebe righteous fled becanfe of bis 


Gen.asb brockers wrath, wyfdeme led bimche right 


waye, ſhe wed bim ¥ kyng dome of God.ga 
ne him knowlege of bolychinges,made bint 
riche in bis labe ures, end brought co paffe 
the thinges char he wente abonte, In y diſ⸗ 
ccatfulnes of ſoch as defrauded him̃, fhe fio 
de by bim,z made hun ryche. Se ſaued him 
from ehe enemies, and defended him from ¥ 
diſceauers. She made him ſtronge tn bac- 
cayll,and gaue bim che victory, § be might 
tnowe,bow that wyß dome is fironger cher 


Gen.37.¢ all thinges. Whan the righteous wes fol- 
AG0.7-b Ve. fhe forſobe him nov, but delynered him frs 


fynners. She wente do wne with bim into 
the dongeon, and fayled bimnoc in the ban- 


Gen. 41£ des rtyll ſhe had bꝛou ght bimebe cepter of 


Exouge 


Exous.a 


Exo, 16.4 


realme, and power agaynſt thoſe chat oy 
—* bim rate toe them —* had pedis 
bin, ſhe declared them to be lyers,z brought 
bm co perpetual worſhipe. 
D _— Sbedelyncred che yghreous people and 
faurleſſe (eve, from the nacions that oppreſ⸗ 


4. ſed them She entred in to the ſoule oftbe 


ſeruaunt of God, and ſtode by him inwon- 
ders and toͤbens aga ynſt the horrible kynge. 
She gaue Jrighteous the rewarde of their 
labours,zledebem forth ¢ maruelous waye: 
on che daye tyme ſhe was a ſhadowe vnto 
them. and a light of ſtarres in the night ſta⸗ 
fon. She brought them thorowthe reed fee, 
and caried them thorow the greate water. 
She dꝛowned their enemies in the fee, and 
brought chem out of the vepe.Sothe righ- 
teous toke che fpoyles of the ungodly, and 
pꝛayſed thy boly name(g LORD E)and mag- 
nificd thy victorious hãd with one acorde. 
Foz wyßdome opencth the mouth of ¥ dom 
me,zmatech ¥ conges of babes te fpeate. 
iad The XI. Chapter. 
A He ordred their workes inthe hades 
of the holy prophet: fo ÿyᷣ hey wente 
thorow ¥ wyldernes was not inhabited z 
pitched cheir tẽtes in F waiſt deferce. They 
ſtode aga ynſt theit enemies,z were auengeð 


xroneð oftheir aduerſaries. Whã they were thirſtie, 
Nuz0.2 they called vps y, T water was geuẽ than 


out of ¥ rof,z their thirſt flocFened ont of ¥ 
harde ffone. For by ¥ thinges, where thorow 
rheir enemies were punifhed,weretbey bel- 


Che wt. Chap. Ao. xxxv. 
ped in their rete. For vnto the enemies thon 
gaueſt mags blondein ſteade of lyuynge wa 
ter .2ind whereas they had ſcarceneſſe in 5 
rebate whan the chilðdren were flayne, thew 
gaueſt vuco thine awne 4 plenteous water 
vnlored for: declaringe by the thyzft $ was 
ac that tyme, howthoͤu woldeſt binge thine 
awne vnto bend , zflaye their aduerfaries. 

Sorwhanthey weretryedznourcurede B 


fatherly mercy, they knowleged how the vn Dent-e-a 


godly were indged, and punyſhed therẽe w > 
wrath of Ged. Theſe haſt chou erored as & 
facber,z proued the: but vnto > ot hert hou 
haſt bene a boyſteens bynse layed hard to 
their harge,z condened thé. Wherher they 
were abſent or preſent, chur punyſhmet veas 
alyke· For char grefe was Dubble : namely, 
Incurnynge, and ? remẽbraunce of hinges 
paft.Surwhichey perceaned their pully 
inẽtes Dyd thé good,they theught vpon che 
LORDE,z wondered at $ ende. For atthe laſt 
they belde mod) of him, of whsin $ ouccaf= 
tinge chey thought ſeorne as of an abiectes 
Lieuertheleffe F righteous dyd not fo w ben 
they were thirſtie: dut euen like as though 
tes of } fooiiſh were, ſo was alſd cheir wic- 
Fednes.Whereascertayne ms now(thore ww C 
ex26 dyd avdeſhipe Dommeferpentes va yne 
bee ſtes, thou ſendedſt a multitude ofoomme 
beaſtes vpon them for vengeaunce: chey 
might Enowe,that loke where withalla mz 
fynnech, by che fame alfo fhal be be punyf= 
bed. For unto thy allmighty bande,ehar me 
dethe worldcofnanghe, it was not wnpefft 
ble, vo fende amonge thenran beape of Bee 
res oꝛ wogdelySs,o2 cruell beaftesofa ſtraũ 
gekynde ſoch as are vnknowne, or ſpoute fy 
re, de café outa ſmnokinge becth,o2 ſhote bow 
rible [partes our oftheir e yes whid) mighe 
noconly deftroye them with burtinge, bue 
alſo kyll them with their hoznble figbt . Ree 
without cheſe beeſtes might they banc bene 
ſlayne with one winide, beynge perfecuted of 
their grne wortes,and featered above tho- 
row the breth of thy power. 
Lreuertheles thou haſt ordred all chinges D 
in ureafirre, nobre z weight. For thou haſt e⸗ 
ner bad greate firégtbz might,z who maye 
wit hſtõde $ power ofebine arme And why 
like as > finall thyngey $ balaunceweyeth, 
fois * woꝛlde before F:yceasa droppe — 
morninge dew, that falleth de wne vᷣpon the 
earth. Thou haſt mercy vpon all, for thou 
haſt power of all thynges: and mareſt the 


as thoughthounſaweſt not thefinnes of mz, Rom.s.a 


becanfe they ſhulde amende $o: thou loueſt 
all the thinges that are, and hateſt none of, 
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the wh thou haſt made snether dideſt thou 
orde yne oꝛ make eny chinge of euell will. 

How might eny thinge endure, yfit wer 
not y will? Oz howcoudeeny thinge be pze- 
ferued,ercepteit were calledof> But thou 
ſpareſt all, for all ave thine,o LORDE, thou lo 
uer of ſoules. 

ThexU.Chapter. 


fpzetein all thinges? Ther fore chaf- 


A 2) LORDE,bow gracious zfiveteisthy 
x. 


teneft chouché meafurably that go 
widge,and warneſt them, concernynge the 
thinges wherin they offende: thou ſpeabeſt 
wntotbhem(oLORDE) and eroztefé thé to lea 
uetheir wicFednes, and to put their truſt in 


Deut. 9.a the. As for thoſe olde inbabiters oftby boly 
w.dus-b onde, chou mighteft not awa ye with them. 


for they commytted abbominable workes 
agaynft the:as wytchcrafe,fozcery and Ido 
latryrthey flew their owne childzen without 
mercyithey ate vp mens bowels, and denon 
red the blonde : Nee becanfe of fod) abbomi- 
naciss ,»myfbelenesz offeringes, chou flere 
eféche fatbers of che defolate foules by the 
handes of oure faͤthers: that londe whic 
thon loueſt aboue all other, might be a wel 
linge forthe childzé of God. 

Neuertheles chow ſparedeſt che alfocas 
mẽ ſendedſt ? forerũners ofthyne hoof,e, 
uẽ hornettes to deſtroye thé out by lytle zli- 
tle. Not ỹ thou waft vnable to ſübðue ? vn 


Exo.a3.d Godly vnto ? righteous in battayll, or with 
Deut 7d cruell beeſtes, oz  oncrough worde to def 


wPetsa 


lob⸗ · b 


troye thẽ together: Bury mynde was to dey 
ue thẽ out bylycle ⁊ litle, geuinge chẽ time z 
placetoamenve:tnowinge well, it was an 
vnrighteous nacion ⁊ wicked of nature, z F 
their chought might neuer be altered. For ĩt 
was a curſẽ d ſede hee Hbegymnynge, z fee 
rednoma: Ret haféthou pardoned their fyn- 
nes. §or who wyl faye onto the: why haſt 
thou donc ? Oꝛ whowyl ſtõde aga ynſt thy 
iudgmety Or who wil come be fore y face an 
auẽger of vnrighteous mẽ? ©: who wil bla 
me}, yf $ people perifh, who thou haſt ma 
de7Go2 there is none other God but thou, * 
carefé for all chinges: pehoumayeft declare 
bow fF y tudgmẽt is not vᷣnright. There dar 
renethertige,ner tyraũt in y fight requyre 
accõoptes of them, wohſ thou haſt deſtroͤyed. 
§o2 fo mochthẽ as thou artrighteous yỹ 
ſelf thou ordreſt all thiges risbteoufly,z pu⸗ 
niſheſt euẽ bt} bath not deſerued to be punyſ 
hed ztateft him for a — zanaleaunt 
In} lode of y power. For y power is F begin 
nynge of righte ouſnes: and becauſe thou art 
LORDE of all thinges, ther fore art thou gra- 


The xiij. Chap. 
cious onto all. YObanmenchinteF not to be 
ofa full ftrength, thou declareſt ¥ power:z 
boldly del yucreft thou chem ouer knowe F 
not. But chou LORDE of power iudgeſt quy- 
etly,and ordreſt us with greate worfbipe, foz 
chou mayeft do as thou wilt. 

Dy och workes now haſt thoutaught D 

thy people, that a mã alfo [bulvebeinft and 
lonynge:andbaft made thy childrẽ to be ofa 
good hope:fozeucn when chou indgefé,chou 
geueftrorome to amende from ſynnes. Foz in 
fe moch as thou baft purnyfhed,and wb foch 
diligence delyuered enemies of thy ſeruaü 
tes which were worthyto dye where thorow 
thou gaueſt thẽ tymẽ place of amẽdement 
chey might turne frõ their wickednes) wb 
bow greate diligence then punyſheſt chow 
thine awne childeẽ, vnto whofe facbers chou 
Daft [rome z made couenaũtes of good pro 
miſes? So where as thou doeft but chaſten 
vs thou punyſheſt 6 enemies dynerſe wayes: 
to} intẽt Hb; we punyfh,rwe ſhůlde remẽ 
bre y goodneffe:z whan we  felucs are puny 
fhed,to put oure truſt in thy mercy. 

Wher foꝛe where as men bane lyued igno 
raũtly ⁊ vnrighteouſly, thou haſt punyſhed 
thé ſore euẽ thorow F famethingesthacchey 
worſhipped. Gor they wentẽe aſtraye very 15- 
Sein > waye oferrs e helde ỹ beeſtes ( which 
ené their enemies deſpyſed)for goddes, lyuyn 
ge as children ofno vnderfiandinge. Ther⸗ 
fore haſt thouſent a ſcornefull punyſhment 
amongẽ them, as amonge the chidrẽ of igno 
raunce. 2s for ſoch as wolde not be refour- 
med by chofe ſcornes z rebukes, they feit the 
worthy puniſhmẽt of God. Foz chinges F 
they fated, cbey bare thé vnpaciẽtly bein⸗ 
ge not contẽt in them but vnwyllinge. And 
whanthey per yſhed by ? famethinge sthat 
they tokc for goddes, theyEnorleged then, 
thatthere was but one true God, whom a- 
fore they woldenot Enowe:tberfore came > 
endeof their dampnacion vpon them. 

The XI. Chapter. 
Ayneareall men, which haue not * 


SS kndwlege of God: as werethey that 
we 


x 


E 


a 


out of the good thinges whid) are 

fine, Enewe not bim, that of bimfelf is euer⸗ 
laftinge. Nether toke they fomod) regarde 
ofthe workes that are made, as to Enowe, 
who was the craftefinan of them: but fome 
tote tbe fyze, ſome the wynde or ayre, fome 
courſe of ? ftarzes,fome $ water,fome tote 

Sonne and Moone oꝛ tbelightes ofbeauen 
whid rule ? earth, for goddes. But though 
they bad ſoch pleafure in their benty, tha 
they thought them to baue bene goddes: 
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yet ſhulde they bane Enowne, how moch mo 
re fayzerbeis that made them. Forthe ma- 
rer of beuty bach ordened all theſe thinges. 
Oz yf chey marueled at the power andwor- 
bes of the,they ſhulde haue perceaued cher 
by, ¥ be which made chefe chinges, is migh- 
tier thea they. 

Sor bythe greatneſſe z beutye of the crea 
ture, ¥ maker cherof maye playnely be know 
ne. Notwithſtondinge they are che leffe to 
ke blamed, that fought Godz wolde bane 
foundcebim, and yet myſſed. And why 7 for 
ſo moch as they wẽte abeute in bis workes 
and (ought after them,it is a tokẽ that they 
regarded and helde mod) of bis wortes F 
arefenc : howbeit they are not wholy tobe 
excuſed. For yf their vnderjtonvinge and 
Enowlege was fo greate, § they conve dif 
cernethe worlde and y creatures, why dyd 
ehey not rather fynde ont ¥ LORDEtherofy 

Dut vnbappie are they, andamenge the 
decd ts their hope, that callebe Godwhidy 
are but the wortes of mens banves : golde, 
fylucr and the thinge, chacis founve dut by 
connynge, the fimilicude of beaftes , or eny 
vayne ſtone that bath bene made by ban- 
dcof olde. Or as whan a carpenter cutteth 
Downe a tre outof che wodd, and pareth of 
the barck of it comryngly: and fo with the 
‘one parce maketh a veffellto be vfed, and 
dighceth meace with the refidue. As for the 
—5* parte that ts left, which is profita⸗ 
ble for notbinge( fez it is a crofed pece of 
wodd and full of Enobbesyhe carueth it oili- 
gently thorow bis vanite,and (a cordinge to 
the Enowlege of bis connynge ) be geneth ie 
fome pzopozcion, fafhioncth tc after the ſimi 
litude of a man, or mabeth it lite fome beeft, 
firatech it ouer with reed and paynréth ic, 
and loke what foule fpotisinic, he caſtet h 
fome coloure vpon it. Then maketh bea cow 
ueniẽt tabernacle for it,fecteth itin the wall 
and maketh ic faft with yzon, pronydinge ſo 
for it leſt it happẽ co fall:fortt is wellénow- 
ne, that it can not helpe it felf: And whyy 
it is but an ymage, and muſt of neceffite be 

helped. 

Then goeth he and offreth of his goo- 
des vnto tt for bis childzen and for bis wife: 
He ſeketh helpe at it he axeth councell at tt: 
he is not aſhamed to ſpeabe vnto it $ bath 
no ſoule: for health, be maketh bis peticion 
vnto bimebacis fice: for life, be prayeth vit 
to him that ts deedre he callech vpon bim foz 
delpe,that is not able co belpe bim felfizro 
ſende bim a good tourneye, be prayeth bins 
that maye net go. And inal the thinges ỹ 


tase a . 

Che pit}. Chap. Fo. xxxvt. 

betateth in hande whether it be to ¢ ptayne 

eny thinge or to workehẽ prayeth vnto ban 

that can do maner of gooð. 
TbheXMl.Chapter. 

7 Sayne, another mã ur poſinge to fay 
lez begĩnynge to take bisicurneytbo 
row Fraginge fte,calleth foz helpe vr 

toa ſtock, Fis farre weaker, che Ftreplea- 
reth bint. For as for it, coneteoufneffe ofmo- 
neye bath founde it out, 7 > craftefing made 
iced bts connynge Bucy pronyvence (D fa- 
ther) gonernech all thinges fro * begynnyn- 
ge fort hou haſt made awaye tit > fee,z 4 fir- 
re path inthe myddeſt of $ warwes:declarint 
getherby, Aᷣc hon baft power co belpe in all 
ebinges , yeethougha man wente tothe fee 
without ſhippe. LTeuercbeleffe, $ $workes 
of} wyfidome ſhulde not be vainethoubafé 
canfed an arke to be made: z therfore do men 
commytee their lynes to a finall pece of wod 
paſſinge over the ſee in a Poyppere are ſaued. 
Sorin the oldceyme alfo wha the proude 
Siauntes peri[hed, be(in whõ the bopewas 
leftto increae $ woulde)weteintothe ſhip· 
pe which was gouernedthozow thy bande, 
zfo left fede bebinde bim vnto > worlde. Foz 
bapptets } tre where thorow rightcon{res 
edmeth:but curſed is the ymageof wed, Fis 
maverd hades, yee both it z he made itioe, 
becauſe he made tt:z it becauſe it was called 
God, where asit is but «frayleebmge. Sor 
the vngodly ⁊ his vngodi yes are both ſike 
abhominable onto God. Euen fo y wortez 
he ? made it alfo ſhal be puny [bed together. 
Therfore ſhalthere a plage come v onthe 
ymages of the Heitherr: foz out o} the crea⸗ 
ture of Sod they are become an a bomina- 
clon, & temptacion vnto t he foules of men, 
and a ſnare for the fete of the onwyfe. And 
wbyr the Ringe out of ymages is the begin 
nynge of whodome, end the buinginge vp 
of themis che deftruccion of life. Gor they 
were not fromebe begynnynge, nether ſhall 
eheycdtinue fox euer The weiehy ydilnes of C 
men bath founde them out ‘vpon earth, ther 
fore fhalthey come fhortly toanende. WObé 
& father: mourned for bis forme ywas taker 
arweye fiSbim, bemade biman yma ge (in olf 
¥ baifEof bis deed fonne:z fo beganeto woz 
fhipebimas God, which was burg deed me 
‘Z ordened bis fernauntes to offre vnto Dim. 
Thus by proceffe oftymezthozow ldge cue 
teme,this errd was kepte as elawe, zty2aiF 
tes cOpelled mẽ by wioléceto bond ymages. 
As foz thofe Fwere ſo farre of y me mige noe 
wwo:fhipe them pzefently , their picture; was 
brought frd farre (itetbe ymage ofatynge 
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whõ they woldehonoure)co the intent that 
with greate diligence they might worſhipe 
bim whic) was farreof, as chough be bad 
bene prefent. Agayne,the ſyngular connyn 
be of the craftefnan gaue the ignozaunt al 
ſo a greate occafid co worfbipe ymages. Foz 
the workman wyllinge to do bim a pleafure 
that fect bint a woke, laboured with all bis 
connynge to mate the ymage of the beft faſ⸗ 
hion. And ſo thorow the beury of the woke) 
the comon people was difceaued, info moch 
thatthey rofe bim now fora God, which a 
litle afoze was but honored as a man. And 
this was the erroure of mans life whanmen 
(ether foz to fernerbeir owne affeccton,oz to 
dofome pleafire onto Finges)aferybed vnto 
ſtones and ſtockes che name of Gov, which 
ought co be genen vnto no man. 

Hiozouer, this was not ynough fozthem 
that they erred in chetnowlege of Godrbut 
whereas they lyned inthe grearewarres of 
ignozaunce, thefe manyand greate plages 
called they peace. Fo: ether they flewe their 
awne children and offred chen, o2dyd facrifi 
cein the night feafor, oz els helde vnreaſona 
ble watches:fo chat they bepte nether lifener 
mariage cleane: butetber one flewcanother 
to death malicionfly, ozcls grened bis negh 
boure xb aduoutrie. And thus were all chin- 
geo myrce together: blonde, manflaugbter, 
theft, diffunulacion, corrupcion, onfaichfil- 
neſſẽ, ſedicion perinry, difquyetinge of good 
men, vnthat filnes,defylinge of foules, has 
gingeofbyzch, onfiedfaftneffe ofmariage, 
myſdedre of aduoutricand onclenneffe. 2nd 
why? thebonouringe of abbominable yma- 
ges,isthe caufe,thebegynuynge and ende of 
allenell, For they y worſhipe Idols, either 
they are madd whã they be mery, or pꝛophe 
cic lyes, or Lyne vngedly, or els lightly man- 
ſweare them ſelues. For in ſo moch as their 
truſt is in * Idols ( which haue nether foule 
ner vnderſtondinge) though they fiveare fal 
ely, yee they thinke it foal noe burterbem. 

Therfore commeth a greace plage vpon 
them,and that worbely:foz they bane ane- 
nell opinis of God, geninge hede nto Idols, 
ſwearinge vitinfély to difceaue, and difpyfin 
ge righteouſnes. Fortheir ſwearinge is no 


E 


vertuc, but a plage of them that ſynne, and 

goeth euer with che offence ofthe vngodly. 
2 The Xv.Chapter. 

Veehon(® 6 God)art fivete, longe 

93 fafferingcandtrue, and in mercy o2- 

dreſt thou all thinges. Chough we 

ſynne, yet are we thine, for we knowe thy 

ſtrength. mf we ſynne not, then are wefure, 


The rv. Chap. 


thatthouregardeft vs . SoztoEnowethe,is 
parfecterighteoufines: NeetoEnowe F righ 
teoufiies and power,is the roccof immozta- 
lite. As for thethinge chat men bane founde 
out thorow theyr enell ſcience, it bath not 
difceaucd vs:as the payntinge ofthe pictu- 
recan vnpzoficable laboureand carued yma · 
ge, with diuerſe colours, whofefight entiſet h 
theignozaunt:fo chat he honourech and lo- 
neth the picture ofa ced ymage, that bath 
nofoule. 

Cleuertheles , cheythat loue ſoche euell 
thinges,are worthy oPocathicheythacernft 
incthem,tbey chat matc them, chey that loue 
them,andtheytbat honoure them. The pot- 
ter aiſo taketh ⁊ temperethſoft earth,labou- 
reth it and geueth it the faſhion of a veffell, 
what ſo euer ſerueth for oure vſe: and ſo of o- 
ne pece of claye be mateth ſome cleane veſ⸗ 
fel fo2 ſeruice, anð ſome contrary. But where 
tocuery veſſell ſerueth, that tnoweth ¥ pot- 
ter bimfelf. So with bis vayne laboure be 
maketh a god of the fame claye: this doth 
euen be, which « litle afore was made of 
earth bimfelf, and within a litle whyle after 
(whan bedyeth eurneth to earthaga yne. 

Clotwithftandinge he careth not * mo⸗ 
re becauſe be ſhal labé ner becaufe bis lifets 
Hoꝛte:but firyuechtoercell golofinythes, + 
Hluer ſmythes z copper finithes,and tabeth 
it fozan bons tomate vayne thinges. For 
bis bert is afhes, bis bopeis bue vaineearth 
this life is moze vylethen claye: for ſo moch 
as be Enoweth not bis awne mater,that ga- 
ue him bis foule to worke, and bret heð in him 
the bꝛeth of life. They counte ourẽ life but a 

and Sure conuerſacion tobe butt a 
inarket, and that men ſhulde ener be gettin⸗ 
ge, yee and that byeuell meanes. Now bef 
of earth matecth frayle veffell and ymages, 
knoweth himſelfto offende aboue all ocber. 

All che enemies of thy peopleand F hol- 
dethem in ſubieccion are onwyfe,onbappie 
Gnd erceadinge proude vnto their owne fou 
les: foztbeyindgeallthe Fools ofthe Hei- 
the to be goddes, which nether haue eyeſight 
to fé,ner nofes to ſmell ner eares to heare ner 
fingers of handes fozto grope:z as foz their 
fete,theyarcto floweto go. Forman made 
them, and he that bath but a bozowed fpze- 
tefafbioncdthem. Buenoman can mare a 
Godlite onto him: for ſeinge beis bue mor 
tall bimfelf-itis but mozcall that be maketh 
with vnrighteous handes. He bimfelfis bee 
ter thenthey whombe worbippeth , for be 
Tynedchough be was moztall, but fodydne- 
uerthey, Ree they worſhippe beeftes alfo, 
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Khe boke of Wyßdome. 


which are moft miferable: foz compare thin 
ges that cannot fele vnto them, zebey are 
roozfe then thoſe. met is there not one of the 
fe beeftes, chat with bis fight cã beholde eny 
good chinge, nether haue they geuen prayſe 
ner thantes onto God. 
The Xvi. Chapter. 
4 ¥ Orthefe andfoch ocber thinges ha⸗ 
W ue they ſuffred wort hy punyſhment 
⁊ thorow ymultitudẽ of beeſtes are 
theyroted out. In ſteade of * whic puniſh 
mentes thon haſt gracioufly oxdzed thine 
a wne people,z genen them their deſyre that 
they loged fora new zftraunge taift,pzepa- 
ringe chem quales co be their meate sto the 
intent (by che thinges which were ſhewed 
and fent vnto thentbey ? were fo gredy of 
meate, might be withdrawen even from the 
deſyre that was neceffary.Buccbefe within 
[hore tyme were brought vnto pouerte,and 
caifted & neromeate. For it was requifite ¥ 
(without eny excuſe) deſtruccion ſhulde co- 
me vps thofe which vfed tyrãny, z to ſhewe 
onely vnt othe orber, bow cheir enemies were 
deſtroyed. Foz whan the cruell woodneffe of 
the beeſtes came vpon them, they peryfhed 
thozow eheftinges of the cruell ferpences.. 
Notwit hſtsdinge y wrath endured noe 
perpecnally, but they were putin feare for a 
litle fegfon, Pebeymighe be refourmed, ba- 
uynge a token of [aluacton,to remembze the 
cOmaundement of thy lawe. Foz be $ cSuer 
ted, was not healed by the thinge Phe ſawe 
but by THE,D utd of all .So inthis thor 
Phewdeft chine enemies, Fit ts chou, whid> 
delincrefé frd all euell. As for thẽ whan they 
were bytten vb greſhoppers and flyes, chey 
died, fox they were worthy to perifh by ſoch: 
But nether che teth of dragons ner of verry 
mous wormes Ouercame ¥ children, for thy 
mercy was ener by them z belpedebé.Cher 
fore were they punyfhed to remẽ bre thy woz 
des, but baftely were they bealedagayne: 
lefEchey ſhulde fallinco fo depe forgetfil- 
neffe,that they mighe not vſe thy belpe. 
C Fewas nether herbe ner plafter F refEo- 
red thé co health, but thy worde(o LOR DE) 
which bealeth all ehinges. Je is chou(o LOR 


B 


Deut. z.k DE) haſt the power of lifez deathrthou le 
Kea · b deſt vnto sats 


es Dore, z bringefEvpagay- 
ne, Bue man thorow wicednes flayeth bis 
ovone foule, z when bis fpzete goeth forth. it 
turneth not agayne, nether maye be calla- 
gayne $ foule pis take awaye: Fe is not poſ 
fibleco efcapey bande. For 7 vngodly Fol 
de not Enowe were punyſhed by $ ſtrẽgth 
Of thine arme: & ſtraũge waters,bales and 


Che xvij. Chap. Ao. xxxvij. 
raynes were they perfecuted,z thorow fyre 
were they cõſumed. Foz it was a wonderous 
thinge that fyzemight do moze then water 
which quéchech all chinges:buc worlde is 
¥ antger of cherighteous. Some tymewas 
¥ frre ſo taine Hebe beeſtes whidy were ſent 
topuny[h > ongodly,bzent not:z becauſe 
they ſhulde fezEnowe, ỹyᷣthey were perſecu · 
ted vd che punyſhmẽt of God. And ſomt yme 
brent the fyzein the water on every fyde, pit 
might deftroye $ wnrightcous naciõ of che 
earth.Againe,thou baft fedchinearwne peo D 


ple angels fove,z ſent thé bꝛed ready from kxo · 


heauẽ wit hout their lab} dbeynge very ples 
ſaũt ⁊ well gufted. Andeo fhewe prsab pete 
z fivetneffe onto thy dildzé, chou ganeft eve 
ry onetheir deffze,fop euery man might tas 
Ee what liked him befé. But the fnowe z yfe 
above the violéce ofthe fyre, zmeltednot:y 
theymighttnowe, pebe fyre burninge in the 
bale ⁊ rayne,deftroied frute of * enemies: 
> fez alſo forgatt bis ſtrẽgth agayne, p > 
righteous might be noriſhed Foxy creacure 
Pferueth > (which are ¥ maker)is fearfein 
punyſhinge $ vnrighteous, butitis eaſy 
gẽtle to Do good, unto [och as puttheir ernfé 
inthe. Cherfoze dyd ail thinges aleerarthe E 
fametyme, z were all obediét onto thy gra- 
ce, which ts $nozfé of all thinges, acozdin- 
Geto F defyze of che ð hadnede therof: * 


¥ child2é(D LORDE)whs chou loueſt, might beut.o.a 
Enowe, ¥ itis not nature the growinge of Mac-4a 


frutes yỹ fedeth mé,but Pitis } worde which 
— — thé ? put their truſt in the. For lo 
e what might not be deſtroyed xb the fyze, 
as ſoone as it was warmed wv @ litle Sonne 
beame, it melted: Pall men mightEnowe, § 
thantes ought to be geuen vnto > before F 
Sonneryle,z Fehon dughteſt to be worſhi⸗ 
ped before Fdayefprynge. For }bope of i 
wntbant full fhalmele awate as the wynter 
yitz periſhe as water, Fis noe neceffary. 
The XVII. Chapter. 
Reatearetby iudg mẽtes (o LORDE) A 


ztby councels cannot be erpreffed: Tom.u.a 


— men do erre, pwil not be refourmed 
thy wyfdome. Foz whan the vnrighteous 
t hought to bane thy boly people int fisbiecis, 


they were bounderd che bandes of darck nes xxo io.e 


zlonge night, [butt onder $ rofe,chintinge 
to eſcape ? euerlaſtinge wifdome. 2nd why 
ls they thoug ht to be hyd in * darck neſſe of 
their fynnes, they were [catered abrode in * 
very myddefé of the darcF coueringe of for⸗ 
getfulnes, put to horrible feate z wonderouf” 
Ty vered. For the comer where they were, 
might nor Eepe them from —— * 


The boke of Wyſzdome. 


ſou de came downe and vered them: yee ma 
ny terryble and ſtraunge viſions made chan 
aftayed. 

BD _ Lo power of the fyre might gene them 
lighe,necher might the cleare flames ofthe 
ſtarres lighté p horrible night. For thercap- 
peared wnto thé a ſodane fyre, very dredefůl: 
Ae y whichavban chey fare not hinge they 
were ſo a frayed that they thought ? chinge 
which they ſaweto be the moze fearfuil. As 


Exod.z.b for the ſorcery T enchauntemẽt ¥ they vſed, 


it came to derifid and che proude wyß dome 
wes brought co ſhame. For they p promy⸗ 
fed co dryne awaie the ſeat fulnes æ diede frõ 
¥ weake ſoules, were fick for feare thẽ felues, 
and that wb (come. And chough none of F 
woders feared thé, yee werethey afrayedat 
the beefics whic came vpon ché,z at * Hiſ 
ſynge of the ſerpẽtes: In fo moch that with 
exéblinge chey frowned, z fayde they ſawe 
not ? ayze, which no mã yet maye eſcape. 
CFSor it is an heuy chinge, whe amans ow 
ne confciéce beareth recorde of bis wicked⸗ 
nes ⁊ condépnech bint. And wyr a vered ⁊ 
womnded conſciẽce, tabeth ever cruellebin- 


Phal.gs.a gesin bade. Fearfulnes is nocbing: els, but 


@ declaringe $a mã feFcth belpez defence, 
ro anſwere for bim felf. And loke how moch 
leſſe che hope is within, the mozets * vn cer 
taynte of the matter, for che which be is pu- 
nifbed.Bucehey F came in mightie nighe, 
flepee > flepe } fell vps che frd vnderz frẽ 
aboue: fomcyme were they afrayed thorow 
> feareof * wonders,z fomtyme they were 
forweate, Hebey ſwowned withall: for an bat 
tte z fodane fearfulnes came vpon thẽ. After 
warde, yf eny of thé bad fallé, be was kepte 
z fhuce in prefon,buc without chaynes. But 
$f eny dwelt in a vyllage,yf be bad bene an 
by2d 02 hußbandman, he ſuffred intellerable 
neceffite : for they were all bounde with one 
chayne of darcPneffe. 
D _ Wheebericwerea blafynge wynde, o2 4 
ſwete fonge of ¥ byzdes amonge the thicke 
braunches of the trecs, or the vehe mence of 
haiſtie rũnynge water,oz greate no yſe of * 
fallynge downe of ſtones or the playenge z 
riinynge of beaſtes rohõ they fare not,o: * 
mighele noyfe ofroaringe beeſtes, or $ fern 
de anſwereth a gayne in the byc mountay 
nes: it made thẽ ſwoivne for very feare. Fez 
all the carth ſhyned wb clearelight, znome 
was byndercd in his labe . Onely vpon the 
there fella beny niciht, an ymage of darck- 
nefjecbat reas co come vponthem. Ree they 
were vnto them felues chemoft beny z horri 
ble darckneſſe. 


The xviij. Chap. 


The XVII. Chapter. 

Qy Euertheies thy fayntes bad a very A 

greacelight (andthe enenties berde 
their voyce, buerhcy ſawe not thefigure of 
them 2nd becanje they ſuffred not F ſame 
chinges, chey maguifiedthe:andetbey p we⸗ 
re vexed afore ( becaufe they were not burce 
new) chanted the, and befought ¥ (9 God) 
P there might be a difference. Cher foze had 


they ¢ burnynge pier of fyze coledetbem in Exo.3.a 


the vnknowne waye,ztbou gaueſt them the 
Sonne fora fre gife without enyburte. Rea 
ſon iewas ,chatthey ſhulde want light z to 
be put inthe preſon of darck nes, which kep⸗ 
techy childrẽ in captinyte, by whem the vn 
corrupte light of thelawe of y worlde was 
forte be geuen Whanthey thoͤught to flaye B 


tbe babes of therighreous(onebeinge laied Exo⸗.c 


out, and yet preferned to be leder vnto the o- 
ther thou broughrefé out the whole mulet- 


tude of the children, and deſtroydeſt thefein exo. 


themightic water. f chat night were ou⸗ 
xe fathers certified a fore,that they Enowin- 
ge vnto what oothes they bad geuen credẽ· 
ce,mightbe of good cheare. Thus thy peo⸗ 
ple receaucd $ bealth of the righteous, but 
the vngedly weredeféroied. Foz liteas thon 
Daft burte cure enemie s, ſo baf— then premo 
ted vs whom thou calledeft afore. For the 
rightcous dyildzen of the gocd men offred fe 
evetly, z ordred thelawe of righteoufnes vn 
to vnite: the infi Mulde receane good and 
cuell inlife maner,finginge prayſes vnto > 
father of all men. Agayne, there was herde 
an onconvenient voyce of theencmics ⁊ a 
—— crie fo2 dhildzé that were bewayled. 
bemafter andthe fernatit were punyſhed C 
alte ,themcane manandthe tynge ſuffred 
in life mancr. For they all together bad innu 
merable that dyed ene death. 


Nether were y lyninge ſufficient to bury exo. 


deed, for in ¥ tꝛvinck linge of an eye the no 

bleſt nacion of thé was deſtroyed. As oftas 

Gorbelped thé afore, yet wolde it noe make 
thé beleue: but in Fdeſtruccien of ¥ firfi kez 
ne they knowleged, tharit was $ peopleot 
God. Fer whyle all chin ges were fiill,zwhe 
¥ night wasin ¥ myddeſt of bir cenrfe,tby 
Allmigheic worde ( OLCRDE )leapredemnie 
fro heauẽ out of F royall trone, as arongh 

ma of warre,in ¥ myddeſt of ¥ londe Pras 

deftroyed:z Y fharpe ſwerde perfemmed F 

fircite cCmaundamet, fiadingez fyllingeall 

thinges xb dcath: yecit ſtode vpo ¥ carth z 

reached vnto the heauen. Thentkefight of 
the encll dreames vered them ſodenly, and 

fearfulneffe camevponthan vnawarres. 


Exo.14.a 
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D Chen laye there onehere, another there 
balf deed balf quyck, and ſhewed the canfe 
of bis death. For the vifions thar vered the, 
Hhewed thé theſe thinges afore: fo that they 
were not ignozaunt,rberforechey periſhed. 

The tent acion of death touched the righ 
teous alſd, and amonge the multitude in che 
wylderneſſe there wes inſurreccion, but thy 
wrath endured noc longe. For the faucleffe 


Numisg man wenteinall the baift, and toke the bat 


tayll vpon him, brought fort h the weapẽ of 
bis miniſtracion: euen p:ayerand ? céfours 
of recõcilinge, ſet himſelf agaynfé ¥ wach, 
and ſo brought the unfery co anende:decla- 
ringetherby,cbat be was thy ſeruaunt. Foz 
be duercame noe the multitude with bodely 
Porwer,ner wich weapẽs of mighe:buc with 
che worde be fizbdued bim that vered bin, 
puttinge the tn remembzannce ofthe oorh z 
couenaũt made onto the fathers. Foz whan 
the deed were fallen dorvne by beapes one 
vpon another, be ſtode inthe mydbeft, pact- 
fied the wrath,and parted waye vnto the 


Exoas-b.c lyuynge. 2nd wh yin bis longe garmẽt was 


allche beuty, andin che foure rowes of the 
ſtones was the glory ofthe fatbers grauẽ 
and thy maicfty was written in che crowne 
of bis heade. Vnto theſe the deſtroyer gaue 
place, and was afraycd of them: for it was 
only a tentacion wortt-y of rzath. 
Thexix. Chapter. 
A S for the ungodly, che wrath came 
sf vpð them — mercy vnto the en 
de. Foz be bnew before what ſhulde 
bappé vnto them: how that whan they bad 
cõſented to lett them go, and bad ſent them 
out with greate diligence) hey wolde repen 
te,z folowe vpon them. §o2 whan they we- 
re yet mournynge and makinge lamécacion 
bythe granes of thedecd,theydenyfed ano- 
ther fooliſhnes: ſo that they perſecuted them 
in their flienge, whom they bad caſt out afo 
re w prayer. Wort hy neceffite alfo brought 
them vntothis ende, for they had cleane for 
gotten the thinges p happened vnto them 
afore. But the chinge that was wantynge 
of their punyfbment, was requyfite fo to be 
fulfilled vpon chem with tormẽtes: that thy 
people might baue g marnelous paffage 
thorow,and that theſe might fynde a ſtraun 
ge death. 
~The was euery creature faſhioned agay 
ne of the new acozdinge to che wyll of theit 
maker, obeyenge thy commaundementes, > 
thy chilozen might be kepte witbout burte. 
Foꝛr the cloude oucrfhadowed theirtentes, 
athe drye earth appeared, wherẽ afore was 


Che xix. Chap. Ao. xxxviij. 
water:ſo in the reed feethere wasa waye 
wit hout impediment,and the greate depe be 
came a grene felde: where thorow all F peo 
ple wente that were defended with thy ban- 
de,feinge thy wonderous z maruelous wor · 
Ees. For as horſes, ſo werethey fedd,z lea 
te like lãbes, pꝛayſinge the OLORDE which 
haddeſt delynered them. And whyzthey we 
re yet myndefull of che chinges,chat bappe 
ned whyle they dwelt inthe londe: how ied 
grounde brought forth flyes in ſteade of cw 
celLand bow Fryuer ferauled with che mul 
titude of frogges in ſteade of fyffbes. 
BucacthelafEechey fatveanew creacion C 


of byrdes, whattyme asthey were difcea- red 
— * 


ued with luſt, and defy fyzed delicate meates, 
Sor whan they were [peatinge of their a@p- 
petite, che quales came vp vnto them front 
the fec,and punyfymentes came vpon $ ſyn 
ners , not witboutthe tokẽs wobich « cameto 
paffe afore by the vehemẽce of > ſtreames: 
fortbey ſuffted wort hely acordinge co their 
swicFedneffes, they dealt fo abhominabiy z 
churliſhly with firaungers. Some receaued 
no vnEnowne geftes,fome broughe y firaun 
gers in co bondage chat dyd chem good. Be 
Tyde allchefe chinges there were ſome that 
not onlyreceaued no ſtraungers with their 


wylles, but perfecucedehofe alfo,and dyd thẽ #loh-b 


mod enell, chatreceaucd che gladly. Cher- 
fore were chey punyſhed with blynoneffe, li· 


fe as they that were couered with ſoͤdane Gen.19.¢ 
darck neſſe at che dors of therighteous:fo * Re· s. a 


? euery onc ſought F intraunce of bis doze. 
Thuscheclementes turned intochemfel D 
ues, like as whan onetuneis chaunged vpon 
an inſtrument of muſick, and yer aů the refie 
due kepe their melovy:which maye eafely be 
perceaued, by thefight of the thinges that 
are cometopaffe. Che drye lsde was turned 
in to a watery, z > thinge chat aforefiwam 
me inthe water, wente now vpon the drye 
grounde. The fyre had power inthe water 
(cStrary to bis arone vertue) and the water 
fozgatt bis awne Eyndeto quendy. Agayne, 
the flammes of thenoyfome beaftes burce 
not the flefh of chem that wẽte with chem, 
netber melecd they the sft, wbich els mele 
teth lightly. In ali thin ges haſt thou 
promoted thy people(o LOoRDhand 
brought them to honoure: thou 
haſt not deſpyſed them, bůt 
allwaye and in ali places 
haſt thou ſtonde 


bythem. 


The ende of ebebat of wypoeme 
ij 


Ottleſtaſtitus called Yefus ſyrat 
The pꝛologe of Jeſus che ſonne of 


Syzac vnt o bis bote. 


Any and greate mẽ haue declared wyßdome vnto vs ont of F lawe, out of ¥ pro- 
phetes z out of other chat folowed thé. In the which thinges Iſrael ongbrto be 
¥] commended, by che reafon ofooctrine and wifdome: Cherfozethey that haue it 
reade c ſhulde noc onely thé felnes be wyſe there thozow, but ferue orber alfo with teachin 
ge and wrytinge. 

After that my graundfacher Jeſus had geuen diligentlaboure to reade the lawe, the 
propbetes and ocber bokes that were left vs of oure fatbers,and bad wel erercifed himſelf 
therin: be purpofed alfo co weyte fome thinge of wyfdome and good maners, tothe ince 
that they which were wyllinge to ierne andro be wyfe,might haue che moze vnderſtandin ⸗ 
Se, and be the more apteco lede a good conncrfacion. 

Wher fore J erorte you to receane itlouyngly,toreadeit with diligence, andtotate it in 
good worth :chough oure wordes be not ſo eloquent as the famous ozatours. Foz the thin 
Gethatis weyttin inthe Hebrue tonge, foundeth not ſo well whan itis trãſlated in coang 
ther fpeache. Not only this boke of myne,but alfo thelawe,the prophetes, and other bokes 
founde farre ocber wyfe,then chey do, whan they are [poten in their awnelanguage. 

Now inthe XXXVIIL yeare whan J came inco Egipte in the tyme of ptolomy uer- 
ges. and continued chere all my life, J gat liberticto reade and wryte many goodthinges. 
—— thought it good and neceffary, to beſtorve my diligence and traua yle to inter⸗ 
pretetbis boke, And confideringe thar I badtyme, J laboured and dyd my bef toperfour 
methis boke, and cobzynge it onto light:that the ſtraũgers alfo which aredifpofedto ler 
nemight applye them felues vnto good maners,z lyue acordinge to $ lawe of FLORDE. 


What this boke conteyneth. 
Chap. 1. All w mecommeth of Gov.foz Chap. XEhe proftit that commeth of the fea 
Deonelyiswyfe ——— feare. fe Yeof God © of wyfdome,whidy Toccoa 
Chap. i. An eroztacion vᷣnto pactence @ to Bot recenue. 
the feare of God. Chap. XVI. The multitude of euell children ia 


odoctryne for dilozen, how they 


He. mu. not good, forthe grace of Godis not amonge 
ulde honoure father and mother: Show men 


the vngodly. The pacience,mercy,andwyBdor 


ought to begentleandlowly. 

Chap. tu. yß dome lerneth to be mercifull 
4nd louynge onto euery man. What rewarde 
noe Geuerh, tothemrbatloucher and fe- 

‘eber. 

Cyap. v. Tet no man truſt tnbis rides Let 
no man leane vpon bis owne power, [et no man 
Defpyfethe mercy & longe fufferynge of Gov. 

bap. Vi. Of rruce falfe frendphipe. An croz 
tactontoherten vntowyfdome. 

Chap. vu. — Many goodly leffons anddocume 


tes. 

Chap. Vit. Ze teacheth to bewarre of ftrife.to 
thine feome of to ma, to avoyde ſuertrſhipp. 
to bewarre of bzancleffe and cruell people. 

ep. IX. Gow mẽ ſhulde behaue them ſelues 
swith chet: wyues,& bow olde frendfhipeought 
not to be broben ec. with many other good lef 
fons. 

Xe Of tudges & rulers of the people. 
Gow pryde ought robe efthued. 
ap. XL ATFany goodinftruccions. 


Chap. XU. Yow andto whom a ms fhuldedo 
0. 
cpap XUL ZSow the poore fhulde Fepe himſelf 
from theride, 
Chap Xi. The vnfaithfulnesand wickednes 


of tid) nygardes. Un croatacton to do goede 
to cleue vvnto wyßdome · 


meof God. 

Chap. XVI. Zow Sod made man endewedhim 
with gifees,openyngebiswil & Inwegnto him: 
bur dofe Ffrael out of all people. 

Chap. XVI. The wyfvomcof Gor andordze oF 
iswores, whic no man maye comprehende. 
Thedayes of manarefhorte. God fuffreth lore 
ge, rebuketh and teadheth all fod as wil recea- 
benurtoure. 

Chap. XIX. ATany goodleffons of wyßdome. 

Chap. XX. AFenoughttogeue warnynge,to 
erozteand to rebuke? but not tobe cruell ,vio- 
Lent oz malicious. © f fylence,andfpeakinge,.e 

en. bow — — fi 
ap. XXI. maner of ſy nnes oughttobeef- 

ned The: — ——— fooltfiy. i: 

Chap. XX. foole wyll not be refourmed nor 

rebufed. Be faithfull onto thy neghboureand 


frende. 
Chap. Rau. Afatthfull prayer vnto God, to pꝛe 
ferue the mouth and tonge from noyfomewo2- 
Desandoothes,e thebert fromeucll though+ 
tes.Zow greate abhominacton aduontry is- 
Chap. XXII. Wcommendacion of wyfoome. 
Chap. XXV. Therets nothinge better then an 
boneft vertcous woman. Agayne ,thereis no- 
thingewo2ferhenaneuell, ungodly, E frowar- 
Dewoman. 
Cheap. XXxvi. 3 commendscion and prayſe of a 
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good honeſt woman,and how noyſome an euell 


wyfeis. 
Chap. XXVU. Many goodly fentences. 
Chep. XXVUL. en ought norte taFe vengen® 


ce,bureuery manto fozgeue bis neghboure,e 
not to beare evell wil ner to firyue Wharher- 
me commeth of falfe tongues & flaunverers. 

Chap. XXX. Gow me fhuldebaue compaffion 
and lende nto their neghbours: and how they 
that bozowe, ought to bebaue them felues egay 
ne. Of onaduyfer fiserctefhipe Bow euery mart 
ought to becontentwith thar he bath ,and not 
to be dargenble onto orher. 

Chap. XXX.” Who folouerhhis dyilozen, tea- 
eth thems, nurrorech themand daftencth the. 
Health ts a noble gift. 

ap. XXXL. Themifery of thecuverous.Zow 
one ſhulde be haue bun ſelf at the cable ,andbe 
meafurablein meate and dryne e What harme 
commeth of drynEinge to mod wyne. 

Chap. XXX. Cobeferin cules vignice, ful- 
De not makes manproudcandbhye minded, but 
to feare,to bediligent and faithful vnto thenr, 
thar ave committed onto bim vc -with other 
good leffons. 

p. XXXII. Gow Godought to be feared. 
is laweFepte. Che difference of ayes andof 
men. The ozdzinge of dildzen and houfholve. 

Chap. Xxx. Thehope of the vagodly is vay- 
ne:the righteous flhalbe prefered . for be put- 
teth bis rruftin God, whidy wilnor be reconct 
led with offeringes,butwith antnnocent life. 

Chap. XXXV.  Theoffringe thar pleaferh God 
is totepebis cSmaundementes,tobe thant ful, 
merctfull,and to ceajfe From fpnne - God ts the 
Defender of wyddowes, Farberleffe, and oppref 
fed, and berreth their prayer. 

Chap. XXXVI. Yr earnejt prayer vnto God for 
belpeagaynft cheenemies. The prayſe of anho- 
neftwoman. 

Chap. XXXVIL. Of true & falfe fredſhipe · Good 
councellought to be fought at them, whid) ave 
verteous and feare God , but firftat Godbim- 
felf. © frypdome and fobeeneffe- 

Chap. XXXVI. Phificians andmedicynsoughe 
not to be defpyfed, bur vſed as a giftof God:ne- 
nertheles God himfelfis firjtrobefoughrin all 
ſickneſſe· Nen ſhulde be meafurablein mour nin 
Ge For thedeed e prepare them felues aiſe vn⸗ 
ro death Euery workmen ought ro bepiligent 
inhis labore, and to pleafe God with Fepinge 
bis commeaundementes. 

Chap. XXXIX. WyFdomeand the feare of God 
excell cll other thinges .2ll thinges are mave 
to ferue the faithful. 

ap. XL. The life of manis a battayll All 
thinges paffe aware, but the rrueth abydeth for 
ever. The hberall and — — of 
the righteous. The vnfatthfullnes and nigard 
neffe of the ongodly. 

Cheap. XL. Death ts fearfull onto thewte- 
Fed,but @ foye vnts the righteous. The curfir- 
ge ofthe vngodiy A good name is a noble thin 
Ge-What the thinges be wherofamanought 
robeafhamed. 

Chap. xi. Whereone ought not to be aſha · 
med Thecare and binginge vpof dilozChe 
power andwyGdome of God. 

Chap. XL. — Thebeuty of the firmamétawher 
by thepower and wyfdome of God is Frowne, 
& foulde by right be pzayfeo. 

. XLII. 2f commendacton and prayſe of 
theolde fathers. 

hap. XLV. Of the Faithfull worthies, and 


Che fire. Chap. Eo. xxxix. 


their nobleactes . Of the pzefthove and offerm 
ges. Thepunyfhment of the fedicious- 

Chap. xLvi. Che manlyneffe of FofueaCa- 
leb. Of thernlers in Sfesel,vnto the tyme of 
fatthfull Samuel. 


Chap. XLV. Of Wathen, Dauid and Salo- 
mon. 

Chap. XLVI. Of Llyas, EseciesandEfay. 

Chap. XLIX,| Therctes of good Fofias The 
Decaye of Ferufalems. © fthe prophetes andpa- 
triacctes. 

Chap L A commédacton of Simeon the 
fonneof Ontas- 

ch Wprayer of Jeſus Syrac Wyß · 


ap. Lie 
dome calleth the ignoraunt onto ber. 


Che firſt Chapter. 


] Al wyßdome cẽmeth A 
24) of God che LOR DE,z 
} bath bene ener vb bim, 
| anid is before all tynie. 
az a POHo bath nombied ¥° 
? A fondeof che ſte y drop 
pes ofthe rayne Tche 
dayes of tyme 7 Who 
bath meafuredthe beyth of beaué, y bredth 
of the earch z the depeneffe of che eer YObo 
bath fought out the grounde of Gods wiß 
dome, whidy hath bene before all thinges? 
Wißdomsẽ bach bene before all thinges,and 
the vnderftandinge of pꝛudence from eueria 
ſtinge. Sods worde in che beyth is the well 
Of wyfdome, andthe enerlaftinge comaun- 
Dementes are the intraunce of ber.) Onto 
whom bath ¥ rove of wyßdome bene decla- 
red 7 Oz who bath Enowne bir wyt 7 Vnto 
whom bath the doctrine of wyßdome bene 
difconered and ſhewed? and who bath vn⸗ 
derftande the many folve entraiice of ber? 
There is onereuẽ che Hyeſt, the mater of B 
all thinges, y Allmightie, ¥ Eynge of power 
Cof whom men ought to ſtonde greatly in 
axe) which fyttech vpon bis crone, beinge a 
God of dominion: He bath created ber tho- 
row y boly gooft:be bath fene ber,nembied 
ber, and meafared ber He bath poured ber 
out vpon all bis workes, and =parr all fleſh 
iij 
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acordinge to bis gift: be geuech her richely 
vnto them that lsue him. Che feare of che 
LORDE is worſhipe and ertiipbe, gladneſſe 
zatoyfull crowne. The feare of the LORDE 
maketh a mery bert, geucth gladneſſe, toye 
and longelife. Who fo fearetb the LORDE, 
tt ſhal go weil with bim ac the laft,z inthe 
Daye off ‘bis death be [hal be blefjen. 

CCThe loue of God is honorable wifdome: 
Tote onto whom it appeareth , they louc ic, 
for they ſe what wõoderous hinges it doth. 


Pfaluto-b Che feare of LOR DE is the begynnynge of 
Pro.g: 


wyßdome, and was made with che Faithfull 
inthe mothers wombezit fhall go with che 
choſen wemen, and ſhalbe Enowne of ¥ righ 
tcous and faitbfull. Che feare of the LOR- 
DEts ¥ right Gods fernyce,chac prefernetly 
aud tuftifiech the bere, and geueth myzthz 
glavneffe. Who fe fearech the L OR DE fal 
bebsppte: and whan be bach neve of com- 
force, be ſhal be bleffev. Co feare Govis the 
wifdome chat maketh ridy,and bringeth all 
Good with ber. She fyllerh the whole houſe 
wich bir giftes, zebe garners with ber trea 
five. The feare of the LORD Eisthecrow- 
ne of wyß dome and geuet h plenteous.pea- 
cezbealth. He bach fene ber znombzed her: 
Enowiege and vnderſt andinge of wyfdeme 
Bath be poured onc as rayne:and chemtbat 
beldeber faſt, bath be brought vnto bong. 
D The feare of theLO RDEisthe roce of 
wyß dome, and bir braunches arelonge life. 
(Jn che creafires of wyfdome is vnderſton 
Dingeand denocion of Enowlege, but wyß⸗ 
dome is abhorred of fynners.) The feareof 
the LORDEDzyncth out fynne, for he that is 
without feare, can not be made rightcous,z 
bis wilfull boloncs is bis ovene deftruccion. 
A paciét man wyl ſuffte onto the tyme, and 
the [hal be baue ¥ revwarde of tye. 2 good 
vnderſtsdinge wil hyde bis wordes fo2 a ty- 
Ie,and many més lippes [hal fpeate of bis 
wyfdome . Inthe treaſures of wyfoomeis 
the declaracion of doctrine, but che fynner 
abborreth the worſhipe of Sod. Ny fonne, 
¥f thou deſyre wiftdome,tepe the commann 
Dement,and Goo fal geue ber vnto therfor 
the feare ofebeL ORDE ts wyfdomez nur 
tonre,be bath pleafurein faith and lonynge 
meteneffe,and be fhal fyllebe treafures ther 
of. Be noe obſtinate and wnfaithfull tothe 
feare of the LORDE, and come noe vnto bim 
with a ouble bert. Be not an ypocrite inthe 
fight of men and cate good bedewhat thor 
ſſpeabeſt. Marck well chefe thinges,lefEtben 
Dappenco fall and brynge thy foule todifyo 
noure, and [> God difconer chy fecretes,and 


Che ij. Chap. 


caſt the downe inthe myddeſt of the cone 
gregacion : becauſe thou woldeſt not recea- 
ne the feare of Gov,and becaufetby bert is 
full of faynednes and difceate, 


The ll. Chapter. 

M z fone Sfebea wilt comein toy A 
to tentacion: ſattle chine bere,and be pacice: 
bowe dorone thine eare,receanethe wordes 
Of onderftondinge,and ſhrencke nor awaye, 
whan chou art eñt yſed. Holde the faſt vpon 
God, ioyne thy ſelf vnto him ⁊ fuffre, that 
thy life maye encreace at the laft. bat ſo 
cucr bappencth onto the, receaue it: ſuffre in 
benynelle, and be pacientintby trouble. Foz 
hte as golde and fylner are tryed in che fyze, 
euen fo ave acceptable men inthe fornace of 
aduerfite. Beleue in Gov, and be pal belpe 
therordee t hy wate a right, and put thy trufé 
tn hum. Holde faſt bis feare, and growe ther 
in. ® ye feare the LOR DE,takefure bol- 
de of bis mercy:fhrencFenotawaye frõ bin, 
that ye fall noc.D ye chat feare ¥ LORDE, 
belene him, and youre rewarde fhallnot be 
emptye. O ye that feare ¥ LORDE,put you 
retruft in bim, z mercy ſhal come vito you 
for pleaſure. O ye feare ¥ LORDE, fet yo" Io 
ue vpõ bim,z yo bertes fhalbe lightened. 

onfidze the olde generacions of men (o 
gechildzen)and marcF them well: was there 
ener eny one confounded, that put his truſt 
intheL OR DE7Who ever contynued in bis 
feare, and was forfaten 7 Oz whom dyd be 
cuer defpyfe,tbat called omer him 


— 
Pal zo. 
Efaacva 


Soꝛ Godis gracious andmercifull, be for⸗ 
geueth fynnes in ? tyme of trouble,and isa 
defender forall chem ſere bimin ¥ cructh. 
Wobe vnto him that bath a oubble bere, 
wicFed lippes and cuell occupied bandes, z 
to the ſynner p geeth two maner of waies. 
Woe be vnto chem that are lowſe of bert, 
which put not cheir eruft in God,and therfo 
re fal they not be defended of bint. Wo be 
vntotbem tbat bane loft pacience, foxfaten 
theright wayes, andare rurned back into 
frowarde wayes. What wyl they do,wban 
the LORDE ſhal beg ynne to vyfer cher 
They that feare FLORDEwilnoemyf C 
truft bis wozbde:and they chat loue bim, wyl 
Eepe bis commaundement.Chey that feare 
the LORDEwyl ſeke out ? thinges chat are 
leafaunt vnto himrand they chat loue bint, 
al fulfill bis lawe. They that feare $ LOR 
DE wil prepare their bertes, and hũbie their 
feules in bis fight.(Chey that fearethe LOR 
DE, kepe bis commaundementes,and wilbe 


fernyce of God, ftonde fafé in righ · Mact.4.a 
coupes and feare, zarmetby foule — 


Tohig.b 


Romunb 
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pacient, tyll they fe himſelf) ſayenge: better 
it is for vs to fall in to the handes of $ LOR 
DLchen it coche hãdes of men: for bis mer- 
cy is as greate as bim felf. 
The ill. Chapter. 
He children of wᷣyß dome are a cSgre- 
* gacion of the righteous, and their 
i crercifé is obedience and foue. Heare 
me youre fatber(o my deare childien)and de 
there after, that ye maie be fafe. For che LOR 
DE wil bane the father honoured of che chil 
Bren, and loke what a mocher comma ũdeth 
bir children co do,be wil baue it kepte. Who 
fo bonouretb bis fatber , bis fynnes fail be 
forgené bim:and he that honoureth bis mo- 
ther,is lite one chat gathereth treafuretoge 
ther. Who ſo bononrech bis father ſhal ha⸗ 
ue toye of bis owne dildzen:z whan be ma- 
keth bis prayer,be ſhal be berde. He that ho 
noureth bis father, ſhall bauealonge life:z 
be chat is obedience for JLORDES fate,bis 
mother [hal haue ioye of him. 

de that feareth the LORDE, bononreth 
bis fatber and mother, and doth chem ferny 
ce, as it were vnto the LORDEbunfelf Mo⸗ 
noure eby father its Dede, in worde and in all 
pacience that chou mayeſt bane bis bleffin- 
Se:forthe bleffinge of * father buyldeth vp 
theboufés of the children, buethe mothers 
curje roteth out the foundacions . Retoyfe 
not whan thy fatber is reproued, for itis no 
honoure vnto the, bute a fhame. For tbe wor 
ſhipe of a mans father is bis awne worfhi- 
pe,and wherethe father is without bonou- 
re, it is the diſhoneſty of che forne. My fon- 
ne, make mod) of thy father in bis age, and 
greue him not as longe as be lyneth. And yf 
bis vnderſtandinge fayle, bane pacience v 
bim, ⁊ deſpyſe bim not in thy frengeb. Foz 
the good devethat thou ſherweſt vnto thy fa 
ther, fall not be forgotten: and whan thou 
eby felf wanteſt ic ball be rewarded the 
(and for thy mothers offence thou fhalcbe 
recompenfed with good, yce it [hal ke foun- 
Ded forthe in righteouſnes) and inthe daye 
of crouble chon ſhalt be remembed:tby ſyn 
nes alſo ſhail mele awaye,liteas the yfein > 
fayre warme weeber. 

He © forſabeth bis father, ſhall come to 
fame: ⁊ he that defyeth bis mother, is cur⸗ 
fedof Gov. tty ſonne perfourme /7 workes 
2b louynge meFeneffe, ſo halt chou be loued 
aboue other men. The greater thou art the 
more hũble thy ſelf (in all thinges) and thou 
fale fynde faus in che fight of God. Foz 
greate power belongeth onely vnto God, z 
beis honoured of the lowly. 


Khe uy. Chap. Fo. xl. 


Scte not out the thinges that areaboue Pro.as.d 
thy capacite, and ſearch not the grounde of R0m-2-4 


fod) chinges as are to mightie foz the: but lo 
Ee wbat God bath commaunded the, thin⸗ 
Ee vps thar allwaye, and be not curious in 
many of bis workes. For itis nor nede full 
fozrtbe,co ſech chineeyes, * chinges F are fe- 
crete. Make not thon to moch ſearch in fuper 
fluous chinges, and be not curious in many 
of bis workes: for many tbinges are fyewed 
vnto che allready, whic) be aboue $ capaci- 
te of men. The medlinge with foc bach be- 
gyled many aman, andcangled their wyt- 
ves in vanite. Now he thaclouech parell, 
fhal per. ſh therin. 

An harde herte fhall fayre euell ac * laf— D 
Can hert that goeth two wayes, ſhal nor pro 
ſpere: hethat is frowarde of hert, wyll ener 
be che worſe and worſe A wicFed bere ſhall 
beladér ſorowes, and vngodly firmer wyll 
heape one ſynne vpon another. Che coune 
cell of the pzoude bath no bealeh, for > plan- 
te of |ynne ſhal be roved out in thé. The bert 
of bin y bath vnderſtandinge ſhal perceaue 
byechinges, and a good eare wil gladly ber 
fer onto ome. An here chat is wyſt 
bath oni Ainge, wyl abſta yne from ſyn 
nes,and increaſe inche workes of rightconf- 
nes. Water quencheth burnynge fyze,z mer- 
cyreconcyleth ſynnes. Sod bach refpecte on 
tobimyis thank fall: be chinkech vpon bins 
aga ynſt the tyme co come: ſo thaͤt whan be 
falleth, be hal fynde a fironge holde. 

ThHellll.Chaprer. 
Rfonne, defraude not the pooreof A 
a) bis almes,and turnc not awaye th 


Defpife noc an hongrie feule, and defyenot 
the poorein bis neceffite : greue not the bere 
of bim thatis belplefje, and withdrawe noe 
the gift from $ nede fuli. Refuſe nce che pray 
er of one that is incrouble, and turne not a 
wa ye chy face from the nedy. Caſt not thine 
cyes aſyde frõ } pooze, p chou gene him not 
occafionto fpeate enell ofthe. Foz yf he com 
playne of inthe bycternes of bis foule,bis 
prayer ſhal be berde:evé he pmave bim,fhal 
Beare bim. Be curteovs wnto * company of 
the pooze, humble thy foule onto the elder,z 
bore dDowne $ beade to aman of worfhipes 
Let it not grenetheto bowe downe thine ea 
re vnto the pooze, but payetby dett, and ge~ 
uebim a frendly anfivere,and > t mekeneſſe. 
Delyuer him ſuffret h wedge frõ * bade B 


Off oppreſſẽ T be not faint harredwhã chou Gene 
ſitteſt in iudgmẽt Be merciful vnto F father Exo.2.b 


les as a father, z be in ſteade of an hußbade 
S iy 
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i Deut. tsa 
wD ne eyes from bim that barb nede. Mares 
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vnto their mother: ſo halt thoun be as an o⸗ 
bediẽt ſonne. of * Hyeſt, and be ſhal loue the 
moze thé y morber doch . Wißdome brethech 
life in to bir children reccauech they ſeke ber, 
z wyll go before che in * waye of righteouſ⸗ 
nes. He yᷣ loueth ber,loueth lifezz they ſeke 
ber diligẽtly. [hal haue greatetoye. Chey 
Eepeber, ſhal haue the beretage of life : foz 
where fhe entrech in, chereis the bleffinge 
of Gov. Chey that honoure ber, ſhal be $ fer 
nauntes of the boly one: andchey chacloue 
ber, are beloued of God. Who fo geucth eare 
neo ber, ſhal iudge the Heithẽ: and he that 
bath reſpecte vnto ber,fhall dwell fafely. 

C Be that beleueth her,fhal haue her in poſ⸗ 
ſeſſſon and bis generacion fpalendure : foz 
whan be fallech,fhe ſhal go with bim befoze 
all. Seare, diedeandcentacion ſhal ſhebrin · 

vpor bint, and trye bint in bir doctrine: 

tyll ſhe haue [> pzoued bimin bis though- 
tes, that be committe bis ſoule vnto her. Thẽ 
ſhal ſhe ſtabliſh him, bringe the right waye 
vnto bim, make bi a glad ma, [herve him bir 
fecretes, and beape vpon bim the treafures 
of knowlege, vnderſtondinge and righte- 
ouſnes. Bucyfhe go wronge, ſhe ſhali for⸗ 
fate bim,and geue bint ouer is co the handes 
of bis enemie. 

My forme, make moch of che tyme, eſchue 
Ephes-b the ebinge Fis encll, and for y life ſhame not 
mathio.e 60 faye } eructh. For thereis a ſhame y hrin · 

geth ſynne, andchereis « ſhame that brin- 
Leui.is · d gech worſhipe and faus. Accepte no perfor 
after thine owne will,that thou be not con- 
founded to thine oronedecaye.Be not aflya- 
med of yneghbé in bis aduerfite, z kepe not 
back y councell whé it maye do good, nether 
byde y wyßdome in ir benty. For in the tö⸗ 
geis wyßdome Enowne, ſo is vnderftandin- 
ge,Enowlege and lernyngein che taikinge of 
the wyfe —— in} workes of righ- 
teouſnes. In no wife [peate agaynſt the woz 
deoftrenth, but be ahamed of che lyes of 
thine owne ignozaunce. Shame noe to con 
fefle thine erroure, and ſubmitte noe thyfelf 
vnto every mart becaufe of fynne.. Wiebfane 
de not $ face ofthe mightic, and ſtryue not 
agaynſt the ſtreame. Sut for the tructh firy 
ue thou vnto death, and God ſhal fight for 
the agaynſt thine enemies. Be noͤt hayſtie in 
thy tonge nether ſlack and negligent in thy 
wortes.Be not as a lyon in thine owne how 
fe, deftroyinge thy houſholde folkes, and op- 
Ad&zoe preſſinge them Pare vnder the. Leenot thine 
bande be ſtretched out to receaue, and ſhutt 
soban chon ſhuldeſt gene. 
The V.Chapter. 


Lhe v. Chap. 


Buſßt not vnto thy rides, andfaye A 
* not:tufly,j haue ynough for my ik, Luc.tz-b 
(Sorte [hall not belpe in checryme of kechune 

vengeaunce and temptacion) Folowe not 
the luft of chine ovonc bert in chy firengeb, 
and faye noc:tufh, bow ſhulde Jor who wyl 

me done becanle of my wortes 7 for 
doutles God ſhal auenge tc. And faye nor: 
I haue commicced mo ſynnes, butt what e- 
nell bach happened mer For che Alimighcie 
ts @ pacient rewarder. Becauſẽ y ſynne is for Romz.a 
geuẽ >be not therfore wit hont feare, nether 
heape one ſynne vpõ anot her. And faye not: 
tufb,che mercy ofthe LORDEis greate, be Eccliana 
Phat forgeue my ſynnes, be they never ſo ma⸗ Eeclius.bs 
ny. $02 liteas beis mercifull,fo gocth wrath "SNe 
from bin alfo, and bis indignacion cometh 
downe vpon [ynners. 

WFakc no tariége to turite vnto * LORDE, 6 
Z put not of frõ dayeto daie: for fodenly ſhal 
his wrath come,z in the tyme of vengeaunce 
he ſhaldeſtroie * Truſt not in wicked riches Proce 
forebey ſhal not belpeinehedayeofpunifly 22"< 
Ment and wrath. Benot caricd aboute co c- Soph.nc 
uery wynde, and go not in co enery waye: for 
fo dothebefynner that bath a dubble tonge 
CSeonde fate in $ waye of $LORDE)bLefied- 
fafEin thy vnderfiandinge,abyde by y wor⸗ 
De, and folowe the worde of peace and righ- 
teouſues. Be gérle to heare ¥ worde of God, 
that thou mayeft underfiande it, and mate 
a true anfivererd wyfdome, Be ſwiftto hea⸗ orb 
re, but ſlowe and pacient in geuinge anfwe⸗ 
re. Rf thou baft vnderftondinge, ſhappe thy 
neghbé an anfivere:yfno,layecbine have v- 
poy mout hꝛleſt chou be trapped in an vndiſ 
crete worde,z ſo cõ foũded. ond z worfhipe 
is in a mãs wyſe taikinge, but > tdgeof vn 
diſcrete is bis awne diſtruccið. Be not a pre⸗ Leui. io· d 
ny accuſer as longe as thou lyneſt, and vſe 
noͤ ſlaunder v thy tonge. Foi ſhame and fo 
row goeth ouerthethefe, and an euell name 
ouer bim that ts dubble tonged: but be that 
is @ preuy accufer of other men, ſhalbe hated 
envyed and confounded.Sc thatthou iufti- 
fietbe finall and greate alyte, 
The Vi.Chapter. 

B Enot y neghbours enemye for} fiz- A 


des fate: for who ois euel ſhal be > 
beyre of rebuke z difhons , z who fo 
ener beareth envycand a dubble cogre, offen 
deth. Be not proude inthe dvenyce of thyne Roms. 
ore vnderfiandinge, left y leaucs wyther, Phila 
and ¥ frente bedeftroyed,zfotboubelefeas 
a dzyetre- For a wicked fonle deftroyeth him 
that bath it, mateth bim to be laughed to 
ſcorne of bis encmics (and bringeth bin 
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Ecclefiafticus, 
tothe porcion of the ungodly.) A fivete woz 
de muitiplieth frendes , and pacifieth che y 
beat variaunce, anda chant fill conge will 
be plenteous in. a good man. Holde frendſhi 
pew many,nenertheles bane but one coun- 
ecler of a thouſande. 

Rf chow getteſt a frende, prone him firſt 
and be not haiſtie to gene bim credence. Foz 
fome manis a frende but fo: a tyme and wyl 
not abyde in the daye of crouble. And there 
ts fome frende that turneth co enemyte, and 
taketh parce agaynfé the : and yf be Enowe 
eny burte by the, be cellech icont.2Agayne,fo- 
mc frende is but a companyon at the table, 
and inthe daye of nede be contynucth not. 
But a fire frenvde wil be vnto F euen as chy- 
ne owne ſelf, and deale faithfully wich thy 
houſholde folte. »fchou ſuffre trouble and 
aduerfite, he is with che,and hydeth noc him 
felf from the. Departe frS thine enemies, yee 
and bewarre of tbe frendes. 

A faithful frende is a fEronge defence: 
who fo findech ſoch one, findech ¢ noble cree 
fure. 2 faitbfull frende bath no peare, the 
weight of golde and fyluer is nor to be com- 
paredeo the goodneffe of bis faith. A faith- 
full frende is a medicyne of life, zchey F few 
rethe LORDE,fhal fynde bim. Who fo fee 
reth the LORDE, (hal pzofpere with frendes: 
and as beis himſelf, ſo ſhal bis frende be alſo 
My fonne, receane doceryne frd chy yourh 
vp, fd ſhait thou fynde wyßdome tyll chow 
be olde.Go to ber as one that plowerh , and 
forweth,and wayte paciẽtly for bir good frr- 
tes. Gor thou ſhalt haue buc litle laboure in 
bir worte, but chou (hale eate of bir frutes 
right ſoone. O how erceadige|iparpe ts wiß 
dometo vnlerned men? an vnftedfaft body 
wyl noc remayne in ber. Onto foch ſhe is as 
it were a twichftone, z be cafteth ber fron: 
bin in allebe haiſt: for wyfdeme is w him 
but in name, there be but few ỹ? hauctnowle 

ge ofber. (Bue with chem that Enowe ber, 
fhe abydeth eué vnto $ appearinge of God.) 

Geue eave (my fone) receaue my doctry- 
ne, and refisfe nor my councell. put thy fore 
into birlyncFes, and tate bir york vpon thy 
neck: bowe downe thy ſhulder vnder berber 
re bir paciently, and be not weery of bir ban 
des.Come wnto ber with y whole bert, and 
Eepe bir waves with all chy power. Seke af⸗ 
ter ber,and fhe ſhalbe ſhewed the: and whã 
thou haſt ber, forſake ber not. Foz at the laſt 
thou ſhaͤlt fynde reſt in ber,and that ſhal be 
turned to thy greate ioye. Chen ſhal bir fet · 
ters be a ſtronge defence forthe,z bir yock a 
glorious rayment. For the bewt ye of life is 


Che vij. Chap. eo, yf 
in ber, and bir banves are the couplin ge to⸗ 
gether of ſziuacion. Ree a glozicus raysicne 
is it thou [hale put it on,and che fame crore 
ne of ioye ſhalt chou weere. 

My ſonne, yf chou wilt take hede, thou 
hate haue vnder tadinge: and yf thon wile 
spplyey mynde thou [halt be wyſe Bf t hou 
wilt bowe downe thine eare, thou fhalcre- 
ceaus doctryneand yf thou delyte in hearin 
ge,thon ſhalt be wyfe. Stonde with $ mul- 
titude of ſoch elders as baue vnderſtandin · 
Se, and confence vucotheir wyfdome with 
thine bere: that thou mayeſt bearcall godly 
fermons,and that the wort hy ſentences eſca 
peche not And yfthou ſeiſt a man of difere 
te vnderftandinge, gett the foone vnro bim, 
and lec thy fore treade vpon che ficppes of 
bis dos. Lee thy myndebe vpon the com- 
Maundementes ofGod, z beeariefily occue 
pied in bis lawes : (d ſhal be fiablifh y bert, 
and gene ỹ wyfdome at thine owne defyze. 

The ViLChapter. 
7 Ono euell, ſoͤ hall there no harme 
bappen vnto che. Departe awaye 

2) fromebethinge chacis wicked, and 
no myff oꝛtune ſhaimedle with che. Diy ſon· 
ne, ſorde no euell thinges inthe forewes of 
wnrighteoufites , fo fbale chou not veapetbe 
feuenfolde.2abs not onto man for eny lord 
fhipe, nether wnco the Eynge forthe feare of 
Honoure. Juſtifie not thy felf before Gon, for 
be Enoweth the bere) anddefyze noe to bere 
puted wyſe in che preſence of the kynge. Ma 


ke no laboure to be madeg iudge, excepte ie * 


ſo were, Febou coudeſt mighrely pur dorne 
wicFednes:foz yf chou fhuldefé Tieve in awe 
of pꝛeſence of che mightic, chou Mhuldefé 
fayle in genyngefentence. Offende not in > 
multitude ofebe cite, and put not chyfel fa⸗ 
mongetbe people. Bynde notewo ſhnes to 
gether, for tn one fynne ſhalt thou not be vn- 
punyfhed.Saye noe:tully, God wil [ote vps 
the multitude of my oblacions,and whan 3 
offreto the byeft God, be wyl accepte it. 
Be not fayne harteð whan chow mabeſt 
¥ peayer,nether flack in geuinge of. allmeſſẽ. 
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bis foule, foz Sod( which feyth all hinges is 
bethat can bringe downe, and — 
ne. Accepte no leſynge aga ynſtthy brocher 
nether dot he ſame a gaynſt ehy frende Vſẽ 
not to make eny maner oflye, forthe cuſto⸗ 
me therof is not good. Make tot many woe 
des, whan thou art amonge che elders : and 
whan chon pzayeft, mate not moc bablin: 
ge. Let no labozions wort e betedions vnto 


the, nether che hußbandrie which che 211- 
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mig htie hath created. Make not thy boaſt 
inche multitude of thy wickednes, but bunt 
ble thy (elf euen from chine bere: and remem 
bie that the weath ſhall not belonge inta- 
rienge, and chat the vengeaunce of che fleſh 
of ¥ mngodlyisa very fyre and woe. Ge 
ne not ouer thy frende fozeny good, ner thy 
faithfull brother for the beſt golde. 
CSeparte not from a diſcrete and good wo 
man, that is fallen vnto the for thy porcion 
in the feare of the LOR DE, for ¥ giftof bir 
Leuls.c bonefty is aboue golde. Where astby fer- 
naunt worketh truly, intreace him noceuell, 
ner the Hyrelinge that is faithfull onto the. 
Loue a diſcrete ſeruaunte as thine owne ſou 
le, defraude him not of bis libertie, nether 
Deurasa leaue him a poore man. nf thou haue catell, 
[oe well co them: and yf they be for thy pro 
fic, kepe them. wf chou banc fonnes, beynge 
Ecclizo.a them vp in murt¢ and lernynge, z holdethẽ 
in a we from their youth vp. xf thou haue 
daughters, kepe their bedy, z fhe not thy 
face chere full cowarde thé. Marye y daugh 
ter, and fo ſhalt thou per fourme a weigheie 
matter:but geue her to a man of vnderſtan⸗ 
dinge. RF chou haue a wife after chine ow⸗ 
ne mynde, forſake ber not but cõmitte not 
thy felf to che hatefull.) 
Eccli.g.a Honoure thy father fromeby whole ber 
Tobi4-2 te, and forgett not the ſorofull rrauaile thac 
thy mother bad wb che: remembiethat chon 
waft borne thoro w them,and bow cafitbou 
recOpenfétbemtbe thinges that they haue 
D done for they Fearethe LORDEwithall y 
foule,z honoure bis minifters. Lonethy ma- 
Deutz. Ber with alleby firégtb, and forſake noͤt bis 
feruauntes. Searethe LOR DE withalltby 
ne foule , z honoure his preftes. Genethé their 
pozcion of the fieft frutes and increafe of > 
earth, lite as itis commaũded the:gene the 
¥ [hulvers,andeheir appoynted offeringes, 
Gnd firftlinges, Read thine bande vntothe 
poore, that God maye bleffe the with plen- 
calats.b tecufiies. Be liberall onto all men lyuynge, 
yet let not but do good enen to them that 
Tobind are deed. 
Ro.ia.b Let not them that wepe be without com- 
forte, but mourne with foc) as mourne. Let 
Matt.as.c tt not grenethe to vyſet the fic, for that ſhal 
make —* to beloued. What fo euer thou ta⸗ 
keſt in hande, remembre the ende, and thou 
ſHalt neuer do amyſſe. 
The vill. Chapter. 
A Tryue not with a mightie man, leſt 
thou chaunſe to fall into bis hãdes. 
Make no variaiice wb ariche ma, lefé 
be bappen to bringe vp an harde quarell a- 


Nowe. 
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The vitj. Chap, 

aynſt *. For goldezfiluer bath vndone ma Ecclina 
ris —* ‘yee euẽ > hertes of kynges bach ic 
madeto fall. Ser yne nots ama chatic full 
of wordes, ⁊ laye no ſtickes vpon bis fyze. Ke 
peno company with the vnlerned, left be ge 
ne thy Eynred an cuell reporte.Defpyfe not a 
man chat turneth bimfelf awa ye from fyn- 
ne, and caſt him nocinthe tech witball ; buc 
remébie} weare frayle euer yahone Thynke Leuis.g 
ſcorne of nome in bis olde age; for we waxe 
olde alſo. Be not glad of che death of thine 
enemte , but remembre that we mufé dye all 
the forte of vs (and fayne wolde we come in 
toioye. )Defpyfe nor the fermons of fochel- Eccli.c.c 
dersas bane vnderſtandinge, but acquaunte 
thy felf vb che wyle fentences of chem: for of 
them thou ſhalt lerne wyßdome and the doc 
trine of vnderſtandinge and bow to ſerue 
greate men without complaynte. 

Go not from Fdoctryne ofthe elders, for B 
they bane lerned it of cheir fathers. For of 
them thou fale lerne vnderfiandinge, fo > 
thou mayeft mate anſwere in > tymeofne- 
de. Kyndie not > coales of fynners,lefEthou 
be brent inthe fyrie flammes oftheir fynnes 
RefifEnoe che face ofthe blafphemer , that 
he la ye not wayte for thy mouth. Lende noe n. 
onto bim that is mightier then chyſeif· xf 2° 
chow lendeft him, counte it but loſt. Be noe 
fuertic aboney powerzyf thou be, then thyn 
Be ſurelyto paye it.Go notte lawerd the ind 

e, for be wyl indge acozdingeto bis owne 
noure. Tranayle not by the wayerd bim 
} isbraneleffe, left be Doebe euell : for be fo See 
loweth bis awne wilfulnes, zfofhaleebou 
periſh thozow bis foly. 

Stryue not with him chat is angrieand C 
cruell and go not with bim into ꝰ wylder- Prozad 
nes: for blonde is notbingein bisfight, and **7 
swbere there is no belpe, be ſhal murthur >. 

Take no councell at fooles,foz theyloue no. Eccli.s.€ 
thinge but the thinges that pleafe themfelf. *7-*° 
Make no coucell before a firaunger,fozthou 
canfénoctell what wyll come of it.D pe noe 
thine bere onto enery man, left be be vntba- 
fuͤll to the, and put the to reprofe. 

* Tbhelx.Chapter. fe 

not gelous quer * wyfeof thy bo- 

B fome, ſhe ſhew noe forme ſhrewed % 

poynte of wicFed doctryne vps the. 
Gene not the power of thy lyfe vnto a wo- 
man, left [he comeing firength, and ſo thou 
be confounded. Loke not vpon a woma thar 
is deſyrous of many men, ieſt chou fall into 
bir fares. Vfe not the company of a wemã 
thatis a player and dabfer,z beare bir nor, 
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de not a maydé, that thou be not burt in bir 
berorye, Caſt not thy mynde vpon harlottes 
in eny maner of chinge, leſt cheu deſtroye 
both thy ſelf and chine beretage . Go noe 
abonte gafinge in every layne of thecite, ne 
ther wadze chon abz0ve in the firetes cherof. 
Turne awayechy face from a beuryfull wo- 
nian, and lofe not vpon che fayrneſſe of o 
ther. 

Many a man hath periſhed chozow the 
be wty of women / for thorow it the deſyr e ĩs 
kyndled asit were a fyre. An aduouterous 
woman ſhalbe trodden vnder fote as myre, 
of eueryone that goeth by che waye Many 
a man wonderinge the bewtye of a ſtraũge 
woman, baue bene caft onc, for hir wordes 
kyndle as a fyre. Sytt nots another mans. 
wyfe by eny meanes lye not with ber vpon 
the bedd, mabe no wordes with ber at * wy 
ne: leſt thine bert confent vnto her, zfotbou 
with thy bloude fall in to deſtruccion. Forſa 
be not an olde frende, forthe new ſhal not be 
libe him. 

A nero frende is new wine:let him be olde, 
zebou [hale vzynte him with pleafire Defy 
re not ¥ honoure and riches of a fynner, for 
thou tnoweft not what deftruccion is forto 
come vpon bim. Delyte not thou in the chins 
gechat the vn godly bauc pleaſure is: bein⸗ 
Ge ſure that the vn godly ſhall not be accep- 
eed vntyil their graue. 

Aepethe from the man that hath porer 
coflaye, foncdefé thon not to beafrayedof 
Death, And yf thou commeſt onto him, ma⸗ 
Ee no fate, leſt he bappento tate awaye 
thy life. Remembre that thou goeft in the 
myddeſt of fitares,and vpon the buiworkes 
Of > cite. Bewarre of thy neghboure as nye 
as chou canſt, andmedle with ſoch as be wy 
fe and baue onderftandinge. Let infé men 
betby geftes,let thy myzch be in the feare of 
God, let the remembzatice of God bein thy 
mynde,and lec all thytalfynge beinthe com 
maundementes of the Hyeſt. nthe ban- 
des of craftefinen ſhall the woikes be com- 
mended,fo ſhal chẽ pzynces of the people in 
the wyßdeme of their talk ynge. 2 man full 
of wordes is perlons in bis cite:and betbat 
is temerarious and paft ſhame in bis talk in ⸗ 
ge, is to be abboued. 

The X. Chapter. 
Wyſe iud ge wil ordre bis people with 
A diferecion,and where a man of vnder 
ſtandinge beareth rule, there goeth it 
well. As the iudcte of che peopleis himſclf. 
ent [> are bis offic· ro: and loke what maner 


The x. Chap. Ao. rly. 
of man the ruler of the cite is ſoch are they 
that dwell cherin alſo An vnwiſe kinge de 
troycth bis people, but where they that be 
In auctorite aremen of vnderſtandinge the⸗ 
re tbe citepzofpercth. 

be power ofthe carthis inthebande of 
Gov, and whan his tyme is, be fhal ſet a pro 
ficableruler vpon it. In the bande of Gob is 
the power — and vpõ theferybes ſhal 
he laye bis honoure. Remembre no wronge 
ofthyneghboure, and medle chou xb no vn⸗ 
righteous workes. Pryde is hatefull be fore 
SGod and men, and all wickednes of che Hei 
then is to be abhorꝛed. Becauſe of vnrighte 
ous dealinge, wronge, blafpbemics and di- 
uerfe difceate,a realme ſhal be craflated fro 
onepcopleto another. 

Chereis norbinge worſe then a cuvetous 
man. What pzydefé chou che, o thou earth 
and aßſhes? There is not a more wicked thin 
ge,thencoloucmoneye. 2nd why? ſoch one 
Bath bis foule to fell:yet is he bur fylthie dõ⸗ 
ge whyle he lyueth. 

And though che phiſician ſhewe his bel 
pe neuer ſo longe, yet in conclucionit gocth 
after this manerrto daye a Eynge, tomororo 
deed. Foz whan a man dyeth, be isthe heyze 
offerpentes, beaftes and wounes. The be- 
gynnynge of mans pryde, is co fall arwaye 

rom God: and whyr his bert is gone from 

is mater , fox prydeis the ouigenall ofall 
Lynne. Who fo tabeth holde cherof ſhalbe fyĩ 
led with curfinges,and at > laſt it ſhal ouer 
thro we him. Therfore bath the LORDE 
brought the cOgregacions of the wicked to 
difhond and deftroyed them onto the ende. 

Gor hath deftroyed che feares of proude 
pzynces,and fect vp che mete in cheir ſteade. 
God hath wythered the rotes ofthe prow 
de Heithen, anð planted the lowly amonge 
them. God bath ouertbzorone the londee of 
the Heithen, anddeftroyed them ont of the 
grounde He bath canfed them to wyther a- 
waye,be bach brought them to naught, and 
miade the memoziall of them to ceaffe front 
oucof theearth. (God bath deſtr oyed che 
name of the proude andlefetbenameof * 
humble ofmynde. Pꝛyde was nor made for 
man, necber wetbfulnes for mens childzen, 
Che fede of men that feareth God, fhalbe 
brought to hononre: but $ fede which ran 
greſſeth the commaundementes of } LORDB 
fhalbe ſhamed. He Fis the ruler amõge bie- 
thren, is holdẽ in honoure amõ ge chem,and 
he regardeth ſoch as fearetheLORDE, 

The glory of the riche, of the honorable D 
and of the poozeis the feare of God. 


. Re.ia·a 


iere.a⸗ a 
Dan.4.c 
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Cenige 
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Deſpyſe not thou the iuſt poore man, and 
mag nifie not ? rich vngodly. Greate is the 
iudge and mightie in bons, yet is there none 
greater, then bey feareth God. Onto > fer 

Prouza naunt that is difccete, ſhal che fre do feruy- 
ce. He that is wyſe and well nurcoured,rwyll 
Reu⸗ · e not grudge whan he is refourmed,z an igno 
raũt body ſhal noc come to honoure. Be not 
pꝛoude to do thy worke, and diſpare not in 
che tyme of aduerſite. Better is he labou⸗ 
reth, and bath plenteouſnes of all chinges, 
then he is gorgious,and wanteth bred. 
My ſonnẽ kepe chy ſoule in mekenes, and 
eue ber bir due honsure. Who ſhal iufti- 
bim,that ſynneth aga ynſt bimfelfz Who 
wil honoure him,chatdifponcuvech bis ow⸗ 
ne life? The poore is honoured for bis faith- 
fulnes and trueth, but > rich is bad in repu- 
taciõ becauſe of bis goodes. He that ordreth 
himſelf honeſtly in pouerte, hoꝛw moch moze 
hal he behaue himſelf honeſtly in riches? 
nd who fo ordreth himſelf vnhoneſtly in ri- 
ches, how mod) moze ſhal be bebaue himſelf 
wnbonefily in pouertẽ? 

% b —* * * ‘ be 
Sen He wyfidome of hin is brou⸗ 
Seta e lowe, [hal liftvp bis heade, and [hat 

mate bim to ſytt amonge greate mẽ. 
Commende noc a man in his bewtye, nether 
deſpyſe a man in bis vtter appearaũce. The 
Bey is but ¢fnall beaſt amonge the foules, 
yet is bir fiuteerceadigefiwete. Be not prou 
de ofthy rayment, and exalte not thyſelf in 
the daycof thy honoure: for * workes ofthe 
Hyeſt onely are wonder fůll: yee glorious, fe- 
crete and vnknowne are his workes. Many 
tyzauntes haue bene fayne to ſyt dorvne vpð 
theearth,z > vnlickly bath worne $ crorone 
Manymig htie mẽ havebene brought lowe 
Deuter #8 the honorable haue bene delynercd in to 
andinb other mens bandes.Condemneno man,befo 
lofu.7.c rethoubauctryed ont the matter:and whan 
andax¢ thou haͤſt made enquificion, then refourme 
righteoufly.Geueno fentéce before thou haſt 
Pro.ig-b Dee the cauſe, but firfélet men tell oucebeir 
tayles. 

bi Stryue not for a matter that toucheth 
not thyſelf and ſtonde not inthe indgment 
of ſynners. My fonne,medle not with many 

Matisc matters: T yfthou wylt beridje, thon ſhalt 
HTLED noe gett it:and though thor renneſt y waye 
afore, yet ſhalt thou noteftape. There is fo- 
Proi.c ·¶ me mã that labonreth,and the moze be wee- 
rieth bimfel febe leffe be hath.Agaynre, fome 
manisflouth full, bath nede of helpe, wãteth 
ſtrẽgth, and bath greate ponerte,and Gods 
eye loketh vpon him co good, ſetteth him vp 


Prob 


Ago. 12d 


iReg.are 
Heft.o.7 


The rt. Chap. 


from bis lowe effate,and lifteth vp bis hea · lob 42.¢ 
de:ſo chat many men maruell at him, and ge 
ue hondure vnto God. 

Proſperite and aduerſitel life and death. C 
pouerteand riches come alloftheLORDE, tobsc 
(DWyfrome,nurcoure and knowlege of Hla- Eze-20-n 
we are with Sodrloue and F wayes of Good 
are with bin.Errourc and darcknes are ma 
de for fynners: and they that exalte them fel 
nes in euell, ware olde in euell.) The gift of 
Gov remayneth for the righteous, and bis 
good wyl fal geue proſperite for euer. So⸗ 
me man ts rich by lyuynge nygardly, andy 
is the porcion of his rewarde in that he fay- 
ech: now haue J gotten reft,and now wyl FJ 
eate and dzrynke of my goodes myſelf alone. pucas.b 
And yet be confidereth noc, that che tyme 
draweth nye, § be muſt leaue all chefecbin- 

Ses vnto other men,and dye impel f-Sconde 
thon fafé in chy conenqunt, anderercyfethy 
felfcherin,and remayneinche worte onto > 
age. Contynue not in the workes of fynners, 
but put thy truftin Gov, and byde in thine 
eſtate:for it is but an eaſy thĩge in > fight of 
God,co make a pooꝛe man ride, and t hat ſo⸗ 
denly.The bleffinge of God haiſteth to Free D 
warde ofthe rightous, and maketh bis fru 
tes fooneto floriſh and pzofpere. Saye noes 
what belpeth it me 7 and what hal I haue 
¥ whylezAgayne,faye not: bauc ynough, 
Bow can J wante: Whan thou art in wel fa 
re, forget not aduerſite: and whan it goeth keen. in.e 
not well with the, haue a good hope, that it 

I be better. For it is but a finall chinge vit 
to God, inthe daye of death to rewarde eue⸗ 
ry mã acordinge to bis wayes.T he aduerfi- 
te ofan bouremateth onc to forgert all plea 
fare, and whan aman dycth, bis workes are 
difcouered. Prayfe no body before bis death, 
for aman fhalbe knowne in bis childzen. 

Bringe not euery man in to thine houfe, E 
for the diſceatfull layeth wayte dynerſiy. Li 
ke as a partrich in made, ſo is the hert of 
the prondesandliteasa —— ve 
pon che fallofbis neghbo. For he turneth 
good vnto eueli, and flaundzech the chofer. 
Ofone (park is made a greate fyre Tan vn 
godly ma layeth wayte for blonde. Bewar⸗ 
reofthe diſceat full, for be ymagineth wicked: 
ebinges,to bringe Fin tog perpetual fhame. 
MfthoutakefEan aleaũt nto F he fal def> 
troye the it vnquietnes, and dzyue the from 
thine owne wayes. 

The XI. Chapter. 
Han thou wyledo good, Enoweto A 
7 whom thon doeſt it, z ſhalt thou 
\ be greatly thanked foz chy benefie 


Eccleſtaſticus. 


cilat.s.b tes. Do good vnto the righteous, and thon 
Tims Pale fynde greate rewarde : though nor of 


Eccli.z.a 


Tere. 4nb 


a 


Deut.7.a 


him yet(n9 Donte) the LOR DEbim felf ſhal 
rewarde the. He ftdderh nor ina good cafe, 
that is-allwaye occupied inencll, z geueth 
no allmes: for the Hyeſt hateth the fynners, 
and bath mercy vpon them that ſhew the 
workes Of repétaunce.Geue thou vnto ſoch 
as feare God, and receaue not a ſynner: As 
forthe ungodly and fynners,be ſhall recom- 
penſe vengeaiice unto them,and kepe them 
to the daye of wrath. Gene chou vnto the 
Sood, and receaue not the ſynner: do well on 
to him that is lovely, bur gene not to the vn- 
godly. Let not the bied be geuen bim, chat 
bebenoe mightier chenthy [elf cherin. For 
Ib fhsletpourecente twyleas moch euell, in 
all be good that chon doeft unto bim: And 
whyrthe Hyeſt hateth ſynners, and ſhal re- 
warde vengeaunce to the vngodly. 

‘Jn prꝛoſperite a frende ſhal not be know· 
ne,z in aduerſite anenemye [yal not be hyd. 
For whan a mz is in wealth, it greneth bis 
enemies: but in benynes and trouble 4 mart 
foal knowe his — neuer thine ene 
my, for like as an yzon rufteth, fo doth bis 
witednes. And though be mate moch erout 
chinge and Enclinge, yer kepe well thy myn- 
De,and bewarre of bim.Sett him not by +, 
nether lec him ſytt at thy right bave: left be 
turnebim, gece inco thy place,tate thy row 
meand fete thy feate,and ſo thou at chelaft 
remembre my wordes, and be priced at my 
fayenges. 

Bynde noe two ſynnes cogether, foz the- 
re ſhal not onebe wn punyſhed. Who wil be 
ue piteof the charmer , that is ftynged of > 
ſerpẽt, or of all och as comenye > beaftesy 
Euẽ fois it ch bim kepeth copany with « 
wicFed ma,z lappeth bim [elf in bis fynnes. 

or a feafon wil be byde tebe, but yf thou 
omble, be tarieth not. An enemy is frvete it 
bislippes,be can make many woͤrdes z [pea 
ke many good thinges: Nee be can wepe ch 
bis cies, but in bis herte he ymagineth, bor 
to thzowe the into the pytte:z yf be maye 
fynde oportunyte,be wil not be fatiffied v 
blonde . Nf aduerſite come vpon the, thon 
Phale fynde bim there firft:z though be pze- 
tédetodo ¥ belpe,yet foal be vndermyne F. 
de [hal [hate bis beade,z clape bis handes 
ouer $ for very gladnes,z whylebe matech 
many wordes be hall dyſguyſe bis counte- 

nannce, The xl. Chapter. 

“CQ? Wo fo coucherh pitdy, [halbe fyled 
8S witball:and be that is famyliar ch 
¥ proude,fhal clothe himfelf with 


Che xiij. Chap. Mo. xliij. 


pryve. He taketh a burthen vpon him, that 
accompanyeth a moze bonozable man then 
bim felf. Therfore Eepe no familiarice with 
one chat is ricer then thy ſelf. How agree 
the ketell zehe pote together? for yf + one 
be ſmytten agaynfé the orber, it fyalbe bro 
£2. Che rich deaiet h wnrighteoufly,z thzea- 
teneth withall : but * poozebeinge oppref- 
fedand wrdgeoufly dealt witball, ſuffteth 
[carceneffe, z geueth fayre wordes. RF thow 
be for bis — bevfeth che:but yf chou ha 
uenotbinge,be [hal foxfaterbe. As longeas 
thou baft eny chinge of thine owne he ſhal 
bea good felowe with rhe: Reebe foal ma- 
Eethea bare man,and norbe ſory fo2 the. rf 
be baue nede of the, be ſhall defraudeche:z 
(witha preny mockſhal be put the in an ho 
pe, and geue the all good wordes, and faye: 
what wanteſt thou⸗ Thus ſhal be ſhame > 
in bis meate, vntill be bane ſupte the cieane 
vp twyfe oz theyfe, and at the laſt fal be 
laugh the to feorne. A frerwarde, whan be 
feyth thacrbou baftnorbinge, be flyal fof 
Ecthe,and ſhabe bis headeatebe. 
Dewarte, charthon be not diſteaued and 
brought downe inthy fympleneffe. Be not 
to bumble in thy wyfdome, leſt whan thou 
art brought lo we thou be difccaned tho:ow 
fooliflynes.) RF thou be called of a nightie 
man,abfenteby felf fe ſhal he cailebero bins 
the more oft. Pzeaffe not thou vnco bim, 
thattbou be not ſhott out: but go not chou 
farce of, left be forgett the. Wichdzawe not 
YF FES bis ſpeach, but belenenot bis ma⸗ 
ny wordes. Foz vb moch cẽmunicacion fall 
betempte the, and(xba prenymock)fhall be 
queftion of thy ſecretes The vnmerci fill 
mynde of bis ſhal marck ¥ wordes, be float 
not ſpare to do ¥ burtez to put ¥ in prefor. 
BDewarre,z take Foodhedeto ſeif for chou 
walteft in parell of Jꝓ ouerthrowinge. 
(LTow whã thou heareſt his wor des ma 
ke the as though thou wereſt in a dreame z 
wate vp .Loue Goo alleby lifelonge,z-call 
vpon bim in thy nede.) Euery bea loueth 
bis like euen fo letenery man loue his negh- 
bonre. All flefly wil refoate to their like,and 
eucry man will Eepe company with foch as 
beis himſelf Buẽ as > wolfeagreeth with 
thelambe,fo doth the vngodiy with $ righ 
teous. What felifhippe ſhulde an holy man 
haue with a dogg? How cancheryche and 
the poore agree rogecher The wilde affe is 
thelyons pray inthe wilderneffe, enen fo are 
podoze men the meate of the ryche. Liteas 
the pronde maye not awaye with lowlynes, 
euen ſo doththe riche abhorre —— af 


B 
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a rich man fall bis frendes fect him vp agay 
ne: but whan the poore falleth, bis frendes 
forſake bim. wf a rich ms fall in co an errou- 
te,be bath many belpers:be [peat eth prou⸗ 
Dewoudes,and yet men inftifie him. 

D Bue yf a poozeman gorwronge, beis pu- 
nyfhed: yee though be fpeate wifely, yet can 
ic haue no place. Whan the riche man fpea- 
Eeth,enery body holdeth bis tõge: and loke 
hat be ſayeth. they prayſe it vnto the clon 
des. But yf che poore man ſpeake, they faye: 
What feloweis this v and yf hedoamyffe, 
they ſhal veffroye bim. Riches are good wn- 
to bim thac bach no ſynne in bis confcience, 
and pouerte is a wicked thinge in the mouth 
of the vngodly. The bere of man chaunget h 
his countenaunce, whether it bein good oz 
cuell. 2 chearfull countenaunce is 4 toké of 
& good bere, forelsis itan harde ehingeto 
Enowethe thougbr. 

Che xl. Chapter. 

BW Qe Liffer isthe man, thar bach noe fal 
Ecclitg.c & len with A worde of bis mouth,and 
—— is not pricked with theconfcience of 

Fynne. Happiẽ is be chat bath had no beny- 
nes inbis mynde, andis not fallen from bis 
ope. Febecommeth nota cirvetous mar 
and a nygarde,to be ryche:and what ſhulde 
& nygarde do with golde! Hethat with all 
bis Lare fulnes beapeth together vnrigh- 
ceoufly,gathereth fo: other Sites. anb ano⸗ 
ther ma [hal mate good chere with bis goo 
des. He } is wicked unto bim felf.how [hut 
Sebebe good unto ober mẽ? How can ſoch 
one baneeny pleaſure of bis goodes? There 
fs no chin ge wore, then whan one diſfauou 
reth bimfelf,z this is a rewarde of bis wic- 
kednes. Nf be do eny good, be dob it nee 
knowinge therof; andagaynft bis will, and 
at the laaſt he declareth bis vngraciouſnes. 
A nygarde hath a wicked eye, he turneth a- 
waye bis face, and deſpyſeth bis owne ſoule. 
A couetous mans eye bath neuer ynough in 
the porcion of wicFednes, vnt yli the tyme 
that be wither araye, andbaue loft bis ow 
ne foule. 

S Awiched cyefpareth bred,zebereis Car- 
ceneffe vps bis cable. My ſonne do goodto 
PAF of ᷣ? chou —— LORDE his 
due offeringes . Remembre death tarieth 
not, Thow F che couenaunt of the graue is 
Pherwed vntothe: (for the couenaunt of this 

Eccli-g.2 worlde ſhal dye the death. Do good vnto } 
Tobi.4.b frende befoꝛe thou dye and acordingeto thy 
Lucus:b  abylite reach out thine hande and gene onto 

F poore.Be not diſpoynted of F gooddaye, 

Zleenoe ? porcion of F good dale ouerpas 


Pro.a7.€ 
Eccles.a 


The rv, Chap. 


the. Shale thou not leaue thy trauayles and 

labours vnto other men 7 In che denydinge 

of che heretage gene and take, anv fanccifie 

thy ſoule. Worke thou righteouſnes before 
thydeath, for in ¥ bell there is no meate to 

fynde. Ql flefly ſhal fade awa ye like graſſe, Ela.40.a 
zlitca floriſhinge leaf ina greue tre Some .4 
growe, ſome are caſt downereuen [ois ¥ ge- * 
neracion of flefly and blonde: one comineth 

to an ende another is borne. 

All tranſitory chinges ſhall fayle at the C 
laff, and the worker cherof ſhal go withall. 
Euery hofen worke fall be iuſtified, and be 
ꝓ medleth withall, yal have honoure ther · 
in.Bleffedis the man kepeth bim in wyß · 
dome, anderercyfech himſelf in onderftan- 
dinge, ⁊ with diferecion fhal be thinke vpon 
the foretnowlege of God . Which confide- 
tech ¥ wayes of wyßdome in bis bert,bath 
enderftandinge in bir fecretes, gocth after 
ber(as onc that feteth bir our) z cont ynueth 
tn bir wayes. He loteth in at bir windowes, 
zbertencth at bir doves : Hetakcch his reſt 
befyde bir boufe, z fefteneth bis fiate in bir 
walles : He [hall pitch bis tent nye vnto bir 
hande, and in bistent hal good thinges reff 

foz euermoꝛe: de ſhal ſett bis childꝛen vnder 
ir coueringe, zfhal dweil vnder hir braun 
ches. Vnder hir — ſhal he be defen⸗ 
— the heate, andin bir giory ſhail he 
reſt. 


The xV.Chapter. 
CY thatfearech — do good:and A 
Ry whe ſo kepeth the lawe ſhal opta yne 
wyßdome. As an honorable mother 
al ſhe mete him and as a vyrgin ſhall fhe 
receaue him With bred of tif and vnder Mate.g.a 
frandinge ſhall fhe fede bim , and gene bint tohg.b 
the water of wholfome wyßdeme to dzynte. 
Rf be be conſtant in ber, be [hall not be mo- 
uedzand yf be olde bim faft by ber,be fhal 
not come to cfircion. She fall brynge him 
to bonoure amonge bis negbbours, and in 
the myddeſt of the congregacion ſhall fhe 
open bis month. With the ſprete of wyfdo- 
me and vnderſtãdinge fhal fhe fyll bim, and 
clothe bim with the garment of glozy.Sbe 
Phat peape the treafire of myzth ztoye vp 
Bim, and gene bim anenerlaftinge name to 
beretage. Fooliſh men wyll noe tate holde 
vpon ber, but och as haue wnderftandinge, 
wil mete ber, foz ſhe is farre from pryde and 
difceate. Men that go abonte with lyes wil 
not remembre ber: (but men of trueth fhall 
be founde in ber, even vnto the beboloinge 
Of God.) Prayſe is not ſemely in che mouth 
of ¥ ongodly, foz beis not ſent of y LORDE. 


Eccleſtaſticus. 


$02 of God commeth wyfoome,z the pray 
fe fhpall ſtonde by the yßdome of God, and 
[hal be plenteous ine faithfull mouth, and 
theL ORDE ſhal gene ber vnto bim. 

Sa ye noe thou: It is the LORDES fante 
that Jam gone by, for chou ſhalt not do ¥ 
thingetrbat God baceth. Saye nor thou: be 
bach cauſed me co go wronge,foz be bach no 
neveof che ungodly. Gov bateth all abbo- 
mintcton of erroure, zcheycbat feare God 

Gend wylloueno fody. God made man from che 
begynnynge , zlefc bim inthe hande of bis 
councell. He gaue bim bis commaundemen- 
tes and pꝛreceptes: yf thou wilt obferuc che 
commaundementes,z Ecpe acceptable faith 
fitlnes for ener,they [bal preferue ¥ He bach 

lereaib [Et water and fyre before thereach out chine 
bande onto which thon wilt. Before manis 
lifeand death, good and euell· loke whathim 
lik eth. ſhalbẽ geuen bim . Go: the wyßdome 
of Godis greate anð mightic in power, and 

Palas.b bebolvech all men cont ynually. The eyes of 
theLORDE are 5 them that feare bin, 
and be Enoweth all the wortes of man. me 
bath commanded no man to do ongodly, ne 
ther bath be geuen eny man leue to ſynne. 

The XVI. Chaprer. 

BAG Elyte not thou inthe multitude of 
wngodly childzen, and bane no ples 
fare inchem, yf they feare nor Good. 

Truſt noe chouco cheirlife,and regarde not 
their labours : for one fonne p feareth God 
is better , thé a thoufande vngodly. And bee 
teritis for aman to dyewithont childzé,the 
to leaue bebynde bint ſoch children as are vᷣn 
Godly. For by one ỹ hath onderftandinge, 
maye a whole cite be vᷣpholden, but though 
the vngodly be many, yet ſhal it be wayfted 
ehorow them.ttany fochthinges bath my- 
neeye fene, and greater thinges then ehefe 
haue J berde with myne cares. In the con- 

Eccliarb gregacion of the vngodly ſhal a fyze burne, 
Zamonge vn faith full people fhal the wrath 
be Doe aie — ke 

BD — Theolde giaũtes optayned no grace foz 

Genca their ſynnes whidy were deftroyed, truftin- 
getotheir owne ftrégeh. Nether [pared be 

Gen. 19.¢ them, amdae whom L oth was a firaunger: 
but finote them and abbozred them becanfe 
of the pryde of their wordes. He bad no pitie 
vpdthem, but deftroyedall the people, that 

No ia·¶ were ſo ſtoute in fynne. And for ſo moch as 

andas£ be ouerſawe not the fire hundret h thoufan- 
de that gat hered them felues together in F. 
hardneſſẽ of their hert: it rere maruell yf 
one beynge hardnecked, ſhulde be fre. Foz 

Ecclisa mercy wrath is with bim:beis borh migh 


The xvij. Chap. Fo. xli 
tie to forgeue, and to poure ont diſpleaſure. 
Lite as bis mercyis greate, euẽ (> is bis pu 
nyſhment alf> he tudgeth amanacodinge 
to bis wortes. The vngodly fhal noc efcape 
inbis fpoyle, and che longe pacience of bins 
that fhewech mercy, flyal noc byde bebynde, 
All mercy ſhall make place vnto every man 
acordinge tothe deferuynge of bis wortes, 
(and after the onderftanvinge of bis pilgre 
mage.) 

Saye not thou: J wyl hyde my felf from C 
Gov, foz who wyl thinke vpon me from abo 
ue? I ſhal not be knowne in ſo greacea bea- 
pe of people, for what is my ſoule amonge 
19 many creaturesy Bebolde,the beauen, yee 
the beauen of beauens , che depe, the earch 
and all that cherin is, ſhall be moued at bis 
preſence: the mountaynes, the hilles and the 
foundacions of the earth flpal ſhabe for few 
re, whan God vyficeeh them. Theſe thinges 
doth no bere vnderſtonde, bur be saben 
deth euery hert,and who wnderftandeth bis 
wayes 7 No man feyth bis ſtorine, and the 
moſt parte of bis workes are fecrete. YObo 
wil deciare the wozkes of bis righteoufites zt 
©: who ſhal be able co abyde chem? forthe 
coueuaunt is farre from fome, andthe cryent 
s in the fulfillynge. He that 
is bumble of hert, thinkerh vpon ſoch thin- 
ges: but an vnwyſe and erroncons man caſ 
teth bismynde vnco foolifh hinges. 

My fone, herten chow vntome, zlerne D 
vnderſtãdinge/ and marck my wordes with 
thine hert: Iwyll geue the a fire doctrine,z 
pee fhal Jenſtrucke the. Gov hath fect 

is workes in good ordre from the begynnin 
ge and parce of them bath be ſundercd from 
the other. He hath garnyflyed bis wortes 
from everlaftinge,and their begynnynges a- 
cordinge to their generacions. Ltone of the 
Hyndered another, nether was eny of chem 
diſhobedient vnto bis wozrbde . After this, 
God loted vps che earth, and fylled it with 
bis goodes. With all maner of lyuinge beat” 
tes bath be couered the grounde, and they 
all fhalbeturned wnto earth agayne. 

The Xvi. Chaprer. 


¢ Od ſhope man of the earth, and tur A 


ned him vnto earth agayne. Se ga⸗ Genend 


ue him the nombre of dayesand cer 
taynetyme, yeeand gauebim power of the 
thinges that are vps earth. He clothed bim 
with firength , and made bim after bis ow- 
ne licknes. Se made all flefhheo ffondein awe 
of bim, ſo that be badehe dominion ofall 


beaftes z foules. he made out of him an bel~ cens.d 


per like vnto bins Ef ete see Hoemnbileser 
ij 


Exo.20.a betellingeof his noble actes. Beſydes this. are but earth and aßſhes. 
*he gaue chein inſtruccion anð che lawe of lt Thexvill. Chapter. 

9 fe for an beretage. de mave an everlaftinge E that lyuech forevermore, maveall 2 
couenaunt with them,and ſhewed them bis thinges togetber.Govd onely is righ- Sen.na 
righteouſnes zindgmentes. They farve bis < tcous,zremaynech a victorious kyn⸗ 
glozy with their eyes, and theit eares herde — ge for ener. Who ſhalbe able to expreſſe che pial.sos.a 
the matéfty of bis voyce. And he ſaide vnto workes of him 7 Who hath ſought out the kech. a⸗o 
them: bewarre of all vnrighteous thinges. grounde of bis noble actes? Who [hal decia 
He gaue euery man alſo a commaundement ¶ ke the power of bis greatneſſe? Oꝛ who will 
concernynge his neghboure. take vpon him to cell out bis mercy? As for 

B Their waies are euer before him, and are che wonderous worbes of yLORDE, there 
Romus.a not hyd from bis eyes. He hath ſett aruler ¶ maye nothinge be taken from them, noͤt hin · 
2452 vpon — but Iſraelis ¥ LORDES ge maye be put vnto them, nether maye the 

poꝛcion. All their workes are as che Sonne ¶ Fronnde of chem be founde ont. Buc whan 
in y ſight of God, T his eyes are aͤllwaye lo amanbath done bis beſt, be muſt begynne 
Eynge vpon their wayes. All their vnrigh · agayne:and whan betbhinketheo be cometo 
teouſneſſes aremanifeft ontobim,zallebeir anende, he muſt goagayne to bis laboure. 
wickedneſſes are open in bisfight.Chemer- ¶ What is man? Wherto is be worth? What 

xcdiasb cy pYa man ſhewech is as it were a purſe rb good or eueli can he dor che nombre of a Phales-b 

bins, anda mans good dede preſerueth him mans dayes be allmoſt an hundreth yeare,it 
asthe apple of an eye. At the laſt ſhall he is moch. 

Matt.ss.c awate, z rewarbde every man vpon bis bea- Likeasthe droppes of rayne are vnto ¥ 
de as he hath deferued, andfhalenrnethem fee, and as a grauell ffoncisin compariſon 
together into thenechermoft partes of che of the fonde:foare thefe few yeares tothe z.Petsb 

AGo.ne earth. Bue vnto them thatwyll repent, be dayes eucrlaftinge. Cherforcis ¥ LORDE 
bath gené the waye of rig hteouſnes. As for ¶ pacient with chem,and poureth ont bis mer 
fody as be weate,be comforteth thefiffreth cy vpon chem. He ſawe and perceaued the 
them, and ſendeth them the pozcionof ¥ ve thoughtes and ymaginacions of their bar 
rite. O turne then onto che LOR DE, fosfate te, chat they were enell : therfore heaped be 
thyfynnes, matetby prayerbeforeehcLOR vp bis mercifull goodnes vpon them, and 
DE, dothe leſſe offence ,curne agayne vnto fhewedchemebewaie of rightcoufnes.Che 
the LORDE, forfate thine vnrighte ouſnes, merey that ama bath, reacheth to bis nen 
bean veterenemyto abbominacion(lerneto boure: but y mercy of Godis vponalll flefh. 
knowe the righteouſnes andindgmentes of Joc daftereth, be teacheth andnourcureth: 
Gor, fEonde in the porcion chat isfete forth  yeeenen as a ſhepherde turneth agayne bis 
for the zin the prayer of the moftbye Gov. flock, fo doth be all chem tharreceaue char 
Go in to the poꝛcion of the holy worlve, renynge, nurtonreand doctryne. Merciful 
with fochasbelyuingeandgeuctbantes un is be vnto them, that fiondein awe of bis etacc.a 
to God.) indgmentes. 

CMWho wil prayſe the LOR DE in the belly My ſonne, whan thou doeſt good, mate C 
pee | Abyde not thou in che erroureof the vnged no grudginge atic: and what fo ener thon 


Ectleſiaſticus. 


cion and tonge, eyes and eares, and a hert to 
wnderftande, and fylled chem with inſtruc· 
cion z vnderſtandinge. He created for them 
alfo the knowlege of the ſprete fylled their 


The xviij. Chap, 


Goodies vnto foch as turne vnto him 7 Foz 
allebinges maye not be inman:z why tthe 
ſonne of man is not immortall. andbe bach 
pleaſure inche vanyte of wickednes. What 


hert wich vnderſtandinge and ſhewed them is mere cleare thẽ the Sonne? yet ſhal it fay 
goovandenell. He ſett his eye vᷣpõ theit ber le. Dz what is moze wicked, then che chinge 
tes,declaringe vnto them bis greate and no chat fleſh and blonde bach ymagined 7and 


ble workes:( that they ſhůlde prayſe bis bo 
ly name togetber , reioyfe of bis wonders,z 


ly, but gene bim thãkes before death. As for 
¥ deed, thantfulneffe perifbeth from bim as 
nothinge.Geue thou thantes in thy life,yee 


that jame i be repꝛoued. The LORDE 
feyth the — of ie hye beauen and all 


genefé , ſpeate no diſcomfortable wordes. 
Shal not the dew coole the hearer Euen ſo 
is @ worde better then a gift. Is note frend 


whyle thon are lynyngez whole fhale thou 
geuc thankes , and prayfe God and retoyfe 
in bis mercy . O bow greate is the louynge 
kyndneſſe of the LORDE,and bis mercifull 


Ty worde a good boneft gift? but a gracious Pross.a 
man geucth them both. 2 foole fhal caſt a and 25< 
man in the tethe, and that ronghiy, Ta gift Ecclizob 
of che nygarde putteth out ¥ eyes. Set the 
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loſu. ane 
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righteonfites before thon come to iudgmẽt: 
Lerne before thou [peate, and goto phiſick 
92 ever thou be fick : eramen andindge thy 
felf, before che inogmentcome, and fo fale 
thou fynde graceinchefight of God. um 
bletby {elf aforecboubefict, and in tyme of 
thy diſeaſe herve thy conuerſacion. Let not 
to praye allwaye, and ſtonde not in feare to 
berefourmed vnto death, for the rewarde of 
Govdendurech foz euer. Sefoꝛre thou prayefE, 
Prepare chy foule, andbenoras one yremp 
tech Gov. Chynte vpon the wrath fullindig 
nacion that ſhalbe at the ende, and the bon 
se of végeaunce, whi Hs ſhal turne awaie 
bis face. Whan chou baft ynough, remem- 
biethe cyme of bonger: and whan chou art 
rydy, thynte vpon the tyme of pouerte and 
ſcarceneſſe. 

From che mornynge vntyll che euenyn⸗ 
getbe tyme is chaunged, and all ſoch thyn · 
Mes are ſdone donc in ¥ fight of Gov. Awy 
f-man feareth Godin all chinges and inthe 
Dayes of cranfgreffion be Eepeth him ſelf 
from ſynne. A difcrete man bath pleafure int 
wyßdome, and be chat fyndeth ber, maketh 
moch of ber. They that hanebad vnderſtan 
Dinge, baue dealt wyfély in wordes bane vit 
derftonde the tructh and righteonfnes,and 
haue ought ont wyſe fentéces andindgment 
tes. Folowe not chyluftes, butturne ¥ from 
thine ovone will. For yf thou geueſt chy fou 
le bir defyzes, it hal make thine encmies to 
laugh the to fcome.Cate noe eby pleaſure in 
Greate voluptcoufites , zmedle notte mod 
withall. Mabe not to greate cheare of che 
thinge that chou haſt wonne by avaunta- 
ge: leſt thou fall inco pouerte, and bane no- 
thingeintby purfe. 

The XIX. Chapter. 

Labourynge man that is genen vnto 
| dronckennes, [hall not be riche:and be 

that mateth not mod of ſmall thyn · 
ges, [hal fall by litle and litle. Wyne and wo 
men mate wyſe men rénagates,and put men 
of vnderſtãdinge co reprofe:and be tbat ac- 
companteth aduouterers [hal become a wic 
#ed man. Mot hes and wormes ſhall haue 
him to heretage, yee be ſhall be fect vp tow 
greater crample, and bis foule fhalbe roted 
out of the nombze, Se that is haiſtie to gene 
eredence,is light mynded,and doth aga ynſt 
himſelf. Who fo reio yſeth in wickednes, ſhal 
be puniſhedrhe that hateth to berefourmed, 
bis life ſhalbe ſhortenedrand be that abhor⸗ 
seth bablinae of wordes, quencheth wicked- 
nes. Ge that offendeth agaynfé bis owne 
foule, ſhal repent it:and be that reioyferh in 


Che rip. Chap. Ao. xlv. 
wickednes, ſhalbe punyfhed.) 

Rehearſe not a wicked and churlifh wor · B 
detwyſe, and thon ſhalt not be hyndered. 
Shew thy ſecretes necher to frende ner foo, 
T yf thou haſt offended, tell it not onc. For 
be [hal berten vnto che and mare che: and 
whanbe fyndech oporeun yte, be fall bate 
the. wf thou baft berde a worde aga ynft y 
negbboure, leccit be deed witbinebe:and be 
ſure thou ſhalt haue no barme therby.2 foo 
letranaileth with a worde, ite as a woman 
thatis payned with bearingeof chilve. Li- 
Ee as an arowe ſhott ina dogges thye, fois 
eworde in a fooles here. Tell chy frende bis 
faute left be be ignozaunt, and faye: J bane 
not done ic, oz yf be banc done it, chat be po 
it nomore. Repzoue thy neghboure, that be 
kepe bis tonge:and yf be haue ſpolẽ that be 
ſaye it nomoze. 

Telleby neghboure bis faute, for oft ty · 
mes an offence is made, and geue not credẽ 
cetoenery worde. Aman faliet h fomcyme 
with bis tonge, butnoe with bis will. For 
whatis be, 7 bath not offended in bis con- 
ge? Geue thy neghboure warnynge, before 
thouthzeaten him, and gene place vnto the 
lawe of theLORDE. The feare of Godis 
all wyß dome, z be that ts «right wyfe man 
Eepech che lawe. As for che doctrine of wic 
Eednes, itis no wyfoome, andthe prudenee 
of ſynners is no good vnderftondinge itis 
but wicke dneſſe and abbominacionz a blaſ 
phemynge of wyßdome. A ſymple man of 
[inall vnderſtandinge that fearech God,is 
better then one chat bath moch wyfoome, 
and tranſgreſſeth chelawe of the Syeſt. 

A crafcye forell man can be wyfe, but he 
is vnrighteous, and with gifres be wayf- 
tethtbe open and manyfeft lawe. 2 wicked 
man can bebane bimfelf humbly, and cart 
donke with bis heade, and yetis he but a diſ 
ceauer wit hin. He hydeth bis face, and die 
guyſeth it:z becanfe be fhulde not be tnow- 
ne,be pzenenteth che, 

And though be be fo weake chat he can 
do the no barme, yet whanbe maye fynde 
opoztimyte, be [hall do fomcenell. 2 man 
maye be Enorone by bis face, and one that 
bath vnderſtondinge. maye be perceaned 
by the loke of bis countenaunce. A mans 
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Matte.b 


garment, laugbterz goynge,declare what Ecciy. ane 


bets. 
TheXX, Chapter. 


tymes , but notin due feafon: Agay⸗ sccli-snd 


S Ome man repꝛouech bis neghbo ofe A 


* ne ſome man holdeth bis tonge and 
he is wyſe and diferete. It is a 
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geue warnynge and to repꝛoue, then to bea⸗ 
re euell wili: for he that knowlegeth him ſel⸗ 

openly, ſhalbe pꝛeſerued from hurt and def- 
truccion. Lite as whana chamberlayne tho 
row deſyre and luſt de fylet h a mayden, euen 
ſo is it with him that vfech violence and vn 
righteouſnes in ¥ lawe: G how good a thin 
geis it, aman y is reproued, to ſhewe open 
ly bis repentaunce? fe: ſo ſhalt chou eſcape 
wylfull ſynne.) 

Some man Eepeth ſylence, andis founde 
woyfe: but be that is not afbamed what be 
fayeth, is bacefull . Some man bolveth bis 
tonge,becanfe be bath noethe vnderſtandin 

of the language: and ſome man kepeth 
— ieaceswoayunre & conuenyent tyme. A wy 
feman wyll bolde bis tonge tyll be fe opoz- 
cunyte, but ¢ wanten and an vndifercte bo- 
dy ſhal regarde no tyme. He that vfech ma- 
try worbdes, ſhal burce bis owne foule:and be 
thatcatech auctorite vpõ bim vnrighteouſ⸗ 
ly ſhalbe bated. 

Some man hath oft cymes pꝛoſperite in 
wicked chinges : Agayne ſome man getteth 
moch and bath harme and loſſe. There ts fo 
me gift that is nocbinge worth: Againe,the 
re is fome gift, whofe rewarbde ts Dubble. So 
me man getteth a fall for beynge to pzoude, 
and fome commeth to worfbipe from lowe 
eſtate. Some man bieth mod) for a litle pry 
ce, and muſt paye foz it ſeuen foide. 

A wyfe man with bis wordes maketh 
bim [elf co beloued, but the fanours of foo- 
Tes ibe poured out. Tbe gift ofthe vnwy 
fe ſhal do the no good, for bis eyes are ſeuen 
folde. he ſhal geuc litle,z faye he gaue moch: 
be openeth bis mouth and crieth ont, as it 
werẽ one that crieth out wyne. To dayebe 
Tendeth , tomorow be areth itagayne, and 
[och a man is cobe bated. The foole fayeth: 
Thane no frende, J haue no thantẽe fo: all 
my good dedes : yee even they chat eate my 
bred , fpeake no good of me, O how oft, and 
of Bow many ſhal be be laughed to fcomer 
de taketh amore perlous fall by foch wor⸗ 
bes, chen yf be fell vpon the grounde: euen 
fo ſhal the falles of wicked men come baifte 
ly. In the month of bim thatis vntaught. 
Gre Many vnconuenient and vnmete wo2- 
des . A wyſe fentence fall not be alowed at 
the mouth of the foole, for be fpeateth it not 
in duefeafon. 

Some man ſynneth not, becanfe he hath 
noe wherwitball, and in bis ref be ſhall be 
fEynged. Some manthere is that deſtroyeth 
bis ovone foule with fhame, and for an vn⸗ 
wyſe bodyes fate deſtroieth be it,(and with 


Khe xxi. Chap, 


acceptinge of performes ſhal he vndoo bins 
—5 promifech bis frende a gift 
for very ſhame, and getteth an enemye of 
bim for naught. 2 lyeis a wicked fhamein 
@man, yet flpall it beenerin the mouth of 
the vnwyſe. A thefe isbetter thet aman 
thacis accuftomedco ſynne, butebey both 
ſhal baue deftruccion to beretage. The con- 
Dicions of Lyers are vnhoneſt, and their ſha · 
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noure with bis wordes,and be that bath on Genaré 
fe bis heape of cozne: betbat worketh righ- 
des and giftes blynde thecyes of the wyfe, 
treafisre that is hoorded vp, what profitis 
bis wyßdome. 
nomoze: but pzaye for thy fozefyn- 

* fF thou commieft to mye ber, ſhe wyll by- 
nes of manis as a ſharpe two edged fiver- 

Stryfe aid wiongeous dealinge fhall 
fotberiches of the proude flpalbe voted our. 
bis vengeaunce(o2 defence) ſhall come, and 
that feareth God, wyl remembee himſelf. A 
uethebat be ſhal haue a fall. 
in wynter. Che congregacion of the vngod Ecclisse 
godly is fert with ſtones, butin their ende 


me ts exer with chem. 

A wyfe man ſhall brynge himfelftobo- D 
derféondinge flyallbe fect by amonge grea. dea⸗c 
temen.de chat tylleth bis londe,flyal increa Proasb 
teoufites , ſhall be eralted,z be that pieaſeth 
greatemen, ſhalleſcape mod) evell. Rerwar- 
and make bim domme, that be can not tell 
mé their fantes. Wyßdome that is byd,and 
inthem both y Detter is he that tepeth bis 
ignozannce fecrete, thena man that hydeth 

The Xx, Chapter. 

SN Rfonne, yf chou haſt ſynned, do it 
M nes, that they maye be for genen 
the. Fle from fynne, even as from 4 ferpents 

The teth therof arcas the teth of & 
lyon, to flaye the foules of men. Che wicked 
de, which maketh fod) woundes that they 
cannot be bealed, 
waiſt awa ye a mans goodes, zthozow pry- 
de a rich houſe ſhalbe brought to naught: 
The prayer of the pooꝛe goeth our of rhe 
mouth, and commeth onto the cares, and 
} baiftely. Who fo bateth cobe refourmed, 
itis a token of anvngodly perfonne: but be 
mightie man is knowne afarre of bybiston 
ge,but he that hath wnderftondinge,percea- 

Who fo buyldeth bis houſe with other B 
mens coft, is life onethat gatbhereth ſtones 
ly is lite fiubble gathered toget her, their est- 
de is a flamme of fyre. The waye of the vn- 
ts bell , darcknes and paynes. He that ke· 
peth the lawe, wyll holde faſt the vn derſtan 


Ecclitg.d 
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dinge therof, and the ende of the feare of 

Godis wyßdome. He thacis noc wyfe, wyll 

not be taught in good:but the vnwyſe man 

a@boundeth int wicFednes : and where bytter- 
nes is,thereis no vnderftsvinge. The know 
lege of the wyſe ſhall flowe lite water that 
renneth ouer,and bis councell is lite a foun- 
tayne of life. 
C  Thebere of a foole is lite « brokE veffell, 
be cantepeno wyßdome. Whan a man of 
onderſtondinge heareth a wyfe worde be 
fal coͤmmende it,and mate moch of it. Suͤt 
yf a volupteous man heare it, be [hall haue 
no pleafure therin, but caſt it behynde bis 
back. The talkynge of a foole is like an be 
uy burthen by che waye: but to heare a wy- 
ſe man ſpeakẽe, it is a pleaſure. Where a dou⸗ 
teisintbe congregacion, itis axed atthe 
mouth of the wyfe,and they hal pondre bis 
worꝛdes in their hertes. Lite as a boufe that 
is deftroyed, euen [ois wyfdome vnto a foo 
le: As for che Enowlege of the vnwyfe, itis 
but darck worbes . Doctryneis onto him 
bath no vnderſtandinge, euen as fetters a- 
boutebis fete, and lite mannicles vpon his 
right bande. foole lifteth vp bis voyce wb 
Tan sbrerbut a voyfeman ſhall fearfe laugh 
fecreely. 
D  _Lernynge ts vnto a wyfeman a Jewell 
of solve, and lite an armlett vps bis right 
arme. 2 foolifh mans fooreis foone in bis 
negbbours houſe but one that bath erpe- 
rience, [hall be aſhamed ac the perfonne of 
the mightie. A foole wyll pepe in at ¥ wyn. 
dow in to the boufe,buc be chat is well nour 
tured, wyll fEonde without. A foolify man 
fFondeth herkenynge at the dove, but be chat 
ts wyfe,wyll be afbamed. 

Thelippes of the vnwyfe wylbe tellynge 
fooliſh chinges, but ¥ wordes of ſoch as ba 
ue vnderſtandinge ſhalbe weyed in the ba- 
launce. The bert of fooles is in their mouch, 
but the mouth of the wyſe is in their bert. 
Whan the ongodly curſeththe blafpbemer, 
be curſeth bis owne ſoule A preny accuſer 
of ocher men ſhal defyle bis ovone ſoule and 
be bated of euery man: (but he that kepeth 
his tonge and is diſcrete, fhall come to ho⸗ 
noure.) 

The Xx. Chapter. 
A Slout hfull body is moulded of a ſto⸗ 
J ne of clate:be that toucheth bim,mnft 
waſh bis handes agayne. Amyſnur · 
tored ſonne is the difhonoure of the father. 

A fooliſh daughter fhalbelitle regarded. 

wyſe Daughter isan heretage vnto bir buf- 

bande: bůt ſhe that commethto diſhoneſty, 


The xxij. Chap. Mo. xlvi. 


bringeth hir father in heuynes. A daughter 
that is paſt hame. diſhonoureth both bit fis 
therz bir hußbandert he vngodiy fbalregar 
de ber,butthey both ſhal defpifeber.tbeplay 
enge of Muſick is not mete where benynes 
ts,enen [>is the coreccid z doctryne of wyß 
Some ever vnpleafaunt vnto fooles, 

Who fo reacheth « foole, isenenasone 3 
that gleweth « potfherde together: as one 
that celleth a tayleco bim that beareth bins 
not, and as one that rayfeth a mã out of an 
Deny flepe. Who fo telleth a foole of wyßdo⸗ 
MC, is euen as a man, which ſpeabeth co one 
Pisa flepe. Whã be hath tolde bis tayle,be 
ſayech:what is the mattery Whã one dyeth, 
lamentacion is made for bim, becanfe the 
light faylech bins: euẽ fo lee mẽ mourne ouer 
& foole, foz be wanteth vnderſtandinge. Ma 
ke but litle wepinge becauſe of the deed . foz 
bets cometorefé: but the life of the foole is 


worſe then the death. Seuen da yes domen Genso.b 


mourne for him that is deed, but the lamen- 
tacion oner the vñ wyſe and vngodly ſhuide 
endure allthedayes of their te 
Talte noc moch witha foole, and go not C 

with bim that bach no vnderſtondinge. Se⸗ 
warrs of bim, leſt ic turne the to trauayle, z 
thou [hale not be defyled with bis fynne. De 

arte from bim,and thon hale fynde reſt z 
Toate not be drawẽ back in to bis foolifimnce. 
Whatis henyer chen leader And what fhul 


dea foole be called els, butleader Gove, fale Pro.az.m 


zalope of yonis eafier to beare, then anon 
wyſs ſooliſh and on godly man, Lite asthe 
band ofwodd bounde together inthe foun- 
dacion of the houſe cannot belowfed,eué fo 
isitewith } bert is Eabliflyed in} thougbe 
of coficell. The chought ofthe wyfe,fhal ne 
ther feare nerbe offended at eny tyme. 

Liteas a fayze playftred wallina winter D 
boufe,z an bye buyldinge,maye not abyde 
wide ⁊ ſtormer euẽ ſo is @ fooles hert afrated 
in his ymaginacionzbe feareth at euery thi 
ge and can not endute. He that nyppeth a 
— bryngeth forth teares:and he that 
pricketh the hert bringeth forth v¶ meanyn 
geztboughe. Who ſocaſteth a ſtone at the 
byrdes, frayeth them awaye:z be blaſphe 
meth bis frẽde, bieateth F fredflpipe, chough 
thou dreweſt a fiverde at thy vet dif= 

‘Ye not, for thou mia yeſt come aga yne to F 

at de Rfbefpeatefowerly, feare not, for 
yemaye be agreed together agayne: ercepte 
tt be ſo that chou blafpbemebim, dyßdayne 
bim, opébis ſecretes and wounde him trato 
rouſiyrfor all ſoch thinges ſhal dryue awa ye 
a frende. 


% iii 


Plaligo 


Eccleſiaſticus. 


E Se faithfull vnto x neghbs in his pouer 

re thatthon mayeſt retoyfe wich him alſo in 

bis proſperite. Abyde feed faſt vnto him in * 

tyme of bis trouble, that thon maieſt be bey 

rex bim in bis heretage. Life as the vapoz 
and finote goeth ont atthe ouen before > fy- 
ve,enen fo enell roordes,rebutes and thicate- 

mynges go before bloudſheddinge. Be noe a- 

Phamedto defende ỹ frendezas fe: me, Iwyl 

not bydemy face frombim, though be fhul- 

de do me harine. Who fe ever heareth it,fhal 
bewarze of im. Who ſhal ee @ watch befoze 

my mouth,z a fare fealevponmy lippes, * J 

fall noeeb che,z H my tonge deftroye menos 

The XXULChaprer. 

LORDE, father and gouernoure of 

my life,leaue me not in their ymagi- 

nacid z councell. Ob letme noe fall 

in [och reprofe. Who wyll kepe my thought 
with ? ſeourge anð the doctryne of wyfdo- 
me in myne herte? that be fpare noe myne ig 
noraunce,thac J fall not with chem, lefEmy 
neignoraunces increafe, that myne offences 
be noe many in nombre, andthat my ſynnes 
exceade notileſt J fall be fore myne enemyes, 
and ſo my aduerfary retoyfe. LORDE,thou 
father z God of my life leane me not in their 
maginacion. Olet me not haue a proude 
love, but turne awaye all volupteoufnes fro 
me. Tabe fro methe luftes of che body, let not 
the defyzes of vnclennes tate holde vpon 

me,and gene me not ouer in to an vnſhame · 

faſt and obſtinate mynde. 

BBeare mec(o ye childꝛen) JIwill gene yous 
doctryne, bow ye ſhal ordrẽ yS month : who 
fo kepeth it, foal not periſh thozow bis CA 

es, ner be hurt chozow wicked wortes (As 
Foz the fynner, be ſhaibe taten in bis owne 
vaniterbe that is proude and curfed, ſhal fall 


a 


Exo.20.b therin.) Letnotthy mouth be accuftomed 
Ecchi.27.d 
Mates 


with ſwearinge, for in it there are many fal- 
les.Let not the namynge of God be continn 
ally in} mouth : for lite as a ſeruaunt which 
is oft punyſhed can not bewithout fome fo 
re, even ſo what fo ener be be $ fiveareth and 
mameth God, [hal not be cleane pourged fis 
Fyre. A man that vſech mod) fiveatinge, 
Ibe fylled with wicFednes,and the plage 
all never go from his houſe. Nfbe begyle 
is brother, bis fante fhalbe vpon bim:yfbe 
Enovelege not his ſynne, bematcth  oubble 
Offence: and yfbe ſweare in vayne, be fall 
not be founderighteous, for bis houſe fbal- 
be full of plages. 
The wordes of ſwearer baingeth death 


— (God graunte fit be noe founde inthe honfe 


Of Jacob.) Burtheyy feare Goo, eſchue all 


Che xxiij. Chap. 

foc and lye not weltringe in ſynne. Vſe noe 
¥ mouthro vnhoneſt and fylthye talk ynge 
foz in it is rhe worde of ſynne. Remembie y 
father and chy mothert whe thou art fer a- 
monge greate men:ieſt Soð fozgee Fincheir 
fighe, and leſt thou dotinge inthy cuftome, 
faffrerebute.qnd wyſhe not to baue bene boz 
ne,and fo curfe che daye of chy natinite.The 
man that is accuftomed with the wordes of 
blafpbemy, wyl nener be refourmed all $day 
es of bis life. To ſynne twyſe isto moch, but 
the chirde bringeth wrath and deféruccton. 
An whore ſtomack cannot be quenched (eve 
like a burnynge fyze) tyll ic haue ſwalowed 
vp fomebige deuẽ ſo an vnchaſte ma bath no 
reft in bis flefly , cyl be bane kyndleð a fyre. 

All bied is fivete to an whozemonger, be 
wyl not leaue of, tyll be bane bis purpofe. A 
man that breaketh wedlock, z regardeth not 
bis foule,but ſayeth: Tuſh. who feyth mer F 
am compaffed! aboute with darcFies, the 
walles couer me, nobody feyth me: whom 
nede J to feare? Khe Hyeſt wyl not remem- 
biemyfynnes. (Xe vnderſtondeth noe that 
bis eyes fe all hinges, foz all foch feareofme 
dryueth awa ye thẽe feare of God from bim: 

2 be feareth onely the eyes ofmen, and con 
ſidereth not that the eyes ofthe LORDE a- 
re clearerthen the Some,beboldinge all * 
wayes of men and che grounde ofthe depe, 
and lotynge evento mens bertes in fecrete 
places. Che LORDE God Eneweall thinges 
orenerthey were made, and after they be 
brought to paffe alſo be loketh vpon them 
all. Che fame mg fhalbe opély punyfbed in 
> ſtretes of ? cite, and fhalbe chaſeð abrode 
like a yonge horſe foale: and whan be thin- 
Beth leeſt vponic,be fhalbetaté, Thus fhal 
bebe pucto fhame ofeuery man, becanfe be 
woldenotvnderftonde the feareofebeLOR- 
D. And thus fhalit go alford euery wyfe F 
leaueth bir bufibanbe, z getteth enheretaun 
cebya firatige mariage. Sirff, fhe bath bene 
onfaithfull onto the lawe of Hyeſt: Secd 
dly, fhe bath forſaken bir owne huß bande: 
Thirdly, ſhe hath played  whozcin aduon- 
try.z gotte bir childsé by another man. She 
fhalbe hꝛought out of * cSaregacis,and bie 
childzé ſhalbe loked vps.dir chudeẽ fal not 
tatcrote:z as for finte, bir brauches fhal bit 
ge forth none. 2 fhamicfull reporte fhe 
leaue behynde her, zbir diſhonoͤ fhalnorbe 
put out. And they ỹ? rema yne ſhal knowe, * 
thereis not hĩgẽ better, the * frare of Godr 
ythere is not hinge ſweter, then co tafe hede 
vnto the commaundementes of the LOR DE. 
A greate worſhipe is it to folowe } LORDE, 


Ephe.sa 


aReick 


Dd 


Ela zg.e 


Levi.20.b 
Deut-ss¢ 


cxod ao.c 
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Prog.c 
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Phalazt.b 


Toh 13.2 


Eccleſiaſticus. 
for longe life ſhalbe receaned of him. 
The XIll.Chapter. 
QW Rdeme ſhal pzayfe hirſelf zbebo 
8S peor be God, pagent in ¥ myd 
deſt of bis people: In ihe cSgrega 
cions of the Hyeſt That e open birmouch, 
zeryumpbe in ¥ beholdinge of bis power: 
In ¥ myddeſt of bir people ſhal ſhe teeral 
ted,Z wondzed acin che boly fulneſſe: In the 
mulcitude of the choſen ſhe haibe commen 
ded, z amonge fod as be bleffed ſhe ſhalbe 
pꝛayſed. z fhal faye: FJ am comeout of the 
mouth of y Dyeff, firfé borne before all crea 
tures. J canfed ¥ lighe $ fayleth not,ro ary 
ſe in the heauen, z covered allthecarchasa 
cloude. My dwellinge is aboue it Y heyth, T 
my ſeate is it the puer of che cloude. J my 
felf alone baue gone rounde aboute the com 
paſſe of beawen,z pearfed the grounde of F 
depe:7j bane walked in che floudes of ¥ fee, 
T hauẽ ſtonde in all landes:my demynton is 
in euery people and in euery nacion , z with 
my porver bane J crodendorne the hertes 
of all,bocb bye and lowe. 
In allchefechinges alſo J fought reſt, ⁊ 
a dwellinge in ſome enheritamce. So y crea 
tor of all chinges gaue mea commaunde- 
ment:⁊ berbacmademe,appoynted me a ta 
bernacle, and ſaide vnto me: Let thy dwellin 
ge be in Jacob, and thy inheritaunce in Gf 
tacl,z rote chy (elf amdgemy chefen. FJ was 
created from the begynninge and before che 
woulde, ſhal nocleaue of vnto the worlde 
to come. In che boly babitacion haue J ſer⸗ 
ued before him, and fowas J ftablifhedin 
Sion. In ¥ holy cite reſted J inlite maner,z 
in Jerufalem was my power. J cote rote in 
anbonourable people,enen in the porcion of 
YLORDEZ inbie hereta ge, kepte me in y 


fulnes of the ſayntes. Jam ſett vp an bye 
lie a Ceder vps Libanus,zas a Cyperstre 
vpon the mount Hermon: J ameraltedlite 
a palmectre in Cades,z as arofe place in Je 
richor As a fayze olyue tre inthe felde, zam 
exalted lite as a plancayne tre bythe water 
fyde. J bane geuen a finell inthe ſtretes as 
¥ Cynamom and Balme, chat hath fo good 
& fauourezyce a ſwete odonre haue J geuen. 
as it were Myrre of the beſt. 

J bane mademy dwwellinges to finell as 
it were of rofyn,Galbanum, of Clowes and 
Yucenfe,z as Libanus whan it ts not hewe 
Downe,z mine odonre is as the pure Balme. 
Asthe Terebynre haue F ſtreeched outmy 
braunches, and my braunches are the braun 
ches of honoure and louynge fauoure As ¥ 
vyne haue J brought forth frute ofa fivete 


Che xxiiij. Chap. Fo. xlvij. 


ſauoure, andmy floures are ? frute of hono 
and riches. J am the mot her of bewtye of lo 
ne,of feare,oftnowlegez of belybope. In 
mets all grace of life and cruech : Snmeis 
all bope oflife and vertue. O come onto me, 
all yechac be defyzous ofme , and fyll youre 
felues with my frures:foz my [prere io ſweter 
then hony ⁊ ſo is my inberitaunce moze then 
the bory combestbhe remembzaunceofmeen 
duret h for euermore. Chey thar cate me,fhal 
Daueche moze bonger : and they that diyn · 
ke me ſhal ehyzfteche moze . Who fo herke⸗ 
neth oncome, fhall not come to confuctons 
and they chat worke in me,fhal not offende. 
Chey that mate me to be Enorone,fal haue 
euerlaſtinge Ife. 

All cheje chinges are che bote of life, the 


lohaa 


couenaunt ofthe dyefE,and the knowiege of exo. 20.a 


the trueth. Moſes commanunded che lawe ist 
the pzeceptes of righteoufnes for am berera- 
ge onto the houſe of Jacob, and cSmitced F 

promyfes onto Gfrack Out of Dauid bis fer 
uaiic DE ordened to raife vp a mof— migh 
tie kinge, ſyttinge inthe feate ofhonoure foz 
cuermoze, )This fylleth with wyßdome lite 
as che floude of phiforr,z as $ floude of Ti- 
gris, whan the new frutes arca growing 


This bringech a —— vnderſtandin > 


ge lite upraces:z fyllech it vp,as Jordane 
in the cimeof harueſt. This makerh nurtéto 
breake forth as chelight,z as the water Bie 
bon in > barueft.Che firf— hath not knowne 


ber perfectly, nomore [bal the laft fetc ont * 
phasis of ber. For Py seals fuller the 


the fee, and bir councellis profounder then 
tbe greate depe, 

‘J wyßdome haue caſt out floudes. JI am 
as & greate iwaterbrobe ont of F riuer. I am 
as the ryuer Dour, and as a water condyte 
am J come out ofthe garden of pleafire. 3 
ſayde: J wyl water the garden ofmy yonge 
plantes, and fyll the fruceof my byith.Go 
my waterbroke became erceadinge greate, 
and my ryver appꝛoched wnto the fee. For I 
mate doctryne to be vnto all mẽ aslightas 
the fayze mornynge and J fhall mate itto 
be ener the clearer. (Fj will pearfe thorow all 
the lower partes of the earth, J wyll loke vs 
pon all foch as be a flepe,and lighten all thé 
that put their truft inthe LORDE.) 7 fhal 
yet poure out doctrine, lifeas prophecy,and 
leaue tt onto foch as ſeke after wyfdome, 
and their generactons fhal 3 nener fayle, ore 
totheboly — worlde. Bebolve, 
how that J haue not laboured for my ſelf o⸗ 
nely, but fozall chem > fete afrer trueth. 

The XV. Chapter. 
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2 Coe Hre thinges cbere are, my fpzete fa 
Genaz-b noureth, which be alſo e lowed befo- 
Romise reGod andmen: Che vnyte ofbre- 

thren,the loue of neghbonrs,and man z wy 
Eccl.ged fetbat agree well cogether. 

Thre Spinges there be which my fouleba 
teth, and J vecerly abbozze chelife of them: 
A poore man that is proude.2 rich ma that 
is alyar, andanoloebovy that doteth and 
is unchafte. 

Ri chow haf— gathered not hinge in thy 
youth, what wylt chou fynde the in thine a- 
ge7D bow pleafaiicathingcisit,wbs gray 
beaded men are difercte, z whan the elders 
can Gene good countcell 7D how cSly atbin- 

e is wyßdome vnto aged men ? yee vnder · 
Flonbinge and councell ĩs a glozions hinge. 
Che crowne of olde ment is to haue mod) er- 
pevience,z > feare of God is their worfhipe. 

% There be ip.chinges, which I haueiudaed 

inmy bert co be happic,and the tenth wil I 
tell forch onto men with my tonge, 2 man 
¥ whyle he lynech, hath ioye of bis childzen, 
—* feith > —* oie —— ts ie 
ign TACO wellerh with an houſwife of vnderſtõ⸗ 
ee dinge,and that bath not fallen with bis ton 
laco⸗a · a ge,andp bath nor bene faine to ferne fochas 
are onmete for bim. Wel is him, § fyndeth a 
faith fill frende:z wel is bim, which calterh 
of wifidome to an eare p beareth bim.@ bow 
greatcis be, § fyndeth wyfdomez Enowle- 
ge Ret is be not abouchim,that feareth the 
LORDE . The feare of Good bach fect itfelfa- 
bouc alltbinges, Bleſſed is } man,wnto whõ 
it is graunted to bauethe feare of Gov. Vn 
towhs ſhal be belicFened, kepeth it fafty 
The feare of Good isthe begynnynge ofbis 
Touc, and the begynnynge of faith is co clene 
faſt onto ic, The bhenynes ofthe bert is all 
the punyflyment, and the wicPednes of a wo 
mau goetl aboue all. All punyſhment z ple 
ge is nothinge in comparifon of the plage of 
the bert, ent fo all wicFednesis nothinge to 

the wickednes of a woman, 

C “What ener happenceh vnto man, is 
nothinge in comparifon of it, $ bis cell wil 
lers do onto bim : and all vengeaunccis no- 
thinge tothe vengeatice ofthe enemye. The 
reis not a more wicked beade then the heade 
ofthe ferpét,and chereis no wrath aboue > 
wrath of a woman. J wyl rather dwell with 
a lyon and dragon, thento kepe houſe with e 
wicked wyfe. Che wickedneſſe ofa woman 
chaungeth bir face,fhe ſhal moffell bir coũ⸗ 
tenance ae it were & Beer, as a fact fhall 

Phe ſhewe it amonge the neghbours. Dir buf 
bande is bronght ko ſhame amõge bis negh 


Gen.g.b 


Prot 


The xxvi. Chap. 
bonrs,z whi be heareth it,it mateth bim co 
fighe. All wicFednes is but litle to the wick 
Eednes of a woman, F porcion of the vngod 
Ty hal fall vpon ber. 

Lite as to clymme vp a fondy wayeis to 
¥ fete ofthe aged, euẽ foisawife fullofwo: 
Des co a feill quycte man.Lote not co narow FS. 
Ty vpon che berorye ofa woman, leſt thou be 
proůoked in deſyre torvarde ber. The wrath 
ofa woman is diſhonoure and greate con⸗ 
fucis. Afa woman gett the maſtrie, chen is 
[be contrary to bir hußbande. A wicked wi- 
femateth « fory bert, anbery countenann- 
ceand a deed wounde. Of che woman came 
Pd begynnynge of fynne, and thorow ber we 
allare deed. Gene thy water no paffage,no 
nota litle, nether geue 4 wicked woman bir 
rill. Xf fhe walte not after thy banve, fhe 
ſhall — the inthe fight of thy ene· 
mies.Cut ber ofthen fromeby fleſh chat ſhe 
donot allwaye abuſe che. 

The XXvi.Chapter. 

SY Appicistheman that hath a vertu⸗ A 
ous wyfe, for the nõbꝛe of bis yeares 
ſhalbe bubble. An honefé woman ma 

eth bir hußbande a ioyfullman, z fhe fall 
Fell F yeares of bis life tn peace. Avertuous 
women is ancble gift, rohich Phalbe geuen 
fora good pozcion vnto fod) as feare God. 
Whether a man be rid 02 pooze, he ma ye ha 
ue euer a mery bert, T a che arful countenañ · 
ce. There be thre thinges Fmy bert fearctly, 
and my face is afrayed ofthe fourth . Trea- 
fonin e cite, fedicious people, andnoyfome 
tonges, all theſe arebenyer then thedeath. 
Bvt whan oneis gelous oner bis wife , ie 
bzyngeth payne and fozowe vnto the hert: 
and ã woman that teileth out all thinges, is 
afcourge oftbetonge. Whan one bath an 
euell wife,itisenen as whan an vnlite pare 
of oren muſt drawe together: be that get- 
teth ber, getteth a ſcorpion 2A dzonkes wo- 
mantis agreete plage, for ſhe cannot coner 
birowne foarte: 

The whordome of a woman maye be B 
Enovone inthe pryde of bir cyes andeyelyd- 
yddes. AXfthy daughter be not Mhame faſt, Eccliga! 
holde ber firaitly , left fhe abufebirfelfebo- 
row ouermoch liberte. Bewarre of all che 
diſhoneſty of bir eyes, and maruell not vf 
Pye do aga ynſt the. Litas onethat gocth 
by the wa ye andis thyrſtie , fo fhall fhe o- 
pen bir mouth, and dzynte of euery nexte wa 
terthat ſhe ma ye gett. 

By enery hedge ſhal ſhe ſyt ber downe, z 
Ope bir quyuer againft every arowe. A louyn 
ge wyfe reioyſeth bir huß bande, and federh 


Gens.a 
iTimab 


tudie ic. 


Eccleſtaſticus. 


bis bones with bir wyßdome. A woman of 
few wordes is a gift of God, and to a well 
nurtured mynde maye not hinge be compa- 
red. 

CArn honeſt andmanerly woman isa gyfe 


he xxvij. Chap. eo. xlviij. 
teth for ¥ pzaye:fo do the fynnes lurke vpon 
the workes of wicFednes. The taltinge of 
bim chat feareth God,is nothinge but wyf- 
domeras fora foole,be chaungeth as * Moo 
ne. Rfthou be amonge the vndiſcrete, kepe 


aboue other giftes, and there is no waighte 
to be compared, vnto a mynde chat canrule 
it ſelf. Lite as che Sonne whan it aryfecb, 
ts an ornament in the bye beauen of FLOR 
DE,fois a vertuous wife bewt ye of all bir 
bonfé. Liteas che clearclighe is vpon ? ho⸗ 
Ty cãdelſtick. ſo is the bewt ye of the face vpõ 
an bonefE body. Like as the goldé pilers are 
vpon che ſockettes of ſyluer ſo are the fayze 
legges vpona woman that bath a edftanc 


thy worde to a comsenient tyme, butamon- Rosh 
ge lod as be wyſe, fpeateonbarvely. Khe col.g.a 
tal€inge of fooles is abbominacis,and their C 
{porte is volupteouſneſſe and myfiurconte. 
Moch fwearyngemateth the hayre to fion- "li-a2b 
de vp, andto firyne with foch,ftoppeth the 
eares. 

The feryfe of che pronde is bloudfhed- 
dynge,z their blaſphem ynge is heuyto hea ecctz,, ab 
re. Who fo difcoucrerh fecreres,lefeth bis cre andaa.d 


Cants.d 


Saps.a 
w.Peta-b 
Matt.7.b 


mynde.(per Ul creche fofidacions that 
belaied — — — ſtonye rocke, ſo are > 
commaundementes of God vpon as boly 
woman.) 

WD There be two thinges p greue my bere, 
and in the thirde is a diſpleaſure comevpon 
me. When an experte man of warre ſuffteth 
ſcarſenes and pouerte, Whan men of vnder 
ſtondinge and wyßdome are notfer by: And 
whan one departeth from righte ouſnes vn · 
to ſynne. Whoͤ ſo doth ſoch. the LORDE bath 
prepared him onto the ſwerde. There be two 
maner of thinges, which me thyncke to be 
herde and perylous. A marchaunt can not 
lightly kepe bim from wronge, nether a ta- 
werner bimfelf from ſynne. 


The XXVIL. Chapter. 


A Ecauſe of pouerte haue many one of 
fended: and be that ſeketh ro beridje, 
turneth bis eyes aſyde. Lite as a na- 

le in the wall ſticketh faft betwirre two fto- 

nes, euen ſo doth ſynne ſticke berwirte ¥ byer 
and the feller. YF he holde him not diiigent 
lyin > feare of the LORDE,bis houſe fball 
foone be ouert hrowne. Lite as whan onefif 
tech, the fylebynes remayneth inebe fyue: 
So, remaynech there fome vncleane chinge 
inthe thought of man. The ouen proueth 
the potters veffell,fo doth tentacion of crow 
blecrye righteous men. Che tre of the felde 
ts Enowne by bis finte,fo is the thought of 
ms bert Enowne by bis wordes. Prayſe no 
mã excepte thou bane bardebim, fora mar 
ts Enowne by bis wordes. VF chon foloweſt 
righte ouſnes chou ſhalt get ber,and put ber 
vpon y as a fayze garment. And thou fale 
dwell with ber, and ſhe ſhal defende the for 
ener, andin > daye of knowlege thon fhale 
fynde fEedfaftneffe.) The byrdes reſorte onto 
sheir lite,fo doth the trueth turne vnto them 
that be occupied withall. The lyon way- 


S 


dence, and fyndeth no fiende after bis will. 
Louethy frende,and bynde thyſelf in faith⸗ 
fulnes with bim : but yfthou berora ye ſt bis 
fecretes,thou fale not get bim agayne: For 
life as chem is that deſtro yeth bis enemye 
fois bealfd that dealeth falfly inthe frend- 
Phipe of bis neghboure. 

Like as one that lecteth a byrde go out D 
of bis bonve,cannoctate ber agayne Euen 
fo chow, yf chou gene ouer thy frende, thou 
canfé not get bim agayne: ee chor cãſt noe 
come by bim, foz bets to farreof. Heis onto 
the as a Roo efcaped onc of the fnare, for 
bis ſoule is wounded. As for woundes , che 
maye be bounde vp agayne, and an cnell 
worde maye be reconcyled: but who ſo be⸗ 
wꝛayeth che fecretes ofa frende, thereis no 
moze bope to be bad wnto bim. 


de that wyncketh wichthe eyes, yma- Ero · io. b 


meth fome euell. anð no man ſhal cate him 

‘omit. Whan thou art prefent,be ſhal by- 
Liecommende and prayſe thy wordes but at 
the laſt be ſhall turne his cayle, and flauder 
thy ſayenge · Many thinges haue hated, 
but not hinge fo enell, for the LORDE himſelf 
alſd abboreth och one. 

Who fo caſteth a ſtone an bye ic ſhal fa & 


vpon bis owne beade: and be that finyteely kro · ai. b 


with gyle, wonnderh himſelf. Who fo dig · 
geth a pyce, fal fall 
ech a fnare, 
fo geueth a wicked noyfome councell, it [halt 
come vpon bimflf, and be fhall not tnowe 
from whéce. The pꝛoude blafpbeme and are 
fcozefull, but vengeauncelurteth for chem 
as alyon. They chatreioyfe atthe fall of 
righteous , [hal becaten in } ſnare angu 
ofbert hall conſume thembeforetbey dye 

nger and rigozoufites are two abhonina⸗ 
ble thinges, and > vngodly bath chem both 
vpon him. 

The Xvm.Chapter. 


erin:and be thatlay- —— 
betaten in it himſelf. Who pa 
Ekcclaub.a 


Ecclefiafticuc, 


AW MY Erhat ſeket h vengeaunce, ſhal fynde 


Deut. 32-¢ vengeaunce ofthe LORDE, which ſhal 
—— ſurely kepe bim bis fynnes. Forgeue 
sbib thynegbbourethe hurce that be bath vone 


ehe,and (0 [haltby fynnes be forgenen teal 
fo,wban * — Aman that bearech 
hatred aga ynſt another, bow darre be defy- 
ve forg of Sodr Se chat eth no 
mercy to a ma which is lite himſelf. how dar 
tebe are forgeneneffe of bis fynnes 7 wfbe 
thatis but fleſh, beareth barred and Eepech 
ic, who wyl increate fo: bis fynnessRement 
bre the ende,z let enmyte paffe, which ſeketh 
death and deftruccion, andabyderbouin > 
commaundementes.Remembze F commaun 
dement,fo [hale chou nor be rigozous ouer 7 
® neghboure.Chynte vpõ he couenaunt of > 
Dyefé, and forgeue thy neghbours ign oraũ 
ce. Bewarrẽe ofſtrife and chou ſhalt mate > 
ſynnes fewer. Foz an angrie man kyndleth 
variaunce, and the vngodiy diſquyeteth fré- 
des, and putteth diſcorde amonge them that 
beat peace. The more wodd thereis,themo 
revebement is the fyre: and the mightier $ 

—— —— * cee —— * 

er the ſtrife endu: »themoeit burneth. 

C * An nite biavelinge Eyndleth a fyre, and 

an haiſtie ſtrife ſheddeth bloude. RF thou 

blowe the fparte:it [hal burne: f thou fpyte 
wpdit,it [hal go forth,and both eheſe go out 
of thy mouch. Che flaunderer end oubble td 
ged ts curfed,foz many one that be frendes 
ſetteth be at variaunce. Che thirde tonge 
bath difquicted many one, and dzyuen them 

om onelondeto another. Stronge cities 

ath it bꝛoken downe, and onerthzorone the 
boufes of greate men. The thirde tõge hath 
café out many an boneftwoman, androb- 
bed them of tharlabours. Who fo barte- 
neth onto foc, ſhal never fynderefé, and ne- 
wer dwell fafely. Che ſtroke of F rodmatech 
yedders, but the ſtroke ofthe tonge ſmyteth 
the bones in ſunder. There bemany that ba- 
ue periſhed with che fiverde, but many mo 
thorow the tonge. 

DWbel is him that is bepte frõ an euell ton- 
ge, ⁊ commeth notin > angertherofi which 
dra weth noethe yor of foch,and is not boũ · 
de in the bondes of it. Foz the yock therof is 
Of yron, and ? bonde of it of ſtele The death 
therofis a very enclldcath : bell were better 
for one,then foch a tonge. Dutche fyre of it 
tnaye not oppreffe chem chat feare God,and 
¥ flammecherofmayenot burne the. Goch 
as foxfatetbeL OR DE, ſhal fall therin: and 
te Pal burne them , and no man fal be able 
69 quench it. It ſhal fall vpon che as a ys, 


Eccli.g.a 


Proasc 


Ecclivat.d 


Che xxix. Chap. 


and deuoure themasa leparde. Thou hed- 
SefEy goodes x chomes:wby doeſt thou noe 
rather mate dores and barres for y mouch? 
Thou weieſt chy golde and — doeſt 
thou not weye thy wordes alſo vpontheba 
launce: Bewarre that thou ſlyde not in thy 
tonge, and fo fall before chine enemies, thac 
laye wayte for the. 
The XX. Chapter. 
Ho ſo wil ſhewe mercy, let him len 26 
de vnto his neghboure:and he that evra 
VBBS abie let bim kepe the commaun- bucs-4 
dement. Lende onto thy neghboure intyme 
of bis nede, and paye thoucbynegbhbourca- 
ga yne in due ſeaſon. Kepe thy worde,z dea- 
le faith fully with bim,z thou ſhalt allwaye 
fre the thinge y isnecefjary for the.Chere 
aue bene many, that whan a thinge was 
Tent chem, rekened it to be founde:and made 
themtranayle and laboure,that bad helped 
them. Wbylethey receauceny thinge, they 
Eyffeche handes offod) as geuctbhem, and 
fortheir neghbours good they bible their 
voyce. But whan they hulde paye agayne 
they kepe it back, and geucenell wordes, and 
mate many excuſes by reaſon ofthetyme: 
though be beable, yet geueth be fearfe the 
balfagayne,and rekeneth > other to be foun 
de. And yfhe wit holde not bis moneye, yet 
peed be anenemye of bim, and that vnde⸗ 
ered. 
He payeth him with curfingeandrebute B 
and geneth bim euel wordes forbis good de 
de. There be many one which arenot glad 
for tolende, not becauſe of euell, but they 
feare to leſe che thingethat they lende. yet 
thou pacience withthe fymple,and wb 


the mightie. 

A good honeſt mã is ſuert ye forbisnegh C 
boure, but a wicked perſonne letteth him co- 
me to ſhame. Forget not the frendſhipe of 
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tby fuertye, for be bath geuẽ bis ſoule for ¥. 
Che vngodly vefpyfech ¥ good dede of bis 
fuercye,z the ontbantfull and ignozaunt lea 
eth bis ſuertie in daunger. (Some man pro 
myfech for bis neghboure: Twhan be hath 
loft bis bonefty,be ſhal foxfate him.) Guer- 
tifbipe bath dveftroyed many a ryche man, z 
Temoued themas the wawes iny fee. Migh 
tie people bath it drꝛyuen arwaye,and caufed 
thé co wandze in firaunge countrees. An vn 
Godly mancran(greffynge the commaunde- 
mentof the L OR DE, ſhal fall in to an euell 
fucrtifhipe : and though be fozce bimfelf to 
get out, yet [hal be fallin co mbdgment. Hel- 
Ee thy neghboure out afterthy power, and 

ewarre, yᷣchou thy felf fall noc in ſoch dett. 
The chefe chingethat kepeth inthe life, is 
water and bred, clotbingeandlooginge,co 
couer che fhame. 

Better is it co haue fed pans lyuynge in a 
mans owne boufe, thé delicate fayre amõge 
the ſtraunge Be it litle or moch Pebou bafé, 
holde the contẽt withall(z thou ſhalt not be 
blamed as a vagabounde:) fo: a myferable li 
feis it,co go from boufeto boufe:and where 
améis fremde,be darre not opẽ bis mouth. 
Though one be lodged,and haͤue meate and. 
dzynte, yet [hall be betaten as vnwortby,z 
beare many bytter rough wordes , namely 
thus:Go thy waye chou firaunger,and pre- 
parea table (for tby felfand fede Ine all oF 
thatthoubaff. Awaye thon ſtraunger (fo, 
that beregardeth bis honoure nomoze my 
brother commech in cosy houſe, z fo betel- 
leth bim the neceffite-of bis boufe. Theſe 
thinges are beny to aman that bath vnder 
fandinge:namely,the fozbyddinge of ¥ bow 
fe,zebatthe lever caſteth bim in chereth. 

The Xxx. Chapter. 

MQ? Ho fo loucth his childe, holdeth 
bim ſtill onder correccion, that be 

<2 maye bane ioye of bim afterwar · 
de (and that he gropenot after bis negh- 
hours dozes.) He F teacheth bis forme, ſhall 
haue ioye in bins, z nede not be aflhamed of 
bim amdge bis aquantafice. Who fo enfour 
med zteacheth bis fonne,grencth F cnemie, 
and before bis frendes be maye haue ioye of 
bim .. Though the father dye, yet ts he as 
though be were not ‘Seed: fee be bath lefe 
onebebynde bim that is lite him. Jn bis life 
befawebim,z bad ioye in bim,z was not fo- 
ry in bis death, (nether was be aſhamed be- 
fare ¥ enensies.) For be left bebinde him an 
auenger agaynſt bis encmies , and a good 
doer vntothe frendes. Foz the life of childꝛẽ 
he ſhal binde che woundes together, and bis 


Khe xxxi. Chap. Fo. xlix. 


bert is grened at euery crye. An vntamed 
horſe wylbe barde,and a wanton childe wyl 
be wylfull. nf thou brynge vp thy ſonne de 
licatly,be fhal mate ¥ aftayed:and yf thon 
playe with bim, be fhal brynge che co beny 
nes. Lough not with bim,lefitbou wepe vᷣ 
bim ag and leſt thy teth be ſett on edge at 
the laſt. 

Seue him not liberte in bis youth,zercu- 
ſe not bis foly . Bow downe bis neck whyle 
he is yonge, hytt him vpon the ſydes whyle 
bets yet dut a chiide, leſt he waxe fiubburne, 
Tgeue no more force of ¥ (and ſo ſhalt thou 
haue heuynes of foule.) Teach thy childe, 
be diligẽt therin leſt it be ro chy ſyame. Bet⸗ 
ter is the poore heynge whole ⁊ fironge, thé 
a man to be riche, ⁊ not to bauc bis health. 
Health and weifare is aboue all golde, and 
an whole body aboue all treaſure. There is 
no riches aboue a ſounde body,z no toye abo 
ue the ioye of che bert. Death is better then 
a wretched Life, oꝛ cont ynuall ſicknes. The 
good thinges Hare put in a cloſe mouth,are 
like as whan meate ts layed vpon F grane. 

What good doth the offerinae vnto att 
ooll’ Foz be can nether eate,taifé ner finell. 
Lue [ois it alfo withehe riche, whomGod 
maketh ſekerhe feith it with bis eyes, z gro- 
neth thera fter,and is euen as a gelded man, 
thatlyeth with a vyzgin and ſygheth. Ge 
ue not quer thymyndeintobenynes, z vexe 
not thy felf in chine owne councell. The ioye 
zchearfulnes of the hert is the life of man, 
andamans gladnes is the prolonginge of 
bis dayes.Loucthine owne joule, and com- 
forte thine hert: as for forow and beuynes, 
dryue it farre from ¥ , foz henynes hath flay 
ne many a man, and beyngeth no pꝛofit. Zele 
and anger ſhorten the dayes of thelife:ca- 
refulnes and ſoror brynge age before thety 
me. Onto emery bert every thingebath a 
good taiff,chat be cateth. 

Che Xxx. Chapter. 

6 Ranayle and carefulnes for riches 
taketh awaye the flepe, and maketh 
the flefh to cofume. Whan one lyeth 

and taketh care, be waketh ener vp, liteas 

Greate ſicknes breabeth the flepe. Cheridy 

bath greatelabe? in gatheringe bis riches 

together, and then with the pleafure of bis 
riches be taketh his reft zis re freſhed. Bue 
who folabonreth and profpereth not, beis 
poore:and though be leauc of yet is he a beg 
ger. He that loueth riches, ſhall not be inftiz 
fied:and who fo foloweth cozxrupeis, ſhal ha 
ne ynough therof. Many one are come it 
greate myſſ ortune by the reafonof — z 
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haue founde their deſtruccion be fore them. 
Seis a tre of fallynge vnto chem that offre 
ievp, andall fod) as be foolifly fall therin. 
Bleffed is the ridy, which is founde without 
blemyf{b,and bath not gone afcer goide, nex 
boped in moncy and treaſures. Whereis the 
re [och onevand re ſhal commende him, and 
cali bint bleffed, fox greate thinges doth be 
amonge bis people. Who ſo is eryed,z feun⸗ 
de perfecte in ſoch thinges ſhalbe commen⸗ 
deð and praiſed. Who mighroffende,z bath 
not offended? Who coude do euell, and bath 
not done it 7 Ther fore fal bis good be ſta⸗ 
blifhed,and che whole congregacion ſhal de 
clare bis allmeffes . xf thon ſytt at a greate 
mans table,open norchy mouth wyde vpon 
tc, and make not many wozdes . Remensbie, 
that an euell eye is a hꝛe w. 
BWeohat thinge created is worſe then a wic 
ked eye? ther fore wwepeth it before euery mãs 
face? Laye not thine hand vpon euery thiu⸗ 
ge that thine eye ſeyth, and jiryue not with 
bim in the dyſhe. Poͤnder by thy ſelf what 
thyneghboure wolde fayne baue,z bevefere 
teinenery poynte. Lace thethinge thatis 
fee before the, manerly, as it beconimeth a 


Ecclisz.d man:and cate not to moch, leſt chou be abboz 


red.· Leaue thou of firft of all becanfé of nur 
coure,left thou be be whom no manmaye ſa⸗ 
tiffic, whic) maye curne tothy decaye. OHS 
thou ſytteſt amonge many men, ready net 
thine bade ont firft of all bow well contẽt 
isa wyſe man  @litl wyne ? fo F in flepe 
thon ſhalt not be fete therof incr feleeny pay 
ne. 2 ſwete wholſome flepe ſhal foch one ba 
uc, and fele no inwarde grefe. He ryſeth vp 
bytymes in ¥ moznynge, and is well at café 
inbim felf. But an vnfaciable cater ſlepeth 
vnquyetly and bach ache and payne of the 
body · xf thon feleſt chat thou ———— to 
mod), aryfe, go thy waye, caſt it of thy fto- 
macB,and cake thy reft. 

C = Ay fonne, heare me,and defpyfeme noes 
and at che lafé thou ſhalt fyndc as J haue 


Romazb tolde the. In all chy workes be diligent and 
eee ſhal there no ſicknes happen vnto 
Proaza 


the. Who ſo is liberall in dealynge out bis 
meate, many men ſhall bleſſe him and prayſe 
him with their lippes: and che ſame is a fire 
token of bis loue and faithfulnes. But he F 
is vnfa ithfull in meate, che whole cite fhall 
complayne of him: and thatis a fire erpe- 


Ephesb rigce of bis infidelite and wicednes. Be noe 
fsteas® thon a rine bebber, for wyne bath deſtroxed 


many a man. The fyre proucch ¥ bard yzon, 
euen fo both wyne proue the hertes of the 
pronde, whan they be dꝛoncken. 


Khe xxxij. Chap. 


Wyne forbely dꝛoncken, quyeneth the D 


life of ms. mf thou dzyncFeft it —— Pfal.tos.-b 
Pro.g.a 
. Tim · x.c 


thou halt be teinperate. What life is ic, 

ma ye cont ynue without wyne 7 Wyne was 
made from the begynnynge to mate men 
glad<and nor for dronkennes Wyne meaſu⸗ 
rably dronkẽ is a reioyfinge of the ſoule and 
body. But yf ic be dronken with erceffe, it 
maketh bytternes and forore vnto the myn 
de. Dronkẽnes fyllech themynde of the foo- 
liſh wich ſhame and rayne, mymfhech rhe 


fircgth,and matcth woundes. Rebuke not Ecclizon 


thy neghboure at ¥ wyne, and deſp yſe him 
notin bis my:th.Geue bim no deſpyte full 
wordes, and preaffe not pon him with cow 
trary fayenges. 

The XXXII. Chapter. 
9 S§thou be made a ruler, pride not thy A 


felf cherin, but be thou as one of the Deutuz.d 


people. Take diligent care for them, 
and lobe well therto:and whanchou baft do 
ne all thy dewtye, ſyt the dorne, that thou 
ma yeſt be mery with thems, and receaue a 
crowne of bonoure. Talte wyfely z boncft- 
ly, foz wyßdome becommeth the right well, 
Hynder noc muſyck. Speake nor, robere the 
re is no audyence:and poure not forth w 
dome ont of tyme, at aͤn impertunyte. Lite F 
as the Carbuncleftone Pyyneth , thatis fet 
In golde,fo both a fonge garnyfh the wyne 
feaſt: and as y Smara gde that is ferin gol 
oF > fois the ſwetnes of Muſyck by ¥ myrth 
of wyne. 

Thon yonge mã, fpeatethatbecommeth B 
the,zthat is proficatie, and yet ſcarſe whan 
thou art ewyce axed. Compzchende mod 
with few wordes. In many thinges beas 
onethatisignozaunt, geue eare, and holde 
thyconge withall. af thou be amonge men 
of byer auctorite deſyre not to comparetby 
elf onto cham: and whã ancloer ſpeabeth. 
make not thon many wordes cherin. Befo- 
re thet honder gocth lightenynge,and befo- 
re murcoure and mefaftnefje goeth lone 
and fauoure. S vp bytymes,and be not 
the left: but get the homefoone,z ebere take 
thy paftyme,z dowbat thou wiit:fo thou 
dono cuell,and defyeno mã. But forall thin 
ges geue thankes, vnto bim that bach made 
the,andreplemfbed the with bis goodes. 

Who fo feareth the LORDE,wyl receane C 
bis doctryne:and they that get them co bint 
by cymes , [hall fynde grace. He that ſek eth 
the lawe, [hall be fylled witball: As for him 

¥ is but faynen, be wyll be offended therat. 
They chat fearetheL ORDE,fhal fynde the 
indgment, ⁊ their righteouſnes ſhaibe kynd 
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led as a light. An vngodly man will not be 
refourmed, but can helpe him ſelf with che 
example of otber in bis purpoſe. A man of 
wnderftondingedefpyfeth no good councell: 
but a wyldeand pzoude body bath ne feare. 
My ſonne do nothinge without advifemenc, 
fo ſhal it not repẽt che after $ dede. So not 
in the waye where chou inayeſt fall ner whe 
re thou mayeſt ſtomoͤle againft che ſtone. Ge 
ue not y felfinto @labozions ſlypery waye. 
and bewarre of chine owne chiidren. In all 
thy workes put thy truſt in God from thy 
whole bert, for that is the kepinge of the co 
maundementes. Who ſo beleueth Gods woz 
de, taketh hede to the commaundementes: 
he that putteth bis truſt in * ORDE ſhai 
wante nothinge. 
The XXxil. Chapter. 
ere hall no euell happen onto bint 
that fearech God:but whan be is int 
tentacion,the LOR DE [hall delyuer 
him A wyfe man bareth noe * lawe, but an 
ypocryte ts as a [hyp ina a raginge water. A 
man of vnderſtondinge geucth credence vit 
to the lawe of God, and > laweis faithfull 
onto him. Be fire of che matter, then talke 
therofide firft wel inſtructe thẽ maieſt thou 
gene anſwere. The bere of fooliſh is lite a 
cattwhele, and bis thoughtes renne aboute 
like thẽ axell tre. Like as a wylde horſe that 
neyeth vnder enery one p fytteth vpon him. 
foisic with a ſcoine fuli frende. Why doth 
one daie excell another,feynge all che dayes 
of the yeare come of the Sonne: The wyf- 
dome of che LORDE bath fo parted eben 
funder, and ſo bath be ordened the cymes 
and folempne feaftes. Some of chem bath 
be chofest and balowed before ober dayes. 
And all men are made of che groundé, z out 
of che earth of Adam. 
In the multitude of ſcyence hath FLOR 
D Eſundered chem, and made their wayes of 
dyuerſe fafbions. Some of them bath be 
bleffed, made moch of chem, haͤlowed them, 
zelaymed them to bimfelf: But fome of che 
bath be curſed breusbhe thé lowe,z put thé 
out of their eſtate. Liteas y clayeis inthe 
otters bande, z allthe ordrynge therof at 
bie pleaſure: fo are men alfo inthe bande of 
him made thẽ, fotbat he maye gene then 
as it liketh bim beſt. AraynfEenell is good, 
and agaynft death is life: ſo is the vngodly 
agaynſt ſoch as feare God. Beholde thus 
all che workes of the Hyeft, zebere arecuer 
¥ two agaynft two, and one ſet agaynſt ane 
ther. am awaked vp laff of ail,as onetbat 


gat hẽreth after ut harueſt. In the giftes of 


Khe xxxiiij. Chap. Ao. t. 


Gor andin bis bleffynge J am increafed, z 
bane fylled my wyne preffe, lite a grape ga- 


therer . Bebolve; hor Dhaue not laboured Ecclefiat 
onely foz my ſelf. bůt for all ſoch as loue nur· kici aa· d 


toure and wyß dome. 
Heare me O ye greate men of the people, C 
T harken & yé eares yerulers of * congre · 
acion. Geue not y ſonne z wyfe, y brot her ⁊ 
frende power ouer che, wh ylecrbou lyueſt: 
geue nor awaye thy ſubſtaunce and good to 
anocber, leftit repent che, Tthou be fayneto 
begga therfore thy elf. Aslonge as chou ly⸗ 
ueft z baft bierb,lecso man chaungethe: Gor 
better itis thy children to praye the, chen x 
thou ſhuldeſt be fayne to loke in their ban- 
des. In all thy workes beercellenc, that thy 
bonoure be neuer ſtained. At the tyme whan 
thou ſhalt ende thy dayes, and fyniſhthy li⸗ 
fediftribuce thine inheretaũce. Che foover, 
the whyppe, and che burden belongeth wn- 
tothe Affe:t este, correccion, and worke vit 
tothe fervaunt. 
Rf choufecthy ſeruaunt to labonre, thou 
ale fynde refE. Sut yf choulet bim go y- 
del,be ſhal (ete libert ye. The yo z * whyp 
pebowe downe the nec, buctametbouthy 
enell ſeruaunt with bodes z correccion. Sed 
de bim tolaboure , chat be go not ydle: For 
Id ylneſſe brꝛyngeth moch evell. Gere himto 
wore, for that belongeth vnto bim and be- 
cSmeth bim well. 2f be benot obedient, byn 
de his feter but do ſiot to moch vnto him in 
anye wyſe, z withont diſcrecion do nocbin- 
ge xf thon bane a( fait hfull ſeruaůt, let him 
be vnto the as thine owne foule, for tn blou⸗ 
de haſt thou — him. Xf chou haue a fer 
uaunt, holde him as thyſtif for thou haſt ne 
de of him as of chy ſelf ꝛf chou intreateſt 
bim euell, and kepeſt bim barbde, and matefé 
him to be pronde, and to renne awaye fron 
>} thou canſt not tell, what wayetbou fale 


feée bins. 
The XXXMM. Chapter. 

ep. Li wyle people begylethem felues wb A 
e vayne and difceatfull hope, and foo- 

les truſt in dꝛeames. Who fo regar· 
deth dreames is lite him that wil take holde 
of a ſhadowe, and folowe after the wynder 
Euen dis it withthe appearinges of dzea- 
mes. Before the face is the licknes of a face. 
Who can be clenfedof¥ vncleane? Oꝛ what 
trenth can be fpoten of a lyar? Soythſa yen 
ge,witdheraft,fercery and deaminge is bue 
vanyterliteas whan a womã tretayleth 2b 
chylde and bath many fancafyes in bir her⸗ 
te. Where as [och vifions ceme net of God, 
ſet not thine berte vpon them > + tatiad 


D> 


Eccli.7.¢ 


Eccleſiaſticus. 
haue diſceaued many ama, and they fayled, 
that put their truſte therin. 


DB The lawe fhalbc fulfilled wit hout lyes, 


wyfidonicis ſufficient to a fauhfull mouth. 
Breve man A well inſtructe, vnderſton⸗ 
ſtondeth mody:z he p hath good erperiéce, 
ran talke of wyßdeme. Se y bath no erperié 
ce, knoweth litle:z be Ferret, caufech mod 
wickednes. Whan J was yet in erroure, I 
Terned moch alfozyce J was ſo lerned, that J 
conde not expreſſe it all, and came oft in pa- 
tell of death cherouer, tyll J was delyuered 
from tc. Stow F fe, tharthey whic feare 
God,hauetheright ſprete:for cheir hope ſtõ 
deth in bim,that can Pelperbe- Who fe fea- 
rech the LOR DE, ſtsdeth in awe of no man, 
4nd is not afra yed, foz the LORDEis bis bo 
pe and comforte, 
Dleffer is the foule of him feareth ehe 
LOR DE:3n who putteth be bis truſt who 
is bis ftrégeh 7 Gor the eyes of the LOR DE 


Khe xxxv. Chap. 


zrecompenfech, offteth Fyne floure. Who ſo 
is mercifull ⁊ weirs allmes, ¥ is the right 
thankofft ynge. Goð bath tre, whã one 
Deparcech frẽ fynne: Zto forſake wnrighre- 
oulites recdcilech vs wb hun. hou ſhalt nor 


@ppeare emptye before ¥ LORDE, forall ſoch Exose.c 


Is Done becaufe of ¥ comaundemẽt. The of- 
feringe of > righteous m PF aulter face, 
za ſwete finell is it before * Hyeſt. The offe 
ryngeof che righteous is acceptable vnto 
Gov,z [hal neuer be forgottẽ. Gene God his 
bond with a chear full eye, zEepe not backe 
the firftlinges of y handes. In all chy gifres 
Phere a mery countenaunce,z balewe thy ci- 2 
thes vnto God gladnes. Gene vnto God, 
acordinge as be bath enriched z profpercd 
the:z loFe what thine bandeis able, p gene 
wb a chearfull eye: for the LORDE recompest- 
feth,z geneth ¥ fené cymes as mod) againc, 
Geucno vurighteous giftes, for foch wil B 
not bereccane. Sewarre of wrongeous offe 


Febas.c 
Phil.4.c 


Geng.@ 


Dane refpecte vnto chem, that louc bins. de 
is cheir mighcie proteccion, ⁊ ſtrsge groun- 
de: A defence forchebeate, ¢refinge for the 
Hote noone daye, a fircore forfEomblynge, z 
airbelpe for fallynge. de ſetteth vp the fou. 


ringes, for § LORDE ts a righteous indge,z Deutio.d 
regardeth no mans perforne : He accepreth 

not the perfonne of che pooze,but be heareth 

F prayer of Foppreffed.He defpyfech noe F tadir.4.b 
Defyze of F facberles, ner Fwyddow, whan &xos.b 


Ie,and lig hteneth % eyes: de geueth beale! 
Tife,and bleſſynge. He chat — * 
eof vnrighteous qood,bis Offeryngeis re 
fafid:and che ſcorne fuli dealinges of the vn 
righzcous pleaſe not God. God bath no de~ 
Tyteinche offerynges of > wngodly, nether 
maye In e be reconcyled in the multitude 
of oblacions. Who fo bryngeth an offeryn· 
ge out of ¥ goodes of ¥ pooze, doth euẽ as 
one ¥tyllech ¥ ſonne before ¥ fathers eyes. 

The bred of the nedefull is che life of the 
Poozrerbe defraudeth bim therof,is a man, 
of bloude. Who fo robbeth bis neghbs oF 
bis lyuinge,doth as greate ſynne as though 
be flew bim to death. Hethat defrandeth ¥ 
labozer of bis byze,is a blonde ſhedder Wha 
one buyloeth, and another becaketh downe, 
what profit baue they chen but labourer 
ban one pra yeth,z another curfech,who- 
fe voyce wyltheL O R DE bearer pethat 
waflyeth bimfelf becanfe of a deed body ,z 
then concheth the deed agayne, what doth 
bis waffhinge ? So isit witha man that 
faſteth for bis ſynnes, and doth them agay- 
ne:who wil heare bis pra yer? Oꝛ what doth 
bis fafiyngebelpe bimy 

Tbe XxXv. Chapter. 


Ho fo kepeth the larwe,bryntreth of 


ferynges ynough. He that holderh 
faſt the commaundement, offeth 


sheright healchoffrynge. Se Fistbantful 


pourech out bir pzayer be fore bim. Doth 
noe Goode Fteares, Hrenme dorone ỹ cheres 
Of the wyddow? Or beareth be not the com 
playnte, ouer ſoch as mate her to wepe Who 
ſo ſerueth God after bis pleaſure ſhalbe ac- 
cepted ⁊ bis prayer — wnto the clou⸗ 
des.T be prayer of him Phumbleth bimfelf, 
Seth thorow F clondes, eyll fhe come nye. 
She wyl not be comforted, ner go bir waye, Cc 
tyll ? hyeſt God haue refpecte unto ber, ge- 
ue true fentéce,z perfourme ) indgmer.2ind 
> LORDE wil not be ſlack in cSmynge,nerta 
ry longe:tyll be bane finytté in fonder bac 
es of } vnmercyfull, zauengedbimfelf of 
Heit henrt yll be haue cate awa ye $ mulect 
tude of } cruell. ⁊ broké the cepter of the on 
righteous :tyll be gene euery man after bis 
workes, zrewardethem as they haue dcfer- 
uedrt yll be haue delyuercd bis people, mayn 
tened their canfe,z reioyfed them in bis mer 
cy. bow fayze athinge is mercy,in thety- 
me of anguyſh z troubles It is lite ¢ cloude 
of rayne, p cometh in Feyme of a drouth. 
The XXXVI. Chapter. 
EX Ane mercy vpon vs O LORDE, how A 
oy God of all thinges. Hane refpecte on 
tovs (fhewvs the light of thy mer- 
cies,z fende $ feareamdge > Seithẽ ⁊ ſtraũ 
gers, which fete not after che: $ they maye 
Enowe,bow yebereis no God but thou and 
¥ they ma ye ſhew thy wonderous workes.) 


Tren 3.8 
Acto10.8 


Bx0.4.£ 


Pare. 


Num.6.d 


6.Cor.a.b 


Eccleſiaſticus. 


Lift vp chine hande ouer the outlãdiſh Hei 
then, ?ᷣ chey mayelerneto Enowe thy might 
Z power. Lite as thou art halowed in vs be 
fore chens, ſo brynge to paffe, Prbou mayefé 
be magnified alfo in chem before vs: 5 they 
maye Enowe the, lite as weEnowethe. Foz 
thereis none other God, but onelychou O 
LORDE. Renus the tokens, z haunge the 
wonderons workes. Shere thine have and 
eby rightarme glozioufly. Rayfe chy indig 
nacion,z poure out thy wath. Take awaye 
the aduerfary,z fimyte the enemye. Wate ¥ 
tyme forte, remembre thy coucnannt, that 
¥Y wonderous workes maye be prayfed.Let 
the wrath of the fyze conſume them,thatly- 
we ſo careles: and let chem perifh, that do ¥ 
people burte. Smyte in fonder the heade of 
the pzynces, that be onre enemies, and faye: 
thereis none otber but we. 
S “Gatherall ¥ rrybes of Jacob together a- 
Saine, they mate tnowe, how F there is 
none other God but onely thou, ptbey maie 
ſhewthy wonderous workes,andbe thy peo 
ple zberctageliteas fromthe beg ynninge. 
®LORDEbaue mercy vpon the people F 
bath y name,z vpd Ffrael, whom thou haſt 
licPened co a firft bozne fonne.® be merciful 
vnto Jeruſalẽ che ciceof thy Sanctuary, ¥ 
cite of thy reſt. Fyll Sion with thy vnſpea · 
ke able vertues,z ¥ people thy glozy.Ge- 
ue wytnes bein ¥ creature,whom — 
deſt from the begynnynge, and rayſe ype 
——— y — — in thy rad 
Rewardethem wa yte forthe, § chy pro⸗ 
hetes maye be founde faithfuli LORDE 
eare the prayer of thy feruauntes, acordin 
geto > bleffinge of Aaron ouer thy people: 
thatallthey which dwell vponearch, maye 
Enowe, thattbou art the L ORD Ethe eter- 
nall God, which is from enerlaftinge. 
€ Thebelydenourech all meates, yet is one 
meate better then another. Liteas theton- 
ge taiſteth venyfor, fo doch an bert of vn⸗ 
Derftondinge marc falfe wordes. A frowar 
de bert geueth henynes, but a man of erpe- 
riencelifteth him vp agayne. The woman 
receaueth eneryman, yet is one daughter bet 
ter then another. A fayze wife reioyfeth bir 
bufbande,and a man loucth nothinge bet~ 
ter. xf ſhe be louynge z vertuous witball, 
thenis not bir hußbande lite other men. He 
that bath gottena vertuous woman, bath 
a goodly poſſeſſion: ſhe is onto bim an helpe 
and piler wher vpon he reſteth. Where no 
hedge is, therethe goodes are ſpoyled: and 
where no houßwife is, there ¥ frẽdles mour 
neh. Like as there is no credence geuen to 


Che xxxvij. Chap. Fo. li, 


a robber, goeth from one cite to another: 
Sois noe ¥ man belened,that hath noneſt. 
and muſt turne in, where he maye abyde in 
the night. 
The XXVV. Chapter. 
VLVery frendefayerh:F wil be frendly A 
vnto him alſo. But there is fome fren 
de, which is onely a frende in name. 
Remaynech there noe heüynes vnto death, 
whan a companyon and frende is curnedto 
an enemye G moſt wicked preſumpcion: Frõ 
whence are thou ſpronge vp, to couer the 
earch with falfedez difceatez There is fome 
companyon , which in profperite reioyféth 
with bis fréde:bucinthe tyme of trouble,be 
taketh parte agaynſt him. Chere is fone cõ 
panyon, chatmourneth with bis frende foz 
the bely (ate:but whantrouble commeth,be 
taketh holde of che ſhylde. Forget nor eby 
frende in thy mynde,zthynte vpon him in y 
riches. Euery counceler bryngeth forth bis 
councell: Neuertheles there is fome, p coun⸗ 
celeth but for bis owne profit. Bewarre of F 


wilt oft bim, foz he wil gene coficell for him 
ſelf. Left he café the lore vpon the,z faye vn 
tothe: Thy waye and purpofe is good, and 
afterwarde be ſtande agaynjtthe, andlote 
what fhal become of the. 

Areno coficell at him, }(ufpecteth F for B 
an enemie, hyde y councell from och as ba 
te * . Are no councell at a woman cõcern yn 
ge ? thinges ſhe lssgeth former at a fear- 
ful z fayncbarced body, in matters of warre: 
ox at ã marchaunt, bow deare he wii cheape 
thy wares towarde bis: or at a byer, of fel- 
lynge: Ozatan envyous man, of thantef- 
genynge:O:2 atthe onmercifull, of louynge 
kindnes: Or at $ ſlouth full, of woztinge:Dz 
at an byzelynge which bath no boufe,of pro 
fit o2 wealth. An yole body wolde not alad- 
Ty beare fpeate of mod) labs.) Tateno fody 
fol€es to coficell,but be diligẽt to fete coticel 
at a vertuous man, F feareth God, foch one 
as thou Enoweft to bea keper of $ xsmaun 
demetes, which hatha minde afterthine ow 
neminde,z is ſory for * wha thon ſtoͤbleſt. 

And holde thy councell faſt in chine here: C 
for there is no man moze faithful to kepe it. 
then thou thy ſelf. For a mãs mynde is fom 
tyme moze diſpoſed to tell ont, chen ſeuen 
watchmen that ſytt aboue in an bye place 
lokynge aboute them. 2ind aboue all this 
praye the Syeſt chat he wil ledechywaye is 
faithfulnes z erneth. Before all ehy worbes 
Gre councell firſt: and oz ener thou doeſt eny 
tbinge,be well aduyſed. eee ieee thin 

i 


Ecclic. b 


Ecclis.c 
counceler, zbe aduyſed afore wherto thou ands< 


Eccleſiaſticus. 


ges that declare a chaunged hert, wherout 
there ſpringeth euell ⁊ good, death zlife,z a 
maſterfull conge chat bableth moc. Some 
man is apte and well inſtructe in many thin 
ges, and yet very vnprofirable vnto bimfelf. 
Some man thereis,chat can geue wyſe and 
pꝛrudent councell, and yer is be bared,z con- 
tynueth a begger:fo: chat grace is not geuẽ 
bim of Govd,to be accepted. Another is rob- 
bedof all wiß dome yetis be wife vnte him 
felfiand che frute of vn derſtõdinge is faith- 
full in his mouch. 

A wyſe man mabeth bis people wyfé,z ¥ 
frutes of bis wifdome fa yle not. wyfema 
{hal be plẽteouſiy bleſſed of God: zallthey 
ebac febins, [yal fpeate good of bim.Chelt 


Che xxxviij. Chap. 


fyne floure foz a token of remembraunce:ma 
ke che offrynge fatt, as one thar geueth the 
firſt fruces, Tgeue rowme to the Phiſician. 
Foꝛ ꝰ LORDE bath created him: let him noc 
go from the, for thou haſt mde of bim. The 
bouremaye come, 9 the ſeke maye be helped 
chozorrbem;whan they pzaye vᷣnto ¥ LOR 
DE, $ be mate reconer,z get bealeh colyueld 
ger. Herhat fynneth before bis mater, ſhall 
fallin to che handes of the pbifician. 
My fonne, brynge forth thy teares ouer B 


the deedrand begynne to mourne, as yf thou Ecclisse 


haddeſt ſuffred greate harme thy ſelfi Tthẽ 
couer bis body after a conuenyent maner, 
⁊ deſpyſe noe bis buryall. Enforce thy ſelf 
to wepe, z prouoke thy felf tomourne,z ma- 


Eclamentacion erpediently, and pa daye oz wThef.4.£ 
two leſt chou be evell fpoken of: z chen cõfor 
te thy felf becauſe of the henynes. Foz of be Prod 


fe of man ſtondeth in y nobre of che dayes, 
but the dayes of Iſraei are innumerable. A 
wyſe man [hal opteyne faith fulnes z creden 


ceamonge bis people,z bis name ſhalbe per re 


Eccli.so.¢ 


1.Cor.6.c 
andioc 
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pecuall. My fonne, prone chy ſouie in chy It 
fe:zyf chou ſe eny euell chinge, geucit noe 
onto ber. For all thinges are not profitable 
for all men nether bath eucry foule pleafire 
in euery thinge. Be noc gredy in every eat yn 
ge,and be not to haiſt ye vps all meaces. For 
exceffe of meates —— ſirnes, and glo- 
tony commeth atthe lafé to an vnmeaſura ⸗ 
ble beate. Thozow glorony bane many one 
perifhed:but he chat dyeteth bins ſelf tempe 


uynes cometh — the heuynes of y hert 
breaketh ſtrength. Heuynes and pouerte gre 
uech the hert in tentacion ⁊ offence. Cateno 
heuynes to hert, dryne it awa ye, and rememe 
bre the laſt chinges. Forget it not, for there 
is noturnyngeagayne. Thou ſhalt do bins 
no good, but burte chy Elf. Remembre bis 
iud gmẽt, chine alſo ſhalbe likewyſe: vnto me 
yefterdaye, vnto the to daye. Let the remem- 


braunce of the deed ceaffe int bis reſt and cõ⸗Ke a · 


forte chy ſelf aga yne ouer bi, feynge bis 


ratly prolongeth bis life. [prete is departed from bint, 
The XXXVI. Chapter. Ls The — the ſcrybe is at cSue- D 
AVOno⸗ure the phifician: honoure him myent tyme of reft:z he Fceaffech from exer⸗ 
£& becanfeof neceffite. Gov bath crea-  cyfe zlabs fhaibe wyfe.dethac bolveth > 
y ted bim(foz of che Hyeſt commethme plough, z bath plea| fh brein proddyngez dy 


Exo.is.d 
* · Ke· 4.c 


B 
Efaspa 
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decyne )and be flhalreceaue giftes of che kyn 
ge. The wifdome of the phifician bryngech 
bimco greate woafhipe, z in che ſight of the 
greate men of this worlde, be ſhaͤlbe hono⸗ 
sablytaten. The LOR DEbath created me 
decyne of the earth, and he chat is wyfe,wyl 
not abhorrẽ it. Was noe F bytter water ma 
de ſwete with a tre ? that men mighe lerne 
to knowe the verenc therof. TheL ORDE 
bath geuen men wyßdeme z wnderfiondin- 
ge, p be might be honoured in bis wodereus 
workes . With foch doth be bealemen,zta- 
keth awaye their paynes : OF foch deth the 
Apotecary mates confeccion , yet can no 
man perfourmeall bis wortes. Foz of ¥ LOR 
wo pꝛoſperous wealth cuer all * 
earth. 

My fore, defpyfe not this in thy ſicknes: 
bue praye vnto the LORDE,z be fal mate 
thewhele. Leane of frem fynne, zord2¢ thy 
handes arighe:cléfe thine bert frem all wic- 
kednes. Gene a ſwete ſauoured effrynge, ỹ 


uynge y oren, z7goethaboute wW ſoch wor⸗ 
kes, he canfpeate of oren.de ſetteth his hert 
tomate fozowes, zis diligent to geue ¥ ky⸗ 
ne fodder. So is cucry carpenter alfoz wort 
mafter,chat laboureth fill night z daye: be 
carneth , graueth z cutteth out,z bis vefyze 
ts in fondzye connynge thinges,and bis bert 
ymagineth , bow be maye conyngly caſt an 
mage, bis diligence alfo z watchingeper- 
Pannec the worte. The yronfinyth inlite 
maner bydeth by bis ſtyt hie, z doth bis dili 
gence to laboure the yzon. Che vapoure of 
the fyre brennech bis fleſh, and bemuft fight 
with che beate of the fornace. The noyfe of 
thedammer foundeth ever in bis cares,and 
bis cyes loke fill vpon thetbinge he ma- 
keth. He bach fet his minde there vpon that 
be wyll mate out bis wozte, and therfore be 
watcheth. bow be maie fet it out,and beynge 
it toan ende. 
So doth the potter ſyt by bis worte, be E 

turneth > whele aboute wich bis fete, he is 


a 


Bcctl.44-b 
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diligent z carefull in all bis doynges, z bis 
labsure and worke is wicbour nombre . He 
fafbioneth the claye with bis arme, and cð 
bis fete he téperech ic. His here ymaginerh 
bowbe maye mate ic pleafaunt , z bis dili · 
genceis to clenſe the oven. All chefebopein 
their baves , zenery one thinterh cobe con- 
nynge in bis woeke. Withonetbefemsmayenot 
the cities be manteyned,inbabited ner occu⸗ 
Pted:yet come they not hye in the congrega 
cton:ebey vnderſtande northe couenaunt of 
¥ lawe:they can not declare equytez iudg 
ments they can not fynde out the darck fence 
ces:but thorow them fal che creature of y 
worlde be manceyned: their prayer concer- 
neth onely the worbe z lade of coninge. 
The XXXIX. Chapter. 

4 Webe ¥ applycth bis mynde to vn⸗ 
B derſtande the iawe of God, doch dili 
* gently ſeke one ¥ wyßdome of chem 
of che oldecyme, z erercyfech bim ſelfin the 

piophetes. He kepeth ¥ feyenges of famous: 
Meit,and preaffech tothe vnderſtandinge of 
darck fencéces of wyfdome.e ſeketh our ¥ 

myfterye of ſecrete faytges, and exercyſeth 

bim felf therin cSeynually. He doch ſeruyce 
amonge greate men, Zappeareth before the 
prynce. He goeth in to @ ſtraunge councre,z 
trauaileth Seis weit: loke what good oz euell 
is amõge men, be proueth it z ſebeth ic ont. 
He purpofeth in bis bert,co refozte early vn⸗ 

to * LORDE yᷣmade bim,z to praye befo 
sethe hyeſt God. He opencth bis mouch in 
peayer,z prayeth for bis fymes. 

When the greare LORDE wil, be fhalbe fil 
leoxb che ſprete of vnderſtãdinge, phe maic 
then poure out wyſe fentences, z genetban- 
kes vnto the LOR DEinbis pꝛayer. He fal 
ordre his deuyce, and lede bis tnowlege a⸗ 
right,z geue him vnderſtandinge of ſecrete 
thinges.?e ſhal fhew forth the ſciẽce of bis 
lerninge, zreioyce in the couenaunt of the 
awe of the L ORDE, The wholecongrega 
cion ſhal cSmende bis wyfdome,zir fhal ne 
ner be put out . The remembzannce of him 
hal nener be forgotten, z bis name hal con 
tynue from one generacton toanother. dis 
wyßdome ſhalbe fpoten of, ztbhe whole con 
gregacion fhall openly declare bis prayfe. 
Whyle be huech,be hath a greater name the 
a chouſande befyve: z after bis death, the fa 
me name remaynetl vnto him. yet wyll J 
{peake of momen of vnderftandinge, for J 
am fullas the Moone. 

Herbẽ onto me( ye boly vertuous childrẽ) 
biynge forth frute, asthe rofe that is plan- 
£ed by the biokes of the felde and gene yew 


Che xxxix. Chap. Fo. ij. 


fwete finell as Libanus. Floriſhh as che rofe 
garden, fynge a fonge of prayfe. O geue thã 
Ees vito God ouer all bis woztcs. Gene glo 
ry and benourevnto the L OR DE, ſhew his 
prayſe with youre lippes. ee even with the 
fonge of yourclippes, with barpesz play- 
enge,and in geuinge thantes vnto him ſaye 


after this maner: Ail *¶ workes ofthe LORDE Genu.d 


arcerceadinge good, and all bis comniaun- 
dementes are mete and conuenienc in due 
ſeaſon. 

A mã nede not to ſaie:what is ᷣ? what is 
thacy for at time conuenient they fal all be 
ſought. Ac his cSmaundemenc $ water was 
as axallz atthe worde of his mouth F wae 
ters ſtode ſtill. Jn bis commaundement is e- 
ery chinge acceprable and reconcyled, and 
bis health cannot be miniſhed. The wortes 
ofall fleſh are before bins, zebereis notbin- 
Sebydd front bis eyes. He feith fromenerlaf 
tinge to enerlaftinge, and there is nocbinge 
to wonder full 92 bye vnto him. A man nedve 
nottofayetben, whatisthis,orthaty For 
bebath maveall chinges todo good vnto 
man. is bleffynge ſhall renne oner as the 
ſtreame, and moyfiure the earth lite a flou- 
Deofrwater. Lite as be maketh the waver 
for drouth, ſo ſhall bis wath fall vᷣpon the 
Heithen. 

Sis wayes are playne and right vito > 
tufé, but the ongebly ftomble bar. Sor 
the goodare good thinges created from che 
begynnynge and euell thinges for the vn⸗ 
godly. 210 ehinges neceffary foz the life of 
man are created from the beg ynnynge : wae 
ter, fyze,yzon and fale,meel,wheate and bony 
mylEe and wyne,oyleand clotbinge Ali the⸗ 
fecbinges are created forthe beſt to the faith 
full: Buc co the ongodly fhal all cheferbin- 
ges be turned to burte and barme. Chere be 
ſpretes that arc created for vengreatice, and 
in their rigozoufnes bauethey faftened their 
toumentes. In the tyme of the endethey ſhal 


ponre out their firégth, and pacifie $ wath Eeclige.b 
ry 3 


fhim that made them. Syze,bayle, honge: 
and death:; all theſe thinges are created for 
vengeaunce. 

The teth of wylde noyſome beeſtes, the 
fcozpions , ferpentes , and the ſwerde are 
created alfo for vengeaunce, cothe deſtruc 
cion of the vngodl They ſhall be giad to 
do bis commannvementes : and whan nede 
is, they ſhalbe ready vponearth : and whan 
their boure is come, they ſhal not ouerpaffe 
the commaundement of the LORDE. 

Ther fore hane J taken a good corage vn 
to me fromebe begynnynge, ag thougbe 

ag 
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to put theſe thinges in weytinge, and to lea 
ue thẽ behynde me. All > workes of the LOR- 
DE are good, and he geueth euery one in due 
ſeaſon, and whan nede is, So that a man ne 
de not to ſayerthis is worſe then that. For in 
‘duc ſeaſon they are all pieaſaunt and good: 
And cherfore prayfetheL OR DE with who 
Te bere and mouth , z gene thankes onto bis 


nance 
The XL.Chapter. 

A Greate tranayle is created for allmé, 
andanbeny yock vpon all mens chil · 
‘dren, fromthe daye that they go out 
oftheir mothers wombe, tyll they be buried 
tn (the carch) the mother ofallebinges : na- 
mely, their thoughtes and ymaginacions, 
feare of che bert, councell, meditacions,lon- 

Ginge and deſyre, the Daye of death: from 

the byeft chat fyeteth vpon the glozious fe 

te, ontothe loweft and moft fymple vpon 
theearch: from bim chatis gozgioufly ara- 
yed, and weereth a crorvne, vncyll him that 
ts but homely and ſymple clothed. There is 
notbinge but wach, zele fearfulnes,onquiet 
nes,and feare of death , rigorous anger and 
ſtryfe. And in the night whan one fhulde 
reſt and flepe vpon bis bedd,theflepe chaun⸗ 
seth bis underftandinge andtnowlege. 2 
litle as notbinge is bis reft,u > flepeas well 
as inthe daye oflabonre. 
DB He fearethand is diſquyted in che vifion 
ofbishert, as one that renneth out ofa bat 
tayll: and in thetyme of bealch be arvateth, 
and marueleth that the fearewas nothinge. 
Soch thinges happen onto all flefhy, both 
mits and beft: but fenenfolde tothe wngod- 
Ly. Moꝛouer death, bloudfleddinge, ferife z 
frverde, oppreffion, borger, deftruccion and 
punyſhment: theſe chinges are all created a · 
gaynſt the ongodly,and for their fates came 
the floude alſo. All chacis of the earth, fhal 
turne co carth agayne:and all waters ebb a⸗ 
gayne inte the fee. Wl brybes and wnrigh- 
tconjites ſhalbe put awaye, but faithfulnes 
and trueth ſhal endure for euer. The ſubſtaũ 
unce and goodes of * vngodly ſhalbe dried 
vp and ſyncke arcaye as g water floude and 
they fhallmate a ſounde like a greatetbon- 
der in the rayne. 

Liteas the righteous reioyſeth whan be 
openeth bis banbe, ſo fall che tra(geffours 
be faynte, whan their goodes vanyſh and 
confume awaye. The childzen ofebe vn god- 
Ty hal noe opeayne many braunches: and > 
vn cleane rotes vps the hye rockes ſhalbe ro 
ted ont before the gras by the water ſyde z 
vpon the ryucr bantes. 


The eli. Chap. 

Frendlynes and liberalite in the increafe 
and bleffynge of God, is lites paradifez gar 
den of pleaſure ſoch mercy alfoz Eindnes en 
dureth foz euer. To labo z to be content with 
that aman bath, is a ſwete pleafauntlife:z 
that is to fynde a treaſure aboue all treafis- 
res. To beget children and to repayre the ci- 
te,mateth a perpecuallname: but an boneft 
woman is more worth thẽ they both. Wyne 
and mynftralfyeretoyfe che bere, but the lo⸗ 
ue of wyß domẽ is aboue them both. , 

Pypinge and barpingematc a ſwete noy 
fe, bute frendly conge goeth beyonde them 
both. Thine eye defyzeth fauoure and bertie 
bute grene fede tyme rather thé they both. 
A frendeand —— cometogetber at 
oportunyte, bur aboue them borh ĩs a wife 
that agreeth with bir bufbanve. One bzo- 
ther belpeth anorber in the tyme of tvonble, 
but allmes ſhal deliner moze chen they both. 
Golde and fyluer faſten che fere, bůt a good 
councell is moze pleafaunt then they both. 
Temporall fubftaunce and ſtrength life vp 
the mynde: but the feare ofthe LORDE moze 
then theyboth. Che feareoftheLORDE 
wanteth nothinge, and nedeth no helpe. The 
fearcof * LOD is as a pleaſaunt gardẽ of 
bleſſynge, and nothinge ſo bewryfull as it is. 
My ſonne lede nora — life, for better 
ic were to dye thé to begg. Who ſo loleth co 
another mans cable, taketh no thought for 
bis ovone Lynynge howto vphoide bis life, 
foz be fedeth bimfelf with orber mens mea- 
te.Dut a wyſe and weil nurtoured man wyll 
bewarre cherof. Beggynge is fivetein the 
mouth ofthe vnſhame faſt, but in bis bely 
there burneth a fyze. 


The x.Chapter. 


Death, how bytter is the remem- 

braunce ofthe, to aman that feteth 

reſt and comfortein bis fubftaunce 
Gnd riches, vnto the man that bach notbin- 
getovere bint, and that bath proſperite in 
all tbinges, yeewnto him chat yet is ableto 
receaue meate? O death, bow acceptable 
and goodis thy tndgment vnto the nede- 
full, and onto bim whofe ſtrength fayleth,z 
thatis nowin bis laſt age, andthac in all 
thinges is full of care and fearfulnes : onto 
bim alfo tbat ts in diſpayre, and bath no 
opener paciencer Benotthouafrayed of 
death: remembre them Fbaue bene before 
the:andycome after $ :tbis is the indamie 
of $ LORDE ouer all flefh. And why woldefE 
bow be agaife this pleafure of * Sieſt Whe 
ther itbecen, an hundieth, 924 thoufante 
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—— axeth not how longe one haue 
ed. 


Sb ji The children of the vngodly are abhomi · 
nable childzen,and fo are they that Eepecom 
pany with che ungodly. Che inberecaunce 
of vngodiy childzen fall comeco naught 
and their poſterite ſhai baue perpeeuall ha⸗ 
meand confucion. Che children complayne 
of an ungodly facber:and why? for bis fate 
they arerebuked and def pyfed. Wo be vnto 
you (® ye ungodly ) which baue forfate che 
la we of ¥ byefE God:9f ye be bozne,ye foal 
be borne to curſynge: yf ye dye, > curfe fhal 
be youre pozcion. 

All chacis of earth ſhal turne to earth 
agayne:[o go the vngodly aiſo out of  cur- 
fe ince deſtruccion. The ſorow of men is in 
their body:bur ? name of che vngodiy hal 
be put out, for it is nocbinge woth. Labou- 
revo get thea good name, for that fall con- 
tynue ſurer by the. pu a chouſande greace 
treaſures of goide. A goodlife bach a ndsbre 
of Dayes, but a good name endurech ener. 

Uty children, kepe wyßdome in peace:foz 
wifdome that ts byd and a treafurethat is 
not fene, what profit ts in thé both 72 man. 
that hydeth bis foolifhnes is better thena 
man that bydeth bis wyfdome. Ther fore be 
ye turned at my wordes:for itis not good, in 
all chinges and allwaie to be aſhamed True 
faith muſt prone and meafure tt. 

Be aſhamed of whordome befoze father 
and mother : Be afbamed of lefynge before 
the pzynce and men of auctorice: OF fynne, 
befozethe indge and ruler: Of offence, befe- 
rethe congregacton and people: Of vnrigh 
teoufites, before a companyonand frede:OF 
theft,befozre $neghbours.As forchetructh 
of ae and bis couenaunt,be not aſhamed 
therof. 

Be aſhamed to [ye with thyne elbowes 
vponthe bred: Be afbamed to lote vps bar 
lottes: Se aſhamed to turne awayetby face 
from thy frende: Be aſhamed to take znoe 
£9 geue: Be aſhamed alſo co loke vpon ano- 
thers mans wyfe, andcomatemany tryflin 
ge wordes wich bir mayden, or to fEonde by 
bir bedſyde Be afhamedcovpbradetby fre- 


€ 


Dez andwhan chou geueſt enythinge, café 
him notin the teth wit hall. 
Fhe XL. Chapter. 

a 93> Ehearſe noca hinge twyfe, and dif 
clofe noe the wordes, chat thou baft 

SO berdein fecrete. Be ſhamefaſt ⁊ well 
manered int Dede, fo ſhall euery man fauoure 
the. Of theſe thinges be not thou afbamed, 
and accepre no perſonne to offende, Namie⸗ 


Che xlij. Chap. Ao. lii 


ly, of thefe hinges be not afhamed : Of the 
Inweof Govd,ofthe couenaant, ofindgmér: 
to brynge the ungodly from bis ongodlines 
vntorighteoufires, and to mate bime good 
manꝛto deale faithfully wineghbdz compe 
nyon:to diſtribute che beretage onto > fren- 
des: to be diligent co Fepe true meaſure and 
weight:to be content, whether thou getteſt 
moch oz litle: co Deale truly x cempozall goo 
des in byengeand fellynge: co bzynge vp cil 
dren with diligence: co cozzecFe ant euell fer- 
ueuncito Eepechacchine ts frõ an euell wifes 
to feta locF where many bandes are: what 
thou delyncrefé and geucft out to be kepte ro 
tell it,and to weye itito weyte vp all che ont 
geuynge and recesuynge: co enfourme > one 
Terned and vnwyſe: Ofthe aged,chat are ind 
ged ofche yonge. Rf thor be diligéc in chefe 
tbinges,cruly chou ſhalt be lerned and wyfe 
and accepted ofall men. 

Thedaughter maketh ? father to watch 
fecretly:and the carefulnes that be bach foz 
hert akerh awaye bis flepezyee inthe youth, 
lefé fhe ſhulde oncrgrowe bim : And wha 
fhe bach an bufbanve,le fhe fhulve be ba- 
ced: left he ſhuide be vefyled oz ranyfhed in 
bir virginyce, 92 gotten with chu de in bir fe 
thers boule: z(wban fhe commeth tothe 
man left ſhe bebaue herſelf not right, o2¢5 
contynue vn frutefull. Zefthy daughcer be 
wanton,tepe ber firately,lefé fhe caufe chine 
enemies laugh the co fcome,z the whole cite 
to gene ¥ an euell reporte and fo thou be fry 
netobeare thy ſhame ofeuery man, and be 
confounded before all * people Bebolve noe 
enery bodics bewtye,z bane not moch drvel- 
lynge amonge wemen. $o: lite as the wome 
and mot h commech out of cio binge, fo doch 
wickednes come of wemen. 

‘Geis better co be with an euell man, eben 
wa frendly wife ¥ putteth one co fhame and 
rebufe. J wylremembze the woztes ofthe 
LORDE, and declare the thinge $7 haue fe- 
ne. In ? wordes Of F LORDE are bis workes. 
TheSsncouerlokerh all thiges & bis fhine, 
zallbis workes are full of } clearnes therof. 
Sath not the LORDE boughtto paffe, chat 
bis ſa yntes ſhulde tell out all bis wobderous 
rwortes , which che allmightie LORDE bach 
ſtablyſhed? Ql hinges endure in bis glozy. 
He ſeketh out the grounde of the depe and 
the bert, and be Enoweth all their ymagina 
cion z wyßdome. Foz } LORDEEnoweth all 
feyence, and be loketh in to $ token of chet 
me. He declareth chetbinges are paſt and 
for to come, z diſcioſeth chinges chat are fe 
siete. No thought maye efeape bun. nether 
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maye eny worde be hyd ſrem him. He hath 
wyßdome, and heis frõ euerl aſtinge to euer⸗ 
laftinge. Vnto him maye nothinge be added 
alfoofeny councell. © how amiable are all 
bis workes, ⁊ as a ſparke to lobe vpon? They 
ver nede is, they are all obedient vito him. 
They are all oubble,onc aga ynſt anot her: he 
myſi He bath ſtablyſhed the goodes of er 
ner ychone andwhomiayc be fariffied with 

Che XLill. Chapter. 
a He glory ofthe heyth, is the fayze 

Phale.a = & 

x the beanen tn bis gloridus clearnes. 
Tbe fone whanic appea eclareth the 
teofthe Hyeſt. At noone tc burnech F earth, 
and who maye abyde for the beate therof? 
tymes moze doth the Sonne burne vpon > 
mountaynes , whan it beecheth out the fyzie 
it it blyndeth che eyes. Greate ts the LORDE 
that madcit,and in bis commeundement be 
The Moons alſd is inall, and at comue- 
nient ſeaſon it fhewerh the tymes, andis a 
ne feaſt is tater ofthe Moone, a light that 
myniſheth and increafeth aga ine. Che Mo 

wonderouſly in bir chaunginge. 

B = Thearmyec ofheauen oiſo ts is the Heith, 
reand glozions ſhyne. This is the clearnes 
Of the ftarres,the berwtifull apparell of bea 
inthe beyth. In his holy woke they conti- 
nue in their o2die, and not one of them fay- 
and prayfe bim chat made it: very bewtifull 
is it in bis [byne. He compaſeth the heauen 
des ofthe Hyeſt haue bẽ ded it. Thorow bis 
commaundement be mateth the ſnowe to 
haſtely · Thorow bis commaundement the 
creaſures are opened, andthe cloudes fleas 
ned the clondes, and broté the bayle ſtones. 

The mounta ynes melt at ? ſight of him, 


garnyſhed the hye exceilent vorkes of bis 
nether can he be myniſhed, he hath no nede 
ihue ail and endure for euer: and whan ſo e⸗ 
hath made nothinge that hach faute o2 ble- 
bis glory whan be ſeith itz 

and cleare firmanicse, the bewt ye of 
da ye in F goinge out ofir,a maruelous woz 
Wyo fo kepeth an oven whan itis hote,thre 
beames and flhyneth:with the brig htnes of 
canfeth it to renne baiftely. 
token ofthet yme. The token ofthe folemp- 
neth is called after the Moone, it groweth 
in che firmament of heauen it geueth a clea- 
nen the apparell thatthe LORDE lighteneth 
leth in bis watch. Lote vpon ? rayne bowe, 
aboute with bis clearnes z glory, the ban- 
fall, zebe thonder of bis iudgment to finyte 
the foules. In bis power bath be frenathe- 
the wynde bloweth accordinge to bis wyll. 


The xliij. Chap. 
The ſounde of bis thonder beareth F earth, 
and fo dorbtbe ſtorme of the nozeh:thewbiz 
lewyndealfo lighteth downe as a fethered 
foule, caſteth out and fpzedeth the fisow a- 
brode:and as the greſhoͤppers chat deſtr oye 
alle fallech it dorene. The eie marneleth at 
} berocye of the whyteneſſe therof, and the 
bertis afraied at the raine of it. He poureth 
out the froft vpon carch, lige ſalt, and wba 
ae frofen, itis as ſharpe as the prycke of a 
iftle. 

Whan the colde northwynde bloweth, 
harde Cbuftall commech of the water. He 
lighterh downe vpon all the gatheringes 
together of water, and putteth on ¥ waters 
as a breſt plate. He deuoureth the mousi- 
taynes , and burneth the wylderneſſes: and 
loke what is grene, be puttech it ouclite fy- 
re. The medycine of all theſe is, whan a clow 
de commeth baftely : and whan a dew com- 
meth vpon the beate,it ſhalbe refreß ſhed a- 
gayne. 

(Jn bis worbde be ſtylleth the wynde, In 
bis councell be ſetteththe depe,and(the LOR 
DE)Yefus plancedit. They chat fayle ouer 
the fee, cell ofbis parels and barmes : and 
whan we heare it with oure cares, we mar- 
nell therat For there be firafige wonderous 
workes dyunerſe maner of nyce beeſtes and 
whall fiſhes Thorow him arẽe all thinges fee 
Int good ordre and per fourmed,z ist bis wo2- 
de all thinges endure. 

I ſpeake moch, but Tj cannot firfficient- 
Ty attayne vnto it, for be himſelf onely is the 
perfeccton of all woꝛdes. We ſhulde prayfe 
the LORDE after allé power, for he is greate 
in all bis wozkes. Che LORDE isto be feared 
yee very greate is he ,and maruclous is bis 

ower, Prayferbe LORDE, andmagnific 

im as mod as ye maye, yet Doth be farre 
farre exceade all pzayfe. O magnifie bim vb 
all youre power,and laboure carnefily, yet a⸗ 
re ye inno wyſe able fifficiently to prayſe 
bim. Who bath fene him, chat he might cell 
vs? Whocanmagnifichim fo greatly ashe 
is? For there are yd yet greater thinges the 


thefe be: as foz vs, we banc fene but few of 


bis wortes. FortheL OR DEbath made all 
thinges,and genen wyßdome to fod) as fea- 
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Che XLULChapter. 
MH commendactort of che 


olde vertuous fathers. 
Et vs commende the noble famous 
U men, and the generacion of oure fo- 
reelders and fathers. Many more 
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glorious actes hath the LO RDEdone, and 
ſhewed bis greate power euer fens ¥ begyn 
nynge. The noble famous men raigned in 
their kyngdomes, and bare excellent rule. In 
their wyßdome and vnderſtondinge theyfo 
Towed the councell ſhewed in the propbe- 
cies, Chey led the folke thorow the councell 
aud wyß dome of the ſcrybes of the people. 
Wyſe ſentences are founde in cheir inftrnc- 
ction. They fought the fiverencs andmelody 
of Muſick and bꝛought forth the pleaſaunt 
ſonges in ſcripture. Chey were riche alſo, 
conde comforte and pacific thoſe chat dwelt 
with thems. All theſe were very noble and bo 
nozable men in their generactons, end were 
well reported of in their cymes. Theſe haue 
left a name behynde chent,fo that their pray 
fe ſhal allwaye be fpoké of Afrerwarde the 
ve were fome, whofe remembzaunce ts go⸗ 
ne. They cameto naught and perifhed, as 
chough they bad never bene: and became 
as though chey bad neuer bene borne, yee 
their dildzen alfo with them. 

DB _ Clenercheles thefe are louynge men, who 
fe righte ouſnes hal nener be forgotten, but 
contynuc by their pofterite. Cheir children 
ave an boly good heretage: Their fede endu 
red faſt in ¥ couenaune. Foz their fates fal 
their childzé z fede contynue foz euer, Ttheir 
prayſe — be put downe. Their bodi- 
es are buried in peace, but cheir name lyneth 
for euermore. The people can fpeate of heir 
wyfidome, z che congregacion can talteof 
thetr prayfe.Enod) walted right z accepta 
bly be fore the LOR DE:therfore was be traf 
laced fo: ancrample of amendemét to ¥ ge 
neractons . Noe was « ſtedfaſt ⁊ righteous 
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and7.s-  manzz in the tyme of wrath be became a re- 
Scylinge.C her fore was he left a remnaunt 
vntd che earth, whan the floude came. An 
Cens.b euerlaſtinge couenaunt was made w bint, 


that all flefh ſhulde perifhe nomore with ¥ 
water. 
Abrabam was a greate father of many 

eople , in glory was there none life vnto 
Bint He bepte the lawe of the Hyecft,z came 
Into a couenaunt with bin. He fecthe coue 
naunt in bis flefh, and whan ke was cemp- 
ted, be was founde faicbfull. Ther fore fivo- 
re God onto bim with an ooch,that be wol- 
de blefft all people in bis fede, chat he wolde 
multiplie and increafe bint as the duſt of 
theearth, and to eralte bis fede as the ftar- 
vest yee and that bis fede ſhulde bane ¥ poſ⸗ 
Eſſion and inberetannce of the londe from 
Fee co fec, and from tberyuer onto ¥ bozders 
of the londe. 


Khe xlv. Chap. Ao. (ri. 

With Tfracdyd be ftablifl fame cone- 
Natit, for Tbrahã bis fathers fate Nee F gra 
cious bleffynge and heaith ofall men, and 
couenaunt dyd be ftablyfh with Iſaac, and 
made it to reft vpon the heate of Jacob. He 
Encw bins, in that he profpered him ſo well Gen.2s.¢ 
and richely, and gaue bim an heretage, and #93 
ſundered bis pozcton by it felf, and parted it jofi.isig 
amouge the twolue trybes. Were full men 
brought be one of him, which founde faug™ 
befoze all fleſh. 

Che XLV.Chapter. 
Ss Ofes beloucd of God and me, who A 
§ ) fe remembzaunice is in bye prayfe: Exo-u.a 
bim bath the LORDEmade lite in At7-¢ 

the glozy ofthe ſa yntes, and magnified bim 
ſo that the enemies ſtode in awe of him tho⸗ 
row bis wordes be dyd greate wonders. He 
made bim greate in theſight oftynges, ga- 
ne bin commeanndement before bis people, 
and [heed bim bis glozions power. He ſta⸗ 
blyfhed bim with faichfulnes and mekenes, 
and chofebim out ofall men. For beberde 
bis voyce, and led bim inthe darckẽ clonde, 
and there be gaue bim the commaunde- Exo.1.20 
mentes, yee thẽ lawe oflifeand wyfdome, 
thatbemight teach Jacob the couenaune, 
and Tfracl bis lawes. 

Hechofe Aaron his brother alſo out ofꝰ B 
trybe of Leni,eraleed him, zmade him fody kxo nc 
like, An euerlaſtinge coucnaunt made be © exorsa 
bim,and gaue bim the preſthode in the peo- 
ple. He made him glorious in bewrifull 4- 
raye, and clothed bim with the garmentof 
bonoure. de put perfectetoyevps bim,and 
Syded him with firength. He deckte him 
with fyde clothes and a cunycle, with an o⸗ 
uerbody core alſd and gyzdle.B oundeabou- 
temave be bint belles of golde, and that me 
ny:that whan be wentein,the founde might Exo ·o · k 
be berde, that they might mate a noyfe in 
the Sanctuary, and gene the people war- 
nynge. The boly garment was wꝛought ⁊ 
broverd with goldc , yalow fylte and pur> 
ple. And in the breftlappe there was a good 
ly worte,wherin was faftened lightand per Exoare 
feceneffe, € 

Vpon $ fame alfo there was a worke faſ⸗ 
tened and fet with coftly precious ftones, all 
bounde with golve: and this be brought in 
bis myniffracion. The ſtones alfd were fae 
tened for a vemembzantice, after the trol- 
ue trykes of Iſtael. Vpon his mytre there 
was a plate of pure golve, a grauen ymage 
of bolynes, a famous and noble worke, gar 
niſhed, and pleaſaunt tolote vpon. Before 
him were there fenc no (och fayze orramẽtes. 
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and theſe it behoued bi allwa ye to vſe: The⸗ 
re might none other put chem on, but onely 
bis chilozen and bis childers chil 
tually. Daylie per fourmed be bis burntoffe 
ringes twotynies. Moſes fyled bis hanves, 
> and anoynted bim wb holy oyle. 

This was now confirmed bim with an e- 
uerlaftinge couenaunt, andto bis fede,as * 
dayes of heauẽ:namely that bis childré ſhul 
Deallwaye myniſtre before him, and perfour 
me the office ofthe picjibove, and wyfh che 
people good in bis name. Before all men ĩy 
bynge chofe be him, chat be ſhulde offre be- 
fore the LORDE, and make odours for a ſwe⸗ 
te fanoure and remembraiice, that be ſhulde 
reconcyle the — —— ORDEwtb 
bunagayne. He gaue bim auctozite alfo in 
bis commaundemences andin * couenaũt. 
that be ſhulde teach Jacob the ſtatutes and 
teftimonics, and to enfourme Iſrael in bis 
lowe. 

e& Therfore there fEode vp certayne aga · 
Numisa ynſt him, and had envye at biminthewy!- 
dernesinamely,chey chat were ef Dathan z 
Abirams fyde,and che furious congregactd 
of Chore. This theL OR DL fare, and it dif 
pleafed bin, end in bis rrocbfull indigna · 
cion were they confirmed. A greate wonder 
1d be opon them, and confirmed thers with 
thefyze. Befydes this, he made Aaron yet 
moze bonorabicand glenous. de gaue him 
anberetage,and parcedebe firſt frures onto 
bint, Vuto him [pecially be appoynecd the 
bred for ſuſtenaunce( for the preftes ate of + 
offerynges ofthe LORDE this gaue be nto 
bimzbisfeve, Els had he no — ner 
porcion in * londe and wich che people. Foz 
the LORDEbimfelfis bis pozcion and enbe 
ritaunce. 
F Tkhte thirde noble and excellent mã is phi 
neas the ſonne of Eleazer, which pleaſed the 
Gor of Hfrael, becanfe he had ? sclez feare 
of che LORDE. §o2 whan the people were tur 
ned back, be pnt bim felf forth right foonc,z 
that with a good wyll, to pacific the wrath 
of the LORDE towarde Iſrael. Therfere was 
there a couenaũt of peace mate with bim, ¢ 
be ſhulde bethe principall amonge the righ 
teous and the people, that he and bis poſte 
rite ſhulde baue the office of the preſt hode 
for euer ( Like as there was made a couenaũt 
with Dauid of the trybe of Jude, that frõ 
amonge bis fonnes oncly there ſhulde be & 
kynge? And chat Aaron alfo z bis fede ſhul⸗ 
de be che beretage, to gene vs wyftome int 
Sbert, cotudge bis people in righteoufines: 
that bis goodes ſhulde not comein to for · 
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The xlvi. Chap. 
getfulnes,and that their honoure might ent- 
dure fozeuer. 

Thea XLVI.Chapter. 

Anly z ſtronge in battaill was Je I 
4 firs $ fonne of Naue, which in ſtea Iofirss.c 

de of Moſes > prophet was geuen N ium. * 
tobe captayne of che people (whic) acordin 2.3 
gevnto bis name was a greatefanioure vn 
co the clecte of God)to punyfh the enemics, 
thatrofe vp agaynft Iſtael. Irael might 
opta yne their inberitaunce. © bow greate, 
noble and excellent was be, whan be life v; 
bis bande, and drew ont bis ſwerde a ie 
the cities ? Who ſtode fo manly before him? 
Foꝛ the LORDE bimfelf brought in che ene- 
mies. Stovenot the Gonne ſt yll at bis com 
maundemẽt, and one daye was as longe as 
two? He called vpon the HycfEz moft migh 
tie whã ¥ enemies preaſſed vpon bim on cve 
ryſyderand the LOR DE herde bim with the 
bayle fiones. They ſmotẽ * Heit heniſh peo 
ple mightely, zin fallinge downẽe they flero 
all * abuerfaries , ſo that the Heithẽ knewe 
bis hooſt, and all bis defence,that the LOR- 
bitifeif ſought againfé chem, foz be folowed 
vponche nightie men of them. 

In che tyme of Moſes alſo heand Catch 
the ſonne of Fephune, dyd a good worbe, 
which fEode agaynft the enemies, withelde 
the people from ſynne and féylled wicked 
murmur ynge. Anð offire hundreth thouſan 
de people of fote, they two were —— 
whan they were brought into the heretage. 
namely, elonde that floweth with mylte z 
hony · The LORDE gaue ftvength alfownco 
Caleb, which remayned with him vnto bis 
age:fo that be wente vp inte the bye places 
ofthelonde, and bis jeve conquered the ſa⸗ 
me for anberetage:that all the childzé of SE 
raclmight fe, bow good athinge iris , tobe 
obedient vnto the IRRDE. And the indges oz 
rulers (enery one after bis name) whofe bert 
wente not awhozinge,ner departed from * 
LORDE, and that forxfate not the LORDE vn- 
faithfully, whofe remembzaiice bath a good 
reporte: Nee their bones floriſh our of their 
place,andcheir name fal neuer be chaũged. 

Samuel the propherbeloned ofthe LOR- ¢ 
DE,ozdeyned a Einge,and anoynted the pzyn Reg utc. 
ces ouer the people. In thelawe ofthe LOR andis.c 
DE tuled he and iudged the congregacion,z 
the LORDEhad reſpecte vnto Jacob. The 
pꝛophet was founde diligent in bis faitbful 
nes? yee in bis faitbfulnes was the faithful- 
nes ofthe vifion Enowne. He called vpon * 
LORDEthe mightic, wha che enemies pꝛeaſ 1.Reg.7« 
ſed vpon bim oneuery fyde,whartyme ashe 
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offred the ſuck ynge lambes. And the LORDE 
thondred from heauen, and ma yde bis voyce 
to be herde wa greate noyſe He diſcomfited 
the prynces of Tyre, ⁊ ali the rulers of the 
PUifeynes -Defore bis laſt envebe made 
proreféacion inthe fightof che LORDEZ 
bis anoynted,that be coke nether fabftaunce 
ner goo? of eny man, nonot ſo mod) asa 
Phue:z no man might accufe him. Afrerchis 
he tolde, that his endewas at bonde, and 
fhewedthetynge alſo bis ende anddeath:z 
from ¥ earth ifthe vp bis voyce inthe pro 
Phecie, Hebe on godly people ſhuide periflye. 
TbeX LVI. Chapter. 
a Fterwarde in the cyme of Eynge Da- 
eRe, 125 A uid, there roſe vp a prophet called 
Llachan: Forliteas the fatis cater 
awa ye fromthe offrynge,o was Dawid cho 
fen oucof che childzé of Iſrael. He tote bis 
paftymerd the lyons asxb Eydbdes, and with 
beares lite as with lambes. Slew be nota 
giaunte wban be was yet but yonge, ztoke 
avoaye the rebute from bis people? what ty- 
meas he toke the ftone it bis bande, z ſmo⸗ 
te Downe proude Goliathe the flyngey Foz 
becalled vpon the byeft LORDE, which gaue 
bim firength in bis rigbe banve , ſo that he 
ouerthrew the mightie giannte inthe bat- 
cayll , chat be might fee vp the home of bis 
peopleagayne. 

Thus brought he him to worſhipe aboue 
all prynces, and made him to haue a good re 
porte in the prayſe of the LORDE, } he ſhul · 
de weere a crovone of glozy. For he deſtroied 
the enemies onenery fyde,rored out the Phi 
liſt ynes bis aduerfaries,z bigtetbeir hoͤrne 
in funder lite as itis brokẽ yet this Daye. In 
all bis worbes be prayſed * Hyeſt z Helieft, 
zaferybed the bonoure vnto him. With bis 
whole bere dyd be prayſe andloue bim that 
made him.He fet fyngers alfo befoze che aui 
ter, and in their tune be made ſwete ſon ges. 
He ordeyned co kepe the holy daies worſhip 
fully, and that che ſolempnẽ feaſtes thoror 
thewhole yeare ſhulde be honorably holdẽ 
with prayſinge chename of theL ORDE,z 
with fynginge by tymes inthe momynge in 
the Sanctuary. 

The LOR DEtoke awaye bis fynnes,and 
wRess.c eralced bis home for euer. He gane him F co 
nenaunt of the kyngdome andtbetrone of 
woꝛrſhipe in Iſrael After him chererofevp 
the wyfé fonne called Salomon, and foz bis 
fate he droue ¥ enemies awaie farre of This 
Salomon reigned with peace in bis tyme 
(for God gaue bim reff frem bis enemies on 
enery [yde,chat be might buylde him an hou 
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fein bis name, z prepare the Sanctuary for 
euerlite as be was iwell ĩſtructe in bis your 
z fylled wich wyßdome and wnderftsvinge, 
as It were with a water floude. He courred 
and fylledthe whole londe with fimilicudes 
and voyfe prudent fentences. 
dis name roente abrode inthe Iles, becau D 
feof bis peace be was beloued . Alllonves 
marueled at bis fonges, pꝛouerbes, ſymilitu⸗ 
des, and at bis peace, and atthe name of > 
LORDE God, which is called the God of Gf 
racl. He gathered golveastynne, zbebad s.Re10.e 
as Mody fyluer as leade. He was moued in 
vn ordinate loue towarde wemen, and was s.Rewe 
ouercome int affeccion. He ſta yned bis bond 
and worſhipe, yee bis poſterite defyled be al 
ſo in bringinge the wrath of the RRBE v- 
pon bis children, and forowe after his ioye: 
fo $ bis Eyngdome was denyded,z Epbia- sree 
Ins became an vn faithfull ⁊ an vn conſt ant 
kingdome. Neuertheles God forſole not his a.rez¢ 
mercy, net her was be vtterly deſtroyed be- 
rauſe of bis wortes , he ſhůlde leane him 
no pofterite. 
S for ¥ fede Fcame vpon him( which he E 
loued) he brought ic nor vtteriy to naught. 
but gaue yet a remnaunt vnto Jacob, and a 
rote vnto Dauid out of him Chus reſted 
Salomon with bis fathers and out of bis 
ſede he left bebynde him a very foolifines of 
the people, and ſoch one as had no vnderſtð 
dinge:namely, Robos which turned awaye s.Reis.b 
the people thorow bis councell, and Jerobo #Reiad 
am ? fonne of Nabat which caufed Iſtael 
to ſynne and ſhewed Ephraim the waye of 
wngodlynes: In ſo moch that their fynnes z 
myßdedes bad the vpper bande ſo foze,that 
atthe laſt they were drynen out of the lon 
de forthe fame:mee he ought ontz brought 
vp all wicPednes, tyll the vengeaunce came 
pon eben. 
Che XLVI. Chapter. 
¢ Hen ftove vp Elias the prophet as a 
& fyze,and bis worde bret like a cref eu⸗·a 
ect. He bꝛought an hoger vpon the 
and int bis zele be made them few in nombre. 
Gor they might not awãye wb che commaũ 
dementes ofthe LOR DE. Thorow the woz 
de of the LORDE be fut che beauen, and 
thretymes brought be che fyre downe. Thus z.Re..e 
became lias bonozable in bis wonderous +Re1c 
Ddeves. Who maye mate bis booſt to be lite 
bimzOne chat was deed rayſed be vp from z.Reaze 
death, z inthe worde of y Hyeſt he brought 
bimont of the graue agayne. He cafe downe 
Eynges and deftroyed khem andthe honora 
ble from their ſeate. Vpon the —— Syne 
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be herde the punyſhment, z vpon Horeb the 
iud gmẽt of the vengeaunce. He prophecied 
recompenſynge onto kynges, andozdeyned 
pꝛophetes after him. He was taken vp in the 
ſtorme of fyie, in a charett of horſes of che 
LORDE. spe was ordeyned in the reprouyn⸗ 
ges incyme,to pacific the wrath, to turne y 
Hhertes of the faͤthers onto che childzen,zco 
ſet vp che trybes of Jacob agayne. Dieffeo 
were they chat farvche,and were garniſhed 
in loue: for we lyue in life. 

B® Elias was couered in the ſtorme, bur He- 
4Reac liſeus was felled with bis mouth. Whyle be 
Bae Tyued be was afrayed of ito prynce, and no 
manmightouercome bint. Chere coude no 
worde diſceaue han,z after bis death bis bo 
dy propbecied. He dyd wonders in bis life,z 
in death were bis workes maruelous. Foz 
all chis, che people amended not, nether de- 
parted they from their ſynnes: tyll chey we · 
recaried awaye preſoners out of the loͤnde 
and were ſcatred abr ode in all countrees, ſo 
that of them there remayned but a very ii⸗ 
tle people, and a prynce vnto ? houſe of Da 
wid. Howbe it fome of them dyd right, z ſo⸗ 
me beaped vp vngodlynes. 

C zechias mave bis cite fEronge, conveyed 
epargs.a water in to it, dyg ged thororwchbe fiony roͤck 
with yzon,z made vp a well by che water fy 
Dc. In bis tyme came Sennachertb vp , and 
fent Rabfaches, life vp bis bande aga ynſt 
Sion,z defyed chem with greate pryde. THE 
trymbled thetr hertes and bandes,(o $ they 
ſorowed like a woman traua ylinge with dil 
de. Sothey called vpõ the ORDE, which 
is mercyfull,z lift vp their hãdes before him. 
Immediatly che LORDE berde the out of 
heauen and delywered them by che bande of 
Eſay. He fore the hooſt of che Affirians,z 
bis angell deftroyed thé . For Ezechias bad 
done thethinge that pleajed the LORDE,z 
remayned ſtedfaſtly inthe waye of Dauid 
bis father . Which Eſay was createz faith 
full inbis vifions. In bis tyme ¥ Sonne wẽ⸗ 
te baFwarde,z be lengthened the kynges li 
fi. Dich a righe ſprete prophecied bewhat 
Phulde comeco paffe at the laſt: Tto ſoch as 
were fozoufull ix Sion be gaue confolacion, 
wherwhith they might cSforte them ſelnes 
for euermore. He fhewed thinges were for 
to come ⁊ ſecrete, o2 euer they came to paffe. 

The XLIX. Chapter. 

A te remembraũce of Je ſias is liteas 
2e 22 whan the Apotecary maket h many 
— pzecious fivete ſmellynge thinges to 

“342 gether. His remembzaunce fhalte fireteas 
Dony in all mouthes, and as the playengeof 
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Muſick by the wyne. He was appoynted to 
rurne che people agayne,ztotakcawaye all 
abheminacions of * vngodly. He directed 
bis bert vnto the LORDE, ⁊ in che tyme of 
the vngodly he ſet vpthe worſhipe of God 
agayne. All kyngesexcepte Dauid, Ezechi⸗ 
as ⁊ Yofias)comicted wickednes: for euen F 
kynges of Juve alſo forſole ¥ lawe of Gov. 
Forthey gauctheir home vnto other, their 
bond z worfhipe alfo co a ſtraunge people. 
Cherfozewas che electe cite of the Sãc 
tuary beene with fyze ,and the ſtretes therof +e 156 
laye deſolate z waft: for they intreaced Je 
remy eucll, which neuertheles was a prophet 
orde yned from bis mot hers wombe,thacbe 
might rote ont, breabe of, z deftroye: zebat lete . .a 
he might buylde vp, Tplante agayne. Eze⸗ 
chiel ſawe the glory of the LORBEina vi⸗ 
fion, which was ſhewed him vpon the dya- 
ret of the Cherubins. For he thought vpon 
the enemies tn ¥ rayne,codo good vnto ſoch 
as bad ordred their wayes aright. And the 
bones of the twolue prophetes floriſh from 
out of cheir place:fozcbey gaue comfortez 
confolacien vnto Yacob, and delyncred thé 
faithfully. Hew fhallwe prayfe Sorobabel, 4 
which was asaringeintheright hander 
So was Fefus alſo the fonncof Joſedec ¢ 
theſe men intbeir cymes buyloed the boufe, Ange 
⁊ ſet vp the Sanctuary of YL ORDEagay andsa 
ne, which was prepared foz an enerlaftinge 
worfbipe. And Nehemias is allwa ye to be sefdre 
cSmended, which fet vp fer vs the walles F aera 
were broken Domne, madethe portes z bar- 
res agayne, and buylded oure bonfes of the 
new. Buc vpenearth is chere no man creg- Gens.c 
tedlite Enoch, fo: be wastatenvp frem y Becli- 444 
earth. And Yofeph, which was lerde of bis Ge 
bethien, ztbe vpholder of bis people: is 424 
bones were coucred zFepte.Seth z Semi we 
rein greate bonoureamonge > pecple:and 
fo was Adam aboueall the beaftes , whã be 
was created. 
Thel. Chapter. 
EY Rmon the ſonne of Onias the bye A 
pret, which in bis life Re vp thebou smaceg 
“e feagayne, zinbis dayes made faſt 
theecple. Che heyth of > temple alfo was 
founned of bim,the dubble buyloinge, zthe 
hye walles of the temple. Jn bis dayes the 
welles of water flowed out, and were exces 
dinge full as the fee. He teke care for his peo⸗ 
ple,zdelyuered them frem deffruccion. He 
Pepte bis cite ⁊ made it fironge, that it ful 
de not be beſeged. He dwelt in honoureand 
worſhipe amonge bis people, and enlarged 
the intraunce of the bouje andthe courtes 
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Hegeneth light asthe mornynge ſtarre in 
— rebe cloudes, and angie 
ne whan itis full. Ge ſhyneth asthe Sonne 
in the temple of God. Heis as bright as y 
rayne bowe in > fayre cloudes,z floriſheth 
as the floures and roſes in the ſpryngẽ of + 
yeare, cas the lilies by the ryuers of water: 
Lite asthe biaunches vpon chemount Li- 
banus intyme of Sommer: as a fyze zincé 
ſethat is Eyndled: Lite as an rbole orna- 
ment of pure golde, fet with all maner of 

recious fEones : and as an olyue tre that is 
Prcefull 3748 a Cypzes tre which groweth 
vpanbye. 

BD = Whanbe put onthe garment of honou- 
re, ⁊ was clothed withall berotye : whan be 
wente to the boly altare, co garnyſh the co- 
uerynge of the SGanctuary:wban be tote F 
porcions out ofthe preftes bande, be bimpelf 
jtode bythe berth of the altare, and bis bre 
then rounde aboute in ordre. As the braun- 
ches of Cedzetre vponche mount Libanus, 
Hſtode they rounde aboute bim.2ind asthe 
braunches of che olynetre,fo ſtode all ¥ for 
nes of Aaronintheir glory And he might 
faffictently perfourme bis feruyce vpon the 
alcare, z garnyſh the offrynge of the byeft 
God, be ſtretched out bis hande and tote of 
thedzyntofferynge, z poured in of thewy- 
ne:ſo be poured vpon the botome of che aul 
ter & good finell onto the byeft pzynce. 

Cher — ¥ fonnes of Aaron to ſyn 
Se, and co blowe with crompettes, zo ma- 
Ee a greate noyfe,foz a remembzaiice z pzay- 
fe onto the LOR DE. Then were the people 
afrayed, z fell downe tothe earth vps their 
faces,to worſhipe the L OR DE their God, 
to gene thantes co Allmightie God. They 
ſunge goodly alfo with cheir yoyces,forbat 
there was a pleafaunt noyfein ¥ greatebou 
feof the LORDE. Andthe people in their 

ayer befought the L ORDE the myefEcbat 
& wolde bemercyfull,tyll the honoure of ¥ 
LORDE were perfourmed. Thus endedebey 
their myniftracion and fernyce. 
C Then wente he downe, and ſtretched out 
bis handes ouer the whole multitude of the 
eople of Iſrael chat they ſhulde gene prat 
Re thankes out of their lippes vnto ¥LOR 
DE, and to reioyſe in bis name. He beganne 
et once alſo to praye that he might ly 
ew thechanktefgenynge before the — 
namely thus: Ggeue prayſe ⁊ thankes (ye 
aihvnto the L ORDE onre God, which bath 
ener done noble and greate thinges : which 
bach increafed ouredayes from mothers 
wombe, and dealt with vs acordinge to bis 


he li, Chap. Eo. lvi. 


mercy :that be wyl gene vs the ioyfulnes of 
bert,z peace for oure rymes in Iſtaͤel. Which 
faicbfully kepeth bis mercy foz vs evermo- 
re,z allroaye delynereth vs in Due feafon. 

There be two maner of people, that 3 ab 
Bore fro my bere:as for the chirde, whom J 
bate,itis no people: They that ſyt vponthe 
mouncayne of Samaria, the pbiliftynes,z 
the fooliſh people chat dwell in Sichumis. 

Deſus the fonne of Sirac Eleazarus 
of Jerufalem,baue tokened vp theſe infor- 
macions and documétes of wyß dome and 
vnderſtãdinge in this boke, and poured ont 
the wyßdome out of my bere. Bleſſed is be 
that erercifech bim elf cherin: and who fo 
tateth foch co bert, fal be wyft.rfbe dothe 
fecbinges, be ſhal be ſtrongẽ tinal. Gor the 
light of the LOR DE leveth him. 

The Ll. Chapter. 


A pꝛayer of Jeſus the ſonne of Sirac. 
sy Thantke theOLORDE and tynge, 
iJ 


D 


a 
and piaife che ® God my Sauioure. 
‘Froid yelde prayſe onto y name: for 
thonart my defender and belper,z baft pze- 
ferued my body from deféruccion, from is fie 
re of traytorous tõges and from the lippes 
thatare occupied with leyes. Chou baft be- 
nemy belper , from ſoch as ſtode vp aga ynſt 
me,and haſt delyuered meafter the multitu 
de of thy mercy, and foztby boly names ſa⸗ 
te. Thou haſt delyuered me fromebe roarin- 
geofthem,that prepared them felues to de 
uoureme,out of * handes of foch as fought 
afcer mylife:from the multitude of them F 
troubled me,z wente abonte to fet fyre vpon 
me on enery ſyde, ſo ¥ J am not brent inthe 
myddeſt of the fyre: Gromebe depe of bell, 
from an vncleane toge, fromlyenge worbdes, 
fiom the wicked tynge,and from an vnrigh 
teous tonge. My foule ſhal prayſe ¥ LORDE 
onto death, for my life zero nye wnto bell. 
They cSpafedmerounde aboute on euery B 
fyde,zchere was no mã co helpe me. J lokeð 
aboute me, yf there were eny man that wol 
De focoure me: but there was none, Then 
thought J vpon thy mercy OLORDE, and 
vpon thyactes that thou baftoone euer of 
olve:namely, p thon delyuereſt ſoch as pute 
cheirtrufé in the, and ryddeft them out of * 
handes of the Heithen. Thus life J vp my 
prayer fromthe earth, and prayed for dely⸗ 
ueraunce from death. J calied vpon the IOoK 
DEmy father,that be wolde not leaue mexd 
out belpe,inthedaye of my tronblez inthe 
tyme | —— prayſed thy name con 
tynually, yeldinge bonoure —— onto 
ij 


Efa.ss.a 


Eccli,s.c 


Eccleſiaſticus. 


feranbd fo my prayer was herde. Thou ſaue⸗ 
deſt me From deſtruccion, and delyucredefE 
me frd 3 vnrighteous tyme. Ther foze wil FJ 
aénowlege and praiſe tbe, and magnifie F ne 
me of the LORDE. 

Whe J was yet but yonge, oz ener J we 
te afiraye, J deſyred wyß deme openly inmy 

ayer. J came ther fore before the temple, ẽ 
foughe ber vnto che laft. Then floriſhed fhe 
vnto me,as a grape that is foone rype. My 
bere reioyfed in her, then wente my fore the 
sight wa ye, yce from youth vp fought Jaf- 
ter ber: bowed downe myne eare and r̃cea 
ued ber. J founde me moch wyßdeme, and 
proipercd greatly in ber.Cherfore wyll Ja⸗ 
ferybe che glozy vnto bim, that gevethme 
wyfideme:foz J am aduyſedto do cherafter. 
Frill be gelous co cleue vnto the thinge F 
ts (7900, fo ſhal F nor be cSfounded. My for 
le bach weeftled with ber , and J haue bene 
diligent co be occupied in ber . Yh fe vp my- 
ne handes anbye, chen wae my ſoule lighte 
ned thorow wißdonie, chat I Enowlegedmy 
feolifhnes. J ordred my ſoule a feer ber,fbez 
Sj were one bert fremebe begynninge, and J 
founde ber in clenneffe. 2nd eherfore ſhal F 
not be forſaken. 

My here longed after her, and gat a 
good treaſure. Thozow her ¥ LORDEbath 
geuen me a new conge,wherwith F wil prat 
fe bim.® come vntome ye wnlerned,z dell 
in ¥ houſe of wyfdome:wichdzawe nee you 
re ſelues from ber,but talte z comon of thefe 
thinges, for youre ſoules are very thirſtie. I 
opencd my month, and fpake:  comez bye 
wyßdome wit hout money, bowe dewne you 
re neck vnder hir yock, and youre ſoule ſhall 
receaue wyßdome She is harde at han de, 
is content to be founde. Beholde with you- 
reeyes, how that J haue had buelicle labou 
re,and yet haue founde moch reſt. Oreceaue 
wyßdom̃e, and ye ſhall haue plente ouſnes of 

ſyluer and goldein poſſeſſſon. Let you- 

re mynde reioyſe in his mercy, z 
be not aſhamed of his pray 
fe. Wyrke bis worke 
by tyes, zbe 
Phalgene 


you 
youre rewarde in One tyme. 


Che envde of Eccleſiaſticus, other 
wyſe called Jeſus the fon- 
ne of Syrac. 
OR) 


She prayer of 


Nzartas and che forge 
Of ythꝛe childꝛen after Theo 
dotios tranſlacion:which 
wordes are wryten in 
¥ thirde chapter of 
Daniel after the 
olde tert in 
Lat yn. 

Lloebey walted in the myddeſt A 

of the flamme, pzayfynge Good 

and magnifierge y LGRDE. Aſa 

rias ſtode vp,and prayde on this 
mancr,Euen in the myddeft of the fyre ope- 
aed be bis mouth,z ſaide: Bleſſed be thou(o 
LORDE Godof ¢ fathers right worthy to 
be prayfed and honoured is Pname of thine 
foz eucrmoze: for chou art righteous inall ¥ 
tbinges $ thou haſt done to vs : Nec faith- 
full are ally woztes, ¥ wayesareright,z ¥ 
indgmétes true. In all ¥ thinges Hthou haſt 
bioughevpon vs ,z vponthe boly cite of F 
facbers(cuen Jeruſalem)thou haſt erecuted 
true iudg menẽ: Zee acordinge to right and 
equyte haſt t hou drought theſe thinges vps 
võ, becauſe of oure ſynnes. 

Foꝛr why? we haue offended, z done wic- 

redĩy, depart ynge frem the: In all thinges 


baue weerefpaced,znorobeyed thy cõmaun Dan.s.¢ 


Dementes,ner Eepte thé, nether donc as thou 
haſt bydden vs, ỹ we might pzofpere. Wher 


feze,all Hebou haſt brought vpon vs,z cue Baruc.ab 


ry thinge pebeu haſt donero vs, thou haſt 
done them intrneindgment 22s in delyue 
singe vs in tothe bondes of oure enemies, 
amdge vngodly z wicked abbeminacions, Z 
toan onrighteous tinge, yee ¥ meſt frowar 
de vps earth. And now we maye not ope F 
mouthes, we are become g Phamezreprofe 
vnto $feruauntes, ⁊ tothe p worſhipe the. 

Met for thy names ſabewe beſcke the) ge- 
ue vs not vp for euer, breate not thy coue 
naunt ⁊ tafe not awaye thy mercy from vs, 
fez thy beloued Abzabams fate, for thy ſer⸗ 
uaunt Iſaacs fate, z fortby holy Iſraels fe 
kerto whem thou baft ſpoken z prom yfer, vᷣ 


thou woldeſt multiply cheir ſede as y ftarres Genasc 
of beanen, zasthelonve plicch vpon y ſee 
Poze. For weco LORDE\are become leffe the PE! 


eny people,z be kepte wnder this daye in all 
the worlde,becanfe of oure ſynnes: So t hat 
now we haue nether prynce, duke, prophet, 
burntofferynec, ſacrifice, oblaciõ, incẽſe ner 
Sanctuary before the. 
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The fonae 


Chenertheleffe, ina contrite herte and an 
bumble ſprete lec vs be receaued, } wemate 
opteyne thy mercy. Like as in che burntoffe 
rynge of rammes z bullocFes, andliteas in 
thonfandes of fat lambes : fo lero offrynge 
bein thy fight this daye, pit maye pleafe ¥, 
for there is no csfucion vnto them, put the 
re truſt in the. And now we folowe the with 
all ð berte, we feare the,z fete thy face. put 
vs notre [hame,but deale w'vs after thy lo 
nynge Eyndneffe,z acozdinge to the multitu 
de of thy mercies. Delyuer vs by thy mira- 
cles(o LOR DE)z get thy namean bonoure: 
thar all they which do chy feruauntes enell, 
miaye be confoiided. Lee them be afpamed 
thorowthy Allmightie power, and let their 
ſtrength be broken: that they maye tnowe, 
bow khat thou only art theL ORDEGod,z 
bong worthy thorow ont all che worlde. 

And the kynges ſeruaũtes ỹ put chem in, 
ceaſſed not co make the ouen bore with wyl 
De fyze, Dye ſtrawe, pitch z fa gottes: forbat 
the flamme wente out of the ouen vpon & 
xlix.cubites:yee it tobe arwaye,abient vp tho 
ſe Caldees, it gat olde vpon befydethe 
ouen. But the angel of che LORDE came 
downe in co the ouen co Aſarias and bis fe- 
lowes, z ſmote > flamme of the fyre out of 
the ouen,z made the myddefé of the ouen, as 
it bad bene a coole wynde blowinge:fotbat 
the fyze nether coudyed chem, grenedtbent, 
ner dyd them burte. Then chee thre(as out 
of one mouthyprayſed, honoured, and bleſſed 
God in che fornace ſayenge: 

Bleſſed be thou,o LOR DE God of oure 
fathers: fez thou art prayſe z bonoure wor- 
thy, yee z to be magnified foz euermore. Bleſ 
fed be ¥ holy name of chy glory, for it is wor 
thy to be prayſed and magnified in all worl / 
des. Bleſſed be thou in thẽ holy temple of ¥ 
glozy, for aboue all thinges thou art to be 
prayfed, yee z more then worthy to be magni 


fied for euer. Bleſſed be thou in the trone of 


y Eyngdome, foz aboucall thou art worthy 
to be wel fpoten of-z to bemoze then magnt 
fied for euer. Bleſſed be thou, that lokeſt tho 
row che depe,z fyttefEvponthe Cherubyns: 
ſor thou art worthyto bepzayfed, zaboue 
allco be magnified for ener. Bleſſed be chow 
in ¥ firmament of beauen, for chou art pray 
fe and bononre wortby for ener. 

Dall ye wortes of the LORDE: fpeate 
goodof * LORDE, pzayfe bim,and fer bim 
‘vp for euer. 

O ye angels of the ORDE,ſpeake good 
of the LORDFE: prayſe him, and ſet him vp 
for euer. 


of che iij.childꝛen. Fo, vif, 


O ye beanés, fpeate good of the LORDE: 
Pazyle him, and fet bim vp foz ener, 

®all ye waters chat beaboue the firma- 
imét,fpeate good of the LORDE:pzayfe bim, 
and fer bim vp foz euer. 

Dall ye powers of che LORDE, fpeate 
Good of the LORDE: prayfe bim, z ſet him 
vp for ener. 


® ye Sone z A Toone, fpeate good of the Pral.gs.a 


LORDE:pzayfe bim,z fer bim vp for ener. 


O ye féarres of — good of the Pialusa 


LORD pene bim,z fer bina vp for euer. 

® ye ſchowers z dew, fpeate good of the 
LOR DE:prayfe bim,z fer bim vp for ener. 

O all ye wyndes of God, fpeate good of 
¥ LORDE:prayfe bim,z fet bim vp for ener. 

® yc fyze zheate,fpeate good of ¥ LOR 
DE:pzayfe him, and fer him vp foz ever. 

© ye wynter and former, fpeate good of 
theL OR DE: prayfe bim, and ſet bim vp for 
ener. 

O yedewes z froftes , fpeate good of the 
LORDE:prayfe 5 —28— i pal » 

© ye froſt and colde fpeate good of the 
LORDE:p2ayfe him and fee him wp fez cuer. 

® ye yfe and finowe , [peate good of the 
LORDE:pzayfe him and fet bim vp for ener. 

® yenightes and da yes, fpeate good of 
the LORDE:pzayfe bins, and fee bim vp for 
ever, 

© yelight and darckneſſe, ſpeabe good 9} 
the LOR DE:prayfe him, and —S — 
ener. 

® ye lightenynges and cloudes, fpeate 
good Of the LOR DE: prayfe bim, z fet him 
vp for euer. 

O let the earth ſpeake good of theL OR- 
D Fyee lett it prayſe im, and ſet him vp for 
ever. 

O ye moũtaynes and billes, (peake good 
—— a al ſet him vp 

Foz euer. 

O all ye grene thinges vpon the carth, 
ſpeate good of the LORDE ve pra yſe ine 
fee bim vp for ener. 

® ye welles, ſpeake good of theL ORDEt 
prayſe bins,and fet bins vp for ener. 

® ye fees and floudes, fpeate good of the 
LOR DE:prayfe bim,z fet bint vp for ener. 

O ye whalles and all ebatlyue in the wa 
ters, fpeate good of the LORDE:prayfe bin, 
and fet bim vp fozener- 

® all ye fonles ofthe ayre ſpeabe good of 
the LORDE:prayfe bim, anv fee him vp for 
ener. 

© all ye beaſtes z catell, fpeate good of 
¥ LORDE:prayle bim,z fee bins vp for ener. 

BW 


Khe ftow 

O ye childzen of men ſpeabe good of the 
LOR DE:pzayfé bim,z fee him vp foz ener. 

Dlec Iſtaeiſpeake good of theLORDE, 
prayſe him, and ſet bim vp fozener. 

® ye pꝛeſtes of ¥ LORDE, ſpeake good 
of the LOR DE: prayfebim,and fetbim vp 

for euer. 

8 O yc fernauntes of the LORDE, fpeate 


Pral.n2.a 
nea good of the LOR DE: pzayfe him, z fer him 
3 Up forcuer. 

ial ® ye fpretes and foules ofthe righteons, 
fpeate gocd of ¥ LORDE: prayſe im, and 

fe bim vp for ever. 
® yebolyand bumble men of berte, ſpea 
ke ye ood of the L ORDE: prayfe ye bim,z 

fet bim vp foz ener, 
DAnamas; Afarias and Miſael. fpeake 
ye good of the LORDE: pꝛayſe yebim, and 
kere.a0.c fetbt vp forencr .YObith bath delyuercd vs 
from ¥ bell,Ecpre vs from ¥ honde of death, 
Efagaa_ ryddevs fromthe myddeſt of cheburnynge 
1Maca€ flamme, and faued vs euẽ inthe myddeſt of 
Plalicg.a > fire. O gene chates therfore onto ¥ LOR 
sos-a.tos- DE:fo2 be ts Eyndebarted, and bis mercy ent 
— dureth foz euer. all ye deuoute men, ſpeabe 


goed of the L OR DE, euen the God of all 
godtes : ® prayfe him, and gene him than · 
¥es, for bis mercy endureth worlde without 
ende. 


Dhe (tow of 


Suſanna whic is 
che XI. ter of Da⸗ 
niel after the 
Lacyn 


x Here dwelt a man in Babild, cal- 
led Joachim: $ tote a wife,rwho- 
fename was Sufanna,(¥ dough 
cer of Helchias a very fayze wo- 

Iman, z [och oncas feared God. Hir father z 
hir mother alfo were godly peoples tangbe 
their doughter acozdingeto ¥ lawe of Mo 
fes. Clow Joachim (bir hußbonde) was a 
Greate rid) man, z bad a fayze orcharde ioy⸗ 
singe wnto bis houſe. And to him reſorted 
the Jewes comonly, becanfe be was a man 
Of reputacion amonge them. Che fame yer 
re were there madetwoindges, fechasthe 
LOR DE fpeatech of: All che wicFedneffe of 
Dabilon,cometh front ¥ elders( Fis)from F 

tudges, which feme to rule the people. Thefe 

came offt to Joachims boufe, z all foch as 

had eny thinge to doin thelawe, camethi- 

ther vnto them. 


of Suſanna. 


Now when the people came agayneas BS 
after noone, Sufamay wente in to bir hußbõ 
Des orcharde,to walke. The elders feynge 
this, chat fhe went in daylie zwalted: they 
burned foz luftco ber, yee they rere allmofé 
out of their witres, z café dorone their eyes, 
that they ſhulde not fe heauẽ, ner remembze, 

} Goris a righteous ivoge. For they were 

both woũded wb che lone of ber, nether durſt 
one ſhewe another bis grefe. And for fame, 
they durſt noc cell her their nozdynate luſt 
F they wolve fayne haue had todo w ber. 
met they layed wayte for ber earneſtly from 
daye to daye, tharthey might (atthe leeft) 
haue a fight of ber. And the one ſa yde to ¥ 
otber: Dp, lee vs go home, for itis dyner cy- 
me. Sothey wente their waye from ber. 

When they recurned agayne , they came 
together, enqueringe out ¥ matter betwirte 
them felues: yectbe one colde y other of bis 
wicked Inft. Thẽ apoynted they a tyme, whe 
they might rake Sofannaalone. 

Jebappenedalfo they ſpyed out a con C 
ueniẽt tyme, when [he wente forth to walte 
(as bir maner was )z no body with ber, but 
two maydés, T thought to waſh ber er in 
the garden, for it was an bote feafon: And 
there was not one perſon there, ercepte the 
twoelders, * had hyd them felues,co bebol- 
de ber. So fhe fayde to bir maydensigo fee 
meoyle z fope,z fut the orcharde dere, FF 
maye waſh me. Andebey dyd as fhe bad 
thens, z ſhut the orcharde dore; z wente out 
Sie felues at a backe dore, to fertbetbinge 

fhe had cSmannded: but Suſanna knewe 
not,} > elders laie there hyd within. Row 
when the maydens were gone forth, F two 
elders gat chem vp,z rannevpon ber,fayen- 
Semorw,the orcharde dores are ſhut that no 
man can ſe vs:we haue a luſt vnto ebhe,ther- 
fore conſent wntovs,and lye with vs. 

Rf thou wilt not, we fall bringe a tefti- 
moniallagaynft the: that there was a yon · 
ge felowe with the, and that chou haſt ſent 
awaye thy maybens from the forthe fame 
caufe. Suſanna fighed, andfayde : Blas,’ 
am in trouble on enery ſyde. Though Fj fo- 
lowe youre mynde, it wyll be my dearb:and 
J confent not onto you, F cannot efcape 
youre hondes. Wel, it is better fozme,co fall 
into youre hondes without the dede doinge, 
then to fynne inthe fight ofthe LORDE:and 
swith that, fhe cricd ont with a londe voycer 
theelders alfo cried out aga ynſt ber. 

¶Then rannethere one to the orcharde do· 
re,z ſmote it open. Flow when the fernaun- 


tes of the houſe herve > crie in F orcharde 
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Khe frow 

they rußſhed in ac the backe dore to ſe what 
chematrer was. So when the elderscolde 
them, the ſeruauntes were greatly ajbamed, 
for why, there was neuer fod) a teporte mas 
pe + Onchemorow after came 
the people co Joachin bir boufbonde, and 
> cwo elders came alf, full of my{chenous 
ymaginacions aga ynſt Sufanne , co bringe 
ber vnto death, zfpate thus before the peo⸗ 
ple:Senbde fo: Suſanna > Sangbetr of 4 del 
chias, Foachims rife .And immediatly they 
fene for ber. So fe came w ber father zmo 
ther,bir cildzenz all ber Eynrede. Clow Gu 
{anne was a tendez perfon,z maruelous fay- 
re of face. Cherfotecbe wicked men cẽmaun 
ded toͤ take of the coches from ber face( foz 
fhe was conered) at the left, chey might 
10 be faciffied in bir beutie. Chen bir fréves, 
yeezallebey $Enewe her, begãne to wepe. 
Theſe cwo elders frode vp inehemyddefE 
of the people, zlayed their bondes vpon > 
beave of Sufanna:which wepte, anð loked 
‘vp torvarde beaven, for bir herte had a fure 
truftin the L ORDE, And ehe elders fayde: 
As we were walkingein the orcharde ale- 
ne, this woman came ined bir treo maydẽs: 
rohom [He ſent awaye from ber, zfparred > 
orcharde dores. With thar, a yonge felowe 
(whid) there was hyd)came vnto ber,z laye 
wb ber. 2s for vs, we ſtode ing comer of the 
orcharde. And whẽ we farve this wicFednes, 
we rine to ber:z perceauerd, che y bad med 
{ed together. Butwe cowde noc holve bim, 
for be was ſtronger then werthus be opened 
} dore,z gat him awaye. Noro whe we had 
caké this womé,we ared ber, what yẽge fe- 
low this was:but fle woldenot eell vs.Cbis 

is } matter, z we be witnefjes of $ fame. 
The comon forte beleued them, as thoſe 
} weretheelders zindges of the people, z 
[9 they condemned ber to death. Sufanna 
cried outed a londe voyce,z fayde:® eueriaſ⸗ 
tinge God, thon fercher of fecretes, thou > 
EnowefE all ehinges afozethey come to paf- 
fe:chou woteft, N they bane borne falfe wyt- 
nes agaynftme:z bebolve, J muft dye whe⸗ 
reas J never dyd eny (och chinges, as thefe 
men baue malicioufly inzented agaynfé me. 
2nd $LORDE herde bir voyce. For whé fhe 
was led forth todeath, RLORDEraifedvp > 
[prete of a ySge childe, whofename was Da 
niel. w hich criedeb a loude voice: J am clene 
frs this bloude. Thẽ all $ people turned che 
towarde bim,z ſaide: What mẽane theſe woe 
des, vthoͤu haſt [poke Daniel ſtede in ¶ myd 
deft of thé, z fayde : Are ye foch foclea(® ye 
childrẽ of Iſtael) ye oF noe diſcerne? Re ha 
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ue here condéned a daughter of Iſtael vn⸗ 
to death, and Enowe noe the truech wherfo- 
reGofyt on indgmentagayne, for they ba- 
ue (poten falfe witneffe agaynft ber. 

Woberfore the people turned agayne in 
all the baift. 2nd te vers(chatis,the putt 
cipall beades) ſayde vnto bin: come ficdore 
ne bere amonge vs,and ſhewe vs this mat 
ter, feynge God bath genenthe as greace 
bononre,as anelder.2ind Daniel fayde onto 
them: put theſe ewo aſyde one from another 
and then Les ‘FJ bearerbem.Wben they we 
re put a funder one from anorber; be cal- 
led onc oft hem. and fayde onto bim:® ehow 
olde cancFerde carle , that bafé vfed thy 
wickedneſſe ſo longe: thine ungracious de- 
des which thou haſt done afore,are now coe 
me co light. Gor cheubaft geuen falfe indg- 
mentes , thou baft oppzefjed che innocent, 
and letten the giltie go fie, whereas yettbe 
LOR D Efateth : Che innocentand ngb- 
teousfetbouflayenot. Wel than, yf chow 
haſt fene ber, tel me, vnder what tre ſarveſt 
thou themcaltynge togetber z Heanfiwe- 
red: Onder a Molberytre. And Darel faye 
Dezvery wel, Pow thon leiftenen vponebt- 
nebeade.2.o chemeffaunger ofthe L ORDE 
Bath receaned thefentence of bim, to cae > 
intwo. 

Then put he him afybe, and calles fox 
the ober, and fayde wnto bim: © counties 
of Canaan, buenoe of Juda: ayenefje hath 
difceaned the, and luft hath fubuerted thine 
herte. Thus dealee ye afore with thevaugh 
ters of Sftaelandthey —— conſenteð 
‘onto you : but the daughtet of Iuda wolde 
not abybde youre wicFedneffe. Lior tell me 
than, onder what tre dideft chon tare hem 
ſpeatinge together? He anfroered : vnder & 
—— te. Then ſayde Daniel vnto 

im: very wel, nore thou leyfEalfo enen vps 
thine heade. She meffaunger ofthe LORDE 
ſtondet h waytinge with the fiverde, to cut 
thein cwo,andto flaye you borh. 

With that, all che whole multitude ga 
ue a greate ſhoute and pra yſed God, whid> 
allwãye delynereth them } pur their truſt 
in him. And came vpon thetwo elders 
(whom Daniel had conurcte with tbeir ow- 
he mouth: that they bad genen falfe wit> 
neſſe) and dealte with them, even likewyſe 
as they wolde bane done with their nech- 
boureffe : Ree they dyd acozdinge to the la- 
we of Moſes, and put them to death: Thus 
Had innocent blonde was ſaued the fame 

aye. 
Thẽ Helchias z his wife ———— for 
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their daughter Suſanna, with Joachim bir 
hußbonde and all ? kinrede: chat there 
was NO diſhoneſte founde in ber. 
Grom that daye forth was 
Daniel hadin greate 
reputacis inthe 
figbeof > 
people. 
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a Here was at Babilonan ymage, 
T called Hel : and there were ſpent 
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rL.flepe,and fire greate pottes of 
wine. Sim dyd the Eynge worſhipe himſelf 
and wente daylic to bond bim: bue Daniel 
worſhiped bis owne God. And the tynge 
ſa yde onto bim: Why doſt not thou worfhi- 
pe Bel? be anſwered and fayde: pecenle 
maye not worſhipe chinges, chat be made 
hondes, but the lyuynge God, which made 
heauen and earth, and bath power vpon all 
fleſh. The kynge ſayde vnto him: thinbeſt 
thou not, § Belis a lyuynge Gov 7 Oz ſeiſt 
thon not, bore moch be eatetb and drynketh 
encry Daye7Daniel finyled,and fayde: O kyn 
ge,difceaue not thyſelfe: This is but made of 
claye within,and of mecall without, nether 
eatech be ener eny thinge. 

Then thet ynge was wꝛoth, and called 
for bis pzeftes , and ſayde onto chem: Rf ye 
cell menot who this is, chareateth vp thefe 
expenfes, ye [bal dye: Bue yf ye can certifie 
me,that Del eateth chem, then Daniel ſhall 
dye, for be bath (poten blafphemy aga ynſt 
Bel. And Daniel fayde vnto the Eynge: let it 
ſo be, acordinge as chou haſt ſaydẽ. The preſ 
tes of Bel were lxx beſyde their wyues and 
children. And che kynge wente with Daniel 
in to the templẽ of Bel. So Bels preſtes fay 
De: Lo,we wil go out,zfertbou > meatetbe 
re (O Eynge)z poure in the wyne:tben ſhutt 
the doze faft,and feale st with chine owne ſig 
net:and remozow when thoncommeft in, yf 
thon fyndeſt not that Bel bach eaten vp all, 
we wil fuffre death: or els danicl,that Bath 
lyed vpon ve. The preftes thought them fel 
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ues ſure ynough, for vnder ? altare they had C 
made a preny intraunce , Tthere wente they 
ineuer,and ate vp what there was. 

So when they were dip forth, thefyn- 
ge fer meates before Bel. Ltow Daniel bad 
cSmaunded bis feruauntes co bange aß ſhes 
and theft be fiffced thorow out all che tem · 
ple, that che kynge might ſe. Chen wente 
they vut ⁊ fparre the doze, fealinge it with > 
Eynges fignet,and (> departed. Jn * night 
came the preftes with their wynes and chil 
dren (as they were wonte to DO) and ate and 
dronke vp all. In chemoznynge be tymes at 
the bieate of the daye,thetynge arofe.z Da 
niel with bim. And theEynge fayde: Daniel, 
are the feales whole yet He anfroered:mec(o 
Byngexbey be whole. Now as fooncas be 
bad opencd che doze,the tinge loked vnto > 
altare,and cried with ¢ loude voyce:Gieate 
art thou o Bel, and with che is no difceare. 
Chen laughed Daniel, and helde the Eynge, 
that be ſhuide not goin,andfayde:Bebolve 
the panement,marcte well , whoſe foteftcp- 
pes are theſe? Che kynge ſayde I fe the fore 
Reppes ofimen, women and childzen. 

ber fore the kynge was angrie,and tobe 
the pzeftes, with their wyncs and childzé, z 
they ſhewed bim pꝛeuy dores, where they 
came in,z ate vp foch thinges as were vpon 
Paltare. Foz the whid) caufe FF ynge flewe 
thems, z del yuered Del in co Daniels poreer, 
which deftroyed him and bis temple. 

ind in chat fame place there was a grea- 
te dzagon, which they of Babilon worfhip- 
ped. And ? Eynge fayde vnto Daniel : fayefE 
thon, ythis is but a god of metall alforlo,be 
lineth,beeateth z diinteth:fo Febou cãſt not 
faye,that be is no lyuinge Gov, therfore woz 
Phipebim. Daniel ſa ydẽ onto * Kinge: J wil 
worſhipe the LORDEmy Gob, beis truely 
uynge Sodras foz this, be is not the God of 
life. Sut geue me leane(o tynge)z7j ſhal def 
troyetbis dꝛagon without fivcarde oz ſtaff: 
Thevynge fayde:F gene Fleane.Chen Da 
nicl coe pitch, facte and bairiewoll,and did 
feyth themeogetber, and mavelompesther 
oftt his be putin $ ZDragõs mouth,and oF 
diagon barſt in fonder:and Daniel faydesle, 
thereis be whom ye peel ped. 

When they of Babylon herde that, they 
tote greateindignacion,and gathered them 
together agaynfé the Eynge, ſayenge: The 
Eyngeis become a Yercalfo,be bath veftre 
yed Bel, be bath flayne $ Dragon, and put 
the preſtes to death.Gotbey cameto > kyn 
Se, z fayderlet us haue Daniel, 92 els we wil 
Seftroye the and thine houſe. 
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nynge God, which endureth ener : bis Eyna- 


dome abydeth vncorrupte, and bis power is Luc.t.¢ 
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maruclons workes in bea- 
uen and inearth, for 


be bath ſaued 
Daniel 
from the power of 
R the Lyons. 
——— — 
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ained hint, he deliuered Dantel vntd chem: 
which café him in to the lyons denne, where 
he was firedayes. In che denne there were 
ſeuen lyons, and they bad gener them cucry 
Daye tꝛwo bodies and wo ſheperwhich chen 
were noe geuẽ chem, chattbey might deuon- 
re Daniel. 

There was in Fewry a prophet called 
Abacuc, which had made pocase, and b2o- 
Een bred ina depe platter, and was goinge 
in to che felde, for to brynge it to mowers. 
But the angell of the LORDE ſayde vnto 
Abacuceꝛgo cary the meate that thou haſt in 
to Babildn, vnto Daniel, which is in F lySs 
deime. And Abacuc faye: LORDE, Hne- 
uer ſawe Babilon: and as forthe denne, FJ 


She fiaft Sofe 
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What chis bote conteyneth, 


Chap. 1. Of chepower of Alexander kynge of 
Litacevouia Of certayne vnfaithfull sprae- 
lites. Of the greare tyzanny of Antiodyus, & 
bowmiferably he deftroy eth Ferufale: whidy 
Godfuffeeth robe plaged , becaufe they have 
fosfaFen bim. 

Chap. lt. Gow fervently Matathias aud his 
fonnes firyue for the honoure of God aud wei 
fare of the people: ow fwerely he crozterh bis 
fonnes(cué in the houre of bis degth)to be fted 


Ezesa Enoweitnoe. Chen theangel of the LORDE faftin the lawe of Gov. 
tote bim bythe toppe,andbarebimbyche Chap. ul. OF Judas Miadyabeus that worthy 
hayze of che eade, andichezow a mightie — of his noble actes agaynft Im 
awynde) fee bins in Babilon vpon the denne. Chap. Lil. v-OF the glorious victory, that God 
Wud Abacüc cried, fayenge:®© Danielthou —— —— ———— 
⸗Reu⸗· a ſeruaunt of Gov, haue take che bicak fife, > — 
God bach fine y ind Daniel [aide:® Goo, —— they fysbt afterward: againſt 
haſt thou thought vpon me? wel thou neuer Chap. Vi. — Anriedyus beſegeth Llymasinper- 
fa yleſt chem that loue the. So Daniel arofe, fis -Fudaslayeth fegetothe caftelarFernfs- 
zate: andthe angel of the LORDE fet Abs ee ee C7 ne —— thé that 
cucin bis owne place agayne immediatly. Chap. vit. The tyranny of Demetrius They ta 
G  Vponthe ſeuenth daye,the Eynge wente Fetruce with thepcople of God, o Fepeit not. 


Dance 


co bewepe Daniel: and whan he cametothe 
deme, be loked in:and bebolde, Daniel fat in 
the myddeſt of the lyons. Then cried ¥ kyn 
ge with a londe voyce, fayenge: Greate art 
thou,o LORDE God of Daniel: z he dzewe 
him out of the denne. As for thofe that we- 
rey cauſe of bis deféruccid , be dyd café chẽ 
into the denne, andthey were deuoured in a 
moment before bis face. 

A feerthis, wore the kynge vnto all pee- 
ple, kynreddes and tunges, that dwelt in all 
countrees,fayenge:peace be multiplied with 
you My commaundement is, in all the domi 
nyon of my realme:that men feare and ſton · 
dein awsof Daniels Good, for he is the ly⸗ 


Chap. Vill. Judas hearinge how resfonablethe 
Romaynes ave, feeth for ro make peace with. 
them. 

Chap- IX. Yow TJudaswes flaine inthe bataill 
and how therecame vp derth after bis death. 
onathas was captaynenfrerbim, andgate 
the victory of | des. 

hap. X- FAlerader the ſonne of Antiocyus. 
Demetrins maketh peace with Yonarhas , & 
fodorh Alerander afterwarde. Prolomy ge- 
neth bis Donghter Cleopatra vatoMlepaoer. 
Demetrius defyerh Fonathas. 

Chap. XI. Prolomy ryfith agaynſt Alexander 
‘and Fonathas ,and pzomyfeth to gene Deme- 
trius bis Deughter,whom he had geuenallre- 
dy vito Alerander. The death of Mlerander 
and prolomy,the raigne of Demetrius. Deme 
trius and Jonathas are frendes. Alex anders 
ſonne taf eth the fyngvome vpon him. 
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Chap. XU. The Jewes wryte onto the Romay- 
nes and Spatcians to renue the olde frend- 
fhipe. Triphon receaueth Fonathas with fay 
re Wozes, and then cauferh him and histo be 


jayne. 

* a. “fter the death of Jonathas ts Sy- 
‘monbis bother made Captaine of thepeople 
whid) goeth forthagaynjtTriphon.andburt 
eth bis brother. Triphonflayeth Antiodus 
baynoufly. Symon mateth peace with Deme- 
trius,end layeth fegeto Gasa. 

Chap. Xl. Memetrivs feFerh helpe againſt Tra 

5. Demerrivs ts take Peace in Jewry-Sims 
rulethwell.The Romaines and they of Spar 
te renuethepeacewith Symon. 

Chap. XV. Antiodyus wzyterh lonyngly vnto 

the Jewes and perfecuteth Tripyon.Hebsen 
Feth the bondewhsb the ewes. 
Chap. XVI. The faithfulnes of Symsebisfor 
nes. prolomy Glayeth them difceatfully .4nd 
betrayeth the londe. 


The firſt Chapter. 
Eter that Alexander the ſonne 
of Philippe kynge of Macedo 
iia wente forth ofthe londe of 
PRR Cetbim, and flewe Darius tyn 
Se ofthe perfigs and Meedes: 
* bappencd, that be coke greate warres in 
onde, wanne very many ſtronge citics, and 
flew many Einges of $ earth:goinge thozore 
to ? endes of the worlde,and gettingemany 
fpoyles of che people: (> mody, Hebe worl 
e ſtode in greate awe of bim,zeberforewas. 
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thered amightic firdge hooft, zfubdued > 
loͤdes and people with their prynces,fo that 
they became tribucaries vnto bizbe fell fick. 
2nd whẽ he perceanedthat he muft nedes 
die,be called foz bis noble eſtates ( which bad 
bene brought vp with bim of chilvzen)z par 
ted bis Eyngdome amonge them, whyle be 
was yet alyne. So Alexãder raygned rij. yea 
re, and then dyed. 

After bis death fell che kyngdome vnto 
bis prynces, and they optayned it euery one 
in his rowme, and cauſed them ſelues to be 
crowned as Eynges : and ſo dyd their childeẽ 
after chem many yeares,z moch wickedneſſe 
increaced in the worlde. Out of thefe came 
‘¥ vngracions rote, noble Antiochus $ fonne 
Of Antiochus the Eynge( which had bene a 
pledge at Rome)zberaignedin > Cxxxvij. 
Yyeare ofthe raigne of the Gites. 

Jn thofe dayes wete there out of Iſrael 
wicked men, which moucd mod) people xb 
their coũcel fayege:Let vs soz mateaco- 
nenaunt with the Heithes, 5 are rounde a- 
boute vs: foz ſence we departed from them, 
webaue hadmoc)fozow. Sorthis deuyce 
pleafer chem well,and cestayne of ? people 


The firſt Chap. 

tobe vpon che fo: to go vnto F Eynge, whidy 
gaue Aish esa pas after the ordinaũ ce 
ofthe Seichen. Thenſet they vp an open (co 
le (at Jerufalemof thelawes of che Heithẽ. 
and were nonfoze —— — > 
boly Ceftamente, andioyned them felues to 
¥ Heithe,z were deane ſolde to do myſchefe. 

So when Antiochus beganne to be migh 
tic in bis kyngdome he wente aboute to op- 
tayne > londe of Egiptealfo,chat be might 
haue the dominion of avo realmes. Vpoͤn 
this entred he in to Egipte witha fironge 
Hooft, with daretees,elephantes, hoͤrſmen 
& greate nombic of [bippes,and beganne to 
warre 33 Prolomy thek ynge of Egip 
te. But ptolomy was afrayed of him, and 
fled: and many of bis people were wounded 
to death. Thus Antiochus wane many ſtrõ⸗ 
ge cities and coke awaye great good out of 
thelondeof€gipte. 

And afterthac Antiochus had finytten 
gipte,hecurned agayne inche Crlitj.yeare 
⁊ wente —————— came vp to Je⸗ 
rufalem with a mightie people:and entred 
proudlyinto $ Ganctuary,and tote asvaye 
the goldenaleare, the candilſticke and all > 
omamiétes therof: chetable oft he ſhewbred 
the pouringe vefjel,che dargers, the golden 
(poncs,thevale,the crownesand goldenap- 
parel ofthe tempie, and beate Downeall be 
totealfo the fylucr and golve, the pzecions 
¶Jewels andthe ſecrete treaſures that he fot 
de. And when hehadcakenawaycalleoge- 
ther, canfeda greate murthur of men, and 
—— his malicious pryde, he departed 
Into bis owne londe. 

Thus there aroſe greate heuineſſe and mi 
ſery in allt he londe of Iſtaei. Thepzynces 
and the elders of thepeoplemonrned, the ys 
ge men and the maydens weredefyled, and 
the fayre bentye of women was chaunged?⸗ 
the brybdegrome andthe bryde tole thei ro 
mournynge: thelondeand choſe that dwelt 
therin, was moued: for all the boule of Ja⸗ 
cob was brought to confucion. 
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After two yeares the Eynge ſent bis che⸗ 
fe treaſurer onto the cities of Juda, which 
came to Jeruſalem with a greate multitude 
of people, fpeatige peaceable wordes vnto 
thé, bur all was difceate: for when theybad 
geuen bim credence, be fell ſodẽly vpon the 
cite, and ſmote it foze, and deffroyed mod 
people of Iſrael. And when he had fpoyled 
the cite,be fet fyze on tt, ca ſtin ge downe hou⸗ 
fes and walles on euery fyde. Che women z 
their childzentote they captive, and led a⸗ 
wayetheir carell. Then buyloed they the caf” 
celof David witha greate and chicFe wall, 
and with mightie comes, z made it a ftron- 
ge bolve for chem. Beſyde all chis they ſett 
wicFed people and vugodly mento kepe it, 
ſtoared it with weapens and vytales: gat he 
red the goodes of Jeruſalem, and layed thé 
vp therẽrt hus became it a theuyſh caſtell. 

And this was done to laye waite forthe 
people chat wente in to the Sanceuary,and 
foz che cruell deſtruccion of Iſtael. Thus 
they ſhed innocent blonde on euery fyde of ¥ 
Sanctuary, and defiled it: In ſomoch chat 
the citefyns were fayne to departe, andthe 
cite became an habitacion of firaungers, 
beynge defolate of bir owne fede, for bir ore 
ne nat yues were fayne to leaue her. Hir Sac 
tuary was clene waifted,bir holy da yes we- 
returned into mournynge, bir Sabbathes 
were bad in derifion, andbir bong broughe 
to naught. Cobe how greate bir glozy was 
afore, fo greate was bir confucion, and bir 
ioye turncd in to fozorw. 

Antiochus alſo the Eynge ſent out a com- 
miſſion vnto all bis Eyngdeme, that alltbe 
people ſhulde be one. Chen they left euery 
man bis lawe, andallebe Heithen agreed 
tothe cOmaundement of Eynge Antiochus: 
Mee many of che Iſraelites confenced chere 
wnto, offerynge onto Fools, and defylinge 
the Sabbath. SotheFynge Antiochus fent 
bis meffaungers with bis commiffion vnto 
Jeruſalem and co all $ cities of Guda:that 
they ſhulde folo we > lawes of the Heithẽ. 
and forbad etber burntofferyngemeatoffe- 
rynge or peaceofferynge tobe made in the 
temple of God,z chat there fhuldeno Gab 
bath ner Bye feaft daye be kepte: but coms- 
maunded, that the Sanctuary and tbe bo~ 
ly people of Iſtael ſhulde be defyled. 

He commaunded alfo that there ſhulde 
be fet vp ocber altares temples and Jools: 
to offre vp fivynes flefh and otber wnclene 
beaftes:thatmen ſhulde leaue their children 
vncircumciſed, to defyle cheir ſoules with 
all maner of vnclenneſſe abbominacions: 
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that they might ſo forget the lawe, and 
chafige all the boly ordinaunces of Goods 
and that who ſo ener wolde nor do acordyn⸗ 
ge tothe commaundement ofkynge Antio- 
chus , ſhulde fuffre death. In lite maner 
commaunded be thozow out all bis realme, 
and fect rulers oner the people, foz to com- 
pell chem to do tbheferbynges, commaundin 
Ge the cities of Judea to do facrifice vnto 
Idols. 

Then wente the people vnto the Hei- 
then by beapes, foxfote the larve of tlye LOR- 
DE, and committed moch evell in che londes 
yee and chaced ont the fecrete Tfiaclites, 
which bad byd on felues in corners and 
prey places. The rv.daye of the moneth 
Cafleu, inthe Crlv. yeare, Ke ba Ancio- 
chus an abbeminable Fool of defolacton ve 
pon the altare of God, and they buyloed al- 
cares chozow out all the cities of Juda on 
enery [yde, before the dores of the boufes, 
andin the firetes : where they bent ince 
ſe and dyd facrifyce. 
ofthe lawe of God, they brent them inche 
fyze,and rentethem in peces. YObat foener 
be was that bad a bote of the Teftament 
oftbeL OR DE fonnde by bym,yce who fo 
ener endenozed bimfelf cofepe the lawe of 
theL ORDE, thet yngcs commanndement 
was, chey [pulde put him codeath. And 
thororw bis anctonte they erceuted chefe 
thinges enery monceh , vpon the people of 
Iſrael that were foundein the cities. 

The fyue and twent ye daye ofehe mo- 
neth, what tymeas they dyd facrifice v- 
pon the altare which ſtode inthe fieade of 
the aitare ofthe LOR D E)acordinge to 
the commaundement of tynge Antiochus, 
they put certayne women to dcath , whid> 
had cauſed cheir children to be circumcifed: 
Lot only thar, but they banged vp the chil 
‘dren by the necFes thozow ontallebeir bows 
fes,and ſſewe * — of them. 

Met were there many ofthe people of Ff 
rael, which determed in —— 
they wolde not eate vncleane thinges · bue 
choferatherto ſuffre death, ther tobedefy- 
led with vncleane meates. Go becanfe they 
wolde not bzeake the bleffedlawe of God, 
they were cruelly flayne. And this greate ty 
ramny increaſed very fore vpon the peopie of 
Iſrael. 


ẽ 


The I.Chapter. 


Li choſe dayes there dyd ſtõde vp o- 
AY, ne Matathias the forme of Symeon % 


And as forthe bokes jere ao.e 
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the pꝛeſt(out ofthe kynred of Joaris) frs Fe 
“Jerufalent, and dwelt vpon the mount of 
ETovin,and bad v.fonnes: Ih called Gad 
dis : Symon, called Chafi: judas, other w 
fe called Machabeus: Eleaser,ocher wyſe 
called Abaron and Jonathas, whofe fur- 
name was Apphus. Theſe ſawe the evel, F 
was done amongetbhe people of Juda and 
Jeruſalem. And Matat hias fayde:MWois 
ine,alas that euer J was borne to ſe this mi 
fery ofmy people, and ? piteous deſtrucciõ 
ofthe boly cite:z ehus to fyt fo ſtyll, it beyn- 
ge delyuered in tothe bondes the enemies, 


uMacib fir Sanctuary is come into the power of 


feraungers,bir cempleis,as it were a many 
bath lofEbis good name. Hir precious one 
mentes are caried awaye captyne, bir olde 
men areflayne in the ftretes, and bir yonge 
men are fallen thozorw the fivearde of the e- 
nemies, 

What people isit, that hath not fome 
poſſeſſion in hir kyngdome? Oz who bath 
not gotten ſome of bir ſpoyles? All bir glo- 
ryistatenawaye. She was a Quene, and 
now ſhe is become an handmayde.Bebolde 
oure Sanctuary, oure bewtye and bonoure 
is waiſted awaye, and defiled by the Genti- 
les. What belpech it vs chert co lyue 72nd 
Waratbias rence bis clothes,be and bis fon 
nes , and put ſackcloth vponchem, z mour- 

s ned very Bese. 

Then cameche men ehither which were 
ſent of kynge Antiochus to compell foch as 
were fled into the cite of Modin for todo ſa 
crifice and to burne incenfé ento Jools, and 
to forxfate the laweof God.So, many of the 

people of Iſrael confented and enclyned wn- 
to than, but Matathias and bis fonnes re- 
mayned ſtedfaſt. Then (pate the commiffio- 
ners oft ynge Antiochus, ⁊ ſa yde vnto Ma 
tatbias · Thou art a noble man, of bye repu · 
tacion and greate in this cite, baninge fayze 
childzen and brethren. Comechoutherfoze 
firſt, and fulfill the kynges commaundemét, 
like as all the Heithen haue done, yee and > 
men of Juda, and ſoch as remayne at Jeru 
ſalem: ſo halt thou and thy childꝛen bein > 
Eynges fauoure, aud enriched with goide, 
fyluer and greate rewardes. 

Matathias anſwered, and ſpake with a 
loude voyce: Though all nacions obeye the 
Eynge Antiochus, and fall awaie euery man 
frs Eepynge $ lawe oftheir fathers: though 
they confente to bis commaundementes, yet 
soil Jz ry ſonnes and my brethren. not fall 
from the lawe oure fathers. Gov fozbyd we 
Ihulve sehac were noe good for vs, that we 


Che ij. Chap. 


ſhulde forſake thelawe and ordinaunces of adts-b 


God,and to agre vnto the commaundement 
of kynge Antiochus. Therfore we will do 
no ſoch ſacrifice, nether breake the ſtatutes 


ofS lawe,to go anot her waye. And whẽ be rroge 


bad (poten cheſe wordes, there came one of 
the Jewes, which openly in the ſight ofall, 
dyd facrifice unto the Jools vponthe aulter 
inthe cite of Modin acordinge tothe kyn · 
ges commaundement. 

When Matathias ſawe this, it greued C 
him atthe berte, ſo that his raynes pote 
wit hall and bis wrath kindled for very ze⸗ 
le ofthe lawe. With that he gaue a ßkippe 
forth, and Eylled the Yew beſyde che auiter: 
eeand flewe > tynges commiffioner, chat 
—— him to do ſacrifice, z deſtroyed the 
aulter at che fame time:fody a zele bad be vt 
tothelaweof Gov, lite as phinces dyd vn· 
to Zambri che fonne of Saloͤmi. And Mata⸗ 
thias cried with a loude voyce thozow $ ci- 
te,fayenge: Who ſo is feruent in the lawe, z 
wil kepe } couenaunt,lecbim folowe me. So 
beand bis ſonnes fled into the mounta ynes 
and left all that euerthey bad in > cite. Ma · 
ny ocher godly men alfo departed in to the 
wylderneſſe with their cdildzen, their wyues 
and their catell,and remayned there: for the 
tyranny increaced ſo fore vpon them. 

Clow when the tynges feruauntes and D 
the booft, whic) was Te erufate in the ct- 
te of Dauid herde,that certa yne mẽ had bro⸗ 
ten the kynges commaundement and were 
gone their waye to the wylderneſſe into fe- 
crete places, and thatthere were many de- 
parcedafter them: they folowed vpon them 
tofightagaynftthem inthe Sabbath daye, 
andfayde:Wyll ye yet rebell7Get you hence 
zdothe commaundement oft ynge Antio⸗ 
chus, and ye ſhal lyue. They anſwered: We 
wil not go forth, net her wil we do the kinges 
cOmaundement,to defyle * Sabbath daye. 
Chen beganne they to fight agaynſt them 
neuertheleſſe they gaue them none ocher an⸗ 
ſwere, nether café oes one ftone at them, ner 
made faft their preny places, but ſa yde: We 
wildye allin oure inmocency,beanen z earth 
hal ceftific with vs, that ye put vs todeath 
wꝛongeouſly. Thus they fought aga ynſt 
them vpon the Gabbath,z flewe both men 
end catell, their wyues and their dhilozen,to 
thenembicofia thoufande people. 

Wyhen Matathias andbis frendes berde ge 
this, they mourned for them right fozc,and 
ſayde one to another: f jo be that wealldo 
as oure brethrẽ haue done, and fight not for 
oure lyues ⁊ for oure lawes agaynſt the Dei 
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then: then [hall they che fooner rote vs out 

of che carth.So they cocluded amonge che 

felucs atthe fame tyme, ſa yenge: What fo 
ever he be that comethco mate battayll ᷣ 

vs vpon the Sabbath daye, we wyll fight 
agaynfé him, T not dye all/ as ¢ brethren ? 
were murthured ſo haynouſly. Ops this ca- 
me the Synagoge of the Jewes vnto thé: 
ſtronge men of Sftael, allſoch as were fer- 
ventin the lawe And all chey chat were fled 
foz perfecucion, came to belpethem, andto 
ſtonde by them: In fo moch that they gatbe 
redan hooſt of men, and flere the wicked 

Doers In their gelonfy, andche ongodly men 

inthe wach. Some of che wicked fled vn 

tothe Heithen,and efcaped. 

Thus Matathias and bis frendes wen 
te aboute, and defiroyed theaulters,and cir- 
cumeided the childzen, that bad not yetre- 
ceaued circumcifion: as many as they fount 
De within F cooftes of Iſrael: and felowed 
mightely vpon the cildzen of pzyde, and 
this acce profpered in their bondes : In fo 
moch, chat they kepte the lawe aga ynſt the 
power of che Gentiles and the kynges and 
Save not ouer their Dominion onto wicked 
Doers. 

F — After chis when the cyme dzew on faſt 
that Matat hias ſhuide dye, he ſa yde vnto 
bis ſonnes: Now is pryde anð perſecucion 
increaſed, now is the tyme of deſtruccion 
and wrath full difpleafisre : Wherfore (o my 
fonnes)be ye feruencinthe la we, and ioper- 
de youre Lyues forthe Teſtament of che fa~ 
thers: callcoremembzaunce what actes ow 
re fatbers dyd in their tyme, ſo ſhall yere- 
ceaue greate bonoure and an euerlaftinge 
name, 

Remembze Abraham, was noche feur- 
de faithfull in tentacion, and it was recFe- 
ned vnto him for righteouſneſſe? Joſeph in 
tyme of bis trouble kepte the commaunde- 
ment,and was made a lorde of Egipte. Phi 
nees oure father was ſo feruent for the bo- 
noure of God, chat he opta yned the coue- 
natitof an cuerlaftinge prefthove. Joſue for 
fulfillinge the wozde of God, was madetbe 
captayne of Iſrael. Caleb bare recorde befo- 
rethe cdgregacion, and receaued an bereta- 
Ge. Dauid alfo in his mercifullfynoneffe,op 
taynted the trone of an eueriaſtinge Eyngdo- 
me. Elias beynge gelous and feruent in the 
lawe, was taken vp into heauẽ. Hananias, 
Afarias and Miſael ranayned ſtedfaſt in 
fait h. and were delynered ont of the fyre In 


Daned ttemaner Daniel beynge wngilcic, was [a- 
£13 ged from the mouth of the Lyons. 


Che iij. Chap. Ao. lei. 


And thus yemaye confidze thozow ont 
allages fens the woride beganne, that who 
[9 cuer put their truſt in God, were not ouer 
come. Feare not ye chen the wordes of an 
vngodly man,foz bis glozy ĩs but donge and 
woꝛmes:to daye is be fer vp, andtomozow 
is be gone: foz be is turned intoearch and 
bis memoziall is come to naught. Wherfo⸗ 
re(omy ſonnes)take good bertes vnto you, 
and quyte youre felues lite men in the lawer 
for yf yedo thechinges chat are commaun 
Ded you in chelawe of che LOR DE you- 
reGov,ye fhal optaine greate honoure cher 
im 

And bebolde,FEnowe that youre brother 
Symon isa man of wyfoome:fechat ye ge 
uceare onto bimallwaye, be ſhail be a fa- 
cher vnto you . As for Judas Machabeus, 
he hath encr bene mightie and firoge from 
bis youth vpilet bint be youre capta yne and 


ordre the battayli of $ people: Chus [hall 
ye bzynge wnto you all chofecbac fauoure 
thelawe, and fecbat ye auengethe wonge 
of youre people, andrecompence the Hei · 
then agayne, and applie youre felues who- 
le to the commaundement of chelawe. So 
begaue thembis bleffinge, and was layed 
by bis facbers: anddyed inche Crlyj , yeare 
at Modin, where bis formes buried him in 
bis fat hers fepulcre, zal Iſrael madẽ grea- 
celamentacion foz bint. 
Thelll. Chapter. 

c Hen ſtode vp Judas Machabeus it 

bis fathers ſteade, and all bis brethrẽ 

a belped bint: and ſo dyd all they that 
belde with bis facber,and fought with cde- 
refilneffe for Iſtael. So Judas gat bis peo 
ple greate honoure: Heputon 4 breſt plate 
as a giaunte,andaraycd bim elf with bis 
barneffe, and defended the hooft with bis 
ſwearde. In bis actes be was lite a lyon, 
zasalyons whelperoaringe at bis praye. 
Hewas an encmic tothe wicked, and bated 
them out:and bent vp thoſe, that vered bis 
people: So that bis enemies fled foz feare 
of bim, and all the wozters of vngodlynes 
were put to trouble: ſoch lucke and pzofperi- 
te was inbis honde. Chis grened dywerfe fy 
ges, but Jacob was greatly retoyfed tho⸗ 
row bis actes , and be gat bim felf a greate 
name foz ener. 

He wente t hoꝛow the cities of Juda, deſ 
troyenge the vngodly out of them, turnyn · 
ge a waye the wath from Iſtael, and recea- 
nynge ſoch as were oppreſſed: and the fame 
of bins wente vnto the vttemoſt pase of y 
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earth. Chen Appollonius (a peynce of Sy- 
ria) gachered a mightic greate hooſt of rhe 
Heithen z out of Samaria,co fight agaynft 
Iſrael Which when Judas perceaucd, be 
qwente forth comere bim, foughe wich bint, 
flewe bim,and a greare multitude with him: 
the remnaunte fied, and becote their ſub⸗ 
ſtaunce. Judas alfo cote Appollomins owne 
fixearde,and fongbtxd it all bis life longe. 
Low when Seronanet her pzynce of St 
ria)herde faye,chat Judes had gathered vn 
to bimthe congregacion and church of the 
ich full, be ſa yde: J will ger mea nameand 
a prayferbozow ont the realme: for J will go 
Fiabe with Judas and them that are with 
bins, as many as haue vefpifed the Eynges 
commaundenient. So be made him ready. 
and there wente with him a greate mightie 
hooſt of the vngodlyto ſtonde by him and 
to be auenged of che childzé of Iſtael. And 
when they camesye vnto Bethoron, Judas 
wente forth agaynſt them with « finall com 
pany. And when bis people farwe [och a 
greate hooſt before chẽ, they fayde vnto Ju · 
das: How are we able( beynge fo fewe)to 
fight agaynſt fo greate a multitude and fo 
ſtronge? ſeinge we be ſo weery, and haue ſaſ⸗ 
ted all this daye? 


The iy. Chap. 


ronfinytten,and bis hooſt put to flight, and 
judas folowed vͤpon chem beyonde Betho 
Fon vnto the playne felve : where there were 
flayne cighthundzecb men of chem,and the 
refidue fled in to the londe of che pbilifty- 
nes. Then all the Heithen omenery ſyde we- 
re a frayed fo: Judas and bis beechzen: ſo p? 
the rumoure of him came vnto the Eynges 
cares, for all the Gentiles conde tell of the 
warres of Judas. 

So whan Eynge Antiochus herde theſe 
tidinges,be was angriein bis mynde:wher- 
fore be fence forth and gathered an hooſt of 
bis whole rcalme, very fironge armies : and 
opened bis treaſury, and gauc bis hooſt a 
Yeares wagics in bonde, conmmaundynge 
thom to beready ac alleymes. 

Neuertheleſſe when be fawe, thatthere 
was not moneye ynough in bis treaſuries, 
and that thorow the difcorde'and perjecu- 
cign, which be made in $ londe(to put dow 
ne ¥ lawes that bad bene of olde cyme) bis 
cuftomes andtributes of thelonde were my 
nißſhed: be fearcd chat be was noc able for 
to beare the coftes and charges eny lenger, 
nerto haue och giftes, to geue ſo liberally 
asbedydafore, more then the Eynges thar 
were before bint, 


D 


Re.uañ · — But Judas ſayde: It is a ſmall matter Wherfore be was heuy in bis mynde,and 
foz many to be ouercome with ferwe:meethe thought to go into perfides,forto catetrt- +-Mac.c.a 

reis no differencetothe Godofbeaucn,to butes of } londe,and foto gatber mod) mo 

delyuer bya greate mulcicude or bya finall neye. Sohe left L yfias(a noble man of the 

avarasb company: fo2 the victory of the batteli ſton — Eynges bloude )to ouerſee the tynges bufy- 

deth not inthe mulciende of the hooff, bue neſſes, from the water Euphrates vnto the 

€ cheftrengeh commeth from beauen.Bebol- borders of Egipterand to kepe well bis fon 


de, they come araynfé vs with « pzcfismp- 
tuous and pronde multitude:to defiroye ve, 
oure wyues and oure childzen, andtorobbe 
vs. But we will fight for oure lyues and for 
oure lawes, and the LORDE himſelf fball 
deſtroye thé before oure facertherfore be noe 
ye afra yed of them. 


ne Antiochus,tull he came agayne. 

Moꝛouer, he gane him half of bis hooſt E 
and elephantes, committed vito bin cuery 
thinge of bis mynde , concernynge thofe 
which dwelt in Juda, and Gerufalem : that 
be ſhulde ſende out anarmy agaynft them, 
to deſtroye and torote out the power of Sf 
rael and the remnant of Sjecufalem: to put 
out their memoziall from that place, to fee 
firaungers for to inbabit alltbeir quarters, 


and to parte their londe amõge theim. Thus 
thetynge toke the otber parteof the booff, 
and departed from Antioch (a cite of bis 
realme) ouer the water of Euphrates. in the 
hundreth and rlvij-yeare,and wente thorow 
the bye countrees. 

And Lyfias choſe vnto him prolomy the 
fome of Doziminus , Nycanoẽ and Gorgi- 
as mightic men, z the Eynges frendes. The⸗ 
fe be fent with rl .choufande fote men and 
viſ thouſande horſmen, for to go into * lon 
de of Zuda, and to deſtroye it,as the kynge 
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As fooncas be had ſpolen thefe wordes, 
he leapte fovenly vpon che. Thus was Ge- 


The t. bole of che LaacBabees, 


commaunded. So they wente forth with all 

their power, and came to Emmaus in to 

the playne felde. When the marchaũtes ber 

Detbherumoure of them, they and their fer- 

uauntes toe very moc filucr and golde, for 

tobyethe children of Iſtael to betheir bon- 
de nien. Chere came vntothem alld yet moo 

men of warre on enery fyde, out of Syria z 

the fromtbe paleftynes. 

S$ Clow when Judas and bis bꝛethꝛẽ fawe 
chat trouble increaſed, and that the hooſt 
Drew nye vnto their bozders:confideringe F 
Eynges wordes which be commaunded vn 
tothe people:namely,that they ſhuide vtter 
Ly waiſt and deftroyechem: Chey fayde one 
to anot her: Let vs redzeffe the decaye of ou 
ve people, let vs fight fo: oure folte and for 
oure Sanctuary. Chen che congregacton 
were ſoone ready gathered to fight. to praie 
and co mate fispplicacion onto God foz mer 
cy and grace. 

2s ee Jeruſalem it laye voyde and was 
as it had bene a wylderneffe. Chere wen · 
te no man it nor out at it and the Sanctua ⸗ 
ry was trodendowne. The aleauntes kep 
te the caftell, therewas che habitacion of 
the deithen. The myrth of Jacob was ta 
Een awaye the pypez the barpe was gone 
front amonge then. 

The Iſtaelires yathered them together, 
and camero Maſpha before Fernfalem: for 
in Maſpha was che place where they pray 
ed afore tyme. Sothey fated that daye,and 
put ſackciothes vps them caſt aßſhes vpon 
ther heades, rente their clot hes, and layde 
forth the bobes of chelawe(wherout $ Hei · 
then foughe the licfneffe of cheir ymages) 
and broughe the preftes omamentes , the 
firfilinges andthe Cyches. They ſet there al 
fo the abſteyners( which had fulfilled their 
dayes) before God,and cried with a loude 
voyce towarde heauen, ſayenger what fhal 
we do with theſer and whither ſhall we ca · 
ry them awa ye? 

Sorthy Sanctuary is troden downe and 
Sefyled, chy preftes are come to bewyneffe 
and difhonoure : and beholde, the Heitben 
are cometoyetber for to deftroye vs. Chow 
Enowefé what thiges they ymagyn againſt 
vs. Ho w ma ye we fEonde before el excep 
tethou(o Sod)be oure helper 

They blewe out the trompettes alſo with 
a loude voyce. Then Judas ordened cap, 
taynes ouer the people: duer thouſandes, o⸗ 
uer bundzedes,oucr fiftie, and ouer ten. Bue 
as for ſoch as buylded them houſes, maried 
wyues, planted them vynyardes, and thoſe 
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that were fearfull: be commaunbdedtbeme- 
uery man to go bome, acozvingeto * awe. 
Sothe hooft remoued, and pitched vpon 
the South ſyde of Emmaus. 

And Judas fayde: WArme youre felues, be 
ſtronged omy childzert mate you ready a- 
gaynſt tomorow inthe momynge, chat ye 
maye fight with thefe people, which area. 
grecd together co deftroye vs z gure Sanc> 
tuary Better is it for vs co dyein battayll, 
ther to feoure people and oure Sanctuar 
in ſoch amiferable cafe. Meuertheleſſe, as 
willis in heauen, ſo be it. 
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The ll. Chapter. 
x Hen toke Gorgias fyne chonfande A 


men of forc,andacboufande of che tofephus 
aw) beft horxfinenzand remoned by night, ubilupra. 
tocome nyewhere * Jewes hooft layeand 
foto flaye chem fovdenly. Crow the mentbat 
kepte the caftell, werethe coueyers of them. 
then arofe Judas to finyte the chefe and 
peyncipall of the tinges booft at Emimane, 
for thearmy was noe yet come together. In 
the meane ſeaſon came Gorgias by night is 
to Judas tentes:z shen be foundeno man 
there, be fought chemin the moscaynes,and 
thought they bad bene fled awaye becaufe 
of bim. Sut whe it was daie, judas hewed 
him ſelf tn $ felde with thre thonfande men 
only , which bad nether barneffe ner ſwear ⸗ 
Des to their myndes, 
But on the other ſyde, they fawe that 
the Heithen were mightie end wel barnef- 
fed, and their horſmen aboute eben, and all 
thefé wel experte in fettes of warre Ther 
fayde Judas to ¥ men that were with hime 
Searenot ye the multitude of them, be noe 
afrayed of their violente runnynte:rement- 
bie bowoure fathers were delynered in the 
reed (ee, when Pharao threatned chem with 
a greate hooft. Euen fo let vs alfo crienorw 
towarde beauen:andebeL ORDEfhall bas 
Ue mercy vpon vs, and remembre the co- 
uenaunt of oure fathers, yee and deftroye 
2-4 
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this hooſt before oure face this daye: An d 
all Seirhen ſhal Enowe, thar tris God bim- 
feif which delynereth and ſaueth Iſtae 
Then the Heicben life vp their eyes: and 
whenthey ſawe that they were commynge 
agaynſt them, they wente out of their ten- 
es ino the batrayll:and they chat were vh 
Judas, blewe vp che — -Sothey 
BucFled together, and the Heithen were dif- 
comficed, and fled ouer the pla yne felde: but 
the hynmoft of chem were layne. For they 
folorwed vpon them vnto Aſſaremoth, and 
in to the feldes of Idumea torwarde Azot 
and Zamnia: ſo chat there were flayne of 
them vpon a thre thouſande men So Ju⸗ 
das turned agayne with bis hooſt, and ſa y⸗ 
de vntothe people: Be not gredyof F [poy 
les, we baue yet a battayll to fight: for Goz 
gias ⁊ bis hooſt are bere by vs tn chemoun- 
taynes, but ſtoͤnde ye faſt aga ynfé oure ene- 
mies, and ouerceme them; then maye ye fafe 
ly take the fpoyles. 
CAcs Judas was ſpeal ynge theſe wordes, 
there apeared one parte of them vpon the 
moune · But when Gorgias ſawe that they 
of bis partie were fled, and the tentes brent 
vp( forby the ſmoke they might vnderſton· 
de what was done) they perceanynge this, 
were very fore a frayed: and when they fare 
alfo that Judas and bis booft were in $ fel- 
Deready to firyte battayll, chey fled cuery- 
chone in tothe londe of the Heithen. 

So Judas curncd agayne to fpoyle the 
tentes , wherethey gat mod) golde and fyl- 
ner, precious fiones, purple z greate riches. 
Thus ehey wente home,and ſunge a pfalme 
of thanbeſgeuynge and prayſed Godin bee 
uen:foz beis gracions, and bis mercy endu- 
reth foz ener: And ſo Iſtael had a greate vic 
tory in that daye. 

Now all the Heithen thacefcaped, ca- 
me and tolde yſias every thingeasit bap 
pened. Wherfore Lyfias was fore afrayed 
and greued in bis mynde, becauſe Iſtael had 
Noe gottẽ ſoch myſfortune as be wolde they 
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Che nexte yeare folowinge, gathered Ly- 
fies che [core thonfande chofen menof fo- 
te,and fyue thouſande horſmen, to fight a- 
gaynſt them. 

So they came in to Jewry, and pitched 
their tentes at Bethoron, where Judas cae 
me agaynſt them, with ten thouſande men. 
And wher be fawe fo greate mightic en 
Hooſt, be made bis prayer and ſa yde: Bleſ 
fed be thon (o fantoure of Iſtael which did 
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te, inthe hondeof thy ſeruaunt David, and 
ganefé che hooft of the Heithẽ into the hon 
Deof Jonathas (che fonne of Saul and of 
bis weapen bearer. 

put chis booft now into the honde ry 
people of Biracl, and let chem be confoun· 
ded int their multitude and boefinen . Make 
them afrayed, z difcomforch che bolones of 
their firength , $ chey maycbe moued tho- 
row their defiruccion. Café them dorone tho 
row the fivearde of thy louers, then ſhal all 
they chat Enowe thy name, prayfe the with 
thantcfgenynge. 

So they ftrote the batell,and there were 
flayne of Lyfias boo, fyue thouſande men⸗ 
Then Lyfias feynge the difcomferynge of 
bis men, andthe manlyneffe of the Fawes, 
how they were ready, ether te lyuc orto dye 
hte men: He wente vnto Antioche and djo- 
feout men of warve:that when they were 
gathered together, they might comeagay- 
ne into Jewry. Then fayde Judas and bis 
biethren:beboldc, oure enemiẽs are difcomfi 
tede Tet vs now go vp, to cléfeandto repay 
rethe Sanctuary. 


eae? — 


Vpon this, all the hooſt gathered them 
together, and wente vp vito mount Sion. 
Low when they fawethe Sanctuary laied 
woaifé,che aulter defyled, the dores bent vp, 
the hrubbes growinge in the courtes, lite 
GS ing wod or vpon mountaynes, yee and 
thatthe preftes Celles were broken Downe: 
They rente their cloches, made greate lamen 
tacion, caſt afifhes vpontheir heaves, fell 
done flat to the grounde, madea greate 
noyfe with the trompettes, and ariedtorwar 
de heauen. 

Chen Judas apoynted certaynemento 
fight agam̃ſt thoſe which were inthe caftel, 
till they bad clenfedthe Sanctuary. So be 
choſe preſtes ỹp were vvndefyled, ſoch as bat 
pileafizre in the lawe of God: and they den- 
fedthe Sanctuary bare out the defyled ſto 
nes inte an vncleane place. nd ſor ſð moch 
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as che aulter of burnofferynges was vnha 
lowed, be tote aduyfement, whatbe might 
do withall:fo bethoughe it was beſt to deſ⸗ 
troye itleſt it ſhuide happen to do them eny 
Phame)foz che Seithen had de fyled it Tther⸗ 
fore they brake tt dorvne. As for che ſtones, 
they layed them vp vpon the mountayne by 
the boufé ine conuenient place:till chere ca 
me & prophet co ſhewe, what ſhulde be done 
with chem. 

So they toke whole ſtones acordingeto 


s§ 


—— 20 the lawe and buylded a new aulter ſoch one 
—— 
——— 


as wes before,and made vp che Sanctuary 
within and without, and balowed the cour 
tes,C bey made nev omamentes,z brougbe 
¥ candilfticke, the aulter of incenfe,and the 
tablein coche temple. The incenfelayed they 
vpon the anleer,z lighted tyelampes which 
were vpon the candilfticfe, chat they might 
burne inthe temple. Chey fee the ſhewored 
vpon the table, and banged vpthe vale,and 
ſet vp ? cemple, as tt was afore And vpon 
the rev. dayẽ of the ir. monech( which is cal 
led che moneth of Caflesyinthe C.xlviij· yer 
resthey rofe vp by cymes in the moznynge 

‘tee cacordinge to thele¢we) v- 


for to d0facri| 
pon the new burncoffrynge aulter,chactbey 
bad made:after thetyme and feafonebat ¥ 
Heithen had defiled it. The fame daye was 
it ſet vp agayne, wich fonges pipes, har pes 
and cymbales. 
G Andall che people fell vpon their faces, 
worſhippynge and chantynge the God of 
Deauen, which had geuen chem the victory. 
So they tepte the dedicacton of the aulter 
vit]. Deyes , offerynge burntfacrifices and 
thantofferinges with gladneffe.C hey deck 
tecbe temple alfowith crownes and fhyl- 
des of golde, andbhalowed che portes and 
celles, and banged dozes vpon them. Thus 
was there very greate gladnes amonge the 
people, becanfe the blaſphemy of che Seithẽ 
was put awa ye. 
So Judas and his bꝛethren with the 
whole cõgregacion of Iſtael ordened that 
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de be kepte in bis ſeaſon from yeare to yea- 
re, by the fpace of vitj.vayes, fromthe rrv. 
Daye of the moneth Caflew: yee andebatwd 
myth and gladneffe. 

And at the fame tyme buylded they vp ¥ 
mount Ston with bye walles and ftroage 
towres rounde abente: leſt $ Gentiles Pyul 
De come and treade it downe, as theydyd a⸗ 
fore. Ther fore Judas fee men of warre init, 
to kepe it: and madcit fronce, foztodefen- 
de Bechſura: thar the people might haue 
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a refuge agaynſt the Edomites. 
The v. Chapter. 

T happened alſo chat when F Hei- 

thenrounde aboute berde, horw that 

the aulter andthe Sanctuary were 
fec vp in cheir olde eſtaterit difpleafed chem 
very ſore wher fore they thought to deſtro ye 
the generacion of Jacob that was amon 
getbem : Fn ſo moch that chey beganne to 
flayeandco perfecure cerrayne of ¥ people. 
Then Judas foughe againſt the dildzen of 
Eſau in Youmes, and aga ynſt thoſe whidy 
were at Arabathane (for they dwelt reunde 
aboute ¥ Iſraelites) where be flewe zfpoy 
led a greate multitude of thé. de thought 
alfo vpon the malice and vnfaithfulnes of 
thechildien of Bean, howcthey were a ſna⸗ 
re and ſtoppe vnto * people, andbow they 
layed waite fort hem int the bie waye: wher- 
foie he [hut chem vp in totowers, and came 
vnto chent, condemmed them, and brent vp 
their comzes, with all chat were in them. 

Afrerwarde wente be agaynfé the chil · 
dren of Ammon, wherof be founde ¢ migh 
tie power and a greate multitude of people, 
with Tymothy their captayne. So be ftro- 
ke many batrayls with them, which were 
Diftroyed before him. And when he had flay 
netbem,be wanne Gaser the cite, with the 
townes belongingetherco, and [> turned a- 
gayne in to Jewry. The Heithen alſo in Ga 
laad gathered them togecher , agaynſt the 

ſſtaelites that were in their quarcers,to 

a ye them: butthey fled co che caftel of Da 
theman, and ſent letters onto Judas end 
bis biethzen, fayenge: The Heithen are ga- 
thered agaynft vs on encry fyde,to deftroye 
vs, and now they mate the for to come and 
Taye fegetoy caftel, whervnto we are flcd,z 
Timothy is the captayne of their hoof: co 
me therfore, and delyuer vs out of their bow 
‘des: for there is a greate multitude of vs 
flayne all ready. ec and oure brethren that 
were at Tubin,are flayne and deftroyed(well 
nye a thouſande men)and their wyucs,their 
childzenand their goodes haue the enemies 
ledawaye captyue. 

Whylethefe letters were yet a readinege, 
bebolde, there came ober meffatigers from 
Galilee, with rente clothes: which dolde euen 
the fame tydinges, and fayde, that they of 
Prolomais, of Titus and of Sidon were 
gathered agaynfé chem, and that all Gali- 
lee was fylled with enemies to deftroye Iſ 
rael. When Judas and ? people herdechis, 


4 
Tofephus 
cap. ta.lle 
bros. 


Ezeas.c 
and 35. 


a a · ioe 


B 


they came together(a greate congregacion) z.atacg.c 


to deuyſe, what cheymcahrde forebeir bee- 
ig 


Khe i. bokeof the Machabees. 


thren, chat were in trouble and befeged of 
their enemies . And Judas ſayde onto Sy- 
mon bis brother: chofe ? out cercayne men, 
and godelyner thy brethren in Galilee: As 
fozmeand my brother Gonathas,we wyl s⸗ 
into Galaavichim. Go be left Jofephus * 
fonne of Sachary,and Wfarias,co be captay 
nes of the people and to kepe the remnaunt 
of the hoot in Jerry,z commaunded chen, 
fayenge: Takethe ouerſight of this people, 
and fetbat ye make no warre aga ynſt che 
Heit hen, vntill cheryme that we comeagay 
ne. And vnto Simon be gaue thie tboulan- 
de men for to go into Galiles, bur Judas 
himſelf bad eight chouſande into Galaadi 
tbim. 

Then wente Symon in to Galilee, and 
rote dyuerſe bacels wb the Heithen: whom 
be difcomfited, and folowcd vpon them vit 
roche porte of prolomais . And there were 
flayne of che Heithen allmoſt ig. choufande 
inen. So becotethe fpoyles of chem, and ca 
ried awa ye the Iſtaelites (ebat were in Ga~ 
lilee and Arbatis ) with cheir wyues, their 
childienand all chat chey bad,and brought 
them into Jewry with greace gladneffe. Ju 
das Machabeus alſo and bis brother Jona 
thas,wente quer Jordane, and trauayled iij. 
Dayes tourney in the wylderneffe:YOberethe 
Llebuchees met them, and receaued them lo 
nyngly, and tolde thẽ euery thinge that bad 
bappened vnto their brethren in Galaadi- 
thin, and bow that many of chem were be 
féged in Baraſa, Dofoz, Alimis, Cafphoz, 
Mageth and Carnaim ( all chefe are firon- 
ge walledand mightie greate cities and * 
they were Fepte in ocber cities of Salaad al 
fo:and comozow they are apoynted co bryn · 
ge their hooſt onto theft cities, to cake them 
and to wynne them in one Daye. 

So Judas and bis hooſt turned in all the 
haiſt in che wilderneffe towarde Boſor. and 
wanne the cite, flewe allthemales with the 
[rearde, coke all their goodes, and fee fyze 
pon che cite. And in the night chey tote 
their iourneye from thence, and came to che 
caſtell. And by tymes inthe momynge when 
they loked vp, beholde, there was an innu- 
merable people bearynge laders and other 
inſtrumẽtes of warre, to take the caftell and 
to ouercome them. 

When Fudas ſawe thatthe battayll be- 
Sanne, andebat the noyſe therof wente vp 
and range in to the Heauen, and that there 
was fo greate a crie in the cite: He ſayde vn⸗ 
to bis hooſt: fight this daye for youre bie- 
thꝛen. And ſo came bebynde cheit enemies 
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in thre companies, and blewe vp the trom- 
pettes,and cried in cheir prayer to Gov. 

But as foone as Tymothis hooſt per- 
ceaned that tiiachabeus was there , they 
ficd from bins, and ? other flere chem dow 
ne vight [ore : fo that there were tylled of 
themebat fame daye,allmoft eight thoujan 
demen. Chen departed Judas vnto Maſ 
pha, layed fege vñto it and wanne it, flewe 
all che males in it,fpoyled it, and fer fyre v⸗ 
pom it. Frem thence wente be andtokeCaf- 
bon, Wageth, Boſor anv che other cities in 
Galaavd. 

After this gathered Timothy another D 
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phon beyondẽ the water. Judas ſentto fpye 
the hooft,and chey brought him worde agai 
ne,fayenge: All che Heichen that be rounde 
aboute vs, are gathered vnto bim, and the 
hooſt is very greate: mee they baue hyred 
che Arabians co belpechem, zhane pitched 
their tentes beyonbdethe water, and arerea- 
Dyto come and fight aga ynſt the.So Judas 
wente ontomete them. 

And Timothy fayde vntothe captaynes 
Of bis booft: when Judas and bis hooſt co- 
menye the ryuer: yf be go ouer firft,we ſhall 
not be ableco withftonde him; for why, be 
wil be to fironge for vs.But yf be darre noe 
come ouer, ſo chat be pitch bis cence beyone 
dethe water chen will we go over, for we 
fhalbe ftronge ynough agaynftbim. Clow 
as fooneas Judas cametotheryner, he ap · 
poynted certayne ſcrybes of the peopie and 
conmaunded them, ſayenge: ſe chat ye lea⸗ 
ue none behynde vpon this ſyde of * ryuer, 
but let euery man cometothebattayll. So 
he wente firſt ouer vnto them, and bis peo- 
ple after him. 

And ail the Heithen were diſcomfited be 
fore him, and lettbeirweapens fall, and ran 
nein to the temple chat was at Carnaim. 
Which cite Judas wanne , and brent the 
temple wich all § werein it: Go was Care 
naim ſubdued, and might not withftdoe Ju 
das. Then Judas gachered all the Iſracli⸗ 
tes that werein Salaadithim, from > leeſt 
onto the moſt, with their wynues and their 
children (a very greace booft ) for to come in 
to the londe of Juda. 

Sothey came vnto Ephron which was S 
a mightie, greate and fironge cite, and laye 
in their waye. For they coude not go by it,ne 
ther of the right honde ner of the left, but 
muſt go thozow it . Neuertheleſſe they that 
were inthe cite, wolde not let them gotbo- 
row, but walled vp che portes with ſtones. 
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And Judas ſent vnto thẽ with peaceable 
wordes ſayenge: Let vs paſſe thorow youre 
londe t hat we maye go in to oure owne coũ 
tre: there ſhal no body do you barme, we wil 
but only go thorow. But they wolde noc let 
then in. 

Wherfo.e Judas commanded a procla- 
macion to be made thorow ont the boofk, 
that enery man ſhulde Eepe bis ordre: and ſo 
they dyd their beſt lite valeaunt men, 


And Judas befeged the cite all that daie 
and all chat nighe, and (> wanne it: where 
they ſlewe as many as were males , aud def? 
troyed the cite,qnd fpoyled it, and wẽte tho 
row all the cite quer chemebat were flayne, 
Then wente they quer Gordane ist to che 

layne filve before Bethſan. And Judas 

elped chofe forwardethat came bebynde, 
and gauetbe people good exortacion all ¥ 
mae thozow, cilltbey were come in to the 
londe of Juda. Thus they wente vp wn- 
tothe mount Sion, where they offred with 
myth and chankefgenynge : becanfe there 

were none of them (layne, but came home a- 

gayne peaceably. 

Llow what tyme as Judes and Jona⸗ 
thas were in che londe of Galaad, and Sy- 
mon their brother in Galilee before ptolo- 
mais : Then Joſephus the fonne of Sacha- 
ry and Afarias the captaynes, hearinge of 
the actes that were donc and of the battels 
that were ſtroben ſayde: Let vs get vs a na⸗ 
me alſo, and go fight agaynft the Heithen 
that are rounde aboute vs, 

§ Sorcbhey gaue their hooſt a commaunde⸗ 
ment,and wente towarde Jamnia. Then ca 
me Gorgias and bis menout of the cite,to 
fight aga ynſt chem: Joſephus alfoand Aſa 
rias were chaſed vnto * borders of Jewry 
⁊ there wereflayne Poaye of * people of Gr 
reel ij. M. men: ſo Hrbere was a greate mi- 
fery amdge ¥ people,z all becauſe they were 
not obediét vnto Judas z bis brethren, but 
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fully. Neuertheles they came noe ofthe ſe⸗ 
de of chefe men, by whoͤm Ffrael was bel- 
ped Sut the men thar were with Judas, we 
re greatly commended inchefight ofall IE 
rael and all Heithen, where fo euer theirna- 
me was berde vps, and the people came vn 
to them byddinge them welcome, 

After this wenre Judas forth with bis 
brethzen,and fought ãga ynſt the chilozen of 
Eſau, in ehelonvde lieth cowarde the fourh 
where be wanne the cite of Hebron and the 
tones that lye beſyde it: and as for tbe wal 
{es and torres rounde aboute it, be brent 
them vp. Then remoued he to gomrotheld 
de ofthe Philiſtines, and wente thorow Sa 
maria. At the ſame tyme were theremany 
prefics ſlaine in > battã yll. whidy wilfully ẽ? 
without advyſement wente out ſor to fight 
to get them honoure. And when Judas ca- 
me to Azot in the Philiſtynes londe, be bra⸗ 


ke downe their aleares brent the ymages of eut. .a 


their Idols, ſpoyled the cities, and came a⸗ 
ga ynẽ in to the londe of Juda. 
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led t horowthe bye countrees,be her 
de that Elymas in Perſia was ano- 
ble and plenteous cite in filuer and golde, z 
that there was init a very rich temple:robe- 
reas were clothes, cote armonres and fhyle 
des of golde, which AWlerander che fonne of 
bilippe Eynge of Macedonia had left be- 
ynde hüm. Wher fore be wente abonte to ce 
Fe the cite and to fpoyleit, but be was noca- 
ble:foz} citifés were warned of it,z foughe 
swith hĩm. And ſo be fled,and departed with 
greate benyneffe, z came agayne into Babi 
fon. Moꝛouer there came one which bionght 
bim tidinges in perfive, ¥ bis hoofies whic 
were in thelonde of Juda, were dryuen a⸗ 
waye,and bow thar Lifias wente forth firſt 
with @ greate power , and was dryuen a⸗ 
waye of the Jewes: bow theybabd wonrte 
the victory, and gotten greate goodes ont 
ofthe booftes that peryfhed : howthey had 
broken downe the abbominacion, which be 
fet vp vpon the altare at Jeruſalem and 
fenced the Sanctuary with bye walles, lie 
Ec asit was afore : yee and Bet hſura his ci · 
tealfo. i 
So it Hhaunced,that when the tinge had 
berdethefe wordes, he was afrayed oS gre 
ned very fore. Wbherfore be layed bim Sorone 
vpon bis bed, and bind ficke for very fozowes 
and all becanfeit bad not happened as be 
bad deuyſed. And chere continued Helonge, 
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for bis grefe was ener more and more. ſo 5 he 
ſawe be muſt nedes dye. Therfore he ſent for 
bis frendes,z ſayde vnto them: ? flepe is go 
ne fro mine eyes, foz ?* very ſorowe ⁊ veracid 
of herte p I haue. Foz when J conſidre in my 
mynde F greate aduerſite y I am come vnto 
and che noudes of benyneffe which Fj amin, 
where as afore tyme was ſo mery, and ſo 
greatly fet by (by reajon of my power) gai 
Ne, cofidcringe > enell $j bane done at Jeru 
fale, from whence J coke all $ riches of golde 
and fylucr $ were mt it, z fent co fetch atwaye 
the inbabicours of Jewry withouteny rea ⸗ 
fen why: tnowe, F theft doubles are co- 
me vpon me for the fame canfe. And bebol- 
de, FJ muſt dye with greate[ozow in a ſtraũ · 
gelonde, 

Then called he for one Philippea frende 
of bis, whom be made ruler ofall bis realme 
and gave bim the crowne, bisrobe and bis 
rynge: that be ſhulde tate bis ſonne An⸗ 
tlochus unto bim and bzynge bint vp,cill be 
migheraigne himſelf. So the Eynge Antio· 
chus dyed there, inebe Crliz.ycare. When 
Ayfias Enewe chat thet ynge was decd, be 
exdened Antiodyus bis forme (whom be bad 


brought vp) toratgne tn bis fathers ftea- 
De)and called him Lupacoz. Now they 
thac e inthe caftel( at Jeruſalem) kepte 


inthe Jewes rounde abourcthe Sãctuary. 
and ſoũght ener ſtyll co do them harme, foz 
the firengebenynge of che Heithen. 
ber fore Judas choughe to deftroye 
them, and called all the peopletogetber, ỹ 
they might laye fege onto them. So they ca 
metogetber inthe Cl. yeare,and befeged thé 
layenge forth cheir ordinaunce and inftrn- 
mentes of warre. Then certayne oftbhem ỹpÿ 
were befeged wente forth (vito whom fo- 
me vngodly ment of Iſtael royned che ſelues 
alfoyand wente onto the Eynge,fayege: Horo 
longe wil it be or thou punyſh and avenge 
oure brethren? We haue bencenermynded 
to do thy father ſeruyce, to walte in his fta- 
tutes, and to obe ye his commaundementes: 
Ther foꝛe oure people fell from ve, and whe- 
re ſo euer they founde eny of vs, they flewe 
them: and they haue not only medled with 
vs, but with all oure countrees: and bebol- 
de, this daye are they befeginge the caftell 
at Fernfalem, and haue made vp the ftron- 
te holde in Sethſura: And yfchou doeſt 
not preuente them right foone, they wil do 
more then theſe, and chou ſhalt not be able 
to overcome them, 
When the kynge herde this, be was very 
angrie, and calledall bis frendes, the cap- 
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taynes ofbis fote men and ofall bis boxe 
men together. He byzed men of warre alfo 
out ofotherrealmes and out of the Iles of 
the fee, which came vnto bim. And che nom- 
bre of bis hooſt was an hundꝛeth choufan- 
de foremen,and twent ye thouſande horſmẽ. 
⁊xxxij. Elephantes wel erercifed co batcayll 
Theſe came thozor Idumea onto Bethſu⸗ 
ra, and befegedit a longe ſeaſon, and made 
dyuerſe inférumentes of warre agaynſt it. 
Bue che Fewes came out and brent them, 
and fought lite men. Then deparced Judas 
from the caftell at Jeruſalem and remoued 
PF Hoofé cowarde Bethzacarã ouer aga ynſt 
thetynges armye. 

So che Eynge arofe beforethe daye, and 
brought the power of bis hooſt into * waie 
to Bethsacaran, where the hooftes made 
them tothe battayll blowynge the trompet 
tes. And to pꝛouoke the Elephantes for to 
fight, they ſhewed them the fappe of reed 
grapes and molberies. And deuyded the E⸗ 
lephantes amonge the hooſt:ſo that by eue · 
ry Elephante there ſtode a M. men welbar 
neffed, and belmertes of ſtele vpon their bea- 
Des :Mec vnto every onc ofthe Elephantes 
alfo, were ordened v. C. bozfinen of the beft, 
which waited ofcheElephante, goinge whe 
re ſo ener be wente, and departed not frons 
him. Euery Elephant wascoucred wh a ſtrõ· 
— of wod, where vpon were rrry.va- 

eaunt mene weapensto fight, z within it 
was a man of Inde to rule che beeſt. 

As forthe remnaunt of the horſmen, be 
ſet them vpon both the fydesin two partes 
with trompettes, to prouoke the boot, and 
to ſtere vp foc as were flowe inthelarmye. 
And when the Sonne hone vpon their ſhyl 
des of golde and ficle,the mountaynes glifte 
redagayne at them,z were as bright as the 
creßſhettes of fyre. Thetynges hooſt alſo 
Was Dewyded, one parte vponthe bie moun⸗ 
taynes,the other loͤwe beneth: (o they wente 
on tal ynge good bede,and Eepinge their o2- 
dre. And all they thar dwelt in the londe, we 
reafaayed ar the noyſe oftheir hooſt, wher 
the multitude wente forth , and rben the 
the weapens ſmote together, forthe booft 
was both greate z migbtie. Judas alfo and 
bis hooſt entred into the battayll, and ſlewe 
‘vj-C.men of the kynges armye. 

Clow when Eleaſar thefonne of Saura 
dyd ſe one of * Elephantes deckte v chet yn 
ges badge and was a more goodly beeſt thẽ 
the ot her Ve thought ? kinge Phuldetevps 
him, and ioper de himſelf to delyuer bis peo- 
ple, and to get him a perpetuali name, 
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Wherfore be ranne with a corage vnto 
the Elephante in che myddeſt of the hooſt 
ſmyeinge chem dorone of both the fydes, 
Gnd flewe many aboute him. So wente be 
to the Llephantes fere, and gat bin vnder 
him aud flere bim:then fell che Elephance 
Downe vponbim, and there hedyed. Judas 
alfo and bis men feinge the power of the tin 
ge and the mightie violence of bis hooft,ve 
Parced from chem. And the Eysges armye 
wente vp aga ynſt chem cowarde Fernfa- 
lens, and pitched cheir tentes in Jewey befy- 
demount Sion. Moꝛouer the kynge toͤbe tru 
ce with them that were in Bethſura. 

Dut when chey came out of the cite, be- 
caufe cheybadno vycales within, andthe 
londe la ye vistylled)cbe kynge toke Bethſu⸗ 
ra, and fet men to kepẽ it, z curned bis hooſt 
to che place of che Sanctnary,and layed fe- 
ge to id a greate whyle. Where he made all 
maner ordinance: handbowes , fyzie dar· 
tes, rackettes to caft ſtones ſcorpions to fhu- 
te arowes, and flynges. The Jewes alfo me 
de ordinaunce sgaynfEcheirs,and fought a 
longe ſeaſon. 

Bute inche citechere were no vytayles, 
for it was che feuenth yeare of the warres, 
and thoſe Heithen that remayned in Jerw- 
ry bad eaten vpallebeirftoare. And m̃ the 
Sanctuary were few men lefte, for the hun⸗ 
ger cameo vponthem, thatthey were ſca⸗ 
tered abrode euery man to bis owne place. 

So when Lyfies berde, chat philippe 
(wohom Antiochus the kynge whyle be was 
yet lynin ge, bad ordened cobringe vp An⸗ 
tiochus bis ſonne, that be might be kynge) 
WAS come agayne out of Perfia and Me⸗ 
dia with che Eynges hooſt and thought ro 
opta yne the Eyngdome: He gat bimcothe 
Eynge in all che haiſt andto the captaynes 
Of che hooft,and fayde: we decreafe daylic, 
andoure vytales are but finall: Agayne,ebe 
place that we layefege vuto, is very ſtron⸗ 
ge and it were oure parce co fe for the real- 
me. Let vs agre with chefé men and tabetru 
ce with them and with allcbeir people, and 
grauute them tolyue after cher lawe, as 
they dyd afore. For they be greued anddo all 
thelecbinges agaynft vs, becaufewe baue 
deſpyſed their lawe. So the tynge andebe 
prynces were content,and fent onto them to 
mee peace, and they receaned it. Clow whe 
the Eynge and the pzynces bad made ar 
ooth vntothem,they came out of the caftel, 
and the Eynge wẽte vp to mount Gion. But 
when bc ſawe that > place was wel fenced, 
he brake the oot hthat be bad made, and coms 
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maunded to deſtroye the wall rounde abou⸗ 
re. Then departed he iñ all che haiſt, an re- 
turned vntos Antioche. where be founde Phi 
Lppe banynge dominion of the cite. So be 
fought aga ynſt bim,and cote the cite agay- 
ne it to his hondes. 
Che VI.Chapter. 

Ui the Cj. yeare came Demetrius > 

ſonne of Seleucusfrom $ cite of Ro. 
AM, mewd ¢ finall company of men, vate 
a cite of the fee coaft, and there be bare rule, 
And it daunced,thar wheů becamero An⸗ 
tioch the cite of bis pzegenitours, bis hooſt 
toke Antiochus and Lyfias,to brynge chenr 
vnto him But when it was tolde bim,be ſai 
derlet me not fe heir faces. So the hooſt put 
them to death. Mow when Demetrius was 
fee vpon che crone of bis kyng dome there ce 
ine vnto him wicked and vngodly men of 
Iſrael: whofe captayne was Alcimus,thac 
wolve baue benemave bye pꝛeſt. Theſe men 
aceufed the people of Iſtael vnto the Eyn- 
geofayenge : Judas and bis beethien bane 
flayne tby frendes, and drynen vs out ofou- 
re ornelonde. YOberforefende now fome 
man(co whom thou genefé credence) tbacbe 
maye go and fe allebe deſtruccion, whic be 
bath done vnto vs andro the kynges londe, 
and let him be puniſhed with all bis fréves 
and fauonrers, 

Then the Eynge chofe Bachives a frende 
of bis, which was aman of greace power tm 
the realme( beyonde the Greate water and 
faith fill vnto che Eynge: and fent him to fe 
thedeftruccion that judas baddone. Ano 
as for that wicFed Alcimus, he made bim 
Dye piefé,and commaunded bin to be aves 
ged ofthe childienof Sftael. Gothey ſtode 
vp and came with a greate hooftinco Flow 
de of" ‘Gude, fendingemeffad. gers to Judas ⁊ 
bis bꝛrethaẽ. ſpeakinge vnto them w peacea 
ble wordes: bůut under difceate. Therfore In 
dasz bis people beleued not their faite, for 
they lawe ỹ they were comerda greate hooſt 

After this came ? feribes together unto 
Alcimus z Bachtdes,teuftinge the beſt vn⸗ 
tot hem. Aud firſt >A ffideans requyreb pea 
ecofthem,fayenge: Aicimus pꝛeſt is come 
ofthe fede of Aars, bow can he diſceaue vo? 
So they gaue them lonige wozbdes, r ſwore 
vntot hem. and fayde:we wil do yor no bars 
me, netber youre frendes : and chey beleued 
them. Butebe very fame daye coke theylr. 
menofebem,z flewetbt:acordingeco $ wor 
des Fare weicté:They bane café Fflefh of $ 
fanctes,z fled their blonde roude abeute fe 
rofalé,zchere was nomã Pwolve bury cha, 
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So there came a greate feare and drede 
amonge the people, ſayengerthere is nether 
trenth nor righteouſneſſe in chem , for they 
bane brokẽ the appoyntment and ooththat 
they made. And Bachides remoucd bis 
Hooft from Jeruſalem, and pitched bis ten · 
te at Berbsecha : where he fent forth, and 
tote many ofthemrba bad forſaken bim: 
de ſlewe many ofthe peopleal(o, and café 
thems into a greate pytt. Chet commitced 
he the londe vᷣnto atiamns ,and lefe men of 
warre with him to belpe bins, and Bachi- 
bes bimfelf wente onto the Eynge. And 
thus Alcimus defended his hie prefEhove, 
and all ſoch as vered Iſrael, reforted vnto 
bin: In fo moc chat they optayned thels- 
—— moch euell vnto the Iſ⸗ 
raelitẽs. 

Clow when Judas fawe all the myſchefe 
ebat Alcimus Bos bis company bad done 
Cyee moze then the Heithẽ chem felues) onto 
the Iſraelites: He wente forth rounde abou · 
te all the borders of Jerry, and punyſhed 
thoſe vnfaithfull rennagates, ſo that they 
came nd more one: inepebe countre.So whe 
Alcimus fawe, that Judas and bis people 
bad gotten the vpperbande , and that be 
xvas not able to abyde them: be wente a 
ga yne to the tynge,andfayde all the worſt 
Ofchem tbat be conde, Chen the bynge ſent 
Nicanoꝛ one of bis chefe prynces ( which ba 
re euell wyl vnto Iſtael) and commaunded 
him * be ſhũlde vtterly deſtroye the 

eople. 

Be Nicanoꝛ cameto Jeruſalem with 
& greate hooſt, and fent nto judas and 
bis beethzen with frendly wordes (but vn · 
Der difceate) fayenge : therefhal be no war 
re betwirte me and you: J wil conse with a 
fer men, to fe how ye 00, with frenfhipe. 
Vpon this be came vnto Judas, andthey 
faluced one another peaceably : but the ene⸗ 
mies rere appoynted totate Judas by vio- 
lence. Neuertheles ic was tolde Gudas, § be 
came onto bim but vnder difceate:wherfore 
De gat him awaie from him, and wolde fe bis 
facenomoze. When Nicanoꝛ perceaned & 
bis councell was bewra yed, be wente onc 
to fight agaynft Judas, beſyde Capharfala 
ma: YWbere there were flayne of Nicanors 
hooſtv M.men:the refidue fled vntothe caf” 
cell of Dauid. 

Aſter this came Nicanor vp vnto moũt 
Sion:and the pꝛeſtes with the elders of the 
people wente forth to falute bim peaceably, 
ztofhewebim > burnt factifices $ were of- 
fered for the kynge. Bur he laughed thẽ to 
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ſeorne mocked thé, defyled eheir offeringes, 


and ſpake dißdanedly; yee and fiveze in bis “e 


woth, fayenge :2f Judas and bis booft be 
not delyuered nor into my bondes,as foore 
as ener J come ayayne( and fayze well) J 
al burne vpthis boule. With chat, wente 
e out in a greate anger. Then che preftes 
came in,and ſtode before che aulter of the tẽ 
ple, wepingez fayenge: Foz ſo moch as thou 
(o LORDE) baft choſen this houſe, that thy 
name might be called vpon therin, and ? it 
ſhulde be an houſe of praier and peticion on 
totby people: Be avenged ofthis maz bis 
booff,and let them be flaynewith > fiveardes 
remembze che blafpbemies ofthens, ⁊ ſuffre 
them not to continue eny longer. 

When Nicanoꝛ was gone from Yerufa- 
falem, be pitched bis cente at Bethozon,and 
there an hooft met bi out of Siria. And Fu 
Das came to Adarſa with iij. M. mẽ ⁊ made 
bis prayer vnto God, fayenge: @ LORDE, be 
cane themeffaungers of Eynge Senacherib 
blafpbemedthe, che angel wente forth, and 


flewean Clxxxv. thouſande ofthens : Euen 
fo deftroye thon this hooſt before vs to daie 
at eople maye Enowe, how that 
bebath Blafpbemed thy Sanctuary:and pu 
nyſh bim,acozdinge to bis maliciouſneſſe. 


And ſo the hooſtes ſtroke the felde the 
thirtente daye of the moneth Adar: and 
Nicanoꝛs Hooft was difcomfited , and be 
himſelf was firft flayne in the battayll. 
When Nicanoꝛs men of warre fawe ehat 
be was tylled, they caft arvaye their sweq- 
pens and fled: burehe “ewes folowedo on 
them an whole dayes tourney, from Ada⸗ 
ser unto Gazara, blowinge with thetrom- 
pettes,and makinge totens afterthem. So 
the Jewes came forth ofall thetornes the- 
reaboute, and bleswe out their bornes vpors 
them, andturned agaynft chem: Thus we- 
sechey all layne, and not one of chemlefte. 
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Then they toke their ſubſtaunce for a 
pray, and ſinote of Nicanors heade z bis 
Anacna · · right honde ( which be helde vp fo proudly) 
and brought it with them, and hãged it vp 
afore Jeruſalem. Wher fore the people were 
erceadingly reioyſed, and paſſed ouer that 


Daye in greate gladneſſe. And Judas orde / 
ned, that ? fame daye(namely che xiij. daye 
of y monech Adar)fhulde be kepte in myzh 
euery yeare. Thus the londeof Judea was 
in reſt a litle whyle. 
The VIL Chapter. 
A Vdas herde alſo the fame of the Ro 
J maynes, that they were mightie and 
AS, velcaunt men, agreableto all chin- 
ges that are requyred of chem, zmake pea- 
ce with all men,which come vnto them,and 
how they were doughty men of firength. 
Befydes chat, ic was colde him of their bat- 
tayls z noble actes which they dyd in Ga- 
lacia, how they had conquered than and 
brought chem wonder tribute:and what gree 
te thinges they bad done in Spayne, bow 
that with their wyßdome and fober beba- 
uoure they had wonne the Mynes of ſyluer 
and golde that are there, and optayned all 
the londe, with orber places farre from thé: 
howthey bad diſcomfited and flayne dow· 
nethe Eynges that came vponthem from 
the vttemofé parte of theearth, and how 
other people geue them tribute euery yeare: 
How they had flayne and ouercome Philip 
pe and perfes kynge of Cethim and orber 
mocin battayll, which bad brought their oz 
dinaunce agaynſt them: how they difcomfi- 
ted greare Antiochus Eynge of Aſia (ebac 
wolde nedes fighe w them hauynge an burt 
dreth and re. Elephantes with horſmen, 
charettes,and avery greate hooſt: how they 
cote bim elf alyne, and ordened bim (with 
ſoch as ſhuide raigne after bim) to paye the 


sMacua @ Greatetrybute, yee and to fynde che good 


ſuerties and plege: Beſydes all this , how 
they bad cake from bim Jndia, Mer 


dia and 
Lydia( bis beſt londes )and genen them ro 
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Eynge Eumenus. Ag ayne, how they percea B 
nynge yỹ the Grekes were cOmynge to vere 
chem-fent againſt thẽ a capraine ofan booft 
which gauc thé batrayll flewe many of che, 
led awa ye ther wyues and childzen captyue, 
ſpoyled thẽ toke poſſeſſion of their londe deſ 
troycd their ſtronge holdes, and ſubdued the 
to be their bonvde men vnto this da ye: Moro 
ner, bore $ as for other kyngdomes 
which fomcyme wit hſtode thé,they deſtroy 
ed chem, and brought them wnder their do⸗ 
minion: But helped ever their orvne frendes 
and thoſe were confederate with chem, z 
conquered kyngdomes both farre T nyer 
who ſo euer herde oftheir rene wne, was a- 
frayed ef chem: for whom they wolde helpe 
co their Eyngdemes,thofe raigncd : zwhs ie 
lyked not them to raigne,they put him dow 
ne: And hor they were cometo greate pzce- 
nrinence:bauynge no Eynge amongethe, ne 
ther eny man clothed in purple, co be magni 
fied there thorowrbut bad ordened thẽ ſelues 
a perlament. where in there fae iij. C. and rr. 
Senatours daylie vpon the councell, to dif- 
patch ener the buſyneſſe of the people, and 
tokepe good ordre: And how Feuery yeare 
they choje a Mayre, to baucthe gouernaun- 
ofall their fonde:to whem euery man wes 
obedient, and ¥ there was nether cucll vill 
ner difcencion amongetbem. 

Ther Judas chofe Lvpolemusthefonne C 
of Shon che fonne of Jacob,z Jaſon the for 
ne of Eleazar, z fence thé onto Rome forto 
mac frenfhipez a bonde of louced them : F 
they mighe cake frõ them the bondage of * 
Grekes, for Jewes farwe$ethe Giekcs wol- 
De ſubdue thek yngdome of Hfracl. So they 
wẽte onto Rome(a very greate tourneyyz ce 
me in to ? Perlamét,zfaide: Furas Wade 
beus & bis brethrẽ z the people of * Je wes 
bath fent vs vnto you, tomate a bonde of 
frendſhipe z peacerb you, z yeto note vs as 
Slouers z frendes.2nd > matter pleafeo F 
Romaines right well, wher fore it was wut 
tẽ vprof ? which $ Remaynes made awry 

inge in tables of Lats z ſent it to Jeruſalẽ: 

ỹ they might haue by thea memezialle fF ſa 
me peace ẽ bode of fredſhipe, after this ma 
ner:Gov ſaue * Romainesz F people of the 
¶Jewes both by feez by [Sde, z kepe $ ſwear⸗ 
Dez enemy frõ thẽ for euermore. Nf there co- 
me firſt eny warre vps * Romaynes oreny 
of cheir frẽdes thorow ont all their dominys 
F people of F Fewes fhal belpe chicas * ty- 
me requizeth z¥ w alltbeir hertes. Alfo they 
fhal nether gene nor fede vnto their enemies 
vitales, weapẽs, money ner fhippes : but ful 
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fil this charge at the Roma yues pleafure, 
take nothinge from chem ther fore.2Againe 
yfebe people of the Jeives happẽ firſt to ha 
ue warre,the Romaynes ſhal ſtonde by the 
with a Food wil, acordinge as the cyme wil 
ſuffre: Nether ſhal chey gene vnto the Je⸗ 
wes encinies, vytales, weapens , money ner 
ſhippes. Thus arethe Romaynes content 
todo,z ſhal fulfill cheir harge withouteny 
diſceate. 

Acoꝛdinge co theſe articles, the Romay 
nes made the bonde with che Jewes. Mow⸗ 
after theſe articles (ſa yde the yfeny of the 
parties wyll put to chem,oz tate eny thinge 
from themithey [hal do it with the confente 
of bothrand what ſo ener they adde then vn 
to chem oz tate from chem, te yall ſtonde 
faſt. And as couchinge theeuell chat De- 
metrins hath done vnto the Jewes, we haue 
wrytten vnto him, ſayenge: Wher fore layeſt 
thou thy heuy yocke vpon che Jewes oure 
frendes andlouers ? Rfrhey make eny com- 
playnte of che agayne vnto vs, we hall de- 
fende them, and figbe with che by fee and by 


londe. 
The x. Chapter. 
J LL FHmeane ſeaſon when Demetrius 
ey 
— 


herde that Nicaner z bis hooſt was 
flayne inthe felde , be pzoceded fur- 
ther to fende Bachides and Alcimus againe 
Into Jewry, and thoſe that were in eher.ght 
wynge of bis hooſt, with them.So they we 
te forth bythe waye that ledeth vntd Gal- 
tala, and picched cheir centes before Meſa⸗ 
Toth which is in Arbellis, and wanne che ct 
te and flerve moch people. In F fuſt mo neth 
ofthe Clij.yeare, they brought their hooſt co. 
Jeruſalem and roſſe vp and came to Berea, 
with xx. M. fote men, aͤnd ij. M. horſmen. 
Now Judas had pitched his tente at 
Laiſa, with thee thouſande choſen men. And 
when they fawe the multitude ofthe other 
army 7 it was fo greace, they were ſore a⸗ 
frayed, zmany conveyed them felues out of 
the hooſt, Jn fo moch F there abode nomo 
of them but viij. C. men. When Judas fare 
that his hooſt fayled him, and that he muſt 
nedes fightzt brake bis berte, he bad nory 
me to gather them together : wher foze the 
man was in extreme trouble. Neuertheleſſe 
he ſayde vnto them, § remayned with bim: 
Vp, let vs go aga ynſt onre enemies, perad- 
uanture vee ſhal be ableto fight with chem, 
But they wolde bane ſtopped him fayen- 
ge: we [hall not be able, therfore let vs 
now faue ourelynes, and turneagayne to oͤ 
brethren, and then wilwe fight aga ynſt the, 
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for we are bere but ferve.2ind Judas fayde: B 
God forbyd, that we ſhulde fle from them. 
Wherfore yfoure tyme be come, let vs dye 
manfully foz oure brethren, and let vs not 
fiayne oure honoure. Chen che hooft remo- 
ued out ofthe tentes, z ſtode aga ynſt them. 
The hoꝛſmen were deuyded in two partes: 
the flynge caftersand the archers wente be- 
fore the hooft,and all the mig htie men were 
formeſt inche felde. Bachides himſelf was 
incheright wynge ofthe batell, z the hooſt 
drewe mye In two partes, and blereechetrons 
pecces. Chey of Judas ſyde blewe F trom- 
pettes alfo, zthe carth hoͤke at the noyſe of 
the hooſtes, and they ſtroke a felde from the 
morow till night. And when Judas ſawe 
Bachides hooſt was ſtrongeſt of che right 
fyde,betofe with him all the harð y me, and 
brake the right wynge of their ordre, and fo 
Towed vpon them vñto the mount Azot. 

Clow when they which were of the lefte 
wynigefawethartheright fide was d:fcom 
fitcd, they perfecuted Judas and them that 
wererd him. Chen was therea fore barcayll, 
foz many were flayite and wounded of both 
theparties , Judas alſo bimfelfwastylled, 
and the remnaunt fled. Go Jonathas and 
Syms toke Judas their brot her, and buried 
himꝛ in bis fathers ſepulcre inthe cite of Mo 
din. And ail che peopleof Iſtael made grea- 
telamentacion for bim, and mourned longe 
fayenge: Alas, chatchis worthy ſhulde be 
flayne, which velynered $ people of Tfrael. 
As fo: other chinges pertaymnge to F bat- 
tayls of Judas,the nobles actes that he dio 
andofbis worth yneffest bey are not wꝛittẽ, 
forthey were very many. 

Andafeer the veath of Judas,wickedme © 
came vp in all the coajtes of Iſrael, and the 
re arofe all foch as worte vngodlyne ſſe. In 
thofe dayes was there a greate derthin the 
fonde,and all the countre gaue ouer them fel 
ues z theirs vito Bachidves. Go Bachives 
choſe wicked men, and made them lordes in 
the londe. Theſe ſought out and made ſearch 
for Judas frendes, and brought chan vnto 
Dachides; which auenger bimfelf vpon che 
with greatedefpite. Andthere cameo grea 
te trouble in Iſtael, as was not fens the time 
that no prophet was ſene there. 

Then came all Judas frendes together, 
and fayde unto Jonathas: For ſo moch as 
thy brot her Judas is decd, there is none like 
him co go forth agaynft o enemies, agaynſt 
Dachides, and ech as are aduerfaries vnto 
oure people. Wherforethis daye we chofe 
the foz bim,to be oure pzynce and captayne 
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to ordre oure batell. And Jonathas toke che 
Gouernaunce vpon bimat the fame tyme, 
and ruled in ſteade of bis brother Judas. 
When Bachives gat Enowlege therof he 
feughe for to flaye bim: But Jonachas and 
Symon bis bꝛother perceauynge that, fled 
inco y wilderneffe of Thecua with all cheir 
company,and pitched cheir tétes by the we 
ter poleof Aſphar. 

Whid when Bachives vnderſtode, be 
came ouer Yordane with all bis booft vpon 
Sabbath daye.LTow bad Jonathas ſenc 
bis brot her Ihoͤna capeayne ofthe people) 
to praye bis frendes the Nabuthites ptbey 
woldelende them their oxdinaunce, forcbey 

D badmocdy.So che dildzen of Jambzy came 
out of Mtadvaba,ztoke Shon Z all Fhe had, 
Zwente their waye withall. Chen came wor 
De vnto Jonathas z Symon bis bzother, > 
thechildien of Jambri madea greatemaria 
ge, z broughe ¥ bryde from Madaba with 
Greate pompe : for The was doughter to one 
Of the nobleſt pzynces of Canaan. Wherfo⸗ 
retbey remembzed the blonde of Ihon their 
brother,and wente vp, andbyd chem ſelues 
vnder the ſhadowe of the mountayne. 

So they life vp cheir eyes, and loked: and 
beboldc, there was mod) a d90, z ateatere- 
Payze: forthe bzydegrome came forth, zbis 
frẽdes and bis brethren met chem witheym 
panys, infirumentes of muſick, and many 
weapẽs. Chen Jonathas and they that we 
rewich him roſẽ out of their fleontinge ple 
ees agaynſt them, and flewe many of chem. 
As forthe remnaune,they fiedinto F moun 
taynes , and they coke all cheir ſubſtaunce. 
Thus the mariage was turned to mournyn 
Se, and F noyſe of cheir melody inco lament 
tacton. And fo whenthey had auenged the 
bloude of their brother, they turned agayne 
wnto Iordane. 

Bãchides hearinge this, came vnto $ ve 
ry border of Jordane with a greate power 
vpon the Sabbath daye. And Jonathas 
ſayde tohis companyrlet vs get vp,z fyght 
agaynſt oure enemies: for it ſtondeth noe 

E with vscodaye, asintymes paſt · Sehoide 
Senemies are in oure waye, * water of For 
dane vpon the one ſyde of vs, with banckes, 
fennes and woddes of F Seber ſyde ſo Athe 
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at ye maye be 
delyuered from the power of Youre enemies. 
So they ſtroke the batell. And Jonathas 
ſtretched out bis hondeto finyte Bachides, 
but be fled bacwarde.Then Jonathas and 
they ? werewith bimleapte into Yordane, 
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Z ſwymmed oner Jordane onto bim, zebere 
were flayne of Bachides ſyde that daye, a 
thouſande men. 

Therfore Bachides w bis hooſt turned 
ggaine to Jeruſalem ⁊ buylte vp y caftcls z 
ſtronge hodes that werein Jewry, jericho, 
mans, Bethoꝛon Bethel, Chanata, Pha 
raz Thopo, vᷣ bye walles, w portes z with 
locfes: z fee mento kepe them, § they might 
vſe their malice vpon Freel . oe walled v; 
Dethfure , Gasaraz che caftell ac Jeruſalẽ 
alfo,z pronyded them wb men z vytales : He 
toke ots the chefeſt mens ſonnes inche conn 
tre fo: pledges,and put chem in che caftel at 
Jeruſalem co be kepte. 

A fterwarde in the C. liij. yearein the fe- 
condemonech, Alcimus cSmaunded,chat ¥ 
walles of the ynmoſt Sanctuary ſhuide be 
Deftroyed,z the buyloinges of > zophetes 
alfo. And when be beganne to deftroye che, 
¥ thinges Fhe were aboute, were hyndered: 
for be was ſmytten ð a palfey, zbis mouth F 
[huce, fo Fhe conde nomore ſpeabe ner com- 
maunde eny of bis houſe cScerninge bis bu 
Fyneffe. Thus dyed Aleimus in greaee mifery 
atthe fame tyme. And whe Bachives fare 
F Alcimus was veed, he turned agayneto 

F Eynge,z fo chelonde was in reſt q.yearess 
Then allche vngodlymen helde a councell, 
ſayenge Beholde, Gonathas and bis cSpa- 
ny are at eafe,z Dwell without care. WOberfo 
re let vs brynge Bachives hither,z be yall 
take cham allinone night, 

So they wẽte z gaue Bachides this coun 
cell, which aroſe to come wba greate booftz 
fentlecters prively to bis adberentes rhidy 
were in erry, to take Fonathas zthofe $ 
were with him: bur they might noe, for the 
other bad gotten Enowlege of their denyce, 
2nd Jonathas tokeL. men of the counere 
(which were theryngleders of themyz ſlewe 
them. Then Jonathas and Symon webeir 
espany departed vnto the cite Bethbeffen 
which lieth in the wylderneffe, and repa yred 
the decaye therof, made it fironge, Whew 
Sachides Enewe this, he gathered all his 
Hoofk, and fent worde to them tbat were of 
¶Je wꝛy. Thẽ came he andlayed ſege to Beth 
beſſen. and fought againſt it a longe feafon, 
and made infirumentes of warre. ow Fo G 
nathas lefte bis bother Symon inthe cite, 
and wente forch bimfelf in co che countre, 
and came with a certa yne nembie,and flewe 
Odares and bis bꝛet hꝛen and the children 
of Phaſeron incheir centesifo he began- 
ne to be fironae,z toincreafe in power, 

2s fo: Syinon and bis conmpany stbey 
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wente out of the cite,and brẽt vp the inſtru 
metes of warre, and fought aga ynſt Dadi 
des, and diſcõfited bint. And Bachides was 
fore veyed, becauſe bis councell and trauay⸗ 
ie was in vayne. Wherfore be was wroth at 
} wicked men that gauc him councell co co 
tein to their londe)and flex many of them. 
Then purpoſed he with his company co go 
awa ye in to bis owne contre: wherof whe 
Jonathas had Enowlege, be fent embaffi- 
Cours vito bim, for tomate peace with bins, 
z he ſhulde deliver him his pzefoners agai 
ne. Cocbe which Bachives cfented glad- 
fy,and dyd acozdinge to bis deſyre: yeeand 
made an ooth, that be ſhulde neuer do bim 
barme all the dayes of bis life-So be refto- 
red vnto bim ail che prefoncrs that be bad 
tater out of thelonde of Juda and thé cur 
ned and wente bis waye ince bis orene Ton- 
de, nether proceded he eny further co come 
vnto F borers of Juda. Chus Iſtael had 
no more warre. And TJonathas dwelt ac 
Machmas, and beganne there to gouerne 
the people, and deftroyed the vngodly men 
out of Iſtael. 
The xX. Chapter. 

Li the C.lr.yeare came Alexander F 
ſonne of noble Antiochus, and cote 
J, Prolomais, whofe citifens receaued 
bim, and chere be raigned. When Deme- 
trins berdetherof, be gathered an exceadin · 
ge greatc booft,and wẽte forth ay ea bim 
to fase. Wherfoꝛe Demetrius fent letters 
wnro Jonathas with louynge wordes , and 

2ayfed him greacly . Gorbe fayde: we wyll 
fi mate peace with him, before be bynde 
bin felfe with Alerander agaynſt vs: els he 
fhallremembre the euell that we haue done 
againfEbim,bis brother z bis people. And ſo 
be gaue Jonathas leneto gather anbooft, 
to mate weapens , andto be confederate wb 
bim, and commannded the pledges that we 
xe inthe caftell,co be delyuered vnto him. 


Chen came Jonathas co Jeruſalem, and 
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redcbeletters in the audience of allebe peo 
ple,andof them that werein > caſtell And 
cher fore were they fore afrayed, becauſe they 
herde, that the kynge bad geuẽ him licence 
to gather an hooſt. Thus were the pledges 
delyuered vnto Jonathas, which reſtored 
them to their elders. Jonathas alſo dwelt 
at Jeruſalem, and begãne to buylde vp and 
to repayzethe cite: comaundinge the wo2- 
ke men, to wall it and the mount Sion roun 
de aboute with fre fEone,co bea ſtronge bol 
de, and fothey dyd. As for the Heithen chat 
werein ? caſtels which Bachives had ma- 
de vp, they fled:focbat enery man left the 

lace,and wétc in co bis orone contre. One 

ly at Bethſura remayned certayne of the 
Tjewes,whidy bad forfatenthelawe and cS 
mambdementes of God, for BSethſura wae 
their refuge. 

Clow when Eynge Alexander herde of F 
promiſes $ Demetrins had made vnto Jo- 
nathas, and when it wes colve bimof ¥ ba 
tels and noble actes , which be and bis bie 
tbzen bad done,and of the greate traua yles 
tbat they bab caten:be faide: where fal we 
fynde ſoch a man? wel, we will mate bim ow 
re frende,z be confederate with him. O pon 
this be wrote a lettre vnto him̃, w thefe wor 
des: kinge Alexãder ſaluteth bis brother Fo 
nathas. We haue herde of the, thou art a 
valeauneman,z mete to be frende:wherfo 
retbis daye we ordene the to be the bye preſt 
of thy people, and to be called the Eynges 
frende. Vpon this, be fente bint a purple clo 
ehingez a crowne of golde) thou ma yeſt 
confidie what is for oure profit,z kepe frend 
Pipe towarde vs. 

So in the vij.moneth of the C. lx. yeare 
— the folempne fraſt daye of thetaberna 
cles , Jonathas put the boly rayment vpon 
him. Then gathered hean booft,z madema 
ny weapes. Which when Denietrius herde, 
be was maruclous ſory, ſa yde: Alas, whac 
Bane we done, p Aleranver bach prenented 
vs in gettinge the frendſhipe of the Ferwes, 
for his ownẽ defence-metwil J wryteloning 
ly vnto chem alfo, yee promife chem digni 
ties zrewarbdes, § they maye be of my ſyde. 
Whervpon be wrote vito thé rhefe wordes: 
Ainge Demetrins fendech gretinge onto F 
people of the Jewes. Where as ye haue kep 
te ye conenaunt towarde vs, T cStinued in 
¢ frendphipe,not enclyninge to cure enemies 
we were glad, when we berde rberof. Wher 
fore remayne ftill z be faithfullto vs: z we 
{hal wel recdpenfe you for the thinges, § ye 
haue done ong parties we ſhali releaſe you 
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of many charges, and gene you rewarbes. 

And now Joifcharge youz all + Jewes 
from eributes , J forgeue you the cuftomes 
of fale, and releafe you of the crowne taxes, 
of thecbirve parte of fede,and balf of che 
frute of trees, which ts myne owne dewty, 
Theſe F leane for you, from this daye forth: 
fe that they fhallnoc becaten of thelonde 
Of Jude ner of the thie cities whidy aread- 
ded thervnto out of Samaria and Galilec, 
from ehis daye forth fo: euermoꝛe. Jerufaiẽ 
alſd with all thinges belsginge therto fhal 
be holy and fre, yee ? cicbes Ttributes ſhai 
pertayne vnto it. As for che power of ¥ caf- 
tell which is at Jeruſalem, J remytte ge- 
ue ic onto che bye preſt. that he maye ſet in it 
ſoch men, as he fall choſe to kepe it. J frely 
delyuer allt he Jerwes that are preſoners cho 
row ontall my realme: ſo chat euery one of 
chem ſhalbe fie from payenge eny tribute, 
‘yee euen of their catell. 

All the folepne feaftes, Sabbathes. Wew 
mones,thedayes appoynted, the chre daies 
befozeand after the feaft — be fre for all 
the Jewes in my realme: ſo that in them no 
man ſhal bane power to do eny thinge, or to 
mone eny buſyneſſe agaynſt eny of chem it 
eny maner of cauje.Cbere ſhal rrr. M. alfo 
of the Jewes be weitten vᷣp in the Eynges 
booft, and bane cheir wages payed, as all 
other men of warre of thetynges hulde ba 
uerand of them ſhalbe Soa certayne, Ia 
kepe the tynges ſtronge boldes : yee and ſo⸗ 
mel of * batts ee ouer the tynges buſy 
neffe, that they maye faithfully deale with 
the fame. Che Jewes alſo fhal haue prynces 
of their owne , z walte in their owne lawes, 
as the kynge bath commaunded inthe lon⸗ 
deo} da. 

—** thre cities that are fallen vnto 
Jewry from the countre of Samaria and 
Galilee : fhalberaten as Gerry, andbe vn- 
‘der one: nether be fubiecce roeny ſtraunge 
lorde, but rothe bye preft. 2s for prolomats 
and the londe pertayninge therco, Fj geue it 
wntothe Sanctuary at Jeruſalem, forthe 
neceffary expẽces of the boly thinges. Mor 
ouer, IJ Rail gewe enery yeare ry. M. Sy- 
cles of fylucr out of ¥ Eynges checFer(whidy 
pertayneth onto me)co the worke of the tent 
ple: yeezlote whatremayneth ( which they 
y bad ourematters in honde in tymes paft, 
haue noe payedebat fame fbal hey gene vn 
tothem allo. And befydes all this, the v. M. 
ſycles which they toke yearly of the rẽtes o 
the Sanctuary, ſhal belonge vntothe pref- 
tes that do fernyce. 
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¶Item, who fo ener chey be chat fle vnto 
the temple ac Jeruſalem oz within theliber 
ties therof whẽre as they gre fallen in to che 
Eynges daunger for enymaner of bufynes, 
they [hall be pardoned, andall che goodes 
thacchey baueinmyrealme, fhalbe fre. For 
the buyldinge alfo zrepayzinge of che wor⸗ 
Ee of the Ganctuary,erpenfes ſhalbe genen 
out of the Eynges Checker : Nee and forthe 
makinge of the walles rounve aboure Jers. 
ſalem, for che bꝛeakinge downe of che olde, 
and fox the feccinge vp of the fironge bol- 
Des in, Jewry, hal > coftes and charges be 
geuen out of the kynges ChecFer. 

Duc when Jonathas and the people ber 
de theſe wordẽs, they gaue no credesice one 
totbem, nether receaned them: for theyre- 
mensbred the greate wickedneſſe thar be 
Dad done onto Iſrael. and bow jozebe bad 
vered thent. Wberfoze they agreed vnto 
Alexander, forbe was a prynce that bad 
dealte frendly with chem, andforbey ſtode 
by bimallwaye. Che gathered Eynge Alera 
der a greate booft, and brought bis armye 
agaynft Demetrins. So $ ero Eynges fire 
Ee bactayll cogetber, bute Demetrius booft 
fled, and Alerander folowed afcer and fell 
vponthem. A mightie fore filve was it con⸗ 
tinnynge till che Sonne wente dorwne, and 
Demetrius was flaynethe fame da ye. 

And Alerander fente embafficonrs vnto 
Ptolomy the tynge of Egipre with these 
wordes,fayenge: "Go: fomoch as I am come 
agaynecomyrealme, and am fet ĩn the rro⸗ 
ne of my progenitonrs, and bane gottenche 
dominion, ouercome Demetrius, conquered 
thelonbde, and firitena felve with bim, fo 
that webancdifcomfited both bim and bis 
hooſt and ſyt in che trone of bis tyngvomes 
Let vs now mate frendſhipe together geue 
me cthydaughter to wife: ſo fhall Fj beeby 
ferme in lawe, and both genethe Tewarbdes, 
and bir greave dignite. Ptolomytbhe Eynge 
gaue anfwere, fayenge: Happy be thedaye 
wherinthou art come agayue tothelonde 
of thy progenitonrs, and fet intherrone of 
their Eyngdome. And now will J fulfilleby 
wutynge:but mete meat Ptolomais, $ we 
mayeE one another and that J mayemary 
mydoughter vnto the acodinge cotbyoe- 
fyze.So ptolomy wete out of Euiprewith 
bis doughter Cleopatra, z came vnto pte- 
lomaisin > Clxij. yeare:where fynge Alexã 
der met bim,z be gaue Alexander bis dough 
ter Cleopatra, and maried them at Peolo- 
mais with greate woafbipe, liteas thema 
net of Eynges is to be. 

ut § 
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Chen wrote Eynge Alexander vnso Jo⸗ 
nathas,chat be fhulde come and mete bm. 
So be wente honozably vnto ptolomais 
there be met thetwo kinges, and gauetbem 
greate prefentes of golde and fyluer, z foun 
Dc fauoure in heir ſight. Andt here came to 
gether agaynft Jonachas certayne wicked 
men and ongracious performes of Tftael, 
matynge complayntes of bim, bucthe fyn- 
ge regarded then not. 2s for Jonathas the 
Eynge commaunded to tate of bis garmen- 
tes, andto clothe him in purple:and fo they 
byd. ThencheFynge appoynted bim to ſyt 
by bim,and fayde vnto bis pzynces:Go with 
him ist to the myddeſt of the cite, andmate 
a proclamacion, thatno man complayne a- 
gaynft bim of eny matter, and chat no man 
trouble bint fo eny mancr of cauſe. 

So ithappened that when bis accuſers 
fae theworfbipe which was proclamed of 
bim,z J be was clot hed in purple:they fled 
cuerychone. And the Eyngemade mod) of 
bim, wꝛote bim amonge bis chefe frendes, 
made bim a duke, and partater of bis demi · 
nion. Thus Jonathas wente aga yne to Je⸗ 
ruſalem with peace and gladneſſe. In che 
Cirv.yeare came Demetrins chefonne of De 
metrius from Creta in to bis facbers lode: 
wherof when Alexander herde tell, be was 
right fozy,and returned onto Antioche. And 
Demetrius choſe Appollonius (whic) bad 
thegonernaunce of Celofyzia)to be bis cap- 
tayne. 

Se be gathered a greate hooſt and came 
vnto Jamnia, and fende worde onto Fona- 
thas the bye pref, fayenge:Darreft chou vh 
fionde vs thy (elf alone > As for me, Fant 
but laughedto fcome and fhamed, becaufe 
thor proneft thy ſtrength agaynſt vs inthe 
mounta ynes. Now therfore ‘pf thou truſteſt 
in ehyne owne firength , come downe to ve 
intotbe playne felve, and ebere let vs pzoue 
ure firength togetber :ebou ſhalt Einve, 
that J bane valeaunt men of warre with 
me:and ſhalt tnowe who J am,z the other 
that ftonde by me. 

DWbich faye,chat youre fote is not able to 
ſtondẽ before oure face, foztby fathers ba- 
ne bene twyſe chaced into their ovone londe. 
And now, how wyle thou be able to abyde 
fo greate an booft of horſmen and fotemen 
inthe felde, whereas is nether rocke, ſtone 
ner placeto fle vnto? 

When Fonathas herde the wordes of 
Appollonins, be was moued inbis mynde: 
wb, + fore be chofe r.thoufande men and wen 
ke out of Serufalem, and Symon bis bzo- 
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ther met bim for to belpe him: And they pits 
ched their centes at Joppa, butthe cite kep⸗ 
te bim forth, foz Joppa was an holde of 
Appollonius. Chen Joͤnat has layed fegeto 
ic,and they that were in the cite, for very fea 
relet bimin: and ſo Jonathas wanne Jop⸗ 

pa.2ppollonins hearinge of this, cote tbe 
thoufande bozfinen , with a greate booft of 
fote, and wente as though be wolde go ro 
Asotus, z came Immediatly in co the play- 
ne felde:becanfe be had fomany horſinẽ. and 

pucbis truft inch. So Jonat has folowed 
vpon bim to Asorus , z here they ſtroke the 

battayll. New had Appollomus lefte a M. 
horſmen bebyndethem pryuely in the tẽtes. 
And when Jonathas Enewe chat ſoch wat 

te was layed behynde them they wẽte roms 

de aboute theenemies hooſt, and fhordar- 

tes atthe people from the mornynge coche 

evenynge.2ts for jonathas people,theytep 

te their ordre as he had commaunded them, 

the enemies horſes were euer labouringe. 

Then brought Symon forth his hooſt 
and ſet them agaynft the ſote men. Forthe 
horſinẽ were weery allready. So he diſcom 
fited them, and they fled. And they that wee 
re ſcatred in the felde, gat them to Azotus. 
and came in coche temple of Dagon their 
soot >» they mightcherc faue their lynes. 

nt Jonathas fet fyre vpon Azotus and all 
the cities rounde aboute it, toke their goo⸗ 
des, and brẽt vpthe temple of Dagon with 
all them that were fled intoit. 

Thus were flayne and bree well nye vig. 
thoufande men. So Jonathas remoncd the 
Hooft from thence,and brought themto Aſ⸗ 
calon: where } men of the cite came fozth, 
and met him with greate worſhipe. Afrer 
this wente Jonathas and his hooſt agay⸗ 
neto Jeruſalem, with greate ſubſtaunce of 
good And when kynge Alexander berdethe 
ſe thinges, he thought to do Jonat has mo 
re worſhipe, ⁊ ſent him a colar of golde as 
the vfeis co be geuen vnto ſoch as are ofthe 
kynges nexte bloude. He gaue him alſo )? ci⸗ 
tz of Accaron (with che londes belongynge 
therto)in poffeffion. 

Che XI. Chapter. 

If Cid ¥ Eynacof Egipte gathered an 
booft, ¶like the fonde ¥ lieth vponthe 

fee fhoze)and many fhippes: and wen f 

te aboute thorow difceatetooptayne ¥ king 
dome of Alerader,z to toyne it vnto bis oro 
nerealme . Vpon this be tote bis tourncye 
in to Syzia,z was letten into the cities, and 
mẽ came forth to mete bim:foz tinge Alexã ⸗ 
Der had cõmaunded chem ſo to do, becauſe 
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be was bis father in lawe. Mow when Pto 
Tomy entred in co eny cite, belefte mẽ of war 
eto Eepeit,and this bedyd thorow out all 
cities. And when be cameto Azotus, they 
wed him the temple of Dagon and Azo⸗ 
tus that was brent vp, with the other chin- 
ges which were deftroyed, the deed bodies 
café abrode, and ¥ graues chat they had ma 
de bythe waye ſyde, foz fod as were flayne 
in the felde: And tolde che kynge that Zona 
thas bad done all theſe chinges, co the intée 
they might get bim eueli will. Bue thee yn- 
ge ſa yde not a worde therto. 

And Jonathas met the tynge with gree 
tebon¢ at Joppa, where they ſaiuted one 
another, andcote cheir reft.So when Fona- 
thas bad gone with ¥ Eynge,vnto the wa- 
ter chat was called Eleucherus, berurned 
agayne to Jeruſalem. Now peolomy bad 
eas the Dominion of the cities unto Se⸗ 

leucia vpon the [ee cooft, ymaginynge wic- 
€ed councels agaynft Alerander, z fent em- 
bafficonrs onto Demetrius, fayenge:Come, 
lec vs make a bondebetwirte vs , fo fall I 
Sene the my voughter that Alerander bath, 
and thou [hale raignein chy fachers Eyng- 
dome. F repente that Fj gaue Alexander my 
dongbter, for be goeth aboute to flaye me. 
And thus be flaundzed Alerander, becanfe 
be wolde bane bad bis realme. 

Thus becoke his doughter from him, ge 
ueber vnto Demetrius, and forxfote BWleran- 
der, fo that bis malice was openly knowne. 
And Prolomy came to Antiocde, where be 
fet two crownes vpon bis owne beade :tbe 
crowne of Lgipte and of Afia. In the mee 
nefeafou was Eynge Alerander in Cilicia, 
for they that dwelt in thofe places, badre- 
belled aga ynſt bim, Bue when Alexader her 
de of this, be came co warre agaynft him. 
So kinge Ptolomy brought forth bis hooſt 
and met bint with a mightie power,and cha 
ced him awaye. Chen fled Alexander into 
Araby,chereto be defended. and kynge pto 
Tomys hononre increafed. And Zabdiel the 
Arabian finote of Aleranders heade, and 
ſent it onto Ptolomy. But the chirde daye 
after, died kynge ptolomy bimfelfiand they 
sobom be bad fee in the ftronge boldes, we- 
re flayne of thofé that were within $ cities. 
ind Demetrius raigned in y hundreth and 
feuen and firtic yeare. 
€ = Ac che fame cyme gathered Jonathas 

thems that were in Gerry to laye fege onto 

the caftell which was at Fernfalent, andfo 

they made many inftrumentes of warre a⸗ 

sa ynſt it. Then wente there ccveaine vngod 
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ly performes (which bated their owne peo- 
ple) onto kynge Demetrius , and tolde bim, 
that Jonathas beſeged F caftell. Go when 
be berde it, be was angrie,and Immediatiy 
cameto prolomais, and wrote onto Jona 
thas, that he ſhulde not laye ſege co the cafe 
tell, but come and fpeate with him in all tbe 
haiſt Neuerthelejfe when Jonathas berde 
this be commaunded to befege it He chofe 
alſo certa yne of the elders and preftes of Hf 
rael and put bim felf in the parell, and tore 
with bim golve,fyluer, ciot hinge and diuer⸗ 
fe prefentes : and wente to ptolomais vnto 
the kynge and founde bim gracious, 

And thongh certayne vngodly men of 
bis owne people made complayntes vpon 
bim, yet the kynge intreated bim, lite as bis 
Predeceffours had done before : and promo 
ted bim in che fight of all bis frendes, confir 
med bim in the bye pꝛeſthode with ali the 
worfbipe § he bad afore, andmadebim bis 
chefe frende. Jonathas alfo defyzed chef yn 
gethat be woĩde mate Jewry fie, with rhe 
thre bead cities of Samaria andthe lor 
des perta yninge therto: vpon this dyd Jou 
natbas promyfe bim thie C. talentes. We⸗ 
revnto thet ynge confented,and gate Jona 
thas wrytinge of the fame, conteyninge the 
fe wordes; Eynge Demetrius fendech gretin 
ge vnto bis bother Jonathas andto the 
people of * Jewes. We fende you here a co 
pyof che lettre whidy we dyd weyte vnto 
oureelder Laſthenis, concern ynge you,that 
ye ſhulde knowe it. 

Aynge Demetrius ſendeth gretinge vn · 
to Saſt henus bis elder. For the faichfulnes 
thatonre frendes the people of the Hewe⸗ 
Eepe vnto vs, and for thelonynge kyndneſſe 
which they beare towarde vs: wwe are deters 
med to dothem good. Wher fore we ordene 
all * cooftes of Tewzy withthe thie cities, 
Lyda and Ramatha (which are adocd vn⸗ 
to Jewry from Samaria) all ¥ Sbes. pere 
tayninge there wnto, co be frely feparated 
fo2 foc as D0 factifice in Fernfale: both con 
cernynge the paymétes which the Eynge to 
Ee yearly afore tyme, z > frntes alfo of the 
earth ztrees. As for other tithes z tributes 
P belonged vnto vs,we diftharge thecherof 
from ebiscyme forth. In lite maner we graũ 
te vnto thé all the cuſtomes of ſait and ow 
netares, which were brought vnto vs. And 
this fredome fhalebey haue firme z ſtedfaſt. 
jig this tyme forth for enermore. Therfore 
fe ? ye make a copy of thefe¢ letters,andde 
lyuer tt vnto Jonathas:tbatic maye be kep 
te vpon y boly mount in a cõuentent placce 
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After this, when Demetrius the Eynge 
farce thar bis londe was in reff, and tharno 
refiſtaunce was made him: befent awa ye all 
bis hooſt euery man to bis orne place, er- 
cepte an armye of firaungers , whom be 
brought from the Iles of the Heithen wher 
fore all bis fathers hooſt had eucll wyll ac 
bim. Clow was there one Triphon (that 
bad bene of Weranders parte afore which 
shen be ſawe that all the hoof murmured 
agaynft Demetrius : be wente to Emalcuel 
the Arabian (that brought vp Antiochus 
the fonne of Wlerander ) andlaye ſore vpon 
bint , co delyuer bimebis yonge Antiochus: 
that he might raigne inbis fathers ſteade. 
Ze tolochimalfo what greate eucll Deme- 
trins bad done,z bow bis me of warre loucd 
bim not: ⁊ fo remayned there a loge ſeaſon. 

And Jonathas ſent onto bynge Demetrt- 
us, to deyue thent out which were inthe caf- 
tell at Jeruſaiem andin the other refugies. 
for they dyd Iſrael greare harme.So Deme 
trins ſent worde unto Jonathas, ſayenge: J 
wil not only do theſe thinges for the and thy 
people but at tyme conuentéc Jwil do both 
thez thy people greate worfhipe. Sut now 
thon ſhalt dome a pleafure,yf chou wilt fer 
de me men co belpe me:fo: all myne armye is 
gone frome. So Jonathas ſent him iij. M. 
ſtronge mes onto Ant ioche, and they came 
wntothe Eynge, wher fore the kynge was ve 
ry glad attheir commynge. But they that 
were of the citeleuen an Cry. thouſande mẽ) 
gathered them togerher,z wolde bane flay- 
nethetynge, which fled intobis courte: z 
the citefyns kepte the ſtretes of the cite,and 
beganneto fight. 

Then the kynge called for the Jewes heb 
pe, which came onto bim all togerber,z wen 
tc abrode thorow the cite, and flewethefame 
daye an C. M. men: ſet fyre vpon the cite, gat 
many ſpoyles in that daye, and delyuered F 
Eynge. So whenche citeſyns ſawe thatthe 
Jewes had gotten their wyll of the cite,and 
Ebey them felues diſpoynted of their purpo 
fe: they made their ſupplicacion vnto the 
Eynge, ſayẽge: SGꝛaunte vs peace, and let the 
“Jewes ceaſſe frem troublinge vs and the a 
te,and vpon this they caft awa ye theit wea 
pens. Thucthey madepeace,and ¥ Gewes 
Hat greate worſhipe in the fight of thet yn- 
fe, and in the fightof allthat werein bis 
realme, and were fpoten of thorow out the 
Eyngdome:andfo they came agayne to Je· 
rufalem with greate goodes. 

So the tynge Demetrius fatin the trone 
Of bis Eyngdome,and bad peace in bis [sve 


The vi. Chap. 


Cienertheles be dyffembledin all that ener 
be fpate, zwith dzewe him ſelf from Jona⸗ 
thas,nether reroarded bim acodinge to the 
benefites which he bad done foz him, bur 
troubled bim very fore. A feer this came Cri- 
phonagaynewith yonge Antiodus, which 
raigned z was croroned Eynge. Chen there 
gathered onto bim all ¥ men of warre, who 
Demetrius had put awaye : theſe fought a- 
gaynft Demetrius , which fledz eurned his 
backe. So Triphowtotethe lephantes,z 
wanne Antiode. And ySge Antiochus wo 
te vnto Jonathas, fayenge: J confirme the 
in thy preftbove,z mate ¥ ruler of ti. coun- 
trees, — mayeft be a frende of * kinges. 

Vpon this he fent him golven veffelto be 
ferucd in,and gaue bim lene to drynke in gol 
be,to be clothed in purple,and to weere a co 
Tar of golde He madebis brother Symon al 
fe captayne, fromebe cooftes of Tyrus vnto 
the borders of Egipte. Chen Jonatbas to-~ 
Ec his iourney,z wentethoow > cities beyS 
de the water(of Jordaneyand all themen of 
warre of Syria Fathered thẽ vnto him for 
tobelpe him So he came nto Afealon,and 
they of the citereceaued him honorably :z 
from tbence wente be vnto Gaze , but they 
wolde not let bitin: wherfore be layed fege 
vnto ic,burnynge vp and fpoylinge the pla- 
ces that were abontetbe ate, 


And che citefyns of Gaza ſubmytted thẽ B 
felues wnto Jonathas, whic) made peace 
with them,but coke of their fonnes to pled- 
Ge, fent ché to Fernfalé,z swente thozow the 
countre nto Damafeus. Lilow wher Fons 
thas berdethat Demetrius princes wereco 
me into Caves (which isin Galilee )with a 
greate hooſt, purpofinge to put Demetrius 
‘out frommedlinge in the realme: be came a- 
gaynfé them, andlefte Symon bis brother 
inthe londe: which cameto Bethſura, and 
layed fegetoit a longe ſeaſon, and difcomfi- 
tedtebem. So they defyred to haue peace wh 
bim, whic) be grauntedebem,z afterwarde 
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ꝑut them ont from therce,tote the cite, and 
jet mẽ to kepe it. And Jonathas with bis 
hooſt came to the water of Genefar,z by ty 
mes in the mornynge gat them to the play- 
ne felde of Azor. 

And behoide the hooſtes of the Heit hen 
met thẽ in the felde, zlayed watch forthe in 
the mounta ynes: ſo probe Jonathas came 
agaynſt thé, the other ( which were layed co 
roatch) rofe out of their places, z fought, z 
they that were of Jonathas fyve, fled every 
man: z there was not one of thélefte,ercep 
te Matathias the fonne of Abfalemus, and 
Sjudas the fonne of Calpbi the captayne of 
the booft. Che Fonathas rence bis clothes, 
layed earth vps bis heave, mave bis pzayer, 
Tturned againe to thé in y felbe:wherethey 
fonsbe together, and be put them co flight. 

ow when bis owne mẽ ? were fled , farve 
this:they turned agayne onto bim,z belped 
Him co folowe vpon all their cnemics vnto 
their tences at Cades. So there were flayne 
of the Heichen the fame dvaye, iij. M. men,z 
¶Jonathas cnrned agayneto Jeruſalem. 

The XI. Chapter. 

Onathas ſeynge that * tyme was 

mete foz bins, choſe certa yne men and 

ſent them vnto Rome for to ſtabliſh 
zeorenue the frendſhipe wb thẽ. de ſent let · 
tres alſo vnto Sparta, and to other places 
in like maner. So chey wẽte vnto Rome and 
entred a to as —— —— ¥ 

e pꝛeſt zthe people of y Jewẽs fent vs vn 
sy * forto facts ¥ olde feédfhipez bonde 
ofloue. 0 pSthis ¥ Romaynes gaue thẽ fre 
pafportes, ¥ mẽ ſhulde lede che home in to 
¥ lode of Gude peaceably. And this ts ¥ co 
py of the lettres chat Jonat has wrote unto 
the Sparcians: 

lonatbas ¥ bye preſt wi $ elders,preftes, 
zthe other people of y Jewes, fende gretin- 
ge vnto F Sparciãs their brethze. Chere we 
telettres fente loge agoo unto Onias $ bye 
pꝛeſt, fiom Arius which chanraigned amon 
ge yor:that yeare oure biethren as the wy 
tinge madetbervpon ſpecifiet h. And Onias 
increated the embaſſitoure that was fent,bo 
norably, and receaued } lettres: wherin the 
re was mencion made of the bonde of loue 
fiendfhipe. But as for vs, we nede no ſoch 
writin ges: foz why, we bane the holy bokes 
of fexipture in oure hondes to oure comfor- 
se. Neuertheleſſe we had rather fende vnto 
you, for the renuynge of brotherhode and 
frendſhipe: leſt we ſhuide be ſtraunge vnto 
‘you, for itis longefens Feyme F ye ſent wor 
de vnto vs. Wher fore in ſacrifices Hrve of 
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frez otber ceremonies vpon + bye ſolempne 
Dayes and otber we allwwaye remembre you 
witbhoutceaffynge (lite as reafonis, and as 
ic becommech vs to thynke vpon oure bre- 
chꝛen) yee and are right glad of youre proſ⸗ 
perous honoure. 

And thongh we haue had grearetroub- 
les and warres, ſo chat the kynges aboute 
vs bane foughten aga ynſt vs: yet wolde we 
not be greuous onto you ner to otber Of ou· 
re louers and frendes in chefe warres. For 
we baue bad belpe frõ beaue,fo chat we are 
delyuered,and ourc enemies fubducd. Wher 
fore we choſe Numenius the forme of Ancio- 
chus and Antipater the forme of Jaſon. and 
ſentethem vntoͤ the Romeynes, for to renue 
the olde bonde of frendſhipe and loue with 
them, We commannded them alſo to come 
xnto you, to ſalute you, and to dei yner you & 
leteres, concerninge the renouacion of Sb20- 
therbode. 2nd now ye fhal do right wel, to 
gene vs an anſwere there onto, 

And this is the copy of the wrytinge, 
which Arius the Eyngeof Sparta fente on- 
to Onias:2Arins kinge of che Sparcians fer 
deth gretynge vnto Onias the bye pzefé. It 
is founde in weyt ynge that the Sparcians 
end ewes ave brechren, and come of the 
Generacion of Abrabans. And now for (> 
mod as this is come to onre Enowlege, ye 
Thal dowel, co wꝛyte vnto vs of youre proſ 
herite. As for vs ive haue weyeten émynde 
vnto you: Gure catell and goodes are yours 
and yours,ours. Theſe thinges bane we c- 
maundedco be fherwed vnto you. 

* Pc pa seth sper Demetriue 

nĩ. re C4 orth to fight againſt bins 
with a greater hooͤſt thẽ afore, be Festi 
—— ‘Ime the inthe lsde of Hemalin. 

oz be gaue t hem not ſpace to comeinto his 
ovns countre. And be ſent ſi pyes vnto their 
tentes , which came agayne and toide bim, 
thar they twereappoynted to come vpõ bins 
in the night ſeaſon. Wherfore when che SS 
Ne was Gone Downe, Jonathas cOmannded 
bismen to watch all} nighe, reo be ready 
x weapens for to fight: and fee watchmen 
rounde aboutethe booft. Sut when the ad- 
uerſaries herde that Jonathas was ready 
cwh bis men to the battã yll they fearedz we⸗ 
ve afrayed in their bertes,z Eyndled fyzes it 
their tentes, brake vp, and gat them awaye. 
Neuertheles Jonathas and bis cempany 
Enewe it not till che mominge, for they fare 
the fyzes burnynge. 

Then JZonathas folowed vponehe, tue 
he might not ouertake them, they were 
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gone ouer the water Elentherus.So Fone 
thas departed unto * Arabiãs( which were 
called Zabadei) flerwethem,z coke their goo- 
des. He proceded furchur alſo, and came on- 
to Damafeus, z wente thorow alltbat count 
tre. Sut Simon bis bzother toke his tourney 
and — to Aſcalon and to the nexte ſtron 

e holdes:departinge nto Joppa and want 
ne te. Gor beberde. —— ſtonde 
of Demetrius partie:wher fore he ſent mẽ of 
warre in the cite,to kepẽ it. A frer chis came 
Sjonathas home agayne, z called the elders 
Of che people together. and denyfed with the 
for to buylde vpthe ſtrsge holdes in Ferry, 
and the walles of Jeruſalem, co fet vp an 
bye wall betwirte the caftelland ? cite, for 
to feparate it fiom che cite, that it might 
be alone, and that men ſhulde nether bye nor 
ſell in it. 


Vpõ this they came together for to buyl 
de vp the citer and for mod as the wall vps 
thebrote of che weft ſyde( called Caphethe⸗ 
ta)was fallendorne,theyrepayred it. And 
Symon fet vp Woiada in Sephela,andma- 
de it fironge, ſettinge portes zlocFes vpõ ic. 
Clow when Triphon purpoled to raigne in 
Aſia. to be crowned, and to flayetheEynge 
Antiochus: he was afrayed that Jonathas 
wolde not ſuffre him, but fight againft him. 
Wherfoze he wente abouteto take Tona- 
thas,andto Eyll bint. 

So he departed,and came vnto Sethian. 
Then wente Jonathas forth againſt himto 
thẽ battayll with fourtye choufande choſen 
men, and came vnto Bechſan alfo.But whe 
Triphon ſawe that Jonathas came with 
ſo greae an hooſt to deſtroye him, he was 
afrayed: and therfore be receaucd him ho⸗ 
norably , commended him vnto all bis fren- 
des, gaue him rewardes, and commannded 
bis men of warre to be as obediẽt vnto him 
esto himſelf. 

And aide vnto Jonathas.why haſt thor 
cauſed this people to take fod) tranayle,feyn 
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gethereis no warre betwipte vs? Therfore 
ſendethem home agayne,z choſe certaine me 
to waite vpon the,z come chourd meto pto 
lomais:foz3j wü geue it the, wb che other iro 
geboldes, men of warre and their officers: 
As forme, J muſt departe,thisisonly F caw 
ſe of my cõm ynge. Jonat has beleued bim,z 
dydas he fayde, puctinge awa ye bis hooſt. 
which wente in to ? londe of Juda. He kepte 
but iij. M. by bin, wherofbe ſente Ff. 114. in 
co Salilee one M. wente with hiniſelf. 

Clow as ſoone as Jonathas entred into 
Ptolomais, the citefyns ſparred ph toed 
ofthe cite,and cote bins, and flewe all them 
with the ſwerde, that came in with bime 
Shen ſent Criphor an hooſt of fore me and 
horſmen into Galilee and into the greate 
playne felve,to veftroye all Gonathas com- 
pany. But when they Enew that Jonat has 
was taten, and alltbey flayne that wayted 
vpon bint: they cote councell toget her, and 
came forth ready co the battayll. So when 
they which folowed vpon them, farve,thatic 
was a matter oflife, they turned backe a- 
gayne. As forthe orber,they wente into F 
londe of Juda peacealy , z bewayled Jona · 
thas,ztbem that were with bim right fore. 
And Ffracl made greatelamentacion. ThE 
all che Seit hen p were rounde aboutetbem, 
ſought co deftroye the. For they ſayde: now 
haue they no captayne, nor eny man to bel- 
pe them. Ther fore let vs onercome them, 
and rote ont their name from amongemerte 

The XiUL.Chapter. 
= Owwhan Symonberde that Tri- 
phon gathered a greate booft,to co- 
meinto ? londe oF e—— to deſ 
troye it:and ſawe ỹche people was in greate 
fear fulneſſe and care: came vpto Jeruſa 
iem, and gathered the peopletogetber,z ga 
ue thẽ eroztacion, fayenge:me Enowe what 
greatebattayls J and my brethren zmy fe 
thers houſe bane firyten for thelawez the 
Sãctuary, and whatmaner of troubles we 
bauefene ? thorow occafion wherof, all my 
brethren are flayne for Iſraels fate, and] 
am left alone. Und now [et noe me fpare my 
ne orone life in eny maner of trouble, for 3 
amino better then my bzethzen: but wil even 
ge my people and the Ganctuary,oure chil- 
dren and gure wynes:for all the Heithen are 
gathered together, to defiroye vs of very 
malice, 

At theſe wordcs the hartes ofthe people 
were kyndled together , ſo that they cried 
with a londe voyce, fayenge:Cbou fhale be 
Scaptayne in ſteade of Judas z Jonathas 
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thy brethren, ordre thou onre batell, z what 
focwer chou commaundeſt vs, we fall do it. 
Sobe gathered allebe mes of warre makin 
ge baifé co fyniſh all the walles of Ferufa- 
lem, which be made fironge rounde ãboute. 
B Then fence he Jonachas the fonne of Abſa 
Tomus  @ Led booft vnto Joppa, which 


droue them onc p were in the caſtell. andre- 
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aga ynſt another ( for bis father, bis mother 
and — Hees aed et — pilers * 
de aboute, with armes vpontbhem fora per- 
pecuall memory, and carted fhippes pelyoe 
ehearmes :ptheymight befene of mẽ ſaylin · 
ge in the (ec, This fepulcre which he made at 
Modin ſtondech yet vnto this daye. 


Now as Triphõ wente forth co walte wh kus 
> ySge Eynge Antiochus, be ſiewe him tray capitero, 


mayned there bimfelf. Triphon alfo remo- 
teroujly,and reigned in bis ſteade, crovoned Nbrow 


ued from prolomais with a greate armye, 


ro come into the londe of Juda and Jona⸗ 
thas with bim in warde . And Simon pit- 
ched bis centres at Addus before the play- 
me felde. 

Dut when Triphor Enewe that Symon 
ſtode vp in ſteade of bis bother Jonathas 
and that be wolde warre agaynft bim : be 
(ent meffaungers vnto bins, ſayenge: Whe⸗ 
re as we bane kepte Jonathas chy brocber, 
it is for money that beis owynge inche Eyn 
ses accompte, concernynge the buſyneſſe > 
he had in honde. Wher fozefende now an. 
taléces of ſyluer and bis tro ſonnes for fuer 
tie,chat when beis leteé forth be ſhal not for 
fate vs:and we ſhal fende bim aga yne. Ne· 
nercheleffe Symon Enewe, that be dyffem- 
bled int bis wordes: yet conmsaunded bethe 
money z childzer to be delyuered vnto bin: 
left be ſhulde bethe greater enemye aga ynſt 
¥ peopleof Bfracland Teseibecaufebe fene 
Him noe the money andthe children, cherfo- 
reis Jonathas decd. 

C SoSymonfent him the children and an 
bundzeth talentes, but he dyffembled,z wol 
de not let Jonathas go. Afrerwarde came 
Triphon in to che londe, to deſtroye it, and 
wente rounde aboute by the waye, $ ledeth 
vnto Ador. Bnet where ſo euer they wente, 
thither wente Symon and bis hooſt alfo. 
Clow they that were inthe caftell,fent mcf 
faungers onto Triphon,chat be ſhulde ma⸗ 
ke haiſt to come by the wylderneffe, andro 
fende thems vytales:2ind Cripbon made ree 
dy all bis horſmen to come that fame night. 
VNeuert heleſſe it was a very greate frowe,fo 
ebat be came not it Galaadithin. And whe 
be diewenye Bafchama,be fleweFonathas 
and bis fonnes there, and then turned for to 
go bome into bis omne londe. 

ThE fence Symor for to fet bis brothers 
decd coarſe, and buried it in Modin bis fa- 
thers cite.Soall Iſrael berwaylet him with 
greatelamentacton,andmourned for him 
very longe. And Symon made vpon the fe- 
pulcre of bis father and bis beetbzé a bnyl 
dynge bye to loke unto of fre fione behyn · 
de and before: and jet vp ſeuen pylers, one 


bimfelf Eynge of Afia,and dyd mod) evell in 
thelonde. Symon ald buylte vp che caſtels 
in Jewry, mat ynge chem fironge with bye 
tomes, greate walles, poztes andlocFes,and 
layed vp vytales in the fironge holdes. And 
Symon choſe certayne men, and fence them 
to kynge Demetrius:to deſyre him, * he wol 
de diſcharge the londe from all bondage, for 
Triphon had fpoyled it very fore. YObere v- 
pon Demetrius the kynge anfivercd him, z 
wrote vnto bint after chis maner: 

Demetrins F kige ſendeth gretinge vnto 
Symon the bye preſt is frende, with the el- 
ders and people of thejewes. The gol- 
Den crowne and precious ftone $ ye fente vit 
to vs, haue wereceaucd:and areready tome 
Bea ſtedfaſt peace with you, yee and to wry- 
te vnto oure officers, for to releafe you, cone 
cernynge the thinges wherin we made you 
fre: and che appoynement we male with 
you, ſhalbe firme and ftable. The ſtronge 
holdes which ye haue buyloed, fal be youre 
orwne. As for eny ouer fight o: fawte cont- 
mitted vnto this daye, we forgeue it, and the 
croronetare that ye ought vs alſo. And whe 
reas was eny otber tribute in Jeruſalem, ic 
ſhal now beno tribnte:and lofe who areme 
te amonge you to be in oure courte, let them 
be wuitter vp,that there maye be peace bee 
twirte vs. 

Thus the yo ofthe Heithen was taker ge 
from Sftael, inthe hundreth and feuentie 
yeare. Andthe peple ofthe Je wes beganne 
to wiite in their lertres and actes onthisma 
ner: In > firfE yeare of Symon the bye pref, 
and prynce of the Jewes. 

‘Jn ehofe dayes wente Symon wnto Ga- 
3@,and befeged itrounde aboute, where he 
ſet vp ordinaunce ofwarre. And wanne a 
towie, which be toke. So theythat gat in 
to the tome leapte into the cite, which was 
ina greate feare: In ſo moch that the peo- 
ple of the cite rente their clothes , and 
clymmed vp vpon the walles with cheir wy 
ues and child:en, beſekynge Symon to beat 
one with chem, fayence: 
© rewarde vs not after $ wickednes, bug be 
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gracious vnto vs,and we ſhal do F fernyce. 
S§ Then Symon fo: very pice, olde fight no- 

moͤre agaynft them,buc put chem outofebe 

cite,and caufed the houſes ( wherin the yma- 

Ses were) to be clenfed: and ſo entred the ci- 

te with Pſalmes of prayſe, geninge thantes 

wnto theL OR DE. Gowben be bad caft 
all abbominacids ont ofthe cite, be fer ſoch 
men in it as Eepte the larec of God, and ma- 

De che cite fironge,and builded a dwellinge 

place for himſelf 

Clow when they inthe caftell at Jeruſa⸗ 
lem were kepte fo firately, chat they conde 
not come forth ner into countre, and might 
nether bye ner fell: they rere very bungrie, 
andmany of chem famiſhed co deach: In fo 
moc that chey beſought Symon tobe ac 
one with them, which be grannted chem. 
So be put them out fromebence, and clen- 
ſed the caftell from fylebyneffe. 2nd vpon 
therriy. daye ofthe feconde moneth inthe 

Clxxj. yeare they entred in to it with chan- 

keſgeuynge andbzaunches of palme trees, 

wich barpes, crordes , cymbals,and lures, 

fnginge plalmes ano fonges of prayſe vn⸗ 

to God, for chat che greateenemy of Iſtael 
was overcome. 

And Symon ordened thatthe fame daye 
fhulvc be Eepte euery yeare in gladneffe,and 
Mave ftronge the byl of che temple that 
was beſyde the caftell , where be dwelt bins 
felf with bis company. Symon alſo percea- 
nyngethat Ihon bis fonne was a mightie 
man of armes, made him captayne of all 
oe booftes , and cauſtd bim to dwell at 

ae 
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SY UT the Clery. yeare gathered & 
Demecrins bis oof, and — 
vnto Media, to gett him helpe for 
to ſaht agaynſt Triphon. Clow when Ar- 
faces the kynge of Perſia and Media ber- 
de, that Demetrius was entred within bis 
borders: be fente one of bis pzynces totate 
bim alyne,and co beyngebins vnto him. So 
be wente and flewe Demetrius hooft, coke 
bimfelfe, brought him to Arfaces, which 
kepte bim in warde. And all the londe of 
Suda was in reſt ſo longe as Gymonlyucd: 
Pꝛ be foughetbe wealth of bis people, rher- 
fore were they glad to bane bim for their ru 
ler,and to do bim worſhipe allwaye. 
Symon wanneche cice of Joppa alſo for 
an bauer towne, and made it an intraunce 
into the Iles of the fee. He enlarged ehe boz 
ders of bis people, and cSquered them moze 
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londe: He gathered vp many oftheir peo- 
ple chat were pzcfoners : be badchedomini> 
of Gas, Bethſura and ebe caftell, whic) be 
clenfed from fylebines, and there wasno me 
that reſiſted bim: So that euer y man tylled 
bis grounde ut peace,the londe of Juda and 
thetrees gane cheir frnte and encreace.Cbe 
eloers facall in indgmenc, andeote heir de- 
nyce foz the wealth ofthe londe: the yon · 
gemen put on worſhipe and barnefje vpon 
them. He prouyded vytayles for che cities, 
and made goodly fironge holdes of them: ſo 
thatthe fame of bis worſhipe was [poten of 
vnto the ende of * worlde. Foz he mave pea 
ce thorow out the londe, and Iſrael was: Bil 
of myzth and toye. 

Euerymã far onder bis vyne z fyge trees 
anv there wasno man to fraye them awaye. 
There was none in ? londe to fight agaynfé 
thems, for then the kinges were ouercome. He 
helped chofe that werein aduerfiteamonge 
bis people, be was diligent to fe > lawe kep⸗ 
te: as for foch as were vngodly and wicked 
betoke thé awaye. He ſet vᷣp * Sanctuary, 
encreaſed the holy veſſels ofthetemple. 

When } Romeaynes and Sparcians had 
gotten worbde, * Jonathas was deed, they 
wereright fozy. But when they herdey Sy 
mon bis brother was made bye preft inbis 
ſteade, and bow be bad wonne the londe a⸗ 
Gaynerd che cities inic:they wrote onto bint 
In tables of laton, to renue the frendſhipe 
bonde ofloue, which they bad mave afore 
withJudas Ronathas bis brethꝛẽ. Which 
writinges were red be fore the congregacion 
at Jeruſalem. 

Andchis is the copy ofthe lettres, that 
the Sparcians fent: Che Genatours and ct 
tefyns of Sparta fende gretinge vnto Simẽ 
F Greate pꝛeſt vb the elders, preftes,z F other 
peopleofthe Jewes their brethze : Whẽ ys 
embaffitours that were fente onto sé people, 
certified vs of youre wozfhipe, bonoure and 
profperous wealth:we were glad oftheir cð 
minge, and baue written the earande whidy 
they 7* before the coun cell of the people: 
namely,that Numenius the ſonne of Antie⸗ 
chus, and Antipater the forme of Jaſon the 
ewes embaſſtours are come vnto vs, for 
torenuethe olde frendfhipe with vs. Vpon 
this the people confented,thattbe men Mul · 
debe honorably intreated, andthat the co- 
Py of their carande ſhulde be wzitten in che 
fpeciall bokes of che people, foz a perpetual 
memozy vnto the Sparcians : yee and thar 
we fhuldefendea copy ofthe fame onto Sy 
mon the —— 
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D Afterthis dyd Symon fende Numenius 
vnto Rome,with a golden ſhylde of a thou 
fande pounde weight, to confirme che frend 
ſhipe with chem : which when che Romay- 
nes onderftove,they faide:rebat thates ſhal 
we recompence agayne onto Symon z bis 
children? For be bath ſtabliſhed bis brechrẽ 
and ouercome the enemies of Iſtael. Wher 
fore they graticed him to be fre, And all this 
wrote the Jewes in tables of laton, and na⸗ 
led it vnto che pilers vpon the mount Sion. 
Che copy of the writingeischis: 

Che vig. daye of ¥ moneth Elul in the 
Clxxij· yearein che chirde yeare of Symon 
the bye preſt, inthe greate congregacton of, 
¥ preftes, rulers of the pcople,and elders of 
the conntre at Afaramel, were thefe wordes 
openly declared: 

E  Forfo moch as there was mod) warre in 
oure londe, therfore Symon ¥ fonne of Ma 
tathias(conse of che childꝛen of Jareb) and 
bis bret hren, put them felues in parell, and 
reſiſted the enemies of their people: thac 
their Satctuary and lave might be man- 
teyned, and dyd their people greate worſhi · 

e. Jonathas inlite maner, after that be 
Bes Fouerned bis people and bene their bye 
pref: dyed, and lyeth buried beſyde bis el- 
ders. 

Afeer that wolde cheir enemies haue trod 
den their holy thinges vnder fore, deftroyed 
thetrlonde,and veterly waifted their Ganc- 
tuary. Then Symon wit hſtode chem, and 
fought for bis people, fpent noch of bis ow 
ne money, weapened the valeaunt men of 
bis people, gaue them wages, made fironge 

> cities of Jude, with Bethſura chac liech 
vpon the borders of Jewry, (where che o2- 
dinaunce Of their enensies laye fomeymeyz 
fet Jewes there for to kepe it. 

S$  Hemave faſt Joppa alſo which lieth v- 
pon the fee, and Gaze chat bordreth vpon 
Asocus, (where che enemies Owelt afore) 
and chere be fet Jewes to kepe it: and what 
focuer was mete forthe fubvaynae of the 
aduerſaries, that la yed he therin. ANow whe 
the people ſawe the noble actes of Symon. 
@nd what worſhipe be purpofed todo for 
them, bis godly bebauoure , and faithful- 
neſſe which be kepte vnto thent, zhorobe 
fougheby all waies ¥ wealth of bis people, 
becanfe be dydall this, therfore they hofe 
him to be cheir prynce z bye pieſt. And in bis 
tyme they pzofpered roel by him ſo F the Het 
thẽ were takẽ out of theirlonde:zebey alfo 
which were itt the cite of Dauid ac Jeruſalẽ 
in the caſtell where they wente out and deft 
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led all thinges chat were abo ute the Gane- 
tuary,and d1d greate harme onto clenlynes) 
and Symon put men of the Jewes init, for 
the defence of the londe and obe cite, and fee 
vp the walles of Jeruſalem. 

And kynge Demerrius confirmed him int 
bis hye preſt hode, made him bis frende, and 
dyd bint greate worfhipe. For he herde thas 
the Romayns called $ Jewes their frendes, 
louers and bietben:bor honorably they ree 
ce aued Symons embafficours : bow ỹ Je w 
£8 and preſtes conſenced that be ſhůlde be 
their pzynce and bye proſt perpecually (ill 
God rayſed vp the true prophet and chat 
be ſhulde be their captayne, co care forthe 
Sanctuary,and co fee officere vponthe woe 
#es therof ouer the Londe,ouer the weapens, 
quer the houſes of defence, comate prony- 
fion foz che holy chynges, and to be obeyed 
ofeuery man,and all che wzitynges of Flow 
de to be mave in bis name: that be ſhut · 
de be clothed in purple and golde, and that 
ie ſhulde be lavfull for none of che people nox. 
pieſtes co breate eny of theſe ehynges, to 
wichſtonde bis wordes,ner to calleny con- 
Sregacion inthe londe without bins :chac 
be ſhulde be clothed in purple, and werre @ 
colar of golve: And yfrbere wereeny whidy 
difobeycd oz brake this ordinaunce, that be 
ſhulde be punyfhed. 

So alithe people confented to alowe 
Symon, and to do acozdynge co ehefe wor- 
des. Symon allo himſelf tobe it vpon bins, 
and was oontente to be the bye preft, the 
captayne and prynce ofthe ewes and pref 
tes, and to gouerne thers all. And they com- 
Maunded to make chis weitinge in tables 
oflaton, and to faſten it unto the compaffe 
of the Sanctuary inanopen place: andeo 
laye vp a copy ofthe fame inthe treafary, 
that Symon and bis pofterite might ba- 
ue it. 

The xV.Chapter. 

Oꝛouer, kynge Antiochus the ſon⸗ 
é Y i ne of Demetrius fence — — * 

the Jes of the fee, vnto Symon 
thebye preft and pzynce ofthe Yewes, and 
to all the people,conteyninge thefe wordesr 
Antiochus the Eynge ſendẽeth gretinge vn 
to Symon the bye prefEand to the people of 
the Jewes. For ſo moch as certayne wie 
Eed men bane gotten che kyngdemẽ of onre 
progenitours, J am purpofed co chalenge 
ebe — agayne,and to reſtore it to the ole 
de eſtate. 


Wherfoꝛe J have gathered a greate hoofs 
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and made ſhyppes of warre:that Imaye go 
rchoror the countre,and be auenged of than 
whidy haue deſtroyed oure londe and wayl- 
ted many cities in my realme. And ther fore 
now J make the fre alſo from all the tribu · 
tes, wherofall Eynges my pro genitours ba- 
ue diſcharged the, and from ocher cuſtomes 
(wher fromebey haue releafed the what fo 
encr they be: Mee J geue cheleaue to finyte 
money of tbincowne within thy londe. As 
for Jeruſalem, J wil chac it be bolyand fre: 
and alltbewespens and bonfes of defence 
which chou baft buylded and kepeſt in chine 
hondes, fhalbe thine. Where as any thinge 
ts 92 ſhal be owynge vnto the tynge, J forge 
ue it the, from this tyme forth for euermore. 
And when we haue opta yned oureEyngdo- 
me, we ſhal do the, thy people and checem- 
le greate worſhipe: fo that youre honoure 
al be knowne thorow out ? whole worlde. 
In the Clxxiiij. yeare wente Antiochus in 
to bis fathers londe,and all the men of war- 
recame together vnto bim, fothat fewe we- 
veleft with Criphon. Go thet ynge WAntio- 
chus folowed vpon him, but be fled. nto Do 
ra avhich lieth by che ſee ſyde: for be fare F 
there was myfebefe comimnge vnto bins, 
and that bis hooſt bad forſaken bim. Then 
came Antiochus vnto Dora an hidzeth z 
twentye thoufande men of armes vpon fo- 
re, and eight choufande bozfinen.So be cons 
pafed che cite ronndeaboute,and } ſhippes 
came by the ſee. Thus they vercd the cite by 
londe and by water,in ſo mech that they ſuf 
fied no man to go in nor out. 
¶In the meane ſeaſon came Numenius (z 
they that had bene with him) from the cite 
of Rome, hauynge lettres wꝛitten vnto the 
rynges and prouyncies, wherin were contey 
ned eheſe wordes: Lucius the Mayre of Ro 
ute ſendeth gretinge vnto Ptolomy the Eyn- 
ge. The embaſſit ours of the Jewes oure frẽ 
des beinge ſent from Symon the bye pꝛeſt 
and from the people of the Jewes came vñ · 
to vs , for torenue the olde frendfhipe and 
bonde of lone,and bong bt a ſhylde of golde 
weyenge a thonfande pommde, which we we- 
re contente to reccaue of chem. YOber fore we 
thought it good to weyte nto the kynges z 
prouincics,to do thems no barmie,noz co take 
parte agaynftché, their citics ner countrees 
nether to mayntene their enemics agaynft 
them. mf there beeny wiced perfonnes ther 
fore fled from their countre vnto yor, dely- 
them onto Symon the bye prefé, § be maye 
punyſh them acordinge to their orenc lawe. 
The fame wordes wrote the Romaynes 
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alfo vnto Demetrins the Eynge,to Attalus, 
Araba,Arfaces and to allvegions:as Gam- 
ſanes, to them of Sparta, Delo, Mido. Sy- 
don,Caria, Samos, Pamphilia Oycia, Ali⸗ 
carnaffinn,and to * Rhodes:to Fafelis,Loo, 
Sida, Arade,Gortyna, Gnydum, to Cypres 
and co Cyren. And ofeucry lettre they ſent a 
copy to Symon che bye preſt and ẽo the peo 
ple ofthe Jewes So Anciochus the Eynge 
brought bis hoſt vnto Dora the fecondety- 
me,co take it: where he made diuerſe ordinaũ 
ce of warre,and Eepte Triphon in Phe foul 
denote come forth. n Symon fens Antio 
chus two thoufande choſen mé co belpe bint 
with golde ſyluer and otber plenteous reer: 
Neuertheleſſe he wolde not receane chent, 
but brake all  concnaunt which hemade rd 
Symon @ fore, z wit hdꝛewe himſelf fid bins. 
He ſent Athenobius alfoa frende of his 
vnto Symon, for co reafon with bin, fayen- 
Fe:Me witholoe fro me Joppa and Gasa(xd 
the caftell chat is at Jerujalẽ which are citt 
es of my realme, whofe borders ye bane def> 
troyed, and done greate evell in the londe, ha 
uynge the domina cio in many other places 
ofmy kyngdome. Wherfore delyner now $ 
cities which ye haue tabẽ, wb tributes of 
pores Pye baucrule vpon without the bor⸗ 
ers OF Jewzy: ©: els geue me fynue brdzech 
talentes of fyluer, yee and for the barme thar 
ye banc done inthe cities and fozthe tribu- 
tes ofthe fame, other fyve hundreth talẽtes. 
Rfno, wefhal comeand fight aga ynſt you. 

So Athenobius theEynges freude came 
to Jeruſals, and when be farwe greate wor 
Phipe and honoure of Sym in golde, ſyluer 
and fo greate plenty of ornamentes: he mar- 
veled, and tolde Symon as the kynge com⸗ 
maunded bim. Then anfivered Symon and 
faide vnto him: As for vs, we haue nether ta 
Een other més londe, ner witholde chem, but 
only oure fathers beretage, which oure ene. 
mies had vnrighteouſly in poffeffion a cer⸗ 
taynetyme. Chis bererage of oure fathers 
bane we chalenged in proceffe oftyme. And 
whereas thou coplayneſt concern ynge Yo, 
pe andGa3za, they dyd areate barme to 
peeple and in $londe, yer wyll we geue an C. 
talentes for than. 

Neuert heles Arhenobins anfivered him 
not one worde, but turned agayne wotbfal 
ly vnto FEynge, andtolvebim all chee wor 
des, andthe greate dignite of Symon with 
all that he bad ſene, and the tinge was very 
angrie, In the meane tyme fled Triphon by 

ippe onto Ort hoſaida. Chenebe fynge 
nade Cendebeustaptayne ofthe fee cooft,z 
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Sauce him an hooſt of fore men and horſmen, 
cOmanndinge bimto remoue $ hooſt towar 
de Jewry, zo buylde vp the cite of Cedron, 
tomate vp poꝛtes, co warre agaynft * 
people of the Jewes. 2s for the kynge him 
jelf he folorved vpon Triphon So Cendebe 
US came vnto Jamnia, z beganne to vere * 
people, to treade Downe Jewry, to take the 
people pꝛeſoners, to ſlaye chẽ zo buylde vp 
Cedron: where he ſet horſmẽ z orber men of 
ware, thatthey might come forth and go 
thorow cheftreces of Jewry, life as the kyn 
ge had commaunded bin. 


The XVI. Chapter. 


gw Hen came hon vp from Gasa, and 
I tolde Symon bis faͤther, what Cen- 
GW? debeus had done amonge thetr peo- 
ple. Opon this called Synion two of bis el 
deſt fonnes, Judas z hou, and fayde vnto 
them: J and my brethzen z my fathers bou- 
ſe, baue ener from oure youth vp vnto this 
daye, foughten agaynfé theenemics of Tf- 
rael,z God gaue vs good fortune co delyner 
Iſrael ofe tymes. And now for fo moch as I 
am olde, be yein ſteade of mezmy brother, 
to go forth z fight foz oure people,z the bel- 
pe of God be  you.So be chofe xx. M. figh 
tingemen of che countre,with horſmen alfo, 
which wente forth agaynft Cendebens and 
reſted at Modin. 


A 


In the mornynge they arofe, wẽte in to 
* playne felde: and beboloc, mightie grea 
te hooft came agaynfé ché, both of fote men 
z horſinen. Now was there a water broke 
berwirte them , z Jhon remoned the hooſt 
cowarde chent. And when he fawe that the 
people was afra yed to go oer $ water bio 
Ee, be wente ouer firfé bim ſelf: and the men 
ſeynge this, folowed him. 

Then Jhon fer his horſmen z fore men it 
ordze, the one bythe other, for their enemies 
horſmen were very many. Bue wher they 
blerve vp the pꝛeſtes trompettes, Cendebeus 


B 
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fled &b bis hooſt wherof many were flayne, 
and the remnaunt gat them co their ftronge 
holde. Judas alfo Ihss brocber whas wom 
dedat F fame tymẽ. And Ihon folowed fell 
vpon ? enemies till be came to Cedrõ whidy 
be buylded. The enemies fled alfo vnto the 
towres Pere in $feldes of A⸗otus. tho⸗ 
fe dyd Ihon burnẽ vp.Chus there were flay 
neq. M. men of them,z Ihon kurned agay⸗ 
ne peaceably in to Jewẽy. 

And in che felde of Jericho was ptolo- 
my the fone of Abobus made capta yne: 
which becauſe he had abundaunce of ſyluer 
zgolde, (for he bad maried the dougbter of 
Symon the bye pref) wared proudẽ in bis 
mynde,z thought to conquere the love,yma 
geninge falfed aga ynſt Symõ ⁊ bis fonnes, 
to deſtroye thẽ. Now as Symon was goyn 
geaboute thorow che cities, ỹ were in * cot 
tre of Jewry and carynge for them: he came 
Downe to Jericho, with Matathias ⁊ Zu⸗ 
das bis fonnes, in the Elxxvij. yeare in xj. 
moneth called Sabat. Then ptolomy F fon 
ne of Abobus receaned them (but xb difcea- 
teyinto a ſtronge boufe of bis called Doch, 
which be bad buyloed, where hemabderbent 
abancet. 

So when Symon z bis ſonnes weremery 
bad dronken well, pcolomy ſtode vp vb bis 
mienawbs be bad byd there) z tote their wea 
pens,entred in tothe bancFetbhoufe, z flewe 
Symon wh bis two fonnes,zcertayne of bis 
ſeruaũtes. Sod) greate vn faith filneffe dyd 
Ptolomy in Iſrael, and recSpenfed euell foz 
good. Then wrotecbhis Prolomy F fame vir 
totynge Antiochus,requyzinge bim that be 
fhulve fende bim an hooſt to belpe him:z fo 
ſhulde he delyuer bim che londe, x the cities 
tributes of che fame. He fentorber men al 
fo onto Gaza, for to tate Ghon:z wrote vnto 
the captaynes to come to bim, z be ſhulde 
geuctbem fyluer, golde and rewardes. And 
to Jeruſalem be ſent orber, to tabe it and the 
Sanctuary. 

Thẽ ranne there one before, ztolde Ihon 
in Gase, that bis father zis becthzen were 
flayne, and bowebat prolemy bad fent to 
aie him alſs. Whẽ Ihon herde this,bewas 
fore abaß ſhed, and la yed hsdes o fthem that 
were come to deſtroye him, and flerve them: 
ee be Enowe, that they wente aboute to kyli 

int, 


As for other thinges concernynge Ihon: 
of bis warres, of bis noble actes ( wherin 
be bebaucd bim felf manfully) of the buyl- 
Dinge of walles which be made, and orber 
of bis dedes: Chey are weitten in meen: 
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Fhe ende of the firſt boke of 
the 


Machabees. 


Dhe ſeconde boke 
Of che Machabees. 


What this boke conteynerh. 


Chap. I. The Fewes wrytevnto Ariſtobolus 
of the clenfynge of the templeandofthe feaft 
of taberuacles .OF the fyze that was hyd in 
the pyt. 

Chap. fa What Feremy requy2ed of the Few- 
es that were in prcfon,andof there ftozes. 

Chap. Ul. The Zeirhe Eynges helverhe temple 
at Jerufalem in honoure · The vartauncebe- 
aire Simon and Onias. What Appolionius 
KHeliodozs dyd at Ferufalem. The punyfy 
mentof Aeliovorus. 

Chap. mt. Thewiccones of Symon. The faith 
fulneffe of Onizs .Zafor laboureth to bebye 
preft. O fis wiccdneffe, and bow be was dry 
nen away. The alteracton of the prefthove. 
Andronicus deftropeth Ontas , and God ftri- 
Feth him therfore. 

hap. V.___Wonderous thinges done at Ferufe 
lem Fefon falleth vpon thecite,bandleth ab- 
Lominably and yer ts fayne to fleat the laft- 
Thekyage of Egipte taketh the cite agoyne 
with greare blondfheddynge. 

Chap. Vi. TheFynge procedeth forth inbis ty- 
ranny Es well tn othet cittes where the lawe 
of Godistepte as at Ferufalem All this fer- 
Deth God forthe wicednes of the peopie The 
ftedfaftnesfe of Eleasar. 

Chap. Vu. The death ofthe vf. brethzee thetr 
mother. Row conftante they are to fuffre,ra- 
ther then to obeye the wided Eynge. 

Chap. VU. Themanlynesfeof Judas Machabe 
us. and how Philippe medleth againft him Fu 
Das conforteth his people and ouercommeth 
tTicanoz. 

Of Anttochus and his pryde.e how 
God pony fed him. 


Chap. XM. 
mMagin treaſon Judas Miadebeus puny 
eth them.wynneth Cafpine other cities. 

Chap. Xiu. Antiochus 7 Ayfias make the forth 

agaynſt the ewes. Gudas gathereth the peo- 
ple, © bydderly thers call ppon God.gocth cn, 
and befyde Modin firiFeth eareate barell. 

Chap. XI. OF Demerrius the forne of Selen- 

cus.The trayterous dealinge of Mlcimus Lt 
canoz breaPeth falfely the bonde made with 
Dudas Magabeus Of the malynes of Rasis. 
Chap. XV. icanozs wicted purpofe.-3udas ge 
ueth bts people godly corfolacion OF bis dea 
mes ANd vifions,eudhow FZ icanes perifyed- 
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Che firf— Chapter. 
; pene FF Jewes which A 
Rey) be at Jervfalemz inchelonde 
Bid) of Jerezy, willy vnto thofe bre 
Ey ee thre of ¥ Jewes chat are tho- 
i row one Egipre:good fortune. 
bealth and peace. 

GovtheLORDE be gracions onto you, 
aztbynte vpon bis conenanne he made ch 
Absabam, Iſaac ⁊ Jacob bis faith full fer- 


uauntes: and geue youall foch an herte, tihat Deutsob 


ye maye loue and ferne bim, yee and per four 
me bis wyll with an whole herte and of a 
wyllingemynde : He ope youre hertes in bis 
lawe and in bis — — ſende 
on ce: beare youre prayers , be at one 
— — and never forſake you in tyme of 
trouble. This is heare oure prayer for you. 
What tyme as Demetrius raigned,in the 
Clxix. yeare, we Jewes wrote vnto you in Yy 
tronble and violence that came vpon vs. 
Tn thoſe yeares after that Jaſon departed 
out of the holy londe and Eyngdome, they 
brent vp the poztes.and [bed innocent blou- 
de. Chen made we oure prayer vnto } LOR B 
DE,and were herde: we offred ,andlighted 
the candels, fectinge forth cates and bred, 


And now come ye onto the feaſt of taberna Leul.ss£ 


des inthemoneth Caflen. 

Inthe Clxxxviij. yeare J people was ac 

Jernſaiem and in Jewry che councell and 
Judas bim (elf, ſeñt this whoiſome faluta- 
AS vnts Ariſtobolus Eynge Prolomys maf= 
ter , whidy came of the generacion of the 
anoynted preftes: and tothe Jewes that we 
rein Egipte In fo moch as God hath dely- 
nered vs from greate parels,weebante bim 
bylic, Yn chat we refifted fo mightie aE yn- 
ge. And whyz be brought men out of per- 
fis by beapes, cofight agaynft vs and the 
boly cite. For as be wasin Perfis@ramely, 
F captayne wthe greate hoͤoſt he periſhe d 
in the temple of Naneas, beynge diſceaued 
thorow the denyce of Naneas preſtes· For 
as be was purpoſed to bane dwelt ehere, An 
tiochus z bis frédes came tbitber,toreceaue 
moch moneye for a dowry. So whe Claneas 
preſtes bad layed fozth * moneye,beentred 
with a [mall company into the compaffe of 
thetemple,and fo they ſhut the tempie · 

Now when Antiodyus entred byopenyn C 
ge the preuy intraunce of the temple, } pref 
tes ſtoned > capta yne to death, bewedebe 
in peces that were with bim , fmoce of their 
Heades,andthrewe them ont. jnallebinges 
Gov be prayed, which hath velynered che 
wicFed incooure hondes. 
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Wyhere as we now are purpoſed co kepe 
the purificacion of the cemple vpon > rrv. 
Daye of the moneth Caflen, we thought ne- 
ceſſary co certifie you therof: char ye alfo 
might Eepethetabernacles feaſt daye,z the 
daye of che fyre, which was geuen vs when 
Nehennas offted, after that he had fee v} 

> temple ztbhe auiter. Gor what tyme as 

fatbers were led awaye vnto jis, > pzef> 
tes (which chen ſought the bong of God)ro 
be > fyze prinely from auiter hyd iting 
valley, whereas was a depedzye pyt:z ther 
in they tepteic, becauſe the place was vn⸗ 
Enowne toenery man. Now after many yer 
res when it pleafed God, } Rehemias foul 
debe fent from che kynge of perfia : be ſent 
the childers dhildzen of chofe prefies which 
bad byd the fyre xo fete it. And as they col- 
de ve, they founde no fyze, but thicke water. 

THE cSmaunded he them to diaweit vp, 
zo beynge it him, z > offerynges withali. 
Nowivhen > facrifices werelayed on zor 
died, the pref— Nehemias commaunded to 
ſprenkle them zthewod & rhe water. Whẽe 

is was done, z the ryme come Prbe Gon 
ne ſhone which afore was byd inthe cloudes 
there was & greate fyze Eyndled, Jn fo moch 

Peuery man marucled. Clow all the preftes 
rayed, whyle the facrifice was a mat ynge. 
onatbas prayed firſt and > otber gaue an 
ſwere. 

And Nehemias prayer was after this 
maner: OL ORDE Goomater of all thin· 
ges, thou fearfull z ftronge, chou righteous 
zmercifull,chon art oncly ¢ gracious tyn 
ge, onely lyberallonely tuft, Allmightie and 
encrlaftinge, chou $ delyuereft Hfrael from 
all crouble, thou ybaft choſen the fathers z 
balowed them: rece aue the offerings foz che 
whole people of Ffrael, pzeferne thine orone 
porcion,z balowe it.Gacher thoſe cogerber, 

Pare ſcatred abrode from vs: delyner thent 
Pare vnder the Heithes bondage,lote vpon 
them which are defpyfedz abhorred, the 
Heit hen mate Enowe ſe how thoun arc & 
Sod: Punyſhe chem Foppreffe,and proudly 
put vs to diſponoure. Set ¥ people agayne 
in thy boly place,lite as Moles bach ff pote. 

And the preftes fonge Pfalmes of than- 
keſgeuynge. ſo lSge as the facrifice esdnred. 
Lior whenthe Pactifice was brent, Nehe⸗ 
mias commaunded the greate ſtones to be 
fpzentled wb the reſydue of che water. Which 
roben itwas done,there was Eyndled a flam 
me of thẽ alſorbut it was confimedthozorw 
chelight, >[byncd from the anlecr. So whe 
tbis matter was Enovone, it was tolde che 


Che ij. Chap. Fo. lxxtiij. 
Eyngeof Perſia, that in the place where the 
—— — were led — —— fyre. 
there apeared water in ficade of fyze,zebat 
Ne hemias z bis company bad purified che 
factifices withall. Chen che Eynge confide- 
tynge z ponderynge ¥ matter dthigently,ma 
de bim acemple, to pioue the thinge $ was 
Done. 2nd whé be founde it ſo in dede, be ga 
ue the preſtes many giftes z dyuerfe reroar- 
des: yee be tote chem rw bis orene bove,z ge 
ue thẽ. And Nehemias called the ſame pla- 
ce Nephthar, which is as moch to fayeas 
a clenfynge:but many men calli Ptepbi. 

Theil. Chaprer. 
Tis foundealfo in che writinges of A 
§ Jeremythe prophet, Phe commaun- 

0 Ded thems whic) were caried awaye, 
to cate fyre as it is ſa yde a fore. He cOmaun- 
dedt hem aiſd * chey ſhuide noẽ ſorget the 
lawez cẽʒmaundementes of the U0 RP 
chey ſhulde not erre intheir myndes whe 
they fe ymages of fyluerz goide wb their or- 
namentes. Chefe z ſoch ot ex thinges com- 
maunded be them, zeroated them chat they 
Phulve noe lett the lawe of God go out of 
their hertes. 

‘Jes wꝛytten alo, how the prophet(at * 
commanndement of God) charged them,to 
tate the tabernacle zebe arte = them: zbe 
wente forth vnto the mountaine where Mo 
fes clymmed vp,zfawe y beretageof Gov. 
And when Jeremy camethere,be founde ars 
open caue,wberin belayed the: tabernacle, 
arte tebe aulcer of incenfe, zfo froppedebe 

ole. Chere came certayne men together al⸗ 

9 folowinge him, co marc the place, but 
ebey coude not fynde it. Which when Jere. 5 
my'perceaned,be repzouedthéfayenge: As 
forthat place, it fhalbe ontnowne, vneill y 
tymethat God gather bis people together 
againe,z receaue thé vnto mercy. Then ſhal 
Gor ſhewe them theſt chinges zehe maref 
ty of cheLORDE fhall appeare, z the clou- 
dealfo,liteasitwas ſhewed wnto Mofes:z Exod 
lite as when Salomon defy yred the Place s.Resb 
might befanctified,z it was ſhe wed bim. 

For be beynge  wyfe man, bandled bono 
rablyz wyfély: offerynge onto Godin 3 ba 
lowinge of the temple, when it was fyniſ 
fev. Andliteas when Moſes pzayed vnto Leuig.d 
the LORDE,the fyie came Downe frombee 
uen,z confimed che burntofferinge: Euen fo 
prayed Salomon alfo.z the fyze came Dory- 2.Par.7.a 
ne from beanen, z cofiumed the burntofferi 
ge. And Moſes fayde: becaufe the ſynoſ 
was noteaten,therfore it is cõſumeð. In 
lite maner Salomon kepte oes dedicacion 
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(oz balowynge ight dayes. 

chun y Annocactons ⁊ ivꝛyt ynges of «Je 
remy, weretbele chinges pucalfo: zbombe 
made a Lybrary,z bow be gacbered out of 
all countrees the bokes of the propbetes, of 
Danid,the epiſtles of the tynges,and of che 
pꝛeſentes. Euen fo Judas alfo,loke what he 
lerned by experiẽce of warre, z ſoch thinges 
as bath happened onto vs,be gathered che 
all cogetber,z ſo we haue them by vs . Rf ye 
mow deſyre to baueche fame, fende ſeme bo- 
dyco fiech them vnto you. Whereas wethé 
are aboute to celebrate the purificacion, we 
Dane weitten vnto you. Therfore ye ſhall do 
well, yf ye kepe the ſame dayes. We hope al- 
ſothat the God ( which delynercd bis peo- 
ple Z gaue them all > berctage, Eyngdome, 
pꝛeſthode z Sanctuary ? be promifed them 
anche la we ſhal ſhortly haue mercy vps ve, 
zw gather vs together from vnder the heauẽ 
in to bis holy place:for be bath ſaued vs frõ 
greate parels,z baciy clenſedthe place. 

As concernynge Judas Machabcus z 
bis brethren, che purificacion of the greate 
temple,thededicacion of che aulter,yee z of 
the warres $ cOcerne noble Antiochus and 
Eupatoz bis forme, of che flyyninges F ca- 
nie Downe from beauen vpon thofe, wᷣhich 
manfully defended the Heres. ( For though 
they were but fewe,yet defended they the 
swholelonde,d20uc awaye ) encmies Hooft, 
recoucred agaynethecemple, p was (poten 
of thorow ont all tbe worlde, delytiered ¢ 
cite, doynge their beſt Hebe lawe of cheLOR 
DE whid) was put downe might & all tran 

uilite be reſtored aga yne vnto the LORDE, 
‘was ſo mercifull once thẽ. ) As couchinge 
Jaſon alſo of Cyren, we haue vnder takẽ cd 
pendiouſly to brynge in to one boke the thin 
Ses were cõpre hended of him tn fyuc. For 
we cõſideringẽ che multitude of che bokes, 
and bow barveit ſhulde be for them wol · 
de medle with ſtories and actes (and that be 
canfe of ſo dyuerſe matters) haue vnder ta⸗ 
¥en foto comprehende the ſtories: that ſoch 
as are diſpoſed to reade might haue pleaſu⸗ 
re and paſt yme therin: and that they which 
are diligent in ſoch chinges , might the bet⸗ 
ter thinke vpon them: yee and that who fe 
ener red thein might bane profit therby. 
uertheleſſe we oure filues that baue 
medled with this matter foz che ſhortenyn· 
ge of it, bane taten no finall laboure, but 
Greate diligence, watchynges andtraucy- 
Te. Like as theythatmate & feaff, wolde fay 
ne do other men pleaſure: Euen ſo wealfo 
(foz many mens fates) ave very wel content 
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to take the laboure where as we maye ſhort 
ly comprehẽde, che thynges that other men 
bane truly awrytten. 

For he F buyldech an houſe a nerv, muſt 
prouyde formany thynges to whole buyl 
dinge: but be that paynteth it afterwar- 
de, ſeketh but only whats comly, mete and 
conueniene to garnyfl it wicball . Euen 
ſo do we alſo in lite mancr. And why 7 He 
thatbegynneth to weyte a ſtory foz tbe firft, 
mufé with bis vnderſtondinge gatber che 
matter together, fet bis worbes in ordre, and 
diligently [eke out cuery parte: But he that 
afcerwardewyll ſhorten ic, vſeth fero wor- 
des, and tondyeth not the matter at the lar- 


gieſt.· Lee this be ſufficient for a prologe now 
wyil we begynne to fhewe the matter: for it 
ts but a fooliſh thinge to mate a longe pro · 
loge, and to be ſhorte in the ſtory ic ſelf 
Theil. Chapter. 
RV Hat tyme as che holy cite was in- 
SY Dabited in all peaceand wealth, z 
whenthe lawes were yet very well 
Bepte. 838 was it ordened by Onias the 
bye preſt and other godly men, that were ene 
mies co wickedneſſe) Ye came cherto, that 
euen the fynges and pzynces thé felnes dyd 
the place greate woorfhipeand garnyfhed ¥ 
temple with greacte giftes: In ſo mod chat 
Selencus kynge of fia of bis owne rentes 
bare all the coftes belongingeto the ferny- 
ce of the offerynges. Chen Symon of the 
oe of Ben Jamin, a ruler of thetemple, 
laboured to worre fome myſchefe ist the cite: 
but the bye pref refiftcd bis. 

Neuertheleſſe when be might not oner- 
come Onias, be gat him to Appolonius the 
fonne of Therfa (which thẽ was chefelorde 
in Celofyzia and phentees)and colde him, F 
thetreafary in Jeruſalem wes full of imu: 
merable money, and bow thatthe comons 
goodes ( which belonged not vnto che offe- 
ringes were erceadinge greate alfozyeeand 
bow it were poffible,ehat all ebefe might co- 
me vnderthe Eynges power. 

Llow when Appollonins bad fhewed 
the tynge of the moncye, as it was tolde 
him: y tinge called foz Heliodorus bis ſtewar 
De, and fent him witha commanndement, 
to beynge bimtbe fayde money. Immediat · 
Ty Heliodorus tote his ionrney , but vnder a 
coloure,as though be wolde go thozow Ce- 
lofyzia and Phenices to vyſet the cities , but 
bis purpofe was to fulfilltbefynges pleafis 
re. So when be came to Jeruſalem, and was 
louyngly receaned of the bye preſt in to the 
cite: be tolde what was determed concer · 
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nyngethe moneye , and ſhewed the canfe of 
bis commynge he axed alfd, yf it were ſo in 


The tj. Chap. Ao. lxxv. 


there apeared vnto chem an borfe,with ater 2 Maio. 
rible man ſyttinge vponbim,dvecFrein good- andu-b 


C 
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Dede. Chen the bye preſt tolde him, that the 
re was ſoch money layed vp for the vpbol- 
dinge of weddowes and fatherleſſe childrẽ 
and bow that a certa yne of it belonged vn⸗ 
to Hyrcanũs Tobias a nobie man: and that 
of ali the mone ye (which that wicked Sy⸗ 
mon bad bewra yed)t here were iiij. hundret h 
talentes of fyluer, and ij. hundreth of golder 
yeezthatitwere vnpoſſible foz thofe mens 
meaninge to be diſceaued chat bad layed v; 
their moncye in the place and cempleawbic 
6 bad in worſhipe thozow the whole worl- 
de) for the mayntenaunce and honoure of * 
fame. Whervnto Heliodoms anfwered, ¥ 
the bynge had commannded him ineny wy 
fe,co brynge him the moneye. 

So atthe daye appoynted, Heliodorus 
entred into the cemple co ordre this matter. 
Duc there was no finall feare thozow out 
thewbole cite. The pzeftes fell dorone befo- 
re the aulter in cheir veftimentes, and called 
vnto beauen vpon bim, which bad made a 
lawe concernynge ſtuffe geuentotepe, that 
they ſhulde be fafely pzeferned, for fod) as cS 
mitte them vnto Eepynge. Then who fo bad 
loked the bye preſt in che face,it wolde bane 
grened bis berte: Foz bis countenaunce and 
the chaunginge of bis coloure, declared the 
inwarde ſorowe of bis mynde. The ma was 
all in benyneffe,and bis body in feare: wher 
by they that loked vpon bins, might percea 
ue the grefe of bis herte The other people 
alfo came out of their houſes by beapes vn⸗ 
to the comon prayer, becanfeche place was 
Ute to come in toconfucion. Chewomen ca- 
metogether thorow the firetes, with bayzie 
clothes abonte their breſtes. 

Che virgins alfo chat were kepte it,ran- 
neto Onias, fomeco the walles, other fome 
loked out atthe wyndowes: yee they all bel- 
de vp their hondes towarde beané,z prayed. 
A miferablecbinge was it, tolote vpon the 
comon people, z the bye pzeft beynge in ſoch 
trouble. But they befoughe Almightie Goo, 
that che goodes which were committed vn⸗ 
to thé, might be kepte whole, for thoſe that 
Gad delisered thent vito cheir kepynge. Ne 
uertheles the thinge that Heliodezus was 
Determed to do that perfourmed hein the fa 
mie place,be bim felf perfonally beynge abou 
te the treaſury with bis men of warre. Bue 
the ſprete of Allmightie God fhewed bint 
(elf openly, ſo that ail they which preſumed 
to obeye Heliodozus, fell thorow ¥ power of 
Govin toa greate fearfulneffe zdzede. Foz 


ly araye, and che horſe fimote at Heliodozus 
sith bis fore fete. Plow be that fat vpon > 
bozfe, bad barneffe of golde vpon him. 
Morouerthere apeared ij. fayze and ben- 
tifull yongemenin goodly araye, which ſto⸗ 
de by bim, fCourged bim of boch the fydes,z 
gaue bimmany ſtripes without ceaffinge. 
With chat, fell Heliodozus fodenly vnto che 


grounde.So they coke bim vp(beynge cont 2.Mac.s.c 


pafed aboute with greate darcPneffeand ba 
rebint out vpõ a beare. Thus hethat came E 
with ſo many runners and men of warre in 
to > ſayde treaſur y was borne out where as 
no man might belpe bim: and fo che power 
of Gov was manifeſt and tnowne. de laye 
fill domme alfo by the power of Gov, defti- 
tuteof all bope and life. 2nd they prayſed 
theL ORDE, that bebad fhewed bis power 
vpon bis place and cemple, which a litle afo 
re was full of feare zerouble:and that tho⸗ 
row the reuelacion of che Allmightie LO R- 
DE it was fylled with ioye and gladneffe, 
ThE cercaine of Heliodoms fredes praied 
Onias , chacin all haiſt be wolve cal vpon 
Sod to graunce bim bis life, which was gee 
uynge vp the gooft. So the bye preft confi- 
dered che macter, and leſt che kynge Pyulde 
ſuſpecte that the Jewes had done peliodo- 
rus (ome cuell : be offred ait heaithofferynge 
8 him Now whe ¥ bye prefEbad opte yned 
is peticion, the fame yon ge mein the fame 
clotbinge apeared, zftode beſyde Heliobo- 
rus,fayenge: Chante Onias ¥ bye pref, for 
for bis fate bath ¥ LORDE graunted the lt 
fe: therfore feynge $ Godbath fc courged ¥, 
gene bim piayfez chantes, and fhewe cnery 
nian his might z power. 2nd whe they had 
fpotenchefe wordes, they apeared nomore. 
So Heliodorus offred onto God, made 
Steate vowes ontobim which bad grafted 
bim bis life, chated Onias, coke bis hooftz 
wẽte againe co ¥ Einge. Thẽ ceftified he vn⸗ 
tocuery ma, of ¥ Greate workes of Gob, 
be badfene wb bis eyes. And whe the kynge 
Gred Heliodorus who were mete to be ent 
yetonceagayne to Jeruſalem he fayde: Rf 
thon bafteny enemy oz aduerfary vnto thy 
realme ſende him thither , zehon fale bane 
bint puniſhed. yf be efcaperd bis life:foz in ð 
place( no donte) there is a ff peciall powerz 
workinge of God. Foz be F dwellethin hea- 
bE, vyfiteth z defendeth F place: zall co⸗ 
metodoit barme, be punyfherb z plager 
the.Cbisis now ¥ matter cocerninge Heuo 
downs, ⁊ y Eepinge of 5 exeafi a 
iij 


AR a⸗ ·e 


3.Mas.a 


Lhe ij. boke of che Machabees. 
Thellll, 


bell. Chapter. 

dis Symon — ſpake 

afore)beynge a bewrayer of the mo⸗ 

ney and of bis orvne naturall coun- 
tre,reported she wort of Onias:as chough 
be bad moned Helioborus vnto this,andas 
though bebad benea brynger vpof eucll. 
Thus was be nor afhamed co call bim an 
enemieof > realme,thatwas fo faichfull an 
ouerſeer z defender of the cite z of bis peo- 
ple:yee z feruent in chelawe of God. Dut 
when the malice of Symon increafer fo far 
re, Athoꝛrow bis frendes there were certayne 
manſiau ghters cOmicted:Onias confidered 
the parell * las bs come chozow this firife, 
and bow that Appollonins(namely the he 
fe lorde in Celoſyria and Phenices) wes all 
fet vpon tyranny, and Symons malice in- 
creafedtbefame: de gat himto the kynge, 
not as an accufer of che citeſyns, but as one 
that by him felf intended the comon wealth 
of the whole multitude. Gor be ſawe it was 
not poffible co lyue in peace, nether Symon 
toleancof from bis fooliſhneſſe excepte the 
Eynge dyd lokerberto. 

But after che death of Seleucus, wher 
Antiochus (which is called che noble)cote ¥ 
Eyngdome:Jafon che brother of Onias la- 
boured co be bye pꝛeſt: Foz be came vnto the 
€ynge,and promifed him thꝛe hundꝛeth ⁊ ir. 
talentes of ſyluer, T of the other rétes lxxx. 
talentes. Beſydes this he promifed him yet 
an C. ⁊ Lyf he might haue > ſcole of ¥ chil 
dren, and chat he might call chem of Jeruſa 
fem Antiochians. Which when che tynge 
bad graunted, z be bad gotten the fuperio- 
rite: he begãne immediaclyco drawe bis tint” 
men coche enftome of the Heithen, put dow 
netherbinges,thatthe Jewes had fie vp of 
Tone, by Thon the facber of Eupole mius 
(wbid was fent embafficoure onto Rome, 
ſor to mate the bonde of frendfhipe andlo 
ue.) He put dormeall che Jawes z Zyber- 
tes of the’ and fet op wicked ſtatu⸗ 
tes. He durſt mate a fightinge ſcole onder y 
caſteil, and ſet fayre yonge men to lerne the 
maners of whoͤres and brodels. 
€ This was now the begynnynge of the 
Heitheniſh z firaunge cSuerfacion, bronghe 
in thozom the ongracious and onberde wic 
Bedneffe of Jaſon ( which ſhulde not be cal- 
(ed a prefé, but an vn godly perſonne. In ſo 
moch, that the pꝛeſtes were nor nomore oc- 
cupide abonte the ſeruyce of the aulter, but 
Se pyfedebecemple,regaroed not the offt yn 
ges: yee gaue their diligẽce to lerne to fight. 
&o wiſtle, to leape, to daunce, æ to put at 
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one:not ſett ynge by ? bond of * fathers, 
fora > glen of the Gretes beſt of alls 
for the whid they ſtroue perloufly,and we- 
regredy co folowe their — > yee cheit 
In rose in all thinges to be like thẽ, whidy 
afore were cheir enemies z deftroyers. How 
beitte do wicFedly aga gnſt F lawe of God, 
[hal not eſcape vnpun yſhedr but of this we 
[hal fpeate hereafter. 

What tyme as the + Olympiades ſportes 
were played at Tyrus ( che kynge him felfe 
beinge prefenteebis vngracious Jaſon ſent 
wicked men, bearinge from them of Jeruſa 
lem (which now were called Antiochians) 
iij. C. drachmas of ſyluer for an offeryngeto 
Sercules. Theſe had they chat caried chem, 
deſyred vnder foch a faſhis as though they 
ſhuide not bane bene offred, but beſt orved co 
other vfes. Neuertheles be tbat ſent them, 
ſent chem to che intent that they ſhulde be 
offted vnto Hercules. Bur becaule of thofe 
that were prefent, they were geucn asco tbe 
matynge of [bippes. 2nd Appollonius che 
fonne of Neſteus was ſent in co Egipte, be 
cauſe of the noble men of Eynge prolomy 
Pbilometoz. Now when Antiochus perces 
ued § be was put out from mebdlingein tbe 
realme,be fought bis orone profit, departed 
fromebence, cameco Joppa, z then to Jeru 
fale: where he was honorably receaucd of 

fon zebe cite,z was bought in wd torche 

ight and with greate pzayfe: and ſo be cur- 
nedbis booft nto Phenices. 

A ſter tif. yeare Jafon ſent Menelaus(the 
forefayde Symons brother)to beare the mo 
ney onto ¥ kynge, Tto bringe him anſwere of 
other neceffary matters. But he( when be 
was prayfedof F Eynge for magnifienge of 
bis power eurned F bye prefthode vncobim 
felfilayenge vp ij.C.taléces of fyluer for Ja 
fort. So wobé be bad gotten cOmaundemites 
from kynge, he came hauinge nothinge ? 
becðmeth a pꝛeſt, but bearinge > ſtomack of 
a cruell tyraunte Tthe wrath of a wyldebia 
te beeſt. Chen Jalon (whic) had diſceaued 
His ovone brother )feynge he him felf was 
begyled alfo, was fayneto fleinto > de of 
> Ammonites,z Menelaus gat F vominis, 
But as for Fmoneye F be had promiſed on 
tothe tynge, be dydnorbinge therin, when 
Softratus the ruler of caſtell requyzed it 
of bim. (Gor Softratus was theman, ga 
thered ) cuftomes)rober fore they were bor 
called before the Eynge. Thus was Mene⸗ 
laus put out of > pzeftbove, z Z yfimacus 
bis brother came in bis ſteade. Softracus at 
ſo was made lorde of the Cypzians. 
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3 It happened in $ meane feafon,¥ * Thar 
fians z Mallocians made inſurrecis, becau 
Ethey were geuen fora preſent vnto kynge 
Antiochus concubyne. Then came F tinge 
in all > baiff.co ſtili them aga yne and to p̃a 
eiſie the matter, leauynge Andronicus there 
to be bis debyte, as one mete therfore. Now 
Uienelans fuppofinge that he bad gotten 
a@ right convenient cyme, fEole cercayne vej- 
fels of golde out of che cemple,and gaue the 
to Andzonicus for a prefenc:and jome be 
ſolde ac Tyrus and inthe cities therby. 
Which when Onias Enewe of « firer- 
tye, berepzoued bim : but he kepte bim ine 
fancuary befyoe Daphnis, that lyeth by 
Antioche. Wherfore Menelaus gat.bim 
to Andronicus, anð prayed him that he wol 
De ſlaye Onias.So when be came to Onias, 
be counceled bim crafcely to come out of 
the fancuary, geuynge bim bis honde with 
an ooth(bow be tt be ſuſpecte bim ) and thẽ 
be flewe Onias, withouc eny regarde of 
rightnoufneffe. Gor the which caufe not on- 
lythe Jerwes, bur other nacions alfo tote in 
dignacion, and were difpleafed foz the vn- 
rightuous death of fd godlyaman. 

And when cheEynge was come agayne 
from Cilicia, the Fewes and certaine ofcbe 
Gites wente vnto him, complayninge for 
the unrightnous death of Onias. yee An- 
tiochus bimfel falfo was fory in bis mynde 
for Onias, fo F ic pitied bim,and be wepte, 
remembringe bis ſoberneſſe and manerly be 
hauoure. Wherfore be was fo kyndled in bis 
mynde, he cSmaunded Andzonicus ro be 
ſtriped out of bis purple clocbinge,z foto be 
Ted thorow our all the cite, yceand $ vngra· 
cious man to be flayne in > fame place,rwbe- 
te be committed bis wickednes vpon Onias 
Thus ? LORDE rewarded him bis punyfh- 
ment,as be bad deferued. Clow wher £ yfi- 
machus bad done many wycFed dedes in F 
temple thozow the councell of Menelaus. 
andche voyce came above : the multitude 
gathered thẽ together agaynft Lifimachns, 
for be bad caried out now moch golde. 

Sowben the people arofé and were full 
of difpleafisre, £ ifimachus armed iij. Mvn⸗ 
thriftes ro defende him :a certayne tyraunte 
beynge their captayne, whic) was grower 
both in age T woodneffe. Sut when the peo- 

le vnderſtode the purpofe of £ yfimachus, 
Fome gat ſtones, fome good ftronge clubbes, 
‘zfome café aß ſhes vpon Lifimacus.Thus 
there rere many of ché wounded, ſome beyrt 
ge flayne,z all the ober chaccd awaye. But 
as for wicked chnrchrobber bimfelf, chey 
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Eylled him befybe the treafury. Of thefe mac 
ters therfore there was Eepte a courte a- 
Seynft Menelaus. 

Now when ? kinge cameto Tyrus, they 5 
made a cOplaynce vñnto bim of Meneiaus. 
concerninge this bufynefje,z > embaſſitours 
were thre, Sut ATenclaus wente z promiſed 
Prtolomyto gene bim mod) money, yfhe wok 
De perſuade che Eynge.So prolomy wete to 
the Einge into a courte(rbere as be was fee 
£9 coole bim)z brughte bins ont of Hmynde 
In ſo moch F he diſcharged Menelaůs fro * 
accufacions, yp not withſtondinge was caufe 
ofall myſcheferand thoſe poozemen (which 
Ethey bad coldetheir cauſe, yee before the 
Scythians,they ſhulde haue be iudged inno 
Et xhẽ be cõdencð to deach. Thus were they 
foone punyſhed avhich folowed vps} mat⸗ 
ter for } cite,foz } people,z foꝛð hoͤly veffell. 
Wherfore they of Cys coke indignacion,z 
buried thé bonozably. And ſo thorow F coe 
vetouſneſſe of them that were in power, tte 

nelaus remayned fiill in authozite, increaſin 
ge in — the hurte of che citefyns. 
V.€ba} 


Chapter, 

g T $F famecyme Antiochus mavebim A 
Teady to go againe into Lgipte. Che 
were there feneat Jeruſalem̃ (rLonyes 

loge horſmẽ rummingetoand froin the ayze, 

which hadrayment of golde ẽ ſpeares. Tho 

re were ſene alſo —— — of mẽ weape 

ned, ⁊ horſes runnynge tn an ordre how they 

came togerber , bowebey helde forth cheit 
fhilves, bow ? barneffed men drew ont their 

ſweardes, z their dartes. The ſhyne o 

goldẽ weapẽs was fene, z of all maner of 
armure. Wherfore euerymã prayed, $ ehofe 
tokens might turne to good. Clow whé the 

re was gone forth a falferumd, as though 

Antiochus bad bene decd: Jaſon tore a Mt. 

mé,z came fodély vps ð citẽ The citefyns rã 

ne vnto $ walles,at Flaftwas >} cite tatert, 

and Menelaus fled into the caftell. 

As for Jaſon be fparednor bis owne ci- B 
tefyits inthe ſiaughter, nether confidered be 
what Greate enell it were,to deftroye $ prof- 
petite of bis owne Eynfinen :burdyd as one 
that bad gottenthe victory of bis enemies, 
and not of bis frendes. For all this gart 
be not the firpertorite, but atthe laff recea- 
ucd confircion for bis malice,and fled agay- 
ne like @ vagabunde into the londe of the 
Ammonites. Gynally (fora rewarde ofhis 
wicedneffe) be was accufed before Aretha 
the kynge ofthe Arabians: Jn fo moch eat 
bewas fayneto fle from cite to cite, beynae 
defpyled of euery man as a forfater of che 
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lawes, and an abhominable perſonne. And 
at laſt(as an open enemy of bis owne na 
turall countre and of the citeſyns, be was 
dryuen into Egipte. 

Thus be F afoze putmany out of their 
orone natyue londe, peryſheð from bome 
bim ſelf. He wente to Lacedemon, thinkinge 
there to bane gotten ſucoure by reafonof 
Eynrede. And be that afore bad caften ma- 
ny one out vnburied, was thzowen ont bins 
felfino man mournynge foz bim,ner puttinge 
bim inbis graue: fo that be nether enioyed 

> buriall of a fEraunger,nether was be par 
tater of bis fathers fepulcre. 


Clow when this was done the tinge fuf> 
ecte, vp the Jewes wolde bane fallen from 
Bim rroberfore be camein ae greate difpleafis 
re out of Egipte, ztotethe citeby violence. 


unac.ne He cOmaunded bis menof warre alſo, that 


they ſhulde tyll z not fpare, but flayedow- 
ne (och as wb ſtode thent,oz clymmed vp vp> 
¥ boufes. Thus was there a greate flaugh- 
ter of yonge men, olde men, women, childzen 
Gnd virgins. In iij. dayes were there flayne 
lxxx· M fourty thouſande put in preſon æ no 
leſſe ſolde. Ret was be not cõtent w chis,but 
durſt goin co the mofé holy temple ¶ Mene⸗ 
(aus that eraytoureto > lawes zt bis ow 
ne nat urall countre,beynge bis gyde)z with 
bis wicFed bondes cote y bolyveffell, which 
otherEynges z cities had genen thither for 
¥ garnifhinge z bond of y placethé tote be 
inbis hoves vnwoꝛthely de fyled chem. 
DSo madd was Antiechus, chat he con⸗ 
ſidered not,bow chat God was a litle wroth 
forthe ſynnes of chem that dwelt inthe ci- 
te, forthe which foch confircion came vpon 
that place. 2ind why? yf it had not bappe- 
ned them to haue bene lapped in many fm 
nes, this Antiochus (as foone as he bad co- 
mead fovenly bene punifled,and fot out 
for bis pzefumpcidilite as Heliodozus was, 
whom Selencus the tyngefente torobbe F 
treaſury. Neuertheles Gov hath not holes 


The vi. Chap. 


the people for the places fate, bur the place 
for * Pfs’ fate: and therfore is the pla 
ce become partater ofthe peoples trouble, 
but afterwarde hall it enioye the wealth of 
them. Andliteasitis now forſaken in the 
wrath ofallmighty God, fo when the grea- 
te God is reconcyled, it fal be fee vp in bye 
worfbipe agayne. 


So when Antiochus had taben a M. and E 


viij C. talentes out of thẽ temple he gat him 
to Antioche in all chẽ haiſt, chinkinge in his 
pryde, chat be might make mẽ fale vᷣpon che 
brye londe and to — ſee ſoch an bye 
mynde bad he. He Tefte debites there to vere 
the people: At Jeruſalem left he philippe + 

hrigian, inmaners moze cruell che bimfelf 
P fee him chere:Ae Gazifim he left Andzoni- 
cus z Menelaus, which were moze greuous 
co the citifyns then otber. Now aẽ he was 


hus fecinmalyce aga ynſt > ewes, be fent wmac.d 


Appollonius an hated pzynee, vxxij . M. cõ 
maundinge bim to Nave allebofe } were of 
perfecte age,and to fell che womẽ maydes z 
childzen. When he came now to Fernfalem, 
be fained peace,z kepte bim ſtill vneill ¥ Gab 
bath daye. And then be cOmaunded bis mer 
rotate them totheir weapens( for $ Jewes 
Eepte holy daye ) and fo be flewe all them F 

were gone forth to the open playe,runninge 
bere andehere chorow the cite with bis men 
wwapencd, and murtbhured a greatenombze. 


But Judas Machabens whid) was the 'MA+* 


tenth, fled into the wylderneſſe, led bis life 
there with bis company amonge the wylde 
beeſtes and vpon the mountaynes : divellin- 
ge there and eatinge Sraffe leſt they ſhulde 
be partakers of the fylthyneſſe. 
The Vi.Cbapter. 
q Otlonge after this, fent the Eynge a * 

imeffaunger of Antioche, for to com- 
© ell * Jewes to altre $ ordinaunces 
Of ? fathers z the lawe of God,to defylethe 
temple pas at Gernfalem,z to call it the tẽ 
ple of Jupiter Olimpins:z ᷣ they ſhulde be 
In Sazarim as thoſe which dweliat * place 
of Jupiter the harberous. This wicked ſedi 
6 of * vngodly was heuy vponall * peo⸗ 
ple: Foz} temple was full of vᷣoluptuouſnes 
bebbinge z bollinge of * Heithẽ of ribandes 
zbarlottestogetber.C be womẽ wente in to 
> boly place,z bare in that was not lanfall. 
The aulter alfo was full of vnlaufull thin- 
ges, which F lawe forbyddeth to laye vpõ it. 
Che Sabbathes were not kepte, the other fo 
fempne feaftes of * londe were noc regarded 
To be plaine,chere durſt no mã bea Enowne 
that he was a Jewe. 
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In the daye ofthe Eynges byzth they we 
re compelled perforce to offre:z when F feaft 
of Bachus was Eepre,they were cofirayned 
to weere garlandes of yven, and ſo to go a ⸗ 

boute fortbe honoure of Bachus. 

Moꝛrouer chorow the councell of Ptolo⸗ 

my, there wente out a commaundement in > 
nexce cities of the Heithen, p they ſhulde ĩn 
treate the Je ives in like manernameiy, to cõ 
pellchẽ for to Do ſacrifice a fter Flawes of F 
Gentiles:and who fo wolde not, to put them 
to death. piteous chinge was it co ſe. The 
Te were ij. women accuſed to haue circamei- 
ded cheir formes , whom when they had led 
rounde aboutethe cite(che babes banginge 
ac their breftes bey café them downe bead- 
linges ouerthe walles. Some y were crepte 
incodennes and bad kepte the Sabbach, we 
re accuſed vnto Philippe, and brent inthe 
Fyre: becauſe that for che feare of Godebey 
kepte the commaũdement [6 ſtiffly, and wol- 
de not defende them ſelues. 

Clow Jbeſeke all chofe which reade this 
dote,chac chey refuſe it not for theſe falles of 
Mduerfite:z iudge the thinges ( are happe· 
ned) for no deſtruccion, but for a chaftenyn- 
ge ofoͤ people. And why Whe Good fisffreth 
not ſynners longeto folorwe their owne myn 
de, bat ſhortly punyfheth chem, it is a coke 
of bis greate lonynge Eyndnes. For this gra 
cebaue we of Gov more then ocher people, 
} he ſuffteth noe vs longeco ſynne vnpuny 
{hed lite other nacions, chat when thedaye 
of iudgment commeth, be maye punyſh the 
inthe fulnes of cheir ſynnes. RF we fynne,be 
correcketh vs, but be neuer withdrawerh bis 
amercy frS vs; z though be punyfh wb aduer- 
fice, yeth doth he newer forſabe bis people. 
But liet this chat we hauc ſpolẽ now few 
wordes, be for a warninge z exortaciõ of > 
Heithẽ. Now wil we come to the declaringe 
oftbemarter. Eleazar one of > principall 
feribes,an aged mã z of & welfanozed conte- 
naũce, was cOftrained to ga perd opé mouth 
z co eate fivynes fleſh. But be defyzinge ra- 
ther to dye gloztonfly thẽ to linexd fhame,of 
fred bimfelf reillighyto $ martirdoine. Mow 
whé be farwe f he muſt nedes go to it, be coke 
it paciécly:foz be was ata poynterd himſelf 
F be wolde confenteto no vᷣnlaufull chynge 
for eny pleaſure of life. They $ ftove by beyn 
ge moued  pyte(bue not a right) for * olde 
Dfrendſhipe of cheman,roke him aſydẽ priue 

iy. and prayed him fF be wolde lee ſoch feſh 

be brought him as were laufull co cate,z thé 
tomate a coũtenaũce as though he had ea 
ten of ? fleſh of $ ſacrifice like as the kynge 
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commaunded, for fo bemight be delyuered 
from death:z fo for the olde frendphipe of 
man, they fered bim this kindnes. But be 
beganne to confidze bis diferete and bono- 
rable oor noble and worſhipfull ſtocke 
and bow frõ bis youth vp be bad bene of 
an honeſt and good conuerfacion,yee z bow 
conftantly be bad tepte ? ordinaunces and 
Tames commanded by God, wher fore be ga- 
ue them this anfivere,andfayde: 


Ret had Y rather fieſt be layed in my gre y.rests.¢ 


ue. For it becommeth not myne age (ſa yde 
be )ineny wyſe todyffemble, wherby many 
yonge perſonnes might chinte,cbatEleasar 
beinge lxxx. yeare olde and ten, were now go 
ne to a firaunge hfe: and ſo thore w myne y- 
pocrify (for a litle ryme of a tranficozy life) 
chey mighe be difccaned: by this meanes al⸗ 
fo ſhulde Idefyle myncage,zmateit abbo- 
munable. Foz though J were now delyucred 
from the commences of mei, yet ſhulde I not 


efcape the honde ofallmightie Goo, nether eu 


alyuc ner decd. Wherfore Ff willdye manful 
ly,zd9 as it becommeth myne age: Wherby 
A mate peraduenture leaue an exaple of fred 

— for ſoch as be youge, yf JISa ready 
myndez manfully dye an honeſt death, fos 
the moſt worthy and boly larves. 

When be had fayde thefe wordes, imme⸗ 
diatly be was drawen to the tormẽte. Mow 
they chat led him and were mylde a litle a- 
fore, be ganne to cake difpleafure, becaufe of 
the wordes § he [ayde: for they thought he 
Had fpoké chem of an byemynde. But whe 
De wes in bis marcirdome, be mourned and 
ſayde: Thou( O LORDE which haſt the holy 
fnowlege,Enoweft openly:chat whereas J 
might be delyucred frd death , J ſuffre theſẽ 
fore paynes of my body: bucin my niynde I 
am wel contenteto ſuffre them, becauſe Z 
fearcthe. Thus this man dyed,leanynge > 
memoriall of bis death fozanerample, noe 
only vnto yongemen,but onto all * people, 
to be ſtedfaͤſt and manly, 

The Vil.Chapter. 

T happened alſd that chere were vij A 

brethzen(with their morber)taten,z 
QM, compelled by the tyngeagaynfé the 
awe, to cate ſwynes flefh : namely sb feonr- 
ges and let hren whippes. And one ofthem 
which was che feſa yde: What ſebeſt thou. 
and what requyreſt thou ofxs? As for vs, 
we ate ready rather ta ſuffre death , then 
to offende the lawes of God and the fa- 
thers, Then was thetyngeangric,and bad 
beate cauldrons and biafen pottes. Which 
when they were made ote , immediatly 
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be commiaunded ? tonge of him that [pa- 
Ee firſt, co be cut out, to pull che [izynne ouer 
bis beave, to payze of the edges of bis ban 
bes and fete: yee and chat in the fight of bis 
mother and che orber of bis brethren. tow 
when be was cleanemarred, be commaun- 
bed a fyzeto be made,z fo (whyle there was 
eny breath in himto be fryed inthe caudz0n, 
¶In che whid) when be had bene longe pay- 
ned, the otber brethen with their merber er- 
orted him co dye manfully,fayége:C be LOR 
DE God ſhal regarde the treuth and comfor 
te vs liteas Moſes teſtifiet h and declareth 


Deut. a.e in his fonge,fayenge: and be wyl bane com · 


B 


Toh. 


paffion on bis feruauntes. 

Sowbé che firſt was —— this ma 
ner, t hey bꝛeught the ſeconde to bane him is 
deriſion, pulled che ſſ ynne with che hayre 
ouer bis heade, and ared him, yf he wolde ea 
te ſwynes fleſh or be were payned in Hother 
membzes alſo thorow ont bis body. But he 
anſwered boldly, and fayde: J will noc doit. 
And fo was herommenredliteas ¥ firſt. And 
whẽ be was euẽ at ¥ geuinge vp of ¥ goofk, 
He fayde: Chow moſt vngracious perfonne 
putteſt vs nowt dcath,bucche kynge of * 
woullde ſhall rayſe vs vp ( whidy dyc for bis 
lawes in ¥ refirreccion of zuerlaftinge life. 

Afrer him, was che chirde had in veri- 
ſion:and when he was requyzed, be putt out 
bisconge, arto chac right foone , boldinge 
forth bis bondes manfully, and fpate with 
a ftedfaft faith: Theſe bane J of heauẽ, but 
now foz the lawe of God FJ deſpyſe them: 

ꝛ my truſt is, that J ſhall receane them of 

im agayne. In ſo moch chat the kynge and 
they which were with him, maruele d at the 
vonge mans boldneſſe, that be nothinge re- 
garded the paynes. 

Now when he was deed alfo, they vered 
the fourth with comentes in like maner. So 
when be was now at bis beach, be fayde: It 
is better that we beynge put to deathof mé, 
bauc oure hope and: in God, forbe ſhal 
rayfe vs vp agayne. As for the, chou ſhalt 
bauenorefisrreccion co life. 

And when they had [poten to the fifth, 
they tormẽted bim. Then lofed he vnto ¥ 
tinge,zfayde: Chou haſt power amdge mẽ 
cforthou art a mortallman alld + ſelf) to do 
whatebou wilt,bucebinte not, * Gov bath 
foxfatene generacion. Abydethe, tary fyll 
a whyle, z thon ſhalt ſe the greate power of 
God, how be wil punyſh chez chy fede. 

A fter him they broughethefirte, whidy 
ee atthe poynte of drach ſa yde: Be not 
diſceaued(o Eynge)foz this we ſuffre for oure 
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owne fates, becanfe we haue offended oure 
God, z cherfore marvelous chinges are fye- 
wed vpen vs. Bue thinke nor thou (whids 
tateft in honde to ſtryue aga ynſt Gov) chat 
thou ſhait eſcape vᷣnpunyſhed. 

This excellent mor her roorrhy to be well D 
reported of,and bad in remembiaunce) ſawe 
bir feuen fonnes dye in one Daye, and fuffred 
it paciẽtly. becanfe ofthe hope that ſhe had 
in God: Mee fhe exorted euer y one of them int 
efpeciall, and that boldly and ſtedfaſtly, ð 
parfite wyßdome, wak ynge vp bir wyuyſh 
thought with a manly ſtomacke, and fayde 
vnto them: J can not tell bow ye cameinmy 
wombe, for J nether gaue you breth ner fou- 
leno ner fe. It is noc 3 $ toyned $ mebies 
Of yo bodies cogether, but $ maker of F worl 
de, which ſaſhloned F by:th ofma,z beg anc 
all thinges. Euen be alfo ofbis owne mercy 
fhall geue you breath and life agayne, lite 
as ye now regarde not youre ormne felues for 
bislawes fate. 

Clow thought Antiochus ‘that fhe bad 
defpyle him, cherfoze be let her go with bir 
repzones,and beganne to exorte the yougefé 
fonne(eebich yet was left not only xb wordes 
bat ſwore onto himeh an ooth, : he ſhulde 
mate bim a rich z welthyman( yf he wolde 

nfate > lawes of bis fathers) yeeand F be 
gene bim,whac foener were neceffary 
forbim. Buc whẽ che yonge man woldenot 
bemoued, forall chefecbinges he called bis 
mocber,z counceled ber to fane bir ſonnes li 
fe. And wher be had exorted ber with many 
wordes , fhe promifed bim, that fhe ſhulde 
{peate onto bir fonne. So fhe turned ber vn · 
to bim(laugbinge ? craell cyzannte to ſcor · 
neyz [pate rd a boyloe voyce:® my fonne, ba 
ue pite vpon me, p bare ? ix. monethes in my 
wwombe,that gaue the fire, noriſhe dt he anð 
brought che vp vnto chis age. J beſeke the 
(my ſonne) loke vpon heauen and earth and 
all that is therin,andconfidie,chat Goome 
de them and mans generacion of naughtrſo 
fhale thou not feare this hangman , buc 
fuffre death ſtedfaſtly, liteasthy beethzen 
baue donc: thac J maye receauctbe agayne. 
inthe fame mercy with thy brethren. 

Wyh yle ſhe was yet fpeat ynge theſe woꝛ · 
des the yonge man ſa yde: Wi om lote ye for? 
Wher foꝛe do ye tary? J wil not obeye the 
kynges commaundement, but the lawe that L 
God gauc vs by Wiofes. As forthe that 
ymaginefE all myſcheft agaynft the Jeres, 
thon fhale not efcape the bonde of God: 
fe we ſuffte thefe thinges , becauſe ofowre 
ſynnes. 
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And though God be angrie with vs a li⸗ 
tle whyle( fore chafteninge ⁊ reformacion,) 
yet ſhal he be at one agayne vb bis ſeruaun⸗ 
tes.5ut thou. (O ſhame full z moſt abhomi 
nable perſonne.) Pryde not eby ſeif thorow 
va yne bope,in beynge ſo malicious vpon > 
ſeruauntes of God: for thou haſt moc yet ef- 
caped the iudgmét of the God, which is all 
nughey,z feyth all chinges. My bret hren $ 
baue ſuffred a litle payments now wonder the 
couenaunt of eucrlaftinge life: but thoror 
the indgmentof God, chon ſhalt be punyl- 
bed righteoufly for chy pryde. 

As for me(liteas my bieth:z haue done I 
offre my foulezmy body foz * lawes of 6 fe 
tbers,callinge vpon God, pbe will foone be 
miercifull onto people:yce z wb payne z pu- 
nyſhment tomate the graunce, Phe onlyis 
God. Fame now cin my brethꝛẽ F wrath of 
alimighty God ts ac an ende, which righre- 
onjly ts fallé vpon all o peopie Then F Eon 
Se beynge Eyndled in anger,rwas moze cruell 
vpon bim then vpon all  otber,z toke intig 
nacid,} he was jolighty regarded. Sothis 
yonge ma dyed wndefiled, z put bis truſt feil 
in PLORDE.LafEof allafter $fonncs, was 
F mother put to death alfo.Letehis now be 
yuongh fpoken,concernynge > offringes,z 
exereme crnelneffe- The ViI.C er. 
GT? Hen Fudas Niachabeus and they 

* were w him, wẽte pryuely into * 
townes called their binffolkes z fren 
Des together, tole vnto them all ſoch as con 
cynued yet in the faith zlawe of * Jewes, 
and brought forth vj. M. men. Sothey cal- 
fed vpon the LORDE, $hewoldebane aneye 
vnto bis people, whidy was troddẽ Downe 
Of euery mato be gracious vnto ¥ céple, $ 
was defyled of the un godly:to bane copaf- 
fion vpon $ deféruccion of the cite, (whidy 
was ſhoꝛtly lite to be laied waiſt )o beare F 
voyce of ? blonde ỹcried wnto bim: to remé 
bre } moff vnrighteous deathes of yonge 
innocent childzen, theblafpkemies alfo done 
vnto bis name,z to punyſh the. Plow whe 
Machabeus had gathered this multitude 
together, be was to mightic for che Heithen 
(for $ wrath of $LORDE wes turned into 
mercy) be fell vpon thetownes z cities vna 
warres, brent them, tokethe moft cSmodions 
places, flewe many of the enemies. Sut fpe 
cially be made foc chafes by night, info 
moch that bismanlyneffe was [poten of e- 

uery were. 

%  Sowben philippe fawe that the man in 
creafed by litle and litle and that che matter 
profpered with bint for the moſt parte: he 


wrote vnto ptolomy (which wes a captay 
nein Celofirta Phenices helpe bim in > tin 
ges buf ynes. Thẽ fent he Miaoeanot patroclé 
(a fpeciall frende of bis in all * baifz,z gaue 
bim of ¥ comon forte of the Heithen no leffe 
chen xx t N. ſed men, to rote our * who 
le generacion of the Jewes hauinge to belpe 
bim one Gorgias a man of ware, robidy in 
macters concernynge battayls bad greate 
erpertence. Nicanor ozdened alfd the cribute 
(wbich che Romaynes ſhulde haue had) to 
be geuen onto the Eynge,out of the captiuy⸗ 
te ofthe Jewes namely ij. M. taentes. And 
immediatly be fent to ð cities of ſee cooſt. 
requyzinge thé for co bye Jewes ro be their 
feruauntes z bonde men, promifynge co fell 
them lxxx. and ten for one talente:but be con 
fidered not the weath of allmighty God, + 

was to come vpon bint. 

When Judas tnewe ofebis, he tolde che 
Berwes F wererd bint, of NRicanors comyn- 
ge.L Tow weretherc fome of them fearfull, 
noe cruftinge onto the rightuonfires ofGeo 
and fled their waye. Sut the other Fremay- 
ned, came cogetber z befought the LORDE, 
to delyuer thé frd * wicked Picanonwbids 
bad folve thẽ or euerbe came nyetbem: and 
though be wolde not do it for their fates, yet 
forthe couenaunt tbat bemave xb their fa- 
thers, z becaufe they called vpon bis holyz 
glortous name. And ſo Machabrus called 
bis men together, namely abonte vi.£1.ero2 
tinge chem notte agree onto their enemies, 
nether to be aftayed for > multitude of their 
aduerſaries cOmynge agaynft them wnrigh- 
ceoufly: but to fightmanly, confiderin: ge F 
reprofetbat theyhad done to the boly place 
without cauſẽ, bor they had defpyfed and 
opprefled che cite, yee anddefEroyed ¥ lawes 
ofthe fathers. For they (fayde be ) ern; fF in 
their weapens and boldneffe, but oure con- 
fidence is inthe allmighty LORDE which 
in the twinck linge of an eye maye both bef 
troye them that come aga ynſt vs, and all 
the woilde. 

He exorted them alſo to call to remẽbraũ 
ce the helpe that God ſhewed wnto their fa 
thers:as whe there perifled an€.zIerro Lt 
of Sennadyeribs people: 2nd of $ bactaill > 
they bad in Babils agaynft Salacians: 
bow yall tbe Macevomias $ came tobelpe 
thé, ſtode in feare:z how they beynge but on 
ly vj · M. flewe an €.2 xx Nithoro F bel- 
pe ? was geuen them frem beauen,wherby 
they allo bad receaued many benefites. 

Thororw theſe wordes F me coke good ber 
tes vntothẽ. readyto dye for thelawez the 
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coũtre. So be fet vpon enery cSpany a cap- 
tayne, onc of hts owne beethren:Simon, Jo 
fepb and Jonathas: genynge ech one xv C. 
men, He cauſed Eßdras alfo ro reade the ho 
ly boke vnto them, and to gene them a token 
ofthe belpe of Gov. 


Then he himſelf beinge captaine in $ fore 
front of che bacrayll, bucFled with Nicanor 
And Gov was there belpe, in fe moc char 
they flewe aboue ix. M. mẽ z compelled mo 
re parte of Nicanors hooſt to fle.they were 
fo wounded and feable. Thus theytole the 
money from thoſe chat came tobyethé, and 
folowed vpon them on enery fyde. But whe 
the tyme came vpon thens, they returned, 

2 itrwas the Sabbath, and therfore they 

‘olowcd nomoze vpon them. So they tote 
their weapens and [poyles z Eepte the Gab 
bach, genynge thankes ontotheL OR DE, 
which bad delynercd them that dayc, and 
Phewed chem bis mercy. After the Sabbath 
they diſtributed che fpoyles to the ficke,to > 
fatherleffe, and to wyddowes, and therefi- 
One hadchey them felucs with cheirs. YObe 
this was done, and they all bad made a ge- 
nerall prayer: they befought the mereifull 
LORDE to be at one with bis ſeruauntes. 

Of ehofe alfd chat were with Timerhens 
and Bachides which fought aga ynſt them. 
they flere xx. M. wanne bye and ſtronge bol 
Des, and deuided mes fpoyles:ener genynge 
an equall porcion wnto > ficke,to * facherles 
to wyddowwes 7 co aged perfons. And wher 
theybad diligently gathered their wes pis 
together, they layed cher all in convenient 
places,z the remnaunt of $ fpoyles brought 
they to Jeruſalem. They flewe Pbilarches 
that wicked perſonne, whidy was with Ti- 
motheus, and had vered many Jewes. And 
when they helde the thankeſgeũynge at Je 
rufalem for the victory,they brent thofe chat 
Hav fet fyze on the poztes of the tempie: na- 
mely Califibencs , whid) was fledintoan 
houſe:and ſo they gata worthy rewarde for 


Che ig. Chap. 
their wicFedneffe. As for that moſt vngra⸗ 
cious Nicanor awhich had bioughe a thou- 
ſande marchaũtes to bye the Mewes, be was 
thozow > belpe of che LORDE brought dow 
ne, euen ofthem whom beregarded not: in 
ſo moch that be put of bis glorious raymét, 
fled by fee, and came aloneto Antioche wb 
greate ſhame z diſhonoͤ, which be gat tho- 
row the deféruccion of bis hooſt Thus bey 
promyfed the Romaynesto paye chẽ their 
tribute, when be coke Yerufalem : beganne 
now to faye planely,that Godwas ? defen- 
Der of the Jewes, zcberfore noe poffible co 
ywounde chem,becanfe they folorwed lawes 
which Goo hadmade. 
Che lX.Chapter. 
* T the fame tyme came Antiochus a- 
A gayne with diſhonoure ont of Perſis. 
For when be cameto perfepolis, and 
vndertoke torobbethe temple anð to ſubdue 
thecite, the people ranne together and de⸗ 
fended chem ſelues, in ſo moch he and his 
were fayne to fle with ſhame. And ſo after 
that flight it bappencd,that Ant iochus ca 
me agayne with diſhonodure. But when he 
came to Lgbathana,be gat knowlege what 
was happened vnto Lticanorz Timot heus. 
Clow as be was auauncinge bimfelfin bis 
wrath , be thought be was able ro aͤvenge 
theininry that was done to them, vponthe 
ewes: and therfore commaunded to ma⸗ 
ke ready bis charet,baiftinge on bis tourney 
without ceaffinge: the iudgmẽt of God po 
uotynge bim, becanfe be bad [poke fo proud 
ly, that be wolde come to Jeruſalem and ma 
Eeit a graue of the Jewẽs. But the LORDE 
God of Iſtael, that feith allebinges, finote 
bim with an invifible plage, which no man 
conde heale. 

For as ſoone as be bad ſpolen thefe wor⸗ 
des,there came vpon him an horrible payne 
ofhis bowels, za ore grefe ofthe tharmes. 
And} was but right for he had martired 
other mers bowels with oynerfe and ſtraũ⸗ 
ge tormentes, bowbe it be wolde inno wyſe 
ceaffe from his malice. Zee he was yet the 

zonder, and moze malicious agaynſt the 
— But ꝛvhyle he was commaundinge 
tomate haiſt in the matter ic happened > 
be felldowne violently fromebe charet, fo $ 
it bruſſed bis body, z dyd him Greate payne. 

And fo he that thoughe he might com- 
maunde F floudes of the ſeec ſo pronde was 
he beyonde the condici6 of mamand to weye 
the bye mountaynee ut a payze of ſcoales, 
was now bꝛought dorne tothe grounde,z 
caried vpon an borfilytter, Enowleg ynge 9 
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manyfeſt power of God vpon hum: fo that 
§ wicked bovy of bis was fullof wormes. 
which in bis payne fell quyck ouc of bis 
flefh : Jn fo moc F bis hooft was grened 
with the finell and ſt yncke of bim. Thus be 
that a litle afore thought be might read) to 
the ſtarres of beauen, bim might no man 
nove abyde ner beare, forthe vebemence of 
ncke. 

Therfore he beynge brought from bis 
greate pryde, begane for to cometo ¥ Enow 
lege of bins felfifoz the punyſhment of God 
warned bim, z bis payne increafed ener mo- 
re ⁊ more. And when he bim ſelf might noe 
abyde his owne ſtyncke, be ſayde thefe wor 
des: It is reafonto be obedient vnto God,z 
that & man deſyre noc to be life vnto him. 
This wicked perſonne prayed alfo onto the 
LORDE,of whom be ſhulde haue opeained 
nomercy «2nd as forthe cite that he came 
vnto ſo baiftely, co brynge it Downe to the 
grounde, Tto mabe it a graue for deed men: 
now he deſyreth co delyner it fre.2ind aston 
chinge ¥ Jewes, whom be had indged noc 
worthyto be buried, but wolde baue caſt thẽ 
our forto bedenoured of che foules and wyl 
Debeaftes, fayenge, chat he wolve bane def> 
troyed both olde and yonge: Mow he promi 
cb, to makethé lite ¥ citefyne of Arbens. 
Anv where as he hadfpoyled che holy tems 
pleajore, now be maketh promyfeto gar- 
niſh tt with greace giftes,to increafethe bo 
ly omamétes,and of bis owne rentes to bea 
rethecoftesand charges belonginge to the 
offerynges:yec and thãt he roolde alfo beco- 
mea Jewe bim felf, to go thorow enery pla 
ce of the woꝛlde, and to preach the power 
of Gov. 


D But when his paynes wolde not ceaffes 


(forthe righteous indgmet of God was co 
me vpon him)out of a very deſpaye be wꝛo 
te vnto the Jewes a lettre of interceffion, co 
teyninge theſe wordes: The kynge and pryn 
ce Antiochus wyſheth vnto the vertuous ct 
teſyns of the Jerres, moch health and good 
proſperite. 

RF ye and youre children fare well, and 
yf allebinges goafter youre mynde: we ge 
ue greace chankes. Jn my ſickneſſe alfodo 
‘FJ remembre you louyngly : for as Jcame 
out of Perfia,and was taken with ſore difee 
ſe: J thoughe ieneceffary co care for the co- 
mon wealth. Nether defpare J in my (elf 
but baue a good hoͤpe to eſcape this fictnes. 

Dut confideryngye that my father ledan 
hooſt ſome yme in ¥ byer places, zfhewed 
who ſhulde raigne after bim, thatcyf there 


The x. Chap. Mo. lxxix. 
Happened eny cõtrouerſy, or eny harde thin · 
—— Declared, they be the londe might 
Enowe their chefelozde, § there ſhulde be no 
inſurreccion: Aga yne, when I pondieby my 
ſelf how chat all ¥ mghtie men and negh⸗ 
bours rounde aboute, aͤre layẽge waite, and 
loke but for oportunyte to do harme: J haue 
ordened tbat my ſonne Antiochus ſhãllraig 
ne after nie, whom Joft commended co mãa· 
ny of you, when J was in the hyer kyngdo · 
mes, and haue wreytten vnto bim asic fo- 
loweth herafter. Cherfore J praye you and 
requyze you ,coremembre the benefises chat 
I haue done onto you generally and inefpe 
ctall. Gor J boperpacbe hall be of foberz 
louynge bebauoure, and yf be folowe my de 
uyce,be ſhal be indifferent onto you. 


5 


& 


Thuschatmurchurer and blafpbemer of Danse 


Godwas fore ſmyttẽrand lite as be badin- 
treated ocher men, fo be dyed a myferable 
death in a ſtraunge countre vpon a moun- 
taynẽ. And his body dyd pbhilippe(chat we 
te with bim) cary awaye: which fearynge 
the fonne of Antiochus wente into Egipre 
to ptolomy Philometot. 


The xX. Chapter. 
<> Achabeus now ⁊ his company(tho 
as J ne che temple and the cite agayne, 
dejiroyed theaulters and chapels that the 
Heithe had buylded thorow the féretes:clen 
fed the cemple, made another auiter of biic- 
ke fone, and after ij. yeares they offered fa- 
crifices, fet forth che incenfe, tbe. Tighees and 
ſhewe bred. When chat was done, they fell 
Downe flat vpon the grounde,and befought 
the LORDE, that they might come nomore 
into ſoch trouble:but yf they ſynned eny mo 
reagaynft him, be bim felf co chaften ehem 
with mercy, and noͤt to come inthe hondes 
of choke aleauntes and blafpbemons mer. 
Now vponthe ſame daye that > firaun 
gets poluted che temple, it happened that 
onthe very fame daye it was clenfed agay 
nesnamely,the xxij.· da ye of the moneth cal- 


row the belpe of theL ORDE)wart 1. 
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Exo.s0.d 


Matin. 


Ted Caflet. Chey kepte vii dayes in glad- 3 


neffe, life as inthe feaſt of the tabernacles: 
remembzynge that not longe afore, chey bel 
dethe fealt of ¥ cabernacles vponthemoun 
taynes and in dennes lite beaſtes. And to > 
fame cofen they bare arene bowes, braun⸗ 
ches and palmes before bim that bad geuen 
thens good fortune to clenfé bis place. Chey 
agreed alfd togetber,and mabe a ſtatute & 
suery yeare thofe dayes Mulde be folemply 
Eepee of all tbe people of the —— 


Khe ij, boke of he Fachakecs, 
How Anciodus then (that was called 
the noble) dyed, it is fora tolde. Stow 
coil we fpeate of Nicanor the jonne of that 
wicked Anciochus, how te bappened with 
bum:and ( with fero wordes to compzebert- 
de the aduerſite thar chaunſed in * warres. 
When be had catenin the kyng dome be 
made one £ yfias ( which bad bene capray- 
ne of che booft in phenices and Syria )ru- 
fer oner che matters of the realme. For pry 
fomy thac was called Macron, beynge a ru- 
fer for the Yewes(and fF pectally,to ſyt iniud- 
gment foz ody wronge as was done vnto 
thens ) undercote to deale peaceably with 


C then. For the whidy cauſe be was accnfed 


Mac./ a 


ofthe frendes before Eupat or:and when 
was fufpecte ro be a traytoure( becauſe be 
hadleft Cypers, char pbilometoz had com- 
mitted wnco bin: and becanfe be departed 


from noble Antlochus that he was come vn 
to)be poyfoned bimfelf.and dyed. 


‘\ 


Clow when Gorgias was gouernoure of 
the ſame places, betote ftraungers and vn⸗ 
dertoke oft tymes to warrewith Jewes. 
Moꝛouer che Foumeans that heldethe fers 

e holdes, receaued thoferbat were drynen 

om Jeruſalem and toe in onde to warre 
alſd · But they that were with Machabeus, 
beſought and prayed vnto the LOR DE, 
thathe wolde be their belper: and fo chey 
fellin coche ſtronge hoides of che Ioume⸗ 
ans,z wanne many places by firength:Sody 
aS came aga ynſt them they flew, and tyl- 
fed noleffe( of all cogether eben ewentye 
thouſande. Neuertheleſſẽ ſome (no leffe then 
nyn thouſande) were fled in to two féron- 
ge towres. bauynge all maner of oxdinaunce 
to withſtonde them, 

Chen Machabeus leau ynge Symon, Jo 
fepbus Zachaus andebofe that were with 
them, (whidy were very many) wenteto be- 
egethé,and to fight where mofé neve was, 
Uiow they that were with Symon beyn- 

e led with couctonfireffe, were intreated 
jor money, thorow certayne of chofe chac 


laye in the towers: toke lxx. M. dꝛachmas, 
let fome of them eſcape But when it was 
ide. 


> beus ae, — 
taynes le cogetber, 
sceafynae hohe pefounce.toaechey bas fel 


de the brethren for money, andlee their ene- 
mies go. So be flewe thofe craytours,z im · 
mebdiatly wente in honde with — 
And when they had ordꝛed them ſeiues man 
ly with their wẽapens ⁊ hondes, they ſlewe 
in ¥ ewo caſtels moo thẽ twẽtie choͤufande. 
Now Timotheus whom the Jewes had 
ouercome afore, gathered a mulcicude of 
—— people, bꝛought an hooſt alſo of 
orfinen of the Wfians, to wynne Jewry by 
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firength. Buc when be diewe nye, Macha · ge 


beus and they that were wd bim fell to their 
neyer,{fpzencled aßſhes vpon their heaves, 
ynge gyrded w bayzie cloth aboure ther 
Toines, fel Downe before ¥ auleer,z befoughe 
theL OR D Ethat be wolde be mercifullto 
them, but an enemie vnto their enemies, and 
totabe parte aga ynſt their abuerfaries,acoz 
dinge as itis promiſed inthe lawe. So after 
the prayer, they wente on further from the 
cite: and when they came nye ehe enemies. 


they prepared them ſelues agaynft them. 


And by cymes in che momynge at ¥ brea 
Ec of the daye, both the hooſtes duckled co- 
gether. Thẽ one partebadrhe LORDE foz 
their refisge, whichis the geucr of proſperi⸗ 
te ſtrẽgthand victory. The other hada ma 


a.Mac. | 


Deut.28.a 


Mere ts 
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foh.2.b 


Efa ss.b 


Che ij. boke of che Machabees. 


ly ſtomack, which is a caprayne of warre. 
The batta yll now beynge greate, there 


+,Reg-¢ @peared vito the enemies from heauen v. 
2.Mac.s. 
and ub 


men,vpon horßback with brydels of golde, 
ledingethe ewes, andewo of them hauyn 
ge Machabens betwirte them, v kepte im 
ſafe on every ſyde wb their weapes, but ſhot 
dartes and lightemnges vpon the enemies. 
where thozowchey were confounded with 
bh yndneffe and fo fore afrayed,that they feil 
Downe. There were flayne of fote men tiven 
cytboujande and fyue hundreth, and fire hũ 
drech horſmen. As for Timotheus him ſelf 
be fled vnto Gazar a very ſtrsge holde whe 
vin Cereas was captayne.But Wtachabeus 
and bis company layed fege to it cher fully 
iiij. dayes. Mowtheythat were within truſ⸗ 
tinge to the ſtrength of che place, curfeoz 
bannederceadingly, and made greate cra- 
Eynge with wicked wordes . Neuertheleſſe 
vpon the fifth daye in the mornynge, xx. yon 
gemen of Machabeus cõpany, beynge ſet 
on fyre in their myndes becanfe of the bla 
pbemy: came manfully onto the well, and 
with bolde ftomackes they and their orber 
companyons clymmed vp vpon the torwres, 
wndertakynge to ſet fyre vpon theportes, z 
£0 burne thoſe blaſphe mous perfonnes quyc 
te. Two dayes werethey deſtroyenge the 
caftell which when they founde Timothens 
(that was crepteinto a comer)ebey kylled 
bins, and flewe Cereas bis brother in lite me 
ner with Appollopbanes. When this was 
Done,they funge pfalmes, with prayfes and 
thantefgeuynges ontothe LOR DE, whid> 
bad done fo greatethinges for Iſrael, z ge- 
uentbemebe victory. 

Tbe XL. Chapter. 
Oelongeafterchis, 2 yfias the Eyn- 
ges ſtewarde and a Eynfinan of bis, 

ro) (bic bad che goucrnaunce of bis 
matters, tote fore diſpleaſure for the thin- 
ges that bad bappencd: and when be bad 
gachercdIrry. M. men of fote with all the 
Hooft of che horſmen, he came agaynſt the 
Jewes,thinEynge co wynne the cite, roma- 
ke it an babitacion for the Heithen, andebe 
temple wolde be haue to be an boufeof lu ⸗ 
cre, liteasthe other goddes hoͤuſes of the 
Heithẽ are,z co fell * preftes officeenery yer 
re: Not confideringetbe power of God, but 
was wylde in bis mynde, cruftinge in F mul 
titude of fotemé, inthonfandes of bo2fing, 
and in bis lxxx. Ele phantes. 

BD _ Sobecameinto Jewry z then to Beth 
ſura(a caftell of defence lyenge in a narow 
place,y, farlonges fiem Jeruſalẽ) and wan- 


The vi, Chap. Fo. lxxx. 


nett. Slow when Machabeus and bis com 
pany Enew that che ftronge bolves were ta⸗ 
Een,chey fell co cbeir prayers with wepynge 
and teares before che LORDE:anvalltbe 
people in like maner beſought bim, chacbe 
wolde fendea good angell co delyner Iſrael. 
Machabeus him (elf was che firfecbacma- 
de him ready to chebacrayll, exoꝛt ynge che 
other that were with bim, to ioper de them 
ſelues and to helpe their bꝛethrẽ · And when 
they were goyenge forth of Jeruſalem toͤge 
ther with ã ready and wyllynge mynde, che 
re apeared before thẽ vpon horßbacke a ma 
in whyte clochinge with harneſſe of gol- 
de, ſhakinge bis ſpeare. Then they prayſed 
LORD call together, which had ſhhe wᷣed 


themmercy,and were conforted in their myn 
desrin ſo moch that they were ready, not on⸗ 
Tyco fight with men, but with Y moͤſt cruell 
beeftes, yeeandto rune thozow walles of 
yrone 


Thus they wenteon wyllingly hauynge 
an helper from heauẽ and the L OR DE mer 
cifull onto chem, They fell mightely vpon 
their enemies litelyons , brought done py. 
nlp a men xvj. C. horfinen,pucall $ other 
to flight, many of them beyntre wounded, 
and forme gat awaye naked. Ree J sfias bim 
ſelf was fayne to fle fhamefully and foro 
eſcape. Neuert heleſſe the man was not with 
out vnderftondinge, but coufidered by bint 
felf that bis power was myniſhed, and pon 
dred How F “Jewes beynge defended bythe 
belpe of Allmighey Goo, were net able to 
be querceme : wherfore be fent thent worde, 
and promifed, that he wolde conſente toall 
thinges whid) were reafonable, and to mas 
Eethe Eynyetheir frede · Co the which pray 
er of Lyfias Machabeus agreed, feEynee ut 
all chinges the comon wealth: and what (o 
encr Machabeus wrote vnto Lyſias cScer= 
nynge the Jewes, the kynge craved tt, 
§or there were leteres wꝛittẽ vnto y Jewes 
from Lyfias conceynynge theſe wordest 

oy 
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Khe F. bole of che Machabees. 


Lyfias ſendeth gretinge to the people of 
the Jewes. Ihon and Abjalon whic were 
fent from you, delyucred me wrytinges , and 
Tequyzed me to fulfill rhe hinges concernyn 
getheir carande.Cherfore lobe what might 
begraunted, certified * kynge therofiand 
what ſo ener was conuenient. J agreed ther 
to. Mf ye now royll be faichfull in the mac- 
ters, J ſhal endener my felf berafter alforo 
Do you good. As concernynge orber thin · 
ges by encry article therof: J have commit- 
red them co youre meffanngers,and to chofe 
whoin J ſent vnto you , to comon with you 
Of che fame, fare ye well, In the hũ dreth and 
Uviij· yeare, the rritj . daye of the moneth 
Drofcerinebins. 

Clow the Bynges lettre conteyned thefe 
wwerdes : Kynge Anciochus fendech gretin- 
ge vnto bis brocber 2 yfias. For ſo moch as 
oure father is now deed, oure wyll is, chat 
they which arein oure realme, lyue without 
eny infurreccion, and cnery man to be dili- 
gent it bis owne matters . We vnderftonde 
alfo, that the Jewes wolde not confent to 
oure fatber,forto be bronghe vnto the cufto- 
me of the Gentiles, bur fiiffly co kepe their 
orwne fiatutes : fez the which canfe they re- 
quyze of vs alfo,to lee thanremayne fiullby 
ther bhatt larwes. 

Wher foꝛe oure minde is, that this le 
Phalbe tn reff: we bane concluded — 
mcd alfo, co reſtore them their temple agay⸗ 
nerthat they maye lyue acordin ge to the vſe 
zcujtome of their fore fathers. Chou ſhait 
do vs a plea ſure ther fore, yf thou ſende vn⸗ 
to them ragre with chem :ebat when they 
are certified of oure mynde, they maye be of 
goed chere,andlokc to their owne wealth. 

And this was ebhelettre , that the kynge 
wrote vnto the Jerres: Aynge Antiochus 
ſendeth gretinge onto the councell andthe 
other people ofebe Jewes. Nf ye fare well, 
we baucoure defyze:as for vs,rwearein good 
—— —— came and tolde vs, bow 

youre deſyre was to come Derwne to you- 
repeople,whidy are with vs. 

Wher fore thoſe that wyll come, we gene 
them fre lyberte , onto cherry. Daye of the 
moneth of April, charthey maye vfe > mee 
tes of the ewes and their owne lawes, li⸗ 
eas afore: andnone of them by eny maner 
of waycs to bane harmẽ, for thinges done in 
ignoraunce. Menelaus whom we bene ſent 
vnto you, ſhal comon with you at large, fare 
‘ye well. In the Elviij. yeare,the xv. da ye of 
the moneth of Apu, 

Che Romaynes alfo fent a lettre, contey- 


Khe rij. Chap. 


nyngetbefe wordes: Quintus Mennius ⁊ 
Titus Manilins embaſſatours of the Ro- 
maynes, ſende gretinge vnto the people of 
the Jewes. Lote what Lyfias the Eyngee 
Eynfman bath grauntcd you, we graunte 
you the fame alfo.Butas concernynge the 
thinges which be referred vnto the Eynge, 
fendebither fome with fpede: and põdre che 
matter diligetly amonge youre felues , thac 
wemaye café $ bef to youre pzofite, foz we 
muſt departe now onto Antioche. And cher 
fore weyte ſhortly agayne, that we maye 
Enowe youre mynte. Gare well. In the bun 
dreth rlvitj-yeare, ) xv. daye of che moneth 


Of Aprill. 
The XI, Chapter. 
88 Sen theſe couenauntes were made, 


Lyfias wente vnto the kynge, and 

¥ Zewes tylled their grounde. But 
Timot heus, Appollonius che ſonne of Ge- 
mei, Jerome and Demophon F proude, Ni 
canoz > captayne of Cypers,and they that 
laye inchofe places: wolde not let them lyue 
in reſt and peace. They of Joppa alſo dyo 
cuen ſoch a ſhame fuli dede: They prayed > 
¶Je wes thar dwelt amoge them, co go with 
their wyues and cildien into the fhippes 
which they had pzepared,z dyd with thens, 
as thongh they bad ougbe chem no eueli 
wyll . Foz fo mech then as there was gone 
forth a general prodamactothozow ¥ cite 
Lecanfe of peace.they confented theto, and 
fof nothinge : but when they were go- 
ne forth into che depe,they dzorwned no leffe 
chen ij. c. of them. 

LOE Judas knew of this cruelte ſyewed 
vnto bis people,be conimaunded thoͤfe that 
were with him to make them ready,erortin- 
ge them to call vpon God the righteone 
tndge:wite forth agaynfé thoſt murthurers 
of bis bretb2é, fet Fyre in $ hauen by night, 
brent vp ? Phippes, and thofe that efcaped 
from the fyze, be flere with the fivearde. 
2nd when he had done this, be departed as 
though be wolde comeagayne,androte cnt 
allthem ef Joppa. But when be had gottẽ 
worde that the Jamnites were mynded to 
do in like maner onto y Jewes which dwelt 
amongetbem, be camevponthe Jamnites 
by night, and fet fyre in the hauen withthe 
Phippes:fo t hat the light of the fyre wasfe- 
neat Ferufalem,vpen a ij. C. æ xi. furlonges. 

Liow when they were gone fromtbenca 
ig.farlonges, intheir icurney towarde Ti+ 
motbeus:v.thonfande men of foteandv. 
bundzeth horſmen of the Arabians fought 


A 
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Khe tf. boke of che Machabees. Khe rij. Chap. Bo. lxxxi. 


with him. So when che batell was earneſt 
and profpered with Judas thorow che bel- 
peof God: ¥ refidue of che Arabians beyn 
Se ouercome, befoughe Judas to be at one 
with them, and pzomifed co gene bim certay 
ne paftures ,z todo bim good in ober chin- 
Ses. Judas thynk ynge chat they ſhulde in 
dede be profitable concernynge many thyn- 
eS , promiſed them peace : whervpon they 
hote bondes, and fo they departed to ther 
tentes. Indas wente alfo unto a cite, which 
was very faſt bepte w bzydges, fenfed roun 
be aboure with walles, z dynerfe Eyndes of 
peopledreellinge therin, called Cafpin. 


They that were within it, put ſoch truſt 
inthe ſtrength of che walles, zinchetr ſtoa 
re of vytales :ehat they were che flacFer in 
their doynges, curfinge and reuylinge Tue 
das with blafphemies, and fpeatynge fod> 
wordes as it becommeth noe. But Macha⸗ 
bens callynge vpon the greate pzynce of ¥ 
woilde( whidy without eny batrayll ram- 
mies 92 ordinaunce of warre, dyd cafe Dow- 
ne the walles of Jericho, inthe cymeof Jo⸗ 
facfellman fully vpon the walles,cote the ci 
te, and(chozow the belpe ofthe LORDE ns 
de an exceadinge greate laughter : Jn fo 
moch that alate of ij. furlsges brode whidy 
laye therby, ſemed to fiowe with the bloude 
of the ſlayne. 

Then departed they from thence vij.C. 
and L. furlonges, and came to Carace vnto 


Jewes that are called Tubianei. But as 
for Timotheus, they coude not get him the⸗ 
Te: formot one matter difpatded, be was de 
parted from thence, and bad lefte certa yne 
menin @ very fironge holðde. But Dofitheus 
and Sofipacer which were capraynes.with 
Machabeus, ſlewe thoſe » Tnotheus bad 
lefte inthe houſe of defence,cuen x. MN. men. 
And Machabeus prepared him with ¥ vj. 
t¥b.men § were aboute himſet them in o2- 
die by companies,and wente forth aga ynſt 
Timocheus, whic) had with b:m an C. and 
xx. M.men of fote.ij. M. and v. C. borne. 
When Timocheus had knowlege of Ju D 

das commynge,be fent the women, childzen 
and the other baggage vnto a caſtell called 
Carnion.( For ic conde nor be wonne, T was 
harde co come vnto, the wayes of che fame 
places were ſo naror) and when Judas co- 
pany came firſt in ſight, the enemies rere 
finycten with feare chozoiw rhe prefence of 
Sod which feyth allthinges: In ſo moch ¥ 
they fleynge one bere, another there, were 


rather difcomficed of their orone people, z tudic.7.€ 
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woũded w che ſtrokes of their owne fivear —— 


des. Judas alſo was very earneſt in folo win 
ge vpon them and punyſhinge thoſe vngod 
Ty, and flewe.rry. M. men of them. Timo⸗ 
theus alfo bimfelf fellin co the bondes of 
Dofitheus z Sofipater, whom be befoughe 
with many prayers,to let bim gorwith bis li 
fe: becaufebe bad many of the ewes fae 
chers and brethren in prefon, which(yf they 
put him to deatbymiabe be —— 
when he had promiſed faithfuliy co delyuer 
them agayne acordinge co the condieion ma 
de, they let him go without barme. fortbe 
bealth of y brethꝛen. And when Judas hav 
flayne xxv. M, be wente frem Carnion. 
Now after he had chafedawaye and ge 
flayne bis enemies, be remoued the hooſt 


towarde Ephrona ſtrõge cite, wherindwelt 1.Mac.s.c 


many dyuerfe people of the Heithen, and y 
ſtronge yonge men Eepte the walles , defen- 
dinge thẽ mightely. In this cite was moch 


ordinaunce, and pronyfion of dartes. But: · ma . io·e 


when Judas and his company had called 
vpon Allmighty God(which w his power 
bicateth the ſtrength of the enemies )tbey 
wanne che cite, and flew xxv. M. of them & 
rere within. Grom thence wente they tothe 
cite of the Scythians, which lierh vj.C.fur 
longes from Ferufalem. ue when ¥ Jewes 
whid were in che cite teftified, thatthe cite 
fyns dealte louyngly with them, yee andin- 
treated them kyndly in $ cyme of cheir ad- 
uerfite, Judas and bis — pon them 
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thankes, deſyringe chem robe frendly ſtall 
vnto them: and ſo they came to Jeruſaiem 
the hye feaſt of the wees beynge at honde 
And afer che feaſt they wire forrh aga ynſt 
Gorgias the gouernoure of Joumes, with 
itj. Wi. men of fore and ilij. c. horſinẽ. Which 
whenthey mettogether, it chaunſed a few 
Of the Jewes to be flayne. 

And Dofithens one of che Bachenoiwa 
mighty hoiſmã tote holde of Gorgias, and 
wolde haue taté bim quyte.But an boring 
of Thra cia fell vpon bins, and ſmote of bis 
arme,fo chat Gorgias efcaped and fled in to 
Moꝛeſa. When they nowthat were of Goz 
gas ſyde, had foughtẽ longe and were wee- 
Ty: Judes called vponthe LORDEthatbe 
wolde be their helper, z captaynic of the fel- 
derand withebac, bebeganne wich a man⸗ 
Ty voyce co tate vp a fongeof prayſe, and 
& erie: In fomoch that be made cheenemics 
afrayed,and Gorgias men of warreto take 
their flight. So Judas gathered bis hoof, 
and came into $ cteof Odolla. And wher 
the ſeuenth daye came vᷣpon them, they clen 
fedchem felues(as che cuftome was )zFepte 
the Gabbath inthe fame place. 2nd vpon 
the daye folowinge, Judas z bis conipany 
cameco tate vp the bodies of chem thacwe 
reflayne,and to bury them in > fathers gre 
ues. Now onder ¥ cores of certayne Jewes 
which were flayne,chey founde Jewels that 
they bad catencutof the temple and from 
the Idols of che Jammnicers: which thinge 
is forbydden the Tjewes bythe lawe Ther 
enery man farce this was the cauſe, wher 
fore chey were flayne. 

And fo eucryman gaue thankes vnto the 
LORDE for bis righteous iudgmẽt, whidy 
bad opened the thinge that was byd. They 
fell downe alfo onto thetr prayers, and be- 
fought Goo, thatthe fawte which was ma 
de, might be pnt out of remembzaunce, Be- 
fydes that, Judas exorted F peoplecarnefE 
iy to kepe chent felues from ſoch —— fo 
moch as they fare before thetreyes, cheſe 
men were flayne foz the fame offence. So be 
gathered of euery one a certayne,in ſo woch 
thac be brought cogether · trvo thouſande 
drachmas of ſyluer, which be ſent vnto Fe 
ruſalem, $ there might afacrifice be offred 
for the myßdede. In the which place he dyd 
well zright: for he had ſome cdfiveracion z 
pondzinge of ¥ life Fis after this tyme. Foz 

fhe bad nor tboughe Prbey , which were 
jayne, dvd yet Lyne, it had bene faperfluous 
Gnd vayne,to mate eny vowe or ſacrifice, for 
thẽ F were deed. But foz ſo moch as befawe, 
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that they which dye in the fauoure z belene 
of God, are in good reſt zioye, he thought 
ito be good z honorable fora reconcylin- 
ge,to do the fame for thoſe which were flay- 
ne,that the offence might be forgeuen. 
Tbe XML. Chap 
Athe rlix. —— Judastnow A 
lege, Antiochus Eupator was com 
YY, mynge wea greate porver in to Jew 

ry,7 £ yfias the ſtewarde ⁊ rꝛuler of bis mat· 

ters with binebauynge an C.and x. M. men 

of fote, v. m.horſmen.xxij · Elephantes, and 

iy. C. charettes. Menelaus alſd ioyned him 

felf with them (but with greate diſceate 

fpate fayzeto the ynge,not for eny good of 

cofitre, but becaufe be thought to bane be 

nemade fome greate man of auctozite. Sut 
> Eynge of Eynges moued Antiochus myn 
De agaynft his ongodly performe, z Lyfias 
infourmed the tynge, thar this Menelaus 
was the cauſẽ o} myfchefe:fo chat * kyn 
ge commannded totake him, and(as > ma 
ner of them is xo put bim vnto death inthe 
fame place. 

There was alld in the fame placea tower 
Of L.cubites bye, heaped with aß ſhes: bur 
aboue it was fomade, chat menmight lole 
Downe on euery ſyde. Where in to — 
cemmaunded that ſhame full perſon to be 
caſt amonge the aßſhes, as one that was 
cauſe vngraciouſneſſe · And reaſon ic 
was, 8 vnchꝛrift ſhulde dye ſoch a death, 
and tiot to beburied: for be had done moc 
myſchefe vnto che aulter of God (whofe fyre 
and aßſhes were holy ther forewas itright, 
ie bum (elf alfo Phulde be deſtro yed with 
4 


at the kynge was woode in bis myn · 
be,z came to ſhewe him felf moze cruell wn- 
tothe Jewes then bis father was . Which 
when Judas perceaucd , be commaundcd 
the people to call vpon theL OR DE nighe 
and daye:that be wolbe new belpethem al 
fo, lite as be bad done allevaye:( Gor they we 
teafrayed tobe put from their lawe, from 
their naturall countre and from > holy tem 
ple: and not to ſuffre the people(which ali- 
tle whyle afoze beganne co receuer to be fab 
dued agayne of > blafphemous nacions. 

So when they had done this together, C 
and befought theL ORDE foz mercy, with 
wepyngeand faftinge thre dayes longe, flat 
wpon the grounde Tubes exorted them, to 
matcthem ſelues ready. Sut be and be el- 
ders together deuyſed, to go forth fuſt with 
their people, afore the Eynge breught bis 
hooſt into Fewey, and afore be beſegedche 
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cite, z foro committe the matter vnto God. 
Vober fozebe aferybedcbe power of all thin 
ges onco Godthe mater of * worlde, exor 
binge bis people to fight manfully,(yeeeuen 
vnco dearh) for ¥ lawes, thetemple,¥ cite, 
their one nat yue countre,z co de fende y ci 
teſyns:⁊ fee bis hooſt before Modin. He ga- 
ue them alfo proere rJ bim,a token of ¥ vic 
tery of God, chofinge out the manlyeſt yon · 
ge men, wente by nightin to the Eynges pa- 


amac.o£ nylion, flewe of che hooſt xiiij. N. men, and 


the greateſt Llephantes , with thofe chac 
fac vpon them. 

D _ Thus when they had brought a greate 
fearez rumẽ amonge > tentes of their ene 
ties, and all thinges wente profperon|ly > 
them,they departed in the breale of ¥ Daye, 
Good beynge cheir helper z defender. Crow 
when the Eynge perceaucd the manlyneffe 
of the Jewes , be wente aboute to take the 
fironge places by crafe,z remouedbis hooſt 


| aMacin.a onto Bethſura whid) was a wel Eeprebou 


feof defence of the Jewes: but they were 
chaced awaye, burte and difcomfited. And 
Fudas fene-onco chem chat were in it, fody 
thinges as were neceffary. jn the Jewes 
hooſt alfo there was one Rhodocusavbhidy 
telde the enemies their fecretes ; but they 
ſought him our, and when they bad gotten 
bim,they put him in preſon. Afterthis dyd 
the Eynge comon with them chat werein 
Bethſura, cote truce with them, departed, 
and firotes battayll with Judas, which o- 
uercame bin. 

E Dut wyen he vnderſtode, chat philippe 
whom be bad lefe co be ouerſeer of bis buſy 
neffes ac Ancioche)begane to rebeil agaynſt 
bim,be was aſt onnied it bis mynve : foebac 
be yelded him ſelf co che Fewes, and made 
them an ooth , to do what ſo ener they 
thougbe right. Now when be was recon- 
cyled with them, he offred, made mod of 
—— ate Greate gyftes vnto it, en- 
braced abeus , makynge bim capta 
ne and gouernoure from ptolomais vnto 7 
Gerrenes. 

Neuertheleſſe when he came to Ptolo⸗ 
mais, the people of the cite were not con- 
tent with that bonde of frendſhipe: for they 
were afrayed, that be wolde breake the co- 
uenaunt. Cher wente L yfies vp into che 
feate,and enfourmed the people, ſhewed the 
the cauſe wby,and pacified them. So he ca 
me agayne to Antioche. This is now the 
matter concernynge $ Eynges iourney, and 
his returne. 
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The xuil.Chapter. 

Seer thie yeares was Judas infour- · A 

med, how that Demetrius the jonne 

of Seleucus was come vp with « 
Greate power and fhippes, thozow the ba- 
uen of Cripolis (to tate certayne commo- 
dious places and countrees ) agaynft An⸗ 
tiochus and bis captayne Lyfias. Clow 
Alcimus ( which had bene bye pref—, and 
wilfully defyled bimfelf, in che tyme ofthe 
myrcinge ) feynge, that by no meanes be 
coude be belped, ner haue eny moze intraun- 
ceto the altare: be came to kynge Deme- 
trius inthe hundreth aud oneand fiftic yew 
re, prefentinge wnto him a crovone of gol- 
de, a palme and an olyue tre: which (as men 
thought) belonged to the cemple, and that 
daye be belde bis tonge. 

Bue when he had gotten opoztunite for 
bis madneffe, Demetrius called bim to cof- 
cell, andared bim, what thinges oz coun- 
cels che Jewes leaned vnto? He anſweredr 
The Jewes that be called Affivei (whofe 
captayne is Judas Machabeus) maynte y⸗ 
Ne warres mate infirrreccions, and toy! not 
les * oie beinpeace. 

or FJ beynge depzyned of my fathers 
bonoure( J meane the bye —— fee ans 
come bither :partly becauſe J was faith- 
full wnco the Eynge, and partly becaufe ¥ 
fought che profit ofthe citefyns. 2nd why⸗ 
all oure people( thozowtbe wicPedneffe of 
them) are nota litie troubied. Wherfore I 
befete the( o kynge) confidze alltbefe thine 
diligently, and then mate fome pzony- 
fon fozebe londe and che people, acozdinge 
to the kyndneſſe that thou haſt offred onto 
them. For as longe as Judas bath the v 
per hande, it is not poffibletbat men canly- 
ue in peace. 

When be had ſpoken theſe wordes, other 
frendes alfo banyngeencil will at Judas, 
fer the Eynge Demetrius on fyze ãgaynſt 
Bim. Which immediatly ſent Ricanor (rn- 
Ter of ? elophantes)a captayne,into Sewry: 
commanndinge bim, co tate Judas — 
alyue,but to flaye them that were with bins, 
and od mate WAlcimus bye pref— of the 
temple. 

Then the Seithen whids fled one of C 
Jewꝛy from Judas, came to Nicanor by 
flocFes , chinEynge the barme and vecaye 
of the Jewes tobe their welfare. tow whe 
the Jewes berde of Nicanors commynge, 
ztbe gatherynge together of } Heithe-they 
ſprẽckled chem felucs w — beſonghẽ ꝛ Na · io· 

ay 
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bins (which made them bis people, and euer 
defended bis orvne pozcion with cuydent to 
Fens) chat be wolve preſerue them fall. So 
at che commaundement of the captayne, 
they remoued from thence, and came toe 
towne called Deffafan. And Symon Ju- 
das brother fell in honde with Nicanor dut 
thorow the fodane commynge of the ene- 
mies, be was afrayed. 

Neusrtheles Nicanoꝛ bearingetheman- 
lynes ofthem that were with Jůdas, and > 
bolde ſtomackes that they had to fight for 
their naturall countre, durſt not proue the 
matter with bloudſheddinge. Wher fore be 
ſent Poſſidonius, Theodocius z Mathias 
be fore to geue and to tate peace. So when 
they bad taben longe advyſement there v- 
por, and the captayne ſhewed it visto the 
multitude :ebey were agreed in one mynde, 
to bane peace, Andehey appoynced a daye 
to ſyt vpon thefé matters quyctly amonge 
them felues, $ ſtoles alld were broͤught and 
ſet forth. Neuertheleſſe Judas cSmaunded 
certaine men ofarmes co waite int conueniẽt 
places, lefé there ſhulde fovenly aryfe city e⸗ 
well thozow the enemics. And fo they com- 
monedreafonably together. 

Tlicanoz, whyle be above at Ferufalens, 
ordred himſelf not vnreafonably , but fent 
aroaye the people that were gathered cor 
gether. Heloucd Judas euer with bis bert, 
and fanoured bim. de prayed bim alfo to 
tated wyfe, and tobzynge forch children. 
So be maried, lyucd ist reſt, and they led & 
comon life. Sut Alcimus perceanynee the 
Toue that was betwirte them, and bow 
they were agreed together, came to Deme- 
trius , and tolde him chat Nicanor had ta · 
Een ftraunge matters in honde, and o2de- 
ned Judas (an enemy of the realme )to be 
the Eynges fircceffoure. Chen the tinge was 
fore difpleafed, and thozow the wicked ac- 
cnfations which Alcinus made of Nica⸗ 
02, be was ſo prouoked, that be wrote vit- 
to Nicanor ſayenge: chat be was very an- 
grie for the frendſhipe and agrement which 
be bad made with Machabeus. Neuer⸗ 
theles be commaunded bim in all the baift, 
that be ſhulde tate Machabeus pzefoner, 
and ſende him to Antioche. 

Which lettres when Nicanor bad fe- 
ne he was at bis wittes ende, and fore gre- 
ned, thathe ſhulde bzeatethe thinges,whe 
xin they had agreed : pecially, feynge ma⸗ 
chabens was the man, that neuer dyd bim 
barme. But becaufebe might nor withſton 
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de the Eynge, be fought oportunite to ful- 
fil bis conmmaundement. LNotwithſtondin · 
ge when Machabeus fare that Nicanor 
beganne to be churlifh vnto bim, and that 
be increated him more rngbly thenbe was 
wonte he perceaued that ſoch vnk yndnes ca 
me not of good, and therfore he gathered a 
fewof bis men, and withdzewe bimfelf fro 
Nicanoꝛ. Which when beEnewe thar Ma⸗ 
chabeus had manfully preuented bim, be ca 
me in to the greate and moftboly temple: 
and commannded the preftes ( rabid) were 
Doynge their vſuall offeringes) to delyucr 
bim cheman. And whencthey ſware chat 
they condenoctell, wherethe ma was who 
be ſought, be ſtretched out bis bonde, and 
madean ooth, fayenge: Rf ye wyll moe de⸗ 
Tyner me —— captyue, J ſhail remoue 
this temple of God into the playne felde, J 
[hal bzeate downe the qulcer, and confecra- 
tetbis tẽple vnto Sachs. After thefe wor- 
des be departed. 

Then the preftes lift vp heir hondes te- 
warde heauen, and befonght bim that was 
ener the defender of their people, fayenge: 
Chon oLORDE ofall, which haſt neve of 
nothinge, woldeft that the temple of thy be 
bicacion fhulbe be amonge ve. Therfore 
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fe euer vndefyled, which lately was clenfer. 
Llow was there accuféd vnto Nicanor, one 
Rasis an Alderman of Jeruſalem, a loner of 
the whole cite, andaman of good repozte: 
which forthe kynde bert that be bare unto 
the people, was called a father of * Jewes. 
Thisman oft tymies (when the ewes were 
myndedto Eepe chem felues wndefyled)de- 
fended and delyncred them, beynge content 
—5 to ſpende bis body and bis life for 
is people. 

Se licanor wyllingeto declare the ba- 
te, that he baretothe Je wes, fent fyue bun- 
dreth mentotake bism:foz be: sbougoe, yfbe 
gatbim,be ſhulde brynge the ewes in grea 
tedecaye. Now when the people beganne 
to ruß ſhe in at bis houſe, to breake the does, 
and to fet fyre on it: be beynge now taken, 
wolde bane defended bimfel frvith bis fivear 
de: chofinge rather to dye manfully, chen ro 
yelde bimfel fe to chofe wicked doers:and be- 
caufé of bis noble fiocPe, be bad rather bauc 
bene pnt to ertreme cruelte. 

Notwithſtondynge what tyme as be 
myſſed of bis firoke for baift, andebe muler- 
tude fellin violently betwirte the dores: be 
tne boldly to F wall, z caſt himſelf downe 
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manfilly amonge the heape of them,wbids 
gaue foone place to bis fall, ſochat be fell 
vpon bis bely . Neuertheleſſe whyle there 
zeae yet breath within bim,be was kynd⸗ 
ledinbis mynde: and whyle bis blonde guß 
[hed ont exceadingly (for be was very fore 
wounded)he rannethorow the myddeſt of y 
people, and gat him torketoppe of a rocke. 
So when bis bloude was now gone, be to- 
ke out bis orone bowels with both bis bon 
des, and threw them vpon the pee ple:cellin 
ge vpen theL ORDE of life and fpzete, tore 
warde bim this agayne,and ſo be dyed. 


The Xv. Chapter. 


Ce? Ow when Nicanoꝛ Enewe that Fu- 
I Das was in the countre of Sam̃a· 
ria he thought with all bis power 
toftritea felde with him vpona Sabbath 
Daye. Neuertheleſſe the Jewes that were 
compelled to go with bim,fayed: Odo noe 
focruelly and ont yndly, but halorre ¥ Gab 
bath daye, and worfbipe bim that ſeyth all 
thinges - For all cbis , yet fayed the vngra⸗ 
cious perfornne: Is therea mightie one in bes 
uen, that commaunded the Sabbath vaye 
to be kepte And when they fayde: yee thely 
nynge God, the mighticLORDE in beanen 
connnaunded the ferenth Daye to be kepte, 
be fayde : And Yam mightie vpon earth, to 
commaunde chem for to arme them fel- 
ues, And to perfourmeche Eynges bufy Yyneffe. 
Lioewiebftonvinge be might not bane bis 
urpoſe. 
icanor had deuyſed with greate pryde 
to ouercome Judas, andro brynge awaye 
victory. But Macha beus had euer a faſt 
confidéce and a parfecte hope in God chat 
be wolde belpe bim,and exoꝛted bis people, 
not to be aftayed at the commynge of the 
Heichen:burallwayeto remembzethebelpe 
that bad bene ſhewed vnto them from bea- 
nen, yee and to be ſure now alfo, § Wlimigh- 
tie God wolde gene them rhe victory. He ſpa 
¥e vnto them out of che lawe and propbe- 
tes, puttinge chem in remembzannce of the 
battayls, that they bad ſtriken afore, zma- 
de chemco be of a good corage. 

So when cheir hartes were plucte vp, be 
fhewed them alfo che diſceat fůlneſſe of the 
dpeithen, and bow they wolde fepe no cone 
nauntner ooth. Thus be weapened thẽ nor 
withthe armonre of ſhylde and fpeare, bur 
with wholfeme wordes and ereztactons. He 
Hewed chem a dzcamealfo, whert horow be 
made them all glad, which was this: He 
thougbe chat be ſawe Onias arhich bad be- 
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ne bye preſt a vertueus ⁊ leuynge man, fad, 
and of boneft conucrfacion, weil fpeten, and 
ene that bad bene exercifedin govlynes frd 
& childe holdinge vp bis hides cowarde bea 
uen. and prayenge for bis people. Afrer this 
there apeared wnco bim anot her ma, which 
was aged, bonozable and glorieus. AndO- 
mas fayde: This is a loucr of rhe brethren, 
and of the people of Iſtael. Chis is be that 

ra yeth med for thepeeple, and foz all the 
Boy cite: Yercmy the prophet of Gor. He 
houg ht aiſd $ Feremy helde one bis right 
Hode, and gaue bim (namely vnto Judas) a 
frearde of golde, fayenge: Cate this boly 
fivearde, a gifts frem Gov, whernaith thew 
[hale finyre downe the encmnics of ebe peo- 
pleof Iſtael. 

And fothey were wel conforted thorow 
the woꝛdes of Judas, and tote coza: ge vnto 
thẽ ſo that the yonge men were derermed in 
their myndes to fight, z to byde fyfly at it: 
Ju fo moch thacinthe chinges which they 
tote in honde their boloneffe he wed the ſa⸗ 
me, becanfe tbe boly citcand the temple we· 
re in parell:for the whidy they toc meze ca⸗ 
re,then for their wyues,childzen, bret heẽ and 
kynſfolkes. Agayne, they that were in thect 
te, weremoft carefull for thofe which neve 
to fight. Now whenthey were allina bope 
ehat che iudgment ofthe matter was at bd 
de,and the enemies drew nye,the beoft beyn 
ge fet in araye, the Elephantes and horſmẽ 
enery one ſtondinge in bis place : Wiacha- 
bens confidered che commynge ofthe mul- 
titude, the ordinaunce of dyuerſe weepens, 
the crnelneffe ofthe beeftes,and helde vp his 
hondes towarde heauen, callinge vponebe 
LORDE that doth wonders, which ge⸗ 
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weapens and porwer of the hooſt (but ro 
them that pleafe him acordinge to bisomne 
will. Therfoze in bis prayer be fayde theſt 
woꝛrdes: 

GDLORDE, thou that diddeſt ſende chine 
angell in the tyme of Exechias kynge of Su | 
da, andin the bocft of Sennachertb flexceft ,, 
an hundreth and fyue and feure feoze thou- 2. 
fande: fende now allo thy good angel befo- 
re vs(oL OR DE of beanens )inthe fearful- 
neffe and drede of thy miobrie erme, thac 
they which come agaynft thy bely people 
to blafpbemethem, mavebeafrayed. And 
fo be made an ende of bis worbdes. Then 
Nicanoꝛ and they that were witb him, drew 
nye with fhawmes and ſonges: bue Iudas 
and bis company with pzayer and callin> 
ge vpon Gov. 


The ij. boke of che Machabees. 


With cheir hondes they ſmote, but with 
their bertes they pzayed onto che LORDE, 
and flewe no leſſe then xxxv. M. mẽ: For tho- 
row the preſent heipe of God they were glo 

ae riouſly conforted. 

Clow when they left oß and were turnin 
—— with ioye, they vnderſtode that 

icanoz bimfelf was flayne withthe ober. 
Chen they gaue a greate ſhoute and a crie, 
peayfinge the allmighty LORDE with a lou⸗ 
De voyce. And Judas (whidy was euerrea- 
dy cofpende bis body and life foz bis cire- 
Tyns)commaunded to finyte of Nicanors 
eave, with bis arme and honde, and tobe 
brongheto Jeruſalem. When he came the- 
re, be called all the people, andthe preftes 
at the aulter with ehofethat werein > caf- 
cell,and fhewed Llicanors heave, and 
bis wicked bonde, which be had preſum 
ouſly bolden vp agaynfé the temple of God. 
de canfed} tongealfooftbat ungodly ti 
canoz to be cut inlitle peces ,andto be 
to the foules, and che cruell mans honde to 


Che rv. Chap. 


be banged vp befoze the temple. 

Soeuery man gaue thankes vnto FLOR 
DE faienge:bleffed be be,tbat bath tepre bis 
place ondefyled. 


a] 


As fo: Nicanoꝛs heade, be hanged it vp 
vpð the bye caftell,foz an enydent and play 
netoten of thebelpeofGod. And ſo they 
agreed all together, to kepe chat daye Holy: 
namely $ rig. da ye of }moneth Adar,whidy 
in } Syriãs laguage ts called > nepte daye 
before Mardocheus daye. Thus was 
Nicanoꝛ flayne, and from that 
tyme forbebe Je wes hað 
the cite in poffeffion: 
And bere wil J 
nowma⸗ 
Ecan ende. 


tet 


— the Keeps bot eof 


Thenewteſtament. 


Fhe goſpell of S Mathew. 
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= — — Corinthians 
e firfE and ſecoꝛ iſtle to el 
The epiſtle to the Selathiane, be — 


The spite tothe —— 


iad epiftleto the pbilippians. 
fle to the Coloffians. 

Zhe pat yes fecdde epifile to the Teffalonians 

The firſt and — — vnto Tymothy. 

The epiſtle vnto Tit 

The —2 vnto pbilemon. 


She goſpell of 
SG. AMachew. 


Wyhat S. Mathew conteyneth. 


-t _ The genealogy of Chuft,andma- 
—— ‘bis ————— anseii fang 
nde. 

eee sole ice place of Chxiftesbyrto. 
‘Chewyfe men ofre their prefentes,Chaye fly- 
eth in ro Egipte,the pongedyildern areflayne 
Chꝛiſt — = ———— — 
—* 
eher OF Shon and bo Chrift was bapryfer of 


DiminZoren. 
Chap Wl. ~ Chrift Fafterh andis tempted: be 
Faller ever, Ampere, Janie and Ihon. ⸗ 
enleth ail the ficke. ⸗ 

in v. 2 In pi Chapter and in the two 
inert folowingets conteyned the moft ercellée 
andlonyngeSermonof Chrjt inthe moune: 
MObid) fermonts the very Feye that openctly 
the vnderftondinge in ro the lawe. Fn this 
fifth aprer fpccially hepreadyeth of the Vill. 
bequitudes o2 bleffinges, of manflaugbter, 
wrath and angerzof aduourrie.of fivestinge, 
of faffringewionge,and of loue euen towarde 

& mans enemies. 
Chap. Vie Of Ales, prayer and faſtinge we 
forbyoveth the carefull ſreynge of wozoly 

rt 


thinges. 

Chap- vit He forbyddeth foolißh and temera 
‘rious tudgment,rep2oneth ypocrific,erozterly 
‘onto prayer, warneth to beware of falfe pro · 
phetes,and fo concludeth bis fermon- 

Chap. Vill.  Chrjt clenfeth the leper, healeth 
the captaynes feruaunt and many orber Dt- 
feafcs:helpertyperers mother inlawe, ftillerts 
thefeeand ———— the deuels 
out of tbe poffe ſed into the ſeyne 

Chap be Bebenterh the palfye, calleth 212. 
‘thew from the cuftome,anfiwereth for bis Dif 
ciples,bealeth thewomsn of the bloudey five, 
belpeth Jairus Donghter,geneth bly ndinen 
thetr fight, maFetl a do nme man to fpeste, 
daynethoura deueii 

Chap. x. Christ fendeth out his XH Apoftles 
‘to pread in Jewry geneth them adyarge,ter- 
cheth them, ⸗ comforter themageynft perfe 
cucton end. — NS 

ap. XI. Jhon baptift feuvethis defciple: 

* — genet them tbetr anſwere. 
rebuFeth the onthat full cities,and lonyngly 
erozteth mento taFebis yock vpon them 

Chap. XU. The difeiples plucke the cares of 
‘comse,beercufeth them ,bealeth the dztedban- 
de,belpetl the poffeffed thatwas blynde and 
Déme,rebuFerh the vufaithfull tharwoldene 
Des hane toFens, andfheweth who is his bao · 
ther,fifter andmorher- 

Chap. Xi. The parable of the fede,of theta- 
‘Ees,of the mujtarde fede,of the fener of the 
pute bydinehefelve,of he perles, aud of 
the nett · 


fp, 


Chap. XU. BFhonis taken and headed, Chriſt fe 
deth fyue thoufandemen with v. losues and. 
two fifhes,andapeareth by night onto his diſ 
ciples spon the fee. 

Chap. XV. | Chup crenfeth bis viferples , end 
rebuteth the ferybes and pharifes for rranf- 
Gveffinge Gods cOmaundement thorow ther 
ownetradicions. The thingerhat gocthinto 
the month defyleth not the ma Be Delyneretly 
the woman of Canances daughter, dealer 
themulritade,and with vj loaucsand e 
litie fifhes fedeth th 1F-men,befyde wemes & 
eildien. 

Chap. XV. The pharifesrequyrea token. Fe 
{us warneth bis difciples of the pbarifes doce 
trine The confeffion of peter. Che Feyes oF 
heanen. The farthfull must beare the croffe 

ey efter al — —— 

jap. xvñ. e tranſfiguracion of Chat vp. 
the mount of Tabor. He healeth the lunatite 
and payeth tribute. 

Chap. XVil.. He teadveth his diſeiples to be hunt 
ble,and barmleffe.to avoydeoccafiss of eucl, 
And one to forgeueanorbers offence. 

Chap. Xx. Chzult generh anfwere concernyn- 
‘Gemartage, 7 teadyeth nor to be carefull nce 
toloue worldly riches. 

Chap. XX. Chzftreadyeth by a fimilieudethat 
‘Godis detter vnto noman,and how be is all- 
wayecallinge mé to bis laboure. Be teadyerly 
bis difctples robe lowly, 7 geuctly ij · blynde 

men their fight. 

Chap. XX. Herydeth in to leruſalem. dzpuetly 
‘the mardyauntes out of thetemple,curfeth the 
Fygetre,and rebut eth the pharifes with the fs 
mulitude of the g fonnes and of the bufband- 
meu,that flew fodyas were fent onto then. 

Chap XX. The mariage of the Eynges fonnie. 
Tribute tobe geuéro the &mperoure. Chrye 
confuteth the opynion of the Gaduces cocer> 
nyngetherefarreccid,andanfiwereth the ſerr · 
be onto his queftyon. 

Chap. XXUL. Theiſt crieth wo over the pharifes 
feribes and ypocrites,andpzophecierh the def” 
tauccion of Serufalens. 

Chap. XXII. Chaijt fhewerh his difeiples the def 
‘truccionof thetemple,theende of thewoalde, 
the coFens of thelatrer Dayes,and warnctly 
thérows£e, forthe worlde foal fodély perifh- 

Chap. XXv. The X-virgins.thetalentes delyue⸗ 
red to the feruquntes, and of the general 
tudgment. 

Chap. XXVL The Mag dalene anoynteth Chit. 
They cate the eafter lambeand the fupper of 
the L ORDE,Chaft prayeth inthe garden, Fu 
das betrateth bim,peter finyreth of Hialeus 
cave,Chuftisaccufed by falfe wytneffes. pe · 
ter Denyeth bim. 

Chap. Xxvil. Charftis delyuered ontopilate Ju⸗ 
das hangeth bimfelf. Chait is erucifievams 

getheues,hedyethand ts buried. Watch mew 
Fepe the graue. 

Cyap. XXVIUL The refurrecets of Chriſt. The bye 
preftes geue the foudiers large moneyc,to fale 
that Chriſt was ftolle our of bis grave. Chrift 
appeareth tobis difeiples,and fendeth thens 
forth topready aud to baptyſe · 


She aofpel 
of S. 


Adachew. 


The firſt Chapter. 
Sa is is the bobe ofthe 
= | Generacion of Jeſus 
Chꝛiſt * forncofDa 
uid, the ſonne of Abra 
J bam. Abrahã begat 
Ly frac: Iſaac begat 
“jacob: Jacob begat 
Judas z bis beerbré: 
‘Judas begat pharesz Zarã of Chamar: 
Pbares begat Heſrom: 
Ruth Seſtom begat Aram: 
a-Para2 rant begat Annnadab: 
Numsa Aminadab begat Naaſfon: 
Naaſſon begat Salmon: 
Salmon begat Boos of Rabab: 
Boos begat Obed of Rath: 
Obed begat Jeſſe: 
Regis.a Jeſſe begat Dauid che kynge: 
Rene ~ Dauidchetynge begat Salomon, ofher 
that was the wyfe of zy: 
Salomon begat Roboam: 
Roboam begat Abia: 
Abie begat Aſa: 
Aſa begat Joſa phat: 
BJoſaphat begat Joram: 
orain begat Ofias: 
-Paracd Dſias begat Joatham: 
2.Paa7-b Idatham begat Achas: 
sParasd Achas begat Esechias: 
aRe20¢ Ezechias begat Manaſſes: 
4Reaid Manaſſes begat Amon: 
4Rese Amonbegat Joſias: 
4-Reasl ¶ Joſias begat Jechonias and bis brethren 
2435 Zboute the tyme of che captiuyte of Ba⸗ 
byfon. 
. And after the captinyte of Babylon, Fe 
WHE omiae begat Salecbicl: i= 
(ds.a Salathiel begat Zozobabel: 


— 


Cenzs.e 
Gen.46-b 
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of S. Machew. lo. i. 
Borobabel begat Abiud: 
Abind begat Eliachim: 
Eliachim begat Azor: 
Az or begat Sadoc: 
Sadoc begat Achin: 
Achin begat Eliud: 
Eliud begat Eleaſar: 
SEleaſar dbe gat Matthan: 
Matthan begat Jacob: 
Jacob begat Yofeph the hußbande of Ma 
ty, of whd was borne that Jeſus, which is 
called Chriſt. 

Allehe generacions from Abrahã to Da 
wid are fomtenc gencracions : SromDautd 
vnto the captinice of Babylon are fource- 
ne gencracions. From the captinite of Ba⸗ 
bylon vnto Chriſt, are alſo fourtene genera · 
cions. 

The byrth of Chriſt was on thys wyſe: 
Wher bis mother Mary was maried to Jo 
fepb * before chey came together. [ye was 
fotidewith chyldeby * holy gooft, Sue Jo 
ſeph ber hußbande was a perfect man,and 
woldẽ not bainge ber co ſhaine but was myn 
dedto put her awaie ſecretely. Meuerthelẽs 
whyle be thus thought, bebolve, the angell 
ofthe LORDE appered onto him in 4 d2e4- 
nie ſa ynge: Joſeph chou forme of Dawid, fee 
renot to take vnto the Mary thy wyfe. Foz 
that which ts cSceaucd in her, is of F boly 
gooſt. She ſhall bzynge forth a forme, and 
chou hale call his name Jeſus. For he hall 
fauc bis people fromebeir ſynnes. 

All this was done, H the thinge might, 
be fulfilled, which was ſpoken ofthe LORDE 
bythe propber, faynge: Bebolde,amayde 
hall be with chylde,and hall brynge forth 
a ſonne, and they fall call bis name Ema⸗ 
nuel which isby interp:etacion, God vs. 

Clow whan Joſeph awokc out of flepe 
He div as the angell of } LORDEbave bym, 
and toEe bis wyfe onto hym and knewe ber 
not, tyll fhe bad brought forth bir fyrſt bor 
nefonne,and called bis name Jeſus. 

The il. Chapter. 


C 
Luc.ib 
Somerea 
devbefore 
they far 
athome 
together. 


Phi.sa 
Aga 


Efazc 


Luc.aa 


Hen Jeſus was borne at Bethleẽ A 
7 in Zur y in the tyme of Herodethe 
* 


Eynge, Bebolde, there came wyſẽ 
men fromcbe eaſt co Jeruſaiẽ ſa ynge: be 
rets the new borne Eynge of the Jues? We 
haue ſene his ſtarre intheeafé, andare come 
co worſhip him. 

When Herode ? kynge had herde thys. 
he was troubled, z all Jeruſalẽ with by, 
and be gathered all the hye preftes and 
Scribes of $ people,zared of them whe⸗ 
re Chriſt ſhulde be borne, And bey —3 one 

4 


The gofpell 


tohymrat Beebleem in Jury. For thus itis 

written by the Prophet: And chou Bethle⸗ 

ent in the londe of Jury, art not the leeſt 

fohanz.d amonge the princes of Juda. Foz oucofy 
hall come onco me — fhalt 
gouerne my people Iſta⸗ 

B Then Herod pzeucly called the wyſe men, 
and dyligently enquyzed of thein, what ty- 
me the ſtarre appered, and ſent them to 
Derbleem,fainge:Go,and ſearche dyligent- 
fy for the chylde. And when ye baue founde 
byt, bringe mic worde agayne,that I maye 
Lomẽ and worſhippe ym allo. 

When they had heard the Eynge,they de· 
parted:andlo,che ſtarre which they fawein 
the café, went beforethem, tyll it came, and 
ſtode ouer che place where the chylde was. 
When they ſawe the fEarre, they rere mar- 
neloufly glad: and went into che boule, and 
found the chylve with Mary bis mother, 

b md Eneleddorwne and worſhipped bym, z 
opencd chertreafires, and offrcd vnto bym 
gyftes: gold, franck ynſence and myzre. 2nd 
afrer they were warned of Godin a diea- 
me that they fhuld not go ageineto Herod, 
they returned into their awne countre ano- 
ther waye. 

€c Whenehey were departed : beholde, the 
angell ofthe LORDEappered to Joſeph int 

a dreame ſayinge: aryfe, and take thedyylde 

Gnd bis mother, and flyeinto Egypte, and 

abydethere tyll J bzynge the worde. For He 

rod wyl fee che chyldeco deftroyebym. Thẽ 
be arofe,and cote the chylde and bis mother 
by night, and departed into Lgypte, end 
was there nto * deeth of Herod, thatthe 
thingẽ mightbe fulfylled whic) was ſporẽ 

Ozegu.a OF theLORDE, by the prophet, which fay- 

Nusyb ethrout of Egypte haue calledmy fore, 
Then Herod perceanynge y hewas dif- 

ceaued of the wyſe men, was ercedynge 
yw20tbh,and ſent forth, and flue all thechyl- 
dren that were in Bechleem, end inall che 
coaftes there of, as many as were two yere 
olde and vnder, accordynge to the tyme 
which be had diligently fearched out of the 
wyſe men. 

Then was F fulfilled which was ſpoken 
by } prophet Feremy fayinge:On ¥ billes 
was a voyce herde,greate monrnynge, rwe- 

ynge, T lamentacion: Rachel ynge ſor 
er chyldren. and wolde not be confozted,be- 
caufetbey were not. 

D> When Herovde was deed: beholde, anan- 
gell of the LOR DE appered in adzeamcto 
Joſeph in gypte, fayinge : ariſe and cate 
ebe chylde and bis morber,z go into ¥ londe 


wichs.a 


Exo.4d 


tere.ʒi.c 
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Of Iſrael. For they are decd, which ſought 
the chyldes iife. And be arojévp, and coke * 
chylde and bis mother, zcameince chelon- 
de of Iſtael. Bue whe he herde that Arde 
aus D:D raygne in Jur y in * romwmecf bis 
facber erode, be was afrayde to go thi- 
ther. Not withſtondinge after be was war 
ned of Goditta dꝛeame he turned afydeinco 
the parties of Galile, and went and dwelt 
in a cite called Ht azarech, co fulfill p which 
was fpoten bythe prophetes: he ſhalbe cal- 
Ted a Nazarite. 
The I. Chapter. 
sy LY thofe dayes Thon the Baptyſt 
5 


ludic.n 


came and picached inthe wildernes 

: of Jury ſa ynge: Amẽde youre felues, 

the Eyngdome of bencnis at honde. This ts 

be, of whomitis ſpokẽ by Y Prophet Eſay 

which ſayeth: The voyce of a cryer in * wyl 

dernes,preparethe LORDES waye, and ma 
ke his pathes ſtraight. 

Chis Ihon had bis garment of camels 
beer,and@ lethzé gerdell aboute bis loynes. 
Sys meate was locuſtes and wylde hony⸗ 
Then went out to hym Fernfalem, and alf 
SJury,and all che region rounde abonce For 
dan, and were baptifed of him in Jordam cð 
feſſynge their ſynnes. 

LLow wher be ſawemany of the phari- 
fesandof ¥ Saduces cometo bys baptim, 
Befayde vᷣnto them: ye generacid of vipers, 
who bath certified you,that yeflyal eſcape + 
vengeaunce to come: Bewarre brynge forth 
due frutes of pemnaunce. Thinke not now, 
to faye in your felues, we haue Abzabamto 
oure father. For J ſaye vnto you t hat God is 
able of thefe ſtones toͤrayſe vp chyldren vnto 
Abraham. Euen now is the axeput vnto > 
rote of the trees: therfore euer y tre which maths 
bringeth not forth good frute, ſhalbe hewẽ Luczb 
downe, and caſt into the fyre. 

Ibaptiſe you with water co repentann- 
cerbut be that cõmeth after me, is myghtier 
thé F, whofe ſhues J am not worthy to bea 
ve. Se ſhall baptife you with > boly gooſt z 
xb fyre:which bath alfo bis fan inbis bond, 
and will pourge bis floore , and gadze the 
wheetinto bis garner,z willburne ¥ caffe 
sith vnquenche able fyze. 

Then came Jeſus from Galilero Jordan, a 
vnto Ihon, to be baptifedofbym.Bue Ihõ tobe 
forbade hym, ſaynge: I haue nede tobe bap 
tyfed of che sand commeſt chou tomer Je- 

Tus anfwered z fayd onto hym: Let it be fo 
now. For thus it becommech vsro fulfill all 
righteoufnes. Chen hefurffred hym And Je pacts 
fas affoneas be was baptiſed, came ſtraight rohannd 


math.4.b 
Tohanab 
Efai.goa 


4-Reg.b 
Marcaa 
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B 
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out of the water. And lo,bené was ope oner 
bym:and Jhon [awe che fpirite of God def 
conde lytea Doue,andlygbe vpon hym. And 
lo, there came & voyce fro heuẽ fayng: Thys 
ys tbat my beloucd fonne, int whom ismy 


delyte. 
The IIll.Chapter. 
A x Hen was Jeſus ledd awaye of the 


Bla.42.a 
Matiza 
Lucs.d 

o.Petad 


ſpirite in corilvernes,cobetempted 

ofthe dewyll. And when be bad fal- 
ted fourtye Dayes and fourtye mightes, be 
was afterward an bungred. And the tẽpter 
cameto bim and fayde: yf thou be the ſonne 
Of Gov, commaunde, chat chefe ſtones be 
made breed. He anfweredz ſayder yt is wryt- 
tẽ:Man fall not lyne by bzed onlye, bur by 
euery worde that proceadeth out of che 
mouth of God. 

Then che deuyll coke hym vp intothe ho 
Ty cite, and ſet bym on a pynacle ofthe cem- 
ple, and ſa yde onto bym: yftboube > fonne 
Of Good, café chy ſylfe downe. For it is wzyt- 
ten:be fall geue bis angels — the 
@nd with cheir bandes they fhal holde the 
vp, that thouldafbe not chy foͤte aga ynſt a 
flone and efi u⸗ Le a vnto hymrit ys weyt 
tenalfo: Thon ſhait not tempte thy LOR- 
DEGod, 

Agayne, the denyll tofe hym vp andled 
bym incoanercedynge byemountayne,and 
ſhewed bym allebe Eyngdomes of che worl 
De,andall che glorie of chem, and fayde vn⸗ 

® co bymall chefe wil F gene che, yftbou wile 
Deurs.c fall downe anv worſhip me. Then fayde Fe 
eReE7-a firs vnto hym: Auoyde Sata. For it ys wryt 
té:thon [hale worſhyp the LORDEthy Gov 
and bym onely ſhait thou ſerue. 

Then che deuell left hym, and beholoe, 
theangels came and ininiſtred onto hym. 

When Jeſus had berde that Jhon was 
taken, be deparced into Galile andlefe Na 
sareth,and went and dwelt in Capernanum, 
whichisa cite apon the féc,in the cooftes of 
3abulonand Neptalim, pebechingemight 
be fulfilled whiche was (poten by Efay the 

2ophet,fayinge:Cbe londe of sabulonand 

veptalim, the waye ofthe fee beyonde Foz 
dan,and Galile of the Gentyls, the people 
which fatin darknes, ſawe a greatelyabt, z 
to them which fat in the region zfhadowe 
of deeth,lyght is begoneto fbyne. 

com that cyme forth beganne Jeſus to 
preach, and co faye: Amende youre felues, * 
kingdome of heauen is at honde. 

CAs Jeſus walked by the fee of Galile, he 
fawetwo brethren: Simon which was cal- 

led Pecer,z Andzew his brother, caſt ynge a 
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net into > ſee, fſor they were fißhers, and be 
fayde onto chem:foloweme, IJ will make peice 
you fifbers of mẽ. Andtheyſtrãyght waye Eze 47.b 
lefte their nettes, and folowed bym. 

And whan he wẽt forth from thence, he 
farce otber two brethren, James the fonne 
of zebede, and Ihon bis brother, in the [hip 
with zebede cheir fatber, mendynge their 
nettes,and calied them. And they without marso4 
taryngelefie * [pypand their fatber, and Lucs.b 
folowed bym. 

And Jeſus went aboute all Galle, tea⸗ Marcc 
chyng intheir ſynagoges, and preachynge 
the goſpel ofthe kyngdome, and bealedall 
maner of fines, z all maner dyſeaſes amon 
ge the people. And bis fame ſpred abrode 
through out all Siria. And they brought 
vnto bym all fit people, chat were tater 
with divers difeafes and gripinges, andthe 

x were poffefjed with denils,z choferbidy 
werelunaryte, and thoſe that bad the pal- 
fie: z be healed che. Andeber folowed hym 
a greate nombie of people, from Galile, 
fromcebe ten cities,qnd from Jeruſalem, and 
from che regions that lye beyonde TJor- 
dan. 


The V. Chapter. 
SX Hen be fare the people, he went op 
7 
= 


Marcs.a 
Luc.o.b 


‘vp into a mountayne: and when 

be was fet, bis difciples came to 
hym and be opencd bis mouth, and taught 
them, fayinge:Dleffed are the poore in (pre- rues. 
te:fortheirsis che Eyngdome of bene. Slef 
fed are cheyt hat mourne: for they ſhalbe cõ· Efacra 
forted. Bleffedare che mete: forchey fhalt 49% b 
inheret the erth. Bleſſed arethey which bow tered 
gerz chyrſt for rightewefires: for they ſhal 
be filled. Bleſſed are the mercifull: fortbey 
Phall obteyne mercy . Bleffed are the pure 
in herte: for they [pall fe God. Bleſſeð are 
the peacematers : fortbey ſhalbe calledthe 
chylozer of God. Bleffed are they which 
ſuffre perfecucion forrightwefites fate: for 
theirs is che Eyngdome of heuen. Bleſſed s.ree.ge 
are ye when men renyle you, and perfecute 1.Pe2.c 
you, and falfly fayall manner of ynell fayn- 294 2< 
ges againſt you formy fate Retoyceandbe adsc 
Glad, for greatets youre rewarde in heuẽ. 

For ſo perfecuted they the Prophetes 
which were before youre dayes. 
Meare F faltof cheearth,but andyfrbe 35 
fale haue loſt bis falenes,what canbefalted Marc.s.e 
therwith 7 Geis thence forth good foz no- Luc.4.d 
thynge,but to be caft ont,and to betrodden — 
vnder fote of men. Ne are the light of the anduc 
worlde. A citethat is ſet onan bill,can not 
be hid: nether do men lyght a candell, and 
AA ig 


The gofpell 


put it vnder a bufbell,but on a candelſtick. 

and it lighteth all chat are in the houſe. Let 
Mathe.a youre light fo fhyne before men, that they 
rcae mayefe youre good workes, and glorify you 
re father which is in heauen. 

Thinke not, that J am come to deſtroye 
the lawe, o2 the Prophetes: no, Jain not 
come to deftreye thems, hut to fulfyll them. 
Sor truly Jſaye vnto you: till heauen and 
3 earth perifbe, one ĩott or one tytele of the 

lawe [hall nocefcape, tyll all be fulfilled. 
coud. Whoſoeuer bieatech one of theſe leaſt > 
Esecinb Maundmentes, and teacheth inẽ ſo, be ſhal · 
be called che leeft in the kyngdome of bea- 
wen, But whoſoeuer obferuerb and teacheth 
ehefarie ſhalle called greate inthe kyngdo 

me of heauen. . 
For J faye vnto yourexcepte youre righ- 
teeſnes erceade rhe righeter eſnes of the 
Seribes and pharifes , ye can not entre in 

tothe tyne dome of heauen. 
C Aehaue herde, how it was ſayde to thẽ 
Exrx20¢ of rhe olde tyme: Thou ſhalt noe kyll. Foz 
Leusg.d hoͤſdeuer Eyllerh, Mall bein dannger of 
Deus indgement. Due faye vnto you: wholoe- 
uer fs angricwith bis brother,ts in Daunger 
ofeheindgement. Whoſoeuer fayeth vñto 
bis brot her: Racha, is in daunger of ¥ coũ⸗ 
fell. Bue whoſoeuer ſa yet hr thou foole,is in 
Dauner of bell fyre. 

roh aa · Ther foze when thou offreſt thy gift at 

Malasb the altare, and there remembzefé that thy 
biocherbath onabtagaynft theleauctbere 
thyne offrynge be fore the altare and gotby 
waye first,ant receneyle chy ſelfe to thy bro 
ther, then come aud offre chy gyfte. 

Lue iF Agre with chine aduerſary quidlye, why 

Prouas-b le thou art in che waye with hym, leſt that 
aduerfary deliver the ro the indge, and the 
iudge deliuer theto the minifEer, and then 
thou be caftmto preſon. J faye vnto the ve- 
rely:chon [halenoccomcoutthéce,tillebor 
Haue payzd the vemoft farthinge. 

Fxo20.c Mebaucherde,bo- itwas ſayde tothem 

Ecchaue of dide cyme: Chou ſhalt not committe ad- 

lob ai.a noutrie. But J ſa e vnto yon that whofoc- 
uer loketh on ã wiſe luſtinge after ber, hath 
committed aduoutrie with bir already int 
bis bert. 

D _, Wherfoze yf ty right eye offende the, 
Deursy a PlcFe hym out, anð café him fromebe.Bee- 
Marc.s.c ter itis for the, that onc of thy membres pe- 

rifbe, then chat thy wholebody ſhulde be 
caſt into bell. Ufo yfeby right honde offen 
dethe, cut hym of, and café him from tbe, 
Better yt is that one ofthy mébres perifh, 
thẽ F all body ſhulde be café into bell, 
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Je is ſayde: whoſoeuer putteth awaye peussa 
hiẽ wyfe ler hym geue ber ateftimonyall of Mathis.b 
the deuorcemẽt. But J faye vnto youswho- nare io æ 
ſdeuer putteth awayẽ bis wyfe(erceptit be Lucisc 
for fornicacid, -ufech ber to breake matry 
mony. And whoſoeuer marycth ber that ts 
deuorſed, breaketh wedlocke. 

Agayne,yebaue herde, how it was fey 
de to thẽ of olde tyme: Thou ſhalt not for 
ſweare thy ſelfe, but ſhait per forme thyne 
ooth to God. But J faye vnto you:fiveare 
not at all, nether by heauẽ, fortt is Govis 
feate:noz yet by the earth, for itis bis fore 
féole:netber by Jeruſalem, foz itis the cyte 
of ? greate tinge:mether [hale thou fiveare 
by thy beed, becauſe thou canft notmate 
one beer whyte 92 blacPe: But your com⸗ 
municacion [halbe, yee, yee : nay, may. Foz 
what ſoeuer is moze then that,conmmery 
Of euel. 

Me bane herde howe te is fayde: An eye 
foran eye, a toth fora toth. But F faye on 
to you: that ye reſiſt not euell Sue who- 
foener geueth the ablowe on thy right de 
ke, turne to bim the other alf>. And yf eny 
man will fire the at the lawe, ztatearwaye 
thy coatelec bin baue thy cloake alſo. And 
who ſo compelleth che ro go amyle, go ch 
hym twayne.Geuetobymthat areth:and 
from bym that wolve bozowe, turne noe 
awaye. 

Mebauebherde, how it is ſaide:thou ſhalt 
lone thyne neghboure,z bate thyne enemy. 
But J faye onto you: loue youre enemies: 
Dleffe thẽ that curfje you: Do good to the 
that bate you:praye for thẽ which do you 
wꝛonge and perjecute you, that ye maye be 
the chyldern of yourcfather whichis in beg 
nen:fozbe maketh bis ſonne to ar yſe onthe 
euel and on the good, and fendechbis rayne 
on the iuſt and vᷣniuſte. For yf ye loue them 
whic) loue you, what rewarde [hall ye ha⸗ 
nev Do not the publicans ent ſo? Anð yf ye 
be frendly co youre brethren onl ye: what fin 
guſer thynge do ye? Do not the Publicans 
alfolyte wyſe? Re [hall ther fore be perfecte, 
euen as youre father in heauẽ is perfecte. 

The Vi.Chapter. 
Caw Ake hedeto youre almes,that ye ge x 
a ue it notin the ſyght of men, tothe Tica. 
intent that ye wolde befene ofthem: 
orels, ye get no rewarde of youre fatber 
whichis in beaver. When foener therfore 
thou geueſt thine almes,thou ſhalt not ma 
Ee a trompet to be blowen before the,asthe 
Ypocrites do inthe ſynagoges and in the 
Evetes, force be prayſed of me.Derely I faye 
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Lhe goſpell 
vnto yorthey bane their rewarde. But whe 
thou doeſt ales , let not thy lefte bande 
Enowe, what thy righte bande doth; that 
thine almes maye be fecrete:and thy father 
pal ſeith in fecrere , fall rewarde che 
openly. 

And when thou prayeſt, thou ſhalt not 
be as ? ypocrytes are. Foꝛ they loue ro ſtõ⸗ 
De and praye in the ſynagoges, and inthe 
comers of the ſtretes to be ſene of men. De- 
rely J ſaie vnto yourthey haue their rewar 
de. Sut when chor prayeſt, entre in to thy 
chamber, and ſhut thy doreto the, praye 
to thy father which is in fecrete: andeby fa- 
ther whic) feith in fecrete, ſhall rewarde the 
openly. 

And when ye praye, bable not mody, as 
} Setben do:forchey chinbe that chey [bal 
be berde, foz their mod) bablynges fate. Be 
noe yelyEecbem cherfoze. Foz youre father 
Enoweth where of ye bane nede, before ye 
are of him. After chys maner cherfoze ſhall 
ye praye: 

© oure father which art it heauen, ba- 
lowed be thy name. Thy Lyngdome come. 
Tyy wyll be fulfilled vpon earch as itis in 
beauen. Geue vs this daye oure Dayly bred. 
And forgeue vs oure dettes, as we alfd for⸗ 
geue oure detters.Andleve vs not in to tẽp 
tacion:buyt delyuer vs from euell. Forthyne 
is the Eyngdome, and the power, and the 
glorye foz cucr. Amen. $92 yf ye forgeue o- 
ther men their treafpales, youre beauenly 
facber ſhall alfo forgeue you. But and ye 
wyll noc forgeue mé their trefpafes, nomo, 
refball youre facber forgeue you youre treſ 

ales. 

Moꝛreoner when ye faſt, be not faoas * 
ypocrytes are. For they diſfigure their fa⸗ 
ces, that they myght be ſene of mento faſt. 
Verely J faye vnto you :they haue their re 
warde. Sut thou, whẽ chon faſteſt annoyn · 
te thyne heed and waſhehy face that it ap- 
peare not vnto men, that thou faſteſt : but 
vnto thy father which is in ſecrete: and thy 
father which ſeyth in ſecrete ſhal rewarde 
the openly. 

Sẽ t hat ye gather you not treafirre vpon 
the earch, where ruſt and mothes corrupte, 
and where theues breate through and ftea- 
le, Bue gather you treaſure together in beg 
uen, where netberraft nozmothes cozrupte, 
and where theues nether bicake vp noz yet 
ſteale. Goz where youre tre aſure is, there is 
youre berte alfo. 

Theeyeischelight of the body. MF thy⸗ 
neeye then befyngle,all chy boty ſhalbe ful 
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of light: Bue and yfebyne eye be wycteb, 
alleby body ſhalbe full ofdarckenes: Wher· 
fore yfthe light that is in the, be darckenes, 
bow greate then ſhall that darckenes ber 

No mF can ſerue two maſters. Foz ether 
be [yall hate the one and loue the otherẽ? oz 
els be ſhall leane to the one, and defpife the 
other: Re cannocferueGod and mammon. 
Ther fore F faye vnto you:benor ye carefull 
for your lyfe, what ye fhalleate, o2 what ye 
[hall drinke: nor yee foz youre body what ye 
Phal put on. Ns noe che lyfe more worth che 
meate, andthe body more of value then ray 
mẽt Beholde the foules of ¥ ayer: for they 
ſowe not, nether reepe, nor yet cary in to chẽ 
barnes: and yet youre heauẽly father fedeth 
thẽ. Are ye not moch better the they? 

Wyich of you (chough be coke thought 
therfore) coulde put one cubit vnto bis ſta⸗ 
tures why care ye chen fozrayment 7 Confi- 
dre chelylies of che felde, how they growe. 
They laboure nor, necher ſpynne. And yee 
for ali chat J faye onto you,thateren Galo 
mon in all bis royalte woas not arayed Lyte 
vnto one of chefe. ber fore yf God ſo lor 
the graffe, which isto dayein the felde,and 
tomozowe ſhalbe café into the fomace: fal 
he not moch moze do the famevnto you,o ye 
oflytle faythy 

Therforecakte no thought, ſayinge: what 
Phall we cate, oz what [pall we drinbe oꝛ 
where with fall we be clothed x After all 
ſochthynges do the beithen fete. Foz you- 
ve beanenly father tnowerl, char ye haue 
nede of allcbefe chynges. Sete ye fyrſt the 
Eyngdome of beauen andtheright eouſnes 
therof, ſo ſhal all theſe chynges be miniſtred 
vnto you. 

Care nott hen fort he morow, forthe mo- 
row [hall care for it ſelf: Euery da ye hath 
vnough of bis ownctranayll. 


The VI. Chapter. 


wf Vdge not, that ye be not indeed: 
ae Soras yeiudge, fal yebe iud ged. 

And with what meafinre ye mecte, 
wich the fame ſhall tc be meafirred to you 
aga yne. Why ſeiſt thou amoate in thy bro⸗ 
thers eye, and perceaueſt not the beame F 
ts yn t hine awne eye? Oꝛ why ſaieſt thou to 
¥ brother: holde J wil plucte che moate 
out ofthyne eye, and beholde, a beame ts im 
tbyne arene cye. Rpocryte, fyrſt caſt out the 
beame out ofthync awne eye, and then hale 
thou le clearly,co placte ous the moate out 
ofthy brothers eye, 
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Geue notthat which is holy, to dogges: 
nether caſt ye youre pearles before froyne, 
lefethey treade them under their fete, zehe 
orberturne agayne andall co rente you. 

tre, andit ſhalbe geuen you: Seke, and 
ye ſhall fynde: knocke, and it fhalbe opencd 
vnto you. Foz whoſoeuer axech, receaneth: 
and hethat ſeketh, fynderh: and to hym y 
knocketh, it hal opened. RXs there eny man 
amonge you, which yfbis fonneared hym 
bred, wolde offer bim a ſtone? Oꝛ yf he ared 
fyßhe, woide be proffer bynt a ſerpent? yf ye 
ther which are enell, can geue youre chyl⸗ 
dren Good gyftes: hor mode more [pall 
youre father which is in heanen, geue good 
chynges to thein that axe hym 

Ther foꝛe what ſoeuer ye wolde that mẽ 
ſhulde doto you euẽ ſo do ye to them. This 
ys thelaweandthe Prophetes. 

Enter in at the — gate: ſor wyde 
is the gate and broade is the waye,thatles 
beth co deſtruccion: z many there be,whidy 
go ĩn therat. But ſtrayte is the gate, and na 
rowe ys the waye, which lea’ vnto lyfe, 
and ferwetbere betbatfynveit. 

Beware of falfe eli page cone 
to you in ſhepes clocbinge, but inwardly 
they are rauen ynge wolues, Re ſhall Enowe 

thein by their frutes. Do men gather gra- 
pes of thornes? or figges of thiſtles Euen 
[> enery good tree bryngeth forth good fru 
te.Sutecownpte tree, bryngeth forth enyl 
fiute,% good treecannocbryng forth bad 
frute: nother can a rotten tre binge forth 

ood frute. Euery tre that beyngeth not 
33 good frute, ſhalbe hewen downe and 
caſt into the fyre. Wher fore by theit frutes 
ye ſhall knowe them. 

Not all they that faye vntome,LORDE 
LORDE,fhallenter in co the kyngdome of 
beanen:buthe tbat doth the willofmy far 
ther which ys in heauen. 

Wiany [hall faye to mein that daye: LOR 
DE,LORDE:bauewenot prophecied in thy 
name? Haue we not café out deuyls in thy 
name Hauerwe not Done many greate de- 
Ses in thy name? And chen will FJ Enowle 
ge vnto them:7 neuer Encwe you, Departe 
fro me,ye workers of iniquite. 

Whofdeuer therfore heareth of me thefe 
fayinges,and doeth the fame, J wyll lyckẽ 
hym onto a wyſe man, whic) buylt bys bou 
ſe vpon a rocke: Now whan abundaunce 
of rayne deſcended, and the wyndes blewe 
and bet vpon that fame boufe, it felnor, 
becauſe it was grounded onthe rocke. And 
who ſoeuer heareth of me thefe ſayinges, 


of G. Mathew. 
doth the not, ſhalbe lyckened vnto a folyſh 
mã which buyle bis houſſe apon the ſonde: 
Clow whan abũdaunce of rayne defceded, 
z the wyndeo blewe, zbet vpon ¥ houſſe 
ic fell, and great was the — of it. 

Andit came to paffe, that when Jeſus 
bad ended thefe faynges, the people were 
aftonnyed at bys doctryne. Gor be taught 
them as one hauynge power, and not as 
theSeribes. 

The vil. Chapter. 

2 Jet be was come downe from 
the mountayne, moch people fo- 
lowed bins. 2indlo,therecame ele 

per,and worſheped bim, fayinge:L ORDE, 
yf chou wylc, thos canfé mate me cleanc. 
And Jeſus put forth bys honde, z touched 
bim, ſayingẽe: I wyl,be thou cleane:z imme 
diatiy bisleprofic was clenfed 7 And Jeſus 
fayde vnco hym: Se thou tell no mã but go 
and ſhew thy ſelfe to the preſte, and offer 
the gyfte that Moſes cOmaunded, in wit ⸗ 
nes to then. 

When Jeſus was entred into Caper- 
staum,there came onto him a Captayne,z 
befoughe hym, fayinge: Syz, my fernaunt 
lycth fice at home ofthe palfycand ys gre 
uoufly paynedð. Jeſus [ayd onto hym: 3 wil 
come z beale bim. The Captayne anfive- 
red and fayde: Syz, Jam nor wortby, that 
thouſhuldeſt come under myrofe, but ſpea 
Ee the worde only, and my ſeruaunt ſhalbe 
Healed. Foz J mryfelfe alſo am a mã fubiect 
to ? auctoztcof another, haue ſorvdiers 
vnder me. Ret wha J ſaye to one: go, he go- 
ecb, and to anot her come, he commeth:z 
tomy ſeruaunt: do this, be doeth it. When 
Jeſus hearde that, bemarueled, and fayde 
to them that folorocd bym: Verely J fay 
wnto you : FJ baue mot founde fo greate 
faythino note Iſtael. Buc J fay vnto you: 
Many [hall come from the eaſt and weſt. 
and [hall refé with Abraham, Iſaac and 
Jacob in the Eyngdome of heauen: and the 
hylozenof chetyngoome ſhalbe caſt out in 
to vtter darcknes: there ſhalbe wepinge = 
gnaßhing of teth. And Jeſus fayd onto * 
Taptayne: go thy waye, and as thou bele- 
neff be it onto the. And bis feruaunt was 
bealed the fame boure. 


And Jeſus went into Peters houſſe. and 


ſawe bys wyues mother lyinge ſicke of a fe 
ner: [> be touched ber bande, and the fener 
if hir: and fbe arofe, and minifired vnto 
them, 
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onto bim many chat were poffeffed with de- 
nylls .2ind be café out ¥ fpirices with a woz 
de,z healed all chat wereficte, that y thin- 
ge might be fulfilled, whic) was [poten by 
fay che prophet, fayinge:%etoke on bint 
oure infirmities,and bare oure ſickneſes. 
Whẽ Jeſus ſawe moch people about him, 
Be commaunded to go duer the water. And 
there camea ſcribe and fayde vnto hym: maſ 
ter, Jwyll folowe the, whyther fd cuer chow 
Goefé. And Jeſus fayde vnto him: the fores 
Baucboles,and che byzdves oftheayer ba- 
ne neſtes but ¥ ſonne of mã bach not wher⸗ 
on co reſt bis heede. Another that was one 
of bis diſciples, fayde vnto bym: Syz, geue 
mi leue fyrſt. to goz burye my father. Buc 
eee [ayde unto bim: folowe chou me, and 
the decd burierbeir deed. 

And be entred in co « fhyppe, zbis difet- 
ples folowed bim. And bebolde; chere aroſe 
ã greate tempeſt inthe (ec, in fo moch that 
the ſhippe was couered with wawes,z be 
was & flepe. And bis difeiples came vnto 
bim,and amole bym, fayinge:LOR DE, faue 
Ds, we periſhe. Anð he ſa yde vutotbemavby 
ave ye fearfull.o ye of lytell faithe? Chen be 
aroſẽ, and rebuled che wyndes and the fee,z 
there folorveda greate calme. And the men 
marue yled and ſayde: what mã is chis,chac 
both wyndes and fee obey hym? 

D — Anvwhen he was come to ¥ other fyve, 
Marsa in to the countreofcthe Gergefites,chere met 
Lusa . him tro poffeffed of denyls, which came out 
ofthe grancs,and were out of meafirre fear- 
ce,forbat no man myght goby that waye. 
Andbeholde,they crycd outfayinge: Ob Fe 
ſu thou fonne of God, what baue we to Dow 
the? Artt hou come bycher to tormẽt vs,be- 
fore the tyme be come? 2nd there was a 
good waye offrom them a greate beerd of 
ſwyne fedinge. Thenche den yles beſought 
dim, fayinge:yfthou caſt vs out ſuffre vs to 
gooure waye into the heerd of fivyne. And 
he ſayde vnto themr go youre wayes. Then 
went t hey out, and departed in toð the heerd 
of fivyne. And beholde, F whoale heerd of 
ſwyne was caryed with violéce headlinge 
in to the ſee, and periſhed —— — 
the heerdmen fled and wente their waysin 
to the cyte, and tolde euery thinge, z what 
bad fortuned vnto the poffeffed of the de- 
uyls. And beholde, allthe cyte came out and 
met Jeſus. And whencbey farcebym, they 
Aduse bejoughe bym, foz to departe out of their 

cooftes. 
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The ir· Chapter. 


FS. Mathew. fo. v. 
Sen entred he in to a ſhipp, and paſ⸗ 
—* ſed ouer and came into bis arone ci- a 
Marc.2.2 
Luc.s.c 
Tohansa 


Attoe 


vnto men. 

And as Jeſus paſſed forth from thence, 
he ſawe aman ſyt a receyuinge of cuftome, 
named Mathew. ⁊ fayde vnto bim: folowe 
me. And be arofe, and folowed bins. And it 
cameto pafft as be fat at meate inthebou- 
fe:bebolve, many publicans and ſynners ca- 
on * fat downe alſo with Jeſüs and hys 

ifciples. 

When the pharifes ſawe that, theyſay 25 
de to bys diſciples: why eateth youre maſter 
wich publicans and ſynners ? When Jeſus 
herde that, he ſayde vnto them: The whole 
nedenot > phificis,buc they that are ſicke. 
Go and learne, what chat meaneth:3 haue 
pleafiure in mercy,and noe in offerynge, Foz 
Jamuot comeco call therightcous, bur ¥ ; 
Hnners to repentaunce, 

Then came che difciples of Jhon to hym 
fayinge:roby do wez ¥ Pharifes faſt fo ofer 
and chy difciples faſt noc? And Ieſus fayde 
vnto thẽ: Can the weddynge chyldrẽ mour 
ne as loge as thẽ bridegrome is with them? 
The tyme wili come, when che bade 
[hslbe taten from them, and the hallebey 
faſt. No man peceth anolde garment with 
a pece —5* clothe. For then taketh he 
awaye the pece agayne from the garment, 
z therent ys made greater. Mether do men 
put new wyne in to olde veffels,foz then che 
veffels breake, and the wyne runnceh out 
> veffels per yſhe But they poure ne we wy 
ne in to newe veſſels, and ſo are both ſaueð 
together, 

Whyle heehns (pate vntothem,bebolde C 
there came a certayne ruler, and worfbip- Mares 
ped bim, fayinge: My doughter is euẽ nor Lucas 
deceaſed but comeandlay p honde on ber, 


Mar.2.b 
Luc.⸗. d. 
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Adan’ 
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and ſhe ſhall lise. Jeſus aroſe and folowed 

Mare bymwich bys diſciples. And beholde g wo- 

Leuitasd Man which was difeafeded an yſſue of blou⸗ 

de xij yeres came bebynde hym, and toͤuched 

the bem of bys vefture. Foz fhe ſayde in ber 

filfe: yf Jmaye touche but cucn ts vefture 

only, 3 ſhalbe ſafe. Then Jeſus tourncd bins 

aboute, and behelde ber, ſayinge: Doug hter 

be of good conforte,chy faich bath made * 

fafe.2bnd ſhe reas madẽ whole,euen that ſa 

inc houre. 

2nd when Jeſus came into the rulers 

houſe, and fare cheminftrels and the peo⸗ 

pleraginge,be ſa yde vntothem:Get you hẽ 

tohiynb S&fOt * mayde is noe Deed, but ſlepeth. And 

ew” ebheylaughed hym co ſcorne. But whan the 

eople were put forth, be went in, and tole 

be bythe hoͤnde and the ma yde aroſe. And 

this was noyſed through out allthat londe. 

And as Jeſus departed thence two blyn 

demẽ folowᷣed hym, cryinge and ſa yinge: O 

thou ſonne of Dauid, bane mercy vpon vs. 

And wher he wes comebonre, che blynde 

came to bym, 2nd Jeſus fayde vnto them 

Delene ye, chat J amt ablecodo thys 7 And 

they fayde onto bym:zyce, LORDE, Chen tou 

ched be their eyes, fayinge:aco:dingeto you 

Mats.b xe faycth,beit vnto you. And their cyes were 

opened. And Jeſus charged ché,fayinge: Se 

that no mã Enowe of it. But they departed, 

= [pred abzoade bis name through out all 
thelonde. 

Oban thefe were gone out, bebolde,they 
brought to bym a domme man poſſeſſed of 
a deuyll. And whan the deuyl was caſt out, 
the doͤmme ſpabe: And the people merueled 
ſayinge: it was neuer ſo ſene in Iſrael. But 
phariſes ſayder he caſteth oucdenyls,tho 
Matix ror the chefedenyll. 
ba 2nd Fefiss wente aboute in all cities and 
Marca tones, teachinge in their fynagogesz pret 
Lucub chyng $ gofpel of FEyngdome,z bealinge 

all maner fines zall manct defeafe amoge 
Marea tHe people. And wher be farve che people, 
“" bebadcompaffion on thé, becauſe they we- 
re pyned awaye, and [cattered abroade, euen 
as hepe hauinge no ſhepherd. 
Chen ſayde he to bys diſciples: * herueſt 
Lucic.a is greate,buc F laborers arc ferwe. Wherfo 
atefsa reprmyetheL ORDE ofthe harueſt, to fende 
forth laborers into bys harueſt. 
Ther.Chaprer. 
4 EY | Ld be called his rit. difciples vnto 


Mar.5.d 
Luceé 


Mar.7.d 
Lneat-b 


bym,z gaüe them power ouer vnclea 

ne ſpretes, to café them out, Tto hea⸗ 
le all maner of ſickneſſes/ and all maner of 
deſeaſes. 


of S. Mathew. 


The names of che xii. Apoſtels are theſer: 
The fyrſt, Simon called perer:z Anðrew 
bis brother. James the ſonne of Zebede, and 
“shou bis biorher. philip and Barclemew. 
TChomas,and iMtathew che publican. Ja⸗ 
ines the fonne of 2pbe, and Lebbens orber 
wyfe called Taddeus. Simon of Cane, ane 
Judas Iſcarioth, which alſo betrayed hym. 

Thefe twoluẽ fent Jeſus, and commaun · Tue ⸗.a 
ded thein,ſa yinge: Go not in to the wayes F 
leade co the Heithen, and in coche cities of 
the Samaritãs enter yenot. But gorather 
to the loſt ſhepe ofthe houſſe of Iſtael. Go 
and preach, ſa yinge: The kyngdome of heuẽ 
is at hande. Healẽ theficke, clenſe thelepers 
rayſe the deed, caſt dut the denils. Frely ye 
haue receaued, frely gene againe. Poſſes not 
golde, nor ſiluer, nor draſſe yn youre gerdels, 
1092 yet ſcrip towardes your iorney: nether 
two cotes, nether ſhues, nor yet a ſtaffe. Foz Phi.ac 
the wortmanis worthy of his meate In torTiuov⸗.c 
what ſocuer cite 92 towne ye ſhall com̃e, en >, 
quyre in it, who is mete for you and there a- 
byde,tyll ye go thence. 

And whẽ ye come in to an houſe, ſalute * 
ſame. And yf the houſſe be mete for you, yd 
hpeace ſhal come vps it. But yfit be not mete 
for you, yo peace ſhal turneto you againe. 

And yfrno man wil reccauc you,ner beare 
youre preachinge, departe out of chat hou⸗ 
fe or that citc,and phate the duſt of youre fe 
te. Truly J ſay vnto yourit ſhall be eafyer 
for $ londe of Sodoma and Gomorra in y 
Daye of iudgnenc then for that cite. 

Beholde, Fede you forth as fhepeams }! 
ge wolues. Be yctherfoze wylé as ferpentes, 
GUD Innocent as doucs. Beware ofmen, for 
they ſhall deliuer you upto the counsels, and 1 
fhal jcourge you intheirfynagoges. And ye 
{ball be brought before pzynces and Eynges 
oz my fate, in witnes to them and to the 
gentyls. 

But when they del yuer you vp, take no 


ar.s.· b 


ee b 
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C 
thought how or what ye ſhall — for yt — 


Phalbe geuen you, euen in that fame houre, ana.b 
what ye ſhall faye. For it isnot ye that ſpea 
£e,butthe ſprete of your fat her which ſpea· 
Eeth in you. 

The brother ſhall delyuer the brotherto Micha 
deeth.andthe facherthe ſonne. And the cyl 
dren fhall aryfe aga ynſt their fathers zimo- 
ebers, z fIpall belpe them to deeth:z yeflyall 
be bated of allmen for my names fate. But 
be 9 endureth co the ende ſhalbe fancd. Mataga 
_ Whenehey perfecute youinone cite, flye teresa 
into gnother. I tell you for a trench, ye flpall Macz.c 


not fynyfibe allebe cities of Iſtael, cyl che — 


Che gofpell 
a ſonne of man come. The diſciple is not abo 
-b uethe maſter, nether the ſeruaunt aboue the 
b LORDEIAtis ynough forthe diſciple, to be 
as bis maſter, andt he ſeruaunt as his LOR 

DF.Xxf they haue cailed the good mã of the 

houſe Beelzebub, how moch moze ſhal chey 

call them of bis houſholde for Feare them 
mot therfore. 

D There is nothinge hyd, that Hal not be 
mare4-b openly Phewed: and notbhinge fecrete, that 
ree, [all noc be Enowne . What 7 tall you it 
darck nes, chat fpeate yein light: and what 
e heare in thecare,that preach ye vpon the 

Bone toppes. 

And feare ye not them that kyllthe bo- 
dy,and be not able to kyll che foule. But ra- 
ther feare bt, which ts able ro deſtroye both 
foule and body in co bell. Are noe two fpa- 
rowes [olde for a farcbinge? met doth the- 
renone ofthe light vpon rhe groũde with- 
out youre father. Anð now arcall * hayres 
of youre heade tolde. Feare ye not therfore: 
yeare of moze valuetbenmany [parowes, 

Therfore whofsencr Enowlegech me be- 
fore mẽ him wil F Enawlege all> before my 
father which is in heauen Buc who foeuer 
denyeth me before mé, him wil J alfodenie 
before my fatber which is in beauen. 

Thynke noe that J ant come to fende 
peace vpon earth. Icame not tofende pea⸗ 
ce, but a ſwerde. For Jam come to ſet a mã 
Michz.a &f variaunce ageynft bis father, and the 

7" soughter ageynft bir mocher,zthedough- 
ter tt lawe ageynfé ber mother in lawe: 
anda mans foes ſhalbe they of bis owne 
houſholde. 

Who ſo loueth father and mother moze 
thenme,is not mete for me: and be that lo⸗ 
neth fonne or doughter morethen me,isnot 
mete forme. And he F tabeth not bis croffe 
and folowerh me, is not mete for me. Who 
ſo fyndeth bis life, ſhal loſe it and hethat 
loſeth bis life for my ſaͤke, ſhal fynde ic. 

de that receaueth you rece aueth me:z 
who ſo receaueth me, receaucth bim ſent 
me. He that receaueth a prophet in the na⸗ 
me of a prophet, ſhal receane @ prophetes 
rewarde. He reccaueth arightcous man 
in the name of a righteous man, ſhal recea 
ne a righteous mans rewarde: And who 
Mare.s.¢ focuer geucth vnto one of che leaſt of theſe 

a cuppe of colde water onely to drinke. it 
name of a diſciple, verely J [aie vnto yous 
be ſhal not lofé bis rewarde. 
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of S. Mathew. Alo. vt. 
Of Lidviecameto pafft,whs Jeſus had A 


made an ende of cOmaundinge bis 
twolue difciples, be departed thence. 

to teach and to p:each in their cities. 

Whan Ihon beinge in pꝛeſon herde of tucz.b 
the wortes of Chriſt he ſent two of bis dif- 
ciples, and fayde vnto bim: Art thou he F 
[hal come, 02 ſhal welote for anocher? Fe 
fits anfivered and ſayde vnto thé: Go youre 
ywaycand tell Jhon agayne, what ye ſe and 
heare. The blynde ſe, and the lame gorthe le zfassa 
pers are clenſed, and ¥ deaf beare:thedeed 
aryſe ageyne,and the gofpellis preached to slacia 
the podꝛerand bleſſed is he, that is noc offen 
ded at me. 

Whan cthey wente their waye, Jeſus bee Luc⸗e 
Sanne co ſpeake vnto chepeople,concernyn- 
Se Fhou:Whatare ye gone out for to fein 
the wyldernes 7 Wolde ye ſe a rede ſhaken 
with che wynde? Or what are ye gone out 
for to ferWolde ye ſe aman clothed in fofe B 
rayment 7 Bebolde, they that weare fofe 
clorbinge, are in finges houſes, But what 
are ye gone out force [er Apꝛrophet? Ree J 
faye onto you, and moze thé a prophet. Foz 
this ts be,ofwhS it is written: Scholve, J Malsa 
fende my meffatiger before thy face, which Macua 
hal pzepare thy waye before the. 

Verely J faye vnto you: Amonge F chil 
dren of wemen arofe there noe & greater 
then Jhon the baptiſt. Not withftondin- 
gebethat is · leſſe in thetyngdomeof Hea⸗ Some 
nen, is greater then be. From the tyme of 27s 
Ihon baptift hither to, F Eyngdome ofbea 
nen fisffrech violence, andthe violent piucke Lucus.e 
it vnto them. Foz all che prophetes and the 
lawe pzophecied vnto Jhon. Alſo yf ye wil 
receaue tc, this is Helias, which ſhulde co⸗ cuca 
me.Wbhofo bathearesto bearelethibeare. Malasd 

Buewhere onto fhal Jückẽ this gene- Poors 
racion 7 It is lite onto childzé which ſyt in 
the market, and call onto their felowes, z 
ſayer we haue pyped vnto you, and ye wolde 
not daunſe: We bane morned vnto you, z 
yewolde noc wepe. For Shon came necher 
eatingenoz drynkinge, z they faye:be bath 
the deuyll. The forme of man came eatinge 
and drynkinge, z they faye:lo what a glut- 
ton and wyne bebber chis mã is, and a cous 
panyon of publicansz fynners 7 Andwif- 
Dome is inftified of bir childzen. 

Then beganne he to vpbiade the cities, D 
in the which moft of bis miracles weredo- Lucso. 
ne,becanfé they amended not. Wo vnto che 
Chozafin, Wo vnto the Bethſaida: for yf 
the miracles whic) haue beste ſhewed ams· 
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ge you, bad bene done in Tyre and Sidon, 
they bad repented longe agooin ſackcloth 
end — Neuertheles J faye vnto you: 
“Fe yalbe eaſyer for Tyre and Sidon in che 
Saye of iudgment, then for you. And thou 
ernaum which art lift vp vnto beret, 
halt be brought downe vnto bel. Foz yfche 
miracles which bane bene done in the. bad 
bene fherwed in Sodom, they bad remained 
vnto chis Saye. Neuertheles J faye vnto 
you: Jt ſhalbe eaſyer for che londe of So⸗ 
dome inthe daye of iudgment, thẽ forthe. 
EAt F famecyme efits anfrvered, and fay. 
Lucio.c de: I prayfethe( @ facber and LORDE of 
Prou..a heañen and earth) chat thou baft hid thefe 
thinges from the wyſe and prudent, and 
opened thé onto babes.tEuen ſo father, for 
foic pleafed the. All chitges are geuen ouer 
onto me of my father: and noma knoweth 
the fonne, but the father: nether Enoweth 
eny man the father ſaue the ſonne, and he to 
whom the ſonne wil open it. Come vnto me 
all ye that iaboure and are laden, and J wil 
eafe you. Tabe my yock vpon you, and lerne 
ofme, for J am mete and lowlye of bert, z 
ye [bal fynde ref vnto youre foules: for my 
tlohis.a Yoo is eafy,and my burdenis light. 


Mat.28.¢ 


Eccli.c.d 
lere.c.c 


* XIL. Chey ae b 

T thefamecyme were Jeſus thorow 
Mare. — the corne vponthe Gabbath,and bis 
Luee.a difciples were hongrie, and beganne 


Dutasd £0 plucke of the cares of the come, andto 
eace. When > Phariſes ſawe chat, theyfay 
de vnto bim:Bcbolde,chy diſciples do that 
which is not laufull to do vpon the Sab⸗ 
bath. He ſayde vnto chem : banc ye not red 
what Dauid did, whan be was bongrie, z 
they alfo p were with him? ow be entred 
into the boule of God, zate the few breds 
which were not laufull foz him to eate, ne⸗ 
ther for thẽ p were with bim, but onely foz 
the pieſtes? Oz bane ye not red inthelawe 
bow that the preftes in the le breake 
the Sabbath, and yet are blameleſſe? Suc 
IJ ſaye vnto you: ¥ bereis one greater thet 
the temple. But yf ye wyft what this were 
(3 baue pleafarein mercy,and notin offerin 
ge)ye wolde not haue condemmed innocert- 
tes: For the fonne of manisLORDE cues 
ouer che Sabbath. 

And be departed thence,and wente in to 
their fynagone: and bebolde, there was a 
mã vobich bad bis have dyed vp. And they 
axed bim, ſayentte: Is it laufull to beale, 
vpon the Sabbath rbecanfe they might ac⸗ 
cufe him But be fayde onto thé: Which of 
youis it, yf he had a ſhepe fallẽ into a pyttẽ 


aRearb 


Mares.a 
Lucs.a 


Bucageb 


of S. Machew. 


vpon the Sabbath, thar wolde not tafe peusaza 
bim, and lifebim out ? And bow modis a 

man better then a hepe! Cher forettts le · 

full to do good vpon the Sabbath. Ther 
faydebeto the ma: Stretch forth thine han 

de. And he ſtretched it forth: and it was 
roholeagayne lite vntothe other. 

Then wente the pharifes our, and bel- — 
dea councell aga ynſt hum, how they might ange 
deſtroye him But wha Jeſus Ener cherof, 
he departed thence,z moch people folowed 
bim: and be healed chem all, and charged 
them, § they ſhulde not make him knowne: 
that the chinge might be fulfylled, which 
was ſpoken by Eſaythe prophet, which fay 
eth: Beholde, this is my ſeruaunt, whom 
haue choſen: and my beloucd, in vobom my 
foule delyteth: J wil put my fpzete vpon bi, 
and be ſhal ſhewe indgment vnto the Hei⸗ 
thẽ. He hal not ſtryue ner crye, nether ſhal 
eny man heare bis voyce in the ſtretes. A 
broͤſed rede ſhalhe not breake, and flax that 
beginneth to burne ſhal he noc quench, tyll 
Be fende forth indgment vnto victory. And 
in bis name [hal che Heithen truſt. 

Then was chere beeughe vnto bimone C 
poſſeſſed (of a deuell) che whid wes blynde 
Gnd domne, and be bealed him: in ſo moch & 

> blyndeanddomne both ſpake and ſawẽ. 
nd all che people were aniaſed and ſa yde: 
Js not this thefonne of Dauid:? But whan 
thepbarifes berdethar,they ſayde: He dry⸗ 
ueth the — out none ocber wyſe, but 
thorow Beelzebub the chefe of che deuyls. 
VNeuertheles Jeſus knew their thougbres, 
and ſayde vntotbhent: Euery kyngdome de- 
uyded within it ſelf. ſhalbe defolace:and ence 
ry cite or houſe deuyded in it felf, maye noe 
contynue.So yfone Sathan caft out ano- 
ther,thtis beat variaunce within bim ſelfe 

bow maye then bis byngdome endure? But 
y Icaſt ont demls thozow Beelsebub, tho- 
row whom do youre childrẽ café chem out? 
Ther fore ſhal chey be youre iudges. But yf 
IJ caſt out the deuyls by the ſprete of Goð 
then is the kyngdome of Goo come vpon 
you. Or how cã a man entre in to a ſtronge 
mans boufé, and violently tate awaye bis 

goodes, ercepte be firſt bynde the ftronge 
mG,z thé fpoyle bis houſe? He that isnot c 

me, is aga ynſt mer T bey gathereth not wb 
me,fcatereth abrode. Ther fore J faye vnto 

vou:All ſynne and blaſphenty ſhalbe forge⸗ 
uen onto men, but the biaſphemy agaynſt 
the ſprete hai not be forgeuen onto men: 
And whofoeuer ſpeaketh a worde agaynfE 
the ſonne of man it ſhalbe forgeuẽ him. But 
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wobofoener ſpeabeth agaynft the holy gooſt 
te [hal noc be fozgeuen bins, nether in this 
woͤrlde, ner in the worlde to come. 
Either mate che tre good and bis frut⸗ 
Matz.b goodalfo,orels makethe tre evel zbis fruce 
Lucs.¢ evel alſo. For the tre is knowne bythe frute. 
O ye generacis of vypers, bore can ye [pea- 
Be good, whan ye youre felucs are cuell7 Foz 
of abundãce of y bere ¥ mouth fpeatech. 
good man ont oͤfthe goodtreaſure of bis 
Bert, bringeth forth good thinges:z an euel 
man out of bis euell treaſure, bringeth forth 
euell thinges. But J faye vuco you, that of 
euery ydell worde that mé haue ſpolen, they 
Lucisb [yal geue accomptes at > daye of iudgmẽt. 
aRegs.c Out of thy wordes thou Hhalt be tuftified, z 
out of thy wordes thon [hale be cSdenmed. 
Then anfiwered certayne of the ferybes 
and Phariſes and fayde: Mater, we wolde 
— fea tokẽ of che, And he anſtvered and 
Mares.b ſaide vnto thẽ: This euell and aduoute rous 
Lucune generacion ſeketh a toben: andthere ſhhal no 
token be geuen thẽ, but the toben ofthe pro⸗ 
phete Ionas. Soras Jonas was thre day- 
es and thie mightes inthe Wballes bely,fo 
ſHal the fone of mabe thre dayes and thie 
nightes inthe bere of cheearth.Chemen of 
Ciinyne fhal ryfe inehelaftindgmenewith 
Sona. 3,b this gencracion, and ſhalcondemne tt: foz 
theydyd pénaunce acordinge to $ pꝛeachin 
Scof Jonas. And bebolve, bereis one gree 
terthe Jonas. The quene ofthe ſouth [hal 
eReato.a Style inche laſt iudgmée with this genera- 
@. Pat.9.a cion, and [pal condéne it: for fhe came front 
the vecemofé partes of cheearch,to beare > 
wyfdome of Salomon: Andlo, here is one 
greatertben Salomon, 
Whan the vucleane ſpꝛete is gone out of 
Luc.u.c man, be walteth chozow dry places, fetinge 
reft,z fyndeth none. Thẽ faiech he: J wil tur 
ne agayne in ro my boule, frs whence FJ we- 
te our. 2nd whan be cometh, be fyndeth ic 
emptyefivepteand garnyſhed. Then goeth 
be bis waye, ztateth onto him ſeuen other 
ſpretes worfechen him felf: and whan they 
are entred in,tbey dwelithere: And the endẽ 
ofthat man is worſe then the begynnynge. 
ven ſo ſhal it go vb this evell generacion. 
Whylebe yertalted vnto the people, be- 
bolde, bis mother z bis brethzé ſtode without: 
deſyringe to fpeate wb bim. Cher fayde one 
vnto bim:Bebolve,thy mother andeby bie 
thren ſtonde without,z wolve fpeake wb the. 
VNeuert heles he anfiveredz ſayde unto him 
that tolde him: Who is my mother 7zwho 
are my brethren? And be ſtretched forth bis 
bande oner bis diſcipies ⁊ fayde: Beholde 
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mymother andmy brethrẽ. For who ſoeuer 
doth ¥ wyll of my farber which is in heaue, tobi. 
the fameis my bzocber,fifter and mother. 
The Xil. Chapter. 
Ege Helame daye wenve Jeſus out of > 2 
& ; boufe, and far by cheleefyde, zmody Marca 
peoplerefozced onto bim:fo he we TOS 
teintog pe and ſatt bimborne,andall 
the people ſtode vpõ the ſhore. And he fpate 
man yt hinges vntothẽ in ſymilitudes. fay 
enge: Beholde, The ſower wente ſorth to 
ſorderand as be ſowed ſome fell by the waye 
fyde:T ben came the foules,z ate itvp. Sov 
me fell vpon ftony grounde,z anone it ſpron 
ge vp, becaufẽ it had no depth ofearchboue 
whan the Sonne arofe, ic caught beate+ 
and for ſo moch as it bad no rote, ie withred 
awaye. Some fell amdgetbhetbomes, ztbe 
thornes grewe vp,and choked it. Some fell 
vpõ Food grofide,z gaue fruce:fomean burs 
zetb folde,fomefircte folde, ſome thirtiẽ fol 
de. Who ſo bath eares to heare,let bi heare. 
And che difeiples came vnto bim,and fay B 
de: Why [peatefé chou co che byparables? Marc4.a 
He anfivcred and fayde onto thé: Onto you Lucs.b 
it is geuen to Enowe the myſtery ofthe king s.Cors.¢ 
Dome of heauen. but vnto then it is moe gee Matas< 
nen. Sozwbofo hath vnto bim [hal be geuz, Mar4:> 
and befbal baueabundaunce. But whofe andisc 
bach not, from bim ſhalbe talen awaye euẽ 
that be bath.Cherforefpeate J unto the by 
parables, for with ſe ynge eyes they fe not,z 
with bearinge cares they bearenot,for they 
wnderftonde it not. And in chem is fulfilled Bie’ 
¥ propbecie of fay, which fayeeb: xe fyal marce-a 
Deare indede,and [hal not vnderſtonderand Luce.b 
with feingecyes ſhal ye ſe aud not perceane, tohi< 
For F bereo thts peo leis wared groffee Sard 
their eares are chick of bearige,z their eyes ' 
baue they clofen, lefé they ſhulde once ſe v 
¥ cyes,z beare bebe eares,z vnderſtode wh 
the bere,zeume, chat J might heale them. 
Dut bleffed are youre eyes, for they fe: z 
youre eares,for chey beare. Verely I faye us ‘Lue: 
£0 you: Hiany propbetes z righteous men 1pe'%S 
baue defyred to fe $ thinges that yefeand 
baue not ſene thẽ:and to bearerbe thinges 
that ye beare,and haue not herde the Serre —— 
yetherforethe parable of the ſower Whan pares 
one beareth ¥ worde of thẽ kyngdome, and 
vnderſtondeth it not the euell man cometh, 
and plucFeth it awaye that is ſowne inbis 
dert:zebis is he § isfowneby the waye ſy⸗ 
de. But he Fis forone inthe ſtonye grounve, 
is this: whã one beareth the worbde,z anone 
with ioye receaneth it: nenertbeles be bach 
no rote ĩ bin, but endureth fora Raters 
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erouble z perfecucton aryfech becanft of the 
worde, immediatly be bis offended. As for 
Him chat is foroncamonge ¥ thomes,this 
is he: Whã onebearech che worde, ttbeca 
refulnes ofthis worlde,z the diſceat fulnes 
Of riches chole the worde, æ ſo bebecomech 
vnfrutefuil. Buc be F is ſowne in the good 
Srounde,is this: whan one beareth the wor 
de and vnderſtondeth it, and bringet h forth 
frute:and ſome geueth an hũdrech folve,fo 
ine ſixtie folde, and ſome thirtie folde. 
DAAAnother parable put he forth vntothẽ 
Mage ⁊ ſayde: The kyngdome of heauẽ islite vnto 
a man, xp ſowed good ſede in bis felde.25uc 
whyle mẽ fiepte,there came an enemye, and 
ſored tares amonge y wheace,zwente bis 
iwaye. Clow whathe blade was ſprsge vp 
biought forth frute. t hẽ * cares appeared 
alſo. Then eame the ſeruaũtes to y houuſhol 
der,z ſayde vnto him: Syr ſowdeſt not chou 
good ſede in y felde7 Grd whẽce thé hath it 
rares? he fayde vnto thé: that hath theene 
mye done. Thẽ ſa yde ſeruaũtes: wiltt hou 
then} wegoz wede the out? He ſa yde: To, 
leſt whyle ye wede out tares ye plucke vp 
the wheatẽe alſo wb thẽ. Let thẽ both growe 
rogerber tyllthe harueſt, and in tyme of bar 
bars ‘Frwil faye onto the reapers: Gather > 
Lares firft,z bynde thé in ſheeues to be bite: 
but gather the wheate in ro my barne. 
Anoeber parable put he foreh onto thé, 
and fayde:Tbetynadome of beauen is life 
mare.g.¢ vnto Grane of muſtarde ſede which aman 
Lucwb toke and ſowedit in bis felde. Which is the 
leeſt amonge all fedes. Sut whan itis grow 
ne,tt is the greateſt amonge berbes, andis 
@tre:lo chat the byzves vnderthe heauen co 
me aud dwell in the braunches of it. 
Another parable ſpake be vnto thẽ: The 
Lucas-b  Eyngdome of beaué ts lite unto leuẽ which 
& woman toEe, and myrte it amonge thze 
peckes of mecle,tyll all rors [euended. 

All ſoch t hinges fpate Jeſus vnto F peo- 

Ieby parables, z without parables fpate 
— 5 binge vnto thé: y che ehinge might 
be fulfilled, which was ſpokẽ by ¥ prophet, 
ſayenge: J wil open my mouth it parables, 
and wil fpeate out the fecretes from thebe- 
gynnynge ofthe worlde. 

Then fent Jeſus the people awaye, and 
came home. And bis difeiples came unto bi, 
and fayde:Declare vnto us } parable of * 
tares of ¥ felde. Jeſus anfivered, and ſayde 
vnto then: He that ſoweth the good ede,is 
thefonne of manrthe felveis che wozlde: * 
food fede are the childrẽ of che Eyngdome: 
The cares arethe dildzen of wicFednes: * 
enemye that ſoweth thẽ, is the deuell: * bar 
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ueſt isthe ends of the worlder ¥ reapers are 
* angels. For like as ¥ cares are weded our, Apoug.d 
and brencinche fyre, euẽ ſo ſhal it go in den 
deofcbhis woride. The ſonne of man ſhal ſen 
de forth bis angels, Tthey ſhal gather ous 
of bis kingdome allebinges y offende,z thé 
do iniquyte ⁊ [hal cafe che in toa fomace 
of fyue.theve ſhalbe waylinge and gnafibin- 
geofeeth. The fhal therighteous ſhyne as Danse 
the Sonne inthe kyngdome of ebeir father. aed 7 
Who fo bath eares to heare,let him heare. 
Agayne, the kingdome of heauen is lite g 
vnto a treaſute hydin the felde, whic a mã 
founde and bid it,and for ioye therof he we 
re ⁊ ſolde all p he had, and bought y felde. 
Agayne, the kyngdome of heauen is lite 
vnto a marchaũt, ſought good pearles:z 
rwhã be had founde a precious pearle,be we prize 
teand foldeall chat bebad, zbought it. , 
Agayne, FEyngdomeofheanéis like vn⸗ 
to a nett caft in to $ fee, wherwith are takẽ 
all maner of fyſhes? ⁊ wha itis fil, me drawe 
it one vnto ) floze,zfycez gather F Foods 
to the veffels, but cafétbe bad awaye. So 
Phslie be alfo in F ende of $ worlde.The an- 
gels [hal go out,z fener the bad firs therigh 
tcous,z flhal caſt thẽ into a fornace of fyze, 
thereflpalbewaylingez gnaßhinge ofteth. Matise 
And Fefirs fayde vnrothem: Haue ye vn S 
derſtõde all theſe thinges? They ſa yde:ee Marc.c.a 
LORDE.Then ſayde hewnco the:Therfore t+ 
cuery feribetanghtvnto ? Lingdomẽ of bes 
uen, ts like an hoͤuß holder, whidy bzyngech 
ont of his treaſure thinges new and olde. 
And it came to paſſe whã Jeſus had en⸗ 
ded thefe parables, be departed thence, and 
came into bis owne coũtre, and taught thẽ 
in their ſynagoges:in ſo moch, that they we 
re aſtonn yed and ſayde: Whẽcecõmeth ſoch 
wyßdome ⁊ power vnto him Is not this lohã.c.e 
the carpẽters ſonne: Is nov bis mother cal 
led Mary and bis bretheẽ James ⁊ Joſes, 
and Symon and Jude ? And are not all bis 
ſiſters here with us? Whence hath be thé all 
thefe chinges 7 And they were offended at 
bint. Bue Jeſus ſayde vnto che: A prophet Marc.s.a 
is nowbereleffefett by,ché at home amon —— 
ge bis owne. And he dyd not many mira⸗ loha a⸗ 
cles there, becauſe oftheir vnbeleue. 
The XU. Chapter. 
Sf T that tyme Herode  Tetrardhaber A 
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de of F fame of Jeſu ſayde vntobis Marceb 
feruatices: This ts Gho bapriſt. Se 19% 
is ryſen agayne frõ the deed therfore are bis 
dedes ſo mightie. Foz Herode had takẽ Ihs Lucs-c 
bounde bi, z put bim in preſon for Herodias 
fate bis biotbers philips wife. Foz Ihon 
ſayde vnto —E is not laufuil for > to euĩ e b 
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haue ber. 2nd fayne woldebe haue put him 
Mat sib 9 Death, but be feared the people, becaufe 
“og (Dey belde him for a pzophee. 
Bue whan Herove helde his byzth Saye, 
Marce,c the doughter of Acrodias Saunfed befoze+ 
thé,and thar pleaſcd Herode well,roberfore 
be promyſed ber with an ooth, § be wolde 
gene ber. what ſoeuer fhe wolde are. 2nd fbe 
(beyntge inſtructe of bir mother a foreyfaydes 
Soe me Ihon baptiſtes bea dein a platter. 
nd theEynge was jdry. Aeuertheles for > 
goth fate, Ahẽ § fat with bim at $ tabic, 
he cõmaundeð it to be geuen ber, and ſent, 
beheeded Ihon in the preſon. And his heed 
B was bꝛought in a placter,and geuen to the 
damfell,z fhe brought it vito her mother. 
Chen came bis diſciples and tobe his bovy, 
Gnd buried it and wente and tolde Jeſus. 
Macs.d ¶ Whan Jeſus hetde he veparcedehe 
Luc.o.b ceby ſhippe neo a deſert place aione. And 
lohica sobs the people herdetherof, hey folowed 
bim on fore out of * cittes . And Fefirs we 
te forth, and fawe moch people, and bad 
Pytie vpon them and healed their ſicke. Bue 
att euen bis difeiples came vnto bim,z fatdes 
This is a deferce place, and y night fallecly 
onlet ¥ people departe from the, thar they 
maye go in tothe townes, andbyechemvy 
tayles . Sut Jeſus fayde onto them: Chey 
nede NOt go Gwaye, geue ye thẽ to eate Thẽ 
Taide they vnto him: We haue here but fyue 
© loanes and two fyſhes. And be fayde: buns 
Se thé biter. And he cSmaunded F people 
tofytdomne vpon the graſſe, and toke ¥ fy 
ue loaues and two fifbes, and lobed wp tos 
warde heauen, and gaue thahtes,andbiqke 
and gauetheloaues vnto the difciples, and 
thedifciples gaue them tothe people. And 
ebey all ate,and were ſuffiſed. And they ga- 
thered vp ofthe broken mente that remay- 
ned ouer twolue ——* full. And they * 
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ate, were aboute a fyue thouſande mer, beſy 
de wemen and children. 

— And ſtraight waye Jeſus made his diſci 
iohs.s.b Ples to entreinto ¢ fhippe,z to go ouer deſo 
rebi,tyll bebadfent > people awaye.2ind 
whan be had ſent the people awaye, be we 
tevpinto a mountayne alone to mate bis 
prayer. 2nd at euen be was there bint felf 
alone. And ¥ ſhippe was allready in ¥ myd 
Deft of the fee,z was toſt wares, for the 
windewas cotrar y. Bůt in y fourth watdy 
Of ¥ night Jeſus came vnto ehẽ, waltinge 
vpon the fee. And whan bis difciples fawe 
dim goinge vpon the fee,cheywereafrayed, 
fayenge: Seis ſome ſpiete and cried ont for 
feare. Buẽ firaight waye Jeſus ſpake vnto 
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khem, and ſayde: Beof good cheare, itis os 
be not afrayed. 
Peter anfiveredbint,z ſaide: LORDE yf it D> 
bethou,byd me come vnto the vpon F wa 
ter. And befayde:come on y waye. And pe 
ter ſtepte out of the [hippe, z wee vpor the 
water, to come vnto Jeſus. But whan be 
fare amightic wynde,be was afrayed,zbe 
Sane to fynke,z cried, fayenge:L OR DE, bel 
Pe me. And ĩmediatly Jeſus ſtretched forth 
dis bande,z caughe bint,z fayde vnto bint: 
DOebou oflitle faith, wher fore douteſt thour 
ind they wenreintoche fyippe,z che wynt 
deceafed.Chenthey chat were in y fhippe, 
camez fell downẽ before hon ⁊ fayoe: OF a 
trueth thou art * forme Of God. And they 
Tipped oucr, z cameimeoehelsve ofGena- 
sereth.2ind wha ¥ mé of p place bad know⸗ 
lege of bi,chey fent ont incoall that contre 
rounde abouce,z brought vnto bimallebac 
were ficte,z befoughe him that they might 
but toudy the Demme of bis veſture onely:z 
HS many as touched it, weremadewhole, 
Tbe xv. Chapter. 
Hen came vnuto hun che ſeribes and a 
* pharifes from Jeruſa iem fayenge: marcy 2 
Whydo thy difciples tranfgreffe > 
tradicions of the elders: for they wafh noe 
their bodes whanchey eate bred.deanfive- 
red z ſayde vnto thé: Why do yetrats{y Freſſe 
the comaundemee of God, becaufe of youre 
owne tradiciss? Foz God cSmratinded, faye 
se: % onoure father zmother:z hep curſet h gyosety 
father z mother, fhaloye che death. But ye Deu.s.b 
faye:Euery man ſhal fayeto father or mo⸗ andar.c 
ther: Tbe thige —— Xwir hal. rrossd 
is geuẽ vntoõ God. Sychis is it come to pat 
fe tbatno man bonourech bis fatbero2 bis 
mother eny moze. 2ind thus have ye made 
the cOmaundement of God of noneeffecte, 
Foz youre owne tradiciss.ye ypocrites, full 
well bath £ faye prophecied of you, zfaydet 
This people dꝛaweth nye vito me x their Elais.c 
month,z bononreth me wb theirlippes,bow E=ecané 
bete, theit bert is farrefrome.Butin vayne 
Dothey feruc nie, whylethey teach ſoch doc 
trynes as gre nothinge but the conmmaunde 
mentes ofmen. 
And he called * people to bi,z ſaide vnto 2 
thé:dearez vnderſtõde That which — 
in tothe mouth, de fylet h noe the ma: bute 
which Smeth out ofthemouth,vefyleth * 
Then camebis difciples,zfaydevt (ms. 
to bim :Enoweft thon the pharifes were 
Offended, whan chey herde this ſayenge! He 
anfwered, and fayde: All plantes whidy my Adese 
heauenly father bath noc Plane, [ial be 
: ij 
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pluckte vp by > rotes. Let thẽ go,they are 
sFblynde leavers of ¥ blynde. Obs one blin 
deleadeth another, chey fall both t ¥ diche. 
Then anſwered peter z fayde vnto him: 
Declare vnto us this parable. And Jeſus 
fayde vnto thé: Aire ye yee thẽ without vn⸗ 
DderfEondinge? Perceaue yenot, ¥ what foe 
ner goeth in at * mouth, deſcẽdeth downe 
unto > bely,zis caſt out into the draught? 
Bue the thinge that proceaderh out ofthe 
monch,cOmeth frd F bere,z that defyleth ¥ 
ms. Foz ont of y bere come euell thoͤughtes 
murchur, beat ynge of wedlocke vhordome 
theft, falfe witnefje, blafpbemy. Thefeare F 
thinges chat docfyle aman. But to care c 
vnwaßhen bondes,defylech noe ¢ man. 
Cc And ¶Jeſus wente out front thence,zde- 
Mare7¢ poreed in to che coaſtes of Tyre of Sidon. 
nd bebolve, a womã of Canaan wéeteour 
of ſame coaftes,z cried afcerbim, fayege: 
@®LORDE,thon fonne of Daud, haue mer 
cy vponme. Mydoughter is fore vered x 
a deuell And be anfivered her neuer a woꝛde. 
Thẽ came his diſciples onto him beſought 
bim,fayege : Sede ber awaye,foz [yz criech 
afcer us. Sut he anfivered,z ſaide amnoe 
Lucia ſent, but onto the loft ſhepe ofthe houſe of 
“Frael . Notwithſtondinge fhe came z fell 
Downe before him,z fayde:LORDE,belpe mic. 
Se anſwered z ſayde: It is not good,totake 
the childrens breð, tõ caſt it vnto dogges. 
— —— 
the whelpes eate of the crommnes,thac fall 
FEScbeir lordes table.Then anſtvered Jeſus 
‘zfaydc vnto her: O woma,greate is y faith 
ve it ontothe, euẽ as thou deſyreſt. And bir 
doughter was made bole at ſame houre. 
nd Jeſus Departed théce, and came nye 
vnto the fee of Galile, and wente vpintog 
mountayne and fac downe there. And there 
came vnto him mod) people hauinge with 
them,lame,blynbde,d6me, crepell and other 
many, and café chemdowneat Jeſus fetc. 
ind be healed thé, in ſo moch that the peo⸗ 
ple wõdꝛedto ferbe dẽme fpeate, the crepell 
whole,the bale ro go,z the blynde to ſe. And 
they prayſed the God of Ffrael. 
And Jeſus called bis difciples vnto hint, 
Mare.5.a x ſa yde: J haue cSpaffion vpon the people, 
forthey baue cSeynucd wh menor thee day 
es, z baue notbinge toeate, z J wil not let 
the departe faftynge, leſt they periſhe in * 
waye, And bis difciples fayde vnto him: 
WObence ſhuide we get fo moch bred in the 
syldernes, chat we might ſatißfie fo moc 
peoples 2nd Jeſus ſa yde vnto thé: How ma 
nyloaues bane ye? They ſa yde: ſeuẽ. a few 
Title fyſhes. And be cõ maunded ? people to 
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ſyt downe vps the grounde, and toke F ſeuẽ 
loaues, z the fyſhes, z gaue thankes z bate 
thẽ ⁊ gane the to bis difciples,z > difeiples 
gaue thé vnto the people. And they ail ate 
were ſuff ſed. And chey coke vp of the broks 
meate was lefc,feuen baßkettes full. And 
they Fate, were foure thoufande mẽ, beſyde 
wemen and children. And whan be bad ſent 
awaye the people, be wentein to a ſhippe, ? 
camẽ in co the parties of Magdala. 
The XVI. Chapter. 
¢ Hen came the pharifesz Saduces A 
4 vnto bim, z cépeed bin, requyringe Marce-b 
bimeo fhewe thé a coke from beans. Nno⸗⸗ 

But heanfivered,zfayde: At eng ye faye: Je Lucua€ 
wilbe fayze wedder for F HEycis reed. 2nd 
ind momynge,ye faye: Ye wil be foule wed- 
Der to Daye, for che ft yc is reed,z gloometh. 
® ye ypocrytes, ye cart difcerne the faſhion 
Of F ßkyercan ye not the difcerne the cotis 
of chefé cymes alforT bis encll and aduonte 
Tous generacis ſebeth a tok, zehere[halno Mat. 13. 4 
tobe be geuẽ the, but the tokẽ of * prophet 
¶Jonas.So he left ché,and departed. lone⸗⸗ 

Andwha bis difciples werecome tothe Marce-b 
other ſyde of the watcr, they had forgotten 
to tae bred xb then. Jeſus fayde vnto thé: 
Tate hedezbewarre pie Tené of * Pha · Luciaw 
rifesz ofthe Saduce⸗. Thẽ thought they in 
thé ſelues fayege: We baue talẽ no bied wb 
U8. Whe Jeſus perceaued , he ſayde tothẽ: 
® ye of licie faith, why are ye combzed(in yS 
mindes(becaufe ye baue take no bred yous 
Do ye not yet perceaue 7 Remembꝛe ye not 
thofe fyue loaues, whẽ there were fyne thou blat. 140 
fande mé, and bow many bafitertes tote ye 
vprPtether $ fend loanes whan therewere Matusd 
fourethonfandemen,zbowmany baftctres yy 
tote ye vp? Why perceaue ye noe then.*ꝰ J 
pate not co youofbred, whe J faide:bewar 
se of ? leuẽ of  Pharifes zof > Saduces? 
Thẽ vnderſtode ehey, how F be bad not thẽ 
bewarre of the leuẽ ofbzed, but of * doctry 
neofthe pharifes and ofthe Saduces. 

Then came Yefirs into the coaftes ofthe 
cite Ceſarea Philippi,zared his difciplesz 
[aide:YOHS do mE frie» ¥ F fonne of mais Someres 
They feyde:Somefaye, $ chouart Ibs the Fipeion 
baptif—, Some ỹ thouart Elias, Some ¥ ite of mar 
thou art Jerenry,o2 oncof * pꝛophetes. He am- 
fade to thé: But whõ faye ye $ J am: Thẽ 
anfivered Syms peter and faidve:Tbor art 
Chꝛiſt F ſonne of * lyuinge God.And Jeſus tohicg 
anfivered, zfaide vnto br: Bleſſed arẽthou 
Sym5 F ſonne of Jonas, for fleſh ⁊ bloude 
bath not opened p7 vntothe, but nry father lohise 
> is inbeaut. And I ſaie to ỹ? Thou art pe 
ter,⁊ vpõ this rocke wil J builde my cõgre «corsa 
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gacion: and ¥ gates of bell ſhal not prenay- 
b leagaynfé it And the — —— wil J 
eb geucvnto the: Whatſoeuer thou ſhalt byn 
iohã ao. c De vpon earth, ſhalbe bounde alld in heaven: 
z what ſoeuer thon fhalelowfe vpon earth, 
Malbe lowſed alfo in heaué . Chen charged 
be bis difciples,ebat chey ſhulde tell no me 
that be was Jeſus Chꝛiſt. 
Marca.d From that tyme forth beganne Jeſus to 
Luc.s.¢ w vnto bis difciples, how that be muſt 
D govntoYernfalz, andfuffre many chinges 
of theelders,and of the bye preftes, and of 
the ferybes, and be put to death, and ryfe 
againe the thirde daye But petertote bint 
alyde,and beganne corebnte bim,fayenge: 
LORDE, fausure thy felf, let not his bap- 
pen vnto the. Ctenertheles be eurncd bint 
Read ebonte,zfayde vnto peter: Auoyde frome 
Satha,chou hindreſt me, forthou ſauoureſt 
not ¥ thinges that be of God, but of men. 
Matsoe Then fayde Jeſus vnto bis difeiples : RF 
Tacks enyman wil foldwe me, let him forsee bint 
andig.d felfizeate vp bis croſſe and folowe me, For 
loha. ia. c who fo wil [auc bis life, ſhal lofe it:but who 
felofech bis life for my fate, fal fynde ie. 
What belpeth it aman thouah be wanne 
the whole wourlde, and yet fiffred harme in 
bis ſoule? Or what cana man geuc, torede- 
ane bis foule withallz Foz it wil come to paf 
ſe that the ſonne of ma [hal come in the glo⸗ 
of bis father with bis angels, and chen 
Palbe rewarve enery one acordingeto bis 
Rom 2-2 dedes, Derely % faye vnto you: there ſtonde 
Marc.s.¢ bere ſome which ſhal not taiſt of veath,cyll 
Luce: hey fe $fonne of ma come in bis tingdonte. 
TheXvil. Chapter. 


Efa28.a 


A Ld afterfiredayes Jeſus tote peter 
— James, and Ihon bis brother, and 


brought them vp in to an bye moun- 
tayne out of the waye, and was tranffigu- 
red before thé:z bis face ſhone as ¥ Sonne, 
andbis clothes were as white as che light. 
nd bebolve,there appeared vnto chẽ No⸗ 
[es and Elias caltinge with bin. Then an- 
fivered Peter, and fayde vnto Jeſus: LORDE, 
berets good beynge foz us. RF thourwile, lee 
us mate berethie tabernacles : one for the, 
Efagza one fo2 Moſes, and one for Elias. Whyle be 
Maths.b yet [pate,bebolve, a bight clonde ouerſha⸗ 
dowedthem: and lo,there came a voyce out 
ofthe cloude ſaienge: This is my deare fon- 
cne in whom J delyte.· heare him. Whan > 
diſciples herdechat,chey fell vponcheir fa⸗ 
es, and were fore afrayed . But Jeſus ca- 
me andcouched chem,and fayde: Aryfe,and 
benot afrayed. And whan ehey loked Pp, 
they fawe no man, but Jeſus onely. 


of S. Mathew. Aco. ix. 


And whã they came downe frõ ¥ moun- B 
tayne, Jeſus charged them, anð ſayde: Cell Natc.⸗a 
noman of this vifion,tyll che fonne ofman 
beryſen agayne from F deed, And his difet 
ples arcd bint, and fayde: Why faye thefery 
bes then,that Elias muff fir ſt comes Jeſus 
anſwered and ſayde unto chem: Elias fall 
come firfE in Dede, and bringe all cbingesto 
vight agayne. But F faye vnto you:Elias is 
come allready, Tchey knewe bim not, bue 
haue done onto bim whatthey wolde. Euẽ 
fo fal alf the forme of man ſuffre of chen. 
Then the difciples perceaued, that he fpate 
vnto them of Shon the baptiſt. 

And whan they were cometothe people, Marc.sib 
there came onto bim a certayne man, and Lucsd 
Eneled vnto bim, and fayde: LORDE, bane 
mercy vpon my forme, foz beis lunatite,z 
fore vered. He falleth oft tymes into > fyze, C 
and oft inco $ water:and J brought him 
vnto thy difciples,and they coude not bea- 
le bins. Jeſus anfivered, andfayde: ® thou 
faitbles and frowarde generacion, bow lot 
geal J be with you 7 How longe fal I 
laffre you 7 Bzinge him bitherco me. And 
Jelirs rebuked him, and ? deuyll wee ont 
of bim,and F childe was bealed,cuen that 
— hediſeipl 5 fe 

ert came the difciples vnto Jeſus fe * 
cretly ſayde: Wyhy coude not we caſt him — 
out Jeſus ſayde vnrothem:Becanfe of you 
re vndeleue. For IJ ſaye verely vnto your RF Martane 
ye haue faith as a grane of muſtarde fede, Luca7-a 
ye maye faye vnto this mounta yne Remo⸗ 
ue hence to yonder place, and be ſhal remo⸗ 
ue,nether ſhal enythinge be vnpoffible vnto 
you.ow beit this kinde goeth not out, but 
by prayer and faftynge. D> 

Whyle they occupied in Galile, Jeſus fay 
de vntotbhem:it wil cometo paffe, that the 
fonne ofman [halbe delynered in to the bow 
des of men, and they ſhal kyll bim, andebe 
thirde daye ſhal he aryſẽ agayne. And they 
rere very ſory . Mow wha they were come 
toCapernaum,they that receaued $ trib 
te money, came to peter, and fayde: Doth 
youre maſter paye tribute ? He fayed: yee. 
2ind when be was come home, Jeſus pze- 
vented bim, and fayde: What ebintefetbou 
Symony Of whom d0 the tynges of the 
earth tate coll o2 tributes Of their childꝛen. 

92 of fraungers7T ben fayde peter to bim: 
Offrraungers. Jeſus fayde vnto him: Then matas.c 
are > childꝛen fre. Neuertheles lefEwe offen 
de them, go thy wayeto the fee,and caſt thi 
neangleand takethe fy[h that firſt cometh 
vp, and whan thoubaft ——— mouth, 

iij 


Mals.d 
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edu ſhalt fynde a pece ofewenty pens,take 
that,and geucit chem fozmeand the. 
The xvul. Chapter. 


of S. Mathew. 


alſo in heauen: z what ſoeuer ye lowſe vpon 
eareh, fhalbe lorefed alfo in heauẽ Agayne, © 
FJ faye vnto you: Pfewo of you fal agree 


A T the ſame tyme came the diſciples Dponcarch (for what thunge focueritbe ỹ 

Mare. 9.d | wnto JIeſus, and fayde:Ybo is the they wolde defyzeyebey foal banc it of my 

Luc.9¢ greatẽſt in the kyng dome of heauen? — father whidy is in beans. For where wo oz 
And Jeſus calied a childe vnto him and ſet threaregarhered rogerberimy name, the- Luc.a4 b 
him iñ the myddeſt amonge them,and[ay-  reans Jin the myddeſt amonge them. 

De: Verely J ſaye vnto you:Excepte ye cur Then came Peter vnto him, ⁊ feyde,LOR Mate.b 
area neandbecomeas childzen, ye ſhal not entre DE, howofe flyal Iforgeue my biotber, ? arcane 

into the Eyngdomeof heauen Whoſoeuer  trefpaccth agaynfemesSeué cymes? Jeſus Loc· ⸗ 

therfoze bumblech bm felfastbis childe * ſaide vnto bi: J faye noc visto ¥ feue cymes, 

fame is the greareftin y Eyngdome of bea but ſeuẽtie cymes ſtuen cymes. Therfozre is 

nen. And who fo receaueth [och achilde is ¥ Eingdome of beaut licFened onto a Eynge 

my name,receaueth me. Buewhofo offer whic wolve reten wb bis ſeruaunt es. And 

Mare.9-© Herb one of thefelitle ones whichbeleneins whan he beganne to rekẽ one was brought 

Buci7-® se ie were better Forbin, thata mylftone ontobim, which oughe bim ten thoufande 
were hanged aboute bis neck, and be dro w ·poũdẽ. Now whabe baw not hinge to paye 
ned in the depth of the fee. Be lorde cOmaunded bint co be folve, z bis 

Wo dneo the wolde becanfe offlativers. wife z bis childrẽ. all p be bad, zpayment 
tCormb Ree there muſt ſiaunders come: but wo vn- to be made. Chen che ſeruaunt felldowne,z 
to that man,by whom flaunder commeth. beſought him fayenge:Syz, bane paciéce wb 

Matsd But yfthybanve oz thy forcoffende che, me,and J wilpaye che all.Chenbadcheloz 

Marc..¢ cut him of, andcaft bim from the. It is bet · ¶ de pytie nthacferuaunt,zdiftharged bim, 
ter for ? ro entre in vnto life lame or crepell. and forg aue him che dett. 
the thou ſhuldeſt haue two hödes or crv And the ſame ſeruaunt wẽte out,z foũde D 
fetc,and be cafe into encrlaftinge fyre. And onc of bis felowes, which ought him an bis 

Dewts.@ wFehyne eye offende the, plucFeitour,z cafe ¶ drꝛeth pens, and layed bande vpon him. and 
it from the. Better itis for the to entre in toke bim bythe throve, and fayde: paye me 
onitolife with oneeye,thetobauctwoeyes, that chou oweſt. Thẽ bis felowe fell dorwne, 
and to Le café in to bell fyre. and befought bim, fayenge:baue pactéce > 

%  Takchede, H ye deſpyſe not one oftheſe mc, and Jwil paye the all Neuertheles be 
litleones. For I ſaye vñnto you:theirangels wolde not, but wente and caſt him in to pre- 
do alrraye beholde the face of my father ſon tyll be ſhulde paye the dett. Whan bis 
which is in heauen: forthe ſonne ofman is felowes faroc what was done, they were ve 
come to ſaue that which is loſt. Horo thinke ry ſory, and came and tolde their lorde all 

Lucasa ¶ye? YXfa manbaue an hundꝛerh fbepe,and tbat bad happened. Then bis lorde called 
oncofchébe gone aſtraye, dot h not he ieaue for him, and fayde vnto bin: O chou wicked lacoab 
the nyentie and nyene in the mountaynes, ſeruaũt J forgaue the all chis dett, becauſe 
and gocch,and fetech that one which is go- thou praydeſt me: ſhuldeſt not thou then he 
neaftraye And yf it happen that be fynde ue had compaffion alſo vpon thy felowe, 
it,verely J faye vnto yourbe reioyfeth moze ene as J had pytie vpon thes And bis lor · 
oucrit, then duer the nyentieznyencwhic) de was woth, and del yuered him vnto the 
wéte not aſtraye. Euen ſo is it not the will iaylers, tyll be payed all chat he ought. So Mato.b 
before youre father in heauen, that one of ſhal my heauenly father do aiſo vnto you, Macue 
thefelicle ones ſhulde periſhe. ¥f yeenery one of you frõ youre bertes, for- 

Lucia RF thybeoeher ‘rela ceagaynfethe, go geue not bis bother bis erefpaces. 

Eccli.az.b 4d tell bim bis faute betwene the and bint Thexix. Chapter. 

Deutse.d alone, RF be beare the, thou haſt wsne thy Ay Lidice cameto paffe, wha Jeſus had A 
brother. But yf he heare the not, then tate ended theſe fayenges, be gat him frõ Maro. 
yet withthe one oztwo, that in the mouth Galile,z cameito ¥ coaftes of Jewry 

wnat Ofewo ozthiewytneffes,cnerymattermaye beyonde Jordane, ⁊ moch people folowed 


andip. 
3:Cors.a 


matus.c 


be ſtablyſhed. f be beare nor chem, tell te 
vnto the congregacion. Xfhe bearenot the 
cõgregacion holde him as an Heit hen and 
publican. Verely Iſaye vnto you:what foe 
ner ye ſhal bynde vpon carth, ſhalbe boũde 


bim, and he healed them there. 

Then came vnto him the Phariſes z tẽp 
ted bim,z ſayde vnto bim: Is ĩt laufull for 
a man to put awaye bis wife for eny maner 
of cauſe He anſwered ⁊ ſayde vntothẽ: Ha⸗ 
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ue ye not red, how ? he which made (man) 
at che begynn ynge made thé maz womg,z 
Gens.d ſayde: For chis cãuſe [hal «mg leaue facber 
zmocher, z cleuc vnto bis wife, ztheyrwo 
Phalbe one fleſhe. Pt oware they not tivay⸗ 
ne chen, but one flefh. Lee not man therfore 
puce finder, p which God bath coupled 
cogetber. 
peusga ¶ Then ſayde they: Why dyd Moſes chert 
iere cvmaunde co Gene a teſtimon yall of deuor ⸗ 
malaac fement, Tto půt ber awaye ? He ſayde unto 
rhẽ:Moſes (becauſe of F hardnes of yo her⸗ 
tes ſuffred you to put awaye youre wyues: 
DB VLleuertheles frd the begynnynge it hath 
Mats. not bene ſo. Sut J faye vnto you: Whole 
Marcio.a ener putteth awãye bis wife ( ercepte it be 
Lucusd for fomicacton)and mariech another, brea- 
keth wedlocke. And who fo marieth ber p 
is deuorced, comm ytteth aduoutrye. 
Then ſayde his diſciples vio him: fy 
matter be fd betwene mã and wife, thé is te 
Mot goodto mary. But be fayde onto them: 
All mẽ care moe cõpꝛe hende F ſa yenge, ſaue 
Sape.c eheyto whõ itis geuẽ For there befome gel 
ded, which are ſo borne from their mothers 
wwombe:and there be ſome gelded, which are 
gelded of men:zeberc be fome gelded, which 
bane gelded thẽ felues for the kyngdome of 
heauens ſabe. He thar can coprebendeit, lec 
him compzebende it. 
gare ·¶ bThen were brought vnto him yõge chil · 
Luciab dren, he ſhulde pur bis hondes vpon thé, 
Zpꝛaye. And F dijciples rebukedthem. Bue 
Jeſus fayde: Suffre F childz€, z forbyd che 
Nor to come wncome, for vito ſoch belS get 
the kyngdome of heauen And whe be bad 
layed bis boves vps ché, be departed thẽce. 
C Anvdbebolde,one came onto him and ſa 
Marcuo.b de: Good mafter, whac good ſhal J do, 
Lucuse J maye haue the ener laſtinge life! He ſayde 
Dnto him: Why calleſt thou me goods there 
Pfalus.i is none good, but —E Veuertheles 
Yf thou wilt entre into life. kepe $ * cOmait- 
ae —— Thẽ fayde, he Unto him: Which? 
and.s.a Jeſus ſaide: Thoͤu [yale not kyll: pone 
Romi.b NOt breake wedlocFe :chou ſhalt noe ſteale: 
™ ebou ſhalt beareno falfe wytnes : Honoure 
father and mother: and thou ſhalt loue chy 
negbboure as thy elf. Chen faydethe yon- 
ge mã onto bint: ll thefe haue J tepte fro 
my youth vp:what lack J yet? Jeſus fayde 
wntobim: f thou wile be perfecte, go thy 
Lucaz.d wayeandfellchaccboubaft,z geuc it unto 
Macc the pooze,and thon ſhalt haue ¢ treafire in 
heauen, and come and foloweme. YOban > 
yong man herde § worde, be wente awa ye 
ſory for be bad greate poſſeſſons. 


cai⸗b 


FS. Mathew. fo. x. 


Ieſus ſayde vnto his difeiples: Verely J 
faiz arte fox a vich may MAIS 
to entre in to thek yngdome of heauẽ. And D 
morouer J [aye vnto you: It is eafier for a 
Camell co go chorow the eye of a nedle, thẽ 
fez a rich m an to entre in to the kyngd ome 
of heauen. Whan bis diſciples herdẽ chac, 
they were exceadingly amafed, and faydes 
Who can ché be feued 7 Neuert heles Jeſus 
bebelde chens,and fayde vnto them: With 
Men itis vnpoffyble, but with God all thin zachisa 
ges are poffyble. 

Then anfivered Peter zfayde vnto him: marcsc.¢ 
Bebolde, we haue forfate all, and folowed Luc.is.c 
the: What [hal we baue therfore? Jeſus fay MHS 
De vnto che: Derely J faye vnto you: that 
when che fonne of man flpal fyce in che peace Luc·i. b 
of bis mateftye, ye which baue followed me 
irebencwbyrch, hal ſyt alſo vpon twolue 
Fates, and indge F twolue trybes of Iſtael. Sapa 
And who ſo ener forſabeth houſes oz bre peu s5.b 
thé,ozfiffers,oz father, or mother, or wife, 

92 childien, or Londes, foz my names ſake, thẽ 
fame fhalreceanc an hundreth folde,and in- 
beret everlaftinge life. Suc many that be pyat.zo.b 
ebe firſt, ſhalbe thelafé: and the laſt halbe Lucs.c 
the firſt. 
The xXx. Chapter. 

¢ He kyngdome of heauen is like vnto A 

8 anbou|bolver, which wẽte out early 
MAMren the momynge, to hyre labourers 
tn co bis vyniarde. And whã be bad agreed 
with the labourers for a peny a Daye, he ſent 
thé in to his vyuyarde. And aboute chirde 
Doure he wente out and ſawe other ſtondin 
ge ydle in the market place, andfayde vnto 
them: Go ye alſo in to my vynyarde,z what 
ſo euer is rĩght. J wil geue it you. And they 
wire their waye.Agayne, be wẽte ont abow 
tethe firte and nyenth boure, and dyd like · 
rey, And aboute theelenench houre he we 
te dut, and founde orber ſtsd ynge ydle, and 
ſayde vnto chem: Why ſtonde ye bere all 
the daye ydie? They ſa yde vnto him:becau 
ſe no man bath hyred us. He ſaide vnto thé: 
Go ye alſo ĩn to my vinyardce,and loke what 
is right, ye ſhal haue it. Mow whan euen 
was come, the lorde ofthe vynyarde ſayde 
vnto bis ſtewarde: Call the labourers, and 
geue themt heir hyre, beg ynn ynge from the 
laſt vnto > firſt. Then they that were hyred 
aboute the eleuenth houre, came and recea⸗ 
ued euery man a peny. Bue whan the fire B 
came, they fappok® that they ſhulde recea 
ne moze:andthey alſo receaued enery man & 
peny. And whan they had receaucdit, the y 
inurmured agaynft the houſholder, anv 

BD ij 
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fayde: Theſe laf— banc wrought but one 
boure, andtbou bafé made thẽ equall unto 
us, which haue bomethe burthen and bes 
te of the da ye. He anſtvered and fayde vnto 
one ofthem: frende, I do * no wronge:did- 
deſt not thou agree with me fora peny? Ta 
kethat thine is,and gothy waye. J wil ge- 
ne vntothis laſt alſo like as vnto the. Or ba 
Romine ye Inot porwer,todo as me liſteth with my 
ne õwne? Ys thine eye euell, becanfe Fant 
Matto.d GOOd7So che lafe fhalbecbe firfé,zebe firſt 
Marc.o.c tbe laft. Foz many are called, but feo ate 
Lucire chofer. 
Matas.b "1nd Jeſus wente vp to Jeruſalem, and 
Tarted eoke che ewoluedifciples afyoein the waye, 
ew" end fayde vnto them: Beholde, we go vp to 
¶Jeruſalem, and che forme of man ſhalbe de· 
Tyuered vnto the bye preſtes and [eribes:z 
they [hal condemmne bim to dcath,and ſhal 
delyner bint vnto ¥ Heithen, tobe mocked 
to be ſcourged, anð to be crucified, And che 
thirdedaye be ſhal ryfe agayne. 
Then came vnto him che mother of Ze- 
Mar.10.d bedes childzé with bir ſonnes, fell do wne be⸗ 
fore bins, and defyred a certayne thinge of 
hhĩ. And be faide vnto her: Wyat wilt thou? 
Sbe ſayde vnto him: Let theſe two ſonnes 
of mynẽe ſyt in thy kyn gdome:the one vpon 
thy right honde ⁊ the other vpon thy lefe 
bonde. But Jeſus anfwered, and fayde: Re 
wote not what ye are. Maye ye drynke the 
cuppe, that J ſhal drynke? zo be baptiſed 
withthe baptyme, that J ſhalbe baptyſed 
withall? They fayde vnto bim: Nee thar we 
maye.2ind be fayde vnto them: My cuppe 
truly ſhal ye drynke, z with che baptyme * 
Iſhalðe baptyſed wit hall ſhal ye be bapty 
feo: Neuertheles to fyevpon my right bon- 
dezon myleft,is noe myne to gene, but vn· 
Mat.25-© to thé for who it is pzepared of my farber. 
D Whar eheten herde that, chey diſday⸗ 
Mare.o.d nedat the two brethren. Bue Jeſus called 
andio€e themuntobin,andfayve:metnowethat ¥ 
—— prynces ofthe worlde haue dom ynacion of 
Some eepcople,andthearcatefEs erercifé power 
amonge thé. It ſhal noc be ſo amonge you. 


reade 
sThe — But who]dcucr wyl be greateamonge you, 


grearele let him be youremynifter:z who foener wyl 
ith vio be chefe,let him be youre ſeruauntꝛ Euen as 


lence 


the fonne ofman came,not tobe ſerued, but 
todo fernyce,and to gene his life to a redẽp · 
cion for many. 

And when they departed from Jericho. 
moch people folowed bim:and bebolde,trwo 
blyndemen fat by the waye ſyde: And when 
they berde that Jeſus paffedby, they cried 
zfayde.GLORDE, thou fonne Dauid, haue 


of S. Fdachew, 


mercy vpon vs. But y people rebuked thé, 
that they ſhulde holve their peace. tener 
theles they cried the moze, ⁊ ſayde: OLOR- 
DE, thon fonne of Dauid, bane mercy vpon 
vs. And Jeſus ſtode fEyll, and called them, 
and fayde: What wil ye, p I ſhal do vnto 
your They ſa yde vnto bim:L ORDE, that 
oure eyes maye be opened . And Jeſus had 
compaffion vpon them, and touched their 
eyes:z immediatly their eies receaued fight. 
And they folowed him. 
Che XX. Chapter. 
2 Ow whan theydrew nyevnto Ferm A 

YG falem,and were come to Bethpha- nare. n. 

GX) ge onto mount Olinete , Jeſus ſent Lucis< 
two of bis difciples, and fayde vnto them: 
Goin tothe cownethatlycth before you, z 
anone ye [pal fynde an Aſſe bounde, andbir 
foale with ber : lowſe thein and brynge thẽ 
vnto me. And yf eny manfayeoughe vnto 
you, faye ye: theL OR DE hath nede of the, 
And firaighe waye he wil let them go. But 
allthis was done that the thinge might be 
fulfylled, which was ſpoken by che prophet, 
fayenge: Tell the doughter of Sion:behol- 
de thy Eyngecommerh unto ¥ mete, ſyttin 
ge vpon an Affe and a foale of ¥ Affe vfeo 
to the yocke. Thevifciples wente, and dyd 
as Jeſus commaunded them, and brought 
the Aſſe and che foale,zlayedeheir clothes 
vpon chem, and fet bint theron. Sucmany 
of the people [pred their garmentes in the 
waye: ot her cut done braunches fromthe 
trees, and ſtrawed theminthe waye. As for 
the people that wente be fore and that came 
after, they cryed and fayde: Hofianna onto 
the ſonne of Daud, Bleſſed be he that com- 
meth intbenameofthe LORDE,Hofianna 
inthebeight, 

And whan he was comcinto Gernfalem, 
allchecite was moued, and fayde: Who is 
this? Andthe people fayde : This is Jeſus 

> prophet ofevasareth outofGalile.2ind 
Tjefiss wente in to che téple of God,and café 
out all them that bought and ſolde in the tẽ 
ple,and ouerthꝛew the tables of the money 
chaungers, and the feates of them thatfol- 
Dedoues, and ſayde vnto them: Fe ts wzyt- 
tẽ: My houſe ſhalbe called ¥ hoũſe of pzay- 
er, but ye haue made it a denne of murthu⸗ 
rers. Che blynde alſo and * lame came vnto 
him in the temple, and he healed them. 

But whan the bye pꝛeſtes and the fery- 
bes fawe the wonders that he dyd, andthe 
childzes crienge inthe temple and fayenge: 
Hofianna vnto the ſonne of Dauid, they diſ⸗ 
dayned, and ſayde vnto him: Heareſt thou 
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what theft faye ? Jeſus fayde vnto them: 
Ree. Haue yencuer red: Out of the mouch of 
very babes and ſucklinges thon baft orbey⸗ 
ned prayles And he left ehem there,and wert 
lohã.e a te ont of che cite vnto Bethania, andebere 
above ouer night. 
daarc. n. Bue inthe mornynge as be returned in to 
the cite, be hũgred. And in the waye be ſawe 
a fygge tre, and came yntoit, and founde 
nocbinge theron, but leaues onely, and ſay⸗ 
de vnto te: Neuer frute growe on the from 
hence forth. And immediatly ebe fygge tre 
wythred awaye. 2ind whan bis difciples 
ſawe that, they marueyled, and ſayde. ow 
C ts > fygge trewythred awaye fo ſoone? Je 
fus anfrwered and fayde unto them: Vercly 
Matiz.c “J faye vnto you: RF yebane faithz doutẽ 
Luci7® Hoe,ye [hal noc onely do this with the fyg⸗ 
ge tre, but yf ye ſhal ſa ye vnto this mountay 
ne:Avoyde,and caſt thy ſelf in coche fee, ic 
marct.c ſhal be done. And what ſoeuer ye are is 
loha.⸗h prayer, yf ye beleue, ye ſhal receaue tt. 
—— dl And wher be was come in to che téple, 
marcud thechefe preftes and the elders of the peo- 
plecame onto bim (as be was teachinge) 
fayde: By what auctorite doeſt chou chefe 
thingesvand who gaue thetbis auctozites 
¶Jeſus anfivered and fayde onto them: wit 
area worde of you alfo: which yf yecell me, 
I in like wyſe wyl cell you, by what auctori 
Se I do theſe thinges. The baͤptime of Fhs, 
whéce was it? from heauẽ orof men? Then 
thought they amõge them ſelues, and ſarde: 
Mf we frye it was from beaué, chen ſhal he 
faye vnto us: Why dyd ye noe then belene 
him But yf we faye it was of men, che fea- 
watuga ge wetbe people: For euery ma helde Jhon 
fore prophet. And they anfivered Jeſus, z 
Jayde:VOec can not tell. Chen fayde be vnto 
chem: Nether tell J you, by what auctorits 
dotheſe chinges. But what thinke yer A 
certayne man bad two ſonnes, aud caineto 
the fuſt, and ſayde: Sothy waye my fonne, 
z worke co daye in my vynyarde. He anfive- 
red and ſa yde: J wil not, bucaftermarde he 
repented, and wente. He came alfo vnto the 
D fecSde,and ſayde likewyſe. And he anfivered 
and ſaide: J wil ſyr And wẽte nor. Whether 
ofthem twayne dyd the wil of che father? 
They ſayde vnto him: the firſt. Jeſus ſayde 
vnto thẽ: Verely Iſaye vnto you: The pub 
licans and barlottes ſhal come in to che 
Eyngdome of Gov before you. Foz Ihon ce 
me vito you, and tangbe you ? right waye 
and ye beleued bint noc: but the publicans 
z har lottes beleued bi. As foz you, though 
ye ſawe it, yer were ye not moued with repẽ ⸗ 
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tanunce,that ye might afterwarde banc be- 
leued him. 

Heare another parable. There was a cer 
tayne houß holder which planted a vynyar- Geng.c 
De,andbedgedit roũde aboute, and dygged Elas.a 
¶ wyne preffeinic,and built a tower. anð lec tere. b 
it out onto bufbandmen, and wente in to 
aſtraunge countre. Tow wha the tyme of 
the frute dzewneare,be (ent his ſeruaütes eo 
thebupbandmen,co receane the frutes of tc. 

Chen che huß bandmen caughe bis ſeruaun 

tes : one they bert, anorber they Fylled, the 
thirdethey ſtoned. Agayne,be ſent orber fex. 
nauntes, moo ther the firſt, and chey dyd vm 

to them in like maner. Ache laſt he ſent his 

ovone ſonne vnto them, and fayde: they wwyl 

ſtode in awe of my ſonne. But whéE che hus 
bandinẽ ſawe the ſonne they ſayðe amonge 

thé ſelues: This is the Heyre. coine, let us Eyl Cen. . a 
hym and take bis inberitaiice vnto — * 

ues. And they caught him, and chenfé hint e 

out of che vynyarde,z flew bint. Clow whe 
the lozde of the vynyarde commeth, what 
wyl bede & choſe bupbandmenyTbey fay 
de vnto him: Hewyl cruelly deſtro ye thofe 
euell perfonnes,z lec out bis vyniarde vnto 
other hußbãdmen, which hal delyuer him 
the frute at tymes conuen yent. 

23 ſayde vnto thé: Byd ye neuer rede 
in che ſcriptures: The ſame ſtone which the ——— 
buylders refusfed,is becomethe heabe ſtone RN. 
in the corner? This was the LORDES Doyrt- 

§¢,7 itis maruelous ĩ oure eyes Ther fore J 

fate unto you: Khe kingdome of God fhalbe 

tate frd you, zflyalbe geuẽ onto the Heithẽ. 

whid> ſhal beynge forth ¥ frutes of it.And 

sho fo fallech vps this ſtone ſhalbe brore 24h 8 

in peces:zlote vpd whom it falleth,tt [hal panse 

grynde im to poulder. And whenthe bye 

preftes z Phariſes herde bis parables, they marc. 

perceancd,that be fpake of them. And they Luc 

wenteabouteto take bius,bue they feared y 42°. 

people, becauſe they helde bi for & prophet. tohiz.d 

The Xil. Chapeer. a 

d Jeſus anfivered, and ſpake vito 
tht agayne by parables,z ſa yde: The 
Eingdome of heauen ts lite onto a kyn 

gerwbich maried bis fonne. And ſent fort h apoug. b 

bis feruauntes, to call the geftes vivo ibe ~ 

martage, z they wolde not come. Agayire, 

be ſent forth other feruauntes, and fayde: 

Tell che geſtes: Beholde. J haue preparcd. 

my dynner, myne oxen and my fed catelf 

Gre Eylled, and all chinges arereadye,come 

tocbemariage. But they made light of it, 

and wente their waycs: one to bis bufs- 

bantzye, another to his marchaundiſe. As 
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forthe renmraiie,chey cote bis feruauntes, 
and intreated thé —— flew tbe. 
¶When the kynge herde that, he was woth, 
andfent forth bis warryers, an? deſtroyed 
thofemurcherers,and fer fyze vpon their ci> 

te. Then ſa yde he vnto bis ſeruauntes: The 
mariage in dede is prepared, but the geſtes 
were notwortby. Go youre waye out ther⸗ 
forcinto * bye wayes, and as many as ye 
Fynde,byd chem to che mariage. And the fer 
Bauntes wete out iirto the bye wayes, and 
athered together asmany as they coulde 
—— good and bad, ẽhe tabies were 

B all fall, Chen the kynge wẽte in, to ſe the geſ⸗ 
tes, and ſpyed there a man that bad not on 

Gg weddynge garment, and fayde vnto bin: 
Frende hore cameſt thou in hither. z haſt 
Not ong weddyinge Garment? And he was 
euen fpechleffe. Chen fayde the Eynge vnto 
bis ſeruauntes: Cate and bynde him bande 
and fore, z café biminto F veter darcFnes: 
there fhal be waylinge and gnafbinge of 
teth. Foz many be called, pi ee are hope. 
Then wente the pharifes,and coke court 
cell, howthey might tangle bins in bis woz 
des, and fent onto bint cheir difciples with 
Heroves officers, and fayde: Maſter, we 
Enowe that thou art true, and teacheſt che 
waye of God truly,and carefé for no ma; for 
thou regardefé not the outwarde appea- 
raunce oͤfmẽ. Cell us therfore, how think eſt 
thou7zJsitlanfulllco gene tribute vnto the 
Emper oure, or not? tow whã Jeſus per- 
ceaued their wickednes, he fayde:@ ye ypo⸗ 
crites, whytẽ pte ye me? Sherre me tribu⸗ 
te money. And 83 toke bt a peny. And he 
C ſaide vnto thẽ: Whoſe is this ymage and fit 
perfeription 7 They ſayde vnto him: The 
Emperours. Then ſayde he vntd them: Ge 

d ue therfore vnto the sEmperour,thatwhid> 
Wb is the Emperours:and genevnto Good,thac 
which is Goods. Whenthey herdethat,they 
matucyled,and lefe bint, z wete their waye. 
Thẽe ſame daye chere came vnto hint the 
Savnces(which hoide that there is no refur 
reccion) and ered Him, and fayde: Maſter. 
Moſes fayde:Nf aman dye,bauynge no dil 
dren his brother ſhal mary bis wife, zrayfe 
wp fede onto bis brother. Mow were there 
witbus ſeuẽ brethren. The firſt maried a wt 
fe, and dycd: z foz fomoch as be had no fede, 
beleft bis wife unto bis brother. Lite wyſẽ 
the fecdve, and thirde vnto the ſeuẽth. Laft 
fFail the woman dyed alſo. RNow in the re⸗ 
ſurreccion, whofe wife [hal fhe be ofthe ſe⸗ 
uen? Fer they all bad ber. Jeſus anfivered, 
and ſa yde vnto chem:e erre, and vnderſtẽ 
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de not the ſeriptures ner the power of God. 

Gn therefurreccion they fhal nether mary, 

iter be maried, but areastbheangels of God 

in beaver. 

_ Astouchingerhe reſurrecciõ ofthe deed, BH 
bane yenoered, whacis fpoten onto you of 

Gov, whid) ſayeth: Jam the God of Abra prods.a 
bam, and $ Gov of Iſaac, andthe God of nebarc 
Jacoby Metis not Goda God ofthe seed, 

Bue of the lyuynge. And whan the people 

herde chat,they were aſtonnyed at bis doc⸗ 

tryne. 

When the pharifes herde tbat be bad marcas.c 
fiepped the mouth of the Saduces, they Lucuse 
Satheredthem felues togerher.2ind one of 
them(e Serybe)eepted bim,and ſa yde: Ma 
fier, which is the che feſt commaundemẽt in 
thelawes Jeſus ſaide vnto him: Thou fhale 
loͤue the LORDEthy God with all thy bere, pear.c.b 
wich all thy foule, and with all thy mynde: andsob 
this is the pryncipall and greateſt cõmaun ⸗ 
dement. As for the ſeconde it is like vnto its 
Thou ſhalt loue thy neghboure as chy ſelf, Levisse 
In theſte two commaundementes hangeall Komu.b 
thelawe and the pꝛophetes. 

Clow whyle the pharifes were gathe- Marczd 
red together, Jeſũs aved them, and ſa yder 
What think ye of Chriſt 7 Whoſe forme is 
he? They fayde onto him: Dauids. He fayde 
vntot heimm: How then doth Dauid in fpzete, 
call bim LORDE, fayenge: Che LORDE Phalog.a 
fayde vito my LORDE : Syt thou on my 
right bonde, tyll Imake thine enemies thy 
fore ſtoͤle. RF Dawmdnorw call him LORDE, 
how is he then bis ſonne? And no mancow 
De anſwere bins one worde, nether durſt eny 
manare him eny mo queſtiðs, frõ thardaye 


forth. 
The xxl. Chapter. 

EB—o Hen [pate Irſus vnto F peopleand A 

to bis difciples, and fayde: Lhefery 

bes ⁊ Phariſes arefet downe vpon 
Moſẽs ſe ate. Therſore what ſoeuer they bio 
you obſerue, that obſerue and do, but after Deut.z.c 
their workes ſhal ye not do, for they fayez 
do not. Forthey bynde beny and intollerg- Elato.2 
ble burthens,andlayetbem vpon mens ful 294289 
ders:But they them felues wil notheaneat *"“"™ 
thent with one of cheir fyngers. All their 
workes do they to be ſene of men. They fee 
abꝛode their * pbilateries, and mate large *pbilate 
borders vpontheir garmentes, and loue o 
fy vppermoſt at thetable, andtobanethe wise” 
chefe feates inthe fynagoges,and loue tobe the com- 
faluted in the market, and to be called of me aunde 
Rabbi. metes we- 


xewrytté 


Dut ye [lal noe ſuffte youre ſelues to be racob.s. 


Che gofpell 

called Rabbi, for onets youre maſter, ener 

Cheiſt. andall ye are brethren. And call no 

man fatbervpon earch, for one is youre fa⸗ 

rber, which is in heauẽ. And ye ſhal noc ſůf⸗ 

fie youre ſelues co be called maféers; for onc 

Is youre maſter, namely, Chriſt. He chat is 

B greateſt amdge you, fhalbe youre ferugunt. 

Lue.14.b For who fo exalteth him ſelf ſhal be bzoughe 

andia-b Lowe:andbe that bumblech bimfelf,fhalbe 
exalted. 

Wo vuto you Serybes and pharifes, ye 

Lucaee ypocrytes, that ſhut vp the Eyngdome of 
heauen before men: Ye come notin youre fel 
ues, net her ſuffre ye them to enter, thacwol 
de be in. 

Wo vnto you Serybes and pharifes, ye 
ypocrytes, that dencure wyddoiwes bonles, 
and that under che culoure of prayenge lon 
ge pzayers, therfore ſhal yereceanc ¥ grea- 
ter damnaciou. 

We vnto you Serybes and Pbharifes, ye 
Yypocrytes, which compaffe fee and loͤde to 

Pꝛoſely make one + Pzofelyce:and whan be is keco- 
te,anouy- me one, yemake of bim achilde of bell, two 
Ferre cue, folde more then ye youre ſeiues are. 
nevfrom __YOo vnto you blyndegydes, which faye: 
the beleue Who ſo euer f-veareth by che temple,chatis 
SFireBey nochinge: buc who fo euer fivearech bythe 
theyewes Golde of che temple, be is gilcie. Ye fooles 

C€ and blynde, whetberis greater? the golve, 
orthe céplechac fanctifieth che golde ind 
who ſo euer fiveareth by che aleare, thatis 
nothinge: but who ſo ever ſweareth by che 
offeringe that is vpõ it, bets giltye. Re foo- 
{cs and blynde, whether is greater ?the of⸗ 
feringe,o2 the altare chat fanctifieth che 
Offerynge 7 Therfoze who fo fiveareth by 
thealcare, fivearcth by che fame, and by all 
that is theron:and who fd fivearech by the 
temple, fivcarcth by thefame, and by bint 
that dwelleth therin. 2nd who fd ſweareth 
by beauert, froeareth by the feate of God, 
and by bim that ſyttet h theron. 

Wo vnto you ferybes and Phariſes, ye 
ypecrytes, which tyt he Mynt, Anyſe and 
Commyn, andleaue the waightier matters 
of the lawe bebynde: namely ,tudgmenc, 
miercy,and frych.Chefé ought ro baue bene 
Done, and not to leaue the orber bebynde. 
® ye blynvde gydes, which firayne out a 
gnat,but fivalowe vp a Camell. 

Wo vnto you ferybes and Phariſes, ye 
Mpocrytes, which make cleanethe veterfy- 

de ofthe cuppe and platrer,bur within are 
Some ye full of robbery and verceffe. Chon blyn- 
kn. de Phariſe, clenſe fiſt che in ſyde of the cup- 


anes. 


paatis.d 


Luc.u.d 


of S. NMachew. o. xij. 


pe and platter, that the out ſyde maye be 
cleane alſd. 

Wo vnto you ferybes and Pharifes, ye D> 
Mpocrites , which be hike vnto paynted See 
pulcres, that appearé beut yfull cunvarde, 
but within they are full of deed mens bones 
and all fylthines. Euen fo are yealfo:Oue- 
warde ye appeare righteous vntomen, but 
switbin ye are full of ypocrifyeand iniquyce. 

Wo vnto you ſerybes and Pharifes, ye 
ypocrites, which buylde the rombes of the 
propbetes,and garnyſh the fepuleres of the 
righceons, and faye: Rf we had benein oure 
fathers cymz,we wolde not haue bene parte 
Eers with chem inthe bloude ofthe prophe 
tes.Ther fore ye be wytneſſes veo youre fel- 
ues, that yeare thechildzenofthem, whic) well xc 
flere che pzopheres.Go to, fulfyll ye alſo cbe 
mneafure of youre fatbers.O ye ſerpentes O 
ye gencracion of vypers, bow wyl ye efea- 
pe the damnacion of Hell? 

Therfoꝛe beholde, I fende vnto you pro e 
phetes and wyſe men and ſer ybes, and ſome Mat.1o.b 
ofthem ſhal ye byll and crucifye and ſome 
of chem [hal ye fcourge in youre ſynagoges. 
and perfecute thems from cite to cite: that 
vpon you maye come all the righteous 
bloude which bath bene [hed vpon # earth, 
from the blonde of righteous 2bel,wnto ¥ 
bloudeof Zachary F forme of Barachias, 
whom ye flew betwene the temple and the 
alcare. Dercly J ſaye vnto you: Wl ehefe * 
thinges ſhal light vps this generacion. G 
Fernfalem Ferujalem,thouchat ſia yeſt the tucn.d 
propbetes , and ftoneft them that are ſent 
vnto the: ow of wolde J haue gathered 
thy dildzen together, euen as thebenne ga- aBfde ne 
thereth bir chetens onder bir wynges, and 

wolde not 7Bcholde, youre habitacion pral.ce.d 

albelefi vnto youdefolate. For I faye vn 
to you: Me Hal not ſe me hence forh, cyll ye 
faye:Bleffer be he, that commech inthe nae Plaluz.c 
me oftbeL ORDE, 


The XXIM. Chapter. 
EY | LTO Jeſus wente out and departed A 


front theeemple,and bis difciples ca» Marcia 
me vnto bins, to [hex bim the buyl- Luc · a 
dinge of chetemple. But Jeſus ſa yde vnto 
them:Se ye not allebele thingess Vereiy F 
frye ꝓnto you: there fal not be left bere Lucie.d 
one ftone vᷣpon another, $ [bal not be café 
Dorwne. And as be fat vpon the mount Olt 
uete,bis difciples came vnto bim fecretly, z 
faide:Tellus, whe flhalebeferhinges comers 


Che sofpell 


pafferand whic ſhal be thetroten ofthyes 
Inynge,and ofthe ende ofthe worlde? Jeſus 
anſwered and ſayde vnto them: Take hede 
rhatno man diſceaue you. For there ſhal ma 
ny come in my name,and ſayer Jam Chzifk, 
and ſhal diſce aue many. 

Re fhal heare of warres, and of F noylé 
Of warres:tate hede,and benot ye troubled. 

i rheſe thinges muſt firfé come to paffe, 
butebe ende is not yet. Gor one people [hall 
atl. TE Dp agaynfE another, and onerealme a · 

—5— another: and chere ſhalbe peftiléce, 
bonger, and earthquates bere z there, All 

*8 are the begynn ynge of ſorowes. 
nat io b ¶Then ſhalthey put you to trouble, z [hal 
Marcs.b Eyll you, and ye hhalbẽ bated of all people 
Teh for mynames fate. Che halmany be offer 
ded, and ſhal betraye onc anoeber, and ſhal 
bate one the orber. 2nd many fale prophe · 
tes [hal aryfe,and [hal difceanemany : and 
+£f14.b becaufetniquyte [hal baue the vpper ban- 
de,the loue of many [bal abare. But whoſo 
Matsoc endureth vnto y ende, > ſame ſhal be ſaued. 
And this gofpell of che Eyngdome ſhalbe 
—9 preacheẽd in all the wourlde fee @ wytnes one 

vd eg all people,andtben ſhal the ende come. 
P=) oben ye therfore Mal ſethe abhomina · 
Marcus.b cion of deſolacion( wher ofit is ſpokẽ by Da 
— niel the prophet) fEonde in the holy Aner 
MP9€ (who foreadeth it iet bins march itwell he 
let the which be in Fewzy,flye vnto moũ · 
taynes: andlet bim which is on the bou- 
fetoppe, not come downe to fer eny thinge 
out of bis houſe: and let him whid) is in * 
filde, not turne back to fetch bis clothes. 
DBuewo vnt o them that are with cdhilde,and 
to them that gene ſuck in thoſe dayes. But 
praye ye,that youre flightbe notin > wyn 
ter,ner onthe Sabbath, For then ſhal there 
be greate trouble, fod) as was not from the 
bes yngeofebe woelde vnto this tyme, 
ner Phalbespee and excepte thofe daies ſhui 
debe ſhortened there flyulve no fleſh be ſa · 
ued:but foz $chofens ſabe thoſe dayes hal · 
be horteneð. 

Then yf eny man ſhal faye vnto you: To, 
here is Chriſt. or there, beleue it not. For the- 
re ſhal aryfe falſe Chriſtes and falſe prophe · 
2-Teffsa.b tes, and ſhal do greare tokẽs and wonders: 
Deucs.a “Fy ſo moch thate yftt were poffibleyebe very 

chofen fbulve be brought in to erroure. Be- 
C holde, Fj bane colde you before. Wher fore yf 
they fhal faye vnto you: Bebolve, beisin 
the wildernes, go not ye forth: Bebolde, be 
is inthe chamber, beleucit not. Forlike as 
the lightenynge goeth out from the Laft, 
and ſhyneth ynto she weſt ſo ſhal the com- 
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mynge ofthe ſonne of man be, For where ſo 
— Aik carcafeis,chere wyl the Aegles 
be gathered together. 

Sjmmediatly efter the trouble of he ſa⸗ Mare. 
me tyme, ſhal che Gonne and Moone lofe ee 
their light, and the ſtarres ſhall fall front ⸗ 
Heanen,and the porvers of heaven ſhal mo⸗ 
ue: and then ſhal appeare the token ofthe 
fonne of manin heauẽ: and then ſhal ali che 
Eynreds ofthecarthmenrne, and: cheyſhal 
fethe ſonne of man come in che cloudes of Atib 
beauen with greate power and glory · Anð 
befhal fende bis angels with ¥ greatevoy 
ce ofa trompe, ztbey fhal gather cogerber rele 
bis choſen from the foure wyndes, fromone 
ende ofthe heauen to the other. 

Lerne a ſymilitude of ¥ fyggetre When marc. 
bis braunchẽ is yet tender, and bis leaues Luca.d 
fpronge,ye Enowetbat Gommeris nye. So 
liéewyfe ye, whan yefe allebynges, be ye fire 
re,thatitis mye euen at che dores Verely J 
faye vnt⸗ ee + This generacion ſhal noe 
pafft.tyllallebefe be fulfylled. Heaven and 
— fhal periſhe, but my wordes ſhal not I. 402 
periſhe. Neuertheies of that Daye houre ands 
knowech no man,nonottheangels of hea · Ata 
uen,butmy father onely. Euen as it was in 
the tyme of Noe ſo fhal the comm ynge of D 
the fonne of man be alfo. For as they were Gener 
inthe dayes before > floude(they ate, they buciz.e 
vronte,they maried, and were maried, euen 
vnto the daye Noe entred in tobe ſhip· 
pe, and they regarded it not, tyllthe floude 
came androtethemall arwaye So flpalalfo 
thecommynge of the fonne of man be. ThE 
fhalewo beinthe feldezthe one ſhal be recea 
wed,and the other flpalberefuféd: Two ſhal 
begryndinge at the Myll.the one flpalbere- 
cequed,andtbe other ſhalbe refuſed: Two 
inthe bed, the one ſhalbe receaned, andebe 
‘other refisfed.) 

Watdy therfore, for ye Enowe not what Matzs.2 
donre youre LORDEwil come, But befisre Pen S 
Of this, that yf the good man of che boule 
Enewe what houre the thefe wolde come,be 
wolde ſurely watch, and not ſuffre bis houſe 
tobe broken wp. Therfore be ye ready alfo, 
forinthebouretbat yecbynte not, fhalebe 
fonnc of man come. Who is now a fait hfull Matast 
and wyfe feruatit, whom bis lorde bathma 
de ruler ouer bis houfbolve, that be maye 
genetbem meate in duc ſeaſon? Bleſſed is ¥ 
feruafit, whom bis lorde (whan be cometh) 
fhal fynde fo doynge. Werely. FJ faye onto 
you:be fhal et him ouer all bis goodes. Sut 
and yf the euell ſeruaũt ſhal faye in bis bere: 
Cufhy, it wilbelomye o2 my lozde come, and 
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begynne to ſmyte bis felowes, yee and to 
eate and drynke with the dronken: The fa- 
me ſeruaũtes lorde [bal come ita daye, whe 
beloketh noc foz bim, andinan boure that 
beis not ware of and [hal bere bimin peces 
and geue bin bis rewarde with ypocrytes: 
wee [hal be waylinge and gnapbinge of 
teth. 
The XXV. Chapter. 

é Hen [hal the Eyngdome of heauen 

be like unto ten virgins, which toke 
x their lãpes, and wente forth co mete 
the beydegome. But fyue ofthem were foo- 
liſh, and fyue were wyſe. The foolifh coke 
their lãpes neuertheles they toFe none oyle 
with chem. But che wyfe tote oylein cheir 
veffels with their lampes. Mow whyle the 
brydegrome taried, they flombzed all and 
flepre. But ac mydnight there was a crye 
made: Beholde, the brydegrome commeth, 
go youre waye out for to mete im. Then all 
choſe virgins arofe,and prepared cheir lam 
pes Buẽ the foolifh ſayde vnto che wyft: 
Seue vs of youre oyle, for ourelapes are go 
ne out.Chenanfivered che wyſe, and ſa yde: 
Loe ſoʒ leſt there be not ynough for vs and 
you, but go rather vnto them chat ſell, and 
bye for youre ſelues. And whyle ehey wente 
to bye, the brydegrome camerand they that 
were readye, wente in with him vnto the ma 
riage, and the gate was fluc vp. Ae ¥ laſt 
came ¥ other virgins alfo, and fayde: LOR- 
DELORDE, opõ wnto vs. Dut be anfivered, 

and ſayde: Derely% faye vnto you: Enowe 
hs Se @ You not. Watch ye therfore, foz ye Enowe 
Macjd Hecber the daye ner yet the houre, whan y 
Luca.d fonne of man ſhal come. 
andand Like wyſe asa certayne mã ready to ta- 
te bis tourney in to a firaunge countre, cal 
led bis ſeruaũtes, and delyuercd bis goodes 
vnto thé. And vnto one be gaue fyuetaler 
tes, to anot her two, and to anot her one: vn⸗ 
to euery man after bis abilyte, and ſtraight 
waye departed. Chen he that had receaued 
the fyuetalences, wente and occupied with 
the fame, and wanne other fyue talentes. 
Likeroylfebe F receaued two talentes, wane 
other tiwo alſd. But hetbatreceaued F one 
wente and dygged a pyt in the carth,and 
byd his lordes money. After a longe feafor 
thelorde of thofe feruauntes came,and rete 
ned with chem. Chen came be chat bad re- 
ceaned fyue calentes,and brought other fy- 
uetalentes,and fayde: Sy2,thou delyuerdſt 
vnto me fyuctalentes: Bebolve,with them 
Micaga Date Jwonne fyue talẽtes mo· Then fayde 

bis lorde vnto br: welthou good ⁊ faithfull 
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feruaunt,tbou haſt bene faichfull ouerlitie, 
J wil fee che over mody:entrethou in to the 
ioye of thy lorde. Thẽ came he alſothat bad 
receaued two talentes, and fayde:Syz,thou 
delyuerdſt vnto metwo calentes: Beboloe, 
Z Have wonne two ot her talẽtes with che. 
is Lorde ſayde vnto bim : Wel thou good 
and faicbfull ſeruaũt, chou baft bene faitb- 
full ouer litle, J wil fet the ouer mochentre 
thou in to the toye of eby lorde. 
Then hethat had receancd theone talée, C 
came and ſayderSyr, J knew that thou art 
an bard man:thoureapeft where thou haſt 
not ſowen, and gatherefé where chou bafé 
not ſtrowed, and fo J was afrayed,and we- 
teand hyd thy talenẽ in the earth: lo, there 
thou haſt thine owne. But his lorde anfive- 
Fed, and fayde vnto bint: Thon enell and 
flouch full ſeruaunt, Eneweft chou that J 
reape where J fowed not and gather whe- 
re FS fivarcd noe ? Thou ſhuldeſt therfore 
Hane bad my money to the haungers, and 
then at my commynge ſhulde J haue recea 
ued myne owne with vauntage. Ther fore 
tate chetalent fis him, and geucit onto bint 
that bath tentalentes. For who fo bath, to Maru.b 
bam fpalbe geuen, and be ſhal bane abun- Mac-4.a 
daunce.But who fo bath no, frs him Phal- andi. 
be takẽ awaye euen that be hath And café 
the vnprofitable ſeruaunt ince vtter darck- 
— ſhalbe waylinge and gnaßhinge diat.n. k 
ofteth. 
Bute whan the ſonne of man ſhal come⸗NTellub 
in bis glozy, andall holy angels with bint, 
then [yal he ſyt vpon the ſeare of bis glory. 
And all people ſhalbe gathered before him: 
and be: that ſẽparate them one from another Ezec.s4.¢ 
as a ſhepherde deuydeth the ſhepe from F 
goates. And he ſhai fee ¥ [hepe on bis right 
Bonde, and the goates on the lefce. Then 
ſhal the Eynge faye unto them that fhalbe 
on bis right honda: Come hither ye bieſſed 
of my fatber,inheret ye $ king dome, whidy 
is prepared for you fromebe begynnynge of Matzoc 
the worlde. For FJ was bongric, and yega- 
ue me meate: J ras thirftic,and ye gaue me Eps co. 
Drynke: 3 was barbourleffe, and ye lodged Ezccis.a 
me: J was nated, zye clothed me: J was 
ficke, and ye vyfited me: J was in prefor, Eccli-r.d 
and ye came vnto me. — 
Then ſhal che righteous anſwere him, D 
faye:L ORDE, whéfawewe the hõgrie, and 
fed ther Or thirftie, and gaue the dzyntez 
When ſawe werbe herbourleffe,andlooged 
the? Oꝛ naked, and clothed ¥ 7O2 whé fawe 
we ? fice 02 in pzefor,and came vnto ther 
And the Eynge ſhal anfiver and Joseunte 
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them: Verely Fj fayevnto you: Loke what 
ye bane Done onto one — of theſe 
iny brethren, the ſame haue ye Sone vn⸗ 
tome. 
Then fhal be faye alſo onto them that 
Pl.cb fhalbe on che left bande:Departe fro me ye 
were curfed in to the euerlaftinge fyre, which ts 
Efaso€ prepared forthe denell and bis angels. Foz 
Danz-b I was hõgrie and yegaue me no meate: J 
Apolo Zoas thirftye, and ye gane meno dzynte: J 
vwas herbourleffe, and yelooged me not: 
was naked, and ye clothed me not: J was 
ſicke and in preſon, and ye vyfited me nor. 
Then fal they alſo anfivere bi, and faye: 
LORDE, when fawe wecbe bogric,o: thyrſ 
tie, or herbourleſſe, or nated, o2 fice, oz in pre 
fon, and bane not myniftred unto they THE 
{hal be anſwere thent, and faye: Derely J 
zachab faye onto you: Lote what ye bauenot done 
Fraaaip DRO onc of chelecft of chele, che fame bane 
andiz.a yenot done onto me. And theſe [hal goin to 
Tohis¢ enerlaftinge payne, but the righteous into 
euerlaſtinge life. 
Thexxvi. Chapter. 
A Vdit came to paſſe whã Jeſus bad 
fyniſhed allt heſe wordes, he ſa yde vt 
nart.ia · a to bis difciples:me Enowe,chat after 
Luc.zz.a two dayes ſhalbe after, and the fonne of 
Tohisea man Nalbe delynered ro be crucified, 
lohaune ¶ Then aſſembied together che bye preftes 
and the ſerybes, andt he eĩders of che people 
in to the palace of the bye preft whic) was 
called Caipbas, and belde a councell, boro 
they might take Jeſus by difceate, and kyll 
im. Buc they fayde:Lt oc on the holy vaye, 
leſt therebe an vpzoure inthe people. 
Now wher Jeſus was ac Bethany in 
theboufe of Symon theleper, there came 
vnto bia woman, which bad«aborewith 
prectous oyntment, and pouredic vpon bis 
beade,as be fac atthe table. Whan his diſci 
ples ſawe that, they diß dayned. and ſayde: 
Whereto ferueth chis waiſt: This oyntinẽt 
might haue bene wel folde, and geuẽto the 
podꝛe. Whẽ Jeſus perceaued that, be ſayde 
vnto them: Why trouble ye the woman? 
Sbe bath wroughe a good woꝛke vpon me 
foz ye baue alliwaye the pooze with you, 
but me fal ye noe baue allwayes. YObere 
as fle bath poured this oyntmẽt vpon my 
body, ſhe dyd it to buryme. Derely I ſaye vñ 
to your where [> ever this gofpell ſhalbe 
ie ached thoror oucall the wouldve, there 
Pol this alfo that fhe bath done, be tolde 
fora memoziallof ber. 
BCThen one of che twolue( called Judas 
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¶Iſcarioth) wente vnto the bye preftes, and 
fayde:MObacwil ye geue means ſhai dely Marra 
uer bint vnto you? And they offecd bitbir- ohgas.a 
tie fylucr pens. And from that cyme forth, 

de ſought oportunyte to betrayebimy 

The firft daye of fivete bzed came the dif Marc. 
ciples to Jeſus, and ſayde vnto bint: YObe- Lucasa 
re wilt thou that we pzepare for the,to eate 
the Eaſter lambe? He ſayde: Go into the ct 
te to ſoch a man, and faye vnto him: Che 
Wafer ſendeth the worde: My tyme is ac 
honde. J wil kepe in yne Laffer by che with 
my difciples. And the diſciples dyd as Je- 
ſus bad appoynted them, and maͤde ready 
the Eaſter lambe. 

And at euen he ſat downe at the table 
with che twolue. And as they ate, he ſayde: 
Verely J faye onto you: One of you ſhal be- 
trayeme. And they wercerceadinge ſorou⸗ 
fall, and beganne every onc of them to faye 
vntobim:Syz,isit I? He anfiveredand fay 
de: He thac deppeth his honde with me im 
the dyßhe, the fante ſhal betraye me. The 
fonne of man gocch forth, as itis weyttert 
of bim: but wo vnto that manby whs the 
ſonne of man ſhalbe betrayed: It had bene 
better for thatma,yf bebad neuer bene bor 
nceT he Judas that betrayed him, anfivered 
and fayde : Maſter, is it I? He fayde vntor 
bim Thou haſt fayde. 

Andas they ate, Jeſus tobe thebseb, ga- € 
nethantes,brate it,and gane itto che difer Tarcuae 

les,and fayde:Take,cate,this ts my body. icone 

md be tote the cuppe, and thanked, and 
gaue icthé,and fayde:Dzynke yc all therof, 
this is my blonde of the new teftament, 
that fbalbe ſhed foz many foz the remif- 
fionof ſynnes. J faye vnto you: J wil not 
drynke hence forrh of this frute of the vy- 
ne tre, vntill that daye that 7 [hal dryn⸗ 

— it new with you in my fathers Eyng- 
ome. 
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the. Litewyfé alfo fayde all the difciples. 
BD Then came Jeſus with them in to a felde 
Mar.14,d which is called Gecbfemane,andfayde vn⸗ 
to the difciples : Syt ye bere, whyle I go 
yonder z praye . And be coke with hint Pe- 
ter, and che two fonnes ofZebede, and be- 
ganne to were ſoroufull andcobeinan ago 
Iohi.1.c nye. Then fayde Jeſus onto chem: Ty foule 
is heuy euen unto the death. Cary ye bere, 
Lucas.e gnd watch with me. And he wente forth a 
litle, and fell flac vpon bis face,and prayed 
fayenge: O my father, yfit be poffible, lec 
this cuppe paffe fro me: neuert heles not as 
J wil bucas chou wilt. And he cameto his 
Ddifciples, and founde thé a flepe,zfayde vᷣn⸗ 
to Peter: What? conde ye not ward) with 
me one boures Watch zpiaye, that ye fall 


calae not in to temptacion. Che ſprete is wyllin- 
ge, but the fleſh is weake. 
Marge  AGayne, be wẽte forth the ſeconde tyme 


and prayed, fayenge: O my facber, yf chis 
cuppecan not paffe awaye fro me (ercepte 
J dzynte of it) chy rill be fulfilled. Andbe 
cante,and founde chem a flepe agayne, and 
their eyes were heuy. And he left them, and 
wente forth agayne, and prayed the chizde 
tyme, fayenge the fame wordes. Chen came 
he to bis difciples, and fayde vnto them: 
Slepe onnow,and tate youre reft. Beholde. 
the bourcis come, } the fonne of man ſhal · 
be delyuered int to the hondes of fynners: 
Aryfe,lecus be goynge.Bebolvoe, bets aths 
de,that berrayeth me, 

Wh yle be yet (pate,lo, judas one of the 
twolue came, and with bimea greate multi- 
tude with fiverdes and fEaues, fent frs the 
bye preſtes and elders of the people. 2ind be 
that betrayed bim,bad geuen them a rote, 
[ayenge: Whom fo ener % Fyffe, that fame 
ts be,layeboves vpõ him And forth withal 
became to Jeſus, and fayde : Hayle mafter, 
and kyſſed him. And — ſayde vnto him: 
S§rende, wher foꝛe art thou comer Then ca⸗ 
me they, and layed hondes vpon Jeſůs, and 
toke him. And beholde, one of them that we 
re with Jeſus, ſtretched out bis bonde, and 
dine bis ſwerde, and ſtrobe a feruaunt oftbe 
bye preftes,z finote of bis care: Then fayde 
Nike vnto bim : put vp y fiverde into bis 
place. For ail chat cate the ſwwerde ſhal pe- 


Gens.a 
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Ezecunb Jcan not praye my father now,tofendeme 


moze then twolue legions of angels 7 Buc 
bow thé ſhulde the feripturesbe fulfylleoz 
Lud » $orthus muſt it be. 
In the ſame houre fayde Jeſũs vnto the 


Marcia mutcicnde: Re are come outas it were to a 
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murthurer with ſwerdes and ſtaues for to 

take me. J ſat daylie teachinge in the tent- 
pleamonge you,and ye tote me nor. But all 

thisis done, thatthe ſeriptures of the pro⸗ Eta x54 
phetes might be fulfylled.« Thẽ all che dif~ Plalas.ce 
ciples left him and fled. But cheychattote *Marss¢ 
Ieſus, led bins co Caiphas the bye pref, — 
Shere the ferybes andthe elders were ga Va e. 
thered together. 2s foz peter, be folowed 

bim a farre of vnto the bye pzeftes palace,z 

wente in,and fac with the feruguntes, that 

be might ſethe ende. 

Bue the bye pꝛeſtes and the elders, and marc4.€ 
the whole councell foughe falfe wytneffe Atiob 
ageynft Jeſus, chat they might put bim ro 
death,and founde none. And though many 
falfe wytneſſes ſtepte forch, yer founde they 
none. At the lafEchere ſtepte forth two fal 
fe wycneffes,z fpaberyoefayde: 7 can brea- 
ke downe the temple of God, and buylde ie 
agayne in thre dayes. lohã.a.e 

And che bye pꝛeſt ſtode vp, and ſa yde vn Maria. 
to bins: Anſwereſt chou nochinge, vnto it. 
that chefé ceftificagaynft chev Lteuerthe- 
les Jeſus helde his tonge. And che bye picfé 
anfivered,and ſa yde unto bim:3j charge ebe Lucaze 
by ¥ lynynge God, chat chou cellus, yfebou 
be Chufé che fonne of Gov. Fefirs fpate: 

Chow haſt fayde it. Neuertheleſſe V faye 

vnto you: From this tyme forch it ſhal co- lohis.g 
me to paffe, that ye ſhal fe the fonne of man At1b 
ſyt tinge vpon the right hande ofthe power 

Ef Sod) and comm yngẽ in che cloudes of 

the heauen. 

Chenche bye pꝛeſt rente his clothes,and G 
fayde: He bath blafpbemed, what mede we Marig.g 
eny mo wytneffes7 Lo, now baue ye berde Lucane 
pe blafphemy: What chinke ye They an- 

Wwered,z fayde:ets gyitie of death. Chere Leui.r4.c 
x fpytted chey in bis fice, z ſmote bimwith xet00.b 
flee. Some finote bim vpon the face, and fohirs.c 
faybe: prophecie unto us chou Chiff, who 
iste, chat{mote they 

As for Peter, be fat without in the pala- Mar.r4. 
¶And there came vnto hima damfell, and —* 
fayde:2ind thou waft with Jeſus of Galile °°" 
alſo. Neuertheles hedenyed before the all, 
and fayde: 7 cannottell whatthou fayeft. 

But whan be wẽte out at the dore, anot her 
damſell fare him. and ſa yde onto themebac 
were there: This was alfo with Jeſus of 
Nazareth. And be Denyed agayne, and 
ſware alfo: J Enowenorthe ma. And after 
¶ litle whyle, they that ſtode there, ſtepte 
forth, and fayde vnto pee: Of a trueth 
thou art one of them alfo, for thy ſpeach be 
wrayech the. Chen begane bee curfe and 
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to ſweare: Iknowe not the man. And imme 

diatlythe cok crew. Then chought Peter 

vpon the wordes of Jeſus, which ſa yðe vn⸗ 
Mat.zs.c tObtm: before the cock crow thou hale de- 

nye me thryfe.2ind be wente ont, and wepte 

bytterly. 

The XVI.Chapter. 

Ponthe moꝛow, all the bye pꝛeſtes 
and elders ofthe people heide a coun 
cell agaynft Jeſus, that they might 
ne himto death,and bounde him, and led 
im Forth, and del yuered him vnto Pontius 
acts.bpilate the debyte. 

When Judas which betrayed him, fare 
this chathe was condemned vnto death,it 
repented bim,and brought agayne thecbir 
tie fyluer pens tothe bye pꝛeſtes and cheel- 
ders, and ſayde: J haue done euell. in that 
3 bane betrayed nocẽt bloude. They ſay⸗ 
de What baue wero do with F 7 Se thou 
therto. And he caſt the fyluer pens inthe tẽ 

aRear.d Ple,and gat him awaye,and wente and bas 
Aauc ged bins felf. 

Sothe bye pꝛeſtes toke the fyluer pers, 
and fayde: It isnot laufullco put chem in 
to the Govs chefé, for it is blondmoney. Ne 
nertheles they heide a councell, and bought 
with thé a potters felde,forto burye ſtraũ · 
Bee in. DOberfore the fame felve is cal- 

fed the bloudfelde vnto this Saye. Then 
was that fulfylled, which was pore by 
Tereszb Jeremy the prophet fayenge : And they 
Zachne Eoke thirtie fylucr pens, the pryce of bim 
that was folde, whom they bougbtof the 
childzen of Iſtaeil· and chefe they gaue for 
@ potters felde, as theL ORDEcommann- 
ded me, 

B As for Jeſus, he ſtode before thedebyte, 
Marc.s.a 40D the debyte axed him, and fayde: Art 
Lucasa thou the Eynge ofthe Jewes 7 And Jeſus 
Toha.isd Ryde vnto him: Thou fayeft ic. And wha be 

was accufed of che bye preftes and elders, 
He anfwered norbinge. Chenfayde pylate 
vnto bint: HearefE thou not, horw fore they 
vEfass-b accufe the 7 And «be anfivercd bim not one 
worde:in ſo moch that thedebyte marueled 
exceadingly. 
Marcaza Arthat fraſt che debyte was wote tode- 
Lucazb Lyner a pzefoner fre vnto the people, whont 
Iohius.e they wolde. And at the fametymebe hada 
notable prefoner called Barrabas . And 
whan ehey were gatheredtogetber, pylate 
{ayde vnto them : Whether wil ye, that I 
gene lowe vnto you 7 Barrabas, o2 Jeſus 
which ts called Chriſt ? Foz he Enewe well 
that they had delynered bim of enuye. And 
wha he fat vpõthe iudgmẽt ſeate, bis wife 


Lue. 
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ſent onto bint, ſayenge: Haue thou nothin · 
geto do with that righteous man for Jha 
uefirffred manythinges this daye in a drea · 
me becauſe of him. 

Durcebe hye preſtes andt he elders perſua C 
dedthe people, chat the y ſhulde axe Barra · Marss.a 
bas , and deſtro ye Jeſus. Then anſwered the 
debyte, zfayde rico che : Whecher oftheſe beard 
tro wyl ye ? J geue lowſe vnt o you7 Chey nas 
fayde:Sarrabas: pylate [ayde vnto them: Marcts.b 
What [yal J do ther with Jeſus, which is 
called Theiſt? They ſa yde all : lec him be cru 
cificd. The debyte ſaide: What euell bath be 
doͤne thẽ? Nenertheles they cricd yet more 
and fayde, let him becrucified.So whan pt 
Tate fare, that be conde not belpe, burthat 
there was a greater vproure, be tote water, 
and wafibed bis bandes beforeebe people, 
andfayde: J am vngiltie of > blonde of this 
rightcons nan. Se ye therto. Then anfivee 
red allthe people,and ſa yde: His bloude co- my 
mie vpon vs, and vpon onre children. Then x — 
gaue he Barrabas lowſe vnto thẽ, but cau⸗ Lucas.c 
{cd Jeſus be ſcourged, and delyuered him to ionã i⸗ a 
be ctucified⸗ 

Then the debites ſoudyers coke Jeſus, in D 
to the comon ball, and gathered the whole diare b 
multitude quer him and firypedbim ont of fohiuea 
bis clothes, and puta purple robe vps bint, 
and plated a crowne of thome,z ſet it vpon 
bis beade,and a rede in bis hãde, and Encled 
befoze bim,andmoced bim,and fayde:bay 
le Eynge of the Jewes And ſpytted vpors 
bim,and tote y rede,zfinore bim vpon the 
Heade.And whã they had mocked bi, they 
cote therobeofbim agcyne,z puth 
clothes vpon bim, and led bim forrh. they 
might crucifie hĩ. And asthey were gorge Marcas.q 
ougthey founde a man of Cyren calles Gy bc3s-¢ 
mon:him they compelled to Leare bis croffe. 

And when they came vnto the place called 
Golyatha (chat is co faye by interpreracid lohã · i· b 
a place of decd mens feulles)they gaue him 
todzynte,veneger myrte w gall.2ind whan 

he had taſted therof, be wolde nor drꝛynke. 

So whan they bad crucificd bins, they Maress¢ 
parted bis garmétes,and caſt lottes therfo — 
rert hat che thingemight be fulfilled, whic 
was ſporen by thepropher · They bauepar- Plalarb 
ted my garmẽtes amonge the,z caſt lottes 
vpon my veſture. And cherẽe they fat, and 
watched hĩ. And aboue ouer bis heave,they 
put vp the cauſe of bis death in weytinges 
namely: This is the Eynge of the Jewes. 

Then were there two murchurers cru · E 
cified with bint, che one of the right ban- Eas:b 
de, and the orber onthe lefe. Chey thar 
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wente by, renyled bint, and wagged their 
heades and ſa yde: Thou that breakeſt dow 
ne the tẽple of God, and bᷣuyldeſt it in thre 
dayes, helpe thy ff thou be thefonne of 
Gov, come downe from the croſſe. The bye 
pꝛeſtes alfd in lite maner with the ferybes z 
elders, laughed him to ſcorne and fayde: be 
Bath belped other, and can not belpe bint 
Sapad felfimfbhebethetynge of Iſtael, let him co 
me downe now from the croſſe, and roe wil 
whala.a belene hints He truftedin God,let him dely- 
and3.6> yer bimmnorw, yf be wil baue bim. Gor be 
bath ſayde: J am the fonne of God. The 
murtherers alfo that rere crucified with 
bim, café the fame in bis tethe. 
Marey.c ¶ And froin Ffirce houre there was darck⸗ 
Luc.as.d mes oucr the whole earth vnto the nyenth 
houre. And aboute the nyenth houre, Jeſus 
cried with a loude voyce,andfayde: EILEl, 
Lamme aſabt hani ? chatis, AiyGod, my 
Plalara God, why haſt chou forſaken me? But ſome 
Of thẽ chac ſtode there, when they herde * 
Marcus.d aye: He calleth Elias. And immediatly 
Lucis.c one ofthem ranne,and tote a ſpõge, and fyl 
ledit with veneger,and putit vpona rede, 
and gaue bint to dzyncFe. But $ ocber fay- 
de: holde let ſe whether Elias wyl come,and 
delyuer him. Jeſus cried agayne with alow 
de voyce,and gaue vp the gooſt. 

§  Anvbeholde,the vale of the tem le was 
rente in tivo peces, from abouetyll benech, 
and the earch quated, and the ftones rent, 
andthe granes opened, and mary bovies of 
the fayntes chat flepte,arofé,and wẽte out 
of the graues after bis reſurreccion and ca- 
me into the boly cite,andappeared unto 
many. 

Marezd = Buethe captayne and ehey that were 
Luc.as-€ with bins, and kepte Jeſus, when they (awe 
the earthquate and che hinges that were 
done, they were forea frayed, and ſayde: Ve⸗ 
rely this was Gods fonne. And there were 
Marcas-¢ many wemen there lokynge to afarce of, 
which had folowed Jeſüs fromGalile, and 
Had myniſtred vnto bim :amonge whom 
swas Mary Magdalene and Wary chemo 
ther of James and Fofes, and the mother 
Of the childꝛen of Zebede. 
SAt euen there came arid) man of Arima 
Marcis.c thia,called Ioſeph. which was alfo a diſci⸗ 
Lucas.c pleof Jeſus Se were vnto pylate,andared 
Tohi.1%€ che body of Jeſus. Ther commaunded py 
late thatebe body ſhuide be geuẽ bint. And 
Joſeph tote the body, and wiapped iting 
cleanelynnen doth,and layed it in bis owne 
new fepulcre, which be had hewen out in a 
rocke, and rolleda greate [tone to the doze 
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of the ſepulcre, and wente bis waye. And 
there was Mary Magdalene and ¥ ether marc.s.e 
Mary, ſyttinge ouer agaynft the ſepulcre. 

Thenere dayethat foloweth thedaye of 
preparynge,the bye preſtes and phariſes ca 
metogether unto pylate, and ſaide: Syr, we 
haue called to remembraunce,that this diſ⸗ 
ceauer fayde mbyle be was yet alyucs* 2f- xmat is.e 
ter thre Dayes J wylryfeagayne.Comaune 17-04 
de eherforethar the fepulcre be tepte vnto Mac. o.d 
thetbirdedaye, leſt peraduenture bis difers 
ples come, and ſteale bim awaye, and faye 
vnto the people: He is ryfen from che deed, 
and fo ſhal che laſt errour be worſe thé che 
firſt. Pylate ſayde vnto them: There baue 
ye watchmẽ, go youre waye, and kepe it as 
ye can. They wete and kepte the ſepulcre vᷣ 
watchmen, andfealedthe ſtone. 

Tbe XxVvul.Chapter. 
8 on the euenynge oof the Sabbath A 
8 oly daye which Dawneth y mozorw Maruca 
ofthe firfEvayeof * Sabbathes,ca — 

me Nary tmagbalene and Aorher Mary, · o 
to ſe ỹ? ſepulcre And bebolde,there was ma- 

dea greate eart hquabe: for the angell of the 
LORDEdefeended from heauen, and came 
androlled bacFe > ſtone fromebe dore and 

fat vpon it. And bis countenaunce was as 

> lightenynge,andbis clorbinge whyte as 
ſnowe. But * watch mẽ were croubled for 
feare of bim, and became as though they 
were Deed, 

The angell anfiwered, and ſayde vnto * Marcasa 
women: Be not ye afra yed. J Enowe that bucaga 
‘ye ſeke Jeſus thatwas crucified. He is toe 
bere. eis ryſen as be fayde.Come, andfe ¥ 
place,wherethe LOR DE waslayed,and go 
youremwayefoone,and tell bis diſciples, that 
beis ryfen fromthe deed. And bebolve, he 
wyl go before youinto Galile, there ſhal ye 
febint.20, J haue tolde you. 

And t hey departed fromthe graue in all B 
the haiſt —S and greate loye, T ran Mar.s.b 
ne to brĩge bis: — worde. And as they Lucaga 
were goinge to tell bis difciples,bebolde, .Cot .ica 
¶Jeſus met chem, and ſa yde: God * you. 

And they wentẽ vnto bim,and helde his fe- 
te,and fell downe before him. ThE ſayde Je 
fus price Coat : ** — > youre 
waye and tell my brethren, that they goin 
to Galile,chere ſhal they fe me. ———— 

And whan they were gone, beholde, cer- 
tayne of the watchmen came in to the cite,z 
tolde the hye preſtes euery thinge that had 
happened. And they came together with 
theelders,and belde ¢ councell,and gaue ¥ 
fouders money ynough, and ys ar yer 
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bis difciples came by night, and fEole bine 
a@roaye,vobyle we were @flepe. And yf this 
come tothe debytes eares,we wyl féyllbinr, 
andbryngeit ſo to paſſe that ye Thal be fafe. 
And ehey coke che money, and dyd as they 
soeretaught. Andebis fayengeis noyſed a- 
monge the Jewes untotbis Saye. 

e eleuen dijciples wenteonto Galile it 
toa mountayne, where Jeſus hadappoyn- 
ted them. And whan they farve bim,chey 
fell downe before him: bůt ſome oft hem dow 
ted. And Jeſus came vnto them talkedwith 
them , and ſa yde: Vnto me is geuẽ all power 
in heauen and in earth.Go ye youre waye 
ther fore and teach all nacions,and bapt yſẽ 
rhem inthe nameofebe father, and of the 
fonne,andof cheboly gooſt: andteacht hem 
to €epeallebinges, what foener J haue cont 
tobiyg.b maundedyqou. Andlo J am wich youenery 

Saye vnto theende of che worlde. 


ae aoe 


Khe goſpell of 
&. Houste. 


What S. Marke conteyneth. 


Cyap_t The office of Thon the baptift; 

‘Thebaptyme of Chaife.his fajtynge,bis pret 
hinge, and the callynge of perer, Andrew, 
Dames and Jhon. Chzyjt healer the man 
with the uncleane fpzere, helperh perers mo- 
ther in lowe, and clenfeth the leper. 


Chap. I. Se bealeth the man of che palfye, 
calleth Leut the cuftomer,eareth with open 
fynners,and ercufeth bis difciples- 


Chap. m. e helpeth the manwith the dzyed 
hande. chofeth bis apoftles .and cafterh out 
the oncleane fprere,whidy che Pharifes afery- 
bento the denell The brorher, fifter and mo 
ther of Chait. 


Chap. i. The parable of the ſower Chꝛiſt eit 
ie the tempeft of the fee, whidy obeyeth 


C 


Chap. v. Se delyuereth the pojfeffed from 
Rine-oncleata fpueseavgewoman from spe D198 
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Dye yffue, aud rayſeth the captaynes dough · 
ter. 


Chap. Vi. Chꝛiſt preacheth at home and is 
Hot regarded. Se fender out bis diferples. 
Jhon baprift ts raken and heaved. Chait fe- 
Det fyut thoufande men with fyue loaues 
and twofighes He welt eth vponthe fee. 


mp. VI. The Pha riſes are not cétent, that 
the diſetples eate with vinvafhenbandes:but 
Chuje rebuketh rhé felues for bzeqFinge the 
commanndementes of God,bealeth the wo- 
manof Cansans danghter,and maketh the 
‘Dommieto fpente. 


Chap. Vil. Be feveth fourethoufindeme with 
‘of loaues,reproueth the pharifes that ave fa 
Defyrous of toFens,warneth bis difciples to 
bewarre of their leven,mateth a blynde man 
to fee, areth bis difciples what men boloe of 
him, repzoueth peter, telleth brs difciples of 
bis paffton,and erozteth thems to folowe him: 


Chap. Ix. The tranffiguracion of Chriſt. 
whic healeth the dilde tharwas poffeffe of 
@ domme fpzete, teadeth bis difciples to be 
lowly, and to auoyde occafions of euell · 


Chap. x. ChufE geueth his auſwere concer- 
Bpnge martage,and that ttis harde for the 
id) fo comeinto beané: reproueth tnedifony- 
ne of bis difciples lernerh thé tobe mete,and 
xeftoreth blynde Sarthimeus to his fight. 


XL Chae rydeth{ntoYerufalem,dzy- 
wetl the mar hauntes out of thetemple, cur 
Rep the fygetre,aud confoundeth the phari · 


yp. XI. Be rebuFeth the fynne and vn⸗ 
thant fulneffe of theJewes with a goodly fy- 
milttude,teFerh théin cher owne difeeatfull 
quefttons,crozreth to bewarre of their Doctry 
ne and lynynge, and commendeth the good 
wyllof the poozemyddowe. 


Chap. XI  Bewarneth his diſe les to bewar 
re of falfe readers and difceaucrs ,comfor- 
tebthem agaynft the trouble for tocome, tel- 
linge them ofthe horrible Deftruccion of Je 
fear er Bd commynge and ende of the 

oride. 


Chap. Xl. The Magdalene anoynteth Chait. 
They eate the eafter lembe,and the fupper of 
the LOR DE. Chait ts ta¥en, and bought us 
to Caiphas houfe.peter denyerh him. 


Chea 


xv. Th 
bl — —— andbow 
Chap. XV. Therefisrreccion of Chait. which⸗ 


appeareth unto Hiary Magdalene and to 
bis —— —— the 
worlde to pready the go} nd afcedeth vi 

Evo beaten —— —— 
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p| ge of the gojpell of 

Jeſus cba te four 

Ci ne of God, as itis 

a] wayteé in the pzophe 

= Yj tes. — pa fe 

de my meſſaũger be- 

ESA — 

Efa.go.a [pal prepare thy waye before the. The voy- 

sa ct OF @ cryer is in the wyldernes ; Pzepare 

Eee * eer oftbeLORDE, mate bis pathes 
ight. 

Jhon wasin the wyldernes, andbapty- 
fed, and preached the yme Of amend- 
ment, for the remyſſion of fynnes. And the 
re wente out onto bins the whole londe of 
Jewry, and chey of Jeruſalem, and were 
all bapty[ed of him in Jordan, and bnowle · 
ged box ſynnes. 

Ihon was clothed with Camels heer, 
and with a letbzon gerdell aboute bis loy⸗ 
nes, andate locuftes and wylde bony, and 
preached, and fayde: There commeth one 
after me, which is ſtronger then FJ : before 
whom J am not wortby to ſtoupe Domne, 
and to lowfevp lachet of his ſhue. J ba 
tyfe you with water, but be ſhal baptyſẽ 
yourwich the holy gooſt. 

Andichappened at the fametyme,that 
Jeſus came out of Galile from Nazareth. 
and was bapt yſed of Jhon in Jordan. And 
as ſoone as he was come out of the water, 
Some befawe that the heauens opened, andthe 
reaver: gooſt as a doue cOmynge domne vpon bim. 
xJnwhs And there came a voyce from heauẽ: Thou 
amps art my deare forne,« in whom I delyte. 
—— And immediatly the ſprete drone him in 
Maca €Othewyldernes:and be was in the wylder 
Lucz.a nes fourtye dayes, and was tempted of Sa 
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Mat3.b 
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than,and was with the wylde beeſtes. Anb 
the angels myniffred vnto him. 

Dut after that Jhon was taken, Jeſus marge 
came into Galile, and preached the gojpell Luc4.b 
ofthe kyngdome of God, andfayde: chery 
me is fulfylled,and the kyngdome of Godis 
at bande: Amende youre felues, and beleue 
the gofpell. 

So as he walted by che fee of Galile, he Mat.a.e 
fawe Symon and Andzew bis brother, caf bora 
tinge their nettes in the fee, for theywere 
fyß hers. And Jeſus ſayde vnto che: Folowe 
me, and J wil make you fyßhers ofmẽ. And teress.c 
immediatly they left theit nettes, and foe Eæc.a⸗ 
lowed him. 

And when be was gone a lytle further 
front thence, be fawe James the fonne of 
Sebede, and Ihon his brot her, as they were 
inthe [hyppe mendynge ebeir metres. And 
anonebe called them. And they left ok fe 
ther Zebede in che ſhyppe with the hyred fer 
uauntes, and folorveð him. 

And they wente in to Capernaum, and Lue.4.d 
immediatlyvpon the Sabbathes, be entred ioin ð 
in tothe ſynagoge, and taught. 2ind they 
were aftonnyed at bis doctryne: for be 
taught chem as one bauynge power, ano 
not as the Scrybes. 

And ineheir ſynagoge there was mart C 
poſſeſſed with a foulẽ ſprete which cried and Tuc. 4.a 
layde: Ob what haue we to do withthe 
thou Jeſus of Nasareth. Art thou come to 
deſtroye us? J knowe that chou art enen & 
holy one of God. And Jeſus reproued hint 
and fayde: holde thy tonge, and departe 
out of him. 2nd the foule fpzete tare bins, 
and cried with a loude voyce, and departeð 
out of him. And they were all afEonnyed, in 
ſo moch that they axed one another amon- 
ge thé ſelues, ⁊ ſa yde: What is this 7 What 
newlernynge is this 7 For he cõmaundeth 
thefoule ſpretes with power, andebey are 
obedient onto bins. And immediatly the fa 
me of bim was noyfed rounde aboute inthe 
coaftes and borders of Galile. 

And forth withehey wente out ofthefy- Mateb 
Nagoge,and came in to the houfe of Syme Lucad 
and Andrew,. b Games and Ihon. And Sy 
mons mother inlawelaye,z bad the feuers, 
and anone theytolde bim of ber.2Andbeca 
meto ber, and ſet ber vp, and rote ber by * 
Bande, and the fener left ber immediatly. 
And fhe myniftred vnto then 

Ae euen whan the Sonne was gone 
Sore, they brought onto bimallebat we- 
re fit and poſſeſſed, andthe whole cite 
was Gathered cogerber at the doze, and 
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he healed many that were difeafeo with dy- 
nerfe fickneffes and café out many denels, 
and ſuffted not the denels co fpeate, becau- 
fe they Ener bim. 
And inthe mornynge before daye,be aro 
ſe and wente out. Aud Jeſůs departed in to 
a deſerte place and pzayed there, Peter alſo 
andtheythat were with bim, folowed after 
bim. 2nd whan they had founde im, they 
fayde vnto him: Every man feterh the. And 
befayde vnto them: Let us go into the next 
tomnes chat I maye preach there alle, for 
therco am 7 come.2And be pieached ĩ their 
Fynagoges, inall Galile, and droue out the 
deu yls. 
Mata And there came vnto hint a leper, which 
Lucsb  Kefoughe hom and kneled before bim,z fayde 
onto bim:Rfrbou wilt, thou canſt mate me 
cleanc. 2nd it pitied Fefus,andbe ſtretched 
forth bis bonde,andeoudyed bim, and fay- 
de I wyll, be thou cleane. And whã he had 
fo fpoten, immediatly che lepꝛroſy departed 
Marer.d ft bins, and be was clenfed. And Jeſus for 
ands.a bad bim ſtrately, and forch with fent bins 
awaye, and ſayde onto bim: Take hede, that 
thon faye nothinge co enyman, but gothy 
waye, and flew thy felf unto the preſt. and 
offre for thy denfynge what Moſes com- 
maunded, for a wytneſſe vnto them. But he 
whan be was departed, beganne to ſpeak⸗ 
moch beet made the dede knowne: info 
moch that Jeſus coude no moze go into the 
cite openly, but was without in deferte pla- 
ces,z they came unto bim fidall quarters. 
The ll, Chapter. 


Leuĩ.ia ·a 


A Ld after certayne dayes be wente 
Matsa § agayne vnto Capernaum,and it was 
‘Luc.s.¢ noyfed that he wasin ¥ boule. And 


1ohi-5a immediatiy there was gathered a greate 
minltitude,in fomoch that they bad no row 
me, no not without before the Dore. And he 
fpate the wore vnto thé. And therecame 
onto bim certaine, which brought oneficte 
ofthe palfye borne of foure. And when they 
conde notcome nye him for > people, they 
vncouered ¥ rofe of * houſe where be was. 
And when they had made a hole, they lee 
Downe the bed (by coardes) wherinthe ſicke 
Of ¥ palfylaye. But when Jeſus farve their 
faith, be fayde vnto the fide of the paiſye: 
My forme, chy ſynnes are forgeuen the. 
Lienercheles chere were certayneferybes 
which fat there, zeboughe intheir bertes: 
Hove fpeaketh chis man [och blafpbemy > 
Who can forgeue ſynnes, but onely Gods 
And immediatly Jeſus Enew in his fpzete, 
thatthey thoughẽ ſo in thẽ ſelues, and ſaide 


Efagsd 
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vnto them: Why thynke ye fod thinges in 
youre bertes ? Whether is eaſier to ſaye to 
the ſicke of the paiſye Thy ſynnes are forge 
ue the,orto faye: ar yſe. take vp thybedand 
wal€e But that yemayeEnowe,that ¥ fos 
ne of man bath power to forgeue fynnes 
vpon carch,be fayde vnto che ſicke of > pal 
fyerBlaye vᷣntothe, aryfe, take vp thy bed, 
and go bome. Andimmediacly be.arofe,to- adisc 
Ec bis bed, and wente forth beforethem all: 
infomody thatebey were all aſtonnied and 
prayſed God, and ſayde: We never fare 


19a). 

And he wente ſorth aga yne vnto the fee, S 
and all the pcople came onto bim, and be Macs.a 
tanghe them .2indas Jeſus paffedby, be — 
farce Leui theſonne of Alpheus fycringe at te 
the receate ofenftome, and fayde vnto bim: 
Goloweme.Andbe arofe,and folowed him. 
And it came to paffe as he ſat at the cable 
inbis houfẽ there fat many publicans ⁊ Fyne 
ners at che table with Jeſus and bis dij ci- 
—— weremany ¥ folowed bi. 

ind when theferybes and Pbarifes fawe 
that beate with publicans ẽ ſynners they 
fayde vnto bis diſciples: Why doth he eatẽ 
and dryncke with ¥ publicans and ſynners? 
Oban Jeſus herde chat. he ſayde vnto ther 
The whole nede note Phiſician, but they 
that are ſycke. Jam moc come to callthbe 
righteous, but the ſynners to repétaunce, wT 

Andche difciples of Ihon and of F Pha mars.b 
rifes faſted. And there came certaine, ro! Lucs¢ 
fayde vnto bim : Why faſt che diſciples of 
Jhon, andof ¥ Pharifes,and thy difciples 
faſt not? ind Jeſus fayde vnto chem: Horo 
can the weddinge childꝛen faſt, whyle the 
brydegrome is with them 7 Golongeas * 
brydegrome is withebem,chey cannot faſt. 

Bue cheryme wyl come,that the bzydegro 
= irate cates from them, and eben ſhal 
they faft- 

Lo mars ſoweth a pece ofnew cloth on- C 
to an olde garment, foz els be taketh arwaye 
the new pece fromebeolde, and ſo is the rẽt 
worfe And no man putteh ner wyne in to 
olde veffels, els the new wyne breaketh the 
vefjels,and the wyne ts ſpylt, and > veſſels 
perifhe: but nero wyne muſt be put in to 
new veffels. 

And it chaunſed that vpon Sabbath Matua 
bewente thozow ehe Lorne feides and bis vif biere 
ciples begane to make a waye thorow, and 
to pluctetheeares of $ come, And the Pha 
rifes fayde vnto him: Beholde, what chy dif 
ciples do, which is not laufull vps the Gab 
bath. And be fayde vnto thẽ: Haue ye never 


The goſpell 
red what Danid dyd, whã be had neve, and 
was anbongred, both beand they that we 
ree bin: bow be wente ist to the hoͤuſe of 
God inthe cyme of Abiathar che bye prefé, 
and ate the ſhewbreds ( which wes lanfull 
for no man to eate,but forthe preſtes ) and 
be gaue them vnto bim, and to them that 
were with bim 7 And be fayde vnto chem: 
Che Sabbath was made fo: mans fake, 
and not man forthe Sabbathes fate. Ther 
fore is the onne of man LOR DE euen oucr 


aReznb 


the Sabbath. 
Tbelll. Chapter. 
4 E wente agayne ald into the ſyna⸗ 
Mata.b goge, and there was there a ma chat 


Lues.a Dad a wycbred bande. And cthey mar 
Eed bim, whether he wolde beale bim on 
ire Sabbath, hac they might accufe bim. 
nd be ſayde vnto y mã with the wychred 
bade:Sceppe forth bere, And be fayde vn- 
tothe: Is iclanfull todo good onthe Gab- 
bath7Or is it laufullto do euell? to fauclife, 
orcokyilz Sut they helde ebeir ronge. 2nd 
be loked rounde aboure vpon chem with 
wrath, and was ſory foztbe harde hertes of 
thé, and fayde vnts the man: Stretch out 
thine hande. And be ſtretched ic out. And 
aRews-b bis bande was made whole lite as ¥ other. 
And the Pharifes wire out,end ſtraight 
b waye they belde a councell with Herodes 
4 officers aga ynſt bim,bow they might deẽ 
rroye bint. Suc Jeſus departed aweye with 
bis diftiples vnto the fee. And there folo · 
wed him mod) people out of Galile, and frd 
Fewry,and from Jeruſals and out of Jou- 
mea, and from beyonde Jordan, and they 
that dwelt aboute Tyzc and Sydon,a gree 
te multitude which bad herde of bis noble 
actes, and came vnto bint. 
B _ Anvdbe fpate vneo bis difeiples $ they 
ſhulde kepe « ſhyppe for bint becanfe ofthe 
cople, leſt they ſhulde chzungebim: fozbe 
Beales many of them, in ſo mod), that all 
they which were plaged,pieafed vpon bins, 
thacthey might couch bim. 2nd whan the 
foule ſpretes ſawe bim, they fell dorone be- 
fore him, and cricd, and ſayde: Thou are 
tbe fonne of God. And be charged them 
ſtrately, chat they ſhulde noc mate bins 
Enowne. 
nd be wertte vp in to a mountayite,and 
called vnto bim whom be wolde, and they 
came vnto him. And be ordeyned F twolue. 
that they ſhulde be with him, and that he 
might ſende them out to preach, and that 
they might baue powerco beale ficFneffes, 
and FO caſt out deuyls. And vntd Symon 
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he gaue the name Peter, and James the 
fonne of Zebede, fs Ihon thẽbꝛot her of 
‘ames, and gaue thé che name Donarges, 
thatis to faye,che childzen of chonder: and 
Andiew, and Philippe, and Bartylmerw, 
and Mathew and Chemas,and Games F 
fonne of Alpheus, and Taddeus, and Sy- 
mon of Cana, and Judas Iſcariot h which 
betrayed him. 

And theycameto houſe. Then affembled 
the people rogether agayne,in ſo modytbat 
they badno leyfirre to eate. And when they 
that were aboute bim berde of it they wen⸗ 
te out to holde him. For they fayde: «beca- Some 
Ecth to moch vpon him. Bue che ferybes —— 
thatwere come downe from Jeruſaleni ſay Goour of 
de: He hach Belzebub, andchozow the cdhe- his wite. 
fe deuell caſteth be out denyls. And he cal · mato.d 
led them together, and ſpake vnto them in and a.c 
fymilicndes: Lucid 

How can one Sathan dzyue out ano · C 
ther 7 And yf a realme be denyded in it felf, 
bow can it endure? And yf a houſe be deuy⸗ 
ded aga ynſt it ſelß it can not contynue. MF 
Sathan now ryfe agaynſt bint (elf, and be 
atvariaunce with bint félfibe can not endu ⸗ 
re, but is at an ende. No man can entre in 
to a ſtronge mans houſe, and tate awaye 
bis goodes,ercepte he firſt bynde the ftron= 
Se mean, and then (poyle bis boule. 

Derely J faye vnto you: All ſynnes flyal- mM 
be fozgeuen the children ofmen,and the blaf —* 
phemy alſs wherwith theyblaſpheme Sue 
who fo blaſphemeth the holy gooft, bach 
neuer forgeuenes, but is giltie of the ener- 
laftingeindgment. For they fayve: be bath 
an oncleane ſprete. 

And there came his mother and bis bres Matane 
thiéand ſtode without,and ſente onto bin, £4 
and called him. Andthe people fat aboute 
bim,and fayde vnto bimdSeboldeeby mo· 
ther and thy bꝛethꝛẽ are after the without. 
And he anfwered, and fayde: Who is my 
mother and my brethren 7 And be lobeð 
rounde abeute bint vpon bis difciples, 
whid fat rounde in compaffe aboute bits, 
and ſayde: Beholde, my mother and mry bre- 
thren. For who fo ener doth the will of God 
thefameismy brother, and my ſiſter and my 
mother. 


The Ml. Chapter. 
Lid be begãne agayne to teach by y A 
ſee ſide. And there gat hered moch peo Matisa 
ple vnto bim, ſo that be wente ir to g Luce 
ſhippe, and ſat vpon che water. And all 
the people ſtode vᷣpon the londe by the fee 
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ſyde. And he peeachedlonge onto théby pa 
sables,and fayde vnto thẽ in bis Doctryne: 
Serken to, bebolde, there reente out a fower 
£9 fowe: z it happened wh yle be was ſowin 
ge,that fome fell by the waye ſyde. Then ca 
methe foules onder the heaven, and ate it 
wp. Some fell vponftonye grounve, where 
it bad not moc earth : and anone it came 
wp, becanfe it had not depe earth. Now 
whã the Somnearofe,it caught heate: and 
in fo mod as it bad no rote, te wythred 
awaye. And fome fel amonge the thomes,z 
the thomes grew vp, and choked it, and it 
gaue no fruce. And ſome fell vpon a good 
grounde which gaue frute, thatcame vp 
andgrew. And fome bare thirtie folde, and 
fomefirtic folde, and fomean hundꝛeth fol- 
de, And be fayde vnto them: Who fobath 
eares to heare let bint beare. 

And whan be was alone,they that were 
aboure bim wb the twolue, axed bim concer 
nyngethis parable. And be fayde vnto thẽ: 
Vnto youit is geuen,to knowẽ the myftery 
ofthe kyngdome of God: but vnto theni 
that are wichout, ail thinges happen by pa 


theb rables, chat with ſeynge eyes they maye ſe 
. and not difcerne: and chat with bearinge 


cares they maye heare, and not vᷣnderſtõde, 
leſt at eny tyme theyturne, and their fynnes 
be forgeuen them. And be fayde onto them: 
Vnderſtonde ye not this parable? ow wyl 
ye then ‘onderfeonde allother parables? 
The fower foweth the worde. Theſe be 


Mase they that are by the wayefyde: where the 


wor de is forone, andas foone as they haue 
herve it,tmmediatly commeth Satha,and 
tatech awayrthe worde that was ſowen in 
their hertes. And likewyſe arethey that are 
forwen on the ftonye grounde : which when 
thcybaue herde the roorde, receaue tt with 
toye, and haue no rote in them: but endure 
for atyme. When trouble and perfecucion 
aryſeth for * wordes (atc, immediatlythey 
are offended. And theſe are they that are 
ſowen amõ gethe thomes : which hearetbe 
worde,and ¥ care fulues ofthis worlde, and 
the difceatfulnes ofriches and many otber 
luůſtes entre in, and choke the worde, and fo 
isit made vnfrutefuli. And thefe are they F 
are ſowen vps & good grounde: Which bee 
ve F worde,andreceaneit, and brynge forth 
fruter ſome thirtie folde, and fomefirrie fol- 
de, and ſome an bundzeth folde. 

And be fayde vito thé: Is a candle ligh- 
tedto bepue vnder a bufibell, oz onder ata ⸗ 
blez Is it not lighted, to be fet vpon a can- 
delſticke? For there is norbinge byd, that 
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ſhal not be openly ſhewedr and | thereis no- 
chingefecrete, Hal not beEnowne. Who 
fe bath eares to beare, let him heare. And 
He fayde vnto them: Cakchede what ye hea 
re, With what meafisre ye mete, with the fir- 
me fal it be meafirred vnto you agaynec « 
Ad vnto you that heare this, ſhal moꝛe be 
Feuen. For whoo bath, vnto him ſhalbe ge 
den and who fo bath not, from him ſhalde 
taten awaye,cuen that be bath, 

And he fayde:Theeynrgoomeof Godis 
after chismaner,as whena man caſteth ſe⸗ 
de vponthelonde,andflepeth, and ſtonderh 


vp nightanddaye, and the fede ſpryngeth Maud 


vp, z groweth, be not Enowinge of it. (Sor 
the cath bryngeth forth frute of ber felfe: 
firfé che graffe afterwarde the eare, ther 
the full wheave inthe eare) But whan fhe 
bath brought forth the frure,be putceth co 
the fycFell, becanfe the harucftis come. 
And he ſayde Where vntowyl welicFes 
the Eyngbdome of Godz Or by whar ſymili⸗ 
tude 
of muſtarde fede, whid wha it is fore vpð 
thelonve,is theleeft amonge all ſedes of the 
earth. And whã it is fowen, it growerh vp, 
and Is greater cher all berbes,and gecteth 
eate draunches, ſo p the foules vnder che 
ne maye dwell onder F ſhadowe therof. 
And by many ſoch parables he ſpake t he 
wordevnto thé, there after as chey might D 


beareit,z without parables fpatebe nothin aunu.. e 


ge vnto themẽ but vnto bis difciples be ex- 
pounded all chinges pzyuately. And che ſa · 


ine daye at euen he fayde vnto thent: let us Matec 
paſſe over. 2nd chey lec che people go,and Lucsc 


toEcbimas be was in thefbippe, andebere 
were mo ſhippes with bins. And there arofe 
a Greate ſtoime of wynde, and daßhed the 
wawes in to the [bippe, fo thatthe fhippe 
was full. And he was bebynde in the fhippe 
and flepte vpon a pelowe.2h nd they awoke 
bimz ſayde vᷣnto him: Maſter, Careſt chow 
not,that we periſhe? And he aroſe, and re- 
buked ) wynde,and ſayde vnto the ſee: Pea 
ce,and be ſtyll. Andthe wynde was layed, Z 
there folowed a greate caime. And be fayde 
vnto them: Why are yefo fearfull? How is 
it,that ye haue no faith? And they feared 
erceadingly, z fayde one to another: What 
is betbisy Foz wynde and fee are obedient 


vnto bint. 
The V. Chapter. 


Vd theycame — the other ſy 
de of the ſee in to the countreoftbe A 


Saderenites. And whan he wẽte out Mat.e.d 
veee 


of the ſhippe there met him a ma poſſeſſed © 


it Geis Ii Matas.@ 
Lwecompareity It is lite  grayne — 


Che gofpell 


of ant vncleane fprete, which bad bis dwel · 
linge in the graues. And no man coude byn 
de hym no noe with cheynes: for he was oft 
boundewith fetters z cheynes, and pluckte 
thecheynes in finder, and bake the fetters 
inpeces, andno man coude tame bim, And 
he was allwaye borh vayeand mgbe vpon 
ebemountaynes and in the graues crienge, 
and beatinge bim ſelf with ſtones. Buc 
whan be fare Jeſus afarre of,berane,and 
fell dovone before bins, and cricd loude and 
ſayde: What banc FZ todo with the O Je- 
fis thou ſonne of X Hyeſt God zJcharge 
sheby God, that thou torment menot.tte 
uertheles be fayde vnto him: Go out of the 
man chou foule fpzete. And be axed bim: 
What is thy name 7 And be anfivered and 
ſayde: My name is Legion, for therebe ma 
ary Of vs. And be prayed him inſtantly chat 
he wolde not ſende chemamwaye out vf that 
countre. 


BAnd euen there in the mountaynes there 
Mate.d AS a greate heerd of fivyne fedynge, and 


allthe deuyls praied bim,and fayde: Let vs 
Departe in coche fivyne. And anone Jeſus 
gaue them leue. Then che foule ſpretes wen · 
teout, and intredin cothe fivyne. And the 
heerd of ſwyne, ranne beedlinges in co > fee 
with a forme. They were aboute a two 
thoufanve ſwyne, and were drowned in the 
ely 

And the fivyneherdes fled, and tolde it in 
thecice,andin che councre. And they wer 
Be out for to fe what bad bappencd,andca- 
meco Jefizs,and fawebym Aa was pof- 
Feffedand bad bad y¥ legion, that befac,and 
yas clothed, and in bis right mynde, and 
they were afrayed. And they that bad fine 
it, colde thems what bad happened to che 
poſſeſſed, and of the ſwyne. 

And they beganne to pzaychim,that be 
wolde Departe out of their coaftes . And 
whan be came in to the fbyppe, the pof- 
feffed pzayed bin, that be might be with 
bim. 

Clenertheles Jeſus wolde noe fuffre br, 
but ſaide vnto bi: Go troy boufez to t hine 
arone,and tell ché hor greate benefites the 
LORDE bath done for ¥ and bow be bach 
Hadmercy vponthe. And be wente bis 
qwaye,and beganne to publifh in che cen ct 
ties how greate benefites Jeſus bad done 
fez him. And every man marucyled. 

ind whan Jeſus paffed over agayne 
by fbippe, there garhered moch people vᷣn · 
to bint, and was bythe [ec ſyde. Andbebol- 
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de, there came one of therulers ofthe ſyna⸗ 
goge, whok name was Jairus. And whan 
be ſawe him, be felloowne at his fete, and 
befoughe him greacly,z fzyde: My dough · 
ter is at the poynte (of death) let tebe thy 
pleaſure to come and laye thine honde vpon 
ber, that ſhe maye be whole and lyue. And 
be wente with him, and mod people fo- 
Towed bint, and chronged bint. 

And chere was & woman, whidy had 
Hadche bloude yſſue trvoluc yeares,and bad 
fuffied moch of many pbificians, and (pent 
all chat fhe bad, and was noe belped, but 
racber in woͤrſe café. Whan fhe berde of 
Jeſus, ſhe camebebynde amongetbe peo~ 
ple, andtouched bis garment. Foz [he ſay⸗ 
De:NF I maye but couch bis clothes, Ffhal 
be whole. 

And immediatly ¥ fountayne of bir blow 
de was dzyed vp, and ſhe felt in bir body, ** 
Phe was healed of the plage. 

nd forth with Seas felt in himſelf che 
power that was gone out of him, andene 
ned him aboutcamdge the people,and ſay 
De: Who bath touched my clothes 7 And 
Dis difciples (aye vnto him:Thon ſeiſt chat 
the people thruͤſteth the, and fa yeſt · Who 
bath couched me? And he loked aboute co 
fe ber, that had doneit, 

As forthe wouran, ſhe feared and trent= 
Bled ( for ſhe Enew, what was done in ber) 
and came and fell 9owne before hint, and 
tolde bimtbe whole tructh. And he fayde 
vnto ber: Dougheer, thy faith bath mave 
thewhole: gocby wayetn peace,z be who- 
le ofthy plage. 

Whyle be yet ſpake there came certayne 
from che ruler of the fynagoges boufe,and 
fayde:T by doug hter is deed, why trouble = 
thon the maftereny moze z Buc Jeſus ber- 
de right foonethe worde that was fpoken, 
SND ſayde vnto the ruler of the fynagoge: 
Be not t hou afrayed,beleue onely. 

And be fiffred no ma to folowe him, bute 
pee and James and Ihon bis brother. 

nd be camein tothe ruler of the ſynago⸗ 
ges boule, and fawe the bufynes, and thom 
that wepte and wayled greatly: and be 
wente in,andfayde vnto them: Why mate 
yetbisa doo, and wepe: The mayde is not 
deed, bur ſlepeth. 

And chey laughed him to Come * Anky 
Hedzoue chem all out, andcote che father 
and mother of rhe mayde, and chem that 
were with bim, and wente in where the 
mayden laye. And be toke the maydẽ by the 
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Honde,and fayde onto ber: Thabiths Cumi 
(robich is by interpretacion Naydẽ Fj faye 
atohasc vnco the: Aryſe. · And immediatly the may 
Ado£ den aroſe, and walked. She was tivolue yer 
re olde and they were aſtonn yed out of mes 
fare. And he ch rged chem ſtrately, that 
no man ſhůlde knowe of it,and ſayde vnto 

them that they ſhulde geue her to eate. 

Tbe Vi. Chapter. 

a LL be departed chence,andcame it 
Batis 4 Of to bis awne countre,and bis difciples 
Meas Folowed him. And whã ¥ Sabbath 
came, be beganeto teach in their fynagoge. 

Andmany that herde it, marueled at his ler 

nynge, and fayde:§rom whẽce hath be the- 

fe chingesy And what wyß dome is this, F 

48 geuẽ bim:z ſoch actes as arc done by bis 

handes? Ys not chis the Carpenter the for 

ne of Mary, and the brot her of James and 

Jofes, and of Jude and Symon 7 Are not 

Bis fifters bere with vs alſo And they were 

offended at him. Bue Jeſus (aide vnto che: 
Mature QA propbetis nowherẽ leffe fet by, the in bis 
Luc4-€ awne countre,z atbome amonge bis awne. 
And be conde noe [lero one miracle there, 
but layed bis handes vpon a few ſicke, and 
healed them. And he marueyled at their vn 
beleue. 

And he wente aboute in the townes on 
euery ſyde, and taught them. And called the 
twolue, and begãne to ſende them two and 
two, and gaue them power ouer the uncles 
ne ſpretes And conmaunded thé,that they 
fhulve cate not hinge with them towarde 
their iourncy,fane onely a rodderno {erippe, 
no bred, no money in the gerdell, but fhulde 
be fhod with fandales,and that they [pulde 
Not put or two cotes. And be fayde vnto 
them : Where fo ener ye ſhal entre in to an 
bonfé, there abyde, tyll ye go thence. 2nd 
who fo ener wyll not receaue you, ner beare 
you,departe ont from thence, and fate of 
the duft from youre fete, for a wytneſſe vn⸗ 
to them. J faye vnto you verely: It [hal be 
Mata.d eafyer for Godome and Gomorra in the 
Lucio.a daye ofiudgment, ther for that cite. 
Mat.to.a ANd they wéte forch, and pzeadyed, that 
mest ſhulde amẽde them felues,and they café 
out many deuyls:and many that were fice 
anoynted they with oyle,and bealed che. 

And it came to Eynge Herods cares (for 
bis name was now knowne) and he ſa yde: 
Shon the baptiſt is ryſen agayne from the 
Deed, and therfore are bis dedes fo mig htie. 
But fomefayde : It is Elias. Some fayde: 
Jets a prophet,oz one of F prophetes. But 
when Herode herde it, be ſa yde: Je is Ihon 
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whom TJ bebecded,beis ryſen againe from 
the decd. This Herode had ſent forth, and 
tater Shon, and put him in preſon, becauſe 
ofrerodias bis bzotber pbilippes wife, for 
be had maricd her. Pteuertheles Jhon ſay⸗ 
de vnto Herove« It is not laufull for thet seviie 
Dane y brot hers wife. But Herodias layed 
wayte for bint, and wolde haue flayne bins, 
and coude not. Notwit hſtsdiuge Herode 
feared Ihs, for be knew that he was a iuſt 
andboly man:and he keptẽ him, and herke· 
ned vnto him in many thinges, and herde 
him gladly. 

And there came a conuenient daye, that C 

Herodeon his byrth da ye made a ſupper to Mati4a 
the lozbes, capraynes and chefe eftaces of Oenaee 
Galle. Then tbe dang beer of Herodias ca- 
Me in,and daunſed, and pleafed Herode, and 
them that fat at the table. Then fayde the 
Eynge vnto ¥ damſel: Axe of me what chow 
wile, J wil gene it the. And be fivare onto 
ber: What ſoeuer thou ſhalt are ofme, J wil 
geue itthe,euen vnto y onc half of myk yng 
Dome.Sbe wente forth, and ſayde vnto hit 
mother: what ſhal J are? She ſa yde: Ihon 
baptiſtes heade. And immediatly [lye were 
into che kinge with haiſt and ſayde: J will 
thatebougene me ſtraight wayein a plat- 
terthe heed of Ihon the baprift. Chen the 
Eynge was fozy:met forthe dothes ſale and 
théthat fat atthe table, bewolde not faye 
her nay. 

And immediatly he ſent the hangman, D 
and commaunded his heade to be brou ght 
in.So be wẽte, and heeded him in the preſon. 
and brought bis heave in a platter, and ga 
ue it unto the damfell,and the damfell gauc 
tt vnto bir mother.2And whan his difciples 
berdethat, they came and tote bis body,z 
layed it in a graue. 

And the Apoſtles came together vnto matas.b 
Jeſus, and tolde bi all, and what they bad Lucs.b 
Doneandtaught.And be fayde vnto them: 

Let vs go out ofthe wayein co the wylder- 

nes, and reſt a litle. For there were mary cõ⸗ 

mers and goers, and they bad not tyme 
ynough toeate. And there he paffed by [hip 

pe ontof ¥ waycintoa veferte place. And 

the people ſawe thé departynge awaye and 

many Encwe of it,z ranme thither together 

of fore outofall cities, z came before the,z 

came onto him. And Jeſus wente out, and Mats.d 
{ere moch people, and bad cSpaffion vpon 

them: for they were as the ſhepe, tihat haue xezecs4.2 
no ſhepherde and he begãnẽ alsge ſermon. 

Liow whan the daye was farre paſt. bis 
diſciples came vnto hůn, and ſaydei This is 
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a deſerte place, let them departe, that they 
maye go in tothe vyllagies and townes 
rounde aboute, and bye them felues bred, for 
they baue not hinge to eate. But Jeſus an- 
ſwered and fayde vnto them: gene ye them 
ro eate. 

And they ſayde vnto hint: Shal we go 
then, and bye two hundreth perry worth of 
bred, and geue them to eate? He fayde vnto 
them: Howmany loaues haue ye 7 Go and 
ſe. And when they had ſearched they fayde: 
¶ Fyue, and two fiß hes. And be conmmaunded 
chem all to ſyt Downe by table fulles vpon 
the grene graffe. 2nd they ſat downe bere 
e@rowe and chere arowe by bundieds and 
by fifties. And be tote the fyue loaues and 
two fifbes, and loked vp vnto heauen, and 
gaue thankes, and brake the loaues, and ga 
Beto the diſciples, to ſet before them. And 
the two fißhes parted he amongẽ them all. 
And chey all ate, and were fatiffied. And 
they toke vp twolue baſkettes full of ¥ bzo- 
Een pecesand ofthe fifbes. And they that 
Ate, were abonte fyue thoufande men. 2nd 
anone be cauſed bis difciples ro go into the 
Phipps, and to paffe ouer before bint vnto 
Dethfaida,whyle be ſent awaye che people. 
ind at even wasche [hippe inthe myddefé 
of the fee, and be alone vpor thelonve. 
And he ſawe that they were in parell with 
rowynge, for the wynde was agaynſt 


them. 

Andaboutethe fourth watch of y night 
De came vnto them, and walked vpon che 
fee, and wolde haue gone ouer by thé. And 
whanthey fare bim waltinge vponthe fee, 
they thoͤught it bad bene afpzece, and cried 
‘one, fozthey fare bim alland were afrayed. 
Duc immediatly he talked wich chem, and 
fayde vnto them· Se of good comforte,{ers 
¶be not a frayed. Ind be wéte vnto them 
hr to the ſhippe, and the wynde ceaffed. 
And they were aſtonnyed,and marueled ex⸗ 
ceadingly:fozrthey bad forgotten the *loa- 
ues,and their bert was blynded. 

And whanchey were paffed ouer they ca 
sme in to lande of Genesareth, and dene vp 
into the hauen. And whan thy were come 
out-of che [hippe, immediatly they knewe 
him, and ranne thorow oucalltbe region 
aboute, and beganne on euer y ſyde to beyn- 
ge vnto bint in beddes foc as were fice, 
robere they berde that be wes. And whi- 
sher ſo ener be entredin totornes, cities oz 
vyllagies, there layed they the fice in the 
market place, and prayed bim, that they 
might but conch the bemme of bis gar- 
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ment . 2nd as many as touched bins, were 
made whole. 
The vil. Chapter. 

A ET there came vnto him the Phari· A 

were come from Jeruſalẽ. And whã 
they ſawe certayne of bis difciples eate 
bred with comon(that ts, with vnwaſhen) 
bandes,they complayned. Foz the pharifes 
zallthe Jewes cate not, erceptethey wa 
their banves oft tymes: obfernynge ſo the 
tradicions ofthe eiders. And whanthey co 
me from the market, they eate not, ercepte 
they waßhe. And many other chynges the- 
rebe, which they haue tates yponthem co 
obſerue, as the waſhinge ofcuppes and cris 
ſes, and braſen veſſtis and tables. 

Theu t he Phariſes and ſerybes axed him: 
Why walke not thy diſcipies a fter the tradi 
cions of the elders, but eate bred with vie 
waß hen handes? But be anfiwered z fayde 
vnto them: Full well bath Eſay prophecied 
of you Npocrytes,as tt is wꝛyttẽ: Chis peo- 
es bonoureth me w their lippes, buctheir 

ert is farre fro me. But in vayne do they 
ferue me, whyle they teach fod) doctrynes 
as arenotbinge but the commaundemetes 
of mẽ Ne leaucthe cSmaundement of God 
and kepe the tradicions of men,as che waf- 
Phynge of crufes and cuppes, zmany fodp 
thinges 90 ye. 

And be farde vnto thé: How goodly haue B 
ye café afyde the cSmaundement of Sod to 


mante yne youre orone tradicions? For Mo — 
¥Exoanb 


[es ſa yde: Honoure facherz mother. * Who 
fo curſeth facberand mother, fhaldye the 
death. But ye faye:A ms [hal faye to father 
or mocher:Cozban, thatis, Che thinge $Y 
Hulde helpe the withall,is geuẽ unto Good. 
And t hus ye ſuͤffre him nomoze todo ought 
for his father 92 bis mother, zmate Gods 
worde of none effecte, thorow youre owne 
tradicions that ye baue (et vp. 2nd many 
ſoch thinges do ye, 


ind be called vnto him all che people, matas.b 


and fayde onto them: Herken vnto me ye 
all,and vnderſtonde me. Thereis nothinge 
without a man, that can defyle bim, whan 
it entreth ist co bins. But chat goeth out of 
bim,thatts it chacmateth cheman vnclea 
ne.pfeny man bauc eares to beare, let bint 
Heare. And whan be came fromthe people 
into ¥ houle,bis difciples ared bim of this 
fymilicude. And he fayde vntothem: Are ye 
ſoͤ then — vnder ſtondinge!: Perceaue 
yenot yet, p euery thinge which = erate 


ſes, and certayne of the ferybes, that macisa 
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and goeth in to the m5,can not defyle hime 
Goritentreth noc in to bis bert, bucin co y 
bely, and goeth outin to the draught, thar 
purgech all meates, 

C Anvdbhefayde:Chethingethat goeth out 
of the man, that defylech the man. Foz 
from wit hin oncofebe bert of man pzocea- 
de enell thoughtes, aduoutrye, whozdome, 
murebur,theft,copctcoufites,wicFednes, dif” 
ceate, vnciennes, a wicFed eye, blafpbemy, 
pryde, fooliſhnes. Wilrhefée euell shinges go 
from within, and defyletbe man. 

And hẽ aroſe, and wente from hence in 
tothe borders of Tyre andGydon, z entred 
in to an houſe, and wolde let ndo man knowe 
of it and yet coude be not be byd: For a cer- 
tayne woman( whoſe doughter bade foule 
ſprete herde of bun, and came and filldow- 
ne «this fete (and it was in Heit hẽ woman 
of Syrophenices) and fhe beſought bint, 
that be wolde dzyue out the deuell frombir 
doughter. But Jeſus fayde onto her: Lee 
the childzen be fed firſt: It is nor mete to ta 
Ee the childrẽs bed, andro caftit vnto dog · 
ges. She anfivered and fayde onto bim:ee 
LORDE,neuertheles the whelpes alfo eate 
onder Y cable,of ¥ childꝛẽs crSmes.2ind be 

D fayde ontober: Lecanfe of chis fayenge go 
thyrwaye, the deuell is departed ont of chy 
doughter. And ſhe wente vnto bir houfe, z 
founde that the deuell was departed, and 
bir dougbterlyenge onthe bed. 

Mat.od nd whan be wente out agayne from 
Lucanb the coaftes of Tyre and Gydon, be came 
vnto the ſee of Galile, chozw the myddes of 

F coaftes of the tẽ cities. And they brought 

vnto bim one that was deaf, and badim- 
ediment in bis (peed. Andebey prayed 

int, that be wolde [aye bis bande vpon 


int. 
And he coke him a ſyde from ehepeople, 
and put bis fyngers in bis cares, and dyd 
ſpyt, and touched bis tonge, and loked vp 
vnto beauen, fighed,and fayde vnto him: 
pbetha, thacis,be opened. Andimmedi- 
atly bis cares were opencd, and the bonde 
of bis tõge was lowſcd.and be [pate right, 
Marerd And he darged chem, chat they ſhulde tell 
ands noman. 
But the more he forbad them. the moze 
they publiſhed ic, z marneyled one of mea- 
sGensd fire, and fayde: « de bath done all chin- 
Eccliss-€ ges well. Che deaf bath be mave to beare, 
andthe domme to ſpeabe. 


The VI. Chapter, 
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T the fame tyme whan there was A 

moc people there, and had nothinge 

to eate, Jeſus called bis difciples to 
him, and fayde vnto them: I haue compaſ⸗ 
fion vpon the people, for they bane taried 
xb ime now thre dayes, zhaue nothinge to 
eate. And yf let them gobome frome fat 
tynge,they ſhulde fayntẽ bythe waye,* For Tob.n.b 
fomeof chem were comefromfarre. And Eacoa 
bis difciples anfivered bim: Where fhulve 
we get bred here inthe wyldernes, to faciffie 
them And he axed thé: How manyloaues Macee 
baue ye 7 They fayde : Seven. And he com · 
maunded the people to ſyt downe vpon the 
grounde. And be coke the ſeuen loaues, and 
FZaue thãkes, and brake them, and gaue thé 
vnto bis difciples to fet them before the peo 
ple. And they fer ché before the people.And 
they bad a fer finall fyſhes, and whan be 
bad geuen thankes, he bad ſet the famebefo 
re the people. Chey ate,and were fati(fied, 
zcoke up feué baß kottes fullof} broke mea 
te that was left. And they pate, were vps a 
feure thouſande. And be ſent thé arvaye- 

And forth wich he wente in toa ſhippe B 
with bis difciples, and came in to the co- Matis.a 
aftes of Dalmanutha. And the Phariſes lobiod 
wente out, and begãne to difpute with bim, 
and tempted bint, and defyzcd a token of 
bim from beaut. And be fighed in bis fpzere, 

Gnd ſa yde: Why doththis geueracionfetea Matiab 
toben? Verely J faye vnto you: There ſhal boe· na 
no tokẽ be geuẽ vnto this generacion. And 

he left themm, and wẽte againe into che [hip 

Pe,and paffedcuer. 

Andchey forgat to tabe bred with thens, Nat. ic. a 
and bad nomore n ich them in the fhippe tor" 
buconeloaf.2indbecdivaundedebem, and 
fayde: Tate hede, and bewarre of che leuen 
ofthe pharifes,and of the leuen of erode. 
ind cheir myndes wanered here andchere, 
and ſayde amonge them felues : This is ic, 
that we baueno bred. 2nd Jeſus vnderſtode 
that,andfayde onto them Why cronble ye 
youre felues,that yc haue no bred ? Are ye 
yet without vnderſtondinge? Haue ye yet a 
blynded bert in you Haue ye eyes, ſe not? 
and baue ye eares and heare notr and remẽ · C 
bre ye not, that J brake fyue loaues amon- Marcce 
ge fyue thoufande, boromanybaptetecs fill b+? 
of broken meaterote ye then vprTbey fay” 
de: twolue. And · whan J brake the fſeue n «Matasd 
amonge the foure thoufande, how many baf Marc-aa 
Eettes full ofb:oten meatetoke ye then vpr 
They ſayde: Seuen. And befayde vito ebé: 

WOby are ye then without underjiondinge:* 
And be came to Berbjaida,z they brought 
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one blynde onto bim, and prayed him to 
touch bim. And be coke the blynde by the 
bande, aud led bim out of the towne, and 
ſpat in biseyes, and layed bis handes vpon 
bim, and ared bint whether be farce ought. 
And be loEcd vp,and ſa yde: I fe men goyn- 
geas yf J [awe trees . After this he layed 
bis bandes vpon bis eyesageyne,andma- 
De him to fe. And be was brought to right 
againe, and ſawe all clearly.2ind be ſent him 
home, and ſayde: Go not in to ¥ torone,and 
tellit alſo vnto noman therin. 

D _ And Jeſus wente out and bis diſciples 
Mat.is.b into the cownes of che cite Cefarea philip- 
Luss pdAndin * waye heared his difciplesand 
fayde vnto them: What do men faye, that 
JamrT bey anfwered: They faye, thou art 
Sbonche baptiſt: Some faye chou art Eli⸗ 
ãs, ſome that chou art one ofthe pzophetes. 
And be fayde vnto them : Dut whom faye 
ye that Jamz Cher anfivered peter and 
ſa yde vnco bim: Chou are very Chriſt. And 
be charged them ftrately, chat they ſhulde 
tell noman of bint. And bebeganeto teach 
thein: The fonne of man muſt ſuffre many 
thinges, and be café out of the elders z bye 
preftes and ferybes,and be put to death, and 
after thee dayes ryſe agayne. And that wor 
de ſpake be fre openly. And peter coke him 
vnto bim,and beganne torebute him. But 
beturned him abouce, and loked vᷣpon bis 
diſciples, and repzoned Peter, and ſa yde: 
Go after me thou Sathan, foztbou fauou- 
reſt noͤt the thinges that be of God, but of 
men. 

E And he called vnto him the people with 
Matus.d bis difciples,and fayde vnto them: Who fo 
Lucs¢ ener — me, let him denye himſelf. 
Lucig.d and tate vp bis croſſe, end foloweme. Foz 
Toha.12.¢ who ſo euer wyl faue bis life, ſhal lofe it: and 

who foenerlofeth bis life for my ſake and > 
goſpels, ¥ fame [hal fauc ic. What belperh 
ita ms though be wãne the whole worlde, 
and yet tote barme in bis foule 7 Oz, what 
can a man gene,to redeme bis foule withall? 
Bat-10.d YObo fo euer is afbamed of me and of my 
—— wordes amonge this aduouterous and ſyn· 
acagb full generacion, of bint ſhal che fonne of 
man alo be afbamed, whan be commerh 
inthe glozy of bis father with theboly an- 
Marac.d gels, Und be fayde vntothem: Verely FJ 
LEEDS Fave vnto you: bere ftove bere fome,whidy 
Mal not taiſt ofoeach,cyll chey ſe cheEyng- 
Dome of Sod come with power. 


The kX, Chapter. 
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>) Lid afer fire dayes Jeſus toke vnto A 
7a bint peter, James and bot, and mMaciz.2 
brought them vp in toan hye moun⸗ Lucod 
tayne out ofthe wayealone,and was ttãſfü 
gured before chem,-and bis clothes rere 
bright and very whyte as ¥ firowe,fo why · 
teas no fuller canmate vpon earch. And 
there appeared unto thé Elias with Mo· 
fes, and they talked with Jeſus. And peret 
anfivered, and fayde vnto Jeſus: Rabbi, he · 
rets good beynge for vs. Let vs mate thie 
tabernacles:one for the,one foz Moſes, and 
one for Elias. Foz be Enewe not what be 
ſayde, andt hey were very fearfull. And the- 
se was a clonde, whic ouerſhadowed thẽ. 
And out ofthe clondechere came a voyce, 
and fayde: Chis is my deare ſonne,* heare 
bim . 2nd immediatly ebey lofed aboute 
them, and fawe noman more then Jeſus 
onely with them. 

But whan they wente downe from the mataz.b 
mountayne, Jeſus chargedebem, that they 
ſhulde cell noman what ehey bad fine, tyll 
the fonne of man were ryſen agayne from 
the deed. 

And chey bepte chat ſayenge by thent, 
and axed one another: What is thatryfinge 
agayne from the deed And they ared him, 
and fayde: Why ſaye the ferybes then, that 
sElias muſt firſt come y He anſwered and +Malasd 
ſayde vnto them: lias fbal come firſt int 
dede,andbzynge allthinges to right agay⸗ 
ne. Che ſonne of mas alfo ſhal fuffte many 
thinges, and be defpyfed, + as itis weyttert. vEfa.sud 
But F faye vnto you: Elias is come, and Plaza 
they bane done vnto bim what ehey wol- 
de, acordinge as tt is wrytten of bins 

And he came to bis difciples , and fawe macir.b 
moch people aboute them, and the ferybes Lucs.d 
difpatynge with them. And as foone as the 
people fawe, they were aſtonn yed, and rane 
ne wnto biss,and faluced him. And be aged 
the ſer ybes: What diſpute ye withebems 
And one of the people anfivered,and ſaͤ yder 
Maſter, J paue bzoughe vnto the my for- 
ne, which bath a domme fpzete: and whan 
ſo euer herateth him, he teareth bim,and be 
fometh, and gnafbeth with the teth, and 
pyneth awaye,z J baue ſporen to thy diſci 
ples that they fhulvecaft bint out,and they 
conde not. 

He anſwered him, and ſa yde: O thou vn- C 
faithfull generacion ,bowlonge ſhal J be 
with you 7 How longe ſhal J ſuffre yous 
Brynge bi hithertome. Andebey brought 
bim vnto bin. And as foone as the fpzete 
ſawe bins, be tare bint, and Ly part the 
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earth,and weltred and formed. And be ared 
bis father: owlongeis it, fens this bappe 
ned vnto him? He ſa yde: O fa childe,and oft 
tymes bath be caſt him in to che fyre and 
water, to deftroye him: but yf thoͤu canſt do 
enytbinge, haue mercy vpon vs, and helpe 
208. Jefus fayde vnto bint: RF thou couldeſt 
beleye: Allebinges are poffible onto him 
tbat beleneth. And immediatly the father 
of the childe cried with teares, and fayde: 
LORDE SJ beleue: O belpe thou myne vn⸗ 
‘Grow whan “ee fametbacebe peopl 
ow whan Jeſus ſawe that eople 
ranne to, be rebuted the foule pee, ane 
fayde once bim:Thou domme and deaf (pre 
te, J hargethe,departe out of him, and en- 
trenomore into bim front hence forth. 2nd 
He cried, and rent him foze, and departed. 
ind be was as though be had benc deed, 
in ſo moch chat manyfayderbe is deed. Buc 
Jeſus coke him by the bande, and fee bint 
»p.2ind he aroſe And rohan be came home, 
bis diftiples ared bim ſecretly: Why coulde 
not wecaft bim out ? And be ſayde: This 
Eynde cã go out by no meanes, but by peay- 
ex and faſtynge. 

D _ Andebheydepartedthéce,and toke their 
Matiz.d tourney ehozorw Galile, and be wolde noe 
Marcs.d that eny — tnowe of it. Bue he 
—* taught bis dif ciples,and ſayde vnto them: 
ioc © Ce fonne of ms ſhalbe del yuered in to the 
handes of ment, and they ſhal put him to 
Death:and whan bets put co death, be [hal 
ryfe ageyne the thirde Daye. But they vn- 
berftode nor that worde, and were a frayed 
toare him. 

And be cameto Capernaum. And whan 
he was at home, he axed them? What diſpu 
ted ye amonge youre ſelues by * waye: But 
they helde —— — they bad difpu- 
tedby the waye amongẽ them felues, who 
ſhulde be > greateſt. And he ſat downe, and 
called the twolue, and fayde vnto them: pF 
Mataod eny man wyl be the firft, the fame fal be 
the laft ofall, and the ſeruaunt ofall. And 
Hetote a childe, and fer him it the myddeſt 
of them, and tote bim in bis armes,andfay 
de vnto them: Who fo ewer receaneth ſoch 
achilde in my name,receaneth mezand who 
fe ener receaueth me,receaueth not me, but 
him that bach fence me. 

Ihon anfivered im, and ſayde: Maſter, 
we [awe one dryue out deuels in thy name, 
but he foloweth not vs, and we forbad him 
becaufe be foloweth vs not. But Jeſus fay 
“.Coina Se: Gorbyd him not: for · there is no mstbhac 

dotha myzscle in my name, and can ſoone 
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eake euell of me. Foz who fo ever is noe 
5 ves the ſame is forvs. And whofe & 
ever geueth youa cuppe of water to drynke Macie.¢ 
inmy name,becanfe ye belonge onto Chufk, 
verely J faye unto you: be ſhal not loſe bis 
rewarde.2ind who fo offendeth one of theſe macise 
litle ones that beleue in me, it were better Lucaz.a 
for bin, that a mylftone were ba ged abou- 
te bis nec, and be caft into che ſee. Afthy Mat. 
Have offende che,cut bim of. Better itis for anda 
che to entre in colifelame,tbhé hauynge two 
bondesto go inte bell into the everlaftinge 
fyre, wherẽ their worme dyeth not,and their 
fyre goeth noe out. 
Rf thy fore offende the, cut him of. Wee- 
ter itis forthe to entre into life crepell,ché 
hauynge two fete to be caſt into bell inthe 
fyre euerlaſt ynge, where their worme dyeth 
not, and their fyre goeth not out. Rf thine 
eye offendethe,caft him from the. Setter it 
is forthe to entrein to > EyngdomeofGod 
with one eye, then banynge trooeyesto be 
caſt in co the fyre of bell: where their wor · Eface.d 
medyeth not,and their fyze gece not ont, E=tese€ 
Foreuerymã muſt be faleed wh fyze,zveuery *Leviad 
offerynge ſhalbe feafoned xb fale. Che faltis Mats # 
good:bue yf $ falt be onfanery, wherwith e+ 
all ſhal it be ſalted? Haue ſalt in yousz peace 
amonge yé felues one with another. 
Chex. Chapter. 
Ld berofevp,and came from thertce A 
into the places of Jewry beyonde 
Jordan. And the people wẽte agayne 
vnto bim by heapes, and as bis mancr wae 
be taught them agayne. And the pharifes 
came onto him, and axed bim, yfit were lau 
full for a man to put awaye bis wife, and 
tempted bim withall. But he anfivered and 
fayde:DObat bath Moſes cõm aunded you? 
Chey ſayde:Moſes fuffredeo wꝛyte a tefki- —* 
moniall of deuorcemẽt and to put her awa · 
ye. Jeſus anſwered, and ſayde vnto them: 
Secauſe of F hardneſſe of yd hert dyd Mo 
ſes wryte you this commaundement. Bue 
fromthe firſt creacion God made thé man 
and woman. For this cauſe ſhal a manles- 
uc his father zmotber, and cleue vnto bis 
rife, and they two ſhalbe one flefly. Stow 
are they not troayne thé,but one fieſh. Let 
not man therfore put aſunder that, which 
Godbath coupled together. 
And at home 280 axed bimagay 
ne of ſame. And he ſayde vnto thẽ:Who sro. 
ſo euer putteth awaye bis wife, zmarieth andiob 
anotber,breaEeth wedlocFe to berwarde,  Lucasic 
And yfa womã forlate bir buf bande, z be 
maried to another, ſhe cðmittet h aduoutrie. 


Gens 
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Andthey brought childrẽ vnto him, that 
he might touch t hem. But the difciples re- 
— ebofe that brought the. Reuerthe⸗ 


of S. Marke. A. xxi. 
Tondes with perfecuctons, and in the worl⸗ 
de to come enerlaftinge life · Sut many that 
greche firft, [pal becbe laſt: and the laſt che 


s rohan Jefus ſawe it, he was difpleafed, facies 
and ſayde unto them: Suffte the childzen to They were in the waye goinge vpto Je D 
come vnto me, and fozbyd them nor, for of rufalem,and Jeſus wente before them.2ind Mac.zo.b 
ſoch is the kyngdome of God. Verely J faye they wereaftonnyed,and folowed bim,and Lucued 
DNEO you: Who ſo euer receaueth not the were afrayed. And Jeſus coke the twoiue 
Eyngdome of Sod as a childe, be fhalnoe agayne and tolde them what ſhulde happẽ 
entretherin.2ind he toke them vp in his ar · ¶ Vnto him Beholde we go vpto Jeruſaitin. 
mes, and layed bis handes vpon them, and and the fonne ofman bate Delyuered vn⸗ 
bleffed then. to the bye pzeftes andfcrybes,and they ſhal 
2ndwhan be was gone forth vpon the condemebore todeath,anddelyuer bim vn 
Mai waye, there came onerunninge,andtneled to the Heythé.Andebey fhalmoctebt,and 
Lu ynto bint,z aed bim:Good Maſter, what ſcourge bum, and fpyt vpon bim, and puc 
hal J do that J mayeinberct euerlaftinge bimtoveath,and onthe thirde —S he 
life: Sut Jeſus ſaide onto him: Why calleſt ryfeagayne. 
Deutsz.£ thoume goody Chere ts no man good, but Then wẽte onto him James and Ihon Matsoc 


God onely, Chou EnowefE the commanun- 


Exoao.b Sementes:Chon fale not breabe wedlocke: 


thon ſhalt noe Eyll: chon ſhalt not ſteale: 
thou fale beare no falfe wytneffe: thou 
Phale begyleno man: Honoure thy father 
and mother. But be anfiwered, and fayve vit 
to bin : Maſter, all theſe bane J kepte fro 
my youth vp .2ind Jeſus bebelve bum, and 
loued bim,z fayde vnto bim: Thou wanteſt 


¥ fonnes of Zebede,and ſã yde: Maſter, We 
Defyre, that what foeuer we areof the thou 
wilt doit for vs. He fayde onto the: What 
deſyre ye that J flyaldo to your They fayde 
vnto bim: Graunte vs, that we maye ſyt 
one at thy right hande, and onc at thylefe 
bandein thy glory. But Jeſus fayde vnto 
thE: Ne wote not what ye are. Maye ye dryn 
tethe cuppe, § J ſhal dzyntey and be bap- 


"Ade onetbinge:Gothywaye,and*fell all chat ¶ cyſed with the bapryme that al be ba: 
anded ¶ chou haſt and geue it unto ¥ poore:fofiale tyfed withallethey fayde — 
thou haue a treaſure in heauen and come we ma ye. Jeſus fayde vnto than: The cups 
foloweme,andeatethe croffe vpon y. And — pethas J drynke ſhal ye dryne in dede:and 
he was difconforted at thefayenge,z wen- be baptyléd withthe baptyme thar Fj [hall 
te awaye ſory for be bad greate poffiffions. be bapt yſed withall. Neuercheles tõ ſye ar 
€ And Fefirs lokedabouce him, andfayde myrightbandeandarmylefe,is notmyne 
Matus.c wnto bis diftiples: O how hardly fhalthe co gene you, but onto them for whomitis 
Lucas rychecomeinto $ Eyngdome ofGoodz2And prepared. 
the difetples were aſt onnyed at bis wordes. 2nd whã the ten herde that, cheydifoay Pd 
Due Jeſus anfwered agayne, andfaydewn- ned at James and Ihon. But Jeſus called 
to them: Deare childzen, how harde is it ſoe them, and ſayde vito them: Ne knowe tiat 
them chat truſt in riches, to come intothe the prynces of * worlde haue dom ynacton Mat.zo.d 
Eyngdome of God It is cafier for a Camell oT ibeyeaplenns ¥ mighticerercife aucto- marc.o.d 
to go thorow the cye ofanedle, chen fora rite amonge them.Go flpal it not be amon Luc. 
vid) man to entreinto y EyngdomeofGov. ge you: but who fo encr wil begregte ams- and32.b 
Met werethey affonnyed ? more,andfayde Ze you, ſhal be youre mynifeer :andwhofo 
amonge thé felues: Who cant thé be faued? wyl be chefeſt amonge you, ſhalbe ſeruaunt 
But Jeſus bebelde chem, and fayde: With ofall. Fo2rebe foune of man alfo camenocto 
Zachaa Menicis vnpoffyble, but not with God: fot be ferned,bucto do feruyce,and «to geue his ¥fohueb 
with God all thinges are poffyble. life to a redempcion for many. 
Then ſayde peter onto him: Beholdewe And they came vnto Jericho. And whan matrod 
Mat.1s.d bane forſaken all, and folowed the. Jeſus he wente out of Gericho, and bis difeiples, Lucus.d 
Lucusc anfivered zfayde: Derely Ffaye onto you: and moch people.there fat one blynde Bar- 


There is so man that forfatech houfe, oz 
bret hren orſiſters, or father ormoͤt her, or wit 
fe, orchildren, or londes for my fake and the 
‘olpels, —2 not receaue an hundreth 
rolde now in this tyme, houſes, and brethrẽ 
Gnd fiftere, and mothers and children, and 


thimeus the fonne of Chimens by ¥ waye, 

and begged. 2nd whe be herde that it was 

Jeſus oe Llasareth,be begannetocticand 

faye: Jeſu chow fonne of Dauid have mercy 

Dpor me. And many reproncd him, that he 

Phulve bolve bis tunge, But be cried moch 
D iq 


The gofpell 


more: T how ſonne of Dauid hanemercyopS 
ame, And Zeſus ſtode ſtyll. and bad call hum. 
And they called the blynve, and fayde vnto 
bim:Beofgood conforte, aryfe, be callerh 
the. And be cafEawaye bis garment front 
Him, fEove vp, aud came to Jeſus. And Fe- 
firs anfivered,z fayde onto bim: What wilt 
thon that do vntothe? The blynde ſayde 
auto bins: Waſter. that JI mighe ſe. Jeſus 
fayde vnto bim:Goy wa ye thy faith bath 
heiped y. And immediatly be hadhis fight 
and foloͤrved him in thewaye. 
Chex. Chapter. 


A QU Ftd whan they came nye Jeruſalem 
Mata.a to Bethphage and Bethanye vnt⸗o 
Lucag.¢ mount Olivete,be ſent two of bis dif 
ciples, and fayde onto thent: Go into the 
rowne thatlyeth before you, and as foone 
as yecome in, ye [hal fynde a foale bounde, 
wher vponno man bach ſyttẽ: lowe it, and 
brynge te hither. And yfenyman faye vnto 
vyou: wherfore do yethat: Then faye ye: Che 
LORDE bath neve therof, and forth with 
be fhal ſende it hither. They were cheir waie 
and founde the foale cyed by ¥ dore without 
atthe partynge of che waye, and lo wſed it. 
And certayne oft hoſe ſtode there, ared 
them:Wbat do ye, that ye lowſe the foale? 
Dut they fayde vncoché, lite as Jeſus had 
commaunded them, And forbey let them 
alone. And cheybroughethe foale onto Fe 
fits, and layed their clorbes cheron, and be 
fae theron. Sut many ſpred their garméces 
inthewaye: ſome cut Domne branches frõ 
thetrees,and firowed thé in che waye. And 
they chat wente before, and that folowed 
afeer,cried,and fayde: Hoſyanna, bleſſed be 
be, that commeth inthename of theLOR- 
DE; blefjed be the kyngdome of oure father 
Dautd, which commeth in thename of che 
LORDE. Hoſyanna in the height. 

Andthe L OR DEentredin co Jeruſalem, 
and xente in to che temple,andloted vpon 
all.And at euen be wente out vnto Berha- 
ny with the twolue: and onthe mozow whe 
they departed from Bethanye, be higred, 
andfarwea fygge tre afarreof, which bad 
leaues. Then came be nyc,(co fe) yfbe cou- 
be fynde eny hinge theron, And whan he 
came to it,be founde nocbinge but leaues 
(for the cyme of fygaes was not yet) And 
Jeſus anfivered, and fayde vnto it: Neuer 
maã eate frute of the for euermore. And his 
bifciples herde te. 

And theycameto Jeruſalem. And Je⸗ 
ſus wente in tothe temple and beganne co 


lohã. ia· 


pſal. n⸗· c 


P=) 


Mat.ai-b 


Luc.n ·a 


of S. Mark. 


dryue out the fellers and byers in the téple, M: 
z ouert hrew the cables of tbe money haun a 
gers, and the ſtoles of the doue fillers, and 
faffred not eny man to cary a veffell thorow 
the temple. And be taught and ſa yde vnto 
them: Is it nocwrytten: My houſẽ ſhalbe eget 
called ã houſe of prayer forall people? Bue terev.a 
ye haue made it a denne of murchurers. sRegad 
And the ferybes and bye pzeftes herve of C 
it. And they foughe how chey might vef- Mae 
troye bim, but they were afrayed of bins, loba⸗4 
forall che peoplemarueled at bis doctr yne. 
And at even he wente out ofthe cite. 2nd 
on themozow they paffed by, and fawe che Matarb 
fragetre, thaticrwas wythred vnto che ro 
te. And peter thought cheron, and ſayde 
vnto bim:Htafter,bebolde,che fyggecre > 
thou curſedeſt, is wythred awa ye. Jeſus an- 
ſwered, and fayde vnto them: Haue faith in mar .⸗ 
God. Verely J faye vireo you: Who ſo euer buc .« 
ſaieth onto this mountayne: Avoyde, and 
caſt chy ſelf in to the fee, and · douteth mot staco.1.a 
tn bis bere, but beleueth that the chinges 
fhal come co paffe whic hefatetb, thenlo- 
ke what be fayeth, it ſhal come to paffe. 
Therfore J faye vnto you: bat ſo ever ye lobã. a. b 
deſyre in Youre prayer , beleue that ye ſhal **'** 
receauett,and ye ſhal haue it. And whan ye mar.c.b 
ſtonde and praye, forgeue yf ye haue ought ww.c.d 
age ynſt eny man, that youre father alfo it © 
Heauen,maye forgene you youre trefpaces. 
And they cameagayne vnto Jeruſalem D 
and whan be wentein the temple,there cae Mat ac 
mie vnto bim the bye pzeftes and ferybes Lucio. 
and the elders, and fayde vnto bim: By 
what auctozite doſt chou thefe thingesz 
* who gaue the cbhis auctozite co do 
ſoch? 
But Jeſus anſwered and fayve vnto thé: 
Jrwilare you a worde alfo,anfivereme,and 
J wyl tell you, by what auctorite J do the 
fe. The baptyme of Jhon,wasie from bea- 
uen, or of men? Anfwere me. 
And chey thought in them ſelues · yf we 
faye, it was from heauen, then ſhal he faye: 
Why dyd ye not ther beleue him 7 But yf 
we faye: It was of ment, then feare we the 
people, foztbeyall belve that Shon was a 
true prophet. And t hey anfivered, and (aide 
vnto bint: We cannot tell. And Jeſus an- 
fivercd,andfayde onto thems: Nechertell J 
you,by what auctorite J do theſe chinges. 


The XI.Chapter. 


Sf Ld be beganne to fpeate vnto them 2 
by parables: Acerta yne ma planrey 


The gofpell 


Matand a vynyarde, and made a hedge aboute it, 
Lacao · a anð dygged a wynne preffe, and buyided a 


tower, and let it out unto hußbande mer, 
and wente in toa ſtraungẽ countre. And 
whan thetyme was come,be fent a feruaiic 
tothe hůßbande men,that he might recea- 
ueof the hußbandmen of the fruce of the 
vynyarde Suc they coke bim, and bet bin, 
and fent bin awaye emprye. Agayne, be 
ſent vnto them another feruaunt, whont 
they ſtoned, and brake bis heave, and ſent 
bim awaye ſhame fully deale withall. Agay 
ne he ſent another whomebey flew,and mx 
ny other: ſome they bett, and ſome they put 
co deach. 
Then had he yet one forme onely, whom 
ae Toued, bint he ſent alfo vnto them at the 
laſt, and fayde:they wyl ſtonde in awe of 
my ſonne. But che fame bufbandmen feyde 
amonge them ſelues: This ts the beyze, Co- 
me, let vs Eyll bim, fo ſhal the inheritaunce 
be ours. And chey coke him, and flewe bins, 
andcafé bint out of che vynyarde. What 
al now the lorde of che vynyurde 907 He 
al come and deftroye the buf bande men, 
snd geuethe vynyarde vnto other. Haue yo 


Plaluz.c notred this [erty —— fame ſtonẽe which 


che buylders refufed,is become the headſto⸗ 
nets the comer Chis was the LORDES 
doynge, andit is maruelous in oureeyes. 


Mat 22.b And they wente aboute to tate bim (but 
Lucaob they fearedthe people) for they perceaued, 


that bebad [pots chis parable aga ynſt thẽ. 
And they lefe him, and wente their waye, 
BAmd they ſent vnto him cercayne of the 


Luc ao.e Phariſes and Heroves officers to tate hint 


it bis worbes. And they came, and fayde vn 

co hĩ: Maſter, we Enowe that thou arcerue 

and careſt for no man. For chow regardeſt 

not the out warde appearaunce of men, but 

teacheſt y waye of Godtruly. Is it laufull 

to geue tribute vito the Emperoure; oz 

not? Ought we to geue it, or ought we noe 

£0 geue it? Dut be perceaued their ypocri- 

ye, and fayde vnto them: Why tempte ye 

mer Brynge me a peny, that J maye fe is. 

And they brought it him. Then fayde be: 

Whofe ymage and firperferipcion is this? 

They fayde vnto him: The Emperours. 

Then anfivercd Jeſus and fayde vnto che: 

17d ¥Geue therfore vnto the Emperoure that 

Hb which ts the Lmperours, and vnto God 

that whid) is Gods.Andthey marueled at 
im. 

* Then came vnto him the Saduces 

#6, (whidy holde chat there is no refurveccton) 


Acasa thefé aed bins, and fayde: Maſter, Moſes 


of S. Ware, Fo. xxij. 


wrote vnto vs. VF eny mans bother Oye, Deut-s5a 


and leaue a wifz,and leaue no childzen, bis 
brother pret tate bis wife, and rayſe vp fe- 
de vnto bis b:ocber.LTow were there ſeuen 
bret hren:t he firſt toke a wife, anddycd, and 
left no ſede zand the ſeconde toke ber, ane 
dyed, and left no fede alſor the thirde in lite 
es Hey all ſe Fe b d left 
md they all ſeuen tol er, and left no 
fede. Ac the laſt after them all, che wyfe 
dyed glſo · Noiv in che refirrreccion whan 
they foal rye agayne, whofe wife fal ſhe 
be of them? For ſeuen bad her to wife. 
Then anfrocred Jeſus, and fayde vnto 
them: Do noc ye ervey becaule ye Enowe noe 
the ferypeures ner > power of GodzWOban 
they [bal ryſe agayne from the decd, chey 
ſhal nether mary ner be maried, but chey 
are as theangels in heauen. As touchinge 
thedeed, that they ſhal ryſe aga yne haue ye 
Hot redin che bole of Moſes bow God ſpa 


Gov of Abra ham, and the Goo oF Taac, 
zebe Govof Jacobs Ret is noc God a Goð 
of thedeed, bur of the lyuynge. Cherfore ye 
erre greatly, 


And cherecame vnto hive one of the fery Matara 


bes,that bad herkened vnto thé bow they 
difpuced toget her and ſawe that bebadan- 
fivercd thems well, and arco bim: Which is 
the che feſt csmaundement of, all? Jeſus an⸗ 
fivered him: The chefeſt commaundemet o 
all commaundementes is this : Deare 


and thou [hale loue the LORDE thy God 
with alleby bere, with all eby foule, with all 
thy mynde,end with alleby ſtrength. Chis 
ts the chefeft commaundement, and the fe- 
condeis lite wntoit: Chow fhalt lone thy 


Greater conmeanundement then thefe, 

And che ferybe fayde veo bins: Wafter, 
Verely thou baft fayde right: for there te 
but one God, z chere is none other without 
Dim, and to love him with all thebert, with 
all the mynde, with all the foule, and with 
allebe ſtrength, and tolouea mans negh- 
boure as bimfelf, is moze then brent fi acrifti⸗ 
cesandallofferynges. But whã Jeſus ſawe 
that he anfivered diſcretiy be fayde onto 
him: Thou art not farve from the Eyngdo- 
ine oF God.2ind a fier chis durſt no ntanare 
him enymo queftions. 

And Jeſns anfivered,and feyde,whan be D 
tught n the temple: how ſa e the ferybes, Mat 
Chꝛiſt is che ſonne of DauiozBuc Danio *” 

DD iG 


Exod, 
Ec unto him in the buſh, and ſa yde: I am the — 


Deat.s. b 
Sfracl, che LORDE ure God is one Gov, w4s0b 


negbboure as tby felf. Chere ts none ovhee route 


of S. AMarke. 


Clowwhan they ſhal lede you and del y- Mar-ro.c 
ner you vp, tate ye no chought a fore what — 
ye fal ſaye aud ymagyn ye nothinge afore 


The gofpell 


im Elf ſaieththorow theboly goof: The 
Phaluop.a pion et fayde ontomyL ORDE: Syt thon 


Mat.23.2 
Luc.20.¢ 


Lueaa 
* 4.Reg. 


ab 


onmy right bonde, ryll J mate thine ene- 
ores ¥ foreftole.C here Daud calleth bint 
bis LORDE.Sow is he thẽ bis ſonne: And 
many people berde bim gladly. F 

And he raught the, and fayde vnto che: 
Bewarre ofthe ſcrybes, that loue to go it 
longe garmentes, and loue to be ſaluted in 
themarket,and ſyt gladly aboue in the ſyna 
goges andarche table: they deuoure wyd- 
Dowes honfes,and onder acoloure they ma 
re longe prayers. Theſe ſhal receaue the mo · 
re damnacion. 

And Jeſus fat over agaynſt thes Gods 
cheft, and bebelve how the people put mo- 
neyinto the GSodscheſt. And manythat we 
re riche: put in moch. And there came a poo 
re wyddowe, and put in two mytes, which 
mate a farcbinge. And be called vnto bint 
bis difciples, and fayde vᷣnto them: Verely 
ſaye vnto you:this poore wyddowe bath 

ut moze in ¥ Godscheft,thenallthey that 
aue putin: Gor they all haue put tofeberr 
fuperfluyte,but fhe of bir pouerte bath put 
in all chat [be bad, even bir whole lyuynge. 


bande,but what ſo ener ſhal be gene youat 
the fame boure, that fpeate: for itis mot ye 
that fpeate, but the holy gooft. One bzo- 
ther ſhal deiyuer another vito death, and 

the father the forme,z the children ſhal ryſe 
ageynfecheir farbers and mothers,and ſhal 
belpecbemto death,and ye ſhal be hated of 
all men foz my names ſake Sut whoo en- 

dureth co the ende ſhaibe ſaued. 


Whan yMai ſe rhe abhomimacis of de- Maze 


ſolacion (wherof itis ſpokẽ by* Daniel the p; 
prophet) ſtonde where tc ought nor who [> 
readeth it, let him marc it well) chen let thẽ 
which be in Jewry, flye vnto the mountay⸗ 
nes: andlet him that is onthe houſe toppe 
not deſcẽde in to the houſe ner come therin, 
to fetch eny thinge out ofthe houſe. Andler 
bim that is inthe felde, not turne backe to 
fetch his clothes. 

But wo vnto them that are with childe, 
and to them that geue ſuck in choſe dayes. 
Neuertheles praye ye, that youre flight be 
not in the wynter. For in thoſe da yes there 


C 


e Xill. Chapter. ſhal be foch trouble as was not from the 

A Llowbanbe wẽte out ofebetemple, begynnyngie of y creatures which God cree 

Marag-8 « one of bis difeiples fayde vnto bin: ted, vnto this tyme, necber ſhal be. And yf 
ucala 


eſaus· a 


Maſter fe, what ſtones and what a 
buyldinge is this? And Jeſus anfivered and 
fayde vnto him: Seiſt thou all this greate 
buyldinge? There ſhal noe one ſtone be left 
vpð anocher. ᷣ [hal not be broken downe. 

And whan he ſat vpon mount Oliuete 
ouer age ynſt theremtple,peter and James, 
and Jhon, and Andrew ered him pzyuat- 
ly:Tellvs, Whan ſhal all chefe come to paf 
fer And what fhalbe che tokẽ. whã allebefe 
Halbe fulfilled? Jeſus anſwered them, and 
beganne to faye: Tate hede, that no man 
diſce aue you, for there [hal many come vn- 
Der myname, and ſaye: am Chꝛiſt. z ſhal 
diſceaue many. Bue whan ye fhal beare of 
thenoyfe of warres, be not yeafrayed: foz 
ſo muſt it be, but ¥ ende is not yet. One peo 
ple hal ryſe ageynſt another, and onereal- 
me —5 — another, andebere ſhal be earth 
quakes bere and there,and derth ſhal there 
be andtroubles.T hefe are the begynnynge 
Of ſorowes. 


DB _ Butrate yehede to youre felues, For they 


Matiob Phaldelyner you vp tothe * councels, and ſy 


Some 
reader 


nagoges, and ye ſhal be beater, and [halbe 


oficell- brought before pzynces and 92 mm 
youre. —— i —— gai Se. And 3 


geet muſt firft be preached amõge all peo 


¥ LORDEbad not ſhortenedthoſe dayes 
there ſhulde no man be ſaued. Bur for the 
electes fate whom bebath chofen, be bath 
ſhortened thofe dayes. 


Aow yfeny man ſhal faye vnto you at fy Matz4b 
tyme: To here is Ciriſt· lo,be is there, bele- bue ·⸗ .c 


ue it not. For t here ſhal aryſe falſe Chriſtes, 
and falſe prophetes, which ſhal do tokens z 
wonders, to diſceaue euen the very choſen. 
fit were poffyble.Buttake ye hede, Schol 
de,F bauetoloe you all before. 


But atthe ſame tyme after this trouble, Mate 4-6 
—* 

andthe ſtarres flyall fall from heaven, and °°"? 

the powers of the beauens ſhal moue: · and · Danze 


the Sonne and Mone ſhal lofé their light, 


then ſhal they ſe the fonne of man commyn 
ge in the cioudes with greate power and 
glory.2ind che ſhal he fende bis angels,and 
ſhal gather together bis chofen fro the fou 
5 — from one ende of the earth co 
theotber. 

Lernea ſymilitude oftbe fyye tre: YObF wD 


bis beaunch is yet téder, and bath brought maczy.c 
forth leaues, ye tnowe that the Sommer ts Lucad 


nye. So lykewyſe whe ye ſe all theſe thinges 
come to paſſe, be yefire,thatitis nye euen at 
the dores. Verely J faye vnto yourthis gene 
raciõ ſhal not paffecyll all chefebe fulfilled. 
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to every one bis worte,and commaunded > 
porter, that be ſhulde watch. Watch ye ther 
es fox yeEnowe nor wha the mafter of F 

ouſe cSmeth, whether he cSmeth inthe euc- 
nynge, or at mydnight, or aboute the cock 
crowynge,oz in the morn ynge, that be co- 
Ree —— fynde you flepynge. Lo 

e wbat J faye vnto you, that ſaͤ ye junto 
all. Watch. — —* 

The XI. Chapter 

a If TT aftertwodayes was Eaſter, and 
dat as · the dates of ſwetẽ bred. And hye pre 
—— fies z ſcrybes fought how the y might 

tate bim with difceate,z pur him to death. 
Sut chey fayde:LT oe in che feaſt daye leſt 
there bean vproure in the people. 

And when he was at Bethanye in the 
bonfe of Symon the leper,and ſat at the ta 
ble, there came a woman, whid) had a bore 
of pureand coftly FT ardus oyntment. And 
fhe bzate ¥ bore, z poured it vps bis heade. 
Chen weretherefome, F oifoaynedand fay 
de:Where to ferueth this waiftzCbis oynt- 
ment might baue bene folde foz moze ther 
thre hundꝛeth pens,z bene geuẽ to ¥ poze. 
And they grudged agaynſt ber. 

But Jeſus fayve : let her be in reſt. Why 
trouble ye ber? She bath done a good wor 
Eevpdme.Ne bane allwayethe pooze with 
you, and whã ſo ever ye wil, yemayedo che 
good:bur me baue ye not allwwaic. She bath 
done what fhe coulde, ſhe is come befoꝛe to 
anoynte my body for my buriall. Verely J 
faye vnto you: Where ſo euer this gofpell 
Phalbe preachedin all the woꝛlde there ſhal 
this ai that fhe bath now done, be tolde 
for a remembraunce of ber, 

DB And Fuvas Iſcarioth one ofthe twolue 
Matas.b wente vñto the bye preſtes, to betraye bint 
TNC 222 onto them. Whan they herde $, they were 

glad, z prom yſed that they woĩde gene bint 

money. And be fought, bow be might cõue 
niently betraye him. 
Exod.sc _ ANd xpon F firfEdaye of ſwete bred, wha 
Mat.szc.b the Eaſter lambe was offered, bis difeiples 
Luc.22 & ſayde vito bim: Where wilt chou p we go 
and prepare, § thou mayefteare ¥ Eat 
Taber And he fent avo of his diſciples, and 
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fayde onto then: Go youre wayeinto the 
cite,andtbere ſhal mete you a mã bearinge 
& pitcher with water, foloive bim, z where 
ſo euer be goeth in, there faye ye to the good 
man of the houſe: The Maſter ſendet hrthe 
worde: Where is the geft houſe wherin FZ 
maye eate the after lãbe, w my diſcipies? 
And be fal ſhewe you a greate parlour, 
which is pauedz prepared, there make rea⸗ 
dye for vs. And y difciples wẽte forrh,z came 
into ¥ cite,z foude it as be bad fayde onto 
thé.2ind they prepared ¥ Lafterlambe, 

At euen be came w the twolue. And as ¢ 
they farat the table z ate, Jeſus fayde: De- Marasb 
rely J faye onto you: One of you eateth Lucas.b 
w mie, ſhal betraye me. And they werefozy, Whivs< 
zfayde vnto hĩ one after another: Is it Ire 
another( ſayderis it Ihe anſwerẽed z (give 
wntoché: One ofthe twolue,enen y fame F 
Ddyppecbwith mein ¥ platter. Che forme of 
man cruly goeth forth,as itis wrytté of bi 
Buewo vnto that mã, by whom the fonne 
Of man is betrayed. It were better for the 
fame man,that be bad neucr bene borne. 

And as they ate, Jeſus coke thebred, ga Matas.c 
ue thantes,z bꝛake , and gaue it thé,zfay Lucas-b 
de:Cake,cace,this is my bod y. And heore Comes 
the cuppe,thated,and gaue it ché,and they 
alldzantetherof. And be fayde vnto chem: 

This ts my bloude of the new Teftament, 
which ſhalbe ſhed for many. Verely F faye 
vnto you, that from bence forth J wil noe 
diynke ofthe frute ofchevyne,tyll ¥ daye * 
‘orynke it nero in ¥ kyngdome of SGod And 
whé they bad fayde grace, they wéte fob 
aie —* — » pis 
nd Zeſus fayde vnto them: This night D 

ſhal ye all be offended in me, foricis eae Matec 
ten: » J wil finyte the fheperde,zebe hepe *Zacas.b 
frat be — ——— — after ỹ 

am ryen agayne, J wil go before you it aa, 
to Galile. Buc pecer — him: And — 
though all men ſhulde be offended, yet wol 
de not J beoffended. 2nd Jeſus fayde vito 
bim:Verely I faye onto R Todaye in this 
fame night, before > coc crowe two eymes 
Halt thou denye me theyſe · Sut he faide yee 
moze: Mee — Hulde dyed ¥ yet wil 
Dnovdenie * So ſaibethey all ilitemaner. 

And they came into > felde called Seth 
ſemane, and be ſaide unto bis diſcipies · Sye 
ye bere,tyll J go yonder, and pzaye. And be 
toke with bim peter z James,z Jhon, and 
beganeto ware fearefull, z ro bein anago- 
nye,z ſayde vntothẽ; My fouleis beny eué 
onto ? death:sary ye bere and warch. And 
he wente forch alitle, fell vpon che grounde 
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and prayed,that,(yfie were poſſybleyy bow 

remight paffe fro him, and ſa yde: Abbs my 

facber,all thinges are poſſyble vnto theta 

Ee chis cuppe awaye fro me: Neuertheles 

not what Jwyl, bue what thou wilt. 

E And he came vnto them, and founde che 
ſlepyngẽ and ſayde vnco peter: Symon ſle 
peſt thouy Couideſt chou not watch with 
mteone houresWatd and praye, that ye fal 
notin to temptacion. The ſprete is wyllin- 
Se,but > fleſh is weate.2ind he wẽte forth 
agayne,and prayde, and ſpake the ſame woz 
des,and returned, and founde chem flepyn- 
sre agayne; for their eyes were beny, they 
Enewe not what they ſhulde anfwere him. 
And be came thethirdecyme, and ſayde vn 
to chem:Glepe on now, andtate youre reft, 
It is ynough,the houre is comezbebolde, * 
fonne of man ſhalbe delyuered in to the han / 
des of hnners: ar yſe, let vs be goynge. Be- 
holde,beis at hande that betra yeth me. 

And immediatly whyle he yet fpate, ca- 
me Judas one of che twolue,andwith bint 
a greatemulticude, with fwerdes and fEa- 
ues from the bye pzeftesandferybes and cl. 
ders. Andthe traytoure had geuer them a 
rorẽ and fayde:YObom ſo ever J kyſſe that 
famcis be, laye handes vponbim, and lede 
bits awaye warely.And whabe was come, 
he wente ſtraight waye vnto bint,and fayde 
vnto him: O maſter, mafter,and kyſſed bin, 
Then layed they their handes vpon bin, z 
tote bin. But one of che that ſtode by,dzerw 
out bis fiverde, and finotethe bye pzeftes fer 
uaunt., and cut of bis care. 

And Gefiss anfwered, and fayde vnto thé: 
Matact Meare come forth asit wereto a murthurer 
Luc.aad Sith fiverdes and with ſtaues to tate me. 

IJ was daylie with you in the temple, and 
wEfags.b taugbe,and ye coke me noc. «Dut this is do 
Marcas.¢ se,chattheferypture maye be fulfilled. 2nd 
all the difciples forſoke bim, and fled. 2nd 
there folowed bim a yonge ms, which was 
clothed inl ynnen vpon the bareftynne,and 
the yonge mé tote holde of him. But he let 
thelynnen go, and flednated from them. 

And ehey led Jeſus vnto the bye preſt. 
whereall $ bye preſtes, and elders and ſcry 
bes were come together.2s for peter, be fo 
lowed bim afarre of into the bye preſtes pa 
lace. And he was there, and ſat with the ſer 
uauntes, and warmed bint. 

But che bye pꝛeſtes andthe whole coms 
call fous he wytneffe agaynft Jefus, § chey 
might brynge bint to death, andtbey foun- 
de none. Many gane falfe wytneffe agaynft 
bim, but their wytneffes agreed mot toge- 
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ther. And ſome ſtode vp and gane falſe wyt 

nes agaynſt bim,and ſa yder We herde but 
faye: J wil bꝛeake Downe this templethat tohasa 
is made with hoves,andinthzedayes buyl 

ve another not made b handes. But their 
wytneſſe agreed not together. 

And che hye preſt ſtode vp amonge them. G 
and ared Jefus, and ſayde: Anſwereſt chou diat act 
notbingeontote,that chefe teſtifis agaynft 
the Buůt be helde his tunge, and —— 
nothinge Che the hye preſt axed himagay Luca⸗c 
ne,andfayde vnto hum · Art thou Chzifttbe 
fonneof the bieſſed⸗ Jeſus ſayde: J am. And 
ye ſhal fe the fonne of man ſyt at theright lohieg 
bande of power,and come inthe cloudes of 
beané. Chen che bye preſt rent bis clot hes 
zfayde: What neve we eny mo wytneſſes? 
Mebaucherde the blafphemy. What thyn⸗ 

Ee yerTheyall codemmned him, that he was 

iltie ofocath.Chen begannetherefometo 
Bye vps bins, andeo couer bis face, and to 
finyce bim with fifées,and to faye onto bint 
Pꝛophecie vnto vs. And che feruauntes fing + Resrd 
te bim onthe face. ieb vom 

And peter wasbenethiny palace. Thẽ nat as g 
came one of the wenches of the bye preſt: Luczad 
ind wb; fhe fawe Peter warmynge bint, lohn c . b 
Pheloted vpSbi, and ſayde: And thou waft 
with Jeſus of Nazareth alſo. But he dve- 
nyed, Zfayde: J knowe him noe, nether care 
Itell what thou ſa yeſt. And he wente out in 
€9 the fore courte, and the cock crew. And 
a damſell ſawe him, and beganne agayne to 
faye vnto them that ſtode by: This is one of 
thems. And be denyed it agayne. And after 
a litle whyle they ſtode by, fayde agayne 
onto bim:O fa truth thou art oneofebem 
for thon art ¢ Galilean,and thy fpead) ſoun 
deth even alite, But hebegane to curfeand 
fiveare: FJ Enowe notthe man,that ye fpea- 
beof. And che cock crew agayne. Then 
thoughe peter vponthe worde,that Jelus 
fayde onto bim: * Before F cock crow tiwo Marcagd 
tymes, thon ſhalt den ye me thryſe· And be 
beganne to wepe. 

The XV. Chapter. 
Vd foone in the mornynge the bye A 
preftes belde acouncell b the elders Pialza 
andferybes andthe whole comncell,z XX 
bounde Jeſus, and led bim awaye, anddely tohaas.d 
uered bim vnto Pylate. And pylate axed Macazb 
bim: Art thon che Eynge of the Jewes? He 
anfivered, and fayde vnto bin: Thon ſa yeſt 
it. And the bye pieſtes accufed him ſore. Sut 
Pylate cred him aga yne, and ſayde: Anſwe 
refé thou nothinge? Beholde, how ſore they 
laye to ¥ charge. Neuertheles Jeſus anfive 
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ved nomore, ist [o mtochF P ylate marueyled, 
At that feaft of Lafter be was wonte to 
Mataz-b delyuer vnto them a prieſoner, whem ſo ever 
they wolde deſyre. There was ẽ preſon with 
the ſedicious, one called Barrabas, which 

in the vproure bad committed murthůr. 
And the people wente vp, and pzayed bint, 
that be wolde do, as be was wonte.pylate 
anfroered them: wyl ye that J gene lowe 
snto you the Eynge of the Jerves 7 Foz be 
tnew,chat ¥ bye preftes had delyuered bint 
of envyc.Bucche bye preſtes moued F peo 
le, chat be flhulve rather geue Barrabas 

owſe vnto them. 

Bpylate anſtoered agayne,and ſayde vnto 
Macaz.c thom: What wil ye thẽ chat J do vnto bins, 
Bucarb whom ye accufé co be kynge of the Je wes⸗ 

They cried agaynesCrucifie br.pylate fay- 

De vnto thẽ: What evellbath bedonev Bue 

they cried yet moch moze: Crucifie him. So 

Pylate chought to ſatiſfie the people, and 

gaue Barrabas lowſe vnto thein, and dely 
nered thé Jeſus, to be ſcourgð ⁊ crucified. 

And che joudyersled himintoche coms 

ball and called che whole mulcieudecoge- 

ther,and clocbed bim mith purple, and pla- 

ted a crowne of thorne, and crowned bint 

wit hall, and beganne to ſalute him: Hayle 

¥ynge ofthe Jewes. And finote bim vpon 

the Beave with a rede,and fpytted vps bim, 

and fellvps tbe tne, z woxfhipped him. Anð 

wha they hadmocdedbim,chey coke F pur 

ple of him, and put bis cloches vpon bim,z 
led bim out, that they might crucifyebins. 

€ Andthey compelled one chat paffer by, 

Mataz.d called Symon of Cyzen (which came from 

Lucas the felde,and was the father of Wlerander 

and Ruffus) to keare bis croffe. Andthey 

brought bim ro the place Golgat ha, which 

is byinterpzetacion : a place of deed mens 

ſrulles. And they gaue bim wyne myrted ch 

myrre, to drynFe,z be toke it not. And whan 

they badcrucified bim,chey parted bis gar 

Pfalatb mẽtes, ⁊ cafe lottes therfore, whateucry one 

neers 4 ſhulde cate. And it was aboure $ thirde how 

ona⸗ · ve zebey crucified hum And che tytle of bis 

caufe was wryttẽ ouer aboue bims(namely:) 

The Eynge of the Yerwes.Andtheycrucified 

him & tvcomurthurers,oneat Frightban 

de, and one at theleft. Chen was the ſcryp⸗ 

Ua.ss.b , ture fulfilled, which ſa yeth: He was coũted 

nare a⸗ Amongethe evel Doers. 

Mataz.e And they chat wẽte by,renyled him, and 

-ucasd d wagged chetr beades, and fayde: Fye vpon 

the, bow goodly breakeſt thon downe F té- 

ple,z buyloeftitagayne in thre dayes? Hel · 

pe y [elf now,z come downe fed the coffe. 
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The hye pꝛeſtes alſo in like maner laughed 
him co ſcorne amonge thẽ felues, with the 
ſcrybes ſayde: He bach helped other, him ⸗ 
felf can be not helpe. Xf he be Chriſt and F 
Eynge of Iſtaei, lee bint come dorwne nov 
feS the croft, § we maye ſe it, belene. And 
they were crucified w bi,decFed bi alſo. 

And whã it was aboute the firte bonre, 
there was a darckneſſe oner che whole l5de, srarz7€ 
tyll aboute F nyenth houre. Andaboute¥ Lucasd 
nyenth bonre Jeſus cried londe, and fayde: 
WEL, lamme afabebanty which is incer- 
prered · My God, my God, why haſt chow 
forſaben mẽ? And fome that rode by, whan 
they berde ỹ they ſa yde: Seholde he calleth 
Elias. Then rãne chere one, z fylleda ſpsge 
xb vyneger,zfticFce it vps arede,z gaue bt 
to dzynEe,z [ayde: Holde feylhlecfe,wberber 
lias wil come, and take him downe. Bue 
efits cried loude, and gaue vp the gooft. 
And che vale ofthe tẽple rent in two peces, 
from aboue tyll beneth. 

The captayne chat ſtode thereby ouer mars, e 
aga ynſt him, whã befawe phe gaue vpthe Lucase 
gooſt with ſoch a cryc,be fayde:Verely this 
man was Goods fonne. 

Andt here were wemen chere allo, whicy ge 
bebelocebis afarre of,amoge who wasitte fohdug.¢ 
ry Magdalene æ Mary of James $ litle, z 
the mother of Joſes, ⁊ Salome, whidy bad 
folowed bins whe be was in Galile,and my 
niffred onto bi:z many orber ỹÿ wẽte vp wd he 
to Jeruſalem. And at even(fozomochasit 
was thedaye of preparinge, whichis the fo 
re Sabbath)ebere came one Joͤſeph of Ari- 
machia,¢ worſhipfull Senatoure(wbicy lo- 
Ecd alſo forthe kyngdeme of God)z wite in 
boldely vnto pilate,z axed $ body of Jeſus. 
Butpylatemarucyled fF be wasdcevallret 
dy, zcalled y captayne, zared bi, whether 
be bad loge bene deed. And whã he bad got 
ten Enowlege ofthe captayne,be gaue Jo⸗ 
Fepb body And be bought a lynne clorb, 
ztote bins Downe,z wzapped bi in $ lynnẽ 
clothe, z layed him in a fepulcre, whidy was 
hewẽ out of eroc’e,z rolled ¢ ſtone before y/ 
Dore of ¥ fepulcre. But Mary magdalene 
and Mar y Joſes bebelde, where he wasla- 
yed.. Che Xvi. Chapter. 

Of Lid whan the Sabbath was pafk, A 
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and Selome,boughefpyces, § they 
might come, z anoynte br. 2nd they came 
to thefepulcrevpda da ye of * Sabbat hes 
very carly, wha y Sonne arofe;z fayde one 
to another: Who ſhal rolle vs ¥ fone fis + 
doze of the fepulere F And whancheyloees, 
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they fawe, thatthe fione was rolled awaye: 
forit was a very Greate one. And they wen · 
te mtothe fepulcre,and on the right bande 
they fawee yonge man fyeringe, which bad 
@longe whyce garmẽt vpon him.and they 
rere abafibed. But he fayde vnto thé : Se 
not ye afrayed, ye ſete Jeſus of Naz areth 
which was erucified: he ts ryſen he is not he 
re. Bebolve, piace where they layed bim. 
Bue go ye youre waye, and cell bis diſciples 


and peter, chat be wil go before you in to 
—— Galile,chere [hal ye fe bint «as be fayde vn⸗ 
a £9 you. And they wente forth in alltbe haiſt. 


and fled from the fepulere: for there was « 
tremblyngez feare come vpon them, net her 
fayde they eny thinge to eny man, for they 
were afra yed· 

Bwuae Jeſus. whan he was ryſen vp early 
nat av vpõ the ſirſt daye oft the Sabbathes, be ap- 
Lvca42 peared fitft unto Mary Wiagdalene, out of 
Norina om he bad café out ſcuen deuels And fhe 

were and colve thẽ that were with bin, as 
they mourned and wepte. And whan they 
herde that be lyued, and bad appeared vn 
tober, they beleued it noc. After warde as 
tivo of the were walt ynge,be ſhewed him · 
Lucamb ſeif vnder another figure, whan they were 
goynge vpon che felde. And they wenre, and 
toldc the otheritbefe they belened not alſo. 
Ae thelaft, as che eleuen ſat at the table, 
be fhewed him felf vnto them. and rebuked 
their vnbclene,and 5 hardneſſe oftheit bert, 
becaufechey beleued not thẽ which bad fene 
macsee him ryſen. And be ſayde vntocbem: Go ye 
Iohise.c Youre waye in to allche wolde,and preach 
the gofpell vnto all cregtures. Who ſo bele⸗ 
uech andis bapt yſed ſhalbe faned:but who 
fo belenech rtot,Halbe Damned. 
As for che rotens, which [hal folowe thẽ 
A&s.b. that beleue theſe are they: In my name ſhal 
saisc hey café out deuyls: + Speake with new 
lq. a.a tunges: Deyue awayeferperes:And yfthey 
Luciob ‘dzynke eny deedly chinge, it ſhal not burce 
— them: . They ſhal laye their handes vpõ the 
ſicke.and chey ſhal recouer. 
aAnd the LGRDE., after that be had fpo- 
Ad. ten vnto them, was taken vp into heauen, 
and ſytteth atthe right have of God. And 
they wenre out, and preadyed euery where. 
And the LORDE wroughe withebem, and 
confirmed the worde with rokens folowyn 
Se. 
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What S. Luke conteyneth. 


* Thecdcepcton andby2th of Fhow 
the baprift- The concepcion of Chajt. The 
that full fonges of WWary,and Sadpary 

Chap. I. The byzth e iveieifion of Chale. 
ow he was receaucd tn ro the tepie how Sy 
jneon and Anne prophecie of him,andhow he 
was founde in the téple amoge the doctours- 

Chap. Ul. The prcadyinge, baptyme,andpre- 
fonment of Shon The bapry me of Chriſt and 
@rvebearfall of the gencractonof the fathers. 

Chap Ml. Fefusislevinto the wyldernesfe, 
faſteth all the tyme of bis tempracion, ouere 
cémeth the devell, goerh in to Galilee, pzea~ 
eheth at tTasareth and Caphernass 
defpyfe bint, the devels Enowlege: 
meth inro peters houfe bealeth bis 
Iawe, and doth greate miracles. 

ap. V. Chrujt preadyeth in thefoippe: The 
Difciples foxfake all.end folowe bim we clett- 
fetb the leper ,healeth rhe manof rhe palſyt · 
caller 21tathew rhe cuftomer , and entetty 
with open fynners. 

Chap. Vi. seercafeth theniey Les, that pluce 
Fe theeares of coze,behea [eth the — 
thewytbzed hande,choferh bis rwolue Apoft- 
les, maketh a fwere fermon,and teacheth todo 
good forenell. 

Chap. Vu. He healeth thecaptaynes feruaunt 
reyferh vp the wyDdowes fone from death 
ro L ife,enfourmeth rhe difeiples whom Shor 
baptift fent onto him,commendeth Shon,and. 
reprouieth the Jewes for their vntbantfulnef 
fe Beeaterh with the pharifee. The woman 
wafbeth his fere with bir teares,and he for 
geuseth ber bir fynnes. 

Chap. Vu. Chajt with bis apoftles qoeth frs 
rowne to towne and preacheth, fhewerh the 
parable of the fede, telleth whots bis mother 
and bis brother, ftillerh the raginge of the fre 
delyuercth the poffeffed,and dryueth the ve- 
nels into the beerde of fwyne helpeth the fick 
womagnandJairus Daughter. 

Chap. 1X. He fendeth our the twolue Apostles 
to preach Serode hearteth tell of bige federty 
fynetboufande men with fyne loaues and twa 
fifpes,the difeiples confeffe him to be the ſon⸗ 
neof God,betranjfigureth bimfelf vponthe 
mount deiyuereth the poffeffed.and.teacherty 
bis difciples tobe lowly. They deſyre vẽ geaun 
ce,but hereproneth them. 

Chap. X- | Befendeth the feuentye before hint 
fo2 fo pread) and geucth the a charge howto 
behave them felues,prayferb bis heauenty fa⸗ 
ther,anfwereth the ferybe that tempted bim- 
and (by the erample of the Samartrane) foe, 
weth whois a mas neghbour Martha recea> 
ueth the LOR Deinto bit houfe, Wary Mag 
dalencis feruent inbearinge biswoze. 

Chap. Xt. Fe teacheth his diferples to praye, 
‘Dayueth ont adenel,and rebut eth the blafphe 
mous pharifes They requyze fygnesand to- 
Fens. Aeeateth with the , barifee, and repro⸗ 
eth the ypocrify of thepharifes,ferybes and 
ypoctites. 
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Chap. XU. The lenen of the pharifes. Chat 
confoateth bis difciples agaynit perfecucton 
warneth them to bewarre of cuvetoufacic, 
by the fymilitude of ¢ cerrayne rid) man: be 

ji wyllnor haue them tohange vpé earthly thin 
Ges,bue to watd and to be ready agaynit his 
commynge. 

Chap. XI. “Hf the Galtleans whom pilate flew 
and of thofe that vyedin Syloe. Che fymtlira 
Deofthefyge rre.Chzjt healeth rhe fitewo- 
man.The parable of themuftarde feve andle 
wen. Few entrein ro the kyngdome Chat re- 


oucete. 
eſtyon. and 
arable of the 
vynyarde Of tribure re be geut vito theiem- 
peroure, 7 how Chzifé flopper the mourhes 

of the Saducces. 

Chap. XX. Chrjt commendeth the poore wyd- 
Dow,telleth of the deftruccton of Jerufalent, 
of falfetcadbers, of thetotés andtroubles foz 
to come, of the ende of rheworlde, and of bis 
owne commynge. 

Chap. “XX. Charjt rs betrayed, they enre the 
eafter lambe Theinfritucion of the ſaera met. 
They ſtryue who fhalbe gresteft, he rep2o- 
ueth them : Se pzayeth thre tyines vpon the 
mount.Chey rate bim and bringe bits to the 
bye preftes boufe: peter denyerh him thtyfes 
andthey bunge btm before the councelt. 

Chap. XX. Fefus ts brougit before pilareand 
Ps erobe Cbeweme mate panei it for bim: 
Heprayeth for hts enemies, forgeuerh the fyn- 
nex vpon bts right bande, dyerh on rhe croffes 
andis burted. 

Chap. XX, The wemen come to the graue. 
Chrft apeareth vnto he two difeiples that 
go towarde Emaus, ſtonderh in the myddeft 
of all bis difeiples, opencth there vnde rnon· 
Ddinge i the feriptures,geneth themadyarges 
And aſcendeth vp in to heauen. 
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— Zi x 
Che prologe of S. uke, 
a OR fo mochasmany 
haue tater in bande, 


to fet forth y wordes 
3 of the actes that are 


Ss cometo paffeamonge 
— 


— 


vs, lite asthey delyne 

redt hẽ vnto vs, which 

= from che begynnynge 

ſawe them their ſelues, and were myniféers 

ofthe woꝛde Ichought it good( after chat 

Ihad diligently ſearched our all from che 

begynnynge) to weyte the fame orderly vn⸗ 

to the (good Theophilus ebac thou migh- 

teſt knowet he certete of ¥ wordes, wherof 
thou art infourmed. 


Tbe firf— Chapter. 
Uitheryme of Hero. 2 
de Eynge of Jewry, 
Sy] there was 4 preft na- 
med Zachary of the 
+comfe of Abial and w.paas.b 
4| bis wife ofthe dough 
ters of Aaronzbirna 
Ime £lisabeth. The: 
were both righteous before God, and wal- 
ked in all the commaundementes and ſtatu 
tes of the LORDE vnreprouea bly: And they 
had no childe, for Elisabeth was baren anð 
they were both well ſtricken in age. 

And it came to paffe as be executed 
the preftes office before God whan bis cour 
fe came (acozdinge to the cuftome of the 
prefibodeyit fellto bis lott to burne incenſe. 

nd + be wente in to the temple ofthéLOR- *ExosoB 

DE, andthe whole mulciende of the people Eb ·⸗· a 
was without in payer, whyle the incenſe 
was aburnynge. And theangell sf soos 
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DE appeared onto hint, and ſtode on che 
right ſyde ofthe alt are of incẽſe. And whan 
Bachary ſawe him, be was abaßhed, ⁊ there 
came a feare vpon bint, 
Bue che angell ſayde vnto him: Feare 
not Zachar y for thy pzayer is herde. And y 
wife Elizabeth [hal beare the  fonne,who- 
fenamethou fale call Shon, Tthon ſhalt 
Hane ioyeand gladncfferand many [hal re⸗ 
foyceat bis by:th,foz be ſhal be greate befo 
rethe LORDE. Wyne and fironge drynte 
[hal he not dzynke. 2nd be albe fylled > 
theboly gooft,cuenin bis mothers wombe. 
And many of the chilozen of Iſt ael ſhal he 
turne onto the LOR DEtbeir Gov. And be 
hal go before bim in the ſprete and power 
Malasd of Elias, to turnethe bertes of * facbers 
Mab oreo che cildzen, andthe vn faith full vnto 
the wyfdome ofthe rightcous,co matethe 
people ready for chel ORDE. 
Bs And Zachary fayde vnto the Angel: 
¢ YWherby fal J Enowe this? Foz Jam ol- 
b de and miy wife well ſtricken in age The an- 
*? geil anfivered, and ſa yde vnto him: JI am Ge 
buiellebat ſtonde be fore God, and am ſent to 
fpeate vntothe and to ſhewe the theſe glad 
eydinges. And bebolde, thou ſhalt be dom⸗ 
me, and notable to ſpeake, vnt yll che Daye 
thar this come to paffe, becanfe chou haſt 
* not beleucd my wordes, whidy ſhalbe fil 
fylled in their ſeaſon. 

And the people wayted for zachary, and 
marucyled,thacbe carted fo longe in the té- 
ple. And wha he wẽte out, be conde not [pes 
ke vnto chem. 2nd chey perceancd, thar be 
had ſene a vifion in thetẽ ple. And be becke⸗ 
ned vnto theim, and remayned fpeachleffc. 

And it forcuned whsthetyme of bis offt 
cewas out, be wente home in to bis bouje. 
And after thofe dayes Elisabeth bis wife 
conceaned, and byd bir fel f fyue moncebes, 
zfayde: Thus bath } LORDEDonevntome 
in} dayes, wherin be bathloted vpõme, to 
tatcawaye fromemy rebute amoge men, 

And inthe firce moneth was the angell 
Gabriel fence from God into a cite of Gali- 
le, called Nazareth, vnto a virgintbat was 
ſpouſed vnto a maͤn whoſe name was Fo- 
Repb.ofebe houſe of Danid,and the virgins 
name was Mary. And the angell camein 
vnto her,and fayde: Hayle thou full of gra- 
ce,the LORDE is with the: bleſſed art thou 
amonge wemen. 

Whe fhe ſawẽ bim, fhe was abaßhed at 
bis fayenge, andtbougbe: What maner of 
etre falutacionis chis7 And che angell faydeon 
Mac 0 ber: Feare not Mary, fez thou haſt foũde 
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grace with God. Beholde thou [hale cõcea⸗ 
ue in thy wobe, z beare « forme +z [hale call ruc.2 
bis name ZJeſus : be ſhaibe greate, z fyalbe 
called } fonne of tbe Hyeſt. And the LORDE 
God hal gene him F [eave of David bis fe- cnob 
ther,z be ſhai be Einge ouer * houfe of Jacob 
for euer+z there ſhalbe no ende of bis Eyng- pan.7.d 
dome. Then fayde Wary vncoche angell: Mich.4.b 
How fal chis be,feinge 7 Enowe noe «maz Hb+? 
The angell anfivered,z fayde vnto ber:Tbe 
holy gooft fal come vpon the,z the power 
of che Hyeft yal ouerſhado we the. Therfo 
rethat Holy alfo which ſhalbe bome(oftbe) 
Phalbecalledehe fonne of God. And beholde 
thy cofen Elizabeth ſhe alfo bath cSceaued 
& fonneinbir olde age, zebisis chefirremo. 
neth of ber, whichis reported to be bareni« Mar. 
ford Godis norbinge vᷣnpoſſyble. And Ma Lucte< 
ry fayde:Bebolve, bere am J cbebandmay- 
dé ofche LORDE:beit vnto me, as thou haſt 
fayde.2ind the angell departed frd ber. 
And Mary arofeinchofedayes,and wen D 
te in to the moataynes with haiſt, into ierulale. 
cite of Jewey and came in to F boule of Za 
chary, and ſaluted Elisabeth. And it fortu⸗ 
ned as Elizabeth herde the ſalutacion of 
Mary, chebabefpzange in bit wombe.2ind 
Elisabeth was fylled with theboly gooftz 
cried Londe,and fayde:Bleffed arecbou amd 
ge wemen,and bleffedis the frute of wens 
be.And bow happeneth chis come,that * 
mother ofmyL ORDE commeth vito me? 
DBebolve, whan J herde the voyce ofthy ſx 
luracton, the babe ſprange in my wombe x 
Toye, 2nd bleffed are thouchat haſt beleued. 
for ¥ chinges ſhalbe per fourmed, which we 
retolde ) fiS5 }LORDE.And Mary fayde: 
My foule magnifieth the LORDE, 
And my ſpꝛete reioyfech t Godmy Sauioure, 
Sorbebath loted vps the lowe degre of 
bis bande mayde. Bebolve, frd hence forth 
[hal all generacions call me bleſſed. 
Sorbethatis Mig htie, hath done greate 
thinges vnto me, and boly ts bis name, 
And bis mercy endureth thorow out all 
gencractons, vpon them tbat feare him. 
He ſheweth firength with bis arme,and 
featreth them that are proude in the ymagi 
nacion of their hert. 
de putteth downe the mightie from the rReg.20 
feate,and exalteth them oflowedegre. Ecclitoc 
He fyllech the bongrie with good thin- 
ges and lettet h theriche go emptye. 
Se rem ebreth mercy,and heipeth vp his 
ſeruaunt Iſtael. 
Euen as he pꝛomyſed vnto oure fathers, 
Abraham andto his ſede for euer. 


Efacib 
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And Mary abode with her abontethie mo 
nethes,and then returned home agayne. 
And Elisabethes tyme was come, that 
fhe fhulve be delynered,z fhe broughe forth 
& ſonne. And bir neghbours and kynſfolkes 
herde, the LORDE bad ſhewed greate mer 
cy vps ber,z they reio yſed with ber. And it 


Genazb foztuned vpon cheeight daye,they came to 
Leui.ia· a circumcyſe ¥ childe,and called bim Zachary 


Phiwab 


after bis father: And his mother anfivered, 
and fayve: Ho, but be ſhalbe called Shon. 
And they fayde vnto ber : Thereis none in 
y Eynne, is fo called. And chey made fig- 
nes onto bis fatber, bow be wolde haue him 
called. 2nd be ared for weytinge tables, w20 
tez ſayde: His name is Ihon. And they mar 
ueyled all. And immediatly was his mouth 
and bistdge opened, and be ſpate ⁊ pzayfed 
God. And chere came a feare vpon all their 
neghbours. And all this acte was noyſed 
abrode thorow ont all the bill countre of 
Jewry: And all they ỹ? herde cherof, rokeit 
C9 bert,and ſa yde: What maner of man wil 
this childe ber For the bande ofthe LORDE 
was with him. 

And Zachary bis father was filled with 
the holy gooft,and pzophecied,and fayde: 

Bleffed be ¥ LORDE God of Iſrael, foz 
be bath vyfited and redemed bis people. 

And bath fee vp ar * home of faluacion 
inthe boule of bis feruaune Damd. 

Euen as be promyfedafozeryme,by the 
mouch of bis holy propbetes. 
That he woldedelyner vs frõ oure enemi 

rom ¥ bande ofall och as batevs. 
And he wolde ſhewe mercy vnto oure 


es, 


Genaz.c fathers, Tthynke vps bis boly+ couenaiit. 


Efase.d 
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uen che ooch ? be fivare onto oure fa⸗ 
ther Abzabam, for to geue vs. 

+ That wedelynered out of ¥ bade of 0 
enemies, migheferue him without feare all 
the dayes of oure life, i foch bolynes and 
righteduſnes as is accepte before bint. 

Andthou childe fhale be caileda prophee 
of che Hyeſt: for thou fale go befoze $ LOR 
DE, to preparebis wayes. 

Ando gene Enorvlege of ſaluacion vnto 
bis people, for theremyffion of their ſynnes. 

Thorow the tender mercy of oure God, 
wher by the daye fpzynge fromanbye bath 
vyfited vs. 

Chat he might geue light vnto them F 
Hyt in darckneſſẽ and fhadowe of deach, and 
to gyde oure fete in to the waye of peace. 

And the childe grew, and waxed ſtronge 
in ſprete. and was in the wyldernes, cyll the 
tyme that be ſhuide ſhewe him ſelf vnto che 
people of Iſrael. 


of S. Luke. fo. xxvi. 


The Il. Chapter. 

TF fortuned at the fametyme, that A 
there wẽte ont & cõmaundement frõ 
Y., Augufius che Emperoure, chat the 
wbole worlde ſhulde betared.Andtbistar 
ynge was the firfecbac was erected, what 
Syrenius was leftenaunt in Siria. And 
they wente all, euery one to bis owne cicero 
be taxed. Then Joſeph gat him vp alld frs 
Galile, out of the cite of Nazareth, in co 


Fewry,to ¥ ciceof Damd,* whidy is called realy 
16..a-201 


Betblecm, (becauſe he was of y houſe and 
lynage of Damd)cbat he might bevared v 
Mary bis ſpouſed wife, which was eb dylde. 

Andie fortuned wbyle they were here, Y 
tyme was come, that He ſhulde be delyue⸗ 
red, And fhe bioughe forth bir firſt begottẽ 
fonne,z w2apped bim in ſwadlinge clothes, 
and layed bin in a maunger: for they bad 
els noronmein the ynne. 

And chere were in ¥ fameregion ſhepher ¥ 
des in the felde bychefoldes,and watchinge 
their flocFe by night. And bebolde, > angell 
oftheL ORDE ſtode by ché,and > biightnes 
ofebe LORDE fhoncrounde abonte thent, 
and they were ſore afrayed. And the angell 
yde vnto them: Be not afra yed. Beholde. 

brynge you tydiges of greatetoye,yebidy 

all happen vnto all people: for vito you 
this da ye is bome $ Gavionre,cué Cbiift > 
LORDE in the citeofDanid.Andeake this 
for atoben: Refhal fynde the babe fivadled, 
andlayedina maunger. And firaighe waye 
there was by che angell a multitude of bea- 
uenly booftes, whidy pzayfer God, and fay- 
de:Glozy be vnto Godan bye,z peace vpon 
earth, and vnto men a good rool. 

And it forcuned wha che angels were For C 
ne from thẽ in tobeaué, the ſhepherdes fay 
de one to another : lee vs go now even vnto 
Bet hleem, and ſe this thingethat is happe 
sed, whic Y LORDE bath fherved vnto vs. 
And they came wb haifé,z founde both Ma⸗ 
ry and Joſeph. zthe babelayed in y maun 
fer. And whan they had fene it,chey publi⸗ 
fhed abrodethe fayenge, was tolde thé of 
this childe. And all cthey that herde tt,won- 
Died at the wordes, which the fhephades 
had tolde them. But Mary kepte all theſẽ 
fayenges,and pondred them in hir hert. And 
the ſhepherdes returned prayſingẽe and lau · 
dinge Good, forall thatthᷣey had herde and 
fene,enen as it was tolde thes. 


And whan eight dayes were ended, that Geni. 


the childe huldẽe be circumcyſed, bisname 


was called Vefrs, + which wasnamedof ¥ *Luese 


angell, befoze he was conceaned in bis moe 
thers wombe. BE ij 


at te 
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D And whFthedayes of heir pnrificacion 
Leuitur.b after chelawe of Moſes, were come, they 
tRegt-d Hronghe bim to Gerufale chat they might 

prefent him vntocheL OR D EAs tris wryt 
xExo.s.a teninebe lawe ofthe LORDE Euerymã- 
Nums¢ childe chat firft openeth the Matrix. ſhalbe 
called holy vnto ¥ LORDE)and that they 
might geuetbe offer ynge, as it is wryttẽ it 
thelawe of rhe LOR DE(namely) a payre of 
turtle doues, ortwo yonge pigeons, 

And bebolve,there was a gl bes 
falewhofe name was Symeon, and the fa- 
mie ma was iuſt, and feared God, andloged 
for the confolacion of Iſtael andthe holy 
gooſt was in hiss. And an anſwere was geuẽ 
dan ofthe holy gooſt, that — 
death, before he had ſene } LORDES Chꝛiſt. 
And be came byinfpiracion into the tẽpie. 

we And whan che elders bꝛought the childe 

Jeſus in to the temple, to do for him after F 
Leuiaz,b euftome of the · larwe, then toke he him vp 
inbis armes,and prayſed God, and fayde: 

LORDE now letteſt thon thyferuaticde- 
partein peace, acordinge to thy promeffe. 

Sormyneeyes haue ſene thy Sautoure, 
whõ thou haſt prepared befoze all people. 

* AW light for chelightenynge ofthe Hey, 
thé,z forthe pzayfe of y people of Iſtael. 

And bis freer and mother marueyled 
atthe thinges that were ſpokẽ ofbim. And 
Symeon bleffed chems, andfayde vnto Ma 
ry bis mether:Bebolve, this (childe) ſhalbe 
ſet to a fall, andto an vpryſiuge agayne of 
many in Ffrael,aud for a token, which fhal< 
be (pote gaynſt. And the fiverde ſhal pear- 
fetby foule,chat the thoughtes of many ber 
tes maye Le opened. 

And there was a prophetiffe, one Anna, 
the doughter of ppbanuel of the tꝛybe of A⸗ 
fer, which was of a greate age, andbadly- 
wed fenen yeares with bir huß bãde from bir 
wirginite, z had now bene a wedowe abonte 
foure ſcore z foure yeares, which camenener 
frõ the tẽple, ſeruynge God wh faftyngeand 

avenge, Saye and night: the fame came 

rorch alſo the fame boure, and prayfedebe 
LORDE, andfpate of bim vnto all that lo⸗ 
Fed for the redempeion at Jeruſalem. 

And whan they bad perfourmed all acor 
dingeto the lawe ofthe LORDE thy retur 
ned ĩ to Salile to their owne cite Naͤzareth. 
And the childe grewe,and wered firongein 
fpzete, full of wyß dome, Tthe grace of God 
sas with bim. 

And bis elders wente to Fernfalemenery 
yeare atthe feaft of after. And whan be 
was twolue yeare olde.t hey wente vp to Je 
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ruſalem. after the cuſtome of tbe feaft.2ind = — 
whanchey bad fulfilled che dayes, and we⸗ 79°74 
re gone home aga yne, the childe Jeſus abo- reuitss.a 
de fEyll ac Jeruſalem. And bis elders Enewe 

it not, bucchoughe be had bene in thecom- 

pany, andthey came a dayes tourney, and 

foughe bi amdge their kynß folkes z acqua- 
taunce.2 nd whã they founde him not they 

wẽte agayneto Fernfalé, and fought bim. 

And tt fortunied after thze dayes, H they 
founde bim in thetemple,fyttingeamenge & 
the ceachers, hearynge thẽ, and oppofynge 
eben. Andallebey chat herde him, wodred maces.c 
at bis vnderſtond ynge and anfiveres. And marcub 
whan they fare bim, they were aſtonnyed. Luce.d 
And his mother fayde vnto him: Ty fonne, 
why haſt thou done this unto vs 7 Bebol- 
de, chy fatberand J haue foughe the ſoro⸗ 
wynge.2ind be ſayde vnto thems:* Wbatis rons se 
it that ye bane foughe mez Wyft ye nor, * 

J muſt go aboute my fat hers bufynes7 And 
They · vnderſtode not che ſayenge he ſpale pucy.c 
vnt o them. And he wente downe with thẽ, andw.d 
and came to Nazareth, and was obediẽt vis 
to them. And his mother kepte allthefe wor 
des in bir hert. And Jeſus increaſed in wyß 
dome,ageand fauoure with God aud men. 
Thelll. Chapter, 

Cichefifeench yeqreofthe raigneof 

Tiberius the Lmpcroure, wha por 
AY, tius plate was lefte naũt in Jewry 
sand Herove onc of che foure princes in Ga 
Ule,and bis bother philippe one of the for be? 
re prynces in Stures,z inthe coaftes of Cra 
conites, and Lyfanias oncofehe foure prise 
ces of Abilene, when Hannas and Caipbas 
were bye prefies, thé came * worde of God 
vnto Shen the ſonne ofSacharyin the wyl- 
dernes. And be cameinto all > coaſtes abow 
te Jordan, and preached the baprymeofre 
péetaunce for the renryffion of ſynnes. Asie Macs. 
Is wꝛyttẽ in * boke of Ffayenges of Efaye Lay 
the prophet, which fayeth : The voyce ofa * 
cryer in the wyldernes: pꝛe pare the waye of lagen 
theL ORDE,and make his pathes ſtraight. 
Euery valley ſhalbe fylied and euery moun· 
taynez hyll ſhalbe brought lowe. And ir hat 
fo ts cro€ed,fhalbemade ſtraight: and rbat 
rough is ſhalbe mave fincoth, and all flefly 
fhalfethe Sauioure of Ged. 

Then ſayde be vnto the people, F wente B 
out tobe baptyſed of bim:me generacion of mats2 
vipers,who bath certified you,that ye ſhai 
cfeape ? wrath to ceme: Take hede, brynge 
forth duc frutes ofrepttaiice,z beg ynnenoe 
to faye: We haue Abrahã coo? father. For J 
faye vnto yous Sod is able of theſe ſtones ro 
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rayfe vp cildzen vnto Abraham. The areis 
Macz.a Put vnto the tre allready :fotbat euery tre 
and7-b whic brynget h not forth good fruce, hal· 

be hewen Downe, and caft into the fyze.2ind 
vAkad the peopleared him and ſa yde · What [hal 
we do then he anfwwered,z fayde unto che: 
Hethat hath two coates, let him parte ch 
bim § bathnone: and be that hath meate, 
fecbint do likewyſe. 

Che publicans came alfo,to bebaptyfeo 
and fayde vnto bin: Maſter, what [hal we 
do? He ſayde vnto them: Requyze nomore, 
then is appoynted you. Then ¥ ſoud yours 
axed him li€ewyfe,and ſayde: What ſhal we 
do then? And he fayde vnto thẽ Do no man 
violence ner wronge, and be content with 
voure wages. 

But whan che people were it a doute, 
thoughtallin their bertes, whether be we- 
re Chrifé, Ihon anfwwered, and fayde vito 
thé all: J baptyſe you with water, but after 
Tohi.re Wie there cSmeth one fironger che J. whofe 
wezecss Phuclachet oom not — tolowfe:+ be 
de [hal bapcyle you with che holy goof—and 

with fyre. Whoſe fanneis it bis hande, and 

be ſhal pourge bis flooze,and [hal gather ¥ 
dats · b ix heate into bis barne, and ſhal burnethe 
chaffe with vnquencheable fyre And many 
otber thynges moze exorted be, z preacheð 
vnto the people, 

But Herode the Tetrarcha (whã be was 
rebuked of him becauſe of Herodias bis bro 
thers wife,and forall theencls that Herode 
dyd)befydes all chis he layed FHS in preſon. 

And it foztuncd whan all the people re- 
ceaued baptyme,and whan Jeſus al] was 
— and prayed, that heauen opencd, 
and che boly gooſt came Domne in a bodely 
Thappe lite a doue vpon him. And out of 
heauen there came a voyce, which fayde: 
Thou are my deare fonne, it whs J delyte. 

And Jeſus was aboute thirtie yeares 
Bate, Sp whan be beganne. And he was caten for 
rucgc Ye forme of Joſeph. whic was the fone 
Tohine Of EL which was chefonne of Maͤthat. 

Which was thefoune of Leut- 
Which was the ſonne of Melchi. 
Which was the fonne of Janna. 
Which was the ſonne of Joſeph. 
Which was che ſonne of Mat hathias. 
Which was the ſonne of Amos. 
Which was the fonne of Nahum. 
Which was che fonne of Eßüi. 
WObich was the ſonne of Crange. 
Which was the fonne of Maath. 
DObid was the fonne of Mathaͤthias. 
Which was che fonne of Simẽi. 
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Which was the ſonne of Fofeph. 
Which was the fonne of Juda. 
Which was the forme of Johanna. 
Wbich was the ſonne of Refia. 
Which was the forme of Zorobabel. 
Which was the fonne of Salathiel. 
Which was the forme of Neri. 
WObid was the fonne of Melchi. 
Which was che fonneof Abdi. 
Wbich was che fonne of Coſam. 
Wid was che ſonne of Elmadam. 
Whid was the ſonne of Her. 
Which was the forme of Jeſo. 
Which was che forneof Eliezer. 
Which was the fonne of Jorem. 
Which was the fonne of att ha. 
Which was the ſonne of Lent. 
Which was the fone of Simeon. 
Which was cheformeof Juda. 
Which was the fone of Fofeph. 
Which was the ſonne of Fonam. 
Which was che forme of Sli achim 
Which was ehefonne of Melca. 
Wobich was the forme of Menam. 
Which was the ſonne of Mathathan. 
Whid was che ſonne of Mathañ . 
Which was chefonne of Dauid. 
Which was che forme of Feffe. 
Wid was the forme of Ovev. 
Which was the fonne of Boos. 
Wbich was che ſonne of Salmon. 
Which was the fonne of Naaſſon. 
¶Which was the fonne of Aminadab. 
Which wes che forme of Aram. 
Wid) was the forme of Eſtem. 
¶Which was the ſonne of Phares. 
Which was the ſonne o Bion 
DWobich was the forme of Jacob. 
Which was the ſonne of Iſaac. 
Which was the fone of Abra ham. 
Which was the ſonne of Thara. 
DObich was rhe fone of Rahor. 
DObich was the forme of Serug. 
Which was thefonneof Regu. 
Which was the fonneof peleg. 
Which was che ſonne of Eber. 
Whicd was the forme of Salab. 
Which was che ſonne of Caynan. 
DObich was che fonne of Arphachſad. 
Which wast he ſonne of Sam. 
Which was thefonne of Moe. 
Which was the forme of Lamech. 
Which was che ſonne of Mathuſalah. 
Which was chefonne of Henoch. 
Which was the forme of Jared. 
Which was the fone of Mahaleel. 
Which was the ſonne of KRenan. 
eE iij 
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Which was the fonne of Enos. 
Which was che ſonne of Seth. 
Which was the fonne of Adam. 
Which was the fonne of God. 
The fourth Chapter 
A Eſus full of che holy gooſt, came 
Mate4.a agayne from Jordane, and was led 
March CNY, of $ fpreceinto wylyernes,z fourcy 
vExo34d dayes loge was hetẽ pted of F devel. « And 
Ke · is· b imebofedayes ate he notbinge . And whan 
they were ended, be bongred after warde. 
Andð the deuell fayde onto him:feboube F 
fonncof God, cSmaundetbis ſtone,  itbe 
bred. And Jeſus anfiveredz fayde vnto hi: 
It is weytten: «LH Fan [hal not lyue by bred 
Onely, but by enerywozde of God.2ind Fde~ 
nell cote pane into anbye mofica yne,and 
fhewedbimallebetyngdomes of ¥ whole 
worlde in * troincFelinge of aneye,z fayde 
vnto bim: All this power wil J gene vnto 
che, and the glory cherof, for itis geuẽ ouer 
vnto me, and J geue it,to whom Frwil. RF 
thou now wile woꝛſhippe me, they ſhal all 
be — anſwered bint, and fayde: 
Auoyde fro me thou Satan. Je is wꝛytten: 
Chow fhale worfhippe the LORDE thy 
Gov, and him onely Tate thou ferne. 

And be caried him to Fernfalem, and fec 
bim vpona pynnacle ofebe temple, and fay 
dDevntobinmfeboube ¥ fonne of God, café 
thy Rif vorone from hence. For it is wꝛyttẽ: 
Phal.so.b He fst gene bis ancels charge ouerthe, to 

kepe the, and with their handes they fhal 
bolvechevp,chatthou daſhe not thy fore 
aqaynfé a ſtone. And Jeſus anfivered, and 
peurs.c ſayde vnto bun: It is fa yde: Thou [hale noe 
remptetheLORDE thy God. And whan > 
deuell had ended all rhe temptacions, be de ⸗ 
parred from him for a ſeaſon. 
dat. abAnd Jeſus cameagayne in the power of 
marcne the fprete nto Galile And the fame of him 
was noyfed thorow out all ¥ region rounds 
aboute. And be taught in their ſynag oges, 
and was commended of every man. 
matx.g ¶ And he came vnto Nazareth where be 
Marc.s.a wes nourſed, and as bis cuſtome was, he we 
te in to the ſynagoge vpon Sabbath. and 
ſtode vp for torede. Then was there delyue 
akfde.b Ted bint the · bore of * prophet Eſa y And 
soban be had turned ouer the bote, be foun- 
dethe placewhere itis weytten: Che fpzete 
Efa.c.a Of the LORDEts with me, becanfe bebath 
anoyntcd merto preach the Gofpell vnto > 
oie bath be fent me: to heale the broken 
— preach delyueraũce to the capty 
ne,endfightto the blende:and frely conte at 
lihert y rhem that ave bruſed: and so preach 


Deutsb 


Dent.s.c 
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the acceptable yeare of theL ORDE. 

And rohan he had clofedthebote, he ga C 
ue it agayneto F myniſter, fat him dowñe. 
nd che eyes of all chat were in che ſynago 
Ge,rwere faſtened on him. And he begãne to 
faye vnto them: This da ye is this ſeripture 
fulfilled in youre eares. And they all gaue marie 
him wytneffe, and wõdred at tbe gracious Marcoa 
wordes, which proce aded out of his mouth, 
and they (aide: Js noc this Joſephs fonnes tohace 

And he ſayde vnto chem: Dontles ye wyl 
fayevnto me this pzouerbe:pbifician, beale 
tbhyfel Foz hore greatethinges baue we ber 
de done at Capernaũ? Do thejame bere alſo 
in thine orone countre. But he ſaide: Verely Nat. u· 
FJ fayevnto you:Thervis no prophet accep — * 
ed in bis ownecountre, NReuertheles of 4 '°'*** 
trueth F faye vito yours There weremany Reva 
rwederves in Ffrael in} tyme of Elias, wha 
the heave was ſhut thre yeares andfiremo 
nethes, andwhan there was « greate derth 
in alltbelande: z to none of thé was Elias 
fene, buc onely vnto Sarepta ofthe Sydo- 
nyans to a wedowe. * And many lepers we 4 Reg sc 
xe there in Iſtael in the tyme of Ehfeus > 
prophet, andnone of che was clenfed, faue 
onely Naaman of Syzta. 

And as many gs were it the ſynagoge, D 
wha they herde ,were fylled with wath. 

And theyroſe vp,and thꝛuſt him out of che 

cite, andled bim vp to the edge of the hyll 
whervpõ their cite was buylded, tharrbey 

might caft bim downe beadlynge. Bur be 

wente bis wayeenen thozow the myddeſt 

of them, and cameto Capernanm a cite of Mat4.b 
Galile,andeaugheché vpoele Gabbathes. Mirerb 
And they wondzed at his doctr yne for bis sMacyc 
preachinge was with power. 

And in the Synagoge there wasa maw 
poſſeſſed wich « foule venell, zhe cryedlou- 
De, and fayde: Let me alone, what haue we 
todo wh theebou Jeſus of Nazareth? Art Mares.c 
thou come to deftroye vs? JEnowe ¥ who 
thou art,enen the Holy of Gov. 2nd Jeſus 
rebuked him and ſa yde:holde thy tũge and 
departe ont ofhim. And che deuell thre w be 
inthe myddeſt amonge them, and departed 
from him, and dyd bm no barme. And the · 
re came a feare ouer thé all, and they (pate 
am onge them ſelues, and ſa yde: What ma- 
ner of thinge is this? He commaundeth the 
foulefpretes with auctorite and power,and 
they departe out.2ind F fame of him was 
noyfed thozow out all che places of * court 
tre rounde aboute. 

And he roſe vp out ofthe ſynagoge, and Mar.eb 
came in to Symons houſe And Symð smo NMatcne 
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ther in lawe was take with a greate fener, 
zebey pzayde him for her. And he wẽte vito 
der,zcSmannded the feuer. And it left ber, 
Zimedtiatly fhe rofe vp, zmynifired vntochẽ. 

ind whan the Sonne was gone Downe 


at. flocs all chey that bad ſicke of dyuerſe difeaies, 
Marcic brought thẽ vnto bim. And bela yed bis hã ⸗ 


des vpon euer y one of ché,z made thẽ who 
le. The deuels aiſo departed out ofmany, criẽ 
Seand ſayenge: Chou arc Chriſt che ſonne 
Of God. And berebuted ché, ſuffred them 
not to fpeate : for they Enewethat be was 
Chꝛiſt But whã it was daye,be wẽte out in 
toa deſerte place. And the people ſought bi, 
and came vnto him Tkepte hun, p he hulde 
not departe frõ thé. Sut be ſayde vnto thẽ: 
J fs preach the Gofpell of * Eyngdome 
OF God co other cities alfo : for there to am 
I ſent. And be preached in che fynagoges of 
Galile. Chev. Chaprer. 
A Teame to paffe, ỹ? the people preaß 
ſed vpon him —————— wvworde OF 
Bod and he ſtode by the lake of Ge 
nagereth, and ſawe two ſhipppes ſtsde by * 
lake ſyde, but ¥ fiers were gone out of cbs, 
and bad wafibed their nestes. Chen wente 
be in to one of che ſhippes, which was Gy- 
mons, and prayed bim, ybe wolde theuſt out 
a litle fr5 che londe. And be fac bint do vne, 
and taught the people out of * ſhippe. 

And whan he badlefe of caltynge,be fay 
Se vnto Symon:Launch out intochedepe 
zlet flyppe yé nectes, to mate a Draught. 
And Symon anſwered andfayde onto bim: 
Maſter, we baue laboured all * night,and 
tater nothinge. Suc vps thy n ode, J wil 
lowſe forth the nett. And wh chey har ſo 
Done, they coke a greate multitude of fifbes, 
azeberr net brake. And they made ſygnes to 
ther filowes which were in y otber fhippe, 
Pebey fhulve come, z belpe che. And chey 
came,z fylled both the [hippes full,foyebey 
2D foncFe. Whan Symon peter ſawe y,be fell 
Downe at Felis Ences, zfayde:L ORDE, Go 
frome,foz J am a ſynfull man: Foz be was 
afionnyedandall chat were wb bim,atthis 
draucht of fiſhes which they toFe,and fowe 
re James and Ihon alfd the formes of Zebe 
De, which were Symons companyens.2ind 
FJefiss fayde vnto Syms: Feare not, for frõ 
Bence forth thou ſhalt take men. And they 
brongbe the fhippes to londe, and lefe all, 
and foloncd bins, 

And it fortunedas he was in acite, bebol 
de, there was a man fulloflepzofy. Whã he 
[awe Jeſus be fell vpd bis face,z beſouo ht 
him and ſayder l ORDE, yf thou wilt, chow 
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canſt mate mecleane. And be ſtretched one 
Dis bide, and touched bim,and fayde: J wil, 
be thou cleane.And mmediacly che leprofy 
Departed from bint. And be charged bin, y 
De ſhulde cell noma, but go chy waye (fayde 
he)and ſhewe thy felfunco y prieſt, and offre 
fory clenfynge,- as Moſes comaunded, for 
& witneſſe vnto thé. But > fame of bi were 
out farther abzode, Tthere came mod) peo- 
fey cogetber,to beare bim,z co be healed by 
bi frõ cheir ſickneſſes. And he departed into 
the wylderneffes, z gaue him felf topzayer. 

And tc formed vps a daye, Phecaughe, 
andebere fac ¥ Phariſes and [erybes, whidy 
were come out ofall therownes of Gulile, 
AND Ferry, and frd Jeruſalẽ, and che power 
ofthe LORDE wite frõ bim, ⁊ healeð euery 
man. And bebolve, cercaynemen bioughe 
vpon a bed,a man ? bad ¥ palſye, and they 
ſought bow chey might brynge him in, and 
Laye bint before bins. And whan they coude 
not fynde by what wayethcy mig ht binge 
him in(foz * peopleyehey clymmed vpto F 
toppe ofthe houſe Tlet him vorwnethororw 
thecylinge rw che bed,amSge thé before Je⸗ 
fus.2And whan be fawe their faith, ils ſayde 
vnto hĩ: ꝛ an, /?- ſynnes are forgeuẽ * And 
the ferybes and pharyfes begane totbyntc, 
⁊ ſaide: What is he this, ỹ ſpeabeth blafpbe 
my· Wyho cé forgenelynnes, but onely Goð! 

Neuertheles wha Jeſus perce zued their 
thoughtes, be anſwerẽd and ſaide vnt o chẽ: 
What thynke ye in ys hertes Whether is 
eaſier co faye: Thy ſynnes are forgené Or 
toſaye: Ar yſe, and walke Bucthat ye maye 
Enowe, that the ſonne of mg bach power to 
forgene ſynnes vpon earch,be ſayde vnto * 
ſicke of thepalſie: J faye vnto ? Ar yſe take 
vp ¥ bed,and gobome. And immediatly he 
rofé vp before chẽ Ttoke vp thebed Fhe bad 
Tyen vpd,and wéte home, and pzayjed Gor. 
And they were all affonnyed,and gaue God 
pꝛayſe and were fylled w feare,and ſa yde: 
We haue ſene maruelous chynges to daye. 

And afterwarde he wẽte out, and ſawe a 
publican named Leui, ſyttinge at ¥ receate 
ofcaftome,z befayde vnto bim: Folo we me. 
And he left ail, roſẽ vp,z folowed bim. And 
Leuimade bi a greate fenfti bis houſe. And 
many publicans z ot her fate bi at $ cable, 
2nd che ferybes and Pharyſes murmured 
aga ynſt bis difciples,z faide: Wherfore do 
yecatezdeyntexb publicãs ⁊ ſynners And 
Jeſus anjroeied,zjayde vncoché:The rho 
Tenedenot $ phifician,burthey are ſicke 3 
am not cometo call * rig hteous, butfinners 
to repentaũ ce. 
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But they fayde vnto him : Wher fore faſt 
> difciples of Ihs ſo of, z pzayefomoch, z 
the difciples Sebo PbarifeshEewyfe,buc v 
difciples eate and drynke? And be ſa yde vn 
corbem:Can yematethe weddynge childrẽ 
faſt ſo ge asthe brydegrome is with cher 
Bue che tyme wil come that the bzydegro- 

me ſhalbe tatẽ frõ thẽ then ſhal they faſt. 
> be fayde vnto thent « ſymilitude: 
No man putteth a pece of new clochin to 
anolde garment:for els berentetbebenew, 
and the pece of the new agrecth not with 
the olde. Andno man putteth new wyne in 
to olde veffels, for els > new wyne barſteth 
the veffels, and runneth out it felf, and the 
veffels perifhe. But new wyne muſt be 
put in to new veffels, and ſo are they both 
— And there is no man that dryn· 
eth the olve,and wolde ſtraight waye ba- 
we she new, foz he ſayeth: rhe olve ts plea- 


A ſaunter. 
2* The Vi. Chapter. 
— Vd it fortuned vpon ast after pꝛynci 
pall Sabbath,that be wente thorow 
— thecome felve,z bis difciples piucked 
the eares of come, andate, andrubbed the 
with their hades. But certayne ofthe pbs 
riſes fayde onto them: Wherfore do ye tha, 
which is not laufull to do vpon the Sab- 
bath72ind Jeſus anfivered, and fayde onto 
aRegarc EE: Have ye noe red what Dauid dyd, whe 
vExoasc bewas bongrie, and they that were with 
Dim, bow be wente iss to the houſe of Goo, 
and cote the + fherobied, and ate, and gaue 
alfo vnto chem that were with bin, which 
was laufull for no man to eate, but for the 
2eftes dnely? And be fayde vnto them: Tbe 
Matnb fonneof man is LORDEcuen ouer che Gab 
Marcz.a bath. 

Ye came to paffe vps another Sabbath, 
thar be wéteintoche fynagoge,and taugbe 
and there was aman , whofe right bande 
was wythied. Bue ¥ ferybes and pharifes 
marked bim, whether he wolde beale vpon 
the Sabbath, that they might fynde an oc 
cafion agaynft him. Teuertheles be perce 
ned their choughtes, and ſa yde vntoche mã 
with che: — bande: Aryſe, and ſteppe 
feb bere, And he arofe, and ſtepped forth. 

ers ſayde Jeſus vnto the: J wil are you 
a queſtion: What is it laufull do do vps the 
Sabbath? goon, or euell “to ſaue life, or to 
beftroycit 7 And be bebelde thé all rounde 
abonte,and fayde vᷣnto thems: Stretdy out 
thine hande. ÄAnd he dyð fo. Then was bis 
hande reſtoꝛred him to right, enenas whole 
as the other. Sut they were fylled full of 
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mradnes , and commoned together, what B 


they wolde do to bin. Mat.14.¢ 
Andie fortuned atthe fame tyme,that be — 


wente out in to a mountayne to praye, and Menc 

continued all night in prayerto God. And aa 

whã it was daye he called bis diſciples, and ren * 

chofe ewoluc of them, whom be called alſo A" 

apoftles. Symon, whom be named peter, 

and Andrew bis brother, James and Ihon. 

pprlipre and Barcylmew, Mat hew and 
bomas, James the fonne of Alpheus, Sy 

mon called Zelotes judas thefonne of Ja- 

mes, and Judas Iſcarioth, which was che 

traycoure, 

And he wentedorone with them, and ſto Mat.4.c 
de vpon a playnein the felde, andebe com Marcea 
pany of bis difciples, anda greate multitu- 
de of people, from all Jewry, and Jeruſalẽ. 
and front Tyre and Sydonby the fee coafé, 
which were come to beare bim, and to be 
healed of their difeafes,and they that were 
vexed with foule|pzetes, were healed. 2nd 
all che people ſought to touch bin, foztbere C 
wente vertue frõ him, and healed thẽ ali.  Matse 

And he lift vp bis eyes vps his difciples, 
and feyde: Dlefjed are ye poore, for yours is 
the Eyngdome of God. Bleffed are ye that 
honger bere, for yefhalbe fatiffied. BSleſſed 
are ye} wepe bere, for ye ſyallaugh. Bleffed 
arcye, whan men bate you,and put you ous 
oftheir cSpanyes, andrenyle you, and café 
out youre name as anenell thinge, foz the 
forme of mans fate. Re ioyfe ye then, and be 
glad: for beholde, youre rewarde is greate in 
heauen. Euenthus dyd their fathers vnto amoso.a 
the propbetes alfo. 

But wo vnto youriche, for ye haue youre 
cõſolacion aliready. Wo onto youtbhatare 
5* for ye ſhal honger. Wo vnto youchat 

augh here, for ye ſhal wepe and wayle. Wo 
vnto you whan euery man prayſerh you, 
Euen ſo dyd cheir fathers vnto che falſe pro 
phetes alſo. 

But IJ faye vnto you that heare: Lone 
youreenemies:d0 good vnto them that ha 
te yourbleſſe them that curſe you: praye for 
them that wrong filly trouble you. And 
who ſo finyteth the on the one chete, offre 
bim ¥ other alſo. And who fo taketh awaye 
thy cloate, fozbyd bim not y cote alfo. Who 
fo ener axeth of the, gene bint: and who [> «Tob. 
tateth awaye thyne,are it not agayne. Feclis.> 
¶And as ye wolderhat mer ſhulde do vnto my” 
you, even ſo do ye vnto them likewyſe. Mats. 

And yf ye loue them that loue you, what 
thate bane ye therfore? For ſynners alſo lo 
ue their louers. And yf ye do good for youre 


Mat7.a Be ye cherfozremercifull, as youre father deſt [herve this for him, foz be loueth oure 
andee alſo is mercifull. Judge not, and ye ſhal not people, z bach buylved vs > fynagoge.2ino 
beindged.Condépnenct,and ye ſhalnot be Jeſus wente wb chem. 
condempned. Forgeue, and ye ſhal be forge ⸗ Now whan they were not farre from * 
Fromc wen. Gene, andto you ſhalbe geuẽ. A goed houſe, Y captaine ſent frẽdes vnto bi, ſaiẽ ge 
meaſure, preſſed done, ſhaken togetber,z vnto biun:OhLORDE, trouble not thy ſelf. 
rũnynge duer, ſhal mé geueinto youre bofo- Fam not worthy, chou ſhuldeſt enter vnñ 
Matz.a me, For with whatmeafire ye meete, with dermyrofe,and ther fore thought not my 
Marcgc thefeme ſhal itbe meafured co yonagayne. ſelf worthy ro come to $ :but[peake wor 
And he ſayde a fymilitude oncoche:Can  de,z my ſcruaũt fyalbe whole. Foz Imy ſelf 
Macasb the blynde ſhewe the waye to > blyndvezDO alſo ama mG, ſubiecte to the bygher aucto- 
they not both thẽ fall in to the dyche? Che rite, T haue ſoudyers vnder me, And I ſa ye 
Mat.to.c diſeiple is not aboue bis maſter. Sut whoſd vnto one: Go,z be geeth. And to anothers 
Johi.z.b eneris perfecte,¥ ſame ſhalbe as his maſter. Come,zhe cõmeth. And to my feruatit: Do 
Bue why ſeiſt thou a moote ĩ thy brothers this, T he doeth it. Whan Jeſůs herde , be 
eye, and conſidꝛeſt not the beame, that is in marueyled at bi,zeurned bim aboute,z ſaͤy 
thine awne eye!? Oꝛ boro cout thou ſaye vn· dvevnto > people  folowed hĩ: faye vnto 
£9 thy brother: hoide ſtyll brother, J rwil you:Gogreate faith haue J not founde no 
Macz.a plucFe $ moatcoutof thyne eye, and t hou not in Tfracl.And whe cheychac were ſent, 
thy ſelf ſeiſt noc y beamein thie aronecye? came bomeagayre,they founve che ſeruaut⸗ 
Thou ypocryte, Fyrſt caſt the beame out of chat was ſicke whole. 
thine grone eye,andebé [hale thou fe clearly And it fortuned afterwarde, thathe we 
topull the moote out ofthy bietberseye. — teintoa cite called RNaim, and many of bis 
For it io vo good tre, bryngeth forrh diftiples wente with him, and moch people. 
Macz.b enell fruterand noenell tre Pbringeth foxrh ¶ Whan he came nye co the gate ofebe cite, 
andad good frute.Eucry treis Enowneby bis fru beholde, there was caried out one deed, 
te. Foz mẽ gather not fygges of thornes ner which was the onely fonne of his morber, 
grapes of tufhes.2 good mã out of y good and ſhe was awyddore, and moch people 
treafire of bis bert,bryngeth fortby whid> ofthe cite wente with ber. Andwhanthe 
is goodrand an euell ma out ofthe euell trex LORDE fare ber, be had cSpaffion on ber, 
fire of bis bere, bryngeth forth that which and faydevnto ber: Wepenor.Andhe came 
ts eueil. Gorofthe abundaunce of the hert, nye, and touched the Coffyn.Andthey that 
the mouth ſpeaketh. bare him, ſtede ſtyll. And be ſayde: Monge 
Nala ButwhycailyemeLORDE LORDE,z man, faye onto the: Aryfe. And*the deed — 
waz donocthat Saye vnto yous. Who ſo euer ſat vp, and begannetofpeate. Andhedely- Las e 
emarz.c Commeth vnto me,and beareth my wordes — ucredbimvnro bis mother. Andebere came andsob 
Tacou.c anddoth thé, J wil ſhewe youtowbembe a feareon them ail,and they pzayfed Goo, 
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good doers, what thankebane ye ther fore! 
Jor ſynners alſo do euen the ſame. And yf ye 
lende vnto them, of whõ ye hope toreceaue 
what thãte haue ye ther fore? Forx ſynners 
alſo lenðde vnto ſynners, that they mayere- 
ceaue as moch agayne But rather loue ye 
yoͤ enemies do good, and lende lokynge for 
nothingetherofagayne:fo [hal yo rerwarde 
be greate, and ye ſhalbe the dildzen ofthe 
Hyeſt, for be is kynde, enen to the vnt hank⸗ 
full and co che euell. 


is lyke. cis life vnto a man which buylded 
an houſe, and digged depe, and layed * foun 
dacion vpon a rocke. Whan the waters ca- 
me, the floudes bett vpon that houſe, and 
coulde not moue it: for it was groũded vps 
¥ rocFe.But he that hearet h and doth not, 
is lite vnto aman that buylded bis houſe 
wpd the earth without foundacion,and the 
fixcames bett vpõ it and it fell immediatly, 
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and greate was the fall of that houſe. 
Tbe Vil. Chapter. 

SX dan be had ended his talk ynge vn A 


to che people, be wente in to Caper — 


naum: and a taynes ſeruaunt 
laye decd ficke, whom he idued · Wha be her 
de of Jeſuůs, be ſent the elders of che Jewes 
vnto bim,and prayed bim, thar be woldeco 
me,and mate bis feruaunt whole. But whe 
they came to Yefus, they befoughe bint in- 
ſtantly, z ſa yde: He is worthy A thou fhul- 


and fayde: 2 greate propbetis ryfen amon 
evs, and God bach vyfited bis people. 
And this fame of bim was noyfed in all 
Terry, andinall ¥ regions that laye roun 
de aboute. 

And che diſciples of Ihõ ſherred him of 
all theſet hinges. And Ihon cailed onto him 
two of bis difciples,and ſent thẽ vnto Jeſus 
ſayengẽe:Art thou he that ſhal come, or ſhal 


Mlohi.4.¢ 
ands,b 


Efa.ss.a 


Ela ora 


Mar.ina 


Mala 
mara 


Maa 


Mataé.2 
Mar.14-4 be wolde eare with him, And be wente into 


lohi.s.a 
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we loke for another? Whan the men came 

ro bim,they fayde: Ihon ¥ baptiſt bach fent 

vs unto the, fayenge: Art thon be chat ſhal 

come, 92 [bal we loke foz another? 
€ = Acebcjame houre healed he many front 
fickneffes z plages,and frd euell fpzeres, and 
vnto many that were blynde, be gave fight. 
And Zeſus anfivered, z fayde vnto the: Go 
y waye, ſhewe Jhon, what ye haue ſene 
berde. Che blyndeje,the halt go, the lepers 
ave clenſed, the deaf beare, the decd aryfe, 
«the Golpell is preached vuto F pooze, and 
bleffed is be, that is noe offended at me. 

Whan che meffaungers of HS were de- 
parted, Jeſus begãne to fpeate vnto F peo 
ple cScernynge Ihs: What are ye gone out 
force fein F wyldernefjezWelde ye fea rede, 
thatis ſhakẽ w the wynde? Oꝛ what are ye 
gone our forto ſe? Wolde ye ſe a mã clothed 
in ſoft rayment? Beholde, theyt hat are gor 
giouſly arayed,z lyůe delycately, are in kyn · 
Fes courtes .O2z what are ye gone out for to 
fer Wolde ye ſe a prophet? Xee J faye vnto 
youone that is more thé a prop het. Chis is 
he, of whom itis weytten: Scholde, J ſende 
my meffaunger be fore y face,n hich ſhal pre 
pare thy wayebefoze the. Foz J faye vnto 
you: Amonge thé are borne of weniẽ, there 
is no greater prophet thé Shonthe baptiſt. 
Not dith ſtondynge be char is leffe in the 
Fyagdeme of 6d, 15 greater then be. 

nd all the peoplethat berde bim,andF 
publicans,inftificv God, and were bapryfed 
with the bapryme of Ihon But che Phari 
ſes and ſerybes deſpyſed * councell of God 
againft the felucs,z werenor baptiſed of bi. 
D  BueeheLORDE ſaide:Where vneo fhal 


matuc Ilicken the men ofthis generactony And 


whom are they like? hey are like vnto chil 
D2 which ſyt in che market, and crye one to 
gnotber,and faye: We baue pyped vnto you, 
Gnd ye haue not daunſed: we haue mourned 
vnto you,z ye haue nor wepte. For Ihon * 
baptiſt came,and »ateno bied, and drãke no 
wyne,and yefaye:be bath Fdeucll.The ſon · 
ne of mantis come,cateth and drynteth,z ye 
faye:Chis man ts « glutton anda wynebeb 
ber,a frende of publicans and ſynners. And 
wyßdeme is tuftified ofall bir children. 

And one of the Pharifes deſyred bim, F 


the — boufe,and fac him downe at > 
table. And beholde, there was in the cite a 
womã which was a ſynner. Whẽ ſhe knewe 
that Jeſus ſat at thetable in the Phariſes 
houſe he brought a bore with oynement,z 
ſtode behynde at bis fete, and wepte, and be⸗ 
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Sanne to water bis fete with teares, and to 

Daye thew che hayres of bir heave, and Ey 

fed bis fete,z anoynted thé with oyntinẽt. 
Bue whan the pharijé whic) had called E 


bim fawethat,be pate within himſelf, and Lacasd 


fayde:mfcbis mg were a prophet, be wolde 
Enowe who, zwhar maner of woman this 
isthattoucheth him, foz ſhe is a ſynner. And 
¶Jeſus anſwered, and faide vnto bin: Sims, 
FJbauefomerhat to faye virco the. He fay- 
Se: Maſter faye on. A certayne lender bad 
two detters, the onc oughe fyue hundreth 
pens,the ot her fiftic:bucwbanthey badno 
thingeto paye,be ſorgaue thẽ both. Tellme 
which oftbem wyl loue him moft7 Symon 
anfwvered, and ſa yde: He. ſuppoſe)to whõ 
he forgaue moſt. Then ſa yde he vnto him: 
Thou haſt iudged right. 

And be turned him co the woman, and 
fayde vnto Syms: Seifé thou this womã? 
Jans comeinto thine honfe,thon haſt geuẽ 
Ine no water vnto my fete, but fhe bachwa 
tred my fere with teares, and dryed thẽ wb 
the bayres ¢f bir beade: Thou haſt gent me 
nok yffe,but fhe fens the tyme ſhe came i.) 
bath not ceaſſed to tyffe my fete: Chou haſt 
not anoinceomy beaderd oyle, but ſhe bath 
anoynted my beade with oyntment. Cher- 
fore Z faye vnto the : Many fynnes are for 
geuen ber, foz ſhe hath loued moch But vn⸗ 
to whom leſſe is forgeuen, the ſame loueth 
rhelcfe 

And be ſayde vnto ber: Thy ſynnes are 
forgeuenthe. Chen they that fat atthe ta- 
ble with bim,beganne to faye wit hin them 
ſelues: What is be this, chat fozgencth ſyn 
nes alfo ? But be fayde visto the woman: 
Thy faith bath faued the, Go thy waye in 


peace. 
The Vill. Chapter. 
ig Cid tt fortuned afterwarbde, that be 2 
wente thozorw the cities andtownes, 
and preached, and ſhewed } Gofpell 
ofthe kyngdeme of God, and therweluerd 


Him. And certayne wemen alfd,2e~hd be bad Lucese 


healed frõ euell ſpretes and infirmities: Na 


mely, Wary + which is called Magdalene, Lucaga 


out ofwhem wente ſeuen dencls,and Joan 
ne F wife of Chufa Herodes fiewarde, and 
Suſanna, and many otber, that myniſtred 
vnto them of their fubftaunce. 


Clow wha mod) people were gatherch Aat u⸗ 


togetber,and baifted onto bim outofebect 
ties, He ſpake by afymilitude: Chere wente 
out a ſo wer to ſowe his fede,zrbyle he was 
ſowynge, ſome fell by the waye ſyde, and 
was troddẽ onder forc,and the foules ofehe 
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ayre ate it vp. 2nd fome fell on fEone, and 
wobanit was fpronge vp, it wyt hꝛed awaye, 
becauſe it had no moyfineffe. And fore fell 
amonge thornes, and the thomes ſprange 
vp wich it, and choked ic. 2nd feme fell vp> 
& good grounde, and ſprange vp, and bare 
fruce an bundzech folde. Whã be ſayde this 
De cryed: Who fo batheares co beare, lec 
bim heare. 

B — Andbis difciples ared him, and fayde: 


Matasb What ſymilitude is chis? And he ſayde: Vn⸗ 
Marc.4.2 to you it is geuc, to Lnowe che myſter yes of 


the kyngdome of God, but vnto the ocber 
in parables, p chough they ſe it,ebey ſhul · 
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lake, and the wawes fell vpon thẽ, and the y 
ſtode in greate ioperdy. Then wẽte they vn⸗ 
to bim,and waked him vp,zfayde: Maſter 
meafter,we periſhe. Then bearofe,andrebue 
Fed the wynde,and the tẽpeſt of vater, and 
they ceaffed, and it wared calme.But be fay 
de vnto thé: Whereis youre faith: Neuer⸗ 
theles they were afrayed, and wodred, and 
fayde onero another: What is be this? Foz 
be cSmaundeth the wyndes and the water; 


and chey cre obedient vnto him. Andthey masa 
fayled forth int co the countreofthe Gadare Marc.s.a 


nites, whid is ouer agaynft Galile, 
And whan be wente out colonde, there D 


hob dence it, and though chey beareit,chey mee him our of > citea ma, which bad a de⸗ 
Phulve noc vnderſtonde. uell longe tyme, zware no clothes, taried 
This ts che parable:The ſede is che wor innoboufé,bucisthe graues. Neuertheles 
de of Sod: As fo: thoſe that are by Fwaye Ihã he ſawe Jeſus / he cried,and fellvowne 
ſyde they are theyt hat heare it after warde before him, andcried loude, zfayde: What 
commeth the deuell, and tabet h awa ye the bane Ito do with the Jeſus thoͤu ſonnẽe of” 
worde out of their hertes that they ſyulde che Hfeſt Godr J befeke the that chon wile 
not beleue, and be ſaued. But they on * ſto noe tormẽte me. For hecSmaunded thefou- 
ne, are (och as whan they beareit, receaue’ le ſprete, that be hulde deparce out of the 
the worde with ioye, and theſe haue no rote: m3,fozbe bad plaged bi a lõge feaforr. Aine 
they belene fora wbyle, and in the tyme of ¶ he was bounde with cheynes, and kepte 
temptacion they fall awa ye. As for it that fetters, and be brake the bondes in fonder, 
felamonge the thornes are ſoch as hearẽ it. and was caried of the deuell in to the wyl- 
and go forth amonge the cares, riches and derneſſe. 
— teduſneſſes of this life,and are choked And Jeſus axed him,and ſayde: What is 
and brynge forth no frute But that on che thy name? He ſayde Tegion. For there we- 
good grounde,are they chat he are the wor re many deuels entredin to bim, And they 
De,and Ecpeit ing pure good bert,andbzy beſought bim, chat be wolde not comaunte 
ge forth fruce in pacience, thé co go in to the depe. But there wasthe- Maced 
mat· · b Id man lighreth a cãdell and couereth rea greate heerð of fivyne fidynge vpon the Macs b 


Marc.4.b it with a veffell, oz putteth it vnder a table. mountayne,andtbey beſought bim,ebat be 


Mare.c 
Marc4.d be wente in to « ſhippe. and bis difeiples v 


Lucie bucfectech it vpon acandelfticFe, that ſoch ¶ wolde geue them leue, to enrre in to $ fame. 
Matsod as go in maye ſe light. Forthereis not hin 2nd be gaue thẽ leue. Then departed h der 
Marc4eb ge hyd, that ſhal not be openly ſhewedrand — uels oucoftbema,andentred into the fivy- 


there ts notbinge fecrete, that ſhal not be 
Enorone,and come to light. Tate hede ther- 


¥Matus.b fore bow ye beare. « Gor who fe bath, vnto 
and as.c 
Marc.4.¢ 7. 

Lucie Dim 


bim ſhalbe geuẽ: but who fo bath noe, from 
albe caten awaye, euẽ che fame thac 

he chynketh co baue. 
There wente vnto him his mother and 
bis biet hren and conde not come at bim for 
the people. And it was tolde him. Thy mo- 


Mate ther and thy brethren ſtonde without, and 
marcze¢ roclve ſe the. But be anfivered,zfayde vnto 


thé: My mocber and my brethren are chefé, 
which beare the worde of God, anddo it, 
And ic fortuned vpon a certayne daye, F 


bim,z be fayde onto thẽ: Let vs paffeouer 
to the orber fyde of * lake. And they churfé 
of fro the Ide. And as they fayled, be flepte. 
And cherecamea ſtorme of wyndevpon F 


ne And the Eecrdrufbedbeadlynges with 
& ſtorme in to the lake and were drowned, 
Duc whã ¥ herdmen fawe what had chaun 
ſed. they fled, and tolde it in the cite andut 
thevyllagtes. 

Then wente they out, forto fe what was gz 
Done,andcame to Yefirs,and foundethe ma 
(ont of whom the deu yls weredepartedyfyt- 
tinge at Jeſus fere,clothed,and in bis right 
mynde, and they were afrayed. And they & 
had ſene it, toĩde tht bow the Poffeffed was 
healed. And the whole multitude of $ conn 
tre ofthe Gadarenites beſou ght bim,that 
be wolde departe from them, for there was 


& Greate feare come vponthe.* And be gat Mare.s.b 


bim in co $ fhippe,andeurned agayne. And 
the man out of whõ the denels weredepar 
ted, befought him, § be might be with bim, 
Dut Jeſus fent him awaye, and fayve: Go 
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home agayne. and ſhewe bow greatetbin- 
ges God bach done for the- And be wente 
bis waye,z pieached thorow out all > cite, 
bow greate chinges Jeſus had done for bi. 
Mat.9-¢ And it fortimed whe Jeſus came agayne, 
Mares© ¢he people receaucd bim, for they wayted 
for bim.2ind bebolve,chere came a man nae 
Mats.¢ med Jairus (and he was a ruler of thefyne 
Marcs< goge)and fell at Jeſus fete beſought bint, 
that be wolde come into bis boule. Foz be 
badbut one doughter (vpon « twolue yea- 
reofage)andfhelayeat ¥ poyntofdeath. 
And as he wence,the people chzonged bint. 
§ Anda womã hauynge the bloudyffue ewol 
ne yeares, (10 bic had ſpent all hir ſubſtaun 
te vpon phificians, and coude be Dealed of 
none) came bebynde, zeouched the bemme 
Of bis garméc, andimmediarly bir yflueof 
bloude was ſtaunched. 
2nd Jeſus fayde : Wyho hath couched 
we; But whan they all denyed, peter fayde, 
and theythat were with bins: Maſter, the 
people throngethe and thinfécbeandtbow 
fayefE Who bath couched mer Je ſus ſaide: 
Some body bach couched me, for J fele,chat 
there is vertue gone out fro me. Sut whan 
the woman fawe that fhe was not byd,fhe 
Matsc cametréblynge,and fell downe before bint, 
Mares d and coldebim before all the people, for what 
canfe fhe bad couched bim, z bow fhe was 
healed immediatly. And be fayde vnto ber: 
Donghter, be of good comjorte, thy faich 
bath mavethe whole, gothy wayein peace. 
Wobyle be yer fpate,chere came onc frõ ¥ 
roler of * Fynagones houſe, and ſayde vnto 
bim : Thydouaheer is deed. difeafe not the 
maſter Whan Jeſus berde chat, beanfie- 
red bint,andfayde: Feare nor, beleve onely, 
and ſhe ſhal be made whole. Sut whanbe 
came ince the houſe, be ſuffred no manto 
go in ſaue peter, and James and Ihs. and 
the father and mother ofthemayden.Chey 
sveptcall,and ſoro wed for ber. Sut hefay- 
De: Wepe not, for fhe is not deed, but +/le- 
peth.Andebey laughed bi to (come, tnow- 
ynge well chat [he was decd. But he thruſt 
them all out, and coe ber by the bande,and 
eryed, and ſa yde: Maydẽ ar yſe. And bir ſpre 
A ce came adavne ⁊ fhe arofe firaight waye. 
Naveed be cõmaundedto rene ber meate. And 
aneca. birelders were affonnyed . But becharged 
Lucs.b them, that they ſhulde tell no mau, what 
was done. 
*Mars.a The [X. Chapter. 
—— Ld he called the trolue together, 


lohã. nb 


end gaue them power and auctorite 
ouer all deuels, and chat they might 
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heale diſeaſes. And be fent the out to pready 
eheEyngdome of Gov, and to beale > ficFe, 
andfayde onto them: « Me ſhal tabe nocbin 
ge with you by the waye , nether ſtaff, ner 
jeryppe, ner bicd, ner money: ner banetwo 
coates. And into what houſe ſo ever yeen- 
tre,chere abybe,tyll ye go thence. And who 
fo cur receane you noe, departe out of the 
fame cite, and [hate ofthe duſt from youre 
fece, fora roytneffe ouer chem. And they de⸗ 
parted, and wente thorow the tornes, pre 
chinge ¥ Gofpell,z healynge cucry where. 
Serode the Tetrarcha herde of all chat 
was done by bim. And he coke care, for ſo 
moch as it was fayde of ſome: Ihs is ryſen 
agayne from the decd: of forme, Elias bath 
appeared:of fome, One of the olde pꝛophe⸗ 
tes is ryſen aga yne. And Herode fayde: Ihs 
haue J bebeaded, whoischis then of whd 
Iheare ſoch hinges 7 And he deſyred to fe 


in. 

And che Apoftles came agayne, andtol ⸗ 
de bim bow greate thinges they bad done. 
And he rokerhem to him, and wente afyde 
ince afelytary placeby the cite called Beth 
ſaida Whan the people knew of it, they fo- 
lowed him. And he receaned them, and fpa- 
fevntothem of the kyngdome of Good, and 
healed ſoch as have nede therof. But the 
daye beganne to go downe. Then came the 
twolue to bim, and fayde vnto bint: ler the 
people departe frd the, thar they maye go 
into the corones rounde aboute, and into 
$ vyllagics, where they maye fynde loderyn 
ge ⁊ meate, for we are here in F wylderneſſe. 
Duche ſayde vnto them: Geue ye them to 
eate. They fayde: We haue nomozebut fyue 
loaues andewo fyßhes. Excepte we ſhulde 
go ⁊ bye meate for ſo moch people (for the· 
re were vpona fyue thouſande men) But be 
fayde vnto bis diſeiples: Cauſe them to ſyt 
dorne by fiftiesin.a Spany. And they dyd 
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fo,and made them all to ſyt downe. Then to C 


ke he the fyue loaues and two fiß hes, and lo 
Ecd vp towarde heauẽ, and ſayde grace ouer 
them.brake them,. and gaue them to the diſ⸗ 
ciples, to ſet thẽ before che people. And they 
ate, and were all ſatiſfied And there were 
taken vp of that remayned tochem,twolue 
baffectes full of bꝛoken meate. 

Andit fortuned whan be was alone,and 
at his pzayer,and bis difciples with bim,be 
axed ti and ſayde: Whom faye the peo- 
* that Jam 7 Chey anſcered, and fayde: 

bey faye, thou art Ihon the baptiſt: So⸗ 
me,that chon art Eltas: Some, thatone o 


f 
the olde prophetes is ryſen agayne, Suthe 
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fayde vntothem: Whom faye ye that Jams 
Chen anfivered Peter and fayde: Thou are 
the Chriſt of God. And he charged chem 
firately, andcommaunded chem,that they 
ſhulde tell chis vnto no ma, and fayde: For 
theforme of man mult fuffremany thinges, 
and be caft out of che Elders andofy bye 
preſtes, and ferybes, and be putto death, 
and ryſe agayne che chirde daye. 

Chen ſayde be vnto them all: Rfeny ms 
wil folowe me,let bi denie himſelf T cake vp 
*Luciz.d bis croffe daylie, z folowe me. * Foz who fd 
ever wil fanc bis life, ſhal lofe it. Bue who fo 
loſeth bis life for my fate, ſhal faue ic. For 
what auauntage bath a man, though be 
wanne the whole worlde,and lofech himſeif. 
92 runneth in Dammage of himſelf? Who 
ſo isafhamed ofime and ofmy fayenges, of 
dim ſhall che ſonne ofmã alfobe afbamed, 
whan be commeth in bis glozy, and in the 
glory of bis father,and of the boly angels. 
I ſaye vnto you of atrenth: there be fome 
of them thar fionde Gere, which fhall not 
zk ofdeath,cylltbey fe the kyngdome of 

od. 

D And te fortuned, that aboute an eight 
Matiz.a dayes after thefé wordes, he toke unto bint 
Mares. Deter, Jhon and James, and wente vp in 
*2.Pea.d 60 amont for to praye. And as be prayed, 

the ſhappe of bis countenance was chaun 
ged of another faſhion, and bis garment 
was whyte,and [hbyned: and bebolde, two 
men talEed with him, Which were Moſes 
and Elias, that appeared glozionfly, and 
ake of bis depart ynge, whidy be fhulve 
eeu at Jeruſalem. As for peter andebent 
that were with bim,they were full of flepe. 
But whan they awoke,they faw bis glozy, 
and thetwo men ftondynge with bins. 
Matava ¶ And it chaunfed, whan they departed frõ 
dere · ·· a him, Peter fayde vnto elise: Maſter, bere 
ts good beynge for vs. Cet vs make thie tar 
bernacles: one for the, one for Moſes, and 
one for Elias, and wyſt not what be fayde. 
Dut whylebe thus feake.chere came aclon 
de, and ouerſhadowed then. And they we 
reafrayed, whan the cloude couered them. 
nd ont of the clonde there came a voyce, 
which fayde:T bis is my deare fonne,* heare 
bim. 2nd whyle this voyce came to paffe, 
they founve Jeſus alone. Andthey kepte it 
clofe, and tolde no mã in ebofe dayes eny of 
thetbinges whid they bad fenc. 
Mariyb And itchanned onthe nerte daye after, 
Mares-b whan they came dorone from the mount. 
mod people met bim, and bebolve, a man 
amonge the people cryed out, and faye: 


tohic.g 
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Maſter. J beſeke che, lofe vpon my fonne, 

foz be is my onely forme: bebolve, the ſprete 
taketh bim, and fovenly be crieth, and be 
teareth bim,chat be fometh,and with pay 

ne departeth be from bim, whan be bath 

rente him. And J beſought thy difciples co 

caſt him out, and they couldenot.Chenan- 
ſwered Jeſus, and fayde: Ob thou vnfaith⸗ 

full anderoked generacion, bow longe ſhal 

Ibe with you,zfiffre you 7 Brynge hither 

thy fonne. 2nd whan be came to bim, the 

deuell rente him and tare bint .Bue Fefus 
rebuked the foule ſpꝛete, and healed che chyl 

de, and delynered bim vnto bis father agay marcre 
ne. And they were all amaſed at che migh Lucad 
ty power of Gov. 

And whyle they wondzed euery one at 
alltbinges which bedyd, befayde vnto bis € 
difciples: Compzchende chefe fayenges in 
youre eares. Foz che forme of man muſt be matis.c 
Delyuered in coche hades of men. Dut they and 
wyft not whar that worde meaned, andit Mi 
was byd from chen, chat they vnderſtode Lucs.g 
it not. And they wereafrayed to are him of andisd 
that worbde.* There came @ thought alſo +macion 
amongethem, whic) ofthem [huldebethe marcod 
Sreateft.Butwhea Jeſus farce the though- *Y*" 
tes of their bere, be cote achilve,z fer bias 
harde by bim, and ſayde vnto them 7 Who⸗ Matsoe 
foewer receaueth this childe in my name, re Marco.d 
ceaneth me:and who d ener receaueth me, 33 
receaueth bim that fentme.. But who lots wmar.aod 
leeſt amoge youall, * ſame ſhal be greate. Marc.o.d 

Chen anſwered Ihs, anð ſayde:Maſter, — 
we fawe one dryue out deuels in thy name, 
aud we forbad bim, for be folowed the not 
with vs. And Jeſus faide vnto him: For byd 
bint not, for be that is not aga ynſt vs, is 


2 VS. 

And it foꝛrtuned whan the tyme was fbl- 
fylled that be ſhulde be —2*— vp from 
bence, be turned bis face to go ſtraight to 
Jeruſalem and before him he fent meffaun 
gers, which wente their waye, and came im 
toatowne of the Samaritans, to prepare 
lodginge for bint. And they wolde not re- 
ceaue bim, becanfebe bad turned bis faceto 
goto Jeruſalẽ. But whan bis difciples Fa- 
Imes Gnd Ihon fare chat,they fayde: LOR- 
DE, wilt thou,tbat we commannde,that fy 
re fall Downe from beauer, and confumre 4.Rere 
them, «as lias dyd 7 Veuert heles Jeſus 
turned bim abcute,and re buked them, and 
ſayde: Knowe ye nor,what maner of ſprete 
yeare of? Che ſonne of man is not com̃e to 
Deftroye mens ſoules, but to faue them. And 
they wente in to anot her torvne. 


Che gofpell 


Bnd it fortuned as they went by the 
waye,one fayde onto bins: J wil folowerbe, 
whyther (6 euer chou go. And Jeſus fayde 
onto bint: Che fores baue holes, andthe 
byzbes onder che heauẽ haue neſtes: but the 
ſonne of man bath not wheron tolaye his 

a 


Matz 


eade. 

And he ſayde vnto another: Folowe me. 
Se ſa yde: Syz, aor meleue firfé to go, and 
buryemy father. Dut Jeſus faydevnto bim: 
xLeuanb * Let the ced burye theit decd. But go 
thou chy waye,and preach the kyngdome cf 
Gov. 

And another fayde: Syr. J will folowe 
the,+but geue me lene firff, to go bydebens 
farwele,whidy areat home in my boufe. Je 
fas fayde vnto him: Who fo putteth bis hã 
be to theplowe,and loketh backe, is not me- 
⸗· et. a d te for the kingdome of God. 


The x. Chapter. 


A Fterwarde the LORDE appoynted 
out otber ſeuentie, and fent chem two 
and two before hint into euery cite 

and place avhit her be himſelf wolde come, 

Matod and ſayde onto them: The harueſt is greate, 
bur the labourers are fewe. Praye therfore 

the LORDE of the harueſt, to ſende fob la 

Matse.a bonrersin to bis harueſt. Go youre waye:be 
Marce.a holde, J fende you forth as the labes amon- 
Luc. Ge J wolues. Beare nether wallet, ner feryp 
4Regid pe, ner ſhues, and· ſalute no mã by the waye, 
In to what ſo ener houſe yc entre, firſt fayez 
Peace bein this houfe. And yf che childe of 

ce be there, youre peace fal refé vpon 

int. MF no, then [hal youre peace turneto 

you agayne. But tary ye fait in the fame 

houfe, eatinge and drynkinge [och as they 

bane. For the labourer is worhy of his re⸗ 

warde. 

Go not from houſe co houſe. And in to 
what fo ever cite ye entre,and they receaue 
you, cate fod) thinges as are fer before you. 
2nd beale the ficFe that are there, andfaye 
vnto chem: The byng dome of God is come 

Matiob nye vnto you. ut in to what ſo ewer cite ye 

—* Ib come, and they receaue you noc, go youre 

A@aze wWayeoutincothe fireces of the fame, and 

andiga faye: Euen the very duſt which cleaueth 
vpon vs of youre cite, wype we of vpon you. 
Bur ofebis ye fhal be fure chat the Eyngdo- 
me of God was comenye vnto you. I faye 
vnto you: It fhalbe eafyer for: Sodome in 
that daye, then for that cite. 

: 3 _— Wo wnto the Chomsin, wo wnto the 

“rb Bethſaida: for yfebe miracles which have 


Maes 


*3.Reto. 
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bene done amonge you bad bene Sone at 
Tyze and Sidon, they had done pennaunce 
longe agoo.fyrtinge in ſackcloth andin af- 
fies. Neuert heles it ſhalbe eaſyer for yx 
and Sivon at theindgment,tbhen for you. 
And thou Capernaunt wyhich art exalted 
vnto the beauen, ſhalt be thruſt downe vn⸗ 
to bell. Hethat heareth you, beareth mes 
and be that deſp yſeth you, deſpyſet h me: 
but who fo defpyfech me, defpylerh bins F 
fentme. 

The ſeuẽt ye came agayne with ioye,and 
ſayde: LORDE, the deuels alfo are ſubdued 
vnto vs in thy name. Bur be fayde vnto 
them: J fawe Sathan fall downe from bea 
nen asa lightenynge.5ebolve,*F bane ge 
wert you power to treade vpon [erpéetes and 
fcozpions, and ouer all power ofthe enemye. 
and notbinge ball burce you. Neuerthe · 
les, refoyce not ye inthis, that the ſpretes 
are ſubdued vnto yourbut reioyfe, that you 
re names are wrytten in heauen. 

At the fame houre reioyſed Jeſus in fpze 
te, and ſayde: J prayſe the(® father and 
LORDE of beauen and earch that thou 
haſt byd theſe chinges from the wyfe and 
pudent,and bafé opened them vnto babes, 
Euen ſo father, for (ott pleaſed the. All thin 
ges are geuen ouer vnto me of my fa- 
ther: + and nomantnoweth who che fonne 
is, but onelythe father:nether who the fa- 
theris,fane onely the forme, and he to whõ 
the fonne wil open it. 

And be turned him vnto bis vifciples, 
and fayde in efpeciall: Bleſſed arethe eyes, 
which fe that ye fe. Gor J faye vnto you: 
Wiany prophetes and Eynges , wolde ba- 
ne fene the thynges that ye fe, and bane 
not fene them: and to bane herde the chyn 
ges thac ye beare , and baue mot berde 
t 


em. 

And beboloe,there ſtode vp a ſcrybe and 
tempted him, and ſayde: Maſter, what 
muſt J do, to inheret enerlaftinge life 7 He 
fayde onto him: What is wrytten in the 
Larwe 7 How readeſt thou? He anfiveredand 
fayde: Chon ſhalt loue thy LORDE God 
withall thy bert, with all chy foule, with 
all thy firength, and with all thy mynde. 
and «thy neghboure as thy felf. de fayde 
vnto bim: Thou haſt anfivercd rishe: this 
0, and thon fhaltlyne. But he wolde bane 
inftified bimfelf, z fayde visto Jeſus: Who 
isthen my neghboure? 

Then anfivercd Jeſus, and foyde: A cer- 
tayne man wente dorne from Ternfalent 
vnto Jericho, and feil amongemũrt hurers, 
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which fEryped him out of bis clothes, and 
wounded bins, and wente their waye, and 
left bim balf deed. And by chaũce there ca 
me downe & preſt the fame wayerand whan 
be fawe bim, be paffed by . And lkkewyſe a 
Lente, wha be came nye vntothefame pla 
ce and ſawe bim, be paffed by. Buta Sa⸗ 
maritane was goynge bis tourney, and ca- 
me that waye , and whan be ſawe bim, be 
bad comipafiion vpon bim, wente vnto bins, 
bounde vp bis woundes, and poured oyle 
and wyne cherin,and lifte him vp vpon bis 
beaft, and brought bim into the ynne, and 
made prouyfion foz bim. Vpon the next 
daye whan be departed ,be toke out two 
pens, and gaue them tothe ooff, aud ſayde 
vnto bin : Take cure of him, and what ſo 
enc thon [pendeft moze, J wil paye it the, 
whan Icome agayne. Wdich of thefe che 
nor thinkeft thou, was neghboure vnto 
bim, chat fell amonge the murcherers 7 He 
fayve: He that ſhewed mercy vpon bint 
Then fayde Jeſus vnto bim: Go thy waye 
ther, and do thon likewyſe. 

Fe fortuned as chey wéte,that he entred 
into « torone, where there was a woman 
named Martha, which receaned bim in to 
bir houſe. And fhe bad a fifter, called Ma⸗ 


of S. Lute, wo. xxxij. 


nd be fayde vnto them : Which of you 
is it that bath a frende, and ſhulde goto 
bim at mydinght,and faye vnto him: fren- 
de,lende me thre loaues, fora frende of my 
neis come to me out of the waye,and I 
haue nothinge to fet before bim: and be 
within ſhulde anſwere and faye: Diſquyete 
me not, the dore is ſhutt allready, andmy 
child:en are with mein the chamber, J can 
not ryſe, and genethe. J faye unto you: and 
though be wolde not aryfe and geuc bim, 
becauſe be is bis frende, Net becanfé of bis 
vnſhame faft beg ginge be wolde ar yſe and 
geuc bim as many as be neded. 

And F faye vnto you alfo: Are, and it B 


Phal be geuen you: Seke,and ye foal fynde: Pro.e.b 


Enoc¥e,and it halbe opened vnto you. For Ma 


who ſo euer areth ,receaueth: and be that jake 


fcFeth, fyndech:and co bint chac knocket h. 
hal ic be opened. mf the fonne are bzed of 
eny of you that is a father,wyl be genebim 
@ fone therfore? Or yf bearea fypbe, wyl 
be for the fifh offre him a ſerpent? Gꝛ yf he 
arcanege,wyl be profer bim a ſcorpion ? Xf 
yetben which are enell, cant geue youre chil’ 
dren good giftes, how mod moze ſhal the 
fatber of beanen gene the boly fpzece vnto 
chem that are bimy 


Deutss.a FY, Which fat bir downe at Jeſus fete, and 


And he dꝛouẽ out a deuell chat was dont Mat⸗o. d 
herbened onto bis worde. Sur Martha ma 


me: and it came to paffe whan the denell andic 


de bir felf moch to do, forto ferue bim. 2nd 
fhe fiepte vnto him, and fayde: LOR DE, ca- 
eft thou not, that my ſiſter lettet h me ſerue 
alone Byd ber therfore, that fhe helpe me. 
But Fefus anfivered, and ſayde vnto her: 
Marcha Wiarthe, chou takef— thought, 
and combzeft thy felf aboute many thin- 


wlalac.a ges:*chereis but onethinge nedefull. Ma⸗ 


ry bath choſen a good parte, which fhal 
not be caten awaye from ber. 


The Xi. Chapter. 


A Vd it fortuned that he was ina pla · 
| ce, and prayed. And whan be bad 
ceaffed,one of bis difciples fayde vn · 
tobim:L OR DE, teach vs to praye,as Ihon 
alfocaughe bis diſcipies. He fayde vnto thẽr 
Whan ye praye, faye: O oure father which 
art in beanen, balowed be thy name. Thy 
Eyngdome come. Thy wil befilfilled vport 
earth, as itis nbeauen. Gene vs this daye 
oure daylic bed. And forgeue vs oure fyn- 
nes, for we alfo forgeue all then chat are 
betters unto vs. And lede vs notin to temp · 
tacion, but delyner vs from euell. 


was departed out, che domme ſpake, and 
the people wondied. Hut fome of chem fay 


de: He diyueth out the deuels thorow Beel- mare.s.b 


zebub the chefe of the deuels The other 
tempted bint, and deſyred a token of bins 
from heauen. But he Enewe theirthough- 
tes,andfayde vnto them: Euery kyngdome 
Denyded within it ſelf, ſhal be deſolate, and 
one houſe [hal fall vps another. AfSathan 
then be at vartaunce within bimfilf, bow 
[hal bis byngdome endure v Becaufe ye 
feyerbarS Dzyne out deuels thozow Bcel 
zebub. 

And yf J dryune out deuels thorow Beel⸗ 
zebul, by whom thé do youre children dryue 
them out? Therfore fall they be youre iud · 
ges. But yf J caſt out the deucls by che fyn 
ger of God, then is the kyngdomẽ of God 
Comte vnto you. 

Whan a fironge barneffed man kepeth C 


bis houſe, chat be poffeffech is tn peace? matin 
« but whan a ftronger chert be comimeth *Colals 


vps him, and ouercommeth bim,be cakerl 

fro him all bis wapens, wherin be truſted. 

and deuydeth the [poyle. He chat is not 

with me, is agaynft mezand es that ga⸗ 
a 
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thereth not with me, featereth abrode. 

alat.i ·e Whan the vñcleane ſpꝛete is gone out of 
a man, be walketh thozow dzyc places, fe- 
£ynge refé, and fyndeth none. T hen fayeth 
be: J wilcurne agaynein co mry houſe, from 
robence J wente out. And whan be com- 
meth, be fyndcth it fivepte, and garniſhed · 
Then goeth be, and tatech onto bim fever 
other ſpretes worſe thẽ himſelf. And whan 
they are entred in, they vweil chere. And the 
ende of char man is worſe chen the beg yn- 
nynge. 

apse it fortuned whan be pate foch,acer 
tayne woman amonge the people life vp 
hirvoyce,and fayde vnto bim: Dleffed is ¥ 
qwombethat bare the, and che pappes that 
thou haſt ſucked. Buche ſayde Ree bleſſed 
oe they thatbeare che worde of God, and 

epe it. 

Whan che people were gathered thicke 
together, be beganne to faye: Chis ts an 
maresb  enell generacton,chey deſyre a coke, and the- 
xe ſhal no token be genenchem, but the tote 
sone ofthe prophet Jonas. + For liteas Jonas 
autsb was a coke onto the Niniuytes, fo ſhal the 
foune of man be waco this generacion.Che 
sResoa quene ofthe fouch fyalaryfeat the iudgmẽt 
seve g with the men of ebis generacton, and fall 
“tHe condempne thent:foz ihe came from she en- 
dc of the worldc, co heare che wyfidome 
of Salomon. 2nd bebolvde , bere is one 
moze then Salomon. The men of Nini⸗ 
ve ſhal ar yſe at che iudgment with this ge 
neracion,and [hall condempne them: for 
they dyd pennaunce after the preachinge 
sf, Jonas:and bebolde, here is one more thẽ 
jonas. 

Mat sb No man lighteth a candell,and puttet h 
Mirc4-D it in a preny place, nether vnder a bufbell, 
but vpon a kandilſticke that they which co- 
«Mats.c me in maye fe y light. «Che eye ts the light 
Of the body. ZXfthine cye then be fyngle, all 
thy body ſhal be fallof light: but yf thine 
eye be wicked, then ſhal ali chy body be fill 
Of darckneſſe Cake hede therfore, thatthe 
light which is in the, be noc darck neſſe. RF 
thy body now be light, fo that it baue no 
arte of darkneſſe, then fhalit be all full of 
ight, and ſhall light che euen as a cleare 

lightenynge. 

Sut whyle be yet fpake, a certayne pha 
rife prayed bint, that be wolde dyne with 
bim. 2nd he wentein, and fat bim vowne 
atthetable. Whan the pharife fawethat, 
be marneyled, that he waß hed not firfé be- 
fore dyner. Bue the LOR DEfayve vnto 
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him: Now do ye Pharifesmate cleane the 
Zut ſyde of the cuppeand platter,bur youre 


inwarde 


wickedneſſẽ 


artes are full of robbery and 
+ Me foolcs , is a thinge made 


cleane withur, becaufe the ontfydc is clen⸗ 
fed 7 Neuertheles gene almeffe of that ye 
haue and bebolve,all ts cleanc onto you. 

Due wo onto you Phariſes, ye thatty- 
ehemynt and rewe, and all maner berbes, 
and paffe quer indginécand ¥ love of Gor. 
Theſe ought to have bene done, and not to 
leaue the other vndone. 

Wo vᷣnto you Phariſes, for ye loue to ſyt 
vppermoſt in thefynagoges, and to be fala 
ted in the marker. 

Wo vnto you ferybes and Pbharyfes, ye 
ypocrites, for yeare lite conered fepulcres, 
robereouer ment walke, and are noe awarre 


of them. 


Then anſwered one of the ſerybes, and 
fayde onto him: Maſter. with theſe wordes 
thon putteſt vs torebute alſs. But be ſaider 
And wo vnto you alfd ye ferybes, for ye la⸗ 
demen with vñtollerable burchens, and ye 
youre felues coud them not with one of yo 


fyn gers. 


Wo vnto you, foz ye buylde the fepulcres e 


of the pzopbetes , but youre farbers pus 
them to death .Doutles ye beare wytneffe, 
and confente onto the dedes of y6 fathers: 
for they flewe them, and ye buyide their fe- 


pulcres. 
Ther fore fayde the sig late of Goo: J 
wil fende prophetes and Apoſtles vnto the: 
and ſome of them ſhal chey put to death 
and perfecnte,that the bloude of all the pro 
phetes which bath bene ſhed ſens the foun- 
Dacion of the worlde was layed, maye be re- 
quyred of this — fromthe bloude 


of Abell, vnto 


blonde of · Zachary, which 


periſhed betwene the altare and > temple. 


Mee Faye vito your it fyalberequyzed of 


this gencracion. 

Wo onto you ferybes, for ye haue recea- 
ued ¥ Ecye of knowlege. Re are not come in 
youre felues,and baue ſorb ydden them thac 
wolde haue bene in. 

Oban be fpate thus vnto them, the 
ferybes and Pharyfes beganne to preaffe 
fore vpon bint, and co ſtoppe bis mouth 
with many queftions,and layed wayte for 
bins, and fought to hunte ont (ome thinge 
ont of bis mouth, that they might accuſe 


him. 
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a Pere were gathered together an in- 
numerable multitude of people,in [> 
moch that they trode one another: 

Ther beganne be, and ſayde firſt onto bis 
diſciples Sewarre ofthe lenen of the pha- 
Matis.a tifés, which is ypocrifye.* But there is no- 
Marcs.a thinge byd,thac [hal not be difcouered: ne- 
paaP-P ther fecrete,that [hal not be Enowne.Cher- 
Mare.z.b fozerbatfoener ye bane (pote in darkneſſe 
Lucs.b that fame ſhal be berde inlighe: and that 
e haue ſpoken into the earein the chãbers, 
Thalbe preached vpon the boule toppes. 
But F faye vnto you my frendes:Be noe 
Matiod @frayed of them that kyll the body, and af⸗ 
e-Parao.c ter that haue nomore that they can do. 
Bue J wil [ewe you, whom ye fal feare. 
Searebim, which after be bach tylled, bath 
power alſo co caſt in co bell: Ree faye vn- 
to you: Seare bim. Are noe fyue ſparowes 
bought for two farchingesMet is noc one 
of chem forgotten before God. The very 
bayres of youre beade alfoarenombred ene 
ry onc. Geare not therfore, for yeare better 
then many ſparowes. 

IJ ſaye vnto you: Who (Sener Enowle- 
gech me before men, him [hal che forme of 
mã alfo Enowlegebefozrethe angels of God: 
Butbe that denyet h me before mer, fal 
be denyed before the angels of God. And 
who ſo ener fpeateth a worde agaynft the 
Matazc fonne of man, it ſhalbe forgeuen bim: Bue 
Marcs¢ who ſo blaſphemeththe holy gooff, it ſhal 

mot be forgeuen bim. 

BH Whanthey brynge youinto their fyna- 
Mat.1o.c Foes, and to the rulers z officers, take ye 
Marcus.b no thought, how or what ye hal anfivere, 
Lucarb 92 wharye [hal fpeate : for che boly gooſt 
hal teach you in the fame boure, what ye 
ought co faye. 

ut one of the people fayde vnto bins: 
Maſter, byd my brot her deuyde the enberi- 
taunce with me. Neuüertheles be ſayde vn⸗ 
to him: Man, who bath ſet me to beaind- 
Ge or heretage parter ouer you? And he ſay⸗ 
de vnto them: Cake hede, and bewarre of 
couet ouſneſſe, for noman lyueth therof that 
be bath abundaunce of goodes. And betol- 
de them a fymilitude,and ſa yde: There was 
a riche man. whofe felde bad brought forth 
fences plenteouſly, and be thought in bim- 
felfiand fayde: What fhal Ido haue no⸗ 
thingewhberinto gather my frutes. Andbe 
fayde:Tbis wil J 90, J wil breake downe 
my barnes,z brylde greater, and therin wil 
gather all myne increace,z my goodes. 
zroil faye onto my foule: Soule, thou haſt 
mod) gooves layed vp in ſtoare for many 


Mat.iod 
Marc.s.e 
Lucs¢ 
Apos.a 


Ecclistec 
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yeares, take now thine eaſe, eate drinke and 

be mery.25ut God fayde vnto bim: Thor ey 
foole, this night fhal they requyze thy fou- 
le from che, «and rbofe ſhal it be that thou 
haſt prepared 7 Thus goeth it with him F 
gathereth treaſure foz himſelf, and is noc 
riche in Gov. 

Dut he fayde vnto bis difciples:Therfo- € 
re Iſaye vnto you: Cate yenothoughe for Pialss.c 
youre life, what ye ſhal eaternether for you- Mare-¢ 
rebody, what ye flyal put on.Thelifeis mo '* 
re then meate, and che body mozetbenray- 
mẽt. Conſydre the rauens, they nether [owe 
nerreape,they bane alfonecher ſtoarehouſe 
ner barne, and yet God fedeth them. Buc 
How mod) better are ye then the foules? 

Which of you (though be coke thought 

therfoze)coulde put one cubyte vnto bis ſta 
ture? Seinge then ye be nor able to do that 
which is leaſt, why tate ye thought for the 
others Confidze thelilies vᷣpõ the felde,horw 
they growe: they Iabouze noe, they fpynne 
not. But J fayevnto you:tbatenen Salo, 
men inall bis royalce was not clothed lite 
one of chefe. Wher fore yf God ſo cloch the 
graffe, Fis to daye in y felde,and tomorow 
[halbe caft into the fornace, how moch mo- 
re ſhal be cloche you, o yeoflitle faicbz re 
not ye therfore what ye [hal eate,o: what 
ye [paldzynte, and clymme not vp an byet 
Khe Heithen in the woilde [eke afcer all ſoch 
thinges. But ſeke ye thetyngdome of God, 
andall theſe [yal be myniftred vnto you. 

Seare not thou litle flocke, for tt is youre D 
fathers pleaſure to geue you the kyngdome. Deut res 
Sell chat ye haue, and gene almeffe. Mare 2942-4 
you bagges, which ware not olde: even a 
treaſurẽ that neuer fayleth in heauen, whe 
reno thefe commeth, and no moth corrmp- 
peth: for where youre treaſure is, chere wil 
youre bere be alſo. 

Let youre loynes be gerded aboute, and Epheo.d 
yourelightes burnynge,andbe ye like vnto "Petre 
men that wayte for thete lorde, agaynſt be 
returne from the mariage, that whan be co 
meth zEnocFeth, they maye ſtraight waye 
open vito him. Bleffed are thoſe fernann- 
tes, whom the LORDE (whan be cometh) 
fhal fynde watynge. Verely J faye vnto 
you: * He [hal gyrde vp bim felf, and make 
ehemfyt Downe at the table,and [bal goby 
t hem and myniſter onto them. And yfheco 
me in che ſeconde watd, and in the thirde 
watch, and fynde them fo, bleſſed are thofe 
fernauntes. Suche fire of this, that yfthe mars4.d 
good man of the houſe Enewe, what houre narcund 
thetbefe wolve come, he wolde ey wate), 
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and not firffre bis boule to be bzoken vp. 
Ther fore be ye ready alfo, for at an boure 
whan ye thynke not, ſhal the ſonne ofman 
come. 

Bur peter ſayde vnto bim:L OR DE,tel- 
lefEchou this ſymilitude vᷣnto vs, ozt0 all 
men alforE be LORDE fayde: How greate 
a thinge is @ Faithfull and wyſẽ fierwarde, 
whem his lorde ſetteth ouer bis houfbolve, 
to geue thé their dewcye in Ducfeafon7 Bleſ 
{ed is chat feruaunt,whom bis lozde (whan 
be cometh) ſhal fynde ſo Soynge. Derely F 
faye vnto you : be ſhal fet bine ouer all bis 
goodes. But yf che fame ſeruaũt [hal fayein 
bis bere : Cufh, it wil be longe oz my lozde 
come, and ſhal begynne to ſni yte ¥ ſeruaun 
tes and ma ydens yee z to eate and drynke, 
to be dronkẽrthe fame jeruauntes lorde ſhal 
come in a daye whan be loketh not for bim, 
and in an houre chat be is noc aware of ⁊ 
ſhal hew him in peces and gene bins bis re- 
avarde with the vnbeleuers. 

The feruaune that knewe his lordes wil 
and prepared noc himſelf, nether dyd acoz- 
dinge to bis will, fyalbe beaten with many 
ſtrypes: But hethat Enewe tt noc, and yee 
Ddyd chinges worthy of firypes, ſhal be bea- 
ten with few ſtrypes. i loke vntowbom 
moch is genen,of bim [hal moch be fongbe: 
and Inte to whom mod) is commrycted, of 
him ſhal mod) be requyzcd. 

Fant come toFyndle fyze vps earth, and 
what wolde Fracher,ché that it were kynd 
ledalircady. Rotwithſtödinge J muſt firfé 
be baptiſeb with a bapt yme and bow am 
°F payned cyllit beendedzCbyntc ye, that 
Jam comer beynge peace vᷣpon earth? J 
tell you nay, but rather debate. Foz from 
bence forth there fhal be at varyaitce in one 
houſe zebre agaynfé two, andere agaynft 
thre. Che father fhal be deuyded agaynft > 
fonne, andthe fonneagaynft the fatber:the 
mother agaynft the doug bter,zthedongb- 
ter agaynſt che mother: the mother in lawe 
agaynft bir dougbter in lawe, and y dough- 
ter inlaweagaynft bir mother in lawe. 

nd be fayde onto thepeople: Whan ye 
fea cloude ryſe out of ¥ weft, firaightwaye 
yefaye: there cOmeth « flhower, and ſo it ist 
and wher ye fe the fouthwynde blowe, ye 
faye : Fe wilbe hote, and it cemmeth ſo to 

aſſe. O ye ypocrytes, ye can difcerne the fa 
fhion of the [Eyeand of the earch: Why cant 
ye not difcernetbistymic alſo Ree and why 
iugde ye not of youre ſelues, what is right? 

Wbyle thon goeſt with thine aduerfary 
wnto the prynce, gene diligéceby che waye, 


of S. Cute. 


that thou mayeft be quyte of bin; left be 
bryngethe before the iudge, and the iudge 
dei mer the to theiaylar, and the ia ylar caſt 
theinco preſon I tell che, chou ſhalt uot co 
me out hence, tyll chou paye the vecemoft 


m yte. 
wT 


Tbe Xi. Chapter. 
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lile ans whoſe blonde Pil ate had mé- 
gled with their awne ſacrifice. Anð Jeſus 
aufivercd, and ſa yde vnto them: Suppoſe 
ye that theſe Salileãs were greater ſynners 
then all the other Galileans, becauſe they 
ſuͤffted foch punyflyment 7 Fj cell you naye, 
bucercepte ye amẽ de youre ſelues, ye yal all 
periſhe likewyſe. Or thinke ye that ¥ eighte 
ne (Spon whom the tower in Siloẽe felland 
flewe them) were giltie abouc all men that 
dwell ae Fernfalem 7 I tell you naye: but 
ercepte ye amende youre felnes, ye ſhal all 
pert fixe likewyſe. 

And he tolde themthis ſymilitude: A cer 
tayne mg bada fygge tre, which was plan 
tedin bis vynyerde,z be came and foughe 
frute theron, and founde nonce. Then ſayde 
he vnto che wynegardencr: Beholde, This 
thee yeare longe bauc TJ comceucry yeare, 
and ſought frute vpon this fyggetre, and 
fynde none : cuit Done, why hyndreth it 
the grounde 7 But be anfirercd, and faydez 
Syz,lecit alone yerthis yeare,tyll Joygge 
roüde aboute it and dongeit, yf it wyl bryn 
ge forth frute: rfno, then cut it downe af- 
terwarde. 

And be tanghein a ſynagoge vpon the 
Sabbatbh:and beholde t here was 4 wom, 
which had a ſprete of infimyte eightene 
yeares,and was crobed, and coulde not well 
loke vp. Oban Jeſus ſawe her, be called her 
to bim, and fayde vnto ber: YOoman, be dely 
uered from thy diſeaſe. And belayed bis han 
des vps ber, and iminediatly fhe was made 
firaight, and prayſed God. Ther anfwered 
the ruler of the fynagone,and toke indigng B 
cton(becanfe Fefus healed vps ¥ Sabbath) 
and fayde wnto the people: There arefire 
dayes, wherin men ought to woke in them 
one and be healed, and not onthe Sab- 

ath. 

Chen the LORDE anſwered him, and fay 
de: Thou ypocryte, doth noc every one o 
youlow fe bis ore or affe frõ the crybbe vpo 
Sabbath, andleade bim roche water: Dut. 
fhuldence this(which is Abra hams dough 
terwebom Sathan bath bounde noweigh- 
tene yeares, be lowſed from this bonde vps 


certayne,thatfhewed bim of y · Sa aasc 
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the Sabbath? And whan he thus ſayde, all 
bis aduerſaries were afbamed. Andall che 
people refoyfed ouer allthe excellent dedes, 
tbat were Sone by bim. 
Matis Andbe fayds:Whatis the kyngdome of 
Mare-44 Gop lite 7 Oz wher vnto fhal I copare ic⸗ 
It is like a grayne of muftarde fede, which 
ã man coke, and caftin bis garden: andit 
grewe, and wared a greatetre, andthe for- 
Tes of che ayze dwelt amonge the braun⸗ 
ches of it. 

And agayne he fayde: Wherevnto fhal 
FB licker che kyngdone of God 7 It is lite 
wnto leucn, which a woman tote,and myr- 
Genwa ceitamdge thre pees of meele,tyll ic was 

all leuended. And be wẽte thorow cities and 
townes,and taught, and coke bis tourney 
towarde Jeruſalem. 

C  Andonefayde vnto him:LORDE arethe- 
re few (thinkeſt thou) that fhalbe ſaued? 
Buc he ſa yde vnto chean:Seryue ye to entre 
in at che ſtrayte gate for many (J faye vn⸗ 
to your) [hal fete co come in, and ſhal not be 
able. §remtbat tyme forth, whan the good 
man ofthe bouftisryfenvp, and bath hut 
the doze, then ſhal ye begynne to fronde 
without,andto knocke at F doze, and faye: 
LORDE LORDE, open onto vs. And be 
Phat anfivere, and faye vito you: ‘FJ tnowe 
you not whence ye are. 

Then fal ye begynne to faye: Webane 
cater and dronken before the, and thou haſt 
taught vs vpon ¥ ſtretes. And be ſhal faye: 
‘FJ tell you, J fnowe you not whence ye are. 
Departe fro me all ye workers of iniquyte. 
There fhalbe wepynge and gnafbinge of 
terb, when yefbal fe Whrabam, andFfaac, 
and Jacob and all the prophetesin F Eyng 
dome of God, and youre felues thenftout, 
ind whã they hal come from the eaſt and 
from the weft, fromebe nozth and fromebe 
fouth, whid) fhal ſyt at * table in the kyng 
BMatay.d dome Of God. And beholde, there are laſt⸗ 
which ſhal be fyꝛſt:and there are firſt, which 
Marc1o-< ſhoilbe laff. 

D Vpon the fame daye there came cercay- 
ne of Phariſes, and ſayde vnto him:Gee 
the ont of chewaye,and departe hence, foz 
Herode wyl Eyll the. And he fzyde vnto thé: 
Go ye and tell chat foxe: beholde. J caſt out 
denels, and heale the people todaye andto- 
mo2row, and vps the thirdedaye ſhal Ima 
Ec an ende:for tt can not be, that a prophet 
periſhe without Fernfalens. 

© Fernfalem Jeruſalẽ chon that kylleſt 
thepropbetes, and ſtoneſt che that are fent 
vnto ? bow oft wolde J baue gathered thy 
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children together, euen as che henne gathe⸗ 
reth bir neſt onder bir wynges, and yewol- 
de not? Beholde, yo babitacton fal be left 
‘wnto you defolace. For J faye unto yousye 
[yal nocfe me,tyll ¥ cymecome thar ye float 
faye: bleffed be be, ᷣ csmeth in F namcofehe Lucis.€ 
LORDE. The Xilll. Chaprer. — 


houſe of one of chefe Phariſes vpõ 

a Sabbath,to eate bred, z they wat- 
ched him. And bebolve,there was a mã befo 
rebim,which bad y dropſye. And Jeſus an- 
fivercd,z fpate vnto the ſer ybes and Pbari- 
fes,z fayde:Js iclanfullto beale onthe Gab Tucan 


Sf Lid ic fortuned that he cameintothe A 


ſhal haue an ore or an aſſe fallen in to a ppyt Exoss.a 
te, and wil not ſtraight waye pull bim ont Dees ·b 
onthe Sabbath daye And chey conde noe 
anſwere bim agayne to that. 

And he tolde a ſymilitude vito geſtes 
whã be marked howebcy choſe the hyeſt fee 
tes,z fayde unto thẽ: Whanthon art byddẽ 
ofeny man co a weddynge,fyt not Downe it 
the hyeſt rowme,lefé a moze honorabie mart 
thé thou be byddẽ of bim, and betrhat bade 
boththeand bim, come z faye vnto ¥ : geue 
thismarowme,andebouche begynne with 
foametocate F loweſt rore me. But rather 
whe thou art byddẽ. go and fyt in ¥f ioweſt 
rowme,thatwhé be that bade the,cometh, 
bemaye faye onto che: Frende, yt vp byer: 
then flpaleebou haue worſhipe inthe preſen pro.ss.a 
ceof them that [yt at the table. For who [> 
ener eralcerh bimelf, ſhalbe bionghtlowe: Maras.b 
and be} humbleth bimfelf,flyalbeeralted.  Lucis.b 

Se ſayde alſo onto bim chatbadbydden 

Him: Whã thou matefEadyner oz afirpper, 
call nott hy frendes,ner thy breebren, ner thy 
Eynffoltes,ner ¥ richenegbboure, left they 
calltbeagayne,and recomptcebe made >. 
But wha thou matefea feaft,callebepoo- Tob.4.c 
re,thecrepell, thelame, the blynve, thenart 
thou bleffed, for they cannot recompece y. 
But it fhalberecompenfed che in the refisr- 
reccion of the righteous. 

¶Whan one ofthem that ſat byat the ta⸗ 
ble berdethis, be ſayde onto him: Bleffedis 
be,that eateth bred in * Eyngdome of God, 
But be fayde vneo him: A certaynems ma- Matasa 
dea Greate firpper,andcalledmanytherto. Apois.b 
Andin > houre ofehe ſupper be fent bis fer 
Daiite,to faye onto thé Hrrere bydde:Come, C 
for now are all chinges ready. And they bes 
ganeall toget her to excuſe thẽ felues one af 
ter another: The firft (aide vnto bi: Fhaue 

SS i 
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bongbe a ferme,and YG mufé nedes go forth 
and feit, J praye ¥ bane me excuſed. And y 
feconde ſayde: J baueboughe fyue yoke of 
oren, and now J go to proue them, pꝛraye 
the haue me excuſed. And the thirdẽ ſayde: 
J bave maried a wife, therfore cas J not 
come. 2nd che feruaunt came, and brought 
bis love worde agaynetberof. 

Chen wasthe goodman of the honfe dif 
pleafed,and ſa yde vnto bis ſeruaũt: So out 
quyckly in tothe ſtretes and quarters of * 
cite, and brynge in bitber che pooze and cze- 
pell, andlame and blyndc. And che ſerua ũt 
ſayde:lorde, it is Done as thou haſt cOmaunt 
Ded, and there is yet moze rorme. Andebe 
lorde ſayde onto the ſeruaunt: Go outinto 
the bye wayes,andco the hedges, andcont 
pellcbemeo come in, that my boufe mayebe 
Fylled. Bue Iſaye vnto you: that none of 
tbefe men which were bydden, fal taiſt of 
my ſupper. 

D ‘Therewente mod) people with him,and 
Deness.b Heevrned him aboute and ſayde vnto them: 
andied fenyniar come vnto me,and hate not his 

facber, mother, wife, dpldzé, brethrẽ, ſiſt ers, 
yceandbis owne lif. alſo, he can not be my 
bdiſeiple And whoͤſoeuer beareth noe bis 
a e,and foloweth me, can not be my difei 
le. 
. Which of youts tt p wil buylde a tower, 
and fytrech noe downe firſt and counteth 
coſt whether be hanefurfficiée to per fur 
me, it ? leſt after be bath layed the founda, 
iS, and is noc able to perfourme it,all they 
that (eit, begynne to laugh bim to ſcorne, 
tofaye: This man beganneto bu ylde, and 
is not able to — it. Oz what kynge 
wil go to make battayl agaynſt anorber 
Eynge,and ſytteth not do wne firft, and caf> 
teth in bis mynde,whetber be be able with 
tent thoufandve, to mete bint that commeth 
agaynft bins with twentye thouſande 7 Oz 
els, whyle the other is yet ¢ greate waye of 
be fendeth embaffage, and defyzeth peace. 
Solitewyfe enery one of you that forſaketh 
not allebat be bath,cannotbe my difciple. 
Mat. 5.b Saltis a good thinge: but yftbe fale be 
Marc.9.¢ ynfauery,robat ſhal they ſeaſon withalls It 
fs nether good vpon the lande, nerin the 
donge byll, but ſhal be caſt awaye. He that 
bath eares to heare let him beare. 
The Xv. Chapter. 
us Sere reſorted vnto him all the pub- 


Matsa * licans and ſynners, that they might 
— heare him. And ¥ Phariſes andfery 
xLuesa@ bes murmured, and ſayde: This man recea- 


and7.e 


neth ſynners, and eateth with them. urbe 


of S. Cute. 


tolde thé this ſymilitude, and ſayde: What 

man is be amonge you, that hath an hun⸗ 

dreth flepe,and yf beloofe one of thé, chat marist 
leauẽth noe thenyne and nyentyein the wy! 
derneffe, and gocth after that which is loft 

tyll be fyndeity And whan be bath founde 

it, he layeth it vpon bis ſhulders with ioye: 

and whan be commeth bome,be callech bis 

frẽ des andneghbours,and fayeth onto thes 
Reioycewith me, foz J haue founve my (he 

pe, was loſt. J faye onto you :Eue ſo ſhal 
eberebetoye in heauen ouer one ſynner chat 

doth pennaunce, more then ouer nyne and 
nyentye righteous, which;· nede not repen- Lucsd 
taunce. 

Oz what woman is it that bathten gro B 
tes,yf ſhelooſe one of them, that lig hteth 
nota candell,and fivepeth che bonfé, and fe- 
Eeth diligently,tyll [he fynde it And whan 
ſhe hath founde it, he calleth bir frendes z 
neghboureſſes, and ſayethe Reioyce with 
me for J haue foũde my grote, which Fj bad 
Toft. Eũen ſo IJ tell you) ſhai thete be ioye 
before the angels of God, ouer one ſynner ¥ 
Doth pennaunce. 

And he ſayde: Acertayne man had two 
ſonnes, and the yonger of chem ſayde vnto 
the farber: Father, geue me the pozcion of ¥ 
soodes, that belongeth onto mẽe. And bede- 
Bydcd the good vnto chem. And notlonge 
therafter,gatbered the yonger ſonne all to⸗ 
getbher,z tote bis iourney in to a farre coun 
tre, and there waiſted he his goodes with 
ryotous lyuynge. Tow whan be had ſpent 
ail that he had, there was g greate derth 
thorow out all the ſame lsde. And he begãne 
to lacke, and wente bis waye, and clane to 
a cytefin of that fame countre, which ſent 
Him in to bis felve, to Fepe fivyne. And be 
wolde fayne bane fylled bis bely with the 
coddes,tbat the fiwyne ate. And noman ga- 
ue bim thens. 

Then came he to him ſelf and ſayde: How C 
many hyred ſeruauntes bath my father, 
which bane bed ynough, and J perifh of 
honger? J wil gee vp, and goto my futher, 
and faye onto bun: Satber, J baue fynned 
ageyaft beauenand before the, and antno- 
moze worthy to becalledtby fone, make me 
as one of thy byred ſeruauntes. And he gat 
bim vp,z came onto bis father. Sut what 
De was yeta grearewaye of, bis father fare Paine 
him, and bed cSpaffion, and ranne, and fell Tobus-b 
aboute bis necF, and kyſſed bim. Thenfay- 
de thefenne onto him: Father, J haue ſyn⸗ 
ned agaynft beané,and befoze the, J amno 
mozerrorrby co be called thy fonne. But the 


Che goſpell 


father ſayde vnto bis fernauntes : Szynge 

forth che beſt garment,and put it vpon bin, 

and gene bim a ryngevpon bis bande,and 

fhues onbis fete, and brynge hither a fed 

calfe,and kyll it, lat vs eate and be mery:foz 

this my ſonne was deed, and is alyue agay⸗ 

nesbe was loſt, and is founde. And they be- 

ganne to be mery. 
DDvut the elder forme was in the ſelde. And 
whan be came, and drewe nye to the boule, 
he herde y mynſtrelſye and daunſynge, and 
called one of the ſeruauntes vnto him, and 
ared what it was. He ſa yde vnto him: Thy 
brot her is come, and thy fat her bath flayne 
a fed calfe, becauſe be bach receaued him 
ſafe and ſounde. Then was he angrie, and 
woͤlde not go in. Then wente bis father out, 
and prayed bin, Bue be anfivered, and fay- 
de vnto bis Farber: Lo,thus many yeares 
Hane Idone che fernyce, nether haue J yet 
broten chy commaundement, andthou ga- 
ueſt me neuer one kydd. pF mighemakeme- 
ry with my frendes.25ucnow that this thy 
fonne ts come, which deuoured bis goodes 
sith barlocces,chou haſt (layne a fed cal- 
fe. Bur he fayde vnto him: My ſonne, chow 
art allwaye with me,and all that is myne, 
is t hinert hou ſhuldeſt be mery and glad, foz 
this y brother was decd, and isalyue agay- 
neibe was loff, andis founde agayne, 

The XVI. Chapter. 

SY ſayde alſo vnto bis difciples:The 

re was @ cercayne riche man, which 

: bad a ſtewarde, that was accuſed 
vnto bin, that be bad waiſted bis goo- 
des. And hecalled him, and ſayde vnto him: 
Hovis it that J heare thisofcbe y geue a 
comptes of ſtewardſhipe, for thou ma yeſt 
be no longer ſtewarde. Che ſtewarde ſa yde 
within hmſelf What ſhal I voz My lorde 
wil take awaye the ſteivardſhipe fro me. J 
ca not dyggen and to begg J am aſhameð. 
“J wote what J wil do that whã J am put 
Sut of che ſtewhardſhipe, they mayereceaue 
smeustocbetr houſes. 

And be called vnto hi all his lordes det- 
ters, and fayde vnto the firfE: How mody 
oweſt chon nto my lorde? he fayderan burs 
dreth connes of oyle. And be fayde: Tate x? 
byl, ſyt downe quyctly,z ryte fiftie. Then 
ſa yde be vnto another: ow moch oweſt 
thou 7 Se ſayde: an hundreth quarters of 
sobeate. And hefayde vnto him: Take thy 
byll, and weyte foure ſcore. And the lorde co 
mended the vnrighteous fEewarde, becanfé 
pe bad vone wyfely. Forthe Hilden of this 


of S. Cute, 2o. xxxv. 


worlde are in theirEynbde wyſer, thé che chil 

dren of lig ht. And Ffaye vnto you : Wake 

you frendes with the vnrig hteous Mam· 

mon, ¥ whan ye ſhal bane nede,they maye 

— you in co euerlaſtinge Caberna- 
es. 

Hethatis faithfull it the leaſt, is faich- B 
full alſs in moch:and be thatis unrighteous. 
in the leaſt, is vinighteous alſo in mod. 
RF ye ther bane not bene faichfull in the 
vnrighteous Mammon, who wyll belene 
you tr that whichis true? Andyfye bane 
not bene fait hfull in anothers mans bufy- 
neffe, who wil geue you chat which is you- 
re awne? 


No ſeruaunt can ferue two mafters : for Matc.e 


either be ſhal hate the one, and loue ¥ other: 
92 els be ſhal leane co the one, and defpyfé 
the other. Re can not ferue God and Mam- 
mon. 

All thee chinges herde the pharifes, 
which were couetous, andebey mocked bi. 
nd be fayde vnto chem: Me arethey that 
iuſtifie y6 felucs before men, but God Enow- 
eth youre hertes. For ¥ which is hyeamon- 
gemen,is én abhominacion before Gov. 

The lawe and ¥ prophetes pzophecied C 


vnto Ihon, and fromebatcyme forth is * Nat in b 


Eyngdome of God preached thorow Yy Gof 
ell,and every man preaffeth in to it by vio⸗ 
nce. Dut cafier is it, for beauen and earth 

to —— one tittle of * lawe to fall. 

Who ſo euer putteth awa ye his wife,z ma 


rieth another, breabeth matrimonye:and be mars. a 


thatmarieth ber which ts deuorced fis bir andis.b 
Marcue.& 


bufibande, beat ech wedloctealfo. 

Chere was a certayne ridye mart, which 
clothed bint felf with purple and coſtiy ĩyn⸗ 
nen, and fared delicionfiy enery Saye, And 
there was a poore man named Lazarus 
which laye at his gate full of ſores, and deſy 
red to be fylled with che crommes,that fell 
from the rice mans table. yet came the 
Dogges, and licked bis ſores. Bur it fortw 
ned, that the poozeman dyed, and was ca> 
ried of the angels in to Abzabams bofo- 
me tbe riche mast dyed alf>, and wae bu⸗ 
ried. 

Llowwhanbe was in the bell, be lift vp D 
bis cyes in the payne, and fare. abrabare 
afare of, and Lazarus tn bis bofome: and 
becricd,and fayde: Sather Abrabam, haue 
mercy vponine,and fende Lasarus,charbhe 
maye Dyppecbe typpeofbis fynger in wae 
ter,zcoole my tonge, for Jam tormẽted in 
this flgme. But Abrahã ſarde: Remẽbre fon 
ne, yᷣchou haſt receaucd good in plfe,zcon 


Matas.b 


Mata. 
andane 
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trary wyſe Lasarus receaned enell . But 
now ts be comforted, and thou are tormen · 
ted. Bnd befide all this, there is a greate ſpa 
ce fetbetwene vs and yourſo ? they which 
wolde go Downe from bence vnto you, cat 
noe: nether maye they paſſe ouer ſrom then 
ce vnto vs. 

Then ſayde he: I praythe then facber, 
that chou wilt ſende him vnto my fathers 
bonfe, for J bane yer fyue brethꝛen chat be 
maye warne them, lefé they alfo comein to 
this place of torment. Abraham fayde vnto 
bim:Chey haue Moſes and che propbetes, 
(ce them hearet hem. But he fayde:L tay fa- 
ther Abraham, but yf one wente vnto them 
frõthe deed, they wolde do pennaunce. Ne· 
uertheles be ſayde vnto bint : Xfthey heare 
not Moſes z the pꝛophetes, then ſhal they 
not belene alfo, though one rofeagayne fro 
thedced. 

The XVI. Chapter. 

LY & (ayde vnto bis difeiples: It is vn · 

SY poffible char offences ſhulde not co- 
me: but wo vnto bint by whom they 
conte: Ye were better for bim,that a mylſto⸗ 
newere hanged aboute his neck, and be café 
intothefee, then that he ſhulde offende one 
oftheſe litle ones.Tate hede to youre ſelues. 
Mfeby brother treſpace aga ynſt che,vebute 
bim: and yf be amende, forgeue bint. And 
though be ſynne aga ynft the ſeuen t ymes in 
@ Daye, and come feuentymes in a daye to y 
—— aye: It repenteth me, forgeue 

im. 

And the Apoſtles ſayde vnto y LORDX: 
Inereacẽ oure faith. The ORD ſayde: xf 
ye bane faith asa grayne of muſtarðde fede, 
andfaye vntd this Molberytrer Plucke thy 
ſelf vp bythe rotes, and plãte thy felfinthe 
jeent ſhalbe obediẽt vnto you. Which of you 
Is it, that bath a ſeruaunt( which ploweth. 
2 fedeththecatell) wha be commeth home 
from > felde,chat be wil faye vnto bim:Go 
D quuyckly and ſyt the downeto meate 7 Is it 

notthus? that be ſayeth vnto bim: Make 

ready, that J mayefuppe,gyzbe vp thyfelf, 
and ſerue mẽ tyll J haue eaten anddzonten, 
afterwardefhalethoueate and dzyntealfo. 

Thanketh he the fame ſeruaunt allo, becau- 

fe be dyd that was commannded him? J 

trowe not. So litewylé ye, wha ye haue do⸗ 

neall thatis cOmannded you, faye: Weare 
vnprofitable fernauntes,we banc done that 


of G. Gute. 


as hecame into a comne,theremet bin ters 
lepozousmen, which ſtode afarre of,and life 
wp their voyce,and ſa yde: Jeſu mafter,bave 
Inercy vpon vs. And whan he fawetbem,be 
fayde vnto thé +Go, and [ewe youre felues 
vnto y preftes. 2d it cameto paſſe, as they 
wente, they were clenfed. And one of chens 
wha befawe that be was clenfed, beturned 
backe agayne and prayſed God with londe 
voyce,and fell downe on bis face acbis fere, 
andgaue him thankes. And the fame was a 
Samaritane. Jeſus anſwered and faide: Are 
therenot ten clenfed 7 But where are chofe 
nynerT bere wereels none founde,thattur- 
ned agayne, and gane God the pzayle, faue 
onely this ſtraũger. And be ſayde onto bim: 
—— thy waye,thy faith bath made > 
whole. 

me whan bewas demaunded of ? Pha C 
riſes: Whan cometh the byngdome of God? 
He anſwered chem, and ſayde: The kyngdo 
meofGodcommech not with outwarde ap 
pearaunce,nether ſhal it be faydelo, bere oz 
there is it. For bebolve, FEyngoome ofGod 
ts inwarde In you. 

And he fayde rothedifciples: Thetyme 
hal come, whe ye ſhal defyze to ſe one daye 
of the ſonne of man, and ſhal noc (eit. And 
they flal faye vnto you: Sebere, Se there. 


n ynge flyyneth abouc fromebe beauen,and 
lighteth over all that is onder the heauẽ, ſo 
ſhalthe ſonne of mã be in his da ye. But firſt 


muſt be faffremany chinges,and be re fuſed Matus.c 


ofthis generacion. 


i a Genz 
nd as it came to paffe inthe tyme of oe, 


Moe ſo fhalic come to paffe alfoin y dayes 
ofthe ſonne ofan. They ate, they dante, 
they maried,and rere maͤried euen onto * 
dayethat Noe wentein to the Arke and F 
floude came, and deſtroyed them all. 

Likewyfe alfoas tecame to paffe inthe D 
tyme of Lot, they ate, they dianke, they 
bongbt,they ſolde they planted, chey buyl⸗ 
ded. But euen the fame daye that Lor wer 
te ont of Sodom, itrayned fyre and bzym- 
fEone from: beaut, and deftroyed them all. 
A feer this maner alſo [hal it go,in che daye 
whan che forme ofman ſhal appeare. 

In that da ye, who fois vps therofe,and 
bis ſtuffe in * bonfe,lee him nor come dow- 
neto fetdh it:Litewyfe he that is inthe fel- 
delet bins not turne backe, for it chat isbe 


Leuitasa 


Mat.24.b 
Go not ye, nether folowe, for as thelighte- Marcuse 


Censse 


Maresh 


sve werebounde to do. 

Andie foreuned, whan he tote bis ionr- 
ney towarde Jeruſalem, be wente thozow 
themydveft of Samaria and Galile. 2nd 


Hynde bim.* Remẽbre CLottes wife. Wyho + Gen.ie.c 

focuer goeth aboute to ſaue his life Mal loͤſeẽ macice 

it:and who ſo euer [hal loſe it. ſhhal ſaue it. Maree 
‘Jaye vnto you: In night ſhal two 


Che gofpell 


Lye vpon one bed, the one ſhalbe receaned, 
Mat.24.d the othe: ſhalbe for faten.Lwo ſhalbe gryn 
dinge together,the one ſhalbe receaued, the 
ot her ſhalbẽ foxjaten. And they anfiwercd, 
and ſa yde vnto him: Where LOoRDE? He fay 
De vnto thẽ: Where ſo eter F deed carcafeis 

there wil ¥ Aegles be gathered together. 

The xvũt. Chapter. 
BW ger Ecolvethem a ſymilitude, fignifien- 
aTelhs.c £ ge, ÿy men ought allwayes to praye, 
2 znotco leaue of; fayde: There was 
a iudge in a cite, which feared not Gov, and 
ſtode ĩn awcofito man. And in the fame cite 
there was a wedowe, which came vnto bim, 
and fayde: delyuer me fro myne aduerfary. 
And be wolde nota greate whyle. But af- 
terwardebetboughe within bi felf:T hough 
feare noe God,z ſtonde in awe ofnoman, 
yet feynge this weddowe is ſo mportune 
pon mẽ. J wil delyyer her, leſt foe come at 
thelaft,and rayle vpon me. 

Then faydetheL ORDE: Heare what y 
vnrighteous indge ſayeth. But fhall noe 
God alfo delyner bis chofen, that er ye vnto 
bidaye and night, chough be differre they 
Ffayevnto yourwe fhal delyuer chem, and 
that ſhortly. Neuertheles, whan the fonne 
of man cSmeth, fappofe ye that be ſhai fyn- 
de faith vpon earch? 

znd vnto certa yne which truſted in thE 
filuce,chac they were perfecte,and defpyfed 
other, be ſpake chis fymilicude; Cherewenre 
vp two men into che téple,to pzaye:the one 
apbarife,the other a publican. Che Phari 
fe ſtode, and prayed by bimfelf after this 
maner: Febanke the Gov, that F am noe 
as otber men,robbers,wnrighteous, aduow 
ters,o2 as this publican. Ifaſt twyſẽe in the 
wee, J geue the tithes of all chat yj bane. 
2nd che publican ſtoͤde afarre of, and wol- 
de mot life vp his eyes to beauen, but ſmote 
vpon bis breſt, and ſa yde: God be thou mer 
cyfull onto me ſynner. J cell you:T bisman 
wente downe into bis boule iuftificd moze 
Mat.23-b thé the ot her. For who fo ener exalteth bim- 
Luc ⸗ · b RIF Mhalbe bought lowe:and be that bum- 
bleth himſelf. ſhalbe exalted. 

They brought yonge children alſo vnto 
bim,thathe ſhuide touch them. But whan 
the diſciples ſawe that,chey rebuked chem. 
Nevert heles Jeſus called them vnto bint, 
and ſayde: Suffre childrẽ to come vnto me, 
and forbyd thẽ not. for of fochis * kyngdo 
me of God. Verely F ſaye vnto you: Whoſo 
ener receaueth not ¥ Eyngdeme of Godas 
a childe, ſhal not enter therin. 
€ Anda cereayneruler axed him, and fayve: 


Deu.26.c 
Eccle.7.¢ 


Mat.9.b 
Matwo.b 


of S. Eule. Fo. xxxvi. 


Good maſter, what muſt J do, that Jmaye Nat · io· 
enheret euerlaſtinge life But — —⸗ 
vnto him: Why calleſt thou me goods The⸗ 

re ts no man good/ but God onely. Thou 
knoweſt the cõmaundementes: Thou flyale 

not breake wedlocke: Thou ſhalt not Eyll: Exos.c 
Thou ſhalt not ſteale: Chou ſhalt not bea⸗ 
te falſe wytneſſe: Honours thy father and y 
mother. But be ſa yde Allt heſe haue J Eep- 
te fromy youch vp. Whã Jeſus herdẽ that, 
be ſa yde unto hini: Ret lac̃ eſt chou one chin 
gefelallchacchou haſt. anð geue it unto F 
poore, and thou [halt haue a creaſure in bea 
uen, and comez folowe me. Whan be herde 
that, he was ſory, for be was very riche, 

Whan Jeſus fawe thar be wes fozy, be 
fayde:ow hardly ſhal che riche comeinco 
the Eyngdomic of Gods It is cafyer for a Ca 
mell to go thorow the eycofanedle,thé for 
@ rich man to entre tn co the kyngdome of 
Gov. Then fayde they F herdethat: Who 
can theit be faucd? But he fayde: loke what 
is unpoffible with mé,is poffible with Gov. Luene 

Zhen ſayde Peter: Behoide, we haue for⸗ 
fate all, and folowed the. Se ſayde vᷣnto thé: Matis.d 
DerelyF faye vnto you: There is nome p Mar-10.c 
forfaterh boufe,oz elders, or bierbzent, or wi- 
fe orchildren for che kyngdome of Goods ſa⸗ 
be, which ſhal not receaue mod) move tie 
ebis tyme, and enerlaftingelife in the worl- 
de tocome. 

Hetokevnto him the twolue, and ſayde D 
vnto them: Bebolve, we govp to Jeruſale, Mat.20.b 
andit [hal allbe fulfilled ehat is wryccen by Marcuod 
the prophetes of the formeofinan. For be 
fal be del yuered unto ¥ Heythen,andfhal- 
be mocFed, and deſpytefully mereated, and Luca 
[pitted vpon:and whan they bauefcourged 
bum, they hal put bim to death, and vpor 
thetbirde daye ſhal be aryſe agayne.* Wind Lucag 
they vnderſtode nothinge of thefe thinges. 
And t his ſayenge was hyd from them and 
* perceaued not the chinges that were 

poken. 

And it came to paffe, whan he came nye Mat.20.d 
vnto Jericho, there fat one blynde bythe Marcioe 
ywaye, and begged. And whan be herdethe 
people paffe by, be ared what it was. Then 
fayde they vnto bin, that Jeſus of Naßza⸗ 
reth paffed by. 2nd be cryed, and ſayde: Je ſu 
thou fonne of Damd,baueniercy vpenme. 

But the people that wente before, rebuked 
him that be fhulve holde bis tunce Neuer 
theles be creed moch moze: Thor ſonne of 
Dad haue mercy vps me. Jeſus ſtode ſtyl 
TSmaunded bi tobe brought vnto hĩ. Anð 
whan be was come neare, be axed him and 


Mat.t9.¢ 
Marcao.c 
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ſayde: What wilt chou.t hat Jo unto the? 

de ſayde: LORDE, that Ima ye receaue my 

fighe. And Jeſus ſayde vnto him: Beceaue 

ebyfight,chy faith bach ſaued the. And im 

mediatiy be ſawe, and folowed bim,z pray⸗ 

ſed Sod. And allthe people chat ſawe tt, ga- 
we God the pꝛayſe. 
Che XIX. Chapter. 

a Ld be entred ins, and wente thorow 

Sf Jericho:z bebolde, there was aman 
named Zacheus, which was a ruler of 

the publicans, and was riche, and deſyreð 
£6 fe Jeſus what be fhulvebe, and be coulde 
noe fo2 the people, for be was lowe of ſtatu⸗ 
re, And be ranne before, and clymmed vp 
fn to a wylde fygge tre, thar be might fe 
him for he ſhulde come § waye. And whan 
Jeſus came to the fame place, he loked vp, 
and fare bins, and ſayde vnto bin: Zache, co 
me downe haiſtely, for toda ye muſt J turne 
in to thy houſt. And be came downe hafécly, 
and receaued bin. with io ye. Whan they 
ſawethat, chey murmured all, anð ſayde, > 
he was goncin, toa ſynner. 

But Zacheus ſtode forth, and ſayde vnto 
the LORDE: Beholde LORDE, the half of 
my goodes geue J tothe pooze: and yf FJ 
haue defraudedeny mane reſtore bint fou. 
re folde. Jeſus fayde onto bin: Chis daye is 
bealth happened vnto this boule, foz fo 
mod as be alfois Abrahams fonne. + Foz 
the ſonne of ma is come, to fee andtofaue 
that which was loft. 

Clow whylethey herkened, be toldea fy 
militude alfo,becaule bewas nye unto Jeru 
falem, and becaufe theythougbe, that the 
kyngdeme of God ſhulde appeare immedi- 
atly. And be fayde: A certaynenoblems we 
te in to a farre countre,to receanc bi akyng · 
Dome,and chen to come agayne. This man 
called ten of bis fersauntes, and delyuered 
them ten — —— ſayde vnto them: Oc· 
cupye,tyll J come agayne. But bis citeſyns 
bated bim, and fenca nieſſage after him and 
fayde: We wil not bane chis max toraigne 
Quer vs, 

% Andie forcuned whan be cameagayne, 
after chat be bad receancd the tyngdome, 
be bade call forthe feruauntes, unto whom 
be bad geué bis money, § be might Enowwe, 
xobatenery one bad done. Then came the 
firſt and fayde:Syz,tby pounde bath won- 
the ten pounde. And be fayde vnto him: Well 
thou good ſeruaũt, for ſo moch as chou haſt 
bene faith full in the leaft, chou ſhalt baue 
Guctozite oner ten cities. The feconde came 
alſo. and fa yde: Syr, thy pounde bath won · 


act. ic.e 


daat.iz.c 


of S. Euke. 


ne Fyne pounde. And to him he fayde: And 
rhou ſhalt be ouer fyue cities. And ¥ thirde 
came, and fayde: £0 ſyr here is thy pounde, 
which J haue kepte in a napkyn Jwas 
afrayed of the, for thou art an barde mart, 
thou tateft vp ¥ chou haſt mot layed dorw- 
ne,and reapeft charchou haſt not ſoͤwne. He 
fayde unto bin: Of chine awne mouthiud 2Re gre 
ge Iche chou enell fernanne.Aneweft thou Mand 
thonthat J am an barde man, catynge vp 
that Jlaydenot domne,and reapynge that 
Joyd not fowe 7 Wheꝛfoꝛe then haſt thou 
Hocdelynercd my money to the exchaunge 
banter ind army commynge might J ba 
ue requ yred myne arene with vauntages 

And he fayde vnto them that ſtode by: C 
Tate y pounde from him, and gene it vnto 
bim chat bath ten pounde. Andebey fayde 
vnto bum: Syz, be bath ten pounde already. 
Bue Baye vnto you: Whoſdeuer hath, vñ⸗ Mat u . b 
tobim ſhal be geuẽ: but from him that bath Mace i 
not,fhal betaten awaye euen that he hath. ruceb 
As for thoſe myne enemies, which wolde 
not chat J ſhulde raigne ouer chem, bainge 
them bitber,and flaye them before me. And 
whan be bad thus fayde, be wete on forwar 
De,andcoEe bis tourney vp to Jeruſalem. 

And it forxeuned whan be came mye to Putas 

BerhphageandBethany onto mount Oli are s 
nete,befent two of bis difciples, and ſayde: 
Goin tothe towne chat lyeth ouer ai a yf 
you,and affone as ye are pect dey: n 
dea foale ryed, wheron yet never man fate, 
low feit,and bryngeit hither. And yfeny ma 
are you wher fore ye lowfeic,fayetbus vnto 
bim. The LOR DE bath nede therof. 

And theychat werefent, wetetheir waye 
and foundecuenas be bad fayde. Bur wha 
they lowſed ¥ foale;the owners cherof fay- 
Devnto thé: by lornfe ycthe foalerCbey 
fayde:TheL ORDEbath neve cherof. And 
they bough it unto Jeſus, and caft their 
clothes vpõ the foale, and fer Jeſus theron. 
Now as be wente, they ſpred their garmen lokẽ. u tz 
tes in the waye. 

And whan he wẽte downe fro mount Olt D 
nete, ¥ whole multitude of bis diſciples be- 

Sane toyfully to prayfe God with loude voy 

ce ouer all che miracles tharthey bad fene, 

and fayde:Bleffed be he that cometh a kyn Luca 
geinthename oftheL ORDE., Peace be in *EPh ve 
heauen, and prayfe in the height. And fome 

ofthe Phariſes amonge thepeoplefayde vn 

to him: Maſter rebuke thy diſciples. And be 
anſtrered and ſayde vnto them:· Itell you, 
—— hoide ebeir peace, yer ſhãlthe ſto⸗ "Abaca 

ee crye. 
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And whan he was comeneare, be behel⸗ 

lehã u d De the cite and · wepte vps it,and fayde:2F 
thou kneweſt what were for y peace, thou 
Phuldefé remẽbre ic euen in this preſent da ye 

Of thine. But now is ic hyd from thine eyes. 
2Soꝛthe tyme ſhal come vpon ehe,tbat thine 
—— ‘2 enimies ſhal café vp a bate abonte the, and 
Marcia aboutetby children with che,andbejege F. 
Lue · Ax and kepe the in on encry fyde, and make the 
eauen with the groundẽ, and ſhal not le aue 


of S. Luke, fo. xxxvij. 


What fhal Ido J wil ſende my · dearefon- lohas.c 
ne, peraduenture they wu ftonde in awe of Bor.* 
bim,whantbey ſe bim. 

But whan chebupbanve menfawe the 
fonne,they chonghrin the ſelues, and ſa yde: 
This is the heyre come,+lecvstyll him, *ᷣ Gens7.d 
the inheritaunce maye be oures. And they 
thruſt bim out of * vynyarde,and ſlew him. 
What ſhal now che loide of the vynyarde 
do vnto them? He ſhal come,and deftroye 


inthe one ftonevpon another becauſe thou 
baftnotrEnowne > tyme, wherin thou baft 
bene vifited. 


thofe bufbantmen, and let out bis vynyar- 
De vnto other. Whan they berde that, they 
fayde:God forbyd. 


Matarb And he wente in to thetemple,and begs 
Azere unb ne to dryue out them that bought and folde 
Tohi.n.b rherin and ſa yde vnto them: It is weyttent 
stfass.b *LTy boule is an houſe of prayer, but ye ha 
Pade ue made it a denne of murchurers. And be 
FRE aught daylic in cheréple, But the bye pre- 

fies andtheferybes andche chefeftofy peo- 
plewente aboureto deffroye bin, and foun- 


Sut he behelde thẽ and ſayde: What is 
this then that is weytten: Che fame ſtone Pfal-u7.¢ 
wbid) the bnylvers refufed, is become the §43°< 
headcorner ſtone? Who fo ener falleth vpon 
this ſtone, ſhalbe broken in ſunder: but vp> 
whõ ſo euer be fallech, be ſhall grynde him 


—— to poulder. Andebe bye pieſtes and ſerybes Nat⸗re 
at a 


—— wente aboure to laye handes vponbimebe farses 
Iohare DeNOtwhartodo vnto him. For all the peo fame houre, and they feared the peopie: for” 
andsd ple ſtacke by him, and gaue him audience. they perceaued, that be had [poke this ſymi 

The xx. Chapter. lieude aga ynft chem. 
oe a Ld ic forenned one of thoſe Sayes, And they watded bi, z fent forth fpyes, € 
—2 whan he taught the people in che tẽ · which ſhulde fa yne thẽ ſelues perfecte,chat — 


ple,and preached che Gojpell, che bye 
preftes and ſerybes came to bim with the 
Elders, and ſpake onto bim, and fayde:Tell 
vs, by what auctozte doeft thou thefecbin 
ges? Orwho gaue therbis auctorite ? But 
Heanfivered,zfayde vᷣnto thẽ: J wilare you 
& worde allo, tell it me: The baptyme of Ihs 
was it from heauen, or of men? But they 
thought in them ſelues, and ſayde: Rf we 
faye, from beauen, then ſhal be faye: Why 
Dyd ye not thé belene him? But yf we faye, 
of men,then [hal all the people ſtone vs. toa 
they be perſuaded, that Ihoͤn is a prophet. 
ind they anfwered, that they coulde noe 
tell, whence it was. And Jeſus fayde vnto 
them: Nether tell J you, by what auctozite 
Joo theſe chinges. 

And he beganne to tell the peoplethis fy- 
militude: A certayne man planted a vynyar 
de,andletit out onto hußbãdmen, and wert 
te himſelf in to a ſtraunge conntre fora grea 
te ſeaſon And when bis tyme was come,be 
ſent a ſeruaũt to the bupbatmen, that they 
might geue him of che frute of the vynyar- 
de.But the bupbantmess bee bim, and ſent 
bim awaye emptye. And agayne be fent yee 
another fervatic:but they bet bim alfo,and 
intreated bim fhamefally,zfent bim cwaye 


Bw emptye.2ind befydes this. he ſent the thirdet 


but they wounded him aljo,and tů ruſt h · m 
out. Chen ſayde the lorde ofthe vynyarder 


they might tate bint in bis wordes, to dely⸗ 
ner bim vnto the power and auctorite of 
debite.Andebey aed him ⁊ ſa yde: Maſter, 
we knowe that thou fayefEz teacheſt right, 
and regardeſt the ontwarde appearaũce of 
no man, but teacheſt che waye of Goderuly. 
Is ic lanfoll,chat we genetribure vnto the 
ELmperoure,o: not But be perceaued t heir 
craftynes, and ſa yde vnto them· Why tẽpte 
ye me? Shewe me the peny. Whoſe ymage 
and ſuperſcripeion bach it? They anfrrered, 
and ſa yde: The Emperours. Then faydebe 
vnto them: Geue thé vntothe Emperoure, 
that which is the Emperours: unto God, 
that which is Geds.Andthey coude not re⸗ 
proue bis worde before the people and mar · 
neyled at bis anſwere. and helde their peace, 
Chen came vnto him certayne ofthhe Sa D 


duces(which hoide that there is no refurec Jetaa 
cion)and axed bim,and ſa yde riaſter Nio Meee 


fes wrote vnto vs, yf eny mans brother dye 


hauynge a wife,anddyeth witheut dyildzé, Deutasa 


then fhal bis brochertate bis wife, andray 
ſe lede vnto bis brot her Now were the- 
re ſeuẽ brethrẽ:the firſt rote a wife and dyed 
childleſſe: and the ſeconde toke the wife,ard 
deyed without children al or ard the tbirde 
toke her.likewyſe all the ſeuẽ and left no chil 
dren behynde thẽ, and dyed. At tbhe laſt after 
them all the woman dyed alle. Nor inthe 
reſurreccion, whofe wife [hal fhe a5 — 
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For fenenbad ber to wife. And Jeſus anfive 
red and [aide vnto them: Che childrẽ of this 
worlde mary,z are maried, but they vp fpal- 
be worthy to enioye that worlde and the re⸗ 
ſurreccion from the decd, ſhal nether mary 
ner bemaried, for they cam dye nomorze. oz 

nlohis.a they are like vnto the angels and aretber 
childzen of God, in fo moch as they arechil- 
duen of the reſurreccion. 

E But that the deed ryſe aga yne, hath Mo 
ſes alſo ſignified beſydes the buſh when be 
called the LORDE, the God of Abraham, 
the Gov of Ffaac, and the Godef Jacob. 
Dut Godis noe a God of che deed bucofthe 
lynynge, for they lyue allonco bim. Then 
a@nficered certayne ofthe ferybes,and fayde: 
Maſter, chow haiſt fayde well. And from 
thac cyme forth they durſt are him no mo 
queftions. 

But be fayde vnto them: How faye they 
thac Chriſt is Dauids fonne 7 And Daud 
himſelf fayech in the boke of the pfalmes: 
The LORDEfayde vnto my LORDE: Syt 
thouon myright honde, tyll I mate thine 
enemies thy fore ſtole. Danid callerh hint 
LORDE, bowis be then bis former 
Mataza ¶ Now whyleall the people gaue audien⸗ 
* ag ce, he fayde vnto bis difciples : Bewarre of 

weird phe ferybes, which wyl goinlonge garmen- 
tes,andloue to befaluted vpon the mart, 
and deſyre to ſyt hyeſt inthe ſynagoges, and 
at the table. They deuourẽ wedowes houſes 
and that vnder a culoure of longe prayenge: 
Theſe ſhal receaue the greater daͤnacion. 
The Xx. Chapter, 

a | Lid be loked vp, and bebelde ¥ ride, 

Marcus.d 


Exods.a 


Mat.a2.d 
Marc 12.4 


Pfalog.a 


bow they put in their offerynges in 
to the Govscheft. de fawe afc es poo 
rewedowe, which put intwomytes,and be 
sCors.b fayde: Derely J faye onto yous Chis poore 
wedowebath putin moze the they all: Foz 
thefe all bane of theirerceffe putin vncocbe 
offerynge of God, but fhe of bir poucrte 

bath pucin all bit lynyngethac fhe bad. 
And whã ſome [pate of the remple, chat 
was garniſhed with goodly fiones and 
Jewels be fades Che time flyal come, wher 
inof allthis that ye ſe there fhal noe be ie fr 
one ſtone vpon another, which flyal not be 
broken dormne. They ared him, and fayde: 
Maſter. whã [hal chefe be v and what fhal- 
be the token, whan thefe fhal cometopaffer 
de ſayde: Tate beve, that ye be noe dif= 
toh4a ceaued: Foz many fhal come inmy name, 
and ſaye J am be, z the tyme is come bard 

by. Solowe them noe. 

B Due whan ye beare of warres and inſur 


Mataaa 
Marcaza 


¥2Reg.b 
Tere.z.b 
Lucao.d 
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teccions,benot yeafrayed, foz ſoch muſt co 

me to paffe, bucsbe ende is nor yer there ſo 

foone. eben faydebe vnto them: One peo- 

ple ſhal ryfe agaynft anocber, andonereal Eta.is.a 
me ageynfé another, z ſhai be greateearth- 

quates bere and there, peftilence,and derth, 

and fearfullebinges. 2nd greatecotés [hat 

there be frd heauẽ. But before ail chefé,ebey Mar.so.b 
fhallaye handes vpon you, and perfecute 
‘you, and delyuer you vp inco their ſynago⸗ 
Ses and pzefons, and bzynge you before kyn 

es T pzynces fozmynames fate .Ducchis 

flat happen vnto you for a wytneffe.Be at 
@ poynt therfore in youre bertes that ye ta⸗ 
fe nothoughe,bow ye fal anfivere : for J 
wil gene you mouth z wyßdome, agaynfé 
the whid) all youre aduerfaries ſhal not be 
able co fpeate ner to refift. But ye ſhal be 
delyuercd vp enen of youre elders, bꝛet hren. 
Eynfifoltes and frendes, and fome of you 
[hal they put vnto death, and ye ſhal be ba 
ted of euery man for my names ſake, and 
yet ſhal not one bayze of youre beave pe- 
rifhe. Holde faſt youre (onles with pact 
ence. 

But whan ye fhal ſe Ferufalem befeged C 
with an booft chen vnderſtonde, thar rhe Matas-b 

deſolacion of it is nye. Chen lec ebem whidy March 
bein Jewry flye onto the mountaynes:and 

let ſoch as bein the myddeſt thero departe 

out: and let ſoch as bein the coumtrees, noc 

come therin. Fortheſe are che da yes of vent- 
Seaunce, that every thinge w'bidyis weyt- 

ten ,mayebe fulfilled .5uc voo vnto chens 
thatare with dilde,and to them tbat gene 

fade in thoſe dayes: for there Malbe greate 
trouble vpon earth, ant, wrath over this 
people,and they ſhal frill chorow theedge 

of the fiverde,andbeled captyncamdge all 
nacions.« And Jeruſalẽ (halbetrovendow- Romad 
ne of the Deithen,waryitbe tyme of the Het 

then be fulfilled. 

And there Py albe tokens inthe Sonne macaque 

and Mzůe ante fEarres,and vponearth the Marc.nc 
eople ſhaibe irs foch perplerite that chey 
Inot tell wipicy waye coturnetbem fel- apoce.c 
ues. Andt he [ec andthe waters fal roare, 
and men fal. pyne awaye for feare,and for 
lot ynge after the thinges which fhalcome 
vpdcarth. Foz even the very powers of bes 
nen [hal indue. 

Andthen fhal they fe the ſonne of man Elisa 
commynge in the cloude with power and 
greate glory. But whan thefe thinges be- — 
Synne to cometo paffé, thé loke vp, andlift 
pp youre beades, foz youre sedempcion 
draweth nye. 
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And he tolde them a ſymilitude: Bchol- 
de the fygge tre, andall tre trees, wha they 
now [bute for their buddes, yefeby them, 
and perceaue,that Sommer ts now at han 
de. So litewyfe ye, whan ye fe allebefe chin 
ges cometo paffe, be fare that thetyngde- 
meof Govis nye. Verely I faye vnto you: 
This generacis [hal noe paffe,cyll all be ful- 
filled. Heguen andearth fhal paffe, burmy 
wor des [hal not paffe. 

Buccate hede vnto youre felues,that yds 
hertes be not ouerladẽ with exceffe of eatin- 
geand with dronEennes, and with cakinge 
oftbougbe foz lynynge,and ſo ebis dayeco 
me vps you unawares. For as a ſnare foal 
fe come on all chem that divellvpon earth. 
Watch therfore cSeynually,and pzaye,that 

emaye be worthy to efcape all this that 
iat come,z to ſtsde before ¥f fonne of man. 

Andon the daye tyme be taught in che 
temple, but inthe night feafon be wenteont 
and abode all night vpon mount Olinete. 
2nd all che people gat them v early vnto 
bim in the cemple, for to heare bim. 

The XXII. Chapter. 
Com de feaft of lwete bred (which is cal- 
* led after) drue nye. And ¥ bye pref 

fees and Scrybes joughe bow they 
mighe put him to death, and wereafrayed 
ofthe people. But · Satan was entred into 
Judas, named Iſcarioth (which was of ¥ 
nombre of ¥ twoiue) and be wéte bis waye, 
and calécd with the bye preftes and with ¥ 
officers, how be wolbde betraye bim vnto 
them. And they were glad,and pzom: yfedeo 
geue bimmoney. And be cSfenced, z foughe 
oporeumite, » he might betraye bi without 
eny rumoure. 

Chen came daye of ſwete bꝛed, wherin 
the Eaſter lambe muſt be offered. And he 
ſent peter and Ihon and fayde : Go youre 
wayẽ, prepare vs the Eaſter lambe, that we 
maye cate. Sut they ſayde unto bim: Whe- 
re wilt thou, that we prepare itv He [aide on 
tothem: Beholde, whe ye come into ¥ cite, 
there fhal mete you a man, bearinge a pit- 
cher of water, folowe bim in tothe boule ỹ 
be entreth in, and faye vnto the good mart 
Of the houſe: Che mafter fendeth F worde: 
Whereis geſthouſe, wherin J mayceate 
the after labe with my difciples 7 And be 
fhal fhewe you a greate parlour paned. 
Chey wente cheir waye, and foundeas be 
bad fayde vnto them, and made ready the 
afterlambe. 

2nd whan che houre came, be fat bint 
dorne, and the twolue Apofiles with him, 


of G. Luke, No. xxxviij. 
and be fayde vnto them: J bauc hertely de- 
lyzed to cate this tEafter lz be with youbefo 
re F ſuffre. For J faye vnto you:ebarbhence 
fozch J wil cate nomore therof tyll it be ful 
filled in che Eyngodome of God. And heeoke 
the cuppe, gaue thantes, and fayde: Take 
this and deuyde it amonge you. For J faye 
vnto you:F wil not dzynke of che fiutcofy 
vyne,vntyll che Eyngdome of God come, 

And heroke che bred, gaue thankes, and 
brat eit, and gaue it t hem, and ſa yde: This 
ts my body,* which ſhalbe geuen for you. 
This Vo in che remembraunee of me. Lite- 
wyſe alſd the cuppe, after they had fippev, 
and fayde: This cuppe is the new Tefta- 
mẽt in my bloude, which ſhalbe ſhed for you. 

But lo the hande of him that berrayeth 
me,is with me onche table. And the ſonne 
ofman trnlye goeth forth, as it is appoyn- 
ted. But wo vito chat man, by whom be is 
betrayed. And they beganne to are amonge 
them (clues, which of them it ſhulde be, that 
ſhulde do that. 

There roſe a ſtrife alfo amdge thé, which 
ofthem ſhulde be tabẽ forthe greateſt But 
he ſayde vntothem: The Eynges of ¥ worl- 
de haue dom ynion oucr + people, and they 
that beare ruie ouer thé, are called gractous 
lordes.· Bur ye ſhal not be ſor Bue the grea 
teſt amonge —— as the yongeft:and 
the pear as a ſeruaunt. For which is the 
greateſt ? he that ſytteth atche table, or be 
that ſerueth? Fs not be that ſytteth at the 
tablez' Bue Jam amdge youas a mynifter. 
As for you, ye arethey, that banc bydve wh 
me in my temptacions. 2nd FJ wil appoyn⸗ 
te the Eyngdome vnto you, cuentas my fa⸗ 
ther bath appoyntedme,that ye maye eate 
and drynke at my table in my Eyngoome, 
x and ſyt vpon feates, and indgethe twolue 
trybes of Iſrael. 

But the LOR DEfayde: Simon Simon, 
bebolde, Satan bath deſyred after you,tbac 
be might fiffte youcuenas wheate: but J 
baue prayed for ¥ that thy faith fayle nor. 
2nd whan thonart cSuerted, ſtrength thy 
bret hren: But he fayde vnt o him: LORDE, 
¶Jam readyto go with the into preſon, and 
Into death. Neuertheles be fayve: peter, J 
faye vntot he: The cock fyalnot crowe this 
daye, tyll chou bane thryſe denyed, thou 
kne roeſt me. 

And be ſayde vnto them:. Whan F ſent 
you wirhout wallet, without feryppe,and 
without ſhues, lacked yeeny thinger They 
fayde: No. Then fayde he vnto them: Bue 
now, be that bath awaller, — tate it 
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vp, litewyfe alfo the feryppe. But be that 
bath not let bint fell bis coate,z byc a fiver 
De. Gor J ſaye vnto you: It muſt yer be 
fulfilled oi me, that is wiyttéss de wascoun 
tcd amonge theeuell doers. For loke what 
is wrytten of me,ithach an ende. But they 
fayde:L ORDE,Beboloe, hereare two froet 
des. He ſayde vnto thé: It is ynough. 
dat ac.e ¶ And He wente out (as he was wonte) vit 
loha.i · a to moũt Oliuete.But his diſciples folowed 
dim vnto che fame place. And whan be ca⸗ 
Maceb mechither,befayde vnto thé: + praye,cbat 
ye fallnocin to céptacton. 2nd be gat bin 
from them aboute a fEones café, and kneled 
Downe, prayed,z fayde: Father, yf thou wilt, 
tate awaye this cuppe frome: Ptenerthe- 
fohac.d leſſe, not niy wyll, but thyne be fulfylled. 
And there appeared vnto him an angell fr> 
Heaven, and con forced bint. And it came fo, 
that be weeféled with death,and pzayed the 
longer. And bis fiveate was lite d:oppes of 
blowde, rumtynge Downe co the grounde. 
And he roſe vp frS pzayer, and came to bis 
difeiples,and founde them flepinge for heuy 
neſſe, and fayde virco them: What, flepe ye? 
ryſe vp and praye, that ye fall not in ko ten · 
tacion. 

DBut whyle he yet (pate, beholde the mul 
se titude, and one of che twolue called Judas 
7 © wente before thent, and be came mye vnto 

Chis Jeſus, co Lyfe him. Bur Jeſus fayde onto 
Him: Juvas, betrayefE thou the ſonne of mF 
with & kyſſe Whan they that were aboure 
bim, fae what wolde folowe, they ſayde 
vnto him: LORDE,fhal we finyte with the 
fiverde72ind one of che firotesferuatcof F 
bye preftes, z ſmote of bis care. But Jeſus 
aufivercd, and ſayde: Suffre thé thus farre 
forth. And he touched bis eare,z healed him. 

But Jeſus fayde vnto the preſtes and 
rulers of the cemple, and to the Elders that 
were come vnto bim:Me are come forth as it 
weretoamurthurer with fiverdes ,z with 
ſtaues. J was daylic with youin the tem- 
ple, and ye layed no Handes vpon me. Bue 
this is youre boure, and the power ofdark- 
nefje. Cleuercheleffe they coke bint, and led 
fohius.b bin, and brought bint ince the bye preſtes 

houſe. As for Peter. he folowedbia farre of. 

Then kyndled they « fyze in the inyddeſt 
of che palace,andfat them downẽ cogetber. 
And Peter fat him downe amonge them, 
Then a damſell farve him ſyttinge by che 
light, end bebelde him well, and fayde vnto 
bim: This fame was alfo with hint. Bue 
He denyed him, and ſayde: Wong, J Enowe 
Din nor. And after a litle whyle, another 
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farve bint,and fayde: Thon art one oft hem 
alſo · Sut peter ſayde: Man. J am not. 

And aboute che ſpace ofan bourcafter, E 
another affirmed,z Jayde: Derely this was 
with bim all>, for be is a Galilean. But pe- 
ter [atde:1194, 3 wore not what thou faycft. 

And immediatly whyle be yecfpake, F cock 
crewe. And the LORDE turned bim aboute 
and loked vps peter. And Peter remembzed 
Spe rwotbee oF > LORDE bow be fayoe on- 
£9 him: · Before the cocF crowe, thou fale rucs.-€ 
den ye me theyſe. And Peter wente out, and Maczs.c 
wepte bytteriy. —“ 

The men that helde Jeſus, mocked him 
and ſtroke him, blyndfolded him, and ſmote 
him on the face, aand axed him, and ſa yde: 
Prophecie, who ts it that ſinote the? An 
many other blafpbhemies ſayde they vnto bi. 

And whan tc was daye, there gathered atasl 
together the Elders ofthe people, the bye marias 
preftes and ferybes, andled bin vp before, 
their councell, andfayde: Art thou Chriſt? 

Tell vs. Bache fayde vnto chem: Mf J kell 
you, ye wyl noe beleue: Buc yf J are you, ye 
avy! not anfivere me, necher wyl ye lee me 
go. rom this tyme forth ſhal the fonne of Cols-a 
man ſytt atthe right have of the power of — 
Gov. Then ſayde they all: Art thou chen ¥ 
ſonne of God 7 He fayde vnto them: Ne faye 
ic, for Jam. Chey fayde: What nede we 
anye farcber wytneſſe? We oure felues baue Matas.g° 
berdeit of bis awne mouth. 
Ebe Xxil. Chapter. 

Vd che whole muleiende ofthe aro- A 

ſe, and [cd bim vnto pilate,and begã Matara 

netoaccufe him, anð ſa yde We haue Mire 
founde this felore peruertinge the people, — 
and forbyddinge to gene trybute vnto the 
mperoure, and fayeth, chat heis Chriſt a 
Eynge.Buc pilate ared bim,and ſayde: Art Matar de 
thouchetynge ofthe Jewes? He anfiwered 
him, and fayde: Chou ſa yeſt it. Pilate fayda 
vnto > bye preftes and to the people: J fyn 
denocanfe inthis man. Bucebey were the 
moze fearce,andfayde: He bath moned the 
people, inthat be hath taught bere zthere 
in ail the londe of Jewzy,and hath*begon- Matate 
ne at Galile vnto this place. 

Whan pilate herde mencion of Galile, 
be axed whether be were of Galile. And 
whan be perceaued chat be was onder * He Lacs.a 
roves inrifoiccion*be fent him to Herode, Lucas.d 
which was alfo at Jeruſalẽ in thofe dayes. 

When erode farve Jeſus. he was erceadine 
ge glad, for he had longe bene deſyrous to ſe 
him: becauſe· he bad herde moch ofhim, z Lucsa 
hoped co ſe a mitacle of hĩ. And heared him 
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many thinges . Neuertheles be anfivered 
bim nocbinge. The bye preftes and ferybes 
ſtode, and accufed bim fore. But Herove 
bis men of warre deſpyſed him, and mocked 
bim, pure whyte garméc vps him and ſent 
bim agayne vnto pilate. Ops ¥ fame daye 
were Pilate and Herode made frendes to Se 
ther,foz afore they bad bene at variaunce. 

DB _ place calledthe bye pzeftes, andthe rn- 

fers, and the people cogetber,andfayde vn- 
Mat. 27-b to thé: Nebaue brought this man vnto me, 
Tixe4s.4 as one that peruerteth the people, and be- 
Omee< holde, J have eramyned bim before you, z 
Fyndein che ma none of the canfes, wherof 
yeaccufe bim : Nor yet Herovde : for Iſent 
youto bint, and bebolve, chere 1s brought 
vpon bi nothinge, that is worthy of death. 
fohi.ts.a a ¶ Cherfore wil FJ chaften bim, and fet bint 
lowfe: For be muſt bane let one lowe onto 
them after the cuftome of the feaſt. 
Mat.z7.c — Chencricd the whole muleitude, and fay 
Marcis-b de: Awa ye with bim, and delyner vnto vs 
Darrabas , which for infisrreccion made in 
the cite, and becanfé of a murthur, was café 
in to prefon. Then called Pilate vnto them 
agayne, z wolde bauc lee Jeſus lowe. But 
they cried,and fayde:Crucifye bim,Crucifye 
bim.et fayde be vneo chem, che rhirde ty- 
me: Whatenell thẽ bath be done yj fynde 
no canfé of death in bi, therfore wil 3 chaf- 
ten bim, and let bim go. But they laye ſtyll 
vpon bim with greate crye,andrequyzed ¥ 
bemighe be crucified. And the voyce of the 
and of the bye preaſtes pzenayled. 

C_ And pilace gane fencence, chat it ſhulde 
Mataz.c be as they requyzed, and let lowe ontorbe, 
Actsb him, that forinfurrecctS and murchur was 

caft into prefon,whom they defyzcd, but ga 
ne Jeſus ouer vnto their wyll. And as they 
7 led bim awaye,they tote one Simon of Cy- 
Tohiuis-b yencrebidy came fromebe felde) and layed ¥ 
croffé vpon him to beare it after Jeſus. 
And chere folowed bint a greate multitu 
de of people and of wemen, rwhidy beway 
led and lamented bim. But Jeſus turned 
Dim abouce vnto thé,and fayde: Re dough- 
ters of Jeruſalẽ, wepe not ouer me: but we- 
pe oucr youre felues,and ouer youre childrẽ. 
ſor bebolde, the tyme wil come, wherin it 
al be fayde:Bieffed arcthe baren, andthe 
wombes that haue nor bome, andthe pap- 
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Teresa pes that baue noe gener ficFe.* Then [hal 

pocee they begynne to faye vnto rhe mountaynes: 
Sall vpon vs. Andtothe bylles: Couer vs. 
For yfthis bedone to a grene tre, what fhal 
be Done then to the dryer 

Efass.c And two other (which were myßdoers) 
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wereled out alfo, to be put to death with 

him. And whãthey cameco place which 

is called Caluery, they crucifyed bim cuen 

there,and the tꝛvo myfdoers with bim, the 

oneon the righte hande, the other on ¥ left. 

But Jeſus fayde: Gather, forgene them, for acizrg 

they were noe what they do And they par * Pfal.ar.b 

sed bis garmentes,and caft lortes therfore, Mat27-¢_ 

2nd che people ſtode and bebelde. Tohiug.c 
And thernlers mocPed bun with chem, D 

and faydez%oe hath belped ocber,lec hum bel 

pe bim felf now, yf bebe Chaft ¥ woſen of 

God. The foudyers alfo mocFedbim, were 

vnto bim, z brought bim vyneger,and fay- 

de:mfthou be the kynge of che Jerwes, then 

belpe thyſelf. And aboue quer bimwas this 

foperferipcion weytten with lecters of Gre Mac.27.d 

Fe, Latyn,and Hebrue: Chis is thet ynge of has-b 

the Jewes. 


ared the body of firs. And ehe coke hint 
Domne, wrapped bins in a Lynnen cloch, and 
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layed bim in a hewen ſepulcre, wherin neuer 
man was layed. And itwasthe daye of pze- 
paringe, and the Gabbach drue on. 

Tbe wemen that were come with bint 
ont of Galile, folorocd bim, and bebeldecbe 
Sepulcre, z how bis bovy was layed. Bue 
ebcy returned, and made ready thefpyces z 
anontmẽtes. And vpon the Sabbath they 
reſted, acordinge to the lawe. 

The Xl. Chapter. 


Lucs.a 


A Ve vpon one of the Sabbathes ve- 
nNat as a ry early in the morn ynge, they came 
Marcis.2 


vnto the Sepulcre, and brought ¥ 
Tohi-20@ ſpyces whicdyebey bab prepared, and — 
ne wemen with thẽ. Neuertheles they foun 
de the ſtone roiled awaye from che ſepulcre 
and wente in and founde not the body of 
lohã ao·b LORDE Jeſu. * And it happened as they 
were amaſed therat, bebolde, there ſtode by 
them two men in ſhyninge garmentes. Anð 
they were afrayed, and caſt Downe their fa- 
ces tothe earth. ben fayde they vnto thé: 
What fete yezchelynyngeamsge the decd? 
He isnot bere. He is ryſen vp. Remembe, 
bow Phe tolve youwhs be was yet in Galt 
le, and ſa yde: · The ſonne ofinan muſt be dely 
uered in to the hãdes of ſynners, and be cra 
cified,and the thirde daye ryſe aga yne. 
And chey remẽ bred bis woꝛdes, and wen 
te from the ſepulcre, and tolde all this onto 
the eleuen, and td all the other. It was Ma 
ry Magdalene, and Johanna and Mary 
James,and che other with them,that tolde 
Ebis vnto the Apoͤſtles. And they: wordes 
femcd onto thent,as though they bad bene 
but fables,and they beleued them not. Buc 
Perer arofe, andranne to the fepulere, and 
Jiouped in, and fawe the lynnen clorhes 
layed by them ſelues, and departed. And be 
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wondzed within bimfelfat that whic) had 
Happened 
DB” Andbeholoe,two ofthem wente thats 


Mar.s.b me daye, to & towne (which was thre (core 
furldges from Jerufalem)wbofe name was 
called Einaus. And they talfed together 
ofall thee thinges p had happened .2ind 

Matisc it chaunced as they were thus raltingeand 
reafonynge together, Jeſus himſelf drue 
nye, and wentẽ with them. But theit eyes 
were holden,that they ſhulde not knowe bi. 
And he ſayde vnto chem: What maner of 
cõmumicacions are thefé that ye haue one 
to another as ye walke, and arc fad 7 Then 
anſwered the one, whofe name wes Cleo- 

has, and ſayde vnto him: Art thou onelya 
— at Jeruſalẽ/ not knowinge what 
ts come to paffe therein theſe dayes ? And 
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be ſayde vnto che: What? They ſayde vnto 
bim: That of Jeſus of Naz areth,. which baat· ene 
sas a prophet, mighticin dede and worde. 
before Sod andall ¥ people, bow oure bye 
preftes andrulers del yuered bin to the con 
Demnacion of death, andcrucified him. But 
swe boped that be ſhulde baue del yuered 
Ffrael.Andbefydes all this, todaye is the 
thirde dayethat this was done.» Nee z cer Lucz4.a 
tayne wemen alfo of oure company whidy 194298 
were early at the Sepulcre, and founde not 
bis body, came and toͤlde that they bad fene 
@ viſis ofangels, which ſa yde be was alyue. 
Andcertayne of themebar werewith vs, 
wente onto chefepulere, and founde it euen 
fo as ¥ wemẽ ſayde, but hĩ founde they noc. 

And he ſayde vntothẽ: O ye ſooles and C 
ſlowe of bert to beleue all that the prophe · 
reo haue ſporẽ? · Ought not Chuft to haue 
ſuffted theſe thinges and to entrein to bis 
glory? And he beganne at Moſes and at all 
the propbetes, and erpounded vnto them 
all che ſcriptures, that were poten of hun. 
And they dire mye vnto the towne, whidy 
they wẽte vnto, and be made as though be 
wolde baue gone fartber. * 2nd they com⸗ 
pelled bim,and fayde: Abyde with vs, forte 
dra weth towardes night, and che dayets 
farre paffed. And be wente into tary with 
chẽ. And it came to paffe whan be ſat at the 
table with thé, betote the bred, gaue than⸗ 
tes, biate tt, and gave it them. Chen were 
their eyes opened, and they knewe him. And 
be vanyloy out of their fight. And they 
fayde, betwene thẽ felues:Dyd not oure bert 
burne with in vs, whan be taléed with vs 
by the waye, whyle be opened the ſcriptures 
wnto vs? And theyrofe vp the fame boure, 
turned agayne to J⸗ crufatenr an founde > 
elené garhered together, and them that we · 
re with them, which ſayde: The LORDE ie 
ryſen ofa trneth, and bath appeared vnto 
Symon.And they tolde the wᷣhat had hap 
pened by ¥ waye,and how they bnewe bing 
in break ynge of che bred. 

But whyle they were talfynge therof, 
Jeſus bimfelf ſtode in che myddes amonge 
Ebe,and fayde: peace be with you. But they 
were abaſhed and afraycd,fippofingecbat 
they bad ſene a fpzete.2nd bef aide vnto thé: 
Woy are yeabafheds z wherfoze ryfeebere D 
fody thoughtes in yé bertes 7 Bebolde my 
Haves z my fete, icis euen J my felf. Handle 
mie, atid fe, for a fpzete bath net flefh and 
bones, as ye fé me bane. And whan be bad 
thus fpoté, be ſhewed ché bis boves and bis 
fẽte But whyle they yer beleuednot for ioye 
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Tohi.arb and wondred, be fayde vnto chem: Hane ye 
eny thinge bere ro eate And they fer befo- 
re bins a pece of a broyled fifh, and anbony 
combe. And hetoke it, and ace it before che. 
And he ſayde vnto them: * Theſe are che 
wordes/ which J ſpake vnto you, whyle J 
was yet with you. Foz it muſt all be fulfilled 
thatwas wzytten of meinthelawe of Mo⸗ 
[es,in the propbetes,z in the pfalmes. ThE 
opened be their vnderſtondinge, that they 
might vnderftonde the ſeriptũres, and fay- 
Adi7.a de onto them: Chus ts it weyeré,andebus 
it behoued Chꝛiſt to fuffre, zthe thirvevaye 
coryfeagayne frs the deed, and to let repen 
taunce and rem yſſion of ſynnes be pꝛeached 
Mich-42 in bis name amoͤge all nacions,+ andto be- 
gynne at Jeruſalẽ. As for all theſe thinges 
xe are wytnefjes ofthẽ. And beboloe,F wil 
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ALA fende wpon you the» promes of my fatber: 
——— but yelbat tar y in the cite ———— 


sc1s-a ye be endewed with power from aboue. 

Marise ¶ BDut he led them out vnto — and 

A fe vp bis handes, and bleſſed them. And it 
came to paſſe whã he bleſſed them, he depar 
ted fromthem, and was caried vp in to hea 
uen. And they worſhipped bim,and turned 
agayne co Jeruſalem with greate ioye:and 
were contynnally in > céple, geuynge pray 
feandtbantes vnto God. Amen. 


The ende ofthe goſpell of 
—— 


She goſpell of 
S, Bho. 


WhatS. Ihons gofpell conteyneth. 


ap. 1. The euerlaftinge byath of thefon- 

te of God.and how he became man. Che tefet 
mony of Shonandof his baptyme The callie 
ge oF Andrew, perer,philip and Nathanael· 

Chap. i. Chuft turneth the water vnto wy- 
ne at the —— — dryueth the 
marebauntes out of the temple. 

bap. ng The fwere caltinge of Chriſt with 
Ticodemus.Thedoctrynes baprymeof Ihs. 
and what wy meffe he beareth of Chait 

Chap. ul. The louynge communicacton of 
‘Chrfe with the woman of Samaria by the 
welles fyde.Gow he commeth intoGalile,and 
bealeth the rulers fonne- 

Cysp. Vv. _ Be healeth he man that was fide 
eight shixtie yeare. She Jewes accuse hun 
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asa brea¥er of the Sabbath :he anfweretty 
foz bimfelf, and repzoueth them 

Chap vi. Jeſus fedeth fyue thoufande mers 
with fyue barlye Zoaues , departeth awaye, 
that they fhulde not make him Fynge, goetlp 
LPS the fee,and reprouerh the flefply hearers 
Of bis wozde. Thecarnallare offended athi, 
end fo2fate bim. 

Cheap. Vil.  Fefus commeth to Jeruſalẽ at the 
feaft, teadverl the Jewes and reproucth thes 
Thepharifes 7 the bye preftes hesringe thar 
the people begynne ro fauour Chaftandtobe 
{cue tn bins, fende out officers ro tae bi-The- 
searedyuerfe opinions of him amédge the peo 
ple. Tye pharifes rebuFe the officers becanfe 
they bane not taten btm, and dye with Lt 
codemus for tak tnge bis parte. 

Chap. vit. | Awoman ts taken in aduout riet 
Chait delyuercth her. The Frevomeof for) as 
folowe Thrift whom they accufe to have the 
Deucl within him, and go aboute to flonehins- 

Chap. xX. Chrije makery rhe manto fe that 
was bome blynde, where thorow be getteth 
bim felf more difpleafare amongethejewes 
and pharifes 

Chap. Edig is the true fhepherde,and 
the doe of thefhepe.Gome faye: Chajtharh 
the deuell. and ts madd, ſome fiye:hefpeakcttp 
not thewordes of one that bath the devcll Se 
caufebetellerh thetrueth, the Sewestate vp 
ftones to caftathim,call bispeadyinge blaf= 
phemy,and goaboutetoraFebim. 

Chap. Xl. Chrfe rayferh Lazarus fed death, 
‘The bye preftes 7 the pharyfes gather a couw 
cell, and caft thete beades together agaynfE 
bim, therfore be getteth him out of thewaye. 

Chap. xu. UTary anoynteth Chriftes fere, Fe 
Das murmureth, Chrijtercuferh her, ryverly 
in to Serufslem,and tslouyngly receauedof 
the thenf full, but vrterly defpyfed of the vn⸗ 


godiy. 

Chap. Xu. Chait waſheth the difeiples fete. 
tellechthem of Judas thetraytour,andcont. 
maundeth the earneftly to loucone another- 

ap. ULL. Bearmeth his difeiples with con- 
folacion agaynft trouble for rocome, tatetly 
F&5 thé the euyneffethatthey hav because of 
bis departinge, and pzomiferh themthe holy 
Gooft,the fpirite of comforte. 

ap. XV. The true vyne. the hußbandman e⸗ 
the braundyes.2 doctryne of lousanda fivete 
comforte agaynit perfecucion. 

Chap. XVI.  Cofolactonagaynft trouble. pray 
ers are herde thozow Chuft. 

Chap. Xvi. Themofthartely a loninge prayer 
of Chujt-onro bis father, for all fod) as reces: 
uethetrueth, and bebis awe. 

Chap. XVM. Chrft is berrayed-The wordes of 
‘bis mouth finyte the officers to the groun- 
De. Peter finyrerh of MTaldus eave. Fefus is 
brought before Anna,Caiphas,andpilate. 

Chap. XIx. ¶ Chriſt is cruycified.Ze commendethp 
bis mother vato Shon, fheddeth bis bloude, 
and is buried. 

Chap. XX. The refurreecton of Chait, which 
appearcth to tary Magdaiene and to ail 
bis difeiples,to their greate comfozte. 

XXL Seappeareth tobis difeiples agay- 
ine bythe foot —— commasnoety 
peterearneftly tofevebisfoepe. 
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The firf— Chapter. 


L the begynnynge 
was the worde, and 
the worde was with 
God,andGodwas y 
worde. Che fame was 
4 in chebegrynnynge ch 
BB) Gov.x Allebinges we 
Are made by the fame, 

ano witbout the fame was madenothinge 
Tobi t4.b chat was made. In him was che «life, and 
thelife was che · iight of men:and the light 
Poyneth in the darEneffe, and the dartneffe 
comprebended it not. 

There was fent from Goda man, whofe 
name was Ihon The fame came for a wit 
neffe,co beare wytneffe of ¥ light,chatcho- 
Iohis.d row bim they allmight belene.e was not 

that light, but that bemight beare witneffe 
of $ light. Chat was thetruclight, which 
lightech all men,thac come in co this wol- 
de.ce was in the worlde,z the worlde was 
made bybim,and y woride knewe bint not. 
de came in to bis arone, and bis awne re- 
ceaued bint not, Bue as many as receaucd 
Oferb  him,+to them gane be power tobe the chil- 
Rom s-b yzom of Sod: euen [och as beleue in his name. 
“42 Wbich are not borne of blonde, ner of che 
woe eee fleſh. nex of the wyl of man, but 
of God. 

BD. And the worde became flefh, and dwelt 
Barucs¢ a@monge vs:* and we fare bis glory, a glory 
as ofche onely begottẽ ſonne of the father 

full of grace andtructh. 

Jhon bare wyeneffe of him, cryed, and 
Macs.b fayde:Tt wasthis,of whom J pate: After 
Marcia me ſhã be come,that was befoze me, Foz be 
*Colab was or ener: and · ofbis fulneſſe bane all 

wereceaued eae ba grace. For the lawe 
was geuen by Moſes, grace and tructh ca- 
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me by Jeſus Chriſt. No man bath ſene God Deut.s.¢ 
ateny tyme.Tbe onely begottẽ fone which wlohiab 
isin the bofome ofthe facber,be bath decla 
red the famevnto vs. 
And this is the recorde of Jhon, whan 
the Jewes ſent preftes and Leuites frs Je⸗ 
ruſalem to are hinn Who are thou? And be lohkã ⸗⸗ 
confeffed and denyed not. And be confeſſed. 
and ſayde: J am nor Chriſt. And chey ared 
bim:What ther Are chou Elias? He fayde: 
Jam not. Art thou the« Prophet? And be Deurssc 
anfwwered: £19. Then fayde they vnto bim: 
What art thou che, p we maye geue anfive 
re vnto thẽ chat [ent vs7 Whar jayeft chow 
Of ð ſeif: Se ſayde: Jam ¥ voyce ofa cryer Marsa 
in the wylderneffe. Mabe ſtraight * waye Marcia 
oftheL OR DE. 2s > prophecLfay (ayde: (267. 
Andtheyehar werefent, wereoff Pha ce” 
riſes. And they ared him, ſayde vnto him: 
Why bapt yſeſt chou then, yf thou be noe 
Chiff, ner Elias, ner a prophet? Ihon an- 
fivered them,andfayde: J baptyſẽ with wa Matsb 
ter, but chere is one come in amonge you, Pae'* 
whom ye Enowe not. Fe is he thaccSmeth actisa 
after me,wbidy was beforeme: whofe ſhue 
lachet J am not worthyto vnlowfe. This 
was done at Bethabara beyonde Jordane, lohisd 
* where Jhon dyd baprylé. —* 
The nerte daye after, Ihon ſawe Jeſus 
commynge vnto bint, and fayde: Beholde 
the lãbe of God, which taket h awaye the efa.sb 
Fynne of che worlde. Chisishe, of whem J oornb 
fayde vnto you: WAfterme commeth amar, 
which was before me. Foz he was o2 encr J. 
and Fj Enewe bimmnoe: but that be fhulde be 
declared in Iſtael, cherfoze am FJ come to 
baptyfe with water. 
And Jhon bare recorde, z ſayde: F ſawe D 
the fpzete defcende from heauen like vnto a Mats-b 
doue, andabode vpon him, z JEnewebine Mars c* 
not. But be chat jent me co baptyfe with 
water, } fame fayde onto me: Vpon whons 
thou fhale fe the ſprete defcende andtary 
ſtyll on bim, the fame is be, chat bapt yſeth 
with che holy gooft.2ind J fawe it, andba- 
re recorde thatthis is thefonne of God. 
The nexte daye after, Ihon ſtode agayne, 
and two of bis difciples. And whe be fare 
Jeſus walt ynge,be fayde: Beholde the · lã Exod» 
Be of Gov. And ewo ofhis difeiples herde Bs» 
bim fpeate, and folorwed Jeſus. And Jeſus 
turned bim aboutc,and [awe them folowin 
ge,and fayde unto thé: What fete yer They 
fayde vnto bim: Rabbi, which ts co fayeby 
Incerpzetacton, Maſter ) Where art thou at 
lodginge? He fayde vnto them: Come and 
(eit. Chey camẽ and ſawe it, zabove with 


Matas.c 


E 


tohã.ia c 


Cen.as.¢ 
Luc.ai.d 


pi 
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him the famedaye. Je was aboute the tenth 
houre. 

One of the two which herde Ihon fpea- 
ke, and folowed Jeſus, was Andrew the b: 
rher of Symon peter: the fame founde firſt 
his brother Symon, and ſayde vnto him: 
We haue founde Meſſias ( which ts by in- 
terpzetacion, ¥ Anoynted) and brought him 
to Jeſus. Whan Jeſus behelde him he fay_ 
de: Thou arc Symon the ſonne of Jonas,« 
thou ſhalt be called Cephas, whichis by in- 
terpzetacton, a ſtone. 

The nexte daye a fter, wolde Jeſus goagay 
He in to Galile, and founde philippe and fay 
de vnto bim: Folowe me. Philippe was of 
Bethſaida che cite of Andrew and peter. 
Pbilippe founde Nathanael, and fayde vn 
to bim:Webane founde bim, ofwhd+ Mo 


b kes inthe lawe, and ? · prophetes bane wzyt 


ten, euen Jeſus the ſonne of Joſeph of Na⸗ 
zareth. And Nathanaell fayde vnto him: 
What good can come out of Nazareth? 
Philippẽ ſayde vnto him: Come, and ſe. 
eſuůs fare Nathan ael Gmyngeto bin, 
and ſa yde of him: Beholde, a righte Iſtaeli 
te, in whom isno gyle. Mathanael ſayde vn 
to bim: From whence bnoweſt thou mez Je 
fas anfivered, and ſayde vnto bim:Before )? 
Philippe called che, whan thou waft vnder 
the fygge tre, J farvetbe. Nathanaell an- 
fivered, and fayde unto bi: Rabbicbou are 
F fone of God, thou are FEynge of Iſtael. 
Jeſus anfivered, z fayde onto bim: Becauſe 
ſayde vntocbe,that J ſawe che vnder the 
fygge tre, thou beleueſt: thou ſhalt ſe yee 
greater chinges thé theſe. And he ſayde vn⸗ 
to him: Berely verely Iſaye vnto you: Frõ 
this tyme forth ſhal ye fe the heauen open, 
and the angels of God goinge vp ⁊ doivne 
ouer the ſonne of man. 
The IL. Chapter. 
MWe C71 vpon thethirde daye there was a 
J martage at Cana in Galile, and the 
mother of Jeſus was there. Jeſus al- 
ſo and bis difciples was called vnto * me 
stage. And whan the wync feyled, the mo- 
ther of Jeſus [aide unto him: They haue no 
wyne. Jeſus ſayde unto ber: · Woinã what 
haue Ito do vb the? Myne houre is not yee 
come. sais mother ſayde vnto * myniſters: 
Whatfoeucr he ſayeth vnto you,dvoit.Che- 
re were fet here fire water pottes of ffone, 
after } maner of che purifienge of } Gees, 
enery one cOteyninge two or thie meaſures. 
Jeſus fayde ontoché: Fyll the water pot 
tes with water. And they fylled che vpto * 
brymmẽe. And be fayde vnto the; Drawe out 
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now,z biynge vnto the Maſter of the feaſt. 
Andchey bareit. Wha the maſter of feaſt 
had taiſted wyne which bad bene warer, 
and knewe nor whence it came (but the my 
niſters that drue water, knewe it)y he Ma 
ſter of che feaſt called the brydegrome. and 
ſayde vnto bint: Eueryman ac che firfé ge- 
ueth che good wyne: z whan they are dron⸗ 
Een, thẽ chat which ts worſe. But thou haſt 
Eepce backe the good wyne vnt yll now. 

This is che ſirſt toben that Jeſus dyd at 
Cans in Galile, and ſhewed bis glory, and 
Dis diftiples belened on bim . Afrerwarde 
avente be Downe co Capernaum,be,bis mo 
ther, bis bretheẽ, and bis difciples, and cari- 
ed not longe there. 

And che Jewes Laffer was at bande. 
ind Jeſus wete vp to Jeruſalem and four 
de ſyttinge in the tẽple, thoſe that faldeoven, 
Hepe, and doues, and chaungers of money. 
ind be made a ſcourge of ſmall cordes,and 
drone chem all out ofthe téple with che ſhe· 
Pe and oren,and poured out thechaungers 
money, and ouert hrewe the cables, and ſaͤ yde 
vnto them that ſolde the doues: Haue theſe 
thinges hẽcẽ and mate not my fathers hou 
fe anhouſe of marchaundyſe. His diftiples 
remembꝛedit, that is weytten: · The zele of pratics.b 
thine houſe hath euen eaten me. 

Then anſwered che Jewes. and ſayde vn 
tobim: What coten ſheweſt thou vnto vs, 
that chou ma yeſt do theſe thin ges 7 Jeſus 
anſiwered Z ſayde vnto thé: + Breale downe 
t his temple and in thre dayes wil I ſet td vp 
ageyne. Chen ſa yde the Jewes: «Sire and 
fourcyeyeare was chistempleabuyldinge, 
and wilt thou fet it op in thre dayes But 
be ſpake of ? céple of bis body. Row wha 
be was ryſen agayne from the deed, bis diẽ 
ciples remembzed that he thus fayde, and 
they belened the feriptisre, and the wordes 
whid Jeſus (pate. 

Whe he was ac Ferufalé at Eaſter in > 
feaft, many belened onbis name, whanthey 
fare } tokés § be dyd Bune Jeſus comycted 
not himſelf vnto thẽ for be knewe che all, z 
nedednot § eny mã ſhuide teſtifye of man, 
+ for betnewe well what was in man. Yerearb 

The ll. Chapter. Apo.aid 
Here was a man oͤfthe pharifes, ne A 
med Nicodemus a ruler amõge the tohaz.e 
ow) Fewes. The fame came vito Jeſus andis-a 
by night,z fayde unto hĩ: Maſter we Enorwe 
x thou art come a teacher frõ God: for +0 toha.s.b 
mã can do theſe tokẽs § thou doeſt, er 
Godbewith him. Jeſus anfivered, andfay- 
Re vnto bins; Derely verely J faye onto ches 
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Excepte a man be borne a new, be cannot 

fe the kyngdome of God. Nicoðemus ſayde 

onto bim: How can a mart be bone, whan 

beis olde 7 Can be entre into bis mothers 

wombe,and be borne agayne: Jeſus anſwe⸗ 

lohã. 4 b red: Verely verely J faye vnto the: · Excep⸗ 

and7-d se qma be bome of water and of the [pzete, 

=e he can noe come into ¥ Eyngdomeof Gov. 

B ‘That which is borne of flefh, is fleſh: ⁊ 

Roms.a that whidyis bose of the ſprete, is ſprete. 

Maruell not. that J ſayde vnto *: Re muſt 

be borne of neiw. The wynde bloweth whe- 

Eccls.n.a re he wyl, and thou heareſt bis ſounde: but 

thou canſt not tell whécebe commieth, and 

whither be goeth.Gois enery one, that is 
bore ofthe ſprete. 

LTicovemus anfivered, and fayde vnto 
him: How maye chefe ber Jeſus anſwered, z 
fayde vito bi: Art thou a Maſter in Iſtael. 
z tnoweft not theſe? Verely J ſaye vnto *: 
We ſpeake that we Enowe, and teſtifie that 
we baue ſene, and ye receaue not oure wyt- 
neffe. RF ye beleue not whan F tell you of 
earthly chinges, bow ſhulde ye beleue, whã 
I ſpeake vnto yon of beauenly thinges? 

And noman afendech vp ut to heauen, 
but be thatis come downe from beané,(na- 
mely)the ſonne of man which tein heauen. 
Noma.b 2nd liteas Moſfes life vp the ferpent in 
Iohis.c the wyldernes, euen fomufethe ſonne oſman 
andia · d be lift vp, that who fd ener beleueth in him, 

ſhulde not perifh, but haue euerlaſt inge life. 
C ForGovfoloucdche worlde, chat he ga- 
Roms.a_ vebis onel yfonne,that who ſoeuer belence 
vlohi4.b in bi,fyulde noc perifhe,but bane eucrlaftin 
*Lucuy.a ge hife.s Gor God ſent not his fonneinto * 
worlde to condempne the worlde, but that 
the worlde might be faued by bim. He that 
beleueth on bim ſhal noc be cðdemned. But 
be chat beleneth not,is cSdemned allready: 
becaufe be beleneth not on the name oftbe 
onely fonne of God. Bue chisis F cSdemp 
nacton,thattbelight is come into the worl 
de,and men loued che darkneſſ· more thẽ y 
light: for ther workes were euell. Whoſoẽ · 
uer doth euell bateth the light, and cometh 
nocto che light. that bis dedes ſhulde not 
be reproued. Sut be that doth the trueth, 
commieth co the lieht,that bis workes maye 
be knowne: for they are Done in God. 

Afrerwarde came Jeſus z bis diftiples 
7 inte thelSde of Yerozy,and bad bis beynge 
Tol #2 there with thent,and baptyled «Jhon bap- 
Mareaa’ CVED alfoinsEnon beſyde Galent: for there 
Lucga was moch water there. And they came thi- 
Mat4b ther,and were bapry(ed: for Ihon was not 

‘yee put in preſon. 


Ephe.g.a 


Tohi.t.a 
andinf 
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Then aroſe there a queftionamonge che 
diſciples of Ihon with the Jewes aboute 
the purifienge, and they came vnto Thon, 
and ſayde unto bim: Maſter, bef was with 
thebeyonde Jordan, of whom thou bareſt 
wytneffe,bebolve,* bebapryfeth, and every 
man cometh vnto bins. Jhon anfiveredand 
ſayde: A man can receaucnorbinge,ercepte 
it be gener bim from heauẽ. Re yourefelues 
are my witneffes, how «that J fayde, Jam lohiab 
noe Chufé, but am ſent be fore him. Hethat 
bath the bryde, is the brydegrome: buttbe 
frende ofthe bzydegrome ſt ondeth, and ber- 
Eeneth vntobim,and reio yſeth greatly ouer 
the voyce of the bzydegrome,this ſame ioye 
ofmyne is or fuifilled. He muſt increace, 
bute Fj muſt decrcace. 

de that commeth froman bye, is aboue E 
all. He thatis of che carth, is earthly, and 
ſpeaketh ofthe earth. He that commeth frd 
beancn, is aboueall, and teſtifieth what he 
bach fenez berde,andno manreccancth bis 
wytneffe. But heebat receaucch it, bach fee 
to bis feale, « chat Govdis true. Foz he whd Roms.a 
God bath fene,fpeateth F rrordes of God: 
«fo: God geueth not the ſprete (vnto him) by Efaci.a 
meafure. The father loueth che ſonne, and dateue 
Hath genen him allebinges in to his hande. bet-< 
He that beleueth onthe fonne, bath encr- 
laftinge life: he that beleueth not the fone, 
fhalnocfe the life, but > wath of God aby 
deth vpon bim. 

The ill. Chapter. 

Qz Ow whan Jeſůs had knowlege. F 


woh. £ 
wlohig.be 


itwas cometotbeeares ofthe pha 

rifes, that Jeſus made and baptiſed 

mo difeiples che Ihon (howbeit Jeſus bim- 

felf baptyſed not, but bis difciples) * be left mar4b 
thelonde of Yerory,anddeparced agayne in 

to Gelile. But he muſt nedes go thorow Ga 

maria. Then came be into a cite of Sama- 

ria called Sichar, nye vnto F pece of Sve, + Gen.qe.d 
$ Jacob gauc vnto Joſeph bis ſonne. And 

there was Jacobs Welton whan Jeſus 
was weerye of bis iourne y, he fatt bi downe 
fo vps the weli. And it was aboute the ſirte 
boure.Then camethere a woman of Gama 
Tia co Dzawe water. Jeſus fayde vnto ber: 
Geue me dzynke. (Foz bis difciples were go- 
netheir waye in to F cite,to byemeate So 
the woman of Samaria fayde vnto him⸗ 
Howisitthatthon axeſt drynke ofme,feyn 
gethou art a Jewe, and Ja woman of Sa 
maria 7 For the Jewes m̃edle not with che 
+ Samaritans. anes 

‘Jefirs anfwered, and ſayde vnto ber: yf 35° 

thou kneweſt the gift of Gov, and whoit is 
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that fayeth vnto the, gene me drynke, chow 
woldeſt are of bins, and be wolde gene the, 
the water of life. Che woman fayde onto 
Dim: Syz, chon haſt nocbinge to dzawe 
svitball, andebe well is depe, from whence 
haſt thou then chat water of lifer Art thou 
greater then oure father Jacob, whic ga- 
ne vs this well? And be bimfelfozanke cher- 
of and bis childzen,and bis catell. Jeſus an- 
frvercd and fayde vuto ber: Who Pener 
drynketh of this water, fhal thyrſt agay- 
ne: But whoſdeuer fhal dzynkc of the war 
ter chat 3 ſhal gene bins, ſhal newer bemo- 
tea thyft:+ but che water that J ſhal ge- 
ne bin, fhalbe inbim a well of water, whidy 
fpzyngeth vp in to enerlaftinge life. 

Che woman ſayde vnto him: * Syz, ge 
ne me that fame water, that Ithyrjt noc, 
nether nede to come hither to draive. Je⸗ 
fis [Ryde vnto ber : Go, call they bup- 
bande , and come bither . The woman 
anfivered, and ſayde vnto bim: J haue no 
hußbande. ſt ſad 
CZeſus ſa yde vnto her: Chon haſt fayde 

wel, J haue no bufbande: for thon haſt 

bad fyue hußbandes, and he whom thou 
haſt now, is noe chine hußbander there fay- 
deſt chou right. The woͤmã fayde vnto him: 

Syr.J fe.that chou arta prophet. Oure fa- 

thers — > vpon chis mountayne, 
at at Jeruſalem is the pla- 
ce, where men ought to worſhippe. Jeſus 
ſayde vnto ber: Woman, belene me, the ty- 
mecommeth,that ye ſhal nether vpon this 
mountayne ner at Yerufalem worſhippe 
the father. me wote noe what ye worſhippe, 
but we Enowe what we worfhippe, for 


Gen33-¢ Saluacion commeth of the Gerves. But 


the tyme connneth, and is now allready, 
thatthe erne ————— [hal worfhippe 
the father in * ſpꝛete and inthe tructh: Foz 
the father wil bane fod) ſo ro worfhippe 


FEors-€ bin.» God is a fprete, and they that wor⸗ 


ſhippe bin, moft worfhippe in ſprete and in 
tbe trueth, 

The womã fayde wnto him: J wotethat 
Wieffias fhal come, which ts called Chꝛriſt. 
Wyhan hecommeth,be ſhal cell vs all thin- 
ges. Jeſus fayde onto her: J that ſpeake on 
tothe,am be. And in cthe meane feafon came 
bis diſciples, and they marucyled that he tal 
Fed with the woman. Met ſayde no man: 
What axeſt thou, oz what talkeſt thon 
with her? Then the woman let bir pot ſton 
be,and wente tn to the cite, andfayde vnto 
ebe people: Come, fe a man, which bath tol- 
de nie ail that cuer J yd, Is not he ſt? 
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Chen wente they out of the cite, and came 
vnto him: In the meane wbyle bis diftiples 
prayed bim,and ſa yde Maſter, cate. Bur he 
fayde unto chem: Ihaue meate co ente,tbat 
yetnowe not of Then fayde che difciples 
amoge them felucs: Hath eny man brought 
him meate: Jeſus ſayde vntoͤthẽ: My mea- 
te is chis, that J do the wyll of him that 
ſent me, and to fyniſh bis worte · Sayenot 
ye youre ſelues: There are yet foure mone⸗ 
thes,and then commethebe harueſt: Behol 
de, I ſaye unto you: life vp youre cyes,and 


loke vpon the felde, * for itis whyte allvea- matod 
Lucaoa 


dy vnto the harueſt. 

And be that reapeth, receaucth rewar- 
de, and gatbereth frute toencrlaftingelife, E 
that boch he that ſoweth andbe that rea. 
peth, maye reioyſe togecher. For herin is 
the pronerbe true: One forveth, anot her rea⸗ 
peth. J baue ſent you to reape that, wher- 
on ye beſtowed no laboure. Oeber haue 
laboured, and ye are come in to their la⸗ 
boures. 

Many Samaritans of che fame cite be- 
leued on bim, for thefayenge ofthe woman, 
which teftified: He bach tolde meall chat 
ewer J dyd. Liow whan the Samaritans 
came to bim, they befongbe bim, that be 
woldetary with chem. And he abode there 
two dayes, and many mo beleved becanfe of 
bis worde, and fayde vntothewoman: We 
belene now bence forth, not becanle of thy 


fayenge,v we baneberve bimourefelucs,and lohia7.b 


Enowe that this of a tructh is Chriſt the 
Sanionreoftbe —— — 

After two da yes be de; 
wenteintoGalile.* Foz ps 
fied, chara prophetic nochingefer byat bo — 
me. Now wha be cameinto GaliletheGa 
lileãs rece aued him, whidy bad fene all that 
bedyd at Jeruſalem inthe feaft: for cheyal- 
fo were com̃e thither in the feaft.2ind Ieſus 


rtedthence, and 


came agayne vito Canain Galile,* where tohiz.a 


he turned the water onto wyne. 

And there was a certayne ruler, whofe F 
fonnelaye ſicke at Capernaum. This herde 
that Jeſus came out of Jewry in co Galile, 
and wente vnto bim, and beſon ght bin, 
that be wolde come dorne, and belpe bis 
fonne, for belaye deed fice. And Jeſus fay- 
De vnto bim:Ercepte yefe tokens and wone 
ders, ye belene not. Khe ruler fayde vnto 
bim: Come downe Syz, 02 euer my childe 
Dye. Jeſus fayde unto bim: Go thy waye, 
thy ſonne lyneth. The man belenedtbe wor 
Se, that Jeſus fayde vnto him, and wente 
bis waye.2ind as he was goinge vowne, 


efiss himſelfteſti Mats & 
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bis ſeruauntes mett him, and colde him, and 
fayde:Tby childe lyueth. Then enquyred be 
of them che boure, wherin be beganne to 
amende, 2nd they fayde vnco bint: Yefter- 
dayeaboute the feuéch boure the fener left 
bim. Chen che father perceaued, thac ic 
was aboute the fame houre, wherin Jeſus 
fayde onto bim: Thy fonne lyueth. · And be 
belened with bis whole boule. This is now 
the feconde coken that Jeſus dyd, whan be 

came from Jewry in to Galile, 

The V. Chapter. 
A S§terwarde, there was a feaſt of the 
Jewes, and Jeſus wente vpro Jeru 
ſalem. There is at Fernfalem by the 
ſlaughter houſẽ a pole, which in Hebmueis 
called Bethfeda,z hath fyue pozches,wher- 
in laye many ficke, blynde, lame, wythicd, 
whic wayted, whan the water ſhulde mo⸗ 
ne. For the angell wente dorene at bis cyme 
in to the pole, and fered che water. Who [> 
euer neve wente downe firff, after thatthe 
water was fiered, ¥ fame was mate whole, 
what ſoeuer difeofe he had. And there was 
aman, wbich had lyen ſicke eight and thirtie 
yeares. Whañn Jeſus ſawe bimlye,z Encwe 
that be bad lyen fo longe,be ſaide vnto him: 
Wile thou be made whole? The ficke anfive 
red bim: Syr. J bane no man, whan the wa 
ter 1s moued, to put me in tothe pole. And 
whan J come, another fieppeth downe in 
before me, 

Jeſus fayde unto bim: Aryfe, cafe vp thy 
Marsa bed,and go thy waye. And immediatly che 
Marcaa man was madre whole,and tote vp bis ked 
Lucs.c | andizente bis waye. » Byt vpon the fame 


Morac DaYeltwas the Sabbath. Ther fayde the 


Agusta 


andz.a ¶ Zeiwes ynto bim that was made whele: 
5 To daye is $ Sabbath, itis not laufuil for 


lohie.b rthe to cery the bed. Hear ſwered them: He 

ands.b thar mademe whole, fayde vnto me: Tate 

vp thy bed,and go y waye. Then ared they 

brn: What manis that, which fayde vnto 

the: Cate vp thy bed,andgo ¥ wayer Buc 

be that was healed, wyftnot who be was: 

Tohie.b fo2 Fes" bad gotté him ſelf arwaye,becau- 
fecbere was moch peeple. 

B  Afeerwarde founde Jeſus him in the tẽ⸗ 

ple,and ſa yde vnto bim: Bebolve, thouart 

Tohisa made whole,» ſynne nemore, ieſt a worerbin 

ge happen vnto the. The mg departed and 

toldethe Je es, thatit was Jeſus, which 

bad made bi x hole. Therfore dyd ¥ Jewes 

poteaies Jeſus, and foughe co flaye bim, 

ecanfe be had done this vps y Sabbath. 

But Jeſus anfiwered them: * My father 

worketh hither to, and J worke alfo. Cher 
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fore ſought the Jewes the moze to flaye bi: 
becanfe be biate not oncly ¥ Sabbath, but 

ſaide alfo,that God was bis facber,and ma 

de him felfequall with God. The anfivered 
Jeſus, andfayde vntothem: Verely verely 
layevnto you: Che fonne can do not hin · chia 
ẽe of himſelf but that be feyth the farberdo. 

For what ſoeuer he doeth chat doeth y fon- 

ne alſo. The fathẽr loueth the fonne,z ſhew· 

eth bim all chat be doth, and wyll hewe 

bim yet greater workes,fo that ye ſhal mar 

ue yle. $o2 as the father rayſeth vp che decd, 

and maketh thems lyue, ené fo the ſonne alſo 
maketh lynynge whom be wyll. For the fa- 

ther indgeth no man, but · bath geuen all 
indgmét vnto the fonne, that they all might Maan 
boncure the fonne, euen as they honoure ¥ 

father. Who fo honoureth not che fonne,the 

jame benoureth noc the facber, whid) barb 

ſent him. 

Vereiy verely Ffaye vnto you: Who fo €_ 
beareth my worde, and beleueth him that hice 
feneme, bath eucrlaftinge life,and* cSmech beard 
notin to dammacion,but is paffed thozow 
from death vnto life. 

DVereiy vevely J faye onto yous The hou Marcse 
re cmeth,zis now allready, the decd ſhal °°" 
beare ¥ voyce of ¥ fonneof God:and they 
that beare tt, fpallyue. For · as the father ee 
bach fe in bim [elf,fo lẽewyſe bath be ge 
nen onto thefonne,to bauelife in bim (elf: z 
bath geuẽ bi porwer allo to execute tude mẽt 
becanſe be js the ſe nne oſmã. Marugs yle not 
yeatchis:. for } houre cOmeth,iny whic) 2243 
Gli that arein ¥ graues,fyal heare bis voy. “A 
ce, and fal go forth, they that baue done 
geod; vnto tbe refurreccion of life: but they 
that baue done cuell, onto the refarreccion 
of Demnacion. 

“Jcandonotbinge ofmy ſelf As J beare, 
fo J iudge:⁊ my mdgmec is iuſt. Go Fj fete 
not myne owne wyll, butthewyll of tbe fa- 
ther which hath ſent me Rf J beare wyt · Phebe 
neffe of myfelf, my wytneſſe iẽ not true. 

There is anotherthat beareth wyrneſſe of 
me,and J am ſure that the wytneſſe n bidy 
be bearech of me, is true. 

*Me ſent vnto Ihon, and he bare wytnes D 
ofthe trueth. As for me Itake no recoide of toh 
mã but theſe t hinges J ſaye, that ye might 
be ſaued. He was a burnynge and hyninge 
light, but ye wolde baucretoyfed a litle why 
le in bis light. Neuertheles J haue a area- 
ter wytneffe then the wytneſſe of Ihon. this. 
Ferthe wertes which the father hath geuẽ rohsoc 
me to fyn:fh, the fame workes which J 90, 
beare wytneſſe of me, that the facber bach 
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Matz.b ſent me. And y¥ father bin elf whic bath 
andiza féntme,beareth rytneffcof meme bane ne 
Tohsb _ ther berde bis voyce at eny tyme, ner fene 
Iohib bis [happe: and bis wozde bane ye nor aby 
ands  dinge in your, for ye belene noc him, whont 
stoh-4-b be bath fent. 
Adizb — Gearche the feripture, foz ye thinke ye ba 
Deucas.c ue euerlaſtinge life therin:and che fameis it 
that teftifyerh ofme, and ye wil not come 
fohusE wntome,that yemight baue life. J receane 
ot prayſe of men. Dut J Enowe you, that 
yebaue not the loue of Godin you. Jam 
come in my fatbers name, and ye receane 
woh.z¢ me not. Rf another ſhal come in hisarne 
8-Tell22 name, him wil ye receauc. How can ye bele- 
ue which receaue prayſe one of another, and 
fete not the ee thatis of Godonely7 

Me fhall noe chynke thar J wyll accufe 
you before J father:thereis one ỹp accufeth 
vyou, euen Moſes, in whõ ye truſt. Rfye bele- 
ued Moſes, ye ſhulde belene me alfo: For he 

Deutssc Hath wiyttẽ of me. « Buc yf ye beleve noe 
bis weytinges, bow ſhal ye belene my rvoz- 
des? The Vi. Chapter. 

A Ster this wente Jeſůs over the ſee vt 
Mar.4.b of to the cite Ciberias in Galilee . And 
marc.o.d moch people folowed bin, becauſe 
Lucsb they ſawe thetokensthathe dyd vpontbhe 

which were diſe aſed. But Jeſus wẽte vp in 
toamountayne, and there be fat with bis 
diſciples. And Lafter ¥ feaſt ofthe Jewes 
was nye. Then Jeſus lift vp bis eyes, and 
ſawe p there came mod) people vnto bint, 
and be fayde vnto philippe : YObence ſhal 
we bye bred, p theje maye eater Dut chis 
befaydeto prone him, foz be bimfelfEnewe, 
what be woͤlde do. 

Pbilippe anfivered him: Two hundzeth 
peny worch of bed is not ynough amonge 
thé, § every onemayetate a litle. Thẽ fayde 
vnto bi one of bis difciples, Andrew ¥ bio 
ther of Symõ peter: There is a lad bere, F 
bath fyue barlycloancs,and two fifbes,but 

aRege whatis that amdge[o many? Jeſůs fayde: 
Wake the people fyt downe. Chere was 
moch graffe inthe place. Then they ſat thẽ 
Ddorne,abonte a fyuetboufande men. Jeſus 
toketheloaues,thanted, and gaue them to 
the diſciples: che diſciples (Faue)to them 
that were ſet downe. Likewyſe alſo of the 
fiſhes as moch asthey wolde. 

Whan they were fylled, be ſayde vnto 
bis difciples: Gather vp the broken meate 
thatremayneth,that noͤthinge be loft. Thẽ 
they gathered, and fylled twoͤlue bajlzectes 
with the brokẽ meate that remayned of the 
fyue barlye loaues, vnto them which bad 
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eaten. Mow whan the men ſawe the token 

PY Jeſus dyd,they ſaide: · This is ofa trueth — 
the Prophet, ſhulde com̃e in to the wok · 
de. Whan Fefus now perceaued that they 

wolde come, and tate him vp, to mate bin 
Eynge,«be gathim arwaye agaynetn tog Tohas.a 
mountayne bimfelfalone. 

At euen wente his difciples downeto F maeige 

fee,and entred into the flippe, and came to Mars.o¢ 
the other ſyde of ¥ ſee vnto Capernaũ. And 
it was darcke allready. And Jeſus was not 
come to thẽ. And ? ſee aroſe choo a grea⸗ 
te wynde. Mow whanthey had rowed vps 
a fyue and twẽtie or thirtie furlonges, they 
ſawe Jeſus goinge vpon the fee, and camẽ 
nye to the ſhippe. And they were afrayed. 
But be fayde vnto thent: Fe is FJ, be noe 
afrayed. Then wolve they bane receaned 
him in to y fhippe. Andimmediatly ¥ (hip 
pe was at the londe whither they wente. 

The nexte daye after, the people which € 
ſtode on the other ſyde of the ſee ſawe that 
there was none other ſhippethere ſaue that 
one wherinto his diſeiples wereentred:and 
that Ieſus wẽte not in with bis diſciples in 
tothẽ ſhippe, but / bis difciples were gone 
awaie alone. Howbeit therecame other hip 
pes from Tiberias, nye vnto Bf place where 
they had eatẽ the bred, after ytheL ORDE 
bad geuen thankes. Plow whanthepeople 
farwe chat Jeſus was not there, nether bis 
diſciples, they coke ſhippe alſo, and came to 
Capernaum, and fPoughe Jeſus. 

nd whanthey foundẽ him onthe other 
ſyde of the ſee they fayde vnto him: Maſter 
whan caꝛ thou hither? Jeſus anſwered 
thé,z fayde: Verely verely F faye vnto you: 
Me fete menor becauſe ye fave ¥ cokes, but 
becanfé yeate oftheloaues,and were fylled. 
Laboure not foz chemeate which perifherh 
but} endureth vnto euerlaſtin⸗ e life, which 
the ſonne of mã [hal geue ydu: For bimbath 
God ehe father fealed, 

Thẽ ſayde they vnto him: What ſhal we D 

d0, that we maye worke y workes of God! 
Jeſus anſwereð, and ſa yde vnto the: This 
ts the worke of God, that ye beleue on bim, 
whom be bath fent. Cher fayde theyvnto 
Him :* What token doeſt thou the, that we 
maye ſe and belene ¥ ? Whaãt workefE thou 
Outre fathers ate Mana in the wylderneffe, 
as it is weyttẽ: He gaue thé bred frd heaven 
tocate. Then fayde Jeſus vntothẽ: Verely 
verely J ſa ye vnto you: Moſes gane you not 
bred from heauẽ, but my father geneth you 
thetrue bred from heauen: Fo: chis is that 
bred of Gov, whic commet h fens pent 
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and geueth life vnto che worlde. 

ThE fayde they onto him:* Syz,geuevs 
allwaye fod bied. But Jeſus fayde vnto 
che: 3 ant y bred oflife.e chat cometh vn 
romẽ ſhal noebitger:z be that beleneth on 
me, fal nener thyiſt. ut J banc fayde vn· 
to you, ye bane ſene me, and yer yebelene 
not. All ebat my father geueth me, cõmeth 
vnto mre: and who fo cometh vnto me, him 
wyl not J caſt out: for Jam come dorwne 

‘ont beané, not to Do myne awne wyll, but 
Encaz.c ehewyll of bim that barb fent me. 

Thisis F will ofthe father, whid bath 

fohi10¢ fentme, that of all that he bath gené me, 3 

andisa Pylde lofe nothinge, but ſhulde rayſe it vp 
agayne atthe laſt daye. bis is the wyl of 
bim which bach ſent me, that, whofoener 

Tohis¢ ſeyth the fonne and belencth on him, bane 
euerlaftinge life, and I [hal rayſe bim vp 
at the laſt daye. 

Thẽ murmured the Jewes theroner,that 
he ſa yde: J am F bred whic is come downe 
from heanẽ, and they ſayde: Is not this Fe 
{us, Joſephs fonne, whofe father and mo- 
ther we Enowe 7 How fayeth he thei, Fans 
come downe from heauen? efits anfiwercd, 
and fayde vnto chem: Murmur not amon- 

Maris.c ge youre félues.* Toman can come vito 
Ich SE. Me excepte the fatber wx hich bath fent me, 
TET? dame him And ſhal rayſe him vp at the 
laſt daye. It is wrytten in the pꝛophetes: 

Efasa-c Chey ſhal all be caught of God. Who ſo 
1re1€ ener now hearech it ofthe father, andler- 
Lucaoe nethic, commech ontome. + Not tbat eny 
*Deuts-¢ man bath fene the father, faue he which is 

of the fatber,che fame bach fene the father. 
S§  Werely verely Ffaye vuto you: He that 

beleneth onme, bach cnerlaftinge life. Iam 
Hb that bred of life-oure fathers ate anna 
inthe wyldernes,and aredecd. Thisis chat 
bred which commeth from beaver, chat 
who fo eateth cherof, hulde not dye. Jam 
that lyuynge bred, which came dorwne frõ 
heauen: Who ſo eateth of chis bzev, fal ly- 
we for euer. And the bed that J wil geuc,is 
my flefly* whidy J wil geue fo2 ¥ Life of che 
woꝛlde. 

Then ſtroue the Jewes amonge them ſel 
aes,andayde: dom cã this folorre gene vs 
Dis fleſh ro eate? Jeſus fa yde vnto the: Were 
ly vercly J faye onto you:sErcepteyecate ¥ 
flefh of $ fonncofiman and drynke bis blow 
de, yebauenolife in you. Who fo cateth my 
fleſh/ and drynketh my blonde, bath ever- 
laſtinge life: and J ſhalrayſe bim vp at the 
laſt daye. For my fleſh is > verymeate,and 
my blondes very drynke. Who ſo eateth 
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my flefly, and dzynketh my bloude, abydeth tloh4-b 
in ine, and J in bint. Asche lyuynge father 
bath ſent me, andj lyncfoz the facbers fa- 
ke: Euen fo be that catech me, fal lyue for 
my fate, This is ¥ bied which ts come frs 
beanen: Not as youre facbers ate Manna. 
and are deed. Hethat eateth of this bred, 
ſHal lyne for euer. 
Theſe thinges ſayde hein the ſynagoge. S 
whã he taught at Capernaum. Many nov” 
of bis diſcipies that herde this, ſayde This 
ts an barbe fayenge, who maye abyde the 
Bearyngeof it? Bůt whan Jeſus perceaued 
inbi ſelf chat bis diſcipes murmuredtherat 
be ſayde vnto them: Doͤth this offende yous 
What and yf ye ſhal ſe the ſonne of man a= 
cende vpthither where be was afores It i⸗ 
y ſpꝛete that quyckeneth, > fleſh pꝛoi 
nochinge . The wordes that J ſpeake, ara 
ſprete, and arclife.But there are ſome ams · 
Se you, that beleue not. For Jeſus knewe 
weli from the begynn ynge whicht hey were 
that beleued not, and who ſhulde betraye 
him. And be fayde: Therfore haue J fayde 
vnto yous No man can come vnto mie, ex · Ichi.ee 
ceptettbe geuen bim of my father. 
Sromebattyme forth, many of bis difci- 
ples wente bacFe, and walfed nomoze with 
bim. Ther fayde Jeſus vnto che twolue: 
Wyll ye alſo goawaye7Then anfivered Si 
mon peter:L ORDE, Whither ſhal we gor 
Thoů haſt the wordes of euerlaftingelifer 
and we bane belened z Enorone, that chow 
are Chriſt the foune of thelyuynge Gov. Je 
fas anficercd them. ane J noe choſen you 
twolue, and one of you is a deuell? Bur be 
{pate of Judas Symon Iſcariothe the (a- 
me betrayed bim afcerwarde, and was one 
oftherwolue. 
The vil. Chapter. 

Fter that wente Jeſus aboutein Ga A 

lile, for be wolde noe go aboute in 

Jewrꝛy. becauſe the Jewes ſought to 
Eyll him̃. But the Jewes feaſt of Caberna- Levies? 
cles was atbhande. Chen ſayde bis bret hren 
onto bim:Getthe hẽce, and go into Jewry. 
that chy difciples alfo maye fe thy wortes, 
that thoͤu doeſt. He that ſeketh to be openly 
Enowne, doth nothinge in fecrete. Nf thow 
do fochthinges, the hewe ¥ ſelf be fore the 
worlde: For bis avone brethren alſo beleued 
notin bint. 

Then fayde Jeſus vnto chem : My 

tyme is not yet come, but youre tyme is 
allwaye ready . The worlde can not hae tohisb 
te you,* but me it hateth : becauſe J ref> *Sapa-c 
tifye of it, that the workes of it are euell. 
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Go ye vp vnto this feaf—, J wyll noe go 
vp yet onto this feafé, foz my tymeis not yet 
fulfylled. Whan be faydetbis vntothem,be 
abodeftyll in Galile.Sutas fooneas bis bre 
thren were gone vp, then wenté be vp allo 
vnto the feaſt, not openly, butas it were fe- 
cretly Chen fought bim Jewes at ¥ feaſt 
and fayde:* Where is hey And there was a 
greate murmur ofbimamongethe people. 
Some ſayde: He is good. Bue ocherfaydez 
No he doch but diſceaue the people. How- 
beit no man [pate frely of bim, for feare of 
the Jewes. 
DB _ Buc in the myddes of che feaf— were Fe 
fusvp in to the remple, and taught. And che 
¶Jewẽs marucyled and ſa yde: How canbe Y 
ſcrypture ſe ynge be hath noclernedic Je⸗ 
ſus anſwered thems, and ſayde: My doctry⸗ 
ne is not mync, but his that bath ſent me. 
Mf eny man wyl do bis will, be fyaltnowe, 
whether this doctryne be of God, or whe- 
cher Iſpeake of my ſelf. He that ſpeabeth of 
himſelf ſeketh bis arone pꝛayſe: but he that 
fetech the prayſe of him that ſent him, che ſa 
me is truc,z there is no vnrighteouſnes in 
xxo ao · bint. Hath not Moſes geuen you the lawe. 
Leuit4-4d d and none of you kepeth ehe larve? Why go 
ye abouteto kyll me ? The people anfivercd, 
and ſayde: Thou haſt the deuell, who goeth 
abonte cokyll cher Jeſus anſwered and ſay 
der One worke haue J done,and ye all mar 
nayle. Moſes gaue you the circumcifion, 
(nocbecaufe tt commeth of Moſes, but of * 
Genz.b fathers: Net do ye circumcyfea man vpon 
the Sabbath. nfa manreceauccircitcijion 
vpon the Sabbath, that the lawe of Mo⸗ 
ſes ſhulde not be broken, dißdayne ye then at 
ime, becauſe J haue made a mã euery whyt 
whole onthe Sabbath ? Judge not after 
the vtter appearatice, butindge righteous 
iudgment. 
CThen ſayde ſome ofthem of Jerufalem: 
Is not this be, whõ they go aboute to kyll? 
And beholde. he ſpeaketh boldely, and they 
fayenotbinge co him. Do oure ruiers Enowe 
Matisg inbdede, chathe is very Chuft 7 Howbeyt« 
Marc.s.a wetnowwe, whence thisis. Buc wha Chriſt 
Luc-4-¢  Commeth,no man [hal nore whencebeis. 
Then cryed Jeſus in the temple as he 
taught, and fayde: Mee ye Enowe me, and 
Tohis.b whence J ant yefnowe,*and of my felfant 
not come,but he F feneme,is true whom 
ye Enowenot. Sut I knowe him, for J ant 
Lucis.d Of bim, and be bach fent me. Chen foughe 
22-2 they to tatebim, bueno mamlayed bandes 
vpon bim, for bis houre was nor yet come. 
Bue many of the people belened on bint, 
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and ſayde: Whan Chriſt commeth, ſhall 
be do mo tokens, then this doth? 

And it camte tothe Pharifes eaves, that zy 
¥ people murmured fod chinges of him. pReisd 
And the Pharifes and bye preftes fent out mat22.b 
feruauntes, to take him. Then fayde Jeſus Marcusb 
vnto them: 7 am yct alitle whyle with you tohis.b 
and chen gs J unto bimebat bach fent ne. 
mefbal ſcke me, z not fynde me: and whe- tere.t9.¢ 
re Jam,thicber can ye not come. Then ſay oe A 
dethe Fewes amonge them felues: YOby- "44 
ther wũ be go,that we ſhal noe fynde hini? 
Wylbe goamdge the Giekes that are ſca⸗ 
tred abrode, and teach the Gretes > What 
maner of fayengeis this, that he fayeth:ye 
hal [ee me, and noe fynde me: and where 
‘Jam,chither can not ye come? 

Dut in che laſt daye whidy was ¥ moſt 
ſolempne daye of the feaſt, Jeſus ſtode vp, 
cried, and ſayde: Who fo thyrſteth, let hun Essa 
come vnto me and drynke. He chat beleueth Dat ee 
onme,as the [eripture fayeth,out of bis bo tohs.a 
dy ſhal flowe ryuers of the water of life, and+b 
(Buc this pate be of the «fpzcte, which ada 
they that belene onbim, ſhulde receane. Gor 
theboly gooſt was not yet there, becaufe Je 
fas was not yet glozifyed. Many ofthe peo 
plenow whan they berde this fayenge,fay- 
de: This is a very prophet. Other fayde: « Matab 
He is Chꝛiſt. Sut fomefayde: Shal Chrif— Macss< 
come out of Galiley Sayeth not cheferip- '°""* 
ture,that Chriſt ſhal come of chefede of Da Pialusi.b 
md, andout of che towne of Bethleem, «mich.s.a 
where Danid was7Thus was there diſcen Matsa 
cion amonge the people foz bis fate. Some 
of them wolde haue taken bim,butno man 
layed handes on bint. 

The ſeruauntes came to the bye preftes E 
and pharifés, and they fayde vnto them: 
Why baue ye noe brought him v Tbe fer- 
uauntes anfivered: Clever me (pate as this 
man doth.Chen anfivercd them the phari- 
fes : Are ye alſo difceaued zy « Doth ety of toh n.£ 
the rulers 92 pharifés beleue on bim y Bue “Cond 
the comon people which Enowe not the 
lawe, are curſed. Nicodemus fayde vnto rhsa 
them,be that cameto bint by night, which 
was one of them: * Doth ourelawe iudge Exo.s.a 
eny mart, before it beare bim, and Enowe bMtiusd 
what be bath done? They anfivered and 
fayde unto him⸗ Art thou a Galilean alſor 
= Searche and lote, out of Galile aryfeth lohue 
no prophet. 2nd ſo euery man wente bo- 
me. 
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a Eſus wente vnto mount Olinete, 
mat2tb andearly in the morn ynge came be 
— J, egaynein to the tempie. and all the 

peopiecame vnto bin. And be [ar dorene, 
and taught them. And > ferybes and pba 
rifés bron ght vnto him a woman taten in 
abuoutr ye and fet ber there openly,and fay 
de nto him: Maſter, this woman was ta- 
ken in aduoutrye, euẽ asthe dede was adoyit 
Levizob ge. Moſes in the lawe commaunded vs to 
ſtone ſoch. What ſayeſt thous This they fay 
de, to cempte bint, that chey might haue 
roberof to accufe him. Bue Jeſus ſtouped 
dorwne, and mote with bis fynger vps the 
grounde. Mow whylethey contynucdaryn- 
ge bim, be life bint (elf vp, and ſayde vnto 
Them: He that is amonge you without ſyn · 
ne let him café the firft ſtone at ber. And be 
flouped dormne agayne,and wzote vpon the 
grounde. But whan they herde chat , che 
vente out,one after anot herr the eldefé fre 
and left Jeſus alone, and the woman ſton · 
dinge before him. Jeſus life bimfelf vp,and 
whan be fawenoman bucthe woman, be 
fayde onto ber: Woman, where are thine 
aceufers 7 ath noman condempned the 
She fayde: LORDE, noman. Jeſus fayde: 
Vlether do Icõdem pne the, Go thy waye, 
tohis-b and ſynne nomore. 

BCThen fpate Fefis agayne vnto thant, 
Tohta and fayde: J am the light of the worlde. 
aie Dethat foloweth me, fhal noc rwalte in 

dartneffe, but ſhal baue the light of life. 
Chen fayde the Pharifes vnto him: Thou 
beareſt recorde of chy ſelf, thy recorde is not 

tre. 
Jeſus anfivered, and fayde onto them: 
Though J beare recorde of my elf, yet my 
recorde ts true: for I knowe whence J ca- 
me, and whither Igo: but ye can noc tell 
whence J come,and whither J go. Metvd- 
ge after the flefh, Jiudge no man: but yf J 
fudge, my indgment is true: for J am not 
alone, but Jand the father that bath fent 
Deut.i7.a me. It is weytten alfoin youre [arwe, *thac 
andis< the teftimony of two men is true · ant 
oncthat beare wytneſſe of my felfi Andthe 
Mataz.a fatberthat ſent me, beareth wytnes ofme 
alfo. Then faydetbey vnto him: Where is 
e thy father sy Felis anfivered: Me nether 
tec Enoweme ner yer my father. VF ye Enewe 
me, yefizulde Enowemy father alfo · Theſe 
ywordes {pate Jeſus vpon the Godscheff, 
as be taught iñ the tẽple. And noman toke 


Toh7-€ him for bis boure was not yet come. 
— d Tken ſayde Jeſus agayne wnro them: 
anduss. 


4 3 go mywaye, and ye [hal fete me, and 
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fhal dye in youre ſynnes: whither J yo, thi- 
ther cannot ye come.T ben ſayde $ Serves: 
Wylbe Eyll bim felf chen, that be fayeth: 
whither J go,thicber can not ye come? And 
be fayde onto them : Me are from beneth, F 
am from aboue: Me are of this worlde, J 
am not of this wodde. Therfore haue J 
fayde vnto you,that ye ſhal Dyein youre ſyn 
nes. « For yf ye belene nor that J ambe, ye 
ſhal dye in youre ſynnes. They 
Then fayde they vnto hime: Who art C 
thou then? And Jeſus fayde vnto thẽ: Euẽ 
the very fame chnge that J faye vnto you. 
FJbaue many chinges to faye and to iudge 
Of you. But he chat fentme, ts true: andlo- 
te what Jj baue herde of bim, chat fpeate ohh 
Ibefoꝛe the woulde, Howbeit chey vnder · 
ſtode not chat he (pate ofthe father. 
Then fayde Jeſus vnto them: Whar ye 
haue life vp an bye thefonne of man,then 
ſhal ye tnowetbat Jam be, and that I 
do nothinge of my ſelf: but as my father tohise 
bath taught me, euen fo J fpeate. 2nd be 
thacfent me,is with me. The father leaucth 
nie not alone, for I do alwaie that pleafech 
bim. Whan be thus fpate, rmany belened fohi7.¢ 
on bim. Then fayde Jeſus wntothe Hewes, 
that belewed on Him: Nf ye contynuein my 
worde then are ye my very difciples,and ye 
ſhall knowe the trueth, and the trueth ſhal 
mate yous fie. Koma 
Then anjivered they him: We are Abza- Gal.y.a 
Dams fede, we werenener bonde co enyman, 
Dow fayefEchou then:me fal be fre? Jeſus 
aufivered thens,andfayde: Derelyvercly F 
faye vnto you: * Who fo ener dorh fynne, is Romc.h 
the ſeruaunt of fynne: 2s for the feruaune, #Petad 
be abydeth not in the houſe for ever, but 
the fonne abydech euer. Rf the ſonne ther- 
fore mate you fre, then are ye fre in dede. J 
Enowe that yc are Abrahams fede, but ye 
fete co Eyll me. Gor my worde taketh nor 
amonge you. TF fpeake that J bauefene of 
my fatber, z yedotbat ye bauc ſene of you- 
re father. 
They anfivered, and fayde vnto bin: D 
Abzabham is oure father. Jeſus fayde onto 
then: Xf ye were Abra hams childien ye 
wolde do the dedes of Abraham. But noiw 
ye go aboute to Eyll mc, a man, that ha⸗ 
uetolde you thetructh,* which J haue ber tohse 
de of God, this dyd not Abraham Redo 2247-5 
the dedes of youre father. Chen fayde they 
vnto bim:We are not borne of fornicacion. 
we bane one father, euen God. Jeſus 
fayde onto them : NF God were youre fa⸗ 
ther, thet wolde ye love me. Sor J ant 


Gena 
aloh3.b 
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proceaved forth, and come from God. Foz 
Jam not come of my ſelf, but he bach ſent 
m̃e. Why knowe ye not thé my ſpeach? Euẽ 
becauſẽ ye can not abyde the bearingeofmy 
worde. 

Re are of che father the deuell, and after 
the luſtes of youre father wyl ye do. · The ſa 
me was amurthurer from the begynnynge, 
andabove not in the trueth: for che truech 
is nocin bins. Whan be ſpeaberh a lye, then 
fpeatech be of bis ane: forbeis alyar,and 
@ father of the fame. Dut becanfe J fayetbe 
zeneth, ye belene menor. 

Which of youcan rebute me of one fyn- 
ner RFF ſaye ehe erueth, whydo ye mot be- 


lohã. io. a Lene mer + He that is of God, beareth Sods 


tohã 1o.b 


4a worde. Ther fore heare ye not, becaufe ye are 
not of Goo. 
€ = Thenanfivered the Jewes, and ſa yde vit 
co bint: Gaye we noc right, that thou art a 
Samaritane, «and bafé the deuell 7 Jeſus 
anfivered: J baue no devel, but J bonoure 
my father, and ye haue difhonoured me. J 
ſeke noc myne awwne prayfe, but there is one 
that fetech ic, and iudgeth. Verely verely 


Tohas.c YJfaye vnto you: Rf eny man kepe my wore 
oer ſhal neüer —— Peay 
Mat.s.d Then fayde the Jewes vnto bin : Row 
anda.c Enowe me,chat *thou haſt che deuell. Abia 
Marcs.b ham is deed and the pzopbetes, andebou 
Toh2b  fayefé: Rfeny mg Eepe my worde,be fal ne- 
ner taiſt ofveach. Art thou greacer then ov 
re facber Abra ham? which is decd, andebe 
pꝛophetes are dced7 VODs makefé thou thy 
Toh.x¢ fel? Tefizs anfivered: * MF FJ prayfe my felf, 


Cen a⸗· 


ana 


neb. in.c 


Exod z.c 


lolun.a 


thenismy prayſe nothingẽe. But it is my fa 
ther that prayſeth me, which ye ſaye is you- 
re God, and ye Enowe hĩ not: but F knowe 
bin. And yf I fhulve faye, J Enowe bint 
not, ſhulde be alyar,lite unto you.But J 
Enowe bim,and kepe bis worde. 

Abraham youre father was glad, that 
be [hulve fe my daye,«And be farweit, and 
retoyfed. Chen fayde the Ferves vnto bim: 
Chow art noe yer fiftie yeare olde,and haſt 
thoufene Abrahams Jeſus fayde vnto the: 
Derely verely J faye vnto you: Oz ener A⸗ 
braham was.· Jam. Chen coke they vp fio 
mes ,to caft at bim. Buc Jeſus hyd bimfelf, 
and wenteout of che cemple. 

The ix. Chapter. 
A d Jeſus paffed by, and ſawe a man 
15 bome blynde. And bis difci- 
ples ared bim,z ſayde: Maſter. Who 
bath fynnedzebis,o2 bis elders, that he was 
bome blynvde + Jeſus anfivercd : Nether 
hath this fynned, nev bis elders, * but that 
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workes of God ſhulde be ſhewed on him. 
Imuſt worke che workes of bimebat hath 
fent me, whyle it is da ye. Khe night com- 
meth, whan no man can worke. As longe 
as J am in che worlde, J amebe « light of tohia 
the worlde. 

Whan be had thus faybe, he ſpat onthe 
Srounde,and made claye of che fpetle, and 
subbed che clayeon theeyes ofthe blynve, 
and fayde onto bin: Go thy waye tothe po 
le of · Syloha (which is interpzetated, fenc) Eeb 
and waſh the. Then wẽte he bis wayeand 
waß hed hin, and came feynge. Che negh- 
bours and they chat bad fene bim before, 
that be was a begger,fayde: Is not this be 
that fat,and begged Some fayde: It is be. 
Ocber fayde: hets lite bint. Sut he bimfelf 
ſayde: J amcuen be. Chen fayde they vnto 
bim: ow are chine eyes opencds Heanfive- 
red, and ſa yde: The mã chat is called Jeſus, 
made claye, and anoynted myne eyes, and 
ſayde: Gothy waye to the pole of Suͤoha. 
and waſh the. Jwente my weaye,z wafbed 
me, and rece aued my fight. Chen ſayde they 
* him: Whereis bere ſa yder I cannoc 
tell. 

Then brought they vito the pharifes, B 


bimchat alitle before was blynde* Fe was Mactsa 
the Sabbath, whan Jeſus madethe laye, paren’ 
and opened bis eyes. Then agaynethe pba folia.s.a 
riſes alſo axed bim,bowbe had receaued bis and7.b 


ſight. He fayde onto thé: He put claye vpon 

Bryne eyes, and Jwaß hed me,znow F fe. 
Then ſayde fomeof the phariſes: Chis 

man is not of God, ſe ynge he kepeth noe F 


Sabbath. But the orber fayde: How can toh'r.d 
& fysfull man do ſoch tokens 7 And there tbus.b 


was aſteyfe amonge the. They fayde ara’ 
ne vnto y — ——————— —5 
that be bath opened thine eyes? He fayde: 
beis «prophet. 

The Fewes belened not hi, that he was 
blynde,and hadreceaued bisfight,eyll they 
called the elders of bim,that badreceaucd 
bis fight, and they ared them, and fayde: 
Js this youre forme, whom ye fa aye,was bor 
ne blynde How doth be now fe then? His cl 
ders anfiveredtbhem, and fayde:OcEnowe, 
that thists oure ſonne and that be was bor 
ne blynde. But bow he now feyeth, we cant 
not tell: 02 who bath opened bis eyes, can 
we not tell. Heisolve ynough himfelf, cre 
Him, let him fpeate fo: bins fel. 

This fayde bis elders, becauſe they fea- C 
red the ewes.* Foz the Jewes bad confpy- tohn£ 
red allready, that yfeny man dyd confeffe 
that be was Chaff, che fame ſhulde be exco 

bo if 


s-baae 
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municate. Ther fore fayde bis elders : Deis 
olde ynough,are bim. 

Thencalledchey the mF agayne F was 
fofuer.c blynde, and ſayde vnto him: *Geue God F 
Adiad  prayie,weEnowe that chis manis a ſynner. 

canfivercd, zfayde : Whether he be a ſyn⸗ 
mer or 10, Ican not tell: one thinge am fir 
te off.cbat 3 was blynde,and now Iſe. Thẽ 
ſayde they onto bim agayne: What dyd be 
sonto ther Bowopened be thine eyes? He an⸗ 
fivered chem: J colve you right now. Herde 
xe it noc What, wil ye heare it agayne? 
Willye alſo be his diſciples? Then rayted 
they bim, andfayde: Chou art his diſciple. 
Weare ſure that Goo fpate  MWofes : As 
for this felowe,rwe Enow not whẽce beis. 

D The man anfivered, and fayde vnto thé: 
This is a maruclous chinge, that ye wore 
not whence beis,and be bath opencd mine 
eyes. For we Enowe that God bearech noe 
}finners:but yf eny mz be a fearer of Gov, 
and doth bis will, him bearech be.Gens > 
worlde beganne was tt not herde, that eny 
man opened theeyes ofone chat was borne 
blynde. YF this man were not of God, be 
coulde baucdonenothinge.Chey anfivercd, 
and fayde onto bim : Chou are alltogether 
borne in ſynne, and ceacheft chou vs 7 2nd 
they thruſt him out. 

Jeſus herde, chey had thꝛuſt him out, 
Gnd whã be had founde him, be ſayde vnto 
him:Beleüeſt thou on che fonne of Godrhe 
anfivercd, and fayde: LOR DE, who is it, * 
Imight beleue on him ? Jeſus fayde vnto 
bim: Thou haſt fene him, and he it is, that 
talteth withthe. de fayde:L ORDE, J bele- 
ue. And be worfbipped bim. 

And Jeſus fayde:“Jam come to tudamee 
into chis worlde, that they which ſe not, 
might fe: and that they which fe, might be 
made blynde. And fone of che Pharifes > 
were with bim, berdechis, and feyde vnto 
Him: Are we then blynde aiſo? Jeſus ſayde 

fohius wntothé:p fye were blynde, ye hulde haue 
no ſynne. But now that ye ſaye, ive fé,cherfo 

re youre ſonne remayneth. 

The X. Chapter. 

a rely verely FJ faye vnto you: He ỹ 
entreth not iit atthe doze in to the 
AS fhepefolve , but clymmeth vp ſeme 
other weye,the fame is a thefez a murchn- 
rer. But he that aoeth in atthe dove, is the 
ſhepherdẽ ofthe fhepe: cobim ¥ pozter ope 
Tohed netbsanb the ſhepe beare bis voyce,andbex 
sProaz-€ calleth bis arone ſhepe by name, and lederh 
them one, And whan be bath ſent forth bis 
enone fhepe,be goeth before them and the 
Hepe folowe him: for they Enowe bis vo yce. 
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As fora ſtraunger, they folowe him notbut 
flye from him: for theyEnowe nor the voyce 
ofſtraungers. This prouerbe (pate Jeſus 
vnto them, but they vnderſtodẽ noe what 
icwas,thacbefayvde vnto then. 

Then fayde Jeſus vnto them agayne: 
Vereiy verely F faye vnto you: «FJ antebe toh.rga 
doze of the fhepe. All theythat are comebe 
fore me, are theues and murchures, Buc y 
fhepe bartened not onto chem. J ant the 
dove. Nfeny mas entre in by me, be ſhalbe fa 
ued, and [pal goin and out,and fynde paſtu 
re,A chefecdmeth noe, but forto ſteale, kyll, 
and deſtroye. J am come, ỹ they might ba- 
uelife,and bane " ate — 

Dam a good erde. Agood fhep- 
herde geueth his — thefhepe . Bur + — a 
byzcd feruaunt, which is not the ſhepherde, Michsa 
nether the ſhepe are bis awne,feych ¥ wol- 
fecomynge,andleaueth ¥ ſhepe, and flyeth. 

And the wolfe catchethz ſcatereth F hepe. 

But che hyred ſeruaũt flyceh, becauſe bets 

ast hyred ſeruaunte, and careth not for the 

ſhepẽ. Fant a good ſheperde, vand Enowe s.Timsb 
in yne, and am Enowne of m yne. Lucas my 

father knoweth me,and Iknowe > father. 
AndI gene mry life for my fhepe. And J marco. 
haue yec other ſhepe, which arent ofthis 

felde, and thofe fame muſt J brynge allo, 

and they [bal beare my voyce, and there 

ſhalbe one flocke and one ſhepherde. 

Therfore doth my fatherloue me, becau⸗ 
fe Ileaue my life, chat Imaye take it agay- 
ue Nomã taketh it fro me, but J leaue itof 
my felf. J baue power toleaueit, and baue 
power toratcit agayne. Chis commaunde 
ment haue J receaned of my father. Their 
was there difcenfion amdge the Je wes for 
theſe ſayenges. Many ofthe ſa yde: He hath matod 
the deuell, and is madd, why beare ye him? NMare⸗⸗ 
Other fayde: Theſe are not wordes of one · loh⸗ d 
that is poſſeſſed. Can the deuell alſo open y e·b 
eyes oftheblynder 

It wasthe dedicacion of thetẽple at Je C 
ruſalẽ, was wynter, and Jeſus walked itt + a.macio.b 
Salomõs pozche. ThE came y Jewes roun *sReoa 
‘dc aboute bi,z faide vnto bi: mow lSge doſt 
thou make vs doute? nf thoube Chzfé,tell 
vs plancly. Jeſus anfivered thẽ: J tolde you, 
zycbelene not.Che workes pF do in my fe 
thers name,they beare wytnefje ofme. uc 
yebeleuenot,becaufe yeare not of my ſhepe 
5 J ſayde vnto you. Uty fhepe heare my 
voyce,z I knowe thé, z they folowe me. Anð 
‘FJ gene thé enerlaftinge life, ztbhey ſhal ne- 
ucr perifhe,and noms [hal plucke che out of 
my bande. My fatber whidy gaue thé utc, 
i6 Greater thé all:znomanis able to plucke 
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thems ont of my fathers hande. J and the 
father are one. Chen the Ferwes tote: vp fto 
nes gga yne, to ſtone bint. Jeſus anfivered 
thẽ: Many good workes bane ¥ ſhewed you 

> fromy fatber, for which of ché ſtone yemer 
ne The Fewes anſwered bi,andfayde: For 
oms the good wore ſare we ſtone the not, « but 
forthe blafpbemy:and becanfe chou beyn 
Seaman, makeſt thy elf God. Jeſus anſwe 
redthẽ: Is it not weytten in youre lawe: J 
Daue fayde, Ne are Goddes7 Nf he call them̃ 
Godvdes, nro whom the worde of God ca- 
mme(z the feripture can not be brokẽ ) ſa ye ye 
Matzeg bẽ vnto bE, whs F father hath fanctifiedz 
Marg. fentin to > rworlde:thon blafpbemeft Gov, 
Lucas becanfe Ffayde:Jam > fonncofGoor+ rf 
siete a J do noe F workes of my fatber, beleue me 
BASIS Hocibut yf J dorhẽ ehe cyfye beleue not me) 
yet belene A workes, ye maye knowe zbe- 

lene, the fat her is trme,z in $ father. 
They wente aboute agayne totate bins, 
but be efcaped out oftheir hades, and were 
awaye agayne beySde Fordane,into F pla- 
ce vwhere Ihs bad baptyfed before,z there 
he abode. And many came to bi, and fayde: 
Ihs dydno tobẽs but all § Zhon fpate of 
this man,ts true. And many belened on bint 


there, 
The XI, Chapter. 

a ¢ Herelaye one ficFe, named Lazarus 

—* fBethania, in * to wne of ary 
— birfifter Marcha · It was y Mary 
which anoynted * LORDE w oyntment, z 
dryed bis fere w bir heer, whofe bother La 
zarus laye ſicke.) Thẽ ſent bis fifters vnto bi, 
zfayde:LORDE, bebelve, be whõ thou loue ſt 
lyeth ſicke. Whã Jeſus berdethat,befayde: 
This ficneffe is not vnto death, but for the 
pra yſe of Gor, the forme of God maye be 
prayſed chere thoow. Jeſus loued Mart ha 
zbirfifter,z Lazarus. Now whe be berde 
that be was fice, he above two dayesin > 
place where be was. 

After warde fayde he wnto bis difeiples: 
Lee vs goataynetto Jewry. sis difciples 
fayde onto bins: Maſter. lately woide the 
Jewes baue fEonedebe, z wilt thou go thi- 
ther agayne: Jeſus anfiwered:Aretberenot 
tivolue boures in * daye: He wall eth in 
the daye,ftomblech not, for be feyetb > lithe 
oftbis worlde. But be chat walteth in the 
night, fidsblech: fo2 there ts nolightin him. 
% Chis belpate,z after warde ſa yde he vn⸗ 
tocbé: Lazarus 6 frende«flepech, but Igo 
to wate bim out of flepe. Thẽ fayde bis dif 
ciples : LORDE, yf beflepe, be ſhal do well 
ynough<dowbe yt Jeſus jpake of bis death 
bur they thought y be bad [poke of } bove 


loh. ia · 
and 


Plal.er.d 


Matare 
Mare3.a 
Iohi.7.b 


Noh.n.c 


Luc.⸗.e 


fohiig.a 
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Ty flepe Thẽ fayde Jeſus unto thé planely: 

Lazarus is deed, z Jam glad for yd fates, 

YF was noe there,that ye maye belene. te 

nertbeleslet vs go unto bi. Che fayde Tho 

mas( whichis called Didimus) vnto. > —— 

ciples: Cet vs go alſo, wemaye dye w br. lohã ao·e 
Thẽ came Jeſus. z founde ¥ he bad lyen 

in ? graue foure dayes allready. Betbanye 

was nye vnto Fernfalé,aboutefiftene furl 

ges. And many ofthe Fewes werecometo 

Marcha z Mary, co cS forte thé over their 

brot her. Tow whe Martha berde $ Jeſus 

came,[he wẽte to mete him. Bur Mary fate 

‘yl at home. 

F The fayde Mart ha vito Jeſus: LORDE, C 
yf chou badvefé bene bere, my bother bad tohand 
not bene deed. But nevertheles J Enowe al- 
BR, what ſoeuer chou axeſt of Sod that Gow 
wyl geucitthe. Jeſus fayde vnto ber: Thy 
brother [hal ryſcagayne Martha fayde on 
to bi: FEnowe, 7 be fyalsyfeagaqne inthe 
reſuͤrreccion at laſt daye. Jeſus [aide vnto 
ber: J am the reſurreccion ztbelifer He y Romib 
beleueth on me, fhal lyue, though be were oh 3 
Dcevallready:z whofoerer lyueth and bele- 4% 
neth on me, ſhal neuer dye . Beleueſt thou 
this?She ſaide vnto bim:yee LORDE. Ibe- 
Iene,thactbou art Cheiſt the ſonne of Gov, 
which ſhulde come into the worlde. And 
what fhe bad fayve: sie. fie wẽte bir waye, 
co LFary bit ſiſter fecretly,zfaive:Tbe 
agſter is come,z calleth forthe. She whan 
fire herdetbhat,rofe vp quycily,and came vn 
tobim: For Jeſus was not yet comeinto + 
toronie, but was yet in the place,where Mar 
the met bint. Che Ferves that were wb ber 
inthe houſe and comfoztedber, whan they 
ſawe Mar y that fhe rofe vp baiftely, z wert 
te one, they folowed her,z faive:Sbhe goers 
to the graue, to wepetbere, 

Liow wha Mary came where Jeſus was 
z [awe bins, fle fell downe at bis fere,z fay- 
de vnts bi: LORDE, yf thou haddeſt bene be ion, 4 
remy brother bad not bene deed. Whaã Je ſus Vnrit⸗ 
fave ber wepe,z the Jewes wepinge alfo + 
camerd ber be groned in the ſprete was fo 
ryw in himſeif ſa yde: Where haue ye layed 
bimz They fayde:L ORDE come,z eit. And 
Seſus wepte. Chen fayde Jewes: Bebo Luety.d 
de bow beloved him. Butfome ofthẽ fardes 
Coulde nothet whic opened the eyes of * 
blynde, haue madẽ alfo,that this ma ſhulde 
not bauc dyed? But Jeſus groned agaynein 
himſelf and came to the graue. It was ace 
ueande ſtone layed on it Jeſus [aide:Take 
awaye ? ſtonc. Martha cheſiſter ofbim F 
was deed ſaide vntohĩ:· LORDE,be ſtynteth 
allready, for be barb bene decd ie dayes, 

wy 
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eſus fayde vnto her: Sayde Inot vito 
Basie yfeboudydvdeft beleve, chou ſhul · 
deſt ſe the glozy of Gove 
Then coke they awaye the fEone, where 
the deed laye. Jeſus lift vp bis eyes, and fay 
de: Garber, I chate ¥ that thoubaft herde 
me. Howbeit J Enowe, thac thou heareſt 
tohz.d me allwaye: but · becauſe of y people thac 
ſtonde by. J ſayde it that they maye beleue, 
thacthou baft ſent me. 
Whan he had ſayde this, be cryed loude: 
Lazarus come forth. And y deed came forth 
bounde hande zfore v graue clothes, T bis 
face bounde vb a napEyn. Jeſus ſa yde vnto 
thi:Lowfe bim,zlec him go. Many now of 
Jewes which mere come vnto Wary, and 
farve what Jeſus dyd, beleued on hint. Buc 
ſome ofthẽ wente their waye vnto the pha- 
riſes, and colde thé what Jeſus had done. 
— Then the hye preftes,and the phariſes ga 
PALES ,, thered a councell, and firyde:« Wbacdo wer 
Chis man doch many cokens.yf welec hint 
Danse go chus,allme wyl belene in bins: «the ſhal 
the Ronraynes come, and take awaye oure 
onde and people, Buc one ofthem, named 
Caiphas, which was bye preſt that fame 
yeare,fayde vnto them: he Enowe not hinge 
Tohiseb nether conſidre ye eny thinge at all. · Je is 
better for us that one ma dye forthe people, 
then that all che people fhulde — 

§ This fpate be noc of bimfelf, bue for ſo 
moch as be was bye prefé ofthe ſame yeare, 
be prophecied. For Jeſus was forto dye for 
the people,and not forthe people onely, but 
that be ſhulde gather together the children 
ofGor,which were ſcatered abrode: From 
that daye forth they tobe coficell,bow they 
might put bim to death. Jeſus walked no- 
mroze openly amonge the Jewes, birt wente 
from thence in co & countre by the wylder- 
neſſe, to a cite called Ephraim, z there had 
be bis beynge with bis difciples. 

The Jewes Laffer was nye at bande. 
And there wente vp many co Jeruſalẽ out 
of that countre before * Lafter,to purifye 
them ſelues. Then ſtode they vp, and axed 
after Jeſus, and fpate amon ge them ſelues 
in the teinple: · What thynke ye,that he cõ· 
meth not co y feaſt: The bye preſtes z pha- 
rifes bad geuen a commeaundement, that yf 
eny man Enewe where be were, be ſhulde 
ſhewe tt, chat they might tate bin. 

The XI. Chapter. 
‘Fre dayes before Laffer canie Je⸗ 
firs onto BSechanye,where Lazarus 
was, which was deed, whom Jeſus 
rayſed vp from the deed. There they made 
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bim a ſupper, and Martha ſerued. But La- 

zarus was one oft hem, that ſat atthe table 

with him.*· Then coke Mary a pounde of Lucz.d 
oyntment of pure and coftly Nardus, and 
anoynted Jeſus fete, zdryed bis fete with 
bir beer. Che houfe was fall of the fanoure 
ofthe oyntment . Chen fayde one of bis diſ⸗ 
ciples, Judas Iſcarioth Symons fonne, 
which aſterwarde betrayed him: Why was 
not this oyntment folve for thie hundreth 
pens,and geuen tothe poore? ¶ T his ſa yde he 
not that he cared forche pooꝛe, but becauſẽ 
bewas athefe,and · had the bagge, and ba 
re that which was gent. Then ſa yde Jeſus: 
Let ber alone, this hath fle beptẽ aga ynſt 
the daye ofmy buryenge. For the pooze ba- 
ue ye allwaye with you, but me bauc ye not 
allwaye. 

Then moch people of the Jewes had B 
knowlege, that he was there, andthey ca- 
me mot for Jeſus [ate onely, but allo they 
might fe Lazarus, «whom be bad rayſed tohiue 
fromebedecd.5ut ¥ bye preftes were aduy 
fed to put Lazarus to death alſorbecauſe F 
for bis ſabe man y — —— 
and beleued on Jeſus. 

Vpon the nerte daye moch people which Matai2 
were conte vnto the feaſt whan they herde Fas 
that Jeſus came towarde Jeruſaleni, they ~~ 
tobe braunches of paline trees, and wẽte onc 
comete bins, and cryed: Hoſianna,* Bleſſed pPlal.u⸗. c 
be he, that in the name ofthe LORDE com- 
meth Eynge of Iſrael. Jeſus gat a yonge 
Affe, and rode theron, 2s it is weyttẽr * Fea efacrc 
renot thon doughter of Sion, bebsivde,chy Zachob 
Eynge cOmeth rydinge vps an Afjes foale. 
Lleuertheles bis Di les vnderſtode noe 
thefé thinges at the fete but whan Jeſus 
wes glorified, then remébeed they chat ſoch 
thinges were wryttẽ of bins, and chat chey 
bad done fod thinges vᷣnto bint. 

The people chat was with him whan he 
called Lazarus out of ¥ graue and reyjeo 
him from the deed, commended the acte. 
Therfozethe people met him, becauſe tocy 
berde,chat bebaddone foch a miracle. But 
the pharifes ſayde amonge them filues: Ne 
ſe that we preuayle not hinge, beholde, ali ¥ 
worlde runneth after bint. 

There were certayne Gꝛekes (amonge thẽ C 
that were come vp to Jeruſalẽ co seed — sReg6£ 
at the feaft)the jamecamevnte philippe, AEs 
which was of Bethſaida out of Galile, z *tobisc 
prayed bim,and ſayde: Syr, we wolde fay⸗ 
ne fe Jeſus. Philippe came,z tolde Andrew. 

And agayne, Philippe and Andrew tolde 
Jeſus. Jeſus anfiwered che, and ſayde: The 
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Iohud boure is come, thatthe forme ofman mu! 
auti7® be glorified. —— f 
piageie Verely verely J faye vnto you: Excepte 
aCorsd the wheatcornẽ fall into the grounde and 
dye, it bydeth alone: But yf ic dye, it bryn⸗ 


Matioe Seth forth moch fruce.He chatloucth bis lt 
Mars. Epettopies and he that bateth bis life in 
Xacoe, ebis woꝛide ſhal kepe it vnto life encrlaftin- 
nan ·  gede that wyl jarueme,let bins folorwe me. 
nd where J am,there [hal my feruannt be 
alſorand be that feruech me,bim ſhal my fa 

ther bonoure. foul 
Matzc.d Now is my foule heny, and what fhal Z 
— — faye ? Gather, helpe me out ofthis eS 


Dut cherfore am “J come into this houre. 
Sather, glorifye thy name. 

Then came there a voyce from heauen: 
J haue glorified ic, andwyl glorifye ĩt agay 
ne. Then ſayde the people that frodeby and 
herder It chondereth.Ocber fayde: An an- 
Sell [pate vnco bim. Jeſus anfivered, and 

Toh jayde:* This voyce came not becaule of 
me but for youre fates, 

Low goeth the indgment ouer the worl 
de. Row ſhal the pzynce of this worlde be 
thinft out. And J ivhan J ans life vp from 
the earth, wyl drawe all vnto me. ¶ But this 
he ſayde to ſignifye, what death be ſhuide 
Dye. ) Then anſwered him the people: WMe ha 

Pfaltoo.2 ye herde in the · lawe,that Chrift endureth 
Saupe fOrcucrand how ſayeſt thon then, charebe 
Aichsa ſonne of man muſt be life vp 7 Who is this 

fonne of many 

Then ſayde Jeſus vnto them: The light 
is yet a litle whyle with you, walke whyle 
ye haue the light,that the dartneffe fall noe 
vps you. He that walkech in the darkneſſe 
woteth not whither be goeth. Beleue ye 
onthe light, whyle ye haue it, chat yemaye 
be the children of light. 

Theſe thinges fpate Jeſus, and depar⸗ 
ted awaye, and hyd himſelf from them. And 
though be bad done ſoch tokens before rhe, 
yet beleuedthey not on bim, that the fayen- 
ge of Eſaythe prophet might be fulfylled, 
Sfasza rwbichbefpate:L OR DE, who beleueth oure 
Rouse preachinge 7H2 to whomis the arme of the 

LORDE opened; Ther foze couldethey noc 

Efasb helene, for s£fay [aide a gayne He bach biyn 

dedtheir eyes, and bardencdebeir hert, that 
they ſhulde not fe with the eyes, ner vnder- 
flonde with the bere,z ſhulde be conuerted, 
and be ſhulde beale them. This fayde &- 
fay, whan be fawe bis glory, and fpate of 
bim. 

Neuert heles many of the chefe rulers 

iohiz-< beleued on bint, bat becauſe of the phari- 
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fes they wolde not be atnowne ofit.left they 

ſhulde be exxommunicate, » Foz they lo- tohs.c 
uedmoze the prayſe with men, then with *ohas.d 
Gov. 

Jeſus cryed and fayde: He that beleueth 
on me, Leleneth not on me, but on him that 
feneme. And bethat ſeyth me, ſe yth bim F 
fence me. amcome a light in to the woilde, 
that whofeerer beleuech on me, ſhulde not 
byde in darkneſſe. And he that he areth my 
wordes and beleueth nor, J iudge bint nor, 
for Jam not come to iudgẽe che worlde, but 
to fanethe worlde. He that refuſeth me,and 
receaneth not my wordes, bach one allready 
that iudgeth bint. +The worvde that J ba- 
uefpoten, that hall iudge bimat ehela 
Daye, For J haue not ſpolen of my felf: but 
the father chat ſent me, bach geuen mea 
commeundement, what Fj [hulde do and 
frye. And J Enowe that bis commaunde- 
ment ts life euerlaſtinge. Therfore lobe what 
Iſpeabe that ſpeabe J euẽ fo,as the fat her 
bath ſa yde vnto me, 

The XI. Chapter. 

fore the feaftofEafter whan Fe 

fas Enewethat bis tyme was come, 

that be ſhulde departe out of this 
wourldevnto ¥ father,as beloued bis whidy 
were inthe worlde euen ſoͤloued bethem vr 
totheende. And after fupper, whanthede- mae. 
nell badallready putinco * bert of Judas Ma 
Iſcarioth Symons fonne, co becraye him, buc a⸗. a 
Defies Enowingetbacthefarher bad geuen Mace 
allcbinges it to bisbandes, ztbarbewas Luc.· io.c 
come from Gov, and wente vnto God, bero 
fe font ſupper and layed afyde bis vpper 
garmentes, and tote a cowell, and gyzde it 
aboute hum. Afterwarde poured he water 
into @ bafen, and beganne to waſhthe diſci 
ples fete,and dzyed them with ehecowell, & 
He was gyrded withall. 

Then came he vnto Symon Peter, and 
¥ fame fayde vnto bim:L ORDE, fhalethou 
waſhe my fete 7 Jeſus anfivercd and ſa yde 
vnto bim: What Foo, thou knoweſt not 
now,but thou [hale tnowe it herafter. Thẽ 
ſayde peter vnto bim: Thon fhale neuer 
wafh my fete. Jeſs anfivered him: f J 
waſh ¥ not, thou ſhalt baue no parte with 
me.Symon peter ſa yde vnto bim:LORDE, 
not the fete onely, bucthe handes alfo and 
the beade. 

Jeſus fayde vnto him: He thatis waßhẽ. B 
neveth not,faueto waſhe JF fete, butiscleg 
ne cuery whytt. And yeare cleane« but not loheg. 
all. Foz he Enewebis becrayer, ther forefay- 
de he:ye are not all cleane. 
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Low whanbe had wafben their fete, 
and taten bis clothes, be fac bim Downe 
agayne, and fayde vnto thé: Wore yerobac 
J bane done vnto you 7 Me call me maſter 
@ndL ORDE, and yc faye right therin, foz 
fo Jam.xFZ then youre LORDE and maf 
ter bane wafben youre fete, ye ought alfo 
to waſh onc anochers fete. bane gent you 
anenfample that ye ſhulde do as J bane 
done vnto you. Verely verely J faye vnto 
youn: + the ſeruaunt is not greater then bis 
iorde necher isthe Apoſteli greater then be 
tha ſent bins. mf ye Enowe theſe thinges, 
bleffed are ye yf e do them. J ſpeake not of 
you all, I Enowe whont Ihaue choſen, but 
Pial.go-b thatebeferipeuremight be fulfilled: « He y 
eateth my bied, bath life vp bis hele aga inſt 
me. FJ tell ic you now, before it come, that 
whan itis come to paffe, ye maye belene, 
chat Fant be. 

C€  Verely verely J faye vnto you: He that 
Macic.e receaucth whom ſo ener J fende,receauech 
merand hethat receauethme,receaueth bins 
that fent me. Whan Jeſus had thus fayde, 
be was beny in fprete, and ceftificd, andfay- 
Matae.b de: Dercly verily J faye onto you: Ones a- 
— © monge you ſhal betraye me. Thess the diſci 
206222 ples lored one vpon anotber,z were in Dou- 
Actiod te,of bom be! —— there was one a 

moge bis difciples,thacleaned atthe table 
Iohiao.a On Jeſus bofome, whd Jeſus louedrto bun 
becFencd Symon peter, that be ſhulde are, 
whoit was,ofrebem be fpate. For the fame 
leaued vpd Jeſus breſt, and [ade vnto him: 
LORDE, whois it? Jeſus anſwered: It is 
he vnto whom J dyppe the ſoppe z geucit. 
And he dypte in che ſoppe, and gaue it vnto 
Zadas Rarloth Symons ſonne· And af 
fer > foppe the deueil entred in to him· 
Then ſayde Jeſus vnto him: That thou 
doeſt do quycfly.Bue F fame wyſt noman 
attberable, ſor whacintent he ſayde it vnto 
bim.Some thought(for ſo moch as Judas 
had toe bagge) chat Jeſus had ſayde vnt⸗ 
bum: Bye that ts neceffary for VS agaynſt 
the feaft: O2 chat he ſhulde geue fome thin· 
ge vnto the poore. Whan be: badreceaned 
tbe foppe, be wente out immediatly, and it 
was might. 

WD _Whan be was gone forth, Jeſus favde: 
Tohins.c Llowisthefonneof ma glozified,and God 
andi7.a is glorified in him. f God be glorified ir 
bim, thé fal god glozifie bim alfo in bifelf, 
zfEcaight waye [hal be gloufye him. Deare 
chldzé, Jam yer a litle wbyle with you.Re 
[hal Ee me, and(as J fayde onto ¥ Jerwes) 
whither 3 go,tbirber can ye not com̃e. And 
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now Fj faye vnto you,2 ner cõmaundemdt fohi.ss.6 
geue JI you, that yeloue together as J ba- 
neloued you, euen ſo ye loue one anorber. 
By this ſhal euery man knowe chat ye are Mok.⸗.a 
my difciples, yf ye haue loue one to ansther. and⸗. b 
Symon peter fayde vnto bim :LORDE, 
whither goeſt chou ? Jeſus anfiwered him: 
Whither FJ go, thou danſt not folowe me 
now, «buc thou [hale folowe me berafter. 

eter fayde vito him: LORDE, why canoe 
5 folowethe now? Iwil gene mylife for ¥ 
fate. Jeſus anfivered him: Wile chou gene 
tbylife for my (ater Verely verely 7 faye on 
to ? .The cock fhal nor crowe,tyll thou ba 
uedenyed me thryſe. 

The Xull. Chapter. 

of Ld be fayde vnto his difciples : Het A 
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not youre bert be afrayed. Rf ye beleue 
on God,tbé belenc aljo on me. In my 
facbers boufé are many drwellinges. wf it 
were notfo, J wolde bane tolde you: I go 
toprepare the place for you. And though J 
go to prepare che place foz you, yet wil “J co 
Meagayne, and rece aue you witco my ſelf. y 
ye mayebe where J am. And whither go, 
ye Enowe,and the waycEnowe ye alſo. 
Thomas fayde vnto bint: LORDE, we 
Enowe not whither chow gocft,z bow can 
we Enowethe waye: Jeſus fayde vnto him; 
FJamebewaye,andebe tructh, and thelife. 
Froman comech coche father buc by ne f ehrane 
cEncwe me, yeEnerwemy father allo. 210 OM * 
S héce forth yetnowe bi, z haue fene hꝛm. 
pbilippefayde vnto him: ĩ OR DE [ewe vs 
the facber, and it fufficeth vs. Jef us ſayde 
vntd bim: Thus longe ans J with you, aud 
haſt chou notr knowne me? Philippe. he chat 
ſeyth me, ſeyth the facber . And how ſayeſt 
thoů then: She we vs the father? Beleueſt 
thou not that J amin the father, and that — 
¥ fatberis in mez The woides chat Tj ſpea The 
Ee vnto you, thoſe ſpeabe not of my Rif: Bites 
but the father chat divelleth inme, be doch 
the wortes. Belene me, that J am inthe fr 
ther, and that ¥ father is in me: Hz els,be- 
lene me at thelecft for the worbes fate. 
Verely verely J faye vnto your Hethat e B 
leueth on me, ſhaĩ do the workes that J vo, 
and ſhal do greater then theſe: for Igo to 
the father. And what ſoeuer ye are y farber Yatane 
inmyname, that wyl JI do that the fatber My < 
mayebe prayfed in che ſonne. Wf ye are eny andisc 
thinge in my name, wyl doic. 
Rf yelouc me,Eepe my commaundemen⸗ 
tes And J wyl praye the fatber,and be ſhal 
geue you another comforter, chat be maye 
byvext you for euerr euen ¥ ſprete of truer, 
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whom y woꝛlde can not receaue for it ſeyth 
him not, nether doth it knowe bins: but ye 
Enowe bint, for heabydeth & you, zfhalbe 
in yous J wil noe leaue you cS fortles, J co- 
me vnto you. It is yer alitle wbyle, the ſhal 
theworlde ſe m̃e nomoze, *but ye [hal feme: 
for Gl yne, and ye ſhal lyue alfo. jn $ daye 
al ye knowe, thac J amt in the facber and 
yeinme,and 7 in you. He tbat bath myc5- 
Manndementes, and Eepeth chem, the fame 
is he that loneth me:and he that loueth me, 
Halbe loued ofmy facber:z I wyl loue bins, 
and wyl ſhewe myne awnẽ ſelf vnto him. 
x Judas fayde vnto bi: (not that Iſcariot h) 
LORDE,YWbatis the cauſe thé, that thou 
wilt ſhewe thy ſelf vnto vs, and not vnto 
the worlde! 

C  Fefirs anfivered, and ſa yde vnto bins: He 
thatloucth me, wyl kepe my worde, and my 
father wyl loue bim:and we wyl come vito 
Dims, and wyll make oure dwellynge with 
him. But he that louet h me not, kepeth noe 
my ſayenges. And the worde that ye beare, 
is not myne, but the father which bath 
ſent me, 

This haue Ffpoken vnto you, whyle J 
Aks.a was with you. But that com forter euen > 
Srna e Doly gooſt whs my —— ſende in my 
nw” name, be ſhal teache you all ebinges, brin⸗ 
ge all to youreremembzaunce, what ſdeuer 
3 baue tolde you. 
Peace Fleaue vnto you,my peace Fj ge- 
ae you: J gene noe vnto you, as the worlde 
jeuerh. Let nor ys bert be troubled, net her 
let it be afrayed.mebaue herde, that I fay- 
de vnto you: 3 go ⁊ come aga yne vntõ you. 
Rf yeloucd me, ye wolde retoylé, becaufe J 
ſaide. I go tothe facher:foz > father is gree 
be wb ter thẽ J.· Anð now haue J colve you, befo 
andis2 ve ic come,that whan itis come to paffe,ye 
maye belene: Here after wyl noe J calfe 
Zohiusd moc with you. For tbe pzynce of this worl 
de cometh, and bach nochinge in me. Buc 
thatthe worlde ma yeEnowethat J loue * 
fat her. And as the father bath cSmaunded 
ine, ſo do J. Aryſe, let vs go hence. 
The Xv. Chapter. 
a Am a trues vyne,and my father is 
Beclizg.c an bufbande man. Euery biaundy 
¥, that bungech not forth frůte in me, 
foal be cue y are every one that bryngeth 
forth frute, fhalbe pourge, it maye biin- 
Se forth moze fruce. Now are ye cleante, be- 
caufeofthe wore, chat J haue ſpokẽ onto 
you. Byde ye in me,and I in you, Like as > 
braunch can noc brynge fozch frute of it ſeĩf 
excepte it byde in the vyne, nest ſo nether 
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ye alſo excepte ye abyde in me. 

Jam che vyne, ye are che biaunches. He 
that abydeth in me,and Jin bim,thefame 
bryngeth forth mod) frute: foz without me 
can ye do nothinge. Se chat abydeth noc in 
me, is caſt out as a vyne braunche, and it 
wythereth, and men gather it vp, and caſt 
itincoche fyre, and it burneth.* Rf ye abyde 
inme, and my wordes abydẽ int ye, yea Tohig.b 
are what ye wyl,z it yal be done vnto you. a 
Herin ts my father pzayfed , chac ye brynge 
forth moch frute, and become my difciples. 
Lite asmy facber bath loued me,ené fo ba- 
ue J loued you. Cõt ynue yet myloue.. VF ye loh.:a.d 
Eepemy cSmmaundementes, ye ſhal cStynue 
in my loue: like as J haue kepte my fathers 
Smaundementes, and cõtynue in his loue. 

Theſe thinges haue J ſpoken vnto you, B 
that my ioye mightremayne in you, and F 
youre ioye might be perfecte. This is my tohud 
<Smaundement,that ye loue togerber, as Joh ⸗c 
haue loued you. No manbath greaterlouc, 
then co fet bis life for bis frendẽ.« Meare my Mati.¢ 
frendes, yf yedo that J commaunde you. 

Hence forth call J you noe feruaunces , foz 

@ ſeruaunt Enowech noc what bis loide 

Doeth . Bue — haue ſayde that ye are fren- 

des: For allthat J haue herde of my facber, 

Hane J ſhewed onto you. Ne haue not cho- Ephe.ta 
ſen me, but J haue choſen you, and orbey · 

ned you, that ye go, and « bringe forth frute, Colua 
and chat youre fintecontynne,that what 

Peuer yeare the father in my name. he fhul- 

de geueit you. 

Chis J commande you, that ye loue 
one anotber. Xf the woride bate you, thers 
Enowe,thatit bach batedme before you. rf 
ye were of the woulde, the worlde woldelo- 
ue bis atone. owbeit becaufe ye are not of 
t he woꝛlde. but F bane choſen you from the 
woulde, therfore the woride hateth you. Re 
membre my worde, that Ffayde vnto yous 
The ſeruaunt is not greater cher bis lobe. Matuae 
afebey bane perfecuted me, ehey fal perfe eed 
cute youalfo:eftbey bane Eeptemy worde, 
they ſhal kepe yours allo. 

But all this fhal they do vnto you for C 
my names fake, becauſe the y knowe not him 
} lent me. NF F had not come ⁊ ſpokẽ vnto 
thẽ thẽ fhuldetheybaneno ſynne But novo 
haue they nothinge to cloate their fynne 
withall. de ? hatech me,bateth my father 
glſo Rf J had nocdoneamdgethé the woz 
£es which no other mã dyd, they ſhulde ba 
ue no ſynne. Sut now baue they fencit,and 
yet baue they hated both mez my father. 
Neuertheles char the fayenge might bẽ ful 
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filled, which is wꝛytten in theirlawe: They 
bane bated me without a canfe. 

But whã the comforter conmeth, who 
3 fhalfendeyou from the father euẽ the ſpre 
te ite whid) proceavdeth of the facber, 
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be fal teſtifie of mse + and ye ſhal beare wyt · 
neffealfo: for ye haue bene with mefrom the 
begynnynge. 

8 18S ex, "1. Chapter. 

ts Heſethinges haue J ſa yde vnto you, 

that ye ſhulde not be offended. They 

ſhal excomunicate you . The tyme 

eommech, that who ſoeuer putteth you to 

Aga veath,fhalebynte chacbe doch ſeruyce vn⸗ 

Tohi.15.¢ 0 God. And ſoch chinges [hal cheydo vnto 

Corea yor, becanfe they bauenetber Enowne ¥ fe 

therner yet me. But ebefeebinges ba ne J 

fayde onto you,chat whanthetymecometh 

yemaye thynte theron, that colde you. 

But chefe chinges haue Junot fayde vnto 

you from che beg ynnyngeẽ Sor J was with 
you. 

But now F go vnto bins that feneme, z 
none of you areth me: Whither goeſt thour 
bucbecaufe I haue fayde thefe chinges vn⸗ 
to you, youre bere is full of fororwe. Neuer⸗ 
theles J rell youthe tructh, Jc is better for 
you F I goawaye: For yf Igo not awa ye 
thac comforter commeth noe vnto you: but 
YF 3 deparce, J wil fende bi vnto you. And 
whan be commeth,be fal rebute the worl 
de of hane and ofrighteonfites,z of tudg- 
ment. OF ſynne, becanfe they belene not on 
me.@frightcoufires, becaufe J go tothe fa 
ther,and yefhal femenomore.Of indgmer, 
becanfe the prynce of this worlde is iud · 
gevallready. 

2 ~ Fhaneyct moch to fayevnto you, but ye 
can not now beare tt arwaye:borobeit whan 
be(ehefprete of erueth commer) be ſhai le⸗ 
de yout to all truech. Gor he ſhal not ſpea · 
re of himſeif but whac foener be [hal heare, 
that [hal be fpeaterand be hall ſhewe you, 
whatis for to come. He ſhal glorifge me:foz 
be fal receaue of m yne. and [hal ſhewe on 
© to you.« All chat the father bath, is myne. 

Therfore haue J ſayde: be ſhal receaue of 
m yne, and fhewe vnto you. 

After a litle whyle,and ye yal not ſe mer 
andagayne after litle whyle, and ye [hal 
feme:foz J go co the father. Thẽ finde fome 
Of bis difciples amonge chem felues: bat 
is this that he fayerh vnto vs, After alicle 
wbyle,and ye ſhal not fe mezzagayne afer 
@litle wbyle,z ye fal fe me: for J goto tbe 
Fathers Then ſayde they: What isthis,chac 
be fayeth: Afeer a licle whyle 7 We can not 
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tell what be fayeth. Then perceaued Jeſus 
thatthey wolde are hun,andbefayde vnto 
them: Neenquyze ofthis amonge youre fel- 
nes, that J fayde: Afcer a litle whyle, and 
ye foalnotfeme:zagayneafteraliclewhy- 
le,and ye ſhal fe me. 

Verely verely J faye vnto you: Re hal we € 
peandlamente, but the worlde ſhal reio yſe: 
Me ſhal be ſory, but youre ſor owe ſhal be cur 
ned in to ioye. A woman whan ſhe trauay · 
leth, bath fozowe, for bir houre is come. 
Bue whan fheis velynered of che childe ſhe 
thinketh nomoze of the anguyflye, fo: toye 
that a man is bomeinto the worlde . And 
now baue ye ſorowe alſo: but J wil ſe you 
agayne anð youre bert ſhalreio yſe, and you 
retoye ſhal nonsan take from you. And in 
that daye ſhal ye axe mero queſtion. Vere⸗ 
iyverely Fj frye vnto yourmfycare ¥ — a 
oughein iy name, beflpal geucit you. Hi. 
ther to bauc ye ared nocbinge in my mame. 
re,andye ſhal receaue, ¥ youretoye maye 
Le perfecte. Theſe chinges haue J ſpoken 
vnto you by * pꝛrouerbes. Neuerthelẽs thy 
tymeconmmeth, that J fhalfpeate nomore 
by pronerbes,but J ſhai (lpewe you plancly 
ofnry father. 

In that vaye fhal ye ave it my name. D 
And Ffayenoe vnto you,thatF wyl praye 
vnto the father for you: fez the father him⸗ 
felf loueth you, becauſe ye haue loned me,z 
beleucd that J am come our from God. F loh ao a 
wente out front the father, and came into 
the worlbe:Agayne, Ileaue ¥ worlde,any 
goto the father. 

His difciples fayde vnto bint: Beholde. 
nov talkeſt thou planely, and ſpeabeſt nuo 
prouerbe. Tow are we ſure p thoͤu kno weſt 
all thinges, and nedeſt not that eny ma ſhul 
de are the. Therfore beleue we, that thou ca 
meſt out from God: Jeſus anſweredt hein: 

Crow ye dobelene Bẽhoide che houre vra w Zachub 
eth nyc, and is comeallready,tha ye Halbe —— 
featred, every man in to bis arne, and (pal 

ie aue me alone: and yet am J not alone, for loh. atb 
the father is with me. 

Thefe thinges haue J fpoten vnto you, 
thacin me ye might bane peace. In y worl Romsa 
de haue yctronble, but be of good comforte, 

‘Jbaue onercome the werlde. 
The XVIL Chapter. 
Def chinges fpate Jeſus, and life A 
‘6 vp bis eyes towarde heauen, and fay 

de: Father, the houre is come, that lobin.c 
thou glozifye thy ſonne that thy ſonne aiſs 84 
ma ye glorifye the. Like as thou haſt geuen 
him power ouer all fleſhe, that be ſhulde ge tolis.b 
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ue euerlaſtinge lifeto as many as thon baft 


Ioha.a geuen bint. But this is the life euerleftin- 
ge,thatchey knowe the(charthou onely are 
the trueGod)and whom thou haſt fene, Je 
fas Chaiſt 

lohã i⸗ · J bane glorified ¥ vps earth, z* fyniſhed 


¥F woke, 7 thon gaueſt me to do. And now 
ſlorifye me thou father by thine awne ſeiß 
with ¥ glorywhich J had or euer the won⸗ 
De was. J bauc declared thy name vnto y 
mes, whom thou gauefé me fromthe wori⸗ 
de. They were chine, and thou gaueſt them 
vnto me, and they haue bepte thy worde. 

B _Clowtnowe they,char all ehinges what 

ſoeuer thon baft geuen me, are of che. $o2 > 

wordes which thou gaueſt me, haue Igeuẽ 

vnto ehem, and they haue receaued them, z 

Enovone of a trneth, chat J am come forh 

from che, and baue belened, chat thou bafé 

fent me. praye for them,and praye not for 
the* wourlde, but for them whom thou baft 
geuen me, for they arethine. And allebac is 
myne, is thine: and what thine is, that is 
myne. And J am glozifyed in them. And 
How am Ynomore in the worlde, andebey 
arein * worlde,and J come to the. Holy fa 
ther, kepe inthy name, thofe whom thous 
haſt gene me,thatebey maye be one, lite as 
we are. Whyle J was with thé inthe woul- 
be, Ikepte -hemin thy name. Chofe chou 
gaüeſt me, haue Ftepte, andnone of them 
ts loſt but that loft childe,chat the ſcriptu 
re might be fulfylied. Burnow come vn- 
toche, andchis J fpeakein the worlde hat 

they maye haue my ioye perfecte in then. I 

haue geuen them thy ivorde. and the wor 

de hateth che: for they are not of the worl- 

de, even as J alſo am not of the worlde. J 

praye not thatebou ſhuldeſt catether out 

Pftbe worlde,* but that thou kepe the fro 

euell. Chey are not of the worlde,as J alſo 

am not of che worlde. 

CSancrifye t hem in thy trueth. Thy woꝛr⸗ 
de is the trueth. Like as thou haſt ſent me 
in to the worlde, fo bane I ſent chem into 
the worlde: and for their (oFes J fanctifye 
my felficbactbey alfo maye be fanctifyed in 
tbhetrueth. 

Neuertheles J pzaye not for them one 
ly, bue alfo for chofé, which ehorow their 
worde fal belene on me, thatthey all maye 
be one,lite as thou father art in me, andy 
in } chat they alfo maye be · oneinvs:that 
the woildemayebeleue, that thou haſt ſent 
me. And the glory which thou gaueſt me,ba 
ue J geuen them: that they maye be one, lite 
as we are one. J in thẽ, and thou in me chat 
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they maye be perfecte in one, and that the 
worlde mayeEnowe,that thou haſt ſent me 

and haſt loued chem, as chou baftlouedme. 

Sather, FJ wil, that they whom thou haſt tohane 
geuen me, be with me where Fam, p they aud4. a 
maye ſe my glory, whidy chou baft geuẽ me: 
for thou haſt loued me,oz ener ¥ werldewas 
made. Righteous farher, the worlde bath 
not knowne $, butt haue knowne F:and — 
t heſe haue kn owne, that thou haſt ſent me, 
And J haue declareð thy name vnto them, 
zwwyl declarcit, p thelone wherwith chou 
haſt loued me,maye be inché,z J inthem. 
TheXVIL. Chapter. 

Ssy Han Jeſus hadthus ſpobẽ he wẽ · A 
* 

oe 


te forth with bis difciples quer the Matac.a 
broke Cedr0n,, where there was a Mari4.d 
Sardé, ito the which Jeſus entred and bis hYS2** 
diſciples. But judas F betrayed bi, Enewe 
the place alfd. Gor Jeſus reforted thither oft 
tyutes wb bis difciples. Clow whan Judas 
bad caké onto him the cSpany, z mynifters 
of che bye piefieaand — camethi 
ther with — 2** lanternes, and with 
weapens. Jeſus now knowinge all hulde 
come vpon bins, wẽte forth, and fayde vnto 
the: whem fete ye They anſwereð him: Je 
fas of RNazareth. Jeſus faye vito chem 
ant be. Judas allo which betrayed him, fto- 
de with thé. Crow whan Jeſus fayde onto 
thẽ J am be,they wẽte bacwardes, and fell 
tothe grounde. Cher ared be the agayne: 
Whom [eke ye? They fayde: Jeſus OF Naza 
reth. Jeſus anſwered: J haue roide you,that 
Fam be. vf ye ſeke meſchen Teeeheft go their 
waye. That the worde might be fil fylled, 
whid be fayde: Ofthemwbs thou gaueſt lohaz.b 
me, bane Inot loft one. Then bad Symon 
Peter a fwerde,anddrewceit out, and {mote 
the bye pieftes ſeruaũt, and cut of bis right 
eare. 2nd > ſeruautes namewas Malchus. 
Then ſayde Jeſus vnto peter: Put vp B 
thy ſcherde into the ſheech Shai / not dryn 
Ec of cuppe, which my farber bath geuẽ 
me? Then the company and thecaptaynez 
the officers ofthe ewes tote Jeſus, and 
bounde bim,z led bins avoaye firſe unto An- 
nas, that was fatherlawe vnto Caipbas, 
which was bye preſt $ fame yeare. Je was iok ·u.e 
Caiphas, whidy gaue coũcell unto > Jewes 
thatit were good,chat one man huũde dye 
forthe people, 
As fe: ‘Symon peter,he and another die 
ciple folowed efits. The fame dife ciplewas 
Enowne vnto the bye preſt and wete inwith 
Jeſus in co the bye preſtes palace. Bue pe- 
ter ſtode without ac —— other 
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diſciple whidy was Enowne vnto the bye 
preſt wente ont, and fpate tothe damſeli * 
kepte the dore, and brought in Peter. Then 
the damſell that kepte the dore fayde vnto 
Peter: Art not thou alſo one of this mans 
diſciples? He ſayde: J am not. 

The ſernauntes officers ſtode, and had 
made a fyre of coles(foz it was coldeyz war- 
med the félues. peter alfo ſtode with them. 
and warmed bim felf. Che bye preſt ared 
Jeſus of bis difeiples, and of bis doctr yne. 

toh7b  fefits anfivered him: bauc (poten openly 
Before the worlde, J hãuẽ euer caught isthe 
fynagoge and tn the céple, whither all che 
“ewes refoated,z int ſecrete bane Iſpolẽ no 
Ehinge. Why axeſt thou me Are chẽ F have 
berde, what Fj haue ſpoken unto thẽ:behol · 
de, they can tell what J haue fayde . But 
teresa whan hehad thus (poté,one of che officers 
mare chat ftove by, fimote Jeſus on che face, and 
EASA ope: AnfiverefE chou the bye pref ſo? Ie 
firs anfivered him: af J haue euell poke, che 
beare wytneffe ofenell: but yf J baue well 
fpoten, reby linyecfechoume? Bnd Anas 
fent him bounde vnto Caipbas ¥ byeprefé. 
Matas.g ¶ ¶ Symd peter fEoveand warmed bint felf 
Marag-8 Thefayde they onto bins; Art not thou one 
Lucaad Fhis vifciples He denyed and ſa yde: JIam 
not. ſeruaũt of the hye preffes,a kynf mã 
of bis, whofe care peter hadſmytten of, fay 
devnto him: Dydnot Ble the in the garde 

with him? 

D  Thewpeter denyed agayne. Andinme- 
Tohsd Higelychecod crew. + Ther led they Jeſus 
aMata7 2 from Caiphas in tothe comon ball. Bnd te 

was early in the moznynge. Anð chey chens 
félues wete not in cothe coms balllefEcbey 
jhuldebe defyled,buc y theymighteste * 
Paſcall lambe. Chen wente pilace out vnto 
chẽ and ſayde: at accuſacion brynge ye 
aga ynſt this many They anſwered, and fay 
de vñto him: RF he were not an euell deer, 
awe bad noc delyucred him vnto the. That 
faydepilare vntothẽ: Cake ye him, gnd ind- 
ge him after yd lawe. Then ſa yde y Jewes 
dnto bim: It is not laufull for vs to put eny 
mãto death. That F worde of Jeſuss might 
lohaa· dhe fulfilled,» which be ſpabe whan hefignt- 
fied, what death be ſhulde dye. 
b Thenentred pilatein to che comon hall 
“8 aeayneandcalled Jeſus Tſayde onto bir 
* Areehou the Eynge of the Jewes 7 Telus 
anſwered: Sayeft thou that of chy ſcif; o: 
haue other tolde it éhe ofme? 
€ © pilate anſtwered: Am Ya Jewe: Thy peo 
pleand the bye preftes banc delyncred the 
vnto me PObat haſt thou done? Jeſus an- 
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frvercd: My Eyng dome is not of chis woꝛl · 
de. Mf my Eyngdome were of this worlde. 
my nryniféers wolde fight therfore, J ſhul 
de mot be delynercd vnto the Jewes. But tohob 
nor is my kyngdome not from bence. THE 
fayde pilate vnto bi: Are thou a kynge thẽ? 
Jeſus anfivered: Chon ſayeſt tr, for Jama 
Eynge. For this caufe was J borne, and ca- 
mein tothe worlve, that J ſhulde teſtifye 
the trueth. Who ſo cucris ofthe trueth heã· 
rethmy — ſayde vnto hĩ: What 
ts che trueth? And whan he had ſa yde that mataz.c 
he wẽte ont aga yne to the ewes, and ſay ⸗ Marcis.b 
de vnto them fynde no gyleineffein him: Lec — 
But ye haue ã cuſt ome that J ſhuͤlde geue mai 
one onto yon lowfe at Eaſter Wyl ye now Lu 
Ilowſe vnto you the kynge of y Jewes? 
The cryed theyagayne alltogerher,and (ay 
de: Not him, but Barrabas. Net was Bar⸗ 
rabas a murthurer. 

The XIX. Chapter. 

Cpe Hen pilate cote —— and ſcour A 
as ged bin. And che foudyers plattcd —— 
AS & crovencof thornes, and ſet le vppon Lucanb 

his beade, and puts purple garment vpon 

hins,and fayde: Hayle kynge of the Jewes. 

And they finote him on the face. Then wen 

ce pilate forth agayne, and ſa yde vito thé: 

Beholve,F brynge him forth vnto you, ye 

maycknowe, ? I fyndeno faute in bi. Go 

Jeſus wente out ware gerorvoneofthome 

and «purple robe. And he ſayde vnto chem: 

Beholde the man. Whanthe hye preſtes 

the myniftersfawe bim,chey crycd,z ſa yder 

Cracifye,crucifye. Pilate faide onto the: Ta 

Ee ye bins, and crucifye bis, for J fynde no 

gilcyneffein bin. Che Jewes anfiveredhims: 

We haue a laͤwe Tafter oure lawe he ought bLeula⸗ 0 

todye, sbecanfe be made him ſelf the ſonne *loh sb, 

of Bod. Whan pilate herde that worde, be 

was themoꝛre afrayed, and wente agayne in 

to the comonball, and fayde vnto Jeſus: 

Whence arechous Bue Jeſus gaue him no 

anfivere. Thẽ ſayde Pilate vnts him: Speg 

keft thou not vnto mer Knoweſt thou not, * 

Shane power to crucifye ¥,zbauc power 

tolowwfe y? Jeſus anfivered: Thou ſhhuldeſt 

Have no power vpõ me, yfit were noc” gens Sap.c.a 

the fremaboue.Cherfore hethat velynered tons-d 

me vito # bath the more fynne. Grom thar, *paw.nn 

tyme forth Pilate (ought meanes to lowe 

hin. But the Fewes crycd,z fayde: Mf thou 

{ce him go,chouartnocche LEmpcrours fre 

de. For whofocucr maketh bimfelfEynge,is AGirb 

agaynfé che Emperoure. * 
Whanpilace herde F worde,hebsoughe 3 

Jeſus forth,z fae be downe ypo ¥ iugomes pu. 
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feate,in the place which is calledthe pane- 
ment, but ithe Hebruc, Gabbathe. Fe 
was the daye of preparinge of the Laffer 
a@boute the firte boure. 2nd be fayde vnto 
the Fewes : Bebolve ys Eynge. Bue they 
eryed: Awaye vb bim,awayed bim,crucifie 
bim.pilate ſaide vntothẽ: Shal J crncifye 
¥y6 kynge? Che bye preſtes anfisercd : We 
Daveno tynge but * Empers. The delyne 
redbe bim vnto them,to be crucifyed. 

They roke Fefiss,andledhimawaye.And 
be bare bis croffe,and wente out to the pla 
ce called y place of decd ment fleulles,whidy 
in Hebevets named Golgatha, wherethey 
crucified bint, and two other with bin, ot 
either fyde one, but Jeſus in the mydves * 

ilate wrote a faperferipcion, and fer vpon 
the croſſe. And there was wrytten: Jeſus of 
Nazareth, kynge of the Jewes. Thẽs ſuͤper⸗ 
[eripcion red many of che Jewes. Foz F pla 
cewhere Jeſus was crucifyed, was nye vit- 
tothe cite. And it was wrytten in Hebrue, 
Sꝛeke Catyn. Then ſayde the bye preſtes 
oft the Jewes vnto pilate: Weyte noc Eyn- 
ge of the Jewes, but § be fayde, 3 am kyn⸗ 
geof the Jewes. Pilate anfivercd: bat J 
baue weytten, that haue wzytten. 

C  Hhefondyers, whanthey had crucifyed 
Mataz.d Yefizs, toe bis garmentes, and made foure 
Marcls© artes, to every foudyer one patte, andthe 

cove alſo. As for the cote,it was vnſoͤwed fro 
abone, wrought thozow and thoroͤw. Then 
faydethey oncto another: Let vs not dey- 
de it, but caſt loctes for it, who fhalbaucit, 
that the ſcripture might be fulfilled, which 
Phalab ſayethr + Chey bane parted my garmentes 
amonge them ,and on my core bane they 
caftlottes.T bis dyd the foudyers in dede. 
There ſtode bythe croffe of Jeſus, his 
mother, and bis mothers fifter ary che 
wife of Cleophas,and Mary Magdalene. 
Clow whan Jeſus ſawe bis mother,andebe 
difciple fEondynge by, whs he loued. he fay- 
devntobis morber: Woman,bebolve, chat 
is thy fonne. Cher fayde he to the difciple: 
bebolde,thatis thy mother. And fromebac 
houre the diſciple toke her vnto bim. 
After that whan Jeſus knewe that all 
Phalss.c was perfourmed,*thacche(cripture might 
befulfylled, be fayde: J ama thyzft. Chere 
ſtode a veffell full of vyneger. They fylled a 
at. a⸗e [ponge with vyneger and wonde it aboute 
Marcus.d with yfope,and helde it to his mouth. NMow 
whan Jeſus bad receaued the vyneger, be 
faye: Fis fyniſhed and bowedbis heave, 
and gaue vpthe gooft. ; 
The Fewes chen, for fo moc as it was 


Lucas.c 
Heb,tz.b 


Mataz.d 
Marc.ts.c 
Luc.as.d 
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the daye ofpzeparinge,that ¥ bodies ſhul · 
de not rema yne vpon the croſſe on the Sab⸗ 
bath,(foz ¥ fame Sabbath daye was grea⸗ 
teybefougbe Pilatẽ that their les ges might 
be broken, and that they migbe be taken 
downe. T hen came the foudyers, and bate 
thelegges of the firft,andof the orber that 
was crucifyed with bim. Buc whanebeyca 
me to Jeſus, and fawe that be was decd 
allready, they bzate not his legges, but one 
of che foudyers opened bis fyde wich a [per 
re.* 2nd immediatly there wente out blow 
De and water, 

And be that fawe it, bare recorde, and 
bis recorde is true. And he Enoweth that be 
ſayeth true, that ye mi: ght belene af. Foz 
this ts Done, p che feripture might be fulfyl 
fed: *Re ſhal noe bzeake a bone of bim.And 
agayne, another (eripture fayeth :« They 
fhal fe bim, whom they bane pearfed. 

A freer chat, Joleph of Arimathia,whidy 
was 4 difciple of Jefiss(but fecretly for feare 
ofthe Fewes)befoughe pilate, Fhe might 
tate Downe thebody of Jeſus. Andpilate 
gaue bint lycence. There came alfo+ Ctico- 
Demis, (which afore came vnto Jeſus by 
night)z brought of AT yzrez Aloes min: led 
together, aboute an hůdreth poũde weight. 

ThE toke they the body of Gefis,z won- 
de it with lynnen clothes,and with the ſpy 
05,45 themaner ofthe Jewes ts to burye. 
And by $ place where Jeſus was crucified, 
there was a gardé,and in the Gardena new 
fepulchze, where in was neuer man layed: 
therelayed they Jeſus, becaufẽ ofthe pepe 
ringedayeof * Fewes, for the fepulcre was 
nye at bande. 

The XX. Chapter. 
Por onedaye ofthe Sabbath, ca⸗ 
ine Mary Magdalene early (wheit 
WHS yet Dare) vnto the fepulcre,z 
fawethatche ſtone was tarẽ flom ehe ſepul 
eve, Then ranne fhe,z cameto Symon pe- 
rer, and to $ otber difciple, * whom Jefus 
Toned, and fayde onto them: They hauẽ takẽ 
awayetbeL ORDE ont of the fepulere,z we 
cannottell wherethey hanelayed bins. Che 
wẽte Peter forth andtbe otberdifeiple,and 
cameto the fepulcre. T bey rane both toge- 
ther,andcbat other difciple out rane peter, 
and came firfé to the fepulere, and lotedin, 
and fare the lynnen clorbes layed. But be 
wẽte notin. ThE came Symon Peter after 
bim,and wentein to the fepulcre,z fare tbe 
ynnẽ clothes lyc,and che napk yn that was 
bounde aboute Jeſus heade, not layed with 
the lynnen clothes, but app pen 
ij 
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aplaceby ic ſelf Che wete ẽ alſo ỹ other diſci 
—— came firſt to y fepulcre, he fave 
zbelened:for as yet they knewe not ð ferip- 


Phiisb tures, it behoued hĩ toͤ ryſe agayne firs * 


Actac 


daz 


deed. ThE wẽte F difciples againctogetber. 

As foz tary, ſhe ſtode before y ſchulcre 
⁊ wepte without.r tow as ſhe wepte [helo 
Eedin to the fepulcre, and fare two angels 
inwbyce garmentes ſyttinge. F one at the 
heave,zcheorber at ð fete wwhere they had 
layed the body of Jeſus. Andthey fayde on 
to ber: Womã, why —— thou? She ſaide 
vnẽo thẽ: They banc taken aiwaye my r oKR 
D J wore not where they haue layed bi. 
nv whan ſhe had fayde ſhe turned her 
felf backe,z fawe Jeſus fEondinge, zEnerwe 
not $ it was Jeſũs. Jeſus faydevnto ber: 
Woman, why wepeſt thou 7 Whom ſekeſt 
thourSbethoughe y it had bene F garde 
ner,z fayde vnco bim:Syz, yf chou haſt boꝛ⸗ 
ne bim bence: then teli me wheret hou haſt 
layed bimy and J wil fetch bt. Feftss ſayde 
onto ber:Viary. Chen turned fhe ber abou 
te,z fayde vnto bim: Rabbent, p isto faye: 
Maſter. Jeſus ſayde vnto ber: Touche me 
noc, for Jamnot yet afcended vnto my fa- 


Palate Eber. Buc gothouy waye vnto my · bꝛet haẽ 


RHye vatothẽ: Jaſcẽdẽ vp vnto my father 


lohaas. d and yo father:to my Gov,z ys Sod. Mary 


AFagoalene came,zeolve } difciples: F ba- 


Luc42@ ye fene the LORDE,2z ſochthinges bach be 


fpoten vito me. ‘ 
C Chefame Sabbath at euẽ whe F difciples 


Lucage were gatheredtogether,and the dores were 


Tohas« 


Efacra 


Pyne for feareof F Jewes, came Jeſus, and 
fiodei ¶ m yddes,z fayde vnto thẽ: Peace be 
xb you.2nd wha be had ſo fayde,be ſhewed 
< thé bis haves zbis fydew The were ¥ diſci 
ples glad, Ftbey fare ¥ LORDE.The fayde 
Jeſus vnto thẽ aga yne:peace be with you.· 
Tire as my father ſent nie enẽ [o fede F you. 


Maris.b Andwhanbebadfayde y, be brethed vps 
—— thé, and ſayde vnto thé: Receaue che hoͤly 
haz Fooſt. Whoſe ſynnes focuer yeremytte,cbey 
reremytted vnto the: and ivhoſe ſynnes fo 

cuer ye retayne, they are retayned. 
wis But Thomas one of che twolue · whidy 


is called Divimus,was not w ché wha Fe- 
fis came. Tbe fayde the other difciples vn · 
£0 bim: We haue fene the LORDE. But be 
fayde vnto che: Ercepte J (ein bis handes 
the pzynte of the nales,and put my hãde in 
to bis ſyde. J wil not beleue. 

D Andafrereight dayes agayne were his 
diftiples with in,z Thomas ð chẽ. Thẽ ca 
me Yefiis(eoba dores were [hutt)z ſtode in 
themydves,zfayde:peace be you, After 
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F fayoe be vnto Thomas: Reach hither 
fynger, and ſe my bandes, and reac hither 
¥ babde,z put itito my fyve,z be not faith- 
leffe, but belene. Thomas anfroexed, zfayde 
vnto bim: My LORDE, and my God. Jeſus 
ſayde vnto him: Thomas, becauſe thou haſt 
ſene me thou haſt beleued. Bleſſed are they, 
that ſe not, and yet beleue. 

Wiany other tobẽs dyd Jeſus before his 
difciples, which are not wwryttẽ inthis boke, 
Bute theſe arewaytté, ye ſhulde beleue, ¥ 
Je us is Chrufé the forme of God,z that ye 
chorow beleve might bane life is bis name. 

be XXI. Chapter. 

v Seater bee Jefus himſelf agay A 
neatthefee of Tiberias But on chis 
wyle fered be himſelf. There were 

together Syms peter, z Thomas which is 
called Didimus, z+ Mathangel of Cana a 
cite of Galile, z the fonnes of Sebede, Ttwo 
other of bis difciples . Symon peter ſayde 
vnto thẽ: J goa fyſhinge. Chey ſayde onto 
hĩ : Wẽ aljo wil go wh che. They wẽte out, z 
entred in to [hippe ſtraight waye. And ỹ 
fame night toke they nothinge. But whe ic 
WAS now MO2OID, Jeſus ſtode on the fore, 
but his difciples knewe noty it was Jeſus. 
Jeſus fayde onto che: Childzé, have yeeny 
thingeco eate? They anfivered bi: F190. He 


fayde vnto thé: Caſt onc the nett on Fright Lucsa 


ſyde ofthe [hippe, z ye ſhal fynde. Thẽ they 
caftout,zconlde nomore diaweit for * mul 


titude of fifbes. Thẽ ſa yde ¥ difciple* wh tohusc 


Jeſus loued, vnto Peter: It is the L OR DE. 

Whan Simon peter herde thatis was 5 
the LORDE, be gyrde bis mantell aboure 
bim( for be was naked) and ſprange in to * 
ſee. But orber difciples came by flyippe( for 
they werenot farre frõ londe, but as itwere 
two hundreth cubytes) and they drewe the 
net with the fipbes. Crow whan they were 
come to londe they farve coles layed, and 
fh cheron,andbzed. Jeſus fayde vnto the: 

einge hither ofthe fyſhes, that ye haueta 
Eennow. Symon peter ſtepped forth, and 
drew the nett to the londe, full of greate 
fyÿhes / an bundreth and thee and fyftie. 
And foz all cherervere ſo many, yet was noe 
the net broken. 

FJefirs fayde vnto them: Come, and dyne. 
Bue none of the difciples ourfE are him: 
Who are thous For they Emewe,thar it was 
the LORDE. Then came Jeſus, and tote > 
bred, and gaue it thẽ: andthe fyßhe likewy⸗ 
fe. This is now the thirde tyme chat Jeſus 
appeared unto bis difciples,afeer that be 
was ryſen agayne fromthe decd, 
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Now whã they had dyned. Jeſus fayde 
vnto Symon peter: Syms Fobana, loueſt 
thou me more then thefé dove fayde vnto 
bim:yee LORDE thou Enoweft $F ioue the. 
Se ſayde onto bim: Fede my labes. He ſay⸗ 
de vnto bim agayne the feconde tyme: Sy- 
md Johãna, louefE thou mes He faydevnto 
bim:YeeLOR DE,thoutnoweft, pjloue F. 
He fayde onto bim: Fede my ſhepe Se [aide 
wnto bint ¥ thirdetyme:Symon Johãna. 
loueſt chou me ? peter was [ozy, becanfe be 
fayde onto him, loueft choumer And be fay 
de vnto bin:L ORDE, thon knoweſt all thin· 
Ses,thou knoweſt, that lone * Jeſus fay- 
de vnto him: Fede my ſhepe. 

Verely verely J faye vnto the: Whan 
thou walt yoge,thou gerdedſt chyſelfe, and 
walkedſt whither thou woldeſt But wht 
thou art olde, thon halt ſtrecch fore thy 
Handes,and another [hal gyrde the, andle- 
de the whither ther — But this 
be fayde, to ſignifye with what death be 
[hulve glozifye Gov. 

Oban be had [poten this,be fayde vnto 
bim: Solowe me. Peter turned bim aboute, 
andfawe thedifciple folorwinge, whom Je⸗ 
ſus Loned, (· which alfoleaned vps bis breſt 
atthe firpper,and fayde: LORDE, whoisie 
that betrayeth they? Whã peter fawebim, 
be fayde unto Jeſus: LORDE, but what [hal 
he do? Jeſus fayde vnto him: f J wil that 
be cary tyll J come what iscbhat to the? 
Solowe thoume. Then wente there out a 
fayenge amongethe brethren: Chis difciple 
Dyeth not. And Jeſus fayde noe vnto him: 
Hedyeth not, bue: NF J wil that hecary 
tyll J come, what is that to the 7 This is 
the fame difciple, which teſtifyeth of thefe 
tbhinges, and mote thefe chinges, and we 
tnowe that bis teftimony is true. 

There are many other thinges 
alo that Jeſus dyd, which, yf 
they ſhũlde be wryttẽ euer y 

one, 3 firppofe the 
wourlde ſhulde 
not con 
tay- 
ne the 
bokes, that 
were to be wrytten. 
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What the Actes conteyne. 


Chop. TI jon of Chaiſt Mathi. 
WR, poten tarhefieroestaeeas ee 


Chap. u. The commynge of the holy gooſt. 
— — peree — ihe ——* fp 
* pena the increaſe of the faith 


Chap. Ul. _ Thehaleis reſtored to his fete. pe- 
ter preacheth Ch2ift vntotye people. 


Chap. UN. The Apoftles are takẽ and brought 
before the councell . They are forbydden to 
pread),but they turne them vnto payer, and 
are moze obedient vnto God then vnto mem, 


Chap.v. Te Dyffemblynge of Ananiasand 
Saphire ts punyfned. 2Miracles are doneby 
the Apostles which are taken,bur the angel of 
God bzpngeth them out of prefon. They are 
brought before the councell,The fentence of 
Gamaliel.Che spoftles axe betr, they xetoyfe 
introuble. 


Chap vi Miniſters (02 Deacons )are orde- 
ned inthe congregacion todo feruycein necef” 
fary chinges of the body, that the Apoftles 
mayewayte oncly vps the worde of Gov.Ste 
benisaccufed. 


Chap. Vil. Steven maketh anfweretohisac- 
cufacton,rebuF eth rhe bardnecéed Jucs, ane 
is ftoned vnto death. 


Chap. vit. Saul perfecuterh the Chriſte The 
Apoſtles are fearred abrode — 533 
into Samaria. Simonmagus ts baprifed, be 
Dyffemblerh Philip baptiferh the hamber- 
jayne. 

wap. IX. paul is conuerted, and confoun · 
deth the Fuee perce rayfeth Tabitha. 


Chap. X. _ Che vifion that peter ſawe Gow 
he was fent ro Cor nelius The Zeithen alfo ree 
ceaucthe ſprete · and are baprifed. 


Chap. Xt. Peter ſheweth the cauſe wherfore 
he wente tothe Ferthen. Barnabas andpaul 
preach ꝓnto the Zeithen · Ag abus prophecierly 
derth for to come. 


ap. Al. erode perfecuteth the chꝛiſtẽ Eyl 
Leth James,and putteth Peter in prefor, whs 
the LOR DEdelynerethbyanangell. Che ſha 
mefull death of Berode. 


Pp. XII. Paul and Barnabas are calledto 
2eady amonge the Zeithen. Of Sergius paw 
lus and Elymas the ſorcerar · Paul pꝛꝛeacheth 
et Antiode. 


Chap. xt. aul and Barnabas preach at Feo 
* ——— —— fierewp. Se 
Hy 


The Actes 


iſtra they wolde do facrifice to Barnabas 
suid paul, which refuse rt,and ecoste rhe peo- 
ple to worfbipe the true Gov Paulis frond, 
ffrer chat commeth be to Derbs,lyftra,Fco- 
nium and to Antioche. 


hap. Xv. Variaunce aboute circumeifion, 
The Apoffles pacifie thematter at erupale. 
paul and Barnabas pread at Bneiode. 


Chap. XVL Timothy isciveumerfer,panlprea- 
‘cheth atPhilippos,and there. ts he put in pre · 
fon. 


Chap xyn. Paul cdmeth to Theſſalonieg whe- 
"re the Sues fer the citeona roore Paul efer- 
peth,and commeth toxthens, where he pren- 
eheth the teucand onfnowne God. 


Chap. Xvul. paul preacheth at Corinthum. con 
tynuingetherea yeare ands balf, goctbagay 
ne into Syzia,commerb to Ephefus,Cefaret 
= Antioche. OF Apollos, Aquile and Pair 
tlle. 


Chap. XIX. Gf therG.menwhom Paul baptiſed 
ee Hefas, andwhat miracles were done by 
im 


Chap. XX. _ paul goeth im to Macedonia and 
into Grekelonde.rAr Troas he rayfeth vp & 
Deed body ArEphefis he callerh che elders of 
te congregacion together, commitreth the 
Eepinge of Sods flocke vnto them, warneth 
thé fo2 falfe teadyers, maketh bis payee with 
them,anddeparteth to fhippe. 


Chap. xxl. Pauls iourneye by fyippe. Of phi- 
Lippe the Euagelift,and2igabus the Prophet . 
whic) warneth Paul not to go to Ferufalem- 
He remayneth ficdfaft in his purpofe, andis 
tafenin the temple. 


mettiusmoucth fediciominthe cite. 


Chap. Xx. paul anfwereth the Fewes , ts 
fcourged, and layedin prefonagayue- 


Chap Xx. Paul commeth before the councell. 
‘Debate axifethamonge the people,thecaptay 
ne Delynereth bim, Godconfosterh him. 


Chap. xxim. Li be fi - 
— fore felix. he an⸗ 


Chap. XXV The Fewesacenfe Paul before $e 
‘tus,he appecleth vnto the Emperoure, and 


is fentynto Rome. 

Chap. XXVL_ Aynge Agrippa beareth paul, 
bid) tellerh him bis callinge from rhebe- 
synnynge. 


Chap. XXVI. Pauls fhippinge towarde Rome, 
‘Jul‘us the capteyne intreateth Paul curte- 
ouply at the laf they fuffeefhipmrate. 


Chap XxXvii. The vyper burteth not pauls han- 
debe bealeth Publius father, anv preach erh 
Chapt st Rome. 


of She Apaoſtles. 
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The firf— Chapter. : 
HE firſt treatiſe dea 4 
g| re Cheopbilus) bane 


J made of all that 
Jeſus beganneto do 
andto teache, vnt yll 
¥ daye that he was 
taken vp, after that 
be(thozowcthe boly 
gooſt) bad geuen commaundementes to 
to the Apoftles, whom he had chofen: to 
whd alld he ſheweð himfelf alyneafeer bis Jon so.01 
paſſion, by many tokẽs, and appeared vnto 
them fourtye dayes longe, and [pate vnto 
them ofthe kyngdome ofGod. 

And whan he bad gathered them toge- 
ther, be commaundedthemtbatthey ſhul · 
de not departe from Jeruſalem, butto way 
te forthe promyfeoftbe father, wherof (ſa y 
de he)ye bane herdeofine: + For Ihon bap- loh.ia.e 
tyſed with water, but ye ſhalbe bapt yſed v ⸗ 
¥ boly gooſt Tthat within this few dayes. Iohs-b 

Low whan they were come together, 
they aredbim,andfayde:LORDE,fbalctbou 
atthistymefet vp the byngdomẽ of Iſtael 
agayne? But he fayde vntõ them: It below 
geth not vnto you to Enowe the tymes 02 ataa 
{eafons, which the father bath teptein bis 
awne power, but ye ſhal receaue the power 
of ¥ boly goof, which ſhal comevpon you, sucrad 
and ye ſhalbe my rwitneffes at Jerufalem, acza 
Gnd inall Jewrye and Samaria, and vnto Ated 
the ende ofthe earth. 

And whan he bad fpoten thefe thinges, 6 
whylethey bebeldc,be was taken vp,and a ——— 
clondereceaned bim from their ſight. And Marcio’ 
whyle they loked after bim,as be wente in Luc a a 
to heauen, beholde, there ſtode by themt wo 
men in whyte garmentes, which alfofayde: 


The Mees 


Mement of Galife, Why fFonde ye gaſynge 
vp in to heauen? Chis Jeſus whid) is rakẽ 
Danz.b vp front you in to heauen · ſhal come euen 
Aat aa ſo as ye haue ſene him go in to heauen. 
Then turnedthey agayne from y mount 
andid tbatis called d Oliuete whic isnye to Jeru⸗ 
falem, and bath a Sabbath dayes iourney. 
And whan they came in, they wente vp it 
Matioa toa parler, where abode peter and James, 
—— — bow and Andrew, Philppe and Tho- 
anda’ Mas,Barcilnew and tHTathew, James the 
fonne of Alpheus, and Simon Zeloces, and 
Judas the ſonne of James. Thejeall conty 
nuedwich one acorde in prayer and fuppli- 
cacion, with the wemen aͤnd Mary the mo⸗ 
ther of Jeſu and with bis bret hren. 

E  Andinehofe dayes peterſtode vp in the 
myddes amonge the diftiples, and ſayde: 
(Checompany ofthe names together, was 
aboute an hundret h andtwentye.) Ye men 
and bꝛethren, this ſeripture muſt nedes be 
fulfylled, which y holy gooſt by the mouth 
of Bauid ſpate before of Indas, which was 
a gyde of thé that toe Jeſus:ẽ* for be was 
nombzed with vs,and bad opteyned che fe- 
lafhippe of this myniftracion. This fame 
trulye poffeffed the * felde foz the rewarde 
of vnrighteouſnes, and banged binfelfiand 
biaſt aſunder in the myddes, and all bis 
bowels gußhed out.Andit is knowne vnto 
all thẽ that dwell at Jeruſalem, in ſo moch 
that the fame felde is called in their mother 
— — is to ſaye, the bloude 

elde. 

DSoꝛ it is wrytten in the bobe of pſalmes: 
Plales.d His habitacion be voyde, and noman be 
Plaliov.a dwellinge cherin. And: + His bißhoprike 
another take. Wherfozcamonge thefe men 
which bane bene gathered together with 
vs (allebetymethat the LO RDE Jeſus we 
teoutandinamongevs, begynnynge from 
the bapt yme of Ihon, vneyll y vaye thac 
he was talẽ vp from vs)muſt onebe a wyt · 
neſſe with vs of his reſurreccion. 

And they appoyntcderro (Fofeph called 
DBarfabas, whofe ſyrname was Yufius,and 
Wiathias. niatinge cheir prayer andfayert 
nPar.ag.c ge: ChouLORDE, which knoweſt the ber- 

tes of all men ſhewe whether of thefe two 
thou baft chofen,cbatthe onemaye take the 
rowme of this myniftracton and Apoftel- 
{bippe, from the which Judas by tranſgreſ 
fion fell. chat be might go awayeinto bis 
awne place. Andt hey gaue forth the lottes 
ouer them, and the lot fell vpon Mat hias. 
he was counted with the eleuen Apoſt 
les. 


Mat.ioa 


Mataza 
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* 

of Che Apoſtles. Fo. lf, 
Thell. Chapter. 

N Lb whanthe + Whit ſondaye was A 

Hf fulfylled,they were all with oneacos- Dewees 

Ddetogether in one piace. And fodenly “** 
there cameafounde from beanen, as it hað 
bene the cSmyngeof a mightie wynde, and 
tc fylled the whole honfe where they far. 
And there appeared vnto them clouen tun- 
ges, like asthey bad bene of fyre. And be fae 
vᷣpon ech one Of chems,and they were all fyl 
led with the holy gooſt. And they began- 
ne to preach with orbertunges, enen as the 
ſprete gaue them vtteraunce. 

There were dwellinge at Jeruſalem 
Jewes, men that fearcd God, out of euery 
nacion that ts vnder heauen. tow what 
this voyce came to paffe, the multicnde 
cate together, and were aſtðnyed: For eue⸗ 
ry onc herde, that they ſpake with bis aw / 
ne tunge. They wondred all and maruey⸗ 
Ted, and ſayde amonge them ſelues: Behol⸗ 
de,are not all theſe which ſpeabe, of Galile? 
How heare we thé euery onebis awne tun⸗ 
ge, wherin we were borne? Part hians and 
Medes, and Elamites, and we that dwell 
in Meſopotamia, and in Jewry and Capa- 
docia, Pontus,and Afis, Dhrigi and Pans 
pbilis, Egipte. and in the partes of Lybia 
by Cyren, and firaungers of Rome, Jewes 
and * profilyces , Cretes and Arabtans: 
we beare them [peate with oure awne tute 
ges the greate workes of Gov. 

They were allamafed,and wondzed, and B 
fayde one to another: What wil this bez 
Dutocher mocked them, and fayde: They 
are full of ſwete wyne. Then ſtode peter vp 
with che cleuen, and lift vp bis voyce, and 
ſa yde vito them: 

Me men of Ferry, andall ye that owell 
at Jeruſalẽ, be this knowne vᷣnto you, and 
let my wordes entre in at youre cares. Gor 
thefeare not dronken, as ye fuppofe,forit ts 
yet but che thirde houre of ¥ daye:but this 
is it, that was [poke before bythe prophet 
‘Goel: And it ſhal cometo paffe in thẽ laſt poets. 
Dayes, ſayet h Gov, F will poure out of my 
ſprete vpon all flefb, and youre ſonnes and 
youredougbrers fhal prophecye,and youre 
youge men fal [e vifions* and youre olde SCE 
men ſhall dreame dreames, and on my fer- xA10.b 
uauntes and on my bandmaydens wyil J andis-b 
pourcoutof my fpzetein chofe dayes,zebey 
[hal pzopbecye. 

And FJ wil fhewe wonders in heauen abo Matar£ 
ue, and coFens onthe earth beneth, blonde Lucasd 
and fyze, and the vapoure of ſmoke. The 
Sonne ſhalbe cutned in to ay and 
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the Moone in to bloude, before that greate 
and notable daye ofthe LORDEcome. And 
itfhall come co paffe, Who fe ener ſhal call 
~»pd thename of the LOR DE ſhalbe ſaued. 
Remen of Iſtacl heare theſẽ wordes: Fe 
fis of Nazarech, * man approued of God 
amonge you with miracles, and wonders 
and cotens , whid) God dyd by bim inthe 
myddes amonge you, as ye yé felues Enowe 
alfo,« bim (after that he was delyuered by 
the dererminate councell and forcEnowlege 
Of God) baue ye tatenby the handes of on- 
righteous perfonnes, and crucifyed bim,z 
flayne bins, whõ God bathrayfed vp, and 
lowfedebe ſorswes of death, for ſo moch as 
it was vnpoſſyble that be ſhulde be holden 
of it. For Sauid ſpeabeth of him: Afore hon 
de haue J fectheL ORDEallwayes before 
me for bets on my right hõde that J ſhul · 
de not be moued. Ther fore dyd my bere re⸗ 
ioyſe and my tunge was glad: For my fleſh 
alſo ſhal 7— hope. Fozthou ſhalt not lea 
ue my ſoule in bell, nether [hale chou ſuffer 
} Holy co fe coxrupcion. Thou haſt ſhewed 
me the wayes of life, chou ſhalt mate me 
full ofioye witheby countenance. 
Memen and bꝛethꝛen, leeme frely ſpeake 
vntd you of the Patryarke Dauid : For be 
is Deed and buricd, and bis fepulcre is with 
ws vnto this daye Wberfore now ſeinge ¥ 
be was a prophet, and knewe that God bad 
promifed bim with anooth, that the frute 
of bisloynes ſhulde ſyt on bis feate, be ſawe 
it before, and [pate of the refirreccion of 
Chꝛiſt: for bis foule was not left in bell, ne 
ther bath bis fleſh fene cownpcion. This 
Jeſus hath God rayſed vp, wherof we all 
are witneffes. 
Seyngenowthat be bythe right bande 
Of God ris exalted, and bath receauedofy 
rather ¥ promyfe ofthe holy gooft be bach 
fob chic thar yefeand beare. For Da 
uid is not aſcended into heauen, but be fay- 
de: The LORDE fayde vnto myLORDE: 
Sytebou oumyrightebanve, ontyll Jima 
Eethineenemies y fote ftole.Se therfore lec 
allthe houſe of Iſraelk nowe fora firertye, F 
God bath made this fame Jeſus ( whons 
ye baue crucified) LORDE and Chiff. 
Wyan they herdethis,cheir bert pricked 
them, and they fayde vnto peter and to the 
other Apoſiles: YXe men and brethrẽ. What 
Pal we do? Peter fayde onto chem: Amẽde 
youre felues,andlet euery one of you be bap 
tyfedin che name of Jeſuůs Chufé, for there 
myffien of fynnes, and ye ſhal receane the 
gifre of che boly gooſt. Foz this promyfe 


of che Apoſtles. 

was Made vnto you and youre children, and 
to all that are farre of, obs ſo euer the LOR 
DE onre God fhal call. And x many other 
wordes bare be witneffe, and exorted them, 
and fayde : Gaue youre felues from this 
vntowarde generacion. They that gladly 
receaued bis preachinge, were baptyſed, ẽ 
the fame daye there were added vnto them 
aboute thre thouſande ſoules. 

They cont ynued in che Apoſtles doctry 
ne,and in the felaſhipps and in breab ynge 
Of bred, and in prayer. And feare came vps 
euery ſoule, and many wonders and tolens 
were doneby ¥ Apofiles. But allthey chat 
belened, were together, and had all thinges 
commen, They folde their goodes and pof- 
feffions, and parted them ouc amonge all, 
acordinge as euery ma had nede. 2nd they 
cont ynued daylie with one acorde in the cé- 
ple, and · brake bred in euery houfe:they cote 
their meate with toyez ſyngieneſſe of bert, 
prayfinge God, and bad fauoure with all ¥ 
people.2ind theL ORDE added to the con · 
gregacion daylic fod) as ſhulde be ſaued. 

The ill. Chaprer. 
ter and Ihon wente vp together A 

IG in to the temple abonte the nyenth 
S houre to pꝛaye. And there was a cer 
tayne man bale from bis mothers wombe, 
whom theybionght and layed daylie at che 
gate ofthe tẽple which is called,theBewry 
full. chacbemighte arc almeffe ofthem that 
wéteinto thetemple. Clow whan be ſawe 
Peter and Jhon, that they wolve in rothe 
temple,be deſyred to receaue an almeſſe. Pe 
ter bebclde bim with Ihon, and fayde: Lote 
on vs.And be gauchede vnto them,bopyi- 
Seto receguefomethinge ofthem. Howbeit 
te faidve:Syluer and goldc have Inone: 
ut [och as J haue geue J the. · In che na⸗ 


me of Jeſus Chriſt of Nazareth ryfe vpz Ac. 4⸗ 


walke. And be coke him by the righte hande 
and lifte him vp. Immediatly bis legges ⁊ 
ancle bones were made ſtrõge, and be ſpran 
ge, ſtode and walted,and entred with them 
into the téple, walt ynge, and leapinge and 
prayfinge God. 
Andall che people ſawe him walteand B 

2ayfe God. And they Encwe him, F it was 
32 fat for almeſſe atthe bewt yfull ga 
te ofthe temple. And they were fylled with 
wondr ynge, and were aſtonn yed at that, 
which had happened vnto hĩ. But as chis 
halt whic was healed helde him to peter 


and Shon, all che people ranne vnto chent +Reca 
—— 
Act· .a 


in to thes porche, whic is called Salomõs, 
and wondred. 
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Oban peter fawe that, be anfivered vit 
to the people:me men of Iſtael nohy mar- 
wayle ye at this, oz why loke ye ſo at vs, as 
though we by oure awne porver or deferuyrt 
Se, bad madethis man to walke? Che God 
Of Abra ham and of Iſaac, and of Jacob, ¥ 
Gor of oure fathers hath glozifyed bis hil 
De Jeſus,* whom ye delynered and denyed 
in the preſencẽ of Pilate, whan be bad ind- 
ged bim co be lowjed. But ye denyed the ho- 
Ly and iuſt, and deſyred the murthurer to be 
€ gener you, but ye flewe the prynce of life, 
whom God bath rayfed from the deed, of 
the which we are witneffes. And thoro w ¥ 
faith in bis name, bach be confirmed bis na 
me vpon this man, whom ye feandEnowe: 
and faith thorow bim,bath geuẽ this man 
this heaith before youreeyes. 

Low deare bretheẽ, FJ Enowe that ye ha 
he Done it · thorow ignozaunce, as dyd alfO 
yourerulers. But God, which by che mouth 
ofall bis prophetes bad ſhewed before, 7 
His Chrift [yulve faffie, hach fo fulf leo ic. 
Do penaunce now therfore and turne you, 
that youre ſynnes maye be done avayc, 
whan the tyme ofrefrefhinge [hal come be⸗ 
fore the preſence of che LORDE, and whan 
‘be ſhal ſende him, which now before is pret 
ched vnto you, euen Jeſus Chriſt: which 
muſt rece aue heauen vncyll thetymechat 
all chinges, which God bach ſpoben by the 
mouth of bis boly prophetes [ence ¥ woꝛl · 
De beganne, be reſtored agayne. 

D  Sorriojésfayde vnto y fachers: A pzo- 
Deutus-¢ phet fal the LORDE youre Gov rayje vp 
AR7€ one youseuen from ams ge youre brethren, 

Tite vnto me: bim fal ye beare, inall that 
be [hal faye vnto you. And it fhal cometo 
paffer what ſoule ſoeuer ſhal not hearecbefa 
me prophet, [hal be defEroyed from amonge 
the people.2tnd all the prophetes from Sa 
muel andebence forth as many as baue [po 
Eat, haue likewyſe tolde of theſe da yes. 

Re are che childzen of the prophetes and 
ofthe — which — —* end F 

a fathers, whan be faydevnto Abrahã: Tho- 
Cen tna FeO ee Mal olls cies oF¥ eave be Clef 
aMatioa feo.» Firſt onto youbath Godrayled vp bis 

chilve Jeſus T Fut bi vnto you,to bleſſe you 

Peneryone ſhulde turne frõ bis wickedneſſe. 
The Ill. Chapter. 

Vt as they ſpake to * people, there 

A B came vnto thẽ the preſtes and the ru 

lers of che tẽple, andthe Gaduces, 
whõ it greued F they caught the people, z 
preached th Helu F refisrreccion frd che deed 

and cheylayed bandes vpon them, and put 
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the in hoide tyll the morow: for ie was now 
euentyde. Howbeit many of thé which her- 
de the worde, belencd,and the nombre of * 
men was abonte fyue thoujande. 

And ic chaunced on F morow, that their 
rulers and Elders and ferybes(as Annas > 
hye preſt and Caipbas, and Ihon⁊ Alexan 
Der,and as many as were of the bye preſtes 
Eynred ) gathered them felues together at 
Jeruſalem, and fee them before them, and 
ared them:By what auctorite, Oz in what 
name bauc yedone this? 

Peter full of che holy gooff, fayde vnto 
t hem: Ne rulers of the people, and ye Elders 
of Iſtael, RF we chis daye beeramyned com 
cernynge this good dede vpon the ſicke ma, 
by what meanes be is made whole, be it 
Enorne then vnto you and co all the people 
Of Aael · that in * name of Jeſus Chriſt 
of Aazareth, whom ye erucifled whõ God 
bath rayſed vp from the deed, ſtsdeth this 
man bere before you whole. This is the ſto Pra 
nerefixed of you bnylders, which is become Me 
the heave comer ftone,necheris there falua- ™ 
cion tn eny ot her: · Ner yet alſo is there ge- diat. ne 
RE vnto mẽ eny other name, wherin we muſt Phile-a 
sag er beboloneffe % 

ey fawethe boloneffe of peter ⁊ Ihon 

ano marucyled, for chey were — 
re vnlerned men and laye people. And they 
Enewe thé alſo, that they were ch Jeſu. As 
forthe man § wasmave whole, they fawe 
bi fFddinge by ché,z couldenot ſa ye aga ynſt 
it. Then comaundedthey thé to ſtsde aſyde 
out of * councell,zcOmened amodge thé el- 
26,7 fade: * What [hal wedoto chefemiz 
for amanyfeft cofenis done by chem,and is 
opeitly Enorone vnto thẽ that dwell at Jeru 
falens, and we can not denye it. But thãt it 
breake out no farther amðge the people, lee 
‘vs threaté chem earnefily,that hence forth 
they [peate of this name unto noman. 

And they called ehenz, and cOmaunded 
thé, that ineny wyfe they ſhulde not fpeate 
ner seacheinthenante of Jeſu. Dut pecerz 
Thon anfivered,and feyde vnto che: judge 
ye youre felucs, whetherit be right before 
Gor, that we fhulde bemsozc obedient vnto 
you, chen vito God. We cait not chofé, but 
ſpeake that we haue fene z herde. But they 
threatened them.and let chem go, and fourt 
de notbinge bow to punyſhe thens becanfe 
of ¥ people: forthey all prayed God becau 
feof that,* which was done. For the man, a&z.a 
vpon whom this roten of health was done, 
was aboue fourtye yeare oide. 

And whan they were lee go,they came to C 
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their folowes, and tolde them what ¥ bye 

pꝛeſtes and Elders fayde vnto them. Whã 

they herde that, they iifte vp their voycerd 

one acorde vnto God, and fayde: LORDE, 
thouthat art the God which made heauen 
and earth, and che ſee, and allthat therin is 
chou that by the month of Dauid thy ſer· 
naũt haſt ſayde: Why do the Heythẽ rages 
and > people ymagin vayne thinges: The 

Eynges of the earthſtonde vp,and che pryn 

ces bane gathered them ſelues together a- 

gaynſt y LORDE, and agaynfé bis. Cheiſt. 

Of a cructh agaynſt thy boly childe Jeſus. 

whom thou baftanoynted, borh Herodez 

ontius pilate with rhe Heyrhen and peo- 
ple of Hfracl,baue gathered théfelues toge 
ther, todo what foener thy bande andtby 
councell determyned before to be Done. And 
nowL ORDE,bebolvecheir threatenynges, 
and graunte vnto thy ſeruauntes with all 
ſtedfaſt boldneſſe co fpeate thy worde: and 
ſtretch out chine bande, that bealingeand 
rokés and wonders maye be doneby the ns 
wie of thy holy childe Jeſus. 

DArnd whã they had prayed,theplacems 
ued where they were gathered cogecber, z 
they were all fyliedwich > holy gooft,z ſpa 
Ee the worde of Godboldly. The mulcicnde 
of chem that belencd,were of one hert and 
of onc foule. Alſo none of chem fayde of bis 
goodes, that they were bis arone, bur bad 
allebinges cõmen. And with greate power 
graue the Apoftles witneffe of the rejisrrec- 
cton of theL ORDE Jeſu, and greate grace 
wes with them all. Nether was there eny 
amonge them that lacked. For as many as 
were poffeffers of londes 92 boufes, ſolde thẽ 
and brought * money ofthe goodes that 
were olde, and layed it at the Apoftles fete. 
And diftribucion was made onto cuery ms, 
acozdinge as he bad neve, 

Joſes which was alfo called of ¥ Apoſt⸗ 
les Barnabas (that is to faye,the ſonne of 
conſolacion) a Leuite ofthe countre of Cy⸗ 
pers, had londe, and ſolde it, z brought the 
money, andlayed it atthe Apoſtles fete. 

The Vv. Chapter. 

a Wee cercayne man named Ananias 
with Sapbira bis wife, ſolde bis 
poffeffior,and Eepte awaye parte of 

the money (bis wife Enowinge of it) and 
broughte one parce, zlayedic at che Apoſt · 
les fete. Sut peter fayde: Ananias, Pber- 
fore bath Satban’ filled thine bert, that 
thou ſhuldeſt lye unto the boly gooſt, and 
withdrawe awaye parte of the money of 
rhe lyuelod: Mighteſt thou not haue kepte 


of che Apoſtles. 

it, whan thou haddeſt it? And whan it was 
folve,the money was alſo in thy power: 
Why bafEchou then conce aued this thinge 
in thine hert? Thou haſt not lyed vnto mẽ. 
but vnts God. Whan Ananias herde chee 
swordes, be fell downe, z gaue vp the gooſt. 
And chere came a greate feare vponallehe 
that berde of chis. Che yonge menrofevp, 
and put bin afyde,and carted bins ont, and 
buried him. 

And it fortuned as it were aboute y ſpa p=] 
ce of thie hourcs after, bis wife came in, and 
Enewe notwhat was done. Hut peter an⸗ 
froered vnto ber. Tell me, folve ye che londe 
for ſomoch? She fayde:Nec, for jd moch. Pe 
ter ſayde vnto ber: Why haue ye agreed to· 
gecher,totemptethefprere ofthe LORDE? 
Debolde,the fete of thẽ whic) hauc buried 
thy huß bande, are at the doze, z fal carye 
the one. And immediatiy fhe fell downe at 
Dis fete,and gaue vp the gooft. Then came 
in the yonge ness, and founde ber decd, and 
caried ber out, and buried ber by bir hußbã 
de. Andebere came a greace feare over the 
whole congregacion, and oner all thẽ that 
herde it. 

Many tokens and wonders were done 
amonge the people by the hãdes of the A⸗ 
pofiles(and they were alltogerber with one 


acorde in» Salomons porche: but of ocber pregon 
theredurftno man ioyne bim felf vnto thé, fob to.< 
neuertheles the people belde mod of chens. Adane 


The mulcicude ofthe men and wemen thac 
beleucdintheL OR DE, grewe more and mo⸗ 
re ) In fo mod) that they brought our the 
ſycke in to the ſtretes, andlaycdthem vpon 
beddes and barouwes, that at the ieeſt waye 
the ſhadowe of peter (whan he came by) 
might seaplane fome of thẽ. There ca- 
me many alfoout of ¥ cities rounde abonte 
vnto Jeruſalem, and brought the ſicke and 
the that were vered with vncleane ſpretes, 
and they were healed euery one. 
But the bye pꝛeſt roſe vp,andall they * C 


were with him, wohich is the ſecte of the Sa⸗ Ataa 


duces, and were full of indignacion, Tlayed 
handes on the Apoſtles, aud put them in 
the comon preſon. Sut the angell of ¥ LOR 


DEby night opened che pzeforr dores and Ab 


bronght thé ouc,andfayde:Go youre waye 
and féeppe vp, and fpeate in the temple to 
the peopleall the wordes of this life. Whan 
they berdethat,theyentred in to the temple 
early in the mornynge:and taughe. 

But the hye preſt came, and chey ? were 
with bint, and called che counẽeil toget her. 
⁊ all y Elvers of thechildien of Iſraͤel, and 
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fent tothe pꝛeſon to fer chem. The myniſters 
came and founde them not in the pzefon, ca 
meagayne, andtolde, andfayde: The pre- 
ſon founde we ſhut with all diligence, and 
thekepers ſtondinge without beforecbedo 
res:but whã we bad opened, we founde no- 
man therin. Whan the bye pꝛreſt and the rz 
fers of the temple and the orber bye preſtes 

Herde thee wordes, they douted of chen, 

wher vnto this wolde growe. 

D Then came there one, which tolde them: 
Be holde, the men chat ye put ĩn pzefort,are 
in the temple, ſtondinge and teachinge the 
people. Then wete $ rulers with their my⸗ 
niſters, and fetched them without violence: 
* foz they feared the people, leſt they ſyulde 
bane bene ffoned. And whan they bad 
brought chem,they ſet thẽ befoze the coun- 
cell. And the hye prefEaredthem,andfayde: 
Dyd noe we *comaunde you feracely, thac 
ye ſhulde not teache ist this name. And be- 
Holve, ye haue fylled Jeruſalem with youre 
Doctryne,and ye intẽde to brynge this mans 
bloude vpon vs. 

Bue peter and che Apoſtles anfivered, 
and ſa yde: We onght moze co obeye God 
thenimen. Che God of oure fathers harh 
ra yſed vp Jeſus, whs ye ſlewe, and banged 
on tre. Him bach the righte hande of God 
eraleed,to bea prynce and Sauioure, to ge- 
be repentaunce and forgeueneffe of ſynnes 
vnto Iſrael. And we are bis recordes of 
theſe wordes, and the holy gooft, wh God 
bath geuen vnto thẽ thacobeye him. Whã 
they berdechat,it wente thorow the hertes 
of them, and they thoughte to ſlaye them. 

E CThen ſtode there vpin * councell a pha 
A&ara ryſe, named Gamaliella ſeribe had in greate 
reputacton before all $ people and bad put 
the Apoſtles aſyde a litle, and ſayde vnto 
them: Re men of Iſrael, take hede to youre 
flues, what ye do as tonchingethefe men. 
Before theſe dayes rofe yp one Theudas, 
booftinge bimfelf. (And chere cleued vnto 
him a nobre of mẽ, aboute a foure hundzeth) 
which was (layne, and all they enclyncð 
vnto bim, were ſcatred abrode,andb:onghe 
to naught. After this ſtode vp Judas of Sa 
lile in * dayes of trybute, and drewe awaye 
moch people after bim, z he alſo periſhed = 
all cheytbatenclyned vnto bim,are ſcatred 
abrode. And now J faye vito you:refrayne 
yo ſelues frd theſe mess, and let thẽ go. · RF 
thts councell or worke be of mẽ, it wil come 
to naught: but yf it be of God, ye are noe 
able to deſtroye it, leſt ye be founde to be the 
men, that vil firyue agaynft God. Ther 
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they agreed vnto bins, and called the A⸗ 
poftles, and bee them, and commaunded 
them, that they ſhulde fpeate notbinge in 
tbenante of Jeſu, and lec chem go. 

Buc they departed from the prefence of 
the councell,reioyfinge,that they were wor- Matsa 
thy to firffre rebute foz bis names ſake. And 
Daylicin thetempleandinenery houſe they 
ceaffed not, to teache and to preache the 
Gofpell of Fefus Chrife. 


Che Vi. Chapter. 
J 


Li chofe dayes whan the nombre of A 
che difciples increafed, there arofe & 

grudge amdge the Grekes agaynſt 
the Sebrues, becanfé their wyddowes we- 
re not loked vponin the daylic handreachin 
ge. Then the ewolve called che multitude 
Of che difciples together, and fayde: It is 
noc mete chat we ſhulde leaue the worde 
Of Gov, and to ſerue atthe tables. Wher fo⸗ 
re brethren, loke ont amonge you ſeuẽ mest, 
«that aveofbonefterepozte,and full ofebe -Tims.b 
holy gooſt and wyfdome, whom wemaye 
appoynteto this nede full bufynes. But we 
wil geue oure flues onto prayer, and to the 
mymſtracion ofthe worde of God. And the 
fayenge pleafed the whole multitude. Ano 
they chofeSteuen, a man full of fayth and 
ofthe boly gooſt, and pbilippe, ANd Proco 
rus, and Nicanor, and Chinton,and Parme 
nas, and Nicolas the profelite of Anciodye. 
*Thefethey fet before ¥ Apoftles,andebey dua⸗ a 
prayed, and layed their handes vpon them. Atud 
And the worde of God increafev, and ehe &T 
nombre of the difciples multiplied greatly * 
at Icruſelem. And there were many prefees 
alfo obedient vnto the fayth. 

Steuen fullof faith and power dyd won 
ders and greatetokens amonge the people. 
Then aroſe there certayne of the fynagoge, 
which is called (chefynagoge)of yy Liberty 
nes, of the Cyzenites,and of the Alexadet 
nes and of thé pwere of Celicia and Afia,z 
dDifputed with Stenz,« and they coulde noe Lucan 
reſiſte the wyfdomeand the fprete, out of 
the which be pate. Then fent they in cer- 
taynemen, that fayde: We bane berde bim Macas€ 
fpeate blaſphemoůs worbdes agaynft mo⸗ 
fes, and agaynſt God. And they moncd ehe 
people,and che Elders and ths ferybes, and 
cante vpon bin, z caught him, anð brought 
bine before the councell, and fee falſe wit- 
neffes there, which fayde: This man ceaſ⸗ 
feel not to fpeate biaſphemous wordes 
agaynft this boly place and chelawe. Foz 
we berde bint faye: Zeſus of Nazareth 
ſhail deſtroye shis place, and chaunge the 
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ordinaunces whidy Moſes gane vs. Bnd all 
they that fat in the conncell,lofed vps him 

and fare bis face as the face ofanangell. 

The VI. Chapter, 
a ben ſayde the bye preſt: Is it euẽ ſo? 
* He ſayde: Deare brethren and fa- 
thers, berEen to, Che God of glerye 
appeared vnto o father Abrahã, whyle he 
svas yet in Meſopotamia, beforebe dwelt 
in Saran,and ſa yde vito bim:Get F ourof 
thy coũtre, and fro chy kynred, and come is 
to a londe which F wil fhewe * Thẽ wen⸗ 
Gennd cebe out of the lande of the Caldees, and 
¥Censa.a dwelt in Haran. · And from thece, what bis 
father was deed, be broughr bim ouer into 
thislonde( where ye dwell now ) andgaue 
bimno enberitatice cherin,no noc bredth 
Of a fore:and promyfed bim,tbhat he wolde 
Gen.d geue it him to peffeffe, and to bis ſede after 
him whan as yet he had no childe. 

But thus fayde God vnto him: Thy fede 
fhalbe a firaunger in a firaungelonde, and 
they [hal mate bonde men of chem, and in ⸗ 
treate thẽ euell foure bundreth yeares : and 
> people whom they fal ferue, wil Find- 
Sefayde God. Andafeer that fhal they so 
forth, and ſerue me in this place.Andbhe ge 
Gen.7-b yebim the conenaiit of cir ciicifion. 2nd be 
Groce begat Iſaac, and circũciſed him the cighe 
nGen.zg£ daye And [sac begat Jacob rand Jacob 

begat the twolue patriartes. 

b nd che Patriarkes had indignacion at 
Gensze FJofeph,and ſolde hĩ in to Egipte. And God 
Sapiee Das wich him, and delyuered him out of all 

his troubles, and gaue him fauoure ãd wyf- 
vomeĩ the ſight ofpbarac kynge of Egip 
Gen.41£ ¢e* which made huͤn prynce ouer Egipte 
and ouer all bis houſe. 
Geng.g ¶ But there came a derth ouer all the londe 
andgsa of Egipte andCancan, anda greace trou⸗ 
ble,and ourc fathers founde no fuftenaunce. 
Bue Jacob herde that there was come in 
E gipte, andfent oure fathers out che firſt 
Gen4s.a tyme.+ And at the feconde tyne was Jo- 
fepb Enowne of bis bꝛethren, and Joſephs 
Eynred was made Enowne vnto Pharac. 
Due Yofeph fent out, and cauſed bis facber 
and all bis kynred to be broughte, euẽ thre 
Gen.4s:2 feore and fyftene ſoules. And Jacob wence 
Faet2 f, Downcin co Egipte, and dyed, both beand 
lofuesg£ Our fathers *and were bzought ouer onto 
Sichẽ and layed inthe fepulcre, that Abra- 
Gensrd Ham bougbee for money of the childꝛen of 
Hemorar Sichem. 
C Llownbéa che tyme ofthe pzomes drue 
Exods.a mye (which Godbad ſworne vnto Ahaha) 
Plalioe-® she people grewe anv multiplied in Egipte, 
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tyll there rofe another Eynge, whidy Enewe 
not of Zoſeph. The fame dealte ſuttely w 
oureEynred,andintreatedoure fathers euell 
and made themto caſt out the yonge chil- 
dren, that chey ſhulde not remayne alyne. 

Aeehe ſame tyme was Moſes borne, and kxoda a 
was a proper childe before God, and was 
noriſhed thie monethes in bis fathers bou- 
fe. Buc whan be was café out, Pharaos 
Doughter cote bins vp, and noriſhed bine 
vp fez bir ane fonne. And Moſes was 
learned in all maner wyßdome of the Egip 
cians, and was mightie in dedes ⁊ wordes. 

But whan he was fourtye yeare olde, te 
came it to bis mynde to vyſet bis bret hren 
the children of Iſtael. And whan be fawe 
one ofthem fisffre wrõge, be helped him, and 
delyuered him, that had the harme Done vn 
to bint, and flewe the Egipcian. But be 
thoughte that bis bret hren ſyulde haue vn⸗ 
derſtonde, bor that God by bis bande ſhul 
de fauc thé, bowbeit they vnderſtode it not. 

2nd onehenerte daye he fhewed himſelf D 
vnto them asthey firouctogetber,andivol 
de baue fee them at one agayne, and fayde: 
Syrs, ye are bꝛrethꝛen, why burte ye oneang 
ther But he that dyd bis neghboure wion- 
ge, theuſt him awaye, and fayde: Whoma · Exod.s.b 
de the a ruler and iudge onervs7Wiltthow 
ſlaye me alſo as — the Egipcian 
vyeſterda ye? But Moſes fled at that ſayen · 
Ge,and was a ſtraunger in the lande of tite 
Dian, where he begat two ſonnes. 

And after fourtye yeares, the angell of y Fxods.2 
LORDE appeared vito bim vpon mount 
Sina, in a flamme of fyre in a buß he. Whã 
Moſes fawe it, he wondred at the fighte. 
But as he dine nye to beholde, F voyce of ¥ 
LORDE came vnto bim: J am the God of 
thy fathers, the God of Abraham, andche 
Sod of Nac and the Gov of Jacob. How 
beit Moſes trẽbled, and durſt noc beholde. 
But FLORDE faydevnto bi:* Put of thy loſue⸗.a 
flues from thy fete, for ¥ place where chou 
flondefi,is an holy grounde. J baue well ſe⸗ 
nethetrouble of my people in Egipte, and 
bane berde their gronynge, and amt come 
Downe to delyuer them. And now come, F 
wil fende the in to Egipte. 

This Moſes whom ebey refufed,andfay E 
de:Who made y aruler and iudge ouer vs? Exodab 
bins had God fent to be a rulerz delyuerer 
bythebanve of the angel, chatappearcd 
vnto him in the bußhe. Che fame bioughre 
them out, and dyd wonders and tokens in 
Egupte, and in the reedſee, and in ¥ wylder- 
neſſe fourt ye yeares. This is that Maoſes. 
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Deutus.¢ whidy faydeuntoebe children of Iſtael: A 
A534 prophet [hal theL ORDE youre Godrayle 

‘Dp vnto you even from amonge youre bie 

thren, like unto me.imfhal yebeare. Chis 
Exoi9a is be, that was in the congregacion in the 
Gals wylderneſſe with the angell, whidy calted 
with bim, ops mount Sina, and with oure 
fathers.Chisman receaued the worde of li- 
fe to gene unto vs, unto whem oure fathers 
wolde not beobediér, but theuſt him fro che, 
and in their hertes turned backe aga yne in 
to Egipte, and ſayde vnto Aaron: Mate vs 
goddes to go before vs, for we can not tell 
what is become of this Noſes, j brough⸗ 
tevs ont of the lande of Egipte. And the: 
made a calfe atthe ſame tyme, and offred 2 
crifice onto the ymage, and reioyſed in the 
workes of their awne handes. 

Buc God curnedbimfelfe,z « ganethent 
vp, ſo that they worſhipped the boofte of 
beané,as itis wrytten in the boke ofcbepzo 
Amoss.d phetes:*D ye houſe of Iſtael. gaue ye me ſa 
teers  crifices and catel thoſe fortye yeares in the 

wylderneſſe: And yetoke vnto you ¥ taber- 
nacle of Moloch, and the ſtarre of youre 
god Remphan, ymages which ye youre fel- 
hes made to worſhippe thẽ. And J wil café 

‘you out beyonde Babilon. 
§ ure farhers had checabernacle ofwit- 
neffe in ¥ wylderneffe, ite as be appoynted 
Bxoasd them, * whan be fpate vnto Moſes,that be 
Heb. Misloemate it(acordinge to the patrone, > 
e had fene.) which oure fatbers alfo recea- 
ued, and brought it with Joſue in to the lon 
lolita derhat the Hoyche bad it poffefhion, whom 
God dzoue out before the face of oure fa- 
thers, vnt yll the tyme of Danid, which foun 
de fauoure with God, and deſyred that be 
might fynde a tabernacle foz the God of 

jacob. 

Buc Salomon buylte hian houſe. How⸗ 
beit ¥ Hyeſt ofall droellet h not in temples 
that are made with handes: As he ſa yeth 
Elacc.a bythe prophete: Heauẽ is my ſeate and che 
earth ismy fote ſtole. What houſe chen wil 
ye buylde unco mez fayethebe LORDE: Oz 
which is the place of my refé7 Hath noc my 
hande made alltbefecbingess ⸗· 

Me ſtyffnecked ⁊ of vncircumcyſed hertes 
andeares,ye allivayerefifte the holy gooſt: 
ut as yd farbers dyd, ſo do ye alld. Which 
ofthe propbetes bane not y6 fathers perſe 
cuted? 2nd they flewe thé, wohich colde be- 
foze ofthe cõmynge of F righteous, whofe 
traytours and murtburers ye are nore beco 
A&z-b me.ye receaned the lawe bythe myniftract 
*atisb on ofangels, «and bane noc kepte it. 
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Wan they herde this, it wentethozorw 
¥ bertes of the,andthey gnaß hed bt bins 
with their cethe. Bur be beynge full of the 
Holy gooſt. loked vp rowarde beanen,* and Macis.c 
fare the glozye of God, and Jeſus frovinge 
onthe righte bande of Gov, andfayde: Be 
holde. Iſe the heavens open and the ſonne 
of mã ſtondinge on ¥ righte honde of God, 
Dur they cried out wich a loude voyce, z+ Plalyz.a 
ſtopped their eares,and rane violently vpon 
him allat once,andebzuft bim out of the ct- 
te, and fEoned bim. + And ¥ witneffes layed adarb 
Downe their clothes at the fere of a yonge 
man, which was called Saul. And they fto- 
ned Steuen, which cryed,z fayde: LORDE 
Fefis,receane myſprete. And be Eneleddow- 
Ne,z cried witha louve voyce:LORDELaye Luci. 
not t his fynneto their charge. And wha be 
had thus fpoten,be fell a flepe. 
The Vl. Chapter. 
Aul hadpleafurein his death. At ¥ W 
fame tyme there was a greate perfe- 
cucion ouer the congregacion at Je 
ruſalẽ. And they were all (catered abrodein 
the regions of Jewrye z Samaria, excepte 
the Apoftles . As for Steven, men F feared 
God diefjed hint, and mave greacelamenca 
ction ouer him. Sut Gaulmade hauocke of ad 
the congregacion, entred in toenery boule, 
and drue out men z wemen, z delyuered thE Gal 
to preſon. Chey now p were (catered abrode 
wẽte aboute z preadjed the worde. Thẽ cae 
me pbilippe in co a cite of Samaria, and 
preached Chriſt onto chem, Andthe people 
gaue hede with one acorde vnto > thinges 
that pbilip (pate, bearingebim,and feynge 
thetotts that he dyd. For the vncleane fpze 
tes cryed loude and departed out of many > 
ere poſſeſſed. And many that were ſicke of 
the palſie and lame, were healed, And there 
was Greate io ye inthe ſame cite. 
Due a foꝛe there wasin * ſame cite acer 
tayne mG, called Simon, which vſed witche 
craft, and bewitched > people of Samaria, 
fayenge, that be was a man which conlbe 
do greate thinges. Andthey all regarded 
dim fromebe leeſt unto $ greateft,zfayde: 
This is che power of Gov whichis greate, 
Dut chey regarded binr,becaufechat ofion 
getyme he had bewitched them with bis foz 
cery. Howbeit whanthey beleued philips B 
preachinge of F Eyngdeme of God, and of 
thename of Jeſu Chriſt they were — 
bothmẽ ⁊ wemẽ. Then Symon bimelf bele 
ned alfo,and was bapt yſed, and cleued vnto 
Philippe. And whã he ſawe the dedes and 
toFenstbat were Done, —— 
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Wyhan the Apoftles which were at Jeru 
falem,berdechat Samaria had receaued > 
Vorde of Sod theyſent vnto the peter and 
hon. Which,rwha they were come,pzayed 
For che, cheymight receaue the holy gooſt. 
For as yet he was come vpon none oft hem 
but they were baptyed onely inthe name of 

AANA Chrifé Jefir.* Thenlayed chey their haves 
— oncberm, and they receancdthe holy gooft. 
ands.c But whan Simon ſawe that by chelay 
s-Tims-b enge onof the Apoftles haves holy gooſt 
was geuen,be offred che moncy, andfayde: 
Gene me alfo chis power, that, on whomſoe 
ner FJ putebe boves, he maye rece aue thebo 
ly goof. Hoͤn beit peter ſa yde vnto bim:pe 
Matuea rife chon with thy money, * becaufe thou 
thinkeft chat > gifte of Sod maye be optay 
ned with money. Chou [hale haue necher 
parte ner felaſhipe in chis worde. for y bert 
snot righte before God. Repente therfore 
Ofthis F wickcdneffe,and pzaye vntd God, 
yf bapply the chougbt of chy bere maye be 
fornene *. For J fe, thou art full of bytter 
gall, andiwzappedin & vnrighteoufneſſe· 
CCThen anſwered Sinson,zfeyder« Praye 
tiu ai. b ye vnto the ORDE forme, y none of theſe 
thinges wherof ye bauc fpoten,come vpon 
me And they, wha they bad teſtified and ſpo 
kẽ the wordeof theLORDE,turnedagayne 
£9 Jeruſalem, and preached the Goſpeli in 
many tornes ofthe Samaritanes. 

Dut the angell oftheLOR DE fpakevn- 
to philippe, and ſa yde: Ar yſe ⁊ gotorwar- 
de the Gouth, onto the waye that goeth 
Dorene from Terufalem onto Gaze, which 
is Deferte. And he roe, and wente on. And 
bebolde,a mã oft he Moꝛians [Sde(a cham⸗ 
berlayne and of auctorite with Candace y 
quene of the onde of the Morians) which 
bad che rule of all bir treafaries, ¥ fame ca- 
meto Ferufelé to worſhipe. 2nd returned 
homeagayne,and face vpon bis charet,and 
redebe prophet Efay. 

The pute fayde onto philippe: Bo nea- 
re, and io yne thy felfe to yonder charet. THE 
ranne philippe vnto bins, and herde bins 
rede the Probes fay, andfayde: Onder- 
SSdefé thou what thou readeſt ? He ſayde: 
How can J. excepte ſome mã enfourme mes 

D And he deſyred philippe, that be wolde 
come vp, and ſyt with bim. The tenure of 
the feripture which be red, was this: + he 
was led as a ſhepe to be flayne, and as a 
lambe voyceleffe before bis fherer, fo ope- 
ned be not bis mouth. In his bumbleneffe 
Is bis indgment exalted. Who ſhal declare 
bie gencracion + fexbis lifers catenawaye 
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from thecarth. Ther anſwered che cham · 
berlayne vnto philippe, and ſayde: J pzaye 
the, of whom fpeatech che prophet thisvof 
bimfelfe,o2 of ſome other man? 

Philippe opened bis mouth, and began · 
tte ac this ſeripture and preached him che 
Gofpell of Fafa 2h as they wẽte on theit 
waye, the ycame to a water. And the came 
berlayne fayde : Beholde, here is water, 
what byndereth me co be baptyſed? Philip⸗ 
pe ſayde: Rfthou belenc from chy whole ber 
te, chou mayeft. He anfivercd, and fayde: J 
beleue, that Jeſus Chriſt is the ſonne of 
God. And be commaunded co holve fEyll 
the charet, and they wente Downe in to the 
water, both philippe and the hamberlaye 
ne. And be bapry|cd him. But wbanchey 
were conse vp ont of che water, the ſprete of 
the LORDE tobe philippe awaye. Andthe 
Chamberlayne ſawe him nomoze.But be 
wente on bis waye retoyfinge.2ts for philip 
pe, be was foundeat Aßdod, and walted 
abonte,and pene theGofpell onco all 
the cities, tyll became to Ceſarea. 

The lx. Chapter. 
GY Aul was yet breathinge out threat W 
nynges and ſlaughter agayn{t the tas 
Gab 


c diftiples of theL ORDE. And wen · 
tevnto ¥ byc preſte, and defyzed of him Ice- 
tersto Damafcon vnto the ſyna goges, that 
yf be foũde eny of this waye(whetber they 
were men or wemen) he mighte brynge cthẽ 
bounde vnto Jeruſalem. And as he was 
goinge on his tourney, it fortuned, that he 
came nye vnto Damaſes, and fovenlychere 
Phyncd rounde aboute bi a light frõ heauẽ. 
and be fell cocbeearth, and berdea voyce, 
which fayde visto him: Saul Gaul +wby 4Re19.d 
perſecuteſt thou me: He fayde:LORDE, who 24° nee 
are thou7T he LORDE fayde:3 am Jeſus, “** 
whõ thon perfecuteft. It ſhalbẽ hardẽ for ¥ 
tor ycke agaynft the prycke. And he both 
tremblinge and aftonnyed, ſayde LO RDE 
* what wilt chou chat FJ fpaloo;TheLOR Ad-+8 
DE fayde vnto him: Aryſe, avd gointo the ands. 
fini there fal it be tolde the rbhac thou 

alt DO. 

As for y mechationrneyed h him they 
ſtode and were amaſed: for they herde a voy 
ce, but ſawe nomait. Saul rofe fromrbe 
earth,and whan be bad opencd bis eyes, ba 
farce noman. Picucrtheles shey cote bint 
by the honde, z broughte him to Damas: 
and be was thre dayes without fighre, and 
nether ate ner dzante, At Damafcon chere BW 
was a difciple named Ananias, and vnto 
bim fayde the LORDE ina viſion: Ananias 


Adare 
andaa.a 


Galuc 
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And be fayde: beholde, here am JLORDE, 
TbheLORDE fayde vntobins:Aryfe,and go 
Into the ſtrete which is called firaight, and 
are inthe houſe of Juda after one called 
Saul of+ Tharſis: for bebolde, be prayeth, z 
bath fene in a vifion a ma named Anamas 
<Smynge onto bins,zlayengethe have vpẽ 
bim, chat he mightereceane bis fighte. 

Ananias anfwered:L OR DE,3 bane her 
de by many of cbis mau, how moc euell be 
bath done tothy fayntes at YJerufalé. And 
bere bath be auctorite ofthe bye preftes, to 
byndeallebole } call vponthy name. The 
LORDE faybe vnto bim: Go thy waye,* 
for this manis « choſen veffell vnto me that 
he maye beare my name befoꝛe the Se then 
and beforeEynges,and before the children of 
Iſtael. J wil ſhewe him, how greate thin- 
Ses he muſt ſuffre for my names fate. 

And Ananias wente bis waye,andcame 


Fis into che boufe, andlayed che handes vpon 


bins,and fayde:Brorber Saul,theLORDE 
sobich appeared onto ¥ inthe wayeas thou 
cameft, —— ſent methat t hou mighteſt re 
ceaue thy ſight. and be fylled with ebe boly 
Goof. And immediatly chere fell from bis 
eyes as it bad bene ſcales, and be receaued 
bis ſighte, and rofé, and was baptyfeo, and 
Gok meate, and was conforted. 

Then was Seula cercayne dayes with 
the difciples that were at Damafcon. 2nd 
ſtraight waye be preached Chriſt in the fy- 
nagoges,bow that be was y ſonne of God. 
But all chey that herde him, were amafed, 
and {ayer Jo not this be, which at Jeruſa 
lem fpoyled all chofe that called on bis na- 
me? andcamebitberto theintent thatbe 
[hulve beynge them bounde vito the bye 
preftes? Bus Saul increaſed in firength,z 
SSfounded } Fewes which owelt at Damaf 
con, and affirmed chis was very Chrift. 

And after many dayes the Je wes helde 
a councell toget her to kyll him But it was 
tolve Saul, that theylayed wayte for him. 


eCor.n.d And they wayted at F gates Saye znight, 
xlofu.s.c that they might Eyll bim, * Then the difci- 
aReigc plestote bin by nighte,zput him thorow 


Gala.b 


the wall, andlet him downe in a baſlrett. 
Sut whan Saul came to Ferufalem, be 
affayedto —* himſelf to ¥ difciples.2ind 
they were all afraycd of bint, and beleued 
not, ỹ be was a difciple. Lt enerthelesBar- 
nabas cote bins,and broughte himto the A⸗ 
poftles, and tolde them bow be had ſene the 
LORDE intbe waye, and how be ſpake to 
bim, z bow he had done boldly at Dansaf- 
con in the name of Jeſu. And be was with 


of che Hpoftles, 20. tyr. 


them and wente ont andin at Jeruſalẽ and 
quyte bim felfe bolbly in ¥ nameof ¥ LOR- 
DE Ff.He [pate alfo,anddifputed with ¥ 
Gretes. Dut theywete abonte co flaye hint. 


Whan the brethien Enewe F, chey brought acaab 


him to Cefarea,and fent him forth to Thar- 
fis.So the congregacions bad reſt thorow 
out all Jewry, and Galile, and Samaria, z 
wereedified, and waléed in the feare of the 
LORDE, and were fylled with the comfor- 
teofthe boly gooſt. 

Bedaunced that as peter walted tho- @ 
row all quarters, be came alſo unto > fay 
tes which dwelt at 2 yoda.Chere founde be 
amannamed Eneas, which had lyen vpon 
Dis bedd cight yearesficFe of F palfye.2ind 
Peter fayde vnto im: Eneas, Jeſus Cheiſt 
mate the whole, aryfé, and make thy beda 
for yỹ ſeif And be arofeimmediatly. And all 
they that dweit arZ yoda andat Garona, 
fawe bim,andenrned onto the LORDE, 

At Joppa there was a certa yne woman 
that was a diſcẽple, named Tabitha, wiich 
by interpretacion is called Dorcas: > fame 
was full of good woꝛkes andalmeffe dedes, 
whid Pye dyd. But it chamced atthe fame 
tyme, that ſhe was fice, and vyed. Thera 
waBbedebey ber, and layed her in a chã ber. 
Bute for ſoͤ mod) as Lydoa was nye vnto 
Dopps, and che vifciples herde that peter 
wasthere,they ſent two men onto hinn and 
defyred bins, $ be wolde tate it for no grefe 
to come vnto them. 

Peterrofe,andcamewith che. And whe g 
be was come, they broughte bin in tothe 
chamber,andall the wyddowes ſtode roun- 
Deabonte bim, wepynge, and fhewed bing 
thecotes and garmétes, which Dorcas mar 
dewbyle fhe was with them. Andwhs pe 
ter bad puc themall forth, betneled borne, 
made bis prayer, and turned bim wntothe 
body, and fayde:Cabitha,ryfe vp. And ſhe 


Zened bireyes:and whan ſhe ſawe peter + Some 

reader 
Sbe ſat 
»p 


Whe fac birdorone aga yne. But be gave ber 
the bane, and lifee ber vp, and Sis the 
fayntes and the wedowes, and ſhewed ber 
tbere alyue. Und it was Enowne thororw 


out all Joppa,zmany beleucd on ¥ LORDE- 
And it fortuned, F be tarieda loge feafon at 
Toppa by one Sims, whidy was a tanner. 
The X. Chapter. 

Here was amanatCefarea, named A 
coe Comelins(a captayneof > cOpany, 

whichis called ? Italian yſh)a de⸗ 
noute man,z one that feared God vb all his 
boule,z gaue moch almeffeto * people,and 
payed Gor allwaye. The — ine 
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viſion openly (aboute the nyenth houre of 
the daye ) an angell of God encringe ie 
bim, and fayenge vnto bim: Comelins. be 
[oEed vpon bins, and was afrayed,and ſay⸗ 

Eccl sab De:LORDE,whatis it? He ſayde vnto him: 
Thyprayers ẽ thine allmeſſes are come vp 

into temebrauncẽ before Sod. And now fers 
be ment vnto Joppa, ẽ call for: Sims, whofe 
fymamcis peter, which is at lodginge with 
one Symon a tanner. whofe houſe lyeth by 
J Re ſyde he ſhal teli * what thou oughteſt 
£0 d9. And whã the angeil which ſpake to 
Comelins, was departed, be called two of 
bis houſhoide fernauntes ,z a deuoute fou- 
dyer,ofehe that wayted vpon him:and col 
de them all.andfent thé co Joppa. 

On che nertedaye afcer whan theſe were 
goinge oncheiriourney,and came nye vite 

Read the cite,peter*wentevp in to a cham ber to 

— SB prayeaboute che firce boure. And whan be 

“owas bogrie, he wolde haue eatẽ. But whyle 

they made ready ſor bin, be fell into a traun 

B ce,andfawe heauẽ open, and a veſſellessm yn 

tye Downe ynito him as it had bene a greate 

iynné clothe,Enyce at the foure corners, and 

was let downe to > earth, wherin were all 

maner of foure fored beeſtes ofcbeearth,z 

wyide beeſtes, and wormes, and foules of 

the ayze. And there came a voyce vnto bins: 

Ryfe peter, flaye, z eate. Buc peter fayde: 

Levien.a Ob no, LORDE, * for newer ate eny com⸗ 

Deutrz.a men oz vncleane thingẽ And the voyce (pa- 

«Mar ish ke vnto bim agayne ¥ fecdde ———— 

Roiz.b God hach clenjed, ᷣ mate nocthou vnclea· 

n+ ne. This was done ehryfe.2hrd ¥ veffell was 
= receaued vp agayne in to heauen. 

Dut whyle peter was combꝛed in him 
felfe, what maner of vifion this ſhulde be 
swbich he had ſene, behoide, the men p were 
ſent from Cornelius enquered after Simos 
DHonfe, and ſtode before che dove, and called, 
and axed whether Simon (whofe ſymame 
was peter)werelodged there. Whyle peter 
was mufinge ofthe vifion, the fpzete ſayde 
onto bint: bebolde, themen fete the. Aryſe 
therfore,and get the done, 7 90 withthe, 
and doute not, for J haue ſent them. 

CThen wente peẽer downe to the ment, F 
were ſent vnto him from Cornelius, and fay 
de:lo, Aam be whem yefete: what is > cau 
fe,wher fore ye arecomesThey ſayde: Corne 
Tins che captayne, ¢ iuſt man and one that 
fearech Goo,and of goodreporte amdge all 
the people ofthe Jewes, was warned by ant 
Holy angell,co Ende forthe in to bis boule, 

Genss.a and to heare wordes ofthe. Chen called he 


seen eben and iodged rent 


of the Apoſtles. 


The nexte daye after wente peter forty 
with chem,and certayne brethren of Joppa 
bare bim company. And ? daye folowinge 
cametheyto Ceſarea. Cornelius wa yted for 
thẽ, and had called —— bis kynß folkes 
and fpeciall frendes. And as it chaunced * 
Peter came in Coꝛnelius mett bim, and fell 
Dorone at bis fete,z worfhipped bin. uc 
5 tote bins vp, and ſa yðe: · Ssonde vp, 444 


‘ams aman alfo.2indas be taléed xb bim, 22498 


feareth bim, and worketh rightconfies, is 
accepted vnto him. Re Enowe of ¥ pzeachin 
fe thatGodfenc wntothechilozen of Iſtael. 
preachinge thozow Jeſus Cheiſt ( which ts 
LORDE ouer all) which preachinge was 
publiſhed thozow out all 55— and bee matgb 
gane int Galite after ¥ baptyme that Ihon 
preached, bow God * anoynted thefame Je 61a 
jus of Nazareth with che holy gooſt and 

wh porwer, which wenteaboute,z dyd good. 

and bealed all thoſe that were oppzeffed of 

the denell, foz God was with him. And we 

are witneſſes of all chat be dyd in the londe 

of the Jewes,z at Ferufalem. Whom they 
flewe,and banged on tre. 

Hint Godrayfed vp on the thirde dvaye, H 
and caufed bim be openly fherved, not to all 
the people, but co $ chofen witneſſes of Gov 
enett vnto vs, which atez dronke with bim, 5, 
after be was tyfen yp from rhe deed - And 10! 


The Actes 


matas.c Be commannded vs to preach unto the peo- 
ple,and to teftifye,that itis he which is o2- 
deyned of Soda iudge of the lyuynge and of 
the deed. Of hint beare all che prophetes ¶ ſpeare, the holy gooſt fell vps chem, lite as adaa 
* ytneſſe that thorow his name all chey > wvponvs at y begynnynge.Chenthosghee 
Danis.d belene in him [hal receaue remyſſion of yn⸗ 7 vpon the worde of the L ORDE, bow be 
nes. Whyle peter was yet [peat ynge thee fayde:* Jhon bapty[ed with water, but ye 


of the Mpoftles. fio. lvij. 


foz Simon(ohofe ſyrname is peter) be ſhal 
tell ¥ wordes, wherby thou andall chy bow 


ſe fal be faned. Sue whan J beganneto 
Efa.gz.d 


Acted 


wordes the boly gooft fell ps all chẽ that 
herkened vnto the — the faithfull 
Of the circũciſion which came with Peter, 
were aſtonnyed, becanfe thatthe gifte of ¥ 
Doly goof was [hed oucalfo vponthe Hey- 
then. For they herde that they fpate with 
tunges,and magnified Gov. The anfiwered 
Peter Maye eny man forbydde water,thac 
thefe ſhulde not be baptyled, which bane re 
ceaucd the boly gooftas well as wey And 
be commaunded them to be bapt yſed in che 
name ofthe l ORBE. Thẽ prayed they him, 
that he wolde tary there certayne da yes. 
The X. Chapter. 
a Fr He Apoftles and the brethren that 
were in Jewrye, berde ſaye that the 
— Heythen alſo hadreceaued the wor⸗ 
De of God. And whan peter was come vp 
to Jeruſalem, they that were of the circũci 


Deut.2.a fion,chode with bins, and ſa yder · Thou wen 


tefEinco men that are vncircume yſed, and 
Haft caren with them. But perer beganne, 
anderpounded thethinge in order onto thé 
and ſayde: J was in ¥ cite of Joppa pzayé- 


Thalbe bapeyfed wich > holy goof. Goras A** 


mod) ther as God hath geuen chem lite 
giftes, as vnto vs, which beleneonthe LOR 
DE Fefiss Chrfé, who was Jt hat 3 ſhulde 
beable co wit hſtsde Goods Whan they ber 
de this, they helde their peace, and prayſed 
Gov, and fayde:Then hath Godalfo to the 
either graunted repentaunce vnto life. 

They chat were 
> trouble $ rofeaboute Steuen, walked on 
eueryfyde vnt yil Phenices, and Cipers, and 
Anciode,and ſpake che worde vnto noman 
but onely onto * Jeres. Neuertheles ſome 
ofthẽ were men of Cipers and Cyren which 
came to Antioche, and fpate alfo vnto the 
Grekes, z preached the Gofpell ofthe LOR 
DE Jeſu. And ¥ bande ofeheL OR DE was 
with thé.2ind a greate nombre belened, and 
turned vnto the LORDE. 

This tydinges of themcameto * eaves C 
ofthe cSgregacion at Jeruſalem. And they 
ſent Barnabas, that be ſhulde go vnto An- 
tioche. Which whan he was come thither,z 


ſcatred abrode thorow acea 


fawe the grace of God, he was glad, *and Add 


A&iob Jeandinatraunce Ffawes vifion,aveffell exorted them all, chat with purpofe of bert 
commynge Downe, as it had bene a greate they wolde contynueinehel ORDE,§o2 be 
lynnen clothe with foure comers,and let was a goodman, fall of the boly gooſt and 
downe from heauen. and came vnto me. In faith. And ebere was a greate mulciende of 
to the which J loked, and conſidered, and people added vnto the ORDE. But Bar⸗ 

(awe fonre forced beeſtes of thecarth,and nabas departed untoT harfus,to fete Gaul 

wylde beeſtes, and wormes, and foulesofthe ¶ And wha be bad foodebi, be brought bita 

ayre. And Jherde a voyce, which ſayde vn · ¶ Ant hioche. It daiiced, that awhole yeare 

to me: Ryle peter,flaye, zeate. But Ffay- they were there cõnerſaunte togecher in che 

de: Oh no, LORDE, for there nenerentred cOgregacid, taughte moch peopie ſo that 

eny comment oz vncleane chinge in tomy the diſciples at Antioche were firſt called 

month. Neuertheles the voyce anfivered Cheiſten. 

meagayne from beauen: What Godbath In thoſe dayes came there prophetes fis 

clenfid, that call not thou vncleane.Chis Ferufalem onto Antiochẽ. And onẽ ofthem 

was donethetymes,and all was talen vp ¶ Twhoſe nameras* Agabus )ſtode vp, and Agarb 

agayneinco beaver, Declared by the ſpꝛetẽ a greate derth, that 

And bebolde,immediatly ſtode there thꝛe Phulde come oner the whole compaffeofebe 

men before the dore ofthe houſe chat Jwas earthrwhich came to paffe under theEmpe 

in, ſent from Ceſarea vnto me Bůt the ſpꝛe· roure Claudius. But che diſiples cScluded 

te ſayde vnto me that I ſhulde go with che (every one acordinge to bis abylite)to ſen· ¶ Coriea 
Adios and doute not hinge. Thefé fire dret herẽ alſo der an handzeachinge vnto y brethren that s.Cor.c.a 


came with me, and we entred in to the mãs 


houſe. and ſent by the handes of Barnabas and 
B And be ſhewed vs, how he had ſene an Saul. 

angell ſtondinge in bis houſe, which ſayde The xi Chapter. ‘ 

vnto him: Senve men to Joppa, and call BA iq 


were in Jewryrwhicht hinge they alſo dyd, andy. 


ATA 


A&ab 


The Acces 


I TF the ſamet yme layed kynge Herose 
yf bandes vpon certayne of the congre 

Mat.4.¢ gacion to vere them. As for · James 
the brocher of Ihon him be flewe with the 
fiverde. And whan be fare that it pleaſed 
the Jewes, he proceaded farcher to tate pe 
ter alfo. But it was Eaſter. Stow whan be 
bad caten bim,be put him in preſon, and de/ 
Lynered him vnto foure quaternions of ſou⸗ 
dyers, to kepe bits: and thought after Eaſ 
ter to binge bins forth totbe people. And 
Peter was Eepte in thẽ pzefon · But prayer 
mwas made without ceaffinge ofthe congre 
gacton, vito God for hint. And whan ge- 
rove wolde baue broughte bint out vnto 
the people, in the fame nighte fleptepeter 
betwene two foudiers, bounde with two 
cheynes, And the Fepers before the dore kep 
te the pꝛeſon. 

BAnd beholde, the angell of the LORDE 
was there pꝛeſente, and a lighte ſhyned in 
the habitacion, and be finote — the 
fide, and waked him vp, and ſayde: Aryſe 
vp quyckly. And the cheynes fell of from bis 
hondes. And the angeil 8. vnto him: Gyr 
dethe,and put on thy ſhues. And he dyd ſo · 
And he ſayde vnto bins: Caſt thy mantle 
aboute the, and folorwe me .2ind be wente 
out, and folowed him, and wyſt nov, that it 
wastrneth that was done by ? angell,but 
thoughte be bad ſene a vifion. Neuerthe⸗ 
les they wentethorow the firſt and feconde 
oat, andcameto the yron gate, thacle- 
deth vnto the cite, whidy opened to thé by 
dis awne acorde. And they wente out,and 
paſſed thoꝛow one ſtrete, and immediatly 
tbe angeil departed from bins. 

C€ And whan peter was come to himfelf, 
peiryoettow 3 bnowe of a tructh, chat ¥ 

LORDEbathfent bis angell, and delyue- 

red me outof the honde of Herode and from 

all che waytinge for of the people of the 

Jewes. And as he confidered the chinge, 

He cameto the houſe of Marythe mocber 

of one Ihon (which after bis fyrnause was 

called arke) where many were gathered 
together,+and prayed. As peter knocked at 
the entry doze, there came forth a damfell 
£9 ber€en named Rhode . And whan fe 

Enewe Peters voyce, [he opened notehe en- 

trye for gladnes,bucranein,and tolde that 

Peter ſtoͤde before F entr ye· But they fayde 

conto ber: Thou art mad. Neuertheies fhe 

aboveby it,thatis was ſo. They ſa yderit is 
bis angell. But peter cont ynued knoͤckinge. 

Whan ehevopencd the dore t hey ſawe bim, 


Axn.b and were aſtonnyed· Rut he beckened vnto 


of che Apoſtles. 


them with the hande to holde their peace,z 
rolde them bow the LORDE had brou ghte 
him out ofthe pꝛeſon. And he ſayde:Shewe 
this vnto James, and to the brethrꝛen Ane 
he departed, and wẽte in to another place. 
Whan it was daye, there was not a litle D 
a doo amsge the foudyers, what was beco- 
me of Peter. Whan Herove hadcalled for 
bins, and founde bim not, be cauſed the ke⸗ 
pers to be cramyned,and conmmaunded che 
tobecaried awa ye, and be wente Downe frS 
Jewry vnto Cefares, and there above. Buc 
be was difpleafed with thé of Tyre and GE 
05. Neuercheles they came vnto bim with 
one accorde, and made interceſſion to Blaf- 
tus the Eynges chamberlaynte, and deſyred 
Pesce beeen. countre was — 
ythe kynges donde. But vpon a daye ap · 
poynted, Herode put on ? Eyngly appareil. 
fat bint Downe vpon the indgment feate, 
and made an oracion vnto them. As for 
the people, they cried therto:Tbis ts a voy- 
ceof God, and not of marr. Immediatly 
the angell ofthe LORDE finote him becau⸗ 
fe be gaue not God the hononre : And be 


wascaten vp of woes, and gaue vp the *Macsb 


gooſt. But the worde of God grewe, and 
mulciplyed. As foz Barnabas and Gaul, 
theycameagayne to Jeruſalem, and dcly- 


uered * the bandzcachinge, and cote with Actue 


them Jhon, whofe fyrname was Marke. 
The XII. Chapter, 


8 Here were at Antioche in the congre A 
— pꝛophetes and teachers, as 
arnabas, and Simon called Ni⸗ 
ger, and Lucius of Cyren,and Manahen 
Serodes the Tetvachas norſſelowe, and 
Saul. As they ferued f LORIE, and faſted, 
the boly gooft ſayde: Separate me out Sar 


nabas and Saul for the worte, «where vn⸗ Atob 


to I haue called thems. Then faſted they 
ND prayed, andlayedthe Handes on thens, 
and let thems go. And they beynge fence of 
the holy gooff, came vnto Seleucia, frome 
thencethey fayled unto Cypers.2ind what 
they were come it to the cite Salamin, they 
ſhewedthe wordeof God inebe fynagoges 


of ¥ Jewes. And they had’ Fhoneothery Atu.a 


myniſter. 

And whan they bad gone thoꝛrow one 
the yle vntothe cyte of papbos, they fours- 
De & certayne Gorcerer and falfe propbete, 
& Jewe (whofe name was Barieſu) which 
was with Sergius paulus theruler ofthe 
countre.a mã of vnderſtondinge. The ſame 
called Barnabas and Saul nce bim, and 


Che Actes 


deſyred to heave y worde of Gob.Then the 
» Sorcerer Elimas (foz fo was bisnameby 
incerpretacion) withſtode thz,and fougbre 
toturne awayethe ruler frõ the faith. Buc 
Saul which is alfocalled paul, beynge full 
ofthe holy gooſt ioked vpon bim,and fayde: 
Debouchilve of che denell, full ofall farcyl- 
tic and all diſceat fulneſſe and enemye ofall 
righteouſnes, thon ceaffefe not co pernerte 
the ſtraight wayes of ¥ LORDE.2ndnow 
bebolve,the have of the LORDE commeth 
x»porntbhe,and thon ſhalt be blynde and not 
fe the Sonne fora feafon, 2ind immediatly 
there fell on him a myfé and varéneffe, and 
fe wente aboute, and ſoughte them thar 


Exod.7.b 
aods.b 
Atsa 


ulde lede him by the bande. Whan thers 

jer ſawe what was done,be beleued and wõ 
4 dred at the doctryne of the LORDE. 
Whan Paul and they that were with 
him, were departed by fhippe fis Paphos, 
they cameto pergain thelonde of pam- 
pbilia.* Buc Ihon departed front chem, 
Gnd wenteagayne to Jeruſalem. Meuerthe 
les they wandredt hordw from perga, and 
came to Antioche in the londe of pifidia, 
and wẽte in to the fynagoge vponthe Sab 
bath daye,andfat dorne. Due after thelec 
ture of the lawe and of the pzophetes,the 
rulers of thefynagoge ſent vnto them, firy- 
enge: Good brethren, yf ye haue eny fer- 
mon toexorte the people, faye on. Then fto- 
‘de Paul vp, and · beckened with the bande 
Cebat they ſhulde holde their peace) and 
ſayde: 
Re men of Iſrael, and yethat feare God. 
herkẽ tor The God of chis people choſe oure 
fatbers,anderalted the people, whanthey 
were firaungers inthe lsde of Egipte,and 
with amightie arme broughte he them out 
Of it. And by che [pace of fortye yeares ſuf⸗ 
feed he their mancrs inthe wylderneſſe and 
deſtroyed ſeuen nacionsin the lande of Ca- 
loſue in b naan, and parted their londe amonge them 
by lott. After that gaue he them iudges by 
the ſpace of foure hundꝛet h and fift ye yea- 
res, vnto the pꝛophet Samuel. And after 
that they deſyred a kynge, and God gaue 
vnto them Saul the fonne of Cis,aman of 
the trybe of Ben Yamin, foit ye ycares lon- 
bReus.a ge. And whan be bad put him downe he ec 
vᷣp Dauid to be their kynge, of whom be re- 

Phlse< poꝛted ſa yenger· J haue founde Dauid che 
foune of Jeſſe. a man after my bert, be ſhal 
fulfyll alimywyll. 

CGf this mans ſede hath God (* acoꝛdin· 

Pfal.ist-2 ge to the promeffe) broug hᷣte forth vntothe 
PRETE Zeopie of seach ¥ Gayioure Jefus: whan 


Ase 


Acta.d 


— 


eRegsa 
EResoa 


of che Mpoftles. Fo. (iif, 


Tibor bad firft preached beforebis cSmynge 

the baptynse of repentauice onto Iſtael. 

But whan Jhon bad filfylled bis courfe, 

be fayde: Jam noc be, chat ye take me for. 

Dut bebolde, here commeth one after me, 

whofe hues of bis fere J am not worthy 

to lowje. Re men andbzethren, ye hildzen of 

the generacion of Abraham, and they that 

feare Godamonge you,* unto you is * wor Matos 
de of this faluacion ſent. Foz the inbabi- 
ters of Jeruſalem, and their rulers, for fo- 
moch as they Enewe bint not, ner yet she 
voyces of the prophetes(whid) arered euc- 
ry Sabbath) bane fulfylled them in con- 
Semnynge bins. And though they founde Lacaz.a 
no cauſe of death in him, yet deſyreðthey ps 

late to kyll bins. And whanchey had fulfil 

Ted all that was wrytten of bim, they tobe 

Him downe from thetre, andlayedbiming puesse 
fepulcre. Suton F chirde daye God rayfed 
him vp from the deed, and he appeared ma 
ny Sayes unto thé, that wente vp with bint 
from Galilevnco Ferufalem,whid)*are bis dain: 
ivitneſſes onto the people. : 

And we alſo declare onto you F promtes, D 
which was made vnto oure farbers, how 
that God bach fulfylled the fame vnto va 
theirchildzen,in } be rayfed vp Jefrsagay- 
ne.As itis weytten in the feconve pfalmes 
Show are my fonne,chis daye haue J begot 
ten the. But that he hath rayſed him vp fro 
the decd, nor nomore to returneto coups 
ion, be fayde on ebis wyſe: The grace pꝛo⸗ Chasen 
myſed to Danid,wyl J faithfully kepe vnto 
you. Ther ſore ſa yeth he alſo in another pla- 
ce: Thou ſhalt not ſuffre chy Holy coſe cor- 
rupcion. For Daud, whan be it bis tyme 
had ſerued the wyll of Good, * he fella flepe, .rega.b 
and was layed by bis fathers, z fare coz- “°F * 
rupeion · Suche whs God rayſed vp agay- 
ne ſawe no cozrupctor. 

Deit Enowne vnto you therfore ye men 
and biethzé, yᷣthorow this manis: Preachen 
vnt o you ¥ forgeueneſſẽ of ſynnes and firs 
all } thinges,wherby ye mighte not be iuſti⸗ 
fyed in the lawe of Moſes Sut whofdence 
beleueth on this man, is inftifyed, Bewarre 
therfoze,that tecome not vpon you, whidy 
is ſpolen inthe prophetes: Sebolde yedefpy 
fers, and wonder at it, and perifhe, for 4 
do a woꝛke in youre tyme, which ye yal nde 
belene,yfeny man tellic you. 

bar the Jewes were goite ont of che 
fynagoge, the Heythen befoughte them, > 
they wolde [peate F worde vito them be- 
twene the Sabbath vayes. 2nd whathe cs 
gregacion of che ſynagoge was broken yp, 
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many Jewes and profelices F ferued God, 

folowed Paul and Barnabas, which [pate 

cothens, and+erortedebem, that they ſhul · 
de concynuein the grace of Gov. 

 — On Ff Sabbath foloroinge,came almofé 

thewhele cite cogerber,tobearethe worde 

of Govd.Bnt whanthe Jewes fawethe peo 

ple,they were fullofindignacion, and ſpa⸗ 

Ee agaynſt that which was [poten of paul, 

fpeakinge agaynſt it,z blafpbemynge. Buc 

Paul and Barnabas waredbolve, and ſay · 

Matioa de: It behoued firſt the worde of God to be 

andis© ſporen vnto you: but now that yerbenfé it 

fs you, and counte youre felues vnworthy 

Marae ofcucrlaftinge lifé,lo,*we turne tothe Gen- 

tyles. For ſo hath theL ORDE cõmaunded 

Efa.go.b vs: haue ſet the to be a lig hte vnto y Ger 

Paes’ eyles,y thou be * Saluacion vnto che en- 

**  vcof cheearth, Whan theGentyles herde 

that,they were glad,and prayſed che worde 

of the LOR DE, and belened,cuéas many as 

were ordeyned to euerlaſtinge life. And the 

worde of } LORDE was [pred abode tho- 

z:Tims.b row out all che region. gow beit the Fewes 

moued the deuoute and honorable wemen, 

andebe chefemen of che citic,and rayſed vp 

@ perfecucion agaynſt paul and Barnabas 

and expelled them out of their coaftes. But 

Mata b they: ote of the duſt of cheir fete agaynſt 

Maré.b ebem,and came to Iconium. And the difei- 

Luce’ ples were fylled with ioye and with the bo- 


Ty gooſt. 
Thexilll. Chapter. 
a4 T fortuned at Iconium, that they 
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Ate 


wite both together inco che ſynago 
ge ofthe Jewes and [pate ſo that a 
greace multirude of the Jerves ⁊ ofthe Gre 
kes beleued. But the vnbeleuynge Jewes 
moued and diſquyeted the ſoules ofthe Hey- 
thé agaynftche brethrẽ. Go they had their 
beynge there a loge ſeaſon, and quyte them 
felues boldly in the LOR DE, which gaue teſ 
timony vnto the worde of bis grace, and 
Marcis.¢ canfed tokens and wonders to be done by 
their andes. Howbeyt themultitude of the 
cite ras denyded, ſome helde wb the Jewes, 
and fome with che Apofiles. 

Buc whan there rofe vp an inſurreccion 
Of the He ythẽ and of y Jewes, and of their 
rulers, to put them to ſhame, and to ſtone 
Matucce thé,they perceaucd it,and« fled onto lyſtra 
and Derba cities of $ countreofLiceonia, 
and vnto ? region-thatlyeth rounde abou 

te, andebercthey preached the Gofpell. 
B Andamongethem of Oyſtra, there was 
@man, which fac beynge impotent of bis fe- 
te, and was crepell fed bis mothers wombe, 


of che Apoſtles. 
and bad never walted,the fame berde pant 
ſpeake. And whan be bebelve bins, and per- 
ceaned that be bad fairh co be madewhole, 
be fayderb a loude voyce:Stonde vp righte 
ontby fete. And be ſpiange vpand walked. 
Duc whan che people fawe what paul bad 
Done, they lifte vp their voyce, and ſa yde in 
¥ fpeache of Lycaonia:Che goddes are be- 
come like vnto men,and are come down vn 
to vs. And they called Barnabas Jupiter, 
and Paul Mercurius, becauſe be was the 
reacher. Sut Jupiters pref— which dwele 
efore their citc,boughte oren and garlan · 

des before the gate, and wolde haue donc ſa 
crifice with the people. 

Whan F Apoftles Barnabas and paul C 
berdethar,they rent their clothes, andran- 
ne inamongethe people,cryenge and ſayen 
ge:Re me, Why do ye this? Wẽ are mortall sdsoc 
mé alſolike vnto you, z preach vnto you ¥ 
Gofpelh, chat ye ſhulde turne from thefevay 
netbinges vnto ¥ lynynge God, which ma 
de heauẽ and earch, andð the ſee, and all that Praligsa 
therin is, whidy in cymes paſt firffredall 374 
Heychert co walte after eheir awe wayes, “PO'*" 
Neuertheles be hath notlefe hi ſelfe with- 
‘out wytneffe,in $ be bath [hewed bis bene- 
fites, and geuenvs rayne from beanen, and 
feucefull ſeaſons, fyllynge oure bertes with 
fode and gladneffe. And whan they fayde 
this, they ſcarſe refrayned the people, thar 
they dyd not factifice unto then. 

But t here came thither certayne Jewes 
from Ancroche and Joni, and perſuaded 
the people,and*ftoned pant, and drue bins 2-Corn.c 
out ofthe cite, fuppofinge be bad bene deed. 
Sowbe yt as F difciples fEove rounde abou 
te him, he roſe vp, zcamein to the cite. And 
onthe nexte Daye he departed with Barna⸗ 
bas vnto Derba, and preached the Goſpell D 
vnto the ſame cite, and taughte many of 
them. And they wẽte agayne onto L yftre, 
and Iconium and Antioche, firengehinge 
the foules of * difciples,and erortinge the 
to cõt ynne in che faithrand that wethorow 
moch tribulacion muſt entre in tothe kyng · Luc.s4.d 
Dome of Sod And whã they hav orde yned im · . b 
them Elders by eleccion thorow all the con 
gregacions, they prayed and fafted,and cd- 
mended them vnt othe LORDE, on whom 
they beleued. 

And chey wentethorow pifidia, and ca- 
me to Pamphilia, and (pate the worde at 
Perga,andrwéttedorwneto Actalia,andfr> 
thence departed they by fbippe vnto Antio 
che:fromrobencethey were deiyuered to the 
grace of Sod vnto ¥ werke, which they had 
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fulf ylled. Whan they came there, they yar 
tbhered the congregacion togetber,z fhewed 
them, bor greate thinges God bad done 
roith thé, and bor be bad opened thedore 
Of fatthe onto the Heicben, And there they 
above a longe tyme with the diſciples. 


The XV. Chapter. 


a Vd there came certayne fis Jewry, 
Gals.a and taughte the beetbren : + Excepte 

ye be circumcyſed after the maner of 

Mo ſes.ye cannot be faned. Plow wha the- 

re roſe a difcéfion,and Paul and Barnabas 
Ealaa Had fee chem felues harde agaynſt chem, * 
they oxdeyned, that paul and Barnabas 

and cercayne ocber of chem ſhulde go vp to 
Jeruſalem onto the Apoftles and €locrs, 

abonte this queſtið And they were brough- 

ceon their waye by )* cOgregacton,z wente 

thorovw phenices and Samaria, and decla 

Some rvedche. conucrfacion of che Heythen, and 
reade? brought greate toye vnto all che brethren. 
wo Oban they came to Terufalé, chey were re 
ceaued of $ cOgregacion,z ofthe Apofiles, 

and ofthe Elvers,z chey olde how greate 
tbinges God had done with thé. Then roſe 

there he certayne of the fecte of ¥ Pharifes 

Qwbid belened) and ſa yde: They muſt be cir 
cumcyfed and cOmaunded,toEepe thelawe 

Of Moſes. But che Apoftles and Elders 

same together, to reaſon vpon this matter. 

BD Clow whancherewas mod difputinge 
Peter rofevp, and fayde vnto che: Ne men 
and brechzen, ye Enowe thar a good whyle 
agoo, Gov chofeamonge vs, p the Heyche 
by my mouth ſhulde beare che worde of the 
oſpell, and belene. 2nd Good che Enower 
of bertes bare wytn⸗e ſſe over thé,* and gave 
thécheboly gooft,lite as onto vs put no 
dyfference berwirte vs zthem,and purified 
thelr bertes thozow faych. Clow therfore 
why tempte ye God, withlayenge vpon ¥ 
Ddifciples necPes the yorFe, « which nether > 
be ae ner we were able to beare 7 Butwe 
lee to be ſaued thorow the grace of che 
LORDE ‘Jefis Chziff,liée as they aljo. Then 
all  mulcitnde belde their peace, and gane 
ausience vnto Paul and Barnabas, whidy 
toldebor greatetokens and wonders God 
had done by ché amdgethe Heythen. After, 
warde whan they helde their peace, James 
anfivered, and fayde: Me men and beetbren, 
herkẽ vntome Sims bath colve, how God 
Ge the firſt vyfited coreceane & people vnto 
€ bis name from amonge the Heythen. And 
vntothis agree * wordes of che prophetes, 

Amorg.¢ HtFI> ne yttẽ:After chis wyl Ireturne and 
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wyl buylde agayne > tabernacle of Danid, 

thatis fallen downe, and that whichis fal- 

len in decaye therof, wyl J buylde agayne, 

and wyl fet ic vp;cbac che reſidue of men 
maye ſeke after the L ORDE:zalforbe Hey⸗ 
then / vps whom my nameis named, ſa yet h 

the LORDE, which doth all theſe thinges. 

K nowne vitto God are allbis workes frons 

the begynnyngeof F worlde. Wherfore my 
ferstence is, chat they which fromamonge 

the Heythen are turned onto God,benordif 
quyesed, but to wꝛyte vnto them, that the: 
abféeyne them felues from fylcbyneffe of + 5 
Jools, from «whoxdome, and from + firan- den 52 
gled, and blonde. For Moſes bach of olde 
tyme in enery cite thems that preach bim: 
and be is red in the ſynagoges enery Gabe 
bathdaye. 

And che Apoftles and Elders wich che 
whole congregacion choughte it good, to 
chofe out mer of chem,and to fende them vn 
to Antioche with Paul and Barnabas, na 
mely + Judas, whofe fy:name was Barfae Toh. 
bas,and Sylas(which were chefe men ams lonua. b 
ge the beethzt) and gaue thẽ let ters in their 
Handes after this maner: 

We the Apoſtles and Elders ⁊ brethꝛen. 
wyſh healch vnto the brethre ofrhe Heyrhẽ D 
which are at Antioche, anð Syria and Celt- 
cia. For ſo moch as we haue berdethat cer- 
tayneof oures are departed, and baue tron⸗ 
bled you, and combed youre myndes, ſayen · 
gerye muſt be circumcyfed, and kepe > Lawe 
(co whom we gaue no foch commaͤundemẽt) 
it fered good unto vs,beynge gathered to⸗ 
gether with one accorde, to chofe out men, 
Gnd to ſende them vnto you, with oure belo- 
ned Barnabas and paulmenthatbane+io achne 
perded cheirlyues for ¥ nameofoureL OR- andugc 
DE Fefs Chꝛriſt Cher fore haue we fence Ju 
bas and Sylas, which ſhal al tell you the 
fame with wordes. For it pieaſed the holy 
gocfE and vs, to laye no charge vpon you, 
more chen thefé neceffary poyntes: Chat ye Conan 
abfteyne feomehe « offeringes of Jools,and andine 
from blonde, and from firangled, and from 
whowvdome. From che which yf ye abjéeyne 
‘youre felues, ye ſhal Dowell. Gare ye well. 

When chefe were ſent forth, ehey came 
vnto Antioche,and gathered the mnltieude 
cogerber,and delyuered the epifile. ban 
they badredit, they were glad Of chat cõſo 
lacion. Us for Judas ⁊ Sylas (chidy were 
pꝛophetes alſo cẽ hey erozted bꝛechꝛẽ with 
moch picachinge,and ſtrẽgthed them. And 
whan they bad taried there for a feafon, 
they were lee go of che bꝛrethren in peace 
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vnto the Apoftles. Notwithſtondinge Sy 
* las — good to byde there ſtyll. 
But panl and Barnabas cStynued at An⸗ 
rioche teachinge and preachinge the worde 
of the LORDE, with orber many. 

VNeuertheles after certa yne ayes Pant 
fayde vnto Barnabas: let vs go agayne, 
and vyſet oure brethren thorow all the cities 
Geberins we bane ſhewed the wove of the 
LOR DE)bow they do.Bur Barnabas ga 
we councell, chat they ſhulde tate soit tbe 
Jhon, whole ſyrnanie was Marke. How- 
beit Paul thoughte tt mete, notte tate him 
svith chem, « which departed frometbem it 
Pampbilia,and wente not with them vnto 
the worke. And ſo ſharpe was the ſtrife be- 
tiwene them, that they departed aſunder F 
one frõ che other and Barnabas toke Mar⸗ 
Ee vnto him, and ſayled vnto Cypers. Sut 
Paul choſe Sylas,and departed, beyngecd 
mytted of the brethren vnto the grace of 
God. He wente thorow Sytia and Celicia, 
ſtabliſh ynge the congretsacions. 

Che Xvi. Chapter. 

4 came vnto Derba and to Lyfira, 
and beholde, a certayne difciple was 
there named Cimotheus, the fonne 

of  Jewifh woman, which belened, but 

bis father was a Grete: ¥ fame bad a good 
reporte amonge the brethꝛẽ of L yftra and 
at Iconium. Paul woldethacche ſame ſhul 
dego forch with bint,andtoke and» circum 
cyfed him becanfe ofthe Jewes that rere 
in thoſe quarters. Forthey Encweall, chac 
bis father was a Grete. Dut gs they wente 
thozow the cities, they delyuered them the 
fencence to Eepe, «which was conduded of 
the Apoſtles and Elders at Jeruſalem. Thẽ 
were the congregacions ſtablyſhed in the 

Faith.and incre aſed int nombre daylic. 

But as chey wente thorow phzygia and 
thelonde of Galacia,they were* fozbydden 
— — oly gooſt, to preache the worde in 

fia. Hovobeit as they camein to Mtyfia, 

they proued to take their tourney in to Di- 

thinia, andthe ſprete ſuffred thein not. 

BNeuert heies whan they had paffedtbo- 

row Myſia, they came downe co Troada, 

and there appeared ¢ * vifion vnto Paul by 
night,tbatthere was a man of Macedonia 
which ſtode and prayed bim,and fayde:Co- 
me dorone to Whacedonta, and belpe vs. 

Whan be had fine ð vifion,wefoughteim- 

mediatly to go, unto Macedonia beynge 

certified, that * LORDE bad called vs thi- 
ther,to preach the Gofpell onto chem. ThE 


departed we from Troade, and came the - 
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ſtraight courſe onto Samothracia, onthe 
nexte daye to Neapolis, and from thenceto 
Philippis. which is che chefe cite oftbeloss- 
de of Macedonia, and a fee cite. In this cite 
abode we certayne Dayes. 

On the daye of the Sabbathes wite we 
out of che cite beſyde the water, where men 
secre wonte topzaye,and we fat dorvne, and 
per vnto the wemen that refozted thither. 

nd & deuoute woman (named Lydia) a 
feller of purple, out of the cite of Chiatira, 
herkened to, whofe hertthe LORDE opened 
that Phe gaue hede wnto thetbinges that 

aul ſpake. Whan [he was baptyſed and 
EB: bonfbolve,fize befoughte vs, and faydes 
Rfyeebyntethar Jbeleue onthe LORDE, 
then come into my boule, and a byde there. 
And fle conſtrayned vs. 

Jt fortuned whan wementetopzrayer, C 
there met vs a damfel, which had afpzeteof 
foytbfayenge, and brou ghte bir mafter and 
maſtreſſe greate vauntage with ſoych fayen 
ge:¥ ſainẽ folowed paul and vs,and cryed, 
and fayde: Theſe men arethe ſeruauntes of 
thensofEbye God, which [hewe vs ¥ ways 
of ſaluacion. This dyd fhe many dayes. Bue 
be was NOt content withic, and curnes 

ins aboute, and fayde vnto the ſprete: J cdo 
maundethein thename of Jeſu Chriſt than 


thou departe ont of ber. 2nd be vepareety Maruse 


out atthe fame boure. 
But whF bir mafter and maſtreſſe farwe 


that the hope of their vauntagewas fone, Actas.c 
«they tobe Paul and Sylas, dꝛue them in Lo v.Tella.s 


the market place before ¥ rulere,z broughte 
tbe onto the officers,and ſa yde: Theſe mem 
trouble oure cyte, z are Jewes, and pready 
an ordynauntce, which is not laufull for vo 
to receaue ner to obferue, ſeynge we are RO 
ma ynes. And the people rane on them, and D 
the officers reste their clothes, and cõm aun 


ded them tobe beater with roddes. And ⸗Cor. 


whan they had beaten them fore, they café 
thẽ in pzefon, and comm aunded eheiayler, 
to kepe them diligẽtly. Which whan he had 
receaued ſoch commaundement he caſt thẽ 
int tothe ynner preſon, and put their fete in 
the ſtoͤckes. 

Dut atmyonight prayed paul andSy- 
las, and prayſed Sod. Anð the preſoners her 
de them· Sodenly was there a greateearth 
quate,fo thatthe foundacions of the pꝛeſon 
rere fakes, And immediatly were allthe 
dores open, z all their bondes lowed Obs 
the keper of the pꝛeſon waked ont of flepe, 
and fare the preſon dores open, be dine out 
bis ſwerde, and wolde banckylled him ſelfe: 
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Toh. o£ 
Maras.b [hale thou and thy bonfholve be ſaued. And 


Lucs.d 
anduy.a 


Lhe Actes 


forbetbougbre ¥ prefoners bad bene fled. 
But paul czyedloude,and ſayde: Do thy ſelf 
no barme, for weare all bere. 

He called for clighte,and fpzange in,and 
evembled, and fell at che fetẽ of Paul and 
Sylas, and brou ghte them ont, and fayde: 
Syzs, what muſt J do, to be ſaued? They 
fayde: Beleue on the LORDE Jeſus, and fo 


they preached the worde of the LORDE un 

£9 bim,and co all that were in bis houſe. 
G Annd he toke thein to him in the fame how 
se of che night, and waßhed their firypes. 
And immediatly was be baptyſed. and all 
bis.2ind be broughte than into bis bone, 
and fee chem atable, and + reioyfed with all 
bis houſholde, chat be was become a bele, 
uer on Gov, 

And whan it was daye, he officers of 
the cite fine mynifters, and fayde:Lecebofe 
men Go. And the teper of the pzefon tolve 
this fayenge vnto paul: The officershaue 
ſent bitber, that ye ſhulde be lowſe Flow 
—— get you béce,and go in peace. Bue 
Paul fayde vnto them: They bane beater 
vs openly vncondempned (where as we are 
get Bomaynes) and haue café vs in preſon 
and ſhulde they nor chruſt vs ou preucly? 
Not fo, but let them come them felues,and 
brynge vs out. Che mynifters tolde theſe 
swordes vnto the officers. Andchey feared, 
whan they berde that they were Romay- 
nes, and came and beſoughte chem, anid 
prayed thẽ to departe oucoftbecite. Then 
wente they out of the preſon, andentred is 
to the boule of Zydia.2And whanthey had 
fene the brethren and comforted chem, they 
Departed. 


The XVI. Chapter. 


4 If S they made chair iourney thorow 
Sf Ampbipolis and Apollonia, they ca- 
meto Theffalonica, where was a ſyna 

goge ofthe ewes. And panl( as bis ma- 
ner was) wéte in vnto them, and vpon thre 
Sabbat hes he (pate vnto them of the ſerip 


Luc.z4.d eure, opened it unto thé, andalleged, chat 
Matas.c 
andiz.d 


Chꝛriſt mufEncdes hauc fuffred, zrye agay- 
ne from thedeed: and this Felis, whom Z 
ꝛeach vito you (fayde be)is ¥ fame Chriſt. 
Bind fome of che beleued, and were teyned 
wnto Paul and Sylas, a greate multicude 
alſo A Ste deuoute Grekes, and oftbechefe 
wemen note fewe. 
But the ſtyffnecked Jewes hadindigna- 
cton,and eke unto themcertayne euell men 
rhichwere vagabundes, and gacbered a 
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company, and ferthe citeing roze,and preaf” 
fed untothe boule of Jalon, and fougbre ro 
brynge chem out vice che comon people. 
But whan they foundechem noe, chey drue 
‘Jalon, and cercayne brethren vnts che ru⸗ 
lers of the cite,and cryed: Theſe that tron- 
Ble all che worlde, are come bitber alfo, 
whom Jaſon bach receaued pieuely. And 
theſe all do contrary co the decrees of che 
sémperoure,fayenge, that there is andt her 
Eynge,one Jeſus. They troubled che people, 
and the rulers of the cite, chat herde this. 
And whan they had receaued a firfficiencs 
anfovere of Jalon and of che other, chey lee 
them go. 

Bur the bꝛet hꝛen immediatly Ent awaye 
Paul and Sylas by night vnto Berea. 
Whan they came there, they wéce in to the 
fynagoge of the Jewes (for they were the 
EldefEamonge che at Cheffalonica) which 
receaued the worde marucious wyllingly, 
and · arched the ſeriptures daylic, whether 
ic were euen ſo Then beleued many of chen, 
and worſhipfull wemen off the Gretes, 
and men not a fewe.+ But whanthe Jewes 
off Theſſalonica had Enowlege, that che 
wworde off God was preached off paul ac 
Berea , they came, and moued the people 
there alfo. Howbeit the brethren fent Paul 
awaye chen immediatly, to go vnto the fee. 
As for Sylas and Timochens, chey abode 
there ſtyll. 

They chatconueyed Paul, broughe him 
vnto Achens. And whan chey had recear 
neda commaundement unto Sylas and TE 
motheus, that they ſhulde come vnto bint 
inall che barft, chey wente their waye. Bue 
awbyle paul waysed for them at Arbens, 
Dis ſprete was mouedin bim,whan be farwe 
thecite geuẽ (oto the worſhippinge of yma 
Ses. And he [pate vnto che “Jewes andve- 
uoute perfonnes in the fynagoge,z in ¥ mar 
Bet daylic vnto thẽ that came to bin. Buc 
cercayne pbilofophers of ¥ Epicurces and 
Stoites difputed with him. And fomefay- 
de: What will this babler faye 7 But fome 
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fobs. 
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ſayde: He ſemeth tobe a tidinges brynger of Gome 


new goddes (That was, becaufe be bad 


readez 


preached vntoché the Gofpell of Ieſuͤs of eeeerle 


the refirrreccion. ) And they toe bim, and 
broughte him before the councell houſe and 
ſayde: Maye we noc knowe, what new doc⸗ 
trynetbis is that thou teacheſt 7 For thou 
bryngeſt ſtraũge tidinges to oure eares? We 
wolde knowe therfore, what this meaneth. 
As foꝛ all they of Athens, and ſtraungers 
Seftes,they gaue thẽ ſelues to hothinge els 


The Actes 


buteither to tell, or to heare ſome newes. 
D _ Paul ſtode on the myddes ofthe comon 
place,and fayde:me me of Athens 3 ſe chat 
in all thinges ye are to ſuperſticious J ha⸗ 
ne gone thozow, z ſene youre gods ſeruyce 
and founde an alt are, where vps was weyt 
ten:LochevnEnorte God. Now [ewe J 
vnto you ſame whom ye worſhippe igno 
ranntiy Sod which made ? woͤride and all 
Ack chactherinis, for ſo moc ashe isLORDE 
*zfacs.a Of heauen andearch, * dwelleth nocincem- 


A&z£  plesmade of handẽs. nether is be worſhip⸗ 
ped with mens bandes, as though bebad 
Cens,b nedeofenyman,feynge be bimfelf genech lt- 


feand bret h vnto all men eucrywhere: and 

bach mabe ofone blondeall che generacton 

Of ntent co dwell vps all the face of ¥ earth: 

andbathaffygned boxers appoynted befo- 

xe, boro longe and farre they ſhulde dwell, 

that they ſhulde fee che LORDE, yf they 

mighte fele and fynde bint. 
ge _Andcrulybets mor farce from every one 
of vs. For in him we lyue moue, and haue ow 
re beynge, as certayne of yonre arene Poe- 
tes alfo baue fayve: We are bis generacion. 
For as mod) then as we are the gencracion 
of God, we oughte not to thinke that the 
Boobheade ts liEe vnto golde oz fyluer, oz 
ymagery worke of the crafte oz ymagina- 
cron of man. And truly Godbach ouerfene 
toevyute of ignorauncẽe: Dut now be cons 
maundecb ailment every where to repente, 
becauſe be bach appoynted a daye, in the 
which be wyl indge the cõpaſſe of the worl 
de, with righteouſneſſe, by tbat one manin 
whõ be bath appoynrediczand offrcd faith 
vnto all men, afcer that be had rayſed bint 
vp from the deed. 

Oban they herde of the refirreccion of 
the decd, ſome mocked. But fome fayde: We 
wyl beare the agayne of this matter. So 
— — — from amonge them. How⸗ 

cit certa yne men claue vnto him, and bele- 
ued: amonge whom was Dionifius, one of 
the conncell: end a women named Dama- 
ris, gnd ocber with them, 
Che Xvi. Chapter. 


Rom.2.a 
*Lus4.d 


A & Eter that departed paul frd Athens, 
Vig and came to Counchum, and founde 
Rosa a ewe named * Aquila, bomein ps- 


atinac ts, which was latelycome out of Italy: 
and bis wife priſcilla(becauſe the Empers 
Claudius bad commaunded all Jewes to 
Departe front Rome) and he dine vᷣntothẽ. 
2nd becanfe be was of che fame crafte,be 
abode withthẽ, and weoughte. Their craf⸗ 
te was somate tentes. And he preached is 
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the ſynagoge euery Sabbath daye,and ex⸗ 
horted the Jewes andthe Giekes. 

Whan Sylas and Timotheus were co- 
me fro Macedonia, paul was confirayned 
by the fpreretoteftifye vnto ¥ Jewes, that 
Fefiss was very Chriſt. But whe they ſayde 
Serary and blafphemed, he [yoke bisray- 
ment,and fayde vnto them: youre blonde be * 
vpon youre awne heade. From hence forth 
J go blameleffe vnto the Sent yles. And be 
Separced thence, and came in to che houſe 
of g man named Juſtus, which feared God, 
and bis houſe was nerte vnto the fynago- 
ge.owbeit Crifpus the heferuler ofthe ſy 
nagoge, beleuedon * LORDE with all bis 
HonfHolve. And many of che Corinthians 
* gaue audience, beleüed, and were bape 
tyfed. 

CheLORDE ſpabe vnto paul by ¢ vifion 
in ? nighte:Benocafrayed,bue ſpeabe, and 
holde not thy peace, for Jam with the:and 
noinan ſhal inuade the that ſhal hurte the. 
for J bane moch people in this cite. He con 
tynũedthere a yeare and fire monet hes, and 
taught them che worde of God, 

But whan Gallio was ruler of the coun · B 

tre of Achaia, the Jewes made infurrecei- 
on wb one acorde aga ynſt paul,z broug hte 
bint before the iudgment ſeate, and ſayde: 
This felowe councelech mest co worſhipe 
Gov cStrary tothe lawe. Whan paul was 
aboute to open bis mouth, Sallio ſa yde vn⸗ 
to y Jewes: tAf it were a matter of wꝛonge 
oz an euell Dede ( O ye Jewes) reafon wolde 
that I ſhulde heare you:but yfit be a queſti 
on of wordes, and ofnames, and of ¥ lawe 
amsge you,loke ye to it youre felues, Ithin · 
re not toͤ be iudge there over. Andbe drove 
them from the udg mẽt ſeate. Chen all the 
Grekes toke Soſthenes the ruler ofthe Si- 
nagoge, and ſmote him before the iudgment 
ſeace. And Gallio cared for none of tho thin 
ges. 

Paul after $ he had caried a good why- 
le,tote bislene of the brethren, and ſa yleð in 
to Syria, prifcillaz Aquila bearinge bins 
company. 2nd be ſhore bis heade at Cen- 
chica‘ for be had a · vore)z camedowne to Numob 
Epheſus ⁊ lefte them there. But he bimfelfe 
wẽte into the fynagoge, and reafoncd with 
the ewes . And they vefyred bins, that he c 
woldetary with chem alonger ſeaſon. And 
be cOfented nor, but bad them farwele, and 
fayde: J muſt nedes ineny wyſẽ kepe this 
feat that commeth,at Jeruſalem: dut + yf Heb ee 
Gorwyl,F wil returne aga yne vnto you. “6°! 

And be departed from Epheſus, and ca- 
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me to Ceſarea, and wente vp,and faluted fF 
congregacion, and toke bis iourney Downe 
to Anttoche, and taried there a certaynety- 
me,and departed,and walked thorow all > 
countre of Galatia and Phugia by ozdie, 
and ſtrengthed all che difciples. 

Chere came vnto Epheſus a certayne 


sCorab Jerve,named« Apollo (boze at Alexa dra) 
saisb en eloquent man,and mightie inthe feriper 


res: the fame was infourmed inthe waye of 
PESLOEDE aay ipere feruently inthe fp:e- 
te,andeaughtediligentlyche hinges of the 
LORDE, and Enewe but the bepeyme off 
“Jhon onely. The fame beganne to fpeate 
boldly in che fynagoge, Whan Aquila and 
Prfeilla herde him,they coke bint unto che, 
and erpoundedthe waye of God unto bint 
moze perfectly.5ut whan be wolde goin to 
Adchaia,che biet hren wrote, and erortedebe 
difciples coreceaue him. And whan be was 
come thither, be helped thems mod) which 
belened chorow grace. Forhe oucrcame che 
Phineas mightely, and |herved openly by * 
ctipture, that Jeſus was Coupe, 
Che XX.Chaprer. 
a Veit fortuned whan Apollo was at 
8 Counthum, that paul walked cho- 
row the vpper coaftes,andcameto 
E phefiss,and founde certayne difeiples, vit 
to ivhom he ſayde: Haue ye receaued $ boly 
gooſt fence ye beleued? They ſa yde vñnto bi: 
We haue noe herde, whet her there be an bo- 
Ly gooſt. He ſayde unto them: Where with 
then were ye baptyſed 7 They fayde: With 


thebapryme of Jhon. panlfayde: Ihon 
Rash  paptyfed withebe ba teins ofrepentannce, 


and {pate vnto * people, that they ſhulde 
beleue on bin, which ſhul de come after bim, 
that ts, on Jeſus, that che fame is Chrift. 
Whan they herde chat, they were baptyſed 
in the name of che LORDEJefiz.And whan 
Paullayedebebades onche,cheboly gooſt 
came vpon them, andebey Ipabe with tun 
ges, and prophecied. And all che mers were 
aboute twolue. 

Se wẽte into F ſynagoge, and preached 
boldly thze monethes longe,teacyinge, and 
genynge them erortactons of the Eyngdo- 
meof God. Sutwhan dynerfe waredherde 
Derted, and beleucd noe, and fpate enell of 
the waye ofthe L OR DE before themultics 
de, be departed fromcbem, and feparated 
the difciples, and difputed daylye in the ſco⸗ 
Te of one called Tyrannus. And this was 
Donetwo yeares loge, fo that alltbey which 
dwelt it Aſia, herde the worde of che LOR- 
DE Jeſu, both Jewes z Giekes. Andy God 
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wroughte no finall miracles by the handes 
of paul, fo that front his body there were 
broughte napEyns or partlettes vnto the 
fice, andthe difeafes departed from then, 
and theenell ſpretes wente out ofthem. 
But certayneofthe vagabounde ewes B 

svbich were coniurers,ondertoteto name y 
name ofthe LORDE Jeſus, ouer thoſe that 
Hadenell ſpretes, and fayde: We chargeyou 
by Jeſus whom Paul preacheth.Chey were 
fenen fonnes of one Sceua a Jere the bye 
preft, which dyd(d. Theeuell ſprete anfive- 
red, and ſa yde: Jeſus Fj Enowe, and paul J 
Enowe, but who are yer And the mã in who 
the enell ſprete was, ranne vpon them, and 
ouercame them, and caſt them vnder bint, 
fo that chey fled out of the ſame houfena- 
Eed and wounded. This was knowne vite 
all the Jewes and Giekes which dwelt at 
Lphefiss, and here fella feare vponchens 
all. And ? name of che LORDE Jeſus was 


magnified.» Wtany ofthẽ alſo that beleued, Matsa 


came and cõfeſſed, and ſhewed their wortes. 
But many of chemebat had vſed curious 
craftes, bioughte the botes together, and 
burnte them openly: and they counted the 
pryceof theim and foundeit of money fiftye 
ehoufande pens.Somightely grewe $ woz 
de ofthe L ORDE,and prenayled. 

Whan this was done, paul purpofedin C 
ſprete to take bis tourney thozow Mtacedo- 
nia and Achaia, andto go to Jeruſaiẽ, and 
fayde:2Afrer that J bauebenethere, J muſt 
fe Romealf>.Andbhe Ent into Mtacevona 
two that mynifired onto bim, Timot heus 
and Eraſtus. But be himſelfe rema yned im 
Aſia for a ſeaſon. At chefametymetherero- 
ſe no litle a doo aboute that wa ye. For a cer 
tayne man named Demetrius a goldſmyth. 
which made ſyluer ſhrynes for Diana, and 
broughte them of che crafte no ſmall vaun 
tage. Them he gachered cogether, andebe 
feloweworkmẽ of the fameoccupacion,and 
fayde: Syzs, yeEnowe that bythis crafte 
webaue vauntage,and ye ſe and heare that 
not onely at Epheſus, but almoſt alſotho⸗ 
rꝛow onc all 2A fia, this paul turneth awaye 
mod people with bis perſuadynge, and 


fayeth: Chey be noe goddes that are made Plalus 


with bondes. Howbeit it fhal noe onely 
bzynge oure occupacion to this poynte to 
be ſet at naught, but alſot he temple of grea 
te Diana [hal from bence forth be deſpyſed. 
and hir maieſt ye allo ſhalbe deſtroyed, who 
neuertheles all Aſia and the worlde wor⸗ 


— herde this, they weet full of D 
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wrath, cried ont,and fayde: Greate is Dia- 
na of the Ephefians. And all F cite was on 
aroore,and cheyrufibed inwith one affenc 
inco theopen place,andtoteGaius and A 
riſtarchus of Nacedonia, pauls company 
ons. Whan Paul wolde baue gone in amon 
ge the people, the difciples ſuſfred bim note 
Certayne allo of ? chefe of Ata which were 
Pauls good frendes, fent vnto bim,andde- 
Fied bim, that be fhulde not pꝛeaſſe in co 
the open place. Some cried one chinge,fome 
another. 2nd the congregacion was out of 
quyete, andt he moze parte Encwe notrober- 
fozetbey were come toget her. Someofebe 
people dine forth Alerander, whan y Ser 
es thenft hint forwarde. Wleraver beFened 
avith ehe bande, and wolde bane geuen the 
people an anfivere, Dut whar they Enewe 
thatbe was a Jewe, there arofe a ſhoute of 
alland cried the fpaceof two houres: Gꝛea 
teis Diana of che€ phefians. 

Whanche cowne clarke had ſtylled the 
people, be fayde: Remen of Ephefis, what 
Manis it which Enoweth not, that the cite 
of > Epbefissis a worſhipper of che grea 
be goddeſſe Diana,and of the heauenly yma 
gey Seingenow that this cannot be fayde 
agaynft, ye ought to be contente, and todo 
nothinge without aduyfement . Re bane 
broughte bither thefemen, which are nether 
churchrobbers ner blafpbemers off youre 
goddeſſe. 

Duce yff Demetrius and they that are 
craftefinen with bim,baucougbe rofayeun 
to eny man,thelawe is open, andebere are 
rulers, let them accuft one another. But yf 
ye wil go aboute eny ot her thinge, ic maye 
be determyned in a laufull congregacion. 
For we fionde in ioperdy cobe accufed of 
this dayes vproure:and yet is thereno man 
gilcye, of w hom we mighte gene a rekenyn 
geofcbis vpꝛoure. And whan be bad fayde 
tbis,be lec che congregacion departe. 


“8 
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Ow whan the vprourewas ceaſſed. 
Paulcalled che difciples vnto bim, 
andvokc bisleue of them, and depar 


UTiMAa tede to go in to Macedonia · And whan be 


bad gone thorow thoſe partes, and exhor· 
ted them with mary wordes, he came into 
Gretclonde,andthereabodethzemonethes. 
But whan the Yewes layed wa yte foz him, 
as bewas abonte to fayle into Syria, be 
purpofedto turne aga yne thororv Mace do⸗ 
pia, There accompanied him in to Aſia, So⸗ 
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pater of Berrea:and of Theſſalonica Arif 
cardbus and Secundus: and Gaius of Der- 
ba, and Timotheus: but of Afia,Cychicus 
and · Trophimus. Theſe wente before, and 
taried for vs at Troada: but we fayled after 
the Eaſter vayes from pbilippos, unto > 
fyfth oaye, and cameco chen vnto Croa- 
da,and taried there ſeuen dayes. 

Vpon oneof che Sabbathes, whan the 
difciples came together to breake bred, 
Paul preached vnto them, wyllinge co de- 
parte on the morow and cont ynued the 
preachinge onto mydnight. And there were 
many lightes in the damber , where they 
were gathered cogether. Chere fara yonge 
man named Encydos,in a wyndow , and 
fellinto a depe flepe (whyle Paul was fpea- 
Einge ) and was overcome with flepe, and 
fell Downe from che thirde lofce, and was 
taten vp deed. But Paul wente downe, and 
fell on bint, and enbraced him, and firyvet 
Make nothinge a 209, foz bis foule is in br. 
Then wente he vp, and brabethe becd, and 
ate,and talked moch with cbé, tyll chedaye 
brake, and fo departed. As forthe ySgeman, 
they bioughte bim alyne, and were nota 
licle conferred. 

But wewoente afozeinte the [hippe,and 
fayled towarde Affon, wyllinge there to re- 
ceaue Paul. For [o had be appoynted, and 
wolde bimpilfe go on fore. Whanbe was co 
me to vs vito Aſſon, we coke him in, and ca 
me to Mit ylenes, and ſayled from thence, 
and came onthe nerte daye duer aga ynſt 
Chios, and onthe daye folowinge wwe ary- 
ned at Samos, and taried at Tragilion, 
and on the nerte Daye cante we to Mile⸗ 
ton:foz Paul bad determed tofayleoner by 
Epheſus, that bencde nor to ſpende the ty⸗ 
mein Aſia: for be haiſtedto be at Jeruſa⸗ 
fem vpd the Whitſondaye, yf it were poffi- 
blefozbint. 

Dut from Milet on he ſent vnto Ephe/ 
ſus, and called for the Elders of thecongre 
gacion. Whan they were come tobin, be 
ſayde vnto them: Re knowe ſence the firſt 
Daye «that J camein to Aſia, after what 
maner 7 Daue bene with you at all tyme, 
and ferucd $ LOR DE with all bumbleneffe 
of mynde,and with many teares and tenta 
ctons, which happened vnto me by ¥ layen 
Ses of wayte of the Jewes, how ỹ J banc 
Eepte bacFe notbinge pas profitable, buc 
that J baue fhewed you, and taughte you 
openly, and pzinately from boufé co houſe. 
And banc teftifyed borh vnto the Jelves 
0 the Giekes * the repentaunes towards 


AK s1.d 
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pa) 


C 


Adis, 
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God, and faith towarde gure LORDE Je- 
fas. 

And now beholde. J go bounde in y ſpꝛe 
te vnto Jeruſalẽ, not Enowinge what hai 
bappen there vnto me but y the holy gooſt 

A&arb * witneſſeth in euery cite, and fayeth, chat 

aTima.a DONDES anderonbles ab yde methere, But + 
Jregardenoneofebens, nether counte Imy 
life dearer chen my ſeife that Imaye fuifyll 
my courſe with ioye, and the office I ba- 
Bereceaued of che LOKDE Jeſu to teftifye 
the Gofpell ofthe graceofGov. 

And now bebolde, JEnowe that ye ſhal 
fe my face nomoze, all ye, chozow whom J 
Daue gone, and preached the Eyngdome of 
God. Wher fore J take you co recorde chis 
Daye,thac Tj am pure fromehe bloude of all 
amen: For 3 banetepte not hinge backe but 
haue ſhewed you ail the councell off God. 
Take hede therfore vnto youre ſelues and 
to all the floPe,amonge the which the holy 
gooſt bach ſet you tobe Bifhoppes,co fede 
the congregacion of God, whid be bath 
purdyaced thozow bis owne bloude. Gor 

— this J Enowe, that after my departinge 
BEEIA ebere fhalencer in amonge you greuous rol 
fohizc yes, which [hal not (pare the flocke. yee euẽ 
elohac x from amonge youre atone felucs ſhal men 
aryſe, ſpeab ynge peruerſe doctryne,to diawe 
— ies fees them. Cher fore awate, and 
semembie, that by the [pace of the yeares 
Yceaffed not to warne every one off you 

both nighce and daye with teares. 
£ "aAnonow beethzen J commende you on- 
toGod,andto ¥ worde of bis grace,whid> 
is mightie to edifye you, and to geue you the 
p enheritaunce amoge all them that arefanc- 
andish tified. Jhauenot def yred fyluer,golde orray 
ment offeny off ow. Gor ye youre felues 
*Genad #yowe, that «thee handes baue myniſtred 
aad vnto my neceffities, and thens that were 
with me. TF baue ſhewed you all chinges, 
howthat ſo labouringe ye oughte to recea⸗ 
ue the weake, and toremembrẽ the worde of 
the LORDE,bow that he ſayde: It is more 

bleſſed co gene, chen to receaue. 

ind whan be bad fayde this, be Eneled 
do wne, and prayed with them all Butehe- 
ke was mod) wepynge amonge them all, 
and they fell aboute Pauls necke, and kyſſed 
Him, and were ſory moſt ofall becanfé of the 
worde which be bad fayde, that they ſhul· 
de ſe bis face nomoze. And they accSpanied 
bins onto che ſhippe. 


Thexx. Chapter. 
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Owwhan it fortuned chat webad A 
launched forth and were departed 
rc) from them,we came with a ſtraight 
courfe vnto Coon, and onthe Daye folowin 
ge vnto the Rbhoves,and from ehence vnto 
¶Pat ara. And whan we founde a ſhippe rea 
Dy to ſayle vnto Phenices, we wente aborde 
and ſet forth. Sut wha we came within the 
fighte of Cypers, we iefte it on che lefre han 
de, and ſayled vnto Syria, and came into 
Tyre: for chere the ſhippe ſhulde laye forch 
the ware. ÄAnd whan we bad founde difei- 
ples, we taried there ſeuen da yes. And they 
tolde Paul chorow che ſprete that be ſyuide 
not Go vp to Ferufalens. And it forcuned 
whF webad fulfilled chofedayes,we Depar- 
ted, and wente oure wayes, and they all 
brougbte vs on onre waye with wynes and 
chiloré,cyll we werecome out of ¥ cite,and 
weFneleddorone vpõ the [hove, and prayed. 
And whan we bad caten oure lene one off 
another, we coke fhippe, but they turned 
agayne vnto theirs. As foz vs weendedtbe 
courfe from Tyre and came to Ptolomaiva, 
and faluted che brethren, and above with 
them onedaye. 
Onthe nexte dayewe F were with Paul, B 
Departed, and came onto Cefarea, z entred 
inco the houſe of · Philippe the LuangelifE adc.a 
Qwbich was one of che ſeuẽ) and abode with aads.a 
him. The ſame bad fouredoughters, which 
were virgins, «and propbecied. And as we loela. 
taried there mo dayes, there came downe 
from Jewry @ prophet, named+Agabus, Ade 
Wh be was come vnto vs, he tote pauls 
rdell,and bounde bis hades and fete,and 
payee bus fayeth ¥ boly gooftsCbheman Adio 
whofe gerdell chis is, ſhai che jewes bynde 
shus ac Jeruſaiem, and fhaldelyuer bin in 
tothe bandes ofthe Heythe Whan we ber- 
bethis, both weand they that were of the 
fame place, befougbte bint, that be wolde 
not zo vp to FJerufalem. Chen anfwered 
aul and (aye: What do ye, wepynge,and 
reat ynge my bert > For J am redye noe 
onely to be bounde, but alfoto dye at Jern- 
falem foz ¥ name oftheLORDE Yjefis, Bue 
whã be wolde not be perſuaded. we ceaffed, 
andfayde: The will of the LORDEbe fulfyl Mate,b 
fed. Andafterthoſe dayes we were teabdy,z 
wente vp to Jeruſaleme Chere came with 
vsalfdcertayneof the difciples off Cefarea, 
and broughte with themone of Cypers,na- 
medtInajon, an olve difciple, with whom 
— — whã we cameto Je 
ruſalem, the drethren receaued vs gladly. 
Dut on che nexte daye Paul — with 
9 4 
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ws vnto James, and all che Elders came 
eogerber And whan he bad ſaluted them. 
be tolde by order, what Gov had done ams 
gethe Seythen by bis myniſtracion· 

C” Whan they herde that they peayfedthe 
LORDE, and jayde vnto bins: Bꝛother thou 
ſeyſt bow many chouſande Jewes there 
are which beleue, and are all5elous ouer y 
iĩawe. Sut cheyare enfourmed aga ynſt che, 
rhatchou teacheſt all the Jewe⸗ which are 
ambdge the Heythẽ, to forſabe Moſes, and 
ſayeſt that they oughte noc co circumcyſe 
their childzen, ner to walte after the fame 
cuftome.YObacis it therfore? The multitu⸗ 
de muſt nedes come together, for chey ſhal 
heare that thou art come. Do this therfore 
that we faye unto the: We bane fouremen, 

Num.¢-b which haue a · vowe on thenr, cake them vis 

Aausb £9 ¥ and purifyetbyfel fe with chem,anddo 
thecoft on them, that they maye ſhaue their 
heades: and they ſhal Enowe, that it is no⸗ 
ehinge, wherofthey areenfourmed aga ynſt 
the, dut that thou alſo waltefé and kepeſt 
the lawe. Foꝛ as touchinge thein that beleue 

Aisa amonge the Heythen, «we haue weytten, 
and concluded, that they ſhulde obſerue no 
ſoch but onely to kepe chem ſelues from the 
Offeringes of Jools, from bloude, from ſtrã · 

A&a4.b gled,and from whoidome. Then paul coke 
che men vnto bim, and was purified with 
them on the nerte Daye, and entred in to 
ebetemple, veclaringe that be fulfylled the 
dayes of purificacion, tyll there was anoffe 
vinge offted for euery one of chen. 

Dut whan the feren dayes were allmoſt 
fulfylled, the Jewes of Afia ſawe him in che 
temple, and moucd all the people, layed 
bandes vpon bins, and crycd:Nemen of Fl” 
raei helpe, this is the man that teacheth all 
men euery where agaynſt oure people, the 
lawe, and this place. He bath broughte 
Gietes alfo in tothe temple,and hath dvefy- 

A&t20.a led this holy place. Foz hey badfene+ Tro 
e7im4-¢ phimus the Ephefian with bim in the ci- 
te,bim they thoughte 7 Paulbadbrough- 
tein to the temple.2ind all the cite wasmo 
wed, and che people ranne together. ind 
they coke Paul, and dive Him one off the 
zemple, and forth with rhe dores were ſhut 
to. 
But whan they wẽte aboute to kyll him, 
tydinges came to the chefe captayne of the 
company, that all Jeruſalem was moued. 
Which immediatlytoke foudyersand cap- 
taynes unto bim,and rannein amogethem. 
Whan they fawerhe captayneand che ſou 
dyere,they lefie ſmytinge of Paul. 


of che Apoſtles. 


Whan the captayne came nye, be toke bint, E 


and commaunded him *to be bounde with Ataub 


two cheynes, and ared what be was, and 
what bebad done. One cried this, anot her 
that amonge the people. Sut whan be cont 
de nor Enowe the certente becaufe ofthe ru- 
moure, be com maunded him to be carted in 
tothe caſtell. And wha he came tothe fiep- 
pes,ic fortuned chat bewas borne of ¥ fou- 
dyers becanfe of the violence of the people. 
For the multitude off the people folowed 


after,and eryed: Arvaye with bint. Whan racast 


aul was now co be caried in to the caftell, 

efayde onto ¥ capta yne: Ma ye Iſpeake 
vnto the Se ſa yder Canſt thou Gieke: Art 
notthou the Egipcian, which before theſe 
Ddayes maydeſt art vproure ZleddefE out in 
to the wylderneffe foure choufande preny 
murthurers 7 paull fayde: Jam a mart 


which ant a Jerwe off · Charis, a citeſyn aaob 
of a famous cite in Celicta: J befekeche,firf- andaae 


freme to fpeate vnto the people, Whan be 
bad geuen hint lycence , paul ſtode on the 
ficppes,and becFencd ail 4 the bande vnto 
the people. Crow whan there was made a 
greate fyléce, he ſpale vnto them in debmue, 
and ſa yde: 

The XXI. Chapter. 


E men, biethzen, and fathers, heare A 
myne anſwere which J mate vnto 
you. Whan they herde chat be ſpake 
vnto thems int che Hebzuc,theyEepte the mo 
re fylence. 2nd be ſa yde: JIam aman which 
ama Jewe, bome at Tharfis in Celicia, 
and broughbte vp inthis cite at the fete off 
* Gamaliel, enfourmed diligently in the pase 
lawe of the fathers, and was feruentmyn- 
Ded to God warde,as ycall are alfo this 


Ddaye,. and J perfecuted this waye vntothe Adoa 
death. FJ bounde them and delyuered thein * *6 
vnto preſon borhmen and wemen as J bye Guik 


pꝛeſt alſo doth beare me wytneffe,and all ¥ 
Elders: of whom J receaued letters vnto 
the brethren, and wente towarde Damaſ⸗ 
con, that Jmighte brynge them which we 
re — bounvde to Jeruſalem, to be pu⸗ 
nyſhed. 

Dut it fortuned as FJ made my iour⸗ 
Ney, and came nye vnto Damaſcon, abou- 
te noone, ſodenly there [hone a greate ligh- 
te aboute me from beauen, and I fille 
the earth, and berde a voyce which fayde 
vito me:Saull Saull why perfecuteft thou 
mez J anſwered: Who art thou L OR- 
D E⁊ And he ſa yde vnto me: Fam Jeſus of 
Nazareth whom thou perſecuteſt. As for 
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ebemebat were with me,they fawe y lighte 
and were afrayed, but they berde not the 
woyce of bim that fpate with me. J ſayde: 
LORDE, what fhal J d0rEbeL ORDE fay 
de vnto mer Aryſe, and goin to Damafcon, 
there ſhalit be tolde > of allthat is appoyn 
tedtbe to do Suc whan J fawe nothinge 
for the biyghtneffe of ebelighte, J was led 
by the bande of chem that were with me, 
and came to Damafcon. 

B Therewas one Ananias,e deuoute man 
ae⸗ after the lawe, which hada good reporte of 
all che Jewes that dwelt there the ſame ca· 
me,and ſtepte onto me, and feyde: Brother 
Saul, loke vp. And J lofed vp vpor bint 
the fame houre. He ſa yde: The God ofoure 
frees bach orde yned the before,that thou 
uldeſt knowe bis wyll and ſe the chinge > 

Is rightfull, and heare the voyce ont of bis 
mouth:foz thou ſhalt be bis wytneſſe onto 
allmen,oftho thinges which thon haſt fene 
and herde. And now why tariefEthour Ary 
fe,and be baptyféd,and wafie awayetby ſyn 


Roiwb nes, and · call vpon the name oftbeLOR- 

E. 

But it fortuned,chatwhan J was come 
agayne to Jeruſalẽ, and prayed in the tem- 
ple,7J was in ¢ traunce,and farwebim. Then 

Peer Jayde be unto me: Make baifé,* and get the 

ASIA one ont of Jerufalem, for they wyl not re- 
ceane the witneffe that thou beareft of me. 
And Iſayde: LORDE, they thẽ Eluestnowe 
that Jput in preſon and bett in euery ſyna⸗ 

act⸗ e goge them chat beleued onthe. And whe 
the blonde of Steuẽ chy witneffe was [hed, 
I ſtode byalſd Tconſented vnto bis death, 
and kepte the clothes of them that flewe 
him. And be fayde vnto me: Gotby waye, 

*ACaza for « TF wil ſende the farre amongethe Hey 

alse chess, 

Ephez.a 


€ . They gaue him audience vnto this wor · 
de, and lifte vp their voyce,z fayde: Awaye 
with ſoch a felowe fromtbeearth, foricis 
notreafon that he ſhulde lyue. Butas they 
cried, and café of their clothes, z thrue duſt 
in to the ayre, the captayne bad brynge 
him in to checaftell,and commeaunded bins 
to bebcaten with roddes and to be eramy- 
ined, tbat be mighte knowe, for what cauſe 
they cricd fo vpon bim. 2nd whan beboun- 
‘de him with thonges, paul fayde vᷣnto the 
vndercapta yne that ſtoͤde by: Is it lanfull 
Foz you to ſcourge a man t hat is a Romay⸗ 
ne, and vncondemned? Whanche vndercap 
tayne herde that, he wẽte to the vpper 
tayne, and tolde him, and ſayde? What wil 

thou do This man is a Romayne. Then ca 
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me ¥ vpper captayne,andfayde onto hime: 
Tell me, are thous Roma yne ⁊ He fayde: 
Mee. And che vpper captayne anfivered: 
With « greate finnme opcayned J this fre- 
dome. Sut Paul fayde: As for me, Jama 
Romeayne borne. Thẽ ſtraight waye depar 
ted front bim,they chat ſhulde haue eramy 
ned him. And ¥ chefe captayne was aftay- 
ed, whan be Enewe that he wasa Romay- 
ne,and becanfé be bad bounde bim. On the 
nerte Daye wolde be Enowe the certentye 
wherfoze he was accufid ofthe Yewes,and 
Helowfed bim from the bondes and com- 
maunded che bye pzeftes and all their coun 
cell to come together, and broughte pant 
forth, and ſet bim amongethem. 
The . Chapter, 
Aul bebelde the councell,andfayde: A 
3 Remen anv brethren, Jhaue lyued Acta⸗. b 
SD with all good conſciencẽ before God 
vnto this daye:* Sut thebye preſt Ananias Peon) 
commaundedtbhem that ftove aboute him, '0"* 
tofinyte bi on the mouth. Chen fayde paul 
vnto him: God fal finyte the thou paynted 
wall. SytrefEtbou and indgeſt me after the Deutz. 
swe, and commaundeſt meto be finycten cS 
trary to ¥ lawe? And they that ſtode abon 
tebifayde: Rewylefé chou Gods bye prefer 
2nd Panl fayde: Bꝛethꝛẽ. J wyſt noe chat 
be was che bye pꝛeſt. Goritis weyttẽr · The Exod 
ruler ofthy people[haltehounot curfe. 
Sut whanpaul knewe that the one par 
te was Saduces, and the otber parte Pba- 
riſes, he cried out in ¥ councell: Ne men and 
bret hren. 3 ama pharife,and the fonne of a 
Pbharife, Df bopeand refirreccion of the phi 
Deedam Findged. And whan hehadfo fay az 
de,there arofe a diffencion betwene  pha- ** 
rifés and the Saduces, and the multiende 
was Denyded: « forthe Gaduces faye that nat aa.c 
there is no reſurreccion, nether angel, ner Marc.12-b 
fprete: but the pharifes gratite both. And Lucse-d 
there wasmade a greate crye.2ind ¥ Sery 
bes ofthe Phar yſes fecte,ftove vp,andfiro- 5 
ue,andfayde:We fynde no evell in this ma. 
Dut yfa ſpꝛete oran angell have ſporẽ vnto 
him let vs not firyue. —— 
Dut whan the diſcenſion was greate, F 
vpper capraynefeared,that Paul ſhulde ha 
ue bene pluckte a fonder of them, and come 
maunded the foudyers co go downe, andto 
tate bim from them, andto brynge bin in 
tothe caftell. Sutin the nighte folowinge, 
theL ORDE ftove by bim, anid fayde: Be of 
good cheare paul, for as thou haſt teſtified ephes.2 
ofme at Jeruſalem + (> mufé chow teftifye aTim.ib 
at Rome allo. 
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Low whan it was daye,certayne ofcbe 
e wes gathered chem ſelues cogether,and 
mMmade a vowe nether to eate ner drynke, tyll 
they bad kylled paul. Chey were mother 
forye, which bad made this confpyzacion. 
Theſe came tothe bye preſtes and levers, 
and ſayde: We haue bounde oure felues  & 
vowe,thatwe wil eatenotbinge,tyll reba 
neflayne Paul. Now cher fore gene ye rnow 
lege tothe vpper captayne and to the cours 
cell, that be maye brynge bins forth vnto 
you tomozor, as though ye wolve heare 
him yet beecer: As for vs, we are ready to 
kyll him, or euer he come nye you, 

€ Bue whan pauls ſiſters forme herde of 
theirlayengearwayte, became,and centred it 
tothe caſtell, and tolde paul.So paul cal- 
led vnto bimone of y onder captaynes,and 
ſa yde Beynge this yonge man to the vpper 
captayne, for he hath fomerwbat to faye to 
bim. He coke him, and broug hte bim to the 
vᷣpper captayne, and fayde: Paulthe pzefo- 
ner called me vnto bint, and payed me to 
brynge co the this yonge man, which hath 
ſomwhat co faye unto the. Then the hye 
captaynetote bim by the bande, and wente 
a ſyde with him out of the waye, andared 
Him: Dba is it, chat chou haſt co faye on 
to me? He ſa yde: The Jewes areagreedto- 
gether, to deſyre the, toler Paul be brough- 
te forth tomorow before the councell, as 
though they wolde yet heare him better, 
But folorenoethou cheir myndes, fo: the- 
re laye wayte for bint mo then fozcye men 
Off chent, whic) bane bounde them ſelues 
with a vowe, nether to cate ner dzynke, 
tyll they haue flayne Paul: andenen now 
atethcyredye, and loke for thy pzomes. 

Then the vpper captayne let the yonge 
man departe, and charged bint to tell no- 
man,that be bad fhewed bim this. And be 
called onto him two vndercaptaynes, and 
fayde:ATate redye two bundzech foudyers, 
thatthey maye go to Cefarca, aud thie feo 
re end ter hoͤrſmen, aud two hundreth 
ſpeare men at the thirde honre ofthe nigh- 
tc,and delyuer thé beaftes, chat they maye 
ſet Paul theron, and brynge bim fafe vnto 
Felix the debyte, and be wrote a letter on 
this maner: 

D — Claudius Ayfias,ontothe moſt mightie 


Aad Debyce Fir, grecynge. «Che ewes had 


taken this man, and wolde baue flayne 
bim,then came J with foudyers, and refen- 
ed bim,and perceaned tharbe isa Romeay 
ne. And whan J wolde baue knowne the 
cauſe, wherfore they accuſed bi, J brough 


of che Apoſtles. 


te him into their councell: then perceaued 
¶chat he was accuſed aboute queftions of 
cheit lawe. nt there was no accufacion 
worthy of death o: of bondes, And whan 
it was fhemed me, that_certayne “ewes 
Iayed wayte foz bint, J ſent him ſtraight 
waye vnto the,and commaunded the accu- 
fers alfd, chaclote what they bad aga ynſt 
bint, they ſhulde tell che fame before the. 
Fare well, 

The foudyers (as it was commaunded 
them)tote paul,and broughte bim to Anti 
patras. But on the nertedaye,chey lefre F 
horſe men to go with bins, and turned agay 
tte to the caſtell. When theſe came to Cefae 
rea, they delyueredthe letter vnto theDeby- 
te,z prefented paul before bins alſo. Whan 
the Debyte had red che letcer, heared off” 
what countre be was. And whe bevnder- 


ſtode that he was of Celicia he fayde:* J wil Denture 


heare che, whan thine accuſers are com̃e al · 
fo. Anð he commaunded himto be bepte in 
Herodes tudgment houſe. 


The XXII. Chapter, 
Of Seer fyue dayes the bye pꝛeſt Ana · A 


nias came Downe with the Elders, 

and wb the Ozatour Certullus,whidy 
appeared before the Debyte agaynft paul. 
Whan paul was called forth, Tertullus be 
gãne to accuſe him, and fayde:Scynge that 
awe lyue in greate peace by the meanes of Fs 
and thatmany good thinges are done for 
this people thozor thy piouydence (moſt 
mightie Selirchatalowe we encr and in alt 
places withall chantes. Mot withſt ondin · 
ge I be nomoretedious vnto the, Jpraye 
the,that of thy curteſy thou wolde| Beare 
vo a few wordes, 

Webane founve this mana peſtilent fe- 
lowe, and a ſterer vp of fedicion amonge all 
the Jewes thorow out all che wolde, and 
amanteyner of the fecte ofthe Nazaretes, 


rand bath taken in hande alfo to fisfpente Aano 


the temple, whom wetote, and wolde haue 
indged bint acordinge to oure lawe. Sut 
Lyfies che bye captayne came vps vs, and 
with greate violence delyncred him out of 
cure bandes, and commiaunded bis accu- 
ſers to comevntothe:ofmbom(yfebou wile 
enquyze) thou mayeſt haue Enowlege of all 
theſe chinges, wherof we accufe him. The 
Jewes likewyſe affirmed and ſa yde, that it 
yas euen ſo. 
But Paul (whan the debyte had becke · 

ned vnto him,that be ſhulde ſpeake) anſwe 
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red: Seynge J Enowe that thon bafé bene 
indge now many yeares amonge Ebis peo- 
ple, J wil not be afrayed to anfivere for my 
felfe,becanfecbat thou ma yeſt Enowe,that 
there are yet nomoze but twolue dayes ſen⸗ 
ce J came vp to Jeruſalem for to worſhip⸗ 
pe, and that they nether founde me inthe 
temple difputinge wich eny man, oz matyn- 
e eny vpzoure amongetbe people, nerin y 
ynagoges, ner in the cite: nether can chey 
2ouetbe chinges, wherof they accufe me. 
one this Jxconfeffe onto che, that after 
this waye which they call berefye, fo wo2- 
pres, the God of my fathers, chat be, 
lene all chat is wrytten in the lawe and it 
the propbetes, and baue hope towardes 
God,that che fame reſurreccion ofthe deed 
Grbich they them felues [ote foralfo) [hal 
be, both of che iuſt and vniuſt. C ber fore fiu- 
dye J co bane ailwaye a cleare confcience 
towardeGod andtowarde men. 

But afecr many yeares J came and 
broughte allmeſſe onto my people,and offe 
ringes :+ whervpon they (ounbe me puri- 
Fyed in the cemple without eny maner of ru 
moure or vnquyet neſſe. Howbẽit there were 
certayne Jeives out of Aſia, which ſhulde 
bebere pieſente before the, and accufe me, 
of they bad oughte aga ynſt me: or els lett 
theſe fume bere faye, yf they bane founde 
eny vnrig hteouſnes in me, whyle J ſtonde 
berebefore ¥ conncell:ercepte it be for this 
one worde chat J cried fEondinge amonge 
them: · Ofthe reſurreccion off the deed ams 
FJiudgedof youthis daye. 

€ _Whan Felix herde this, he dyfferred thẽ 
(fozbe tnesce very well ofthat waye)and 
fayde: Whan Lylias the vpper caprayne 
commeth doronc, Iwyl knowe ¥ vetemofé 
Tereso-b of youre matter * Sut be commaunded the 
AG272 vndercapcaynetoFepe paul,and toler bins 
haue reſt, and that be ſhulde forbydde none 
Of his acquauntadcetomynifter vnto bins, 

orto come vnto him. 

But after certayne da yes came Helix ch 
bis wife Deufille,whidy) was a Jeweſſe and 
called for Paul, angberdebim of the faith 
in Chriſt Howbeit whan paul ſpabe off 
righteouſneſſe, and off chaftite and off the 
iud gment to come, Gelir trembled, and an- 
frvercd:Go thy waye for this tyme. · Whan 
hanes conuenyent t ynie. J wil fende for 
che. He hoped allo, thar money ſhulde bane 
bene geuen bim of paul, cher fore called he 
oft for bim,and commened with bim. Bue 
after troo yeares came Port ius Feſtus in to 
feliz rownie. Net Felix wyllinge co ſhewe 
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of che Apoſcles. 2. lxixij. 
the Jewes a pleaſure left paul bounde. 
The Xxv. Chapter. 

Oro whan Feftus was come int to A 

the countre, duer thre da yes he wen 
© te vp from Cefarea to Jeruſalem. 
Zhen appeared che bye preftes andthe che- 
fe oft the ewes before bim agaynfé paul, 
and intrested bin, and defyzed fanoure 
agaynſt bim, that be wolde nde for bing 
to Jeruſalem, and layed wayte for him that 
they might flaye him by the waye. Chen 
anfwered Seftus, char paul ſhulde be Fep- 
te at Ceſare a. but chat be bimfelfe wolde 
Hoꝛtly go chither agayne. Lee chem eber- 
foze(fayde be) which are able amonge you, 
comte Downe with vs to accufé the man, yf 
therebe ought in bim. 

Wyhan he had taried amonge them more 
then ten dayes he wente dorne to Ceſarea. 
And on the nexte daye he fat downe on the 
iud gment ſeate, and comnsannded Paul to 
be broughte. Whan be was come, ¥ Je wes 
which were come downe from Ferujalent, 
ſtode rounde aboute bim, and bioughte F 
many and greuous quarels agaynft paul, 
whidy they coulde not prone, wbyle bon 
fivered for himſelfe: J haue nether offen · a 
ded ought aga ynſt the lawe ofehe Jewes, 
ner agã ynſt the téple,neragaynftche cEm · 
peroure. 

Dut Feſtus wyllinge to ſhewe the Jewes 
& pleafire,anfroered Paul, and ſayder Wilt 
thougo xpto Jeruſalem and there beind- 

> off chefe chinges before me But Paul 

Jayde: Iſtonde at thesEmperoursiudgmec 
feate, robere Fought co be tudged: to the 
ewes haue J done no harme as thou alfo 
Enoweft very well. xf I baue burte eny 
man or conimitted eny hinge worthy off 
death, Irefuſe not to dye. But yfthere are 
no foch chinges as they accufe me off, chen 
mayeno man delyner me vnto then. Fap- 
peale onto the Emperoure. Chen fpate ey 
tus withtbeCouncell,and anfivered: Thow 
baft appealed vnto che mperoure, coche 
Emperonre fhalethon go. 

fter certaynedayes cametynye Aeris 
pa and Bernice to Cefares to welcome. Feſe 
tus. And whan they had taried there many 
dayes, Geftus rehearſed Pauis caufe onto 
thetynge, and fayde: Chere is ¢ man left C 
bounde of Seliv,for whofe cauſe the hye pꝛef 
tes and Elders of the Jewes appeared bee 
fore me whan J was at Jerufalem,andve- 
Syed @ fentence agaynft bim. Onto whons 
J anfivercd: * It is not the maner offebe Deucez.a 
Bomaynes co delyuer eny manthat be ſhul 
RK tig “ 
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de periſhe before that be which is acenfed, 
bate bis accufers refente, and receaue li⸗ 
bert ye to anſwere * him felfe to the accuſa 
Aon Whã they were come hither together. 
made no delaye. but fat the nerte Daye in 
¶mdgment, and commaunded the man to be 
broughte forth. Of whont, whan the accu⸗ 
fers ſtode vp, they bꝛoughte no accuſacion 
Of fod) chinges as ſuppoſede Dut had cer 


of che Apoſtles. 
it was led from the begynnynge amonge 
this people ac Jeruſalẽ) kInowẽ all che Jew · 
es whid Eyeweme afore at che firft, yft hey 
rooldeteftifye, for after the moſt ſtrayte ſec 
te of oure Jewyſh lawe. J lyued a pharife. atarn 
And now fEonde FJ, and ans indged becauje Phils.a 
of the hope of ebe * pzomes, that was made «Gensc 
of God vnto oure fathers, vnto the which andas.c 
(promes) oure twolue trybes hope to come, —— 


rayne queftions aga ynſt him oftheir awne 
faperficions,and of one Jeſus deed whom 

aul affirmed to be alyue. Howbeit becau · 
fe J vnderſtode not the queſtion. J ared be, 
whether he wolde goto Jeruſalẽ and there 
be indged of chefe matters. But wha paul 
badappealed, that he might be kepte vnto 
the Enowlege of the Emperoure, 3 cOmauis 
ded bint to bekepre,cyll I mighte fende bine 
to the Emperoure. 

D — Agrippa ſayde vnto Feſtus · J wolde 
fayne heare cheman alſo He ſa ydeẽ Tomo⸗ 
row ſhalt thou heare him. And on the nexte 
Daye came Agrippaz Bernice with greate 
pompe,and wẽte into che comon ballwith 
the captaymes z che fe mé of the cite. And ar 
Feſtus cOmaundement, Paul was broughe 
forth. And Feſtus fayde: Kynge WAgrippa, 
and all ye men which are here with vs, ye fe 
this man, aboute whoin all che multitude 
ofthe Jewes haucentreated me, both at Je 
růſalẽ and bere alfo,and cried, that be ought 
mot colyueenylenger. But whan jperces- 
ued that he haddvonenothinge worthy off 
death,and that be bimfelfealjo bovappea- 
[cd vnto the Emperoure. J determyned to 
fende bim, of whd J bane no certayne thin · 
ge to wryte vnto my lorde. Therfore haue 
canſed bi to be broughte forth before you, 
fpectally before the(® Eynge Agrippayebac 
after eraminacton bad, J might baue fons- 
what to wryte. For me thynke it an vnreafo- 
n ihle thin ge to ſende + preſoner, and not to 
ſhewe the cauſes which are layed aga ynſt 


dint 
The XXVI Chapter. 
A Gd Grippa fayde vnto paul: Thou haſt 
Sy leue tofpeate for thy felfe. THE Paul 
ſtretched forth the bande, and anfive- 
red for bimfelfe: Tj chinte my felfe bappye 
(® Eynge Agrippa )becanfe J fhal anfrce- 
re this daye before the, of all che thinges 
wherof Fam accufed of the ewes: fpecial- 
Ty for ſo moch as thou arterperte in allcufto 
mes and queftions, which are amonge the 
¶Jewes. Wyer fore J befechethe,tobeareme 
paciently. 


My lyuynge truly from youth vp how 


fernynge God inſtãtly Daye and nighte. Foz 
the which hopes fate (© Eynge Agrippa J B 
am acenfed of che Jewes. Wher fore ts this 
indgedamonge you not to be beleued, that 
Govrayfech vp chedecd7 

Jaiſo verely thoughte by my felfe, that 
Joughte todo many coerary chinges clea- 
Reagaynfe the name off Jeſus off Naza⸗ 
reth,* which I dyd at Jernfalem, whan F 


Freceancdauctoriteof ¥ hye pzeftes. And 
Iwhs they ſhulde be puc co death, I brough- 
tethe ſentence. And thorow all the ſynago⸗ 
ges J punyſhed them ofc, and compelled 
thé co blafpbeme, and was exceadinge mad 
vpon them, and perſecuted them even onto 
ſtraunge cities. Aboute which thinges as J 
wente do warde Damafcon with auctorite 
and lycence ofthe bye preſtes, euen at myd- 
daye ẽ O kynge)IJ farwe in the waye, that a 
lighte from heaũẽ (clearer then the bright · 
neſſe of the Sonne) ſhyned rounde abdute 
me, and them that idurne yed with me. 
BDucwhanwe were all fallen downe to C 

the carth, J berdea voyce [peat ynge vnto 
me, and fayége in Hebrue: Saul Saul, why 
perſecuteſt thou mez It ſhalbe barde for the 
to kycke agaynft the pzycFe. But J ſayde: 
LORDE,who art thou? He fayde: J am Je 
firs, whom thou perfecuteft.5utryfe vp,and 
ſtonde vpon thy fete, for therfore bane Jap 
peared vntoche,that Jmighte orde ynẽ the 
tobe a myniſter and witneſſe of it that thou 
haſt fene,and that Jwyll yet cauſe to ap⸗ 
peare vnto the. And Iwil dvelyuer the from 
the people,and from the Heythen, amonge 
whd J wil now fende the,to opé their eyes, 
that they maye turne fromthe dartneffe on 


to cherlighte,and fromcbe power of * de- Eason 


nell vito Goo, that they maye receaue for- 
geueneſſe of ſynnes, and the enberitaunce 
with chem that are fanctified by faith in me. 
Wher foꝛe (O kynge Agrippa) Iwas not D 
faithleſſe vnto y heauẽly vifion, bur ſhewed 
tt firſt vnto chem at Damaſcon, and at Je⸗ 
ruſaiẽ, and in all the coaſtes of Jewry, and 
totbe Heythen, that chey ſhulde · do pen· . 4.4 
naunce, and curne ynto Gov,and todo the pci. 
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righte workes of permaunce. Forthis canfe 
the Jewes tote mein the temple and wente 
aboute to kyll me. Dut thorow thebelpe of 
Bod lent vnto me, Iſtonde vnto this daye, 
and teſtifye both vñto ſmall and greate,and 
faye no otber thinge, thé that ¥ pzopberes 
bane fayde(chacit [yuldecometo paffeand 
Mofes chat Chuf— fhulve ſuffre and be 
the firfEof the refirreccton from the deed, 
— light vnto the people, and to the 
eythen. 

Whar be thus anſwered for bimfel fe, Sef 
tus ſayde with a loude voyce: Paul, thou 
art beſydes thy felfe,moch lernynge matech 
¥ mado. Bue paul fayde: J am noc madd 
(moft deare Feſtus) but fpeakethe wordes of 
trueth and foberneffe: foz ¥ Eyngetnoweth 
this well, unto whom Jſpeake frely. For I 
thinke chat none off thee thinges is hyd 

om bim: for chis was noc donein a comer. 

elenefEchou the prophetes, OE ynge A- 
grippa? Iknowe that thoubeleueſt Agrip 
Pa ſayde vnto Paul: Thoͤu perfaadefé me in 
parte to become a Chriſten. paul fayde: 

wolde to Goo, that (noc onely in a parte 

ut allcogetber,)Imighte perſuade not the 
onely, but allebemetbat heare me this daye, 
to befody J am, theſẽ bondes excepte. 2nd 
whan be bad (poten chis,thetyngerofe vp, 
andche Debyte,and Bernice,andebeythat 
fat withthem, and wente afyde, andtalted 
together, and fayde: This man bath done 
not hinge thacis worthy of death or of bon 
des. But Agrippa ſayde onto Feſtus: This 
man mighte haue bene lowſed, yf be bad 
noc appealed vnto the Emperoure. 


Che XXVI.Chapter. 


2 Hanit was concluded that we ſhul 
de faylein co Italy, they delynered 
Paul andcertayne other prefoners 
to the vndercaptaynenamed Gulins,of the 
mperours oudyers . And whan we were 
entred in to a ſhippe of Aozamitium, co fay 
le by Aſia, welowsed from londe. And there 
was with vs one * Ariſtarchus out of a⸗ 
cedonia off Theffalonica, and on ebenerte 
Dayerve came onto Sidon. And Julius in- 
treated Paul curceonfly,and gane bimliber- 
tyto goto bis frendes, and to refiefl him⸗ 
felfe.2ind from thencelaunded we,andfay 
Ted harde by Cypers ( becanfe the wyndes 
werẽe agaynft vs and fayled oner the fee of 
Celiciaand Pampbilia, andcameto Myra 
inLycia. 
nd there the undercaptayne founde a 
Phippe of Alexãdria, ready co faylein ro Ita 
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ly, and put vs therin. And whan we bat 
fayled flowly, andin many dayes were fear- 
cely come ouer agaynſt Gnydon(foz che wynt 
de with ſtode vs)we fayled by Candy nye 
vnico the cite off Salmo, and came fearcely 
beyondeit.Chen came wetog Place, which 
iscalled Goodbauen, nye where vnto wae 
the cite Lafea. Mow whanmody tyme was 
fpent,and faylinge was now toperdous, be- 
canfe that they alfe bad fafted oucrlonge, 
Paul erbozced chem, and fayde vntocbems 
Syzs, Fe that this faylinge wyl be with 
burce and mod dammage,nor onely of the 
—— and of the fhippe, but aiſo of oure 
yues. 

Neuertheles ¥ vndercaptayne beleued B 
the gouernoure ofthe ſhippẽ aub F mafter, 
mone then it that was fpoten of paul. And 
for ſomoch as thebaué was notcomodions 
Co wynterin, the moze parte off them tote 
councell to departe théce, yf by eny meanes 
they might come to Pbenices to wynter 
there, which is an banen of Canby, cowar- 
de the Southweſt end Nothweſi wynde. 
Whan the South wynde blewe, they fisp- 
pofinge to baue bad their purpofé, Tow 
‘wnto Aſſon and fayled paft all Candy. 

Sut not longe after, there rofe a: aynſt 
their purpoſe a flawe of wynve, whidy is 
called the ÜNortheaſt. And rban the fhip- 
pewas caught,and couldenotrefifé > wyit 
de, we let her go, anddzane with the webd- 
der, Sut we cameo an Flenamed Clau- 
dia, where we coulde ſcarce Set & bote. 
Which they coke vp, and vfed belpe, and 
boundeit under harde to the fhippe, fearin- 
gelefechcy ſhulde haue fallen into the+Syz 


tes, and let downẽ the veffell, and [> were —— 
lous pla. 
isbe 


catied. And whan we had bybden a greate 
tépeft, on che nexte daye they madeanont- ces 
caftinge. And onthe chirde daye with oure fee 
arone bandes we café out the tacklynge of 
che ſhippe. Sucwhanether Sonnener 
res appeared it many ayes, and nofinall 
tempeftlaye vpon ve,all the hope of onre li 
fe was taten awaye. 

ind afcer Longe abftinence, paul ſtode € 
forth in the myddes of cz, and: ſayde:Syrs, 
ye ſhulde bane bertened onto me, and not 
tobaue lowſed from Candy, andnotto ha⸗ 
uebroughte vs this barme and loffe.2ind 
now Ferborte you to be of gooddheare, for 
ee That none of ourelynes periſhe but che 

ippe onely. 

SForthis night ſtode byme the angell off 
Gorcwhofe F am,z awhs Iſerue aide: Few 
re noc panl, thou muft be broughte before 


Matio.d 
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the Emperoure. Andlo,God hath geuen vn 
tocheallebechatfayle with the. Wherfoze 
fy2s be of good cheare : for J beleuc God, F 
it [yal come foto paſſe as tt was tolde mec. 
Horobeit we moe be caſt into a certayne 
ylonde. 

But whan the fourtenth night came,as 
we were caried in Adria aboutemydnight, 
¥ [yipmen demed that there appeared ſome 
countre onto them,andebey caſt out the lea 
de and founde it twẽt ye feddoms: and whã 
they were gone a litle farther, they caſt out 
the leave agayne, and founde fyftene fed- 
‘Doms. 

Then fearinge leſt they ſhulde fall on fo- 
merocFe, they café foure ancFers out ofthe 
fierne,and wyßhed for the Daye. Whan the 
[hipmen were abonte to flye out of che [pip 
pe and let downethe bote in co the fee,(vn- 
der a coloure as though they wolde caſt an⸗ 
kers out of the fore ſhĩppe) paul ſayde to ¥ 
vndercaptaynẽ and to the ſoud yers: Excep 
te theſe byde in the fhippe, ye can not be ſa ⸗ 
wed. Then the foudyers cut of the rope front 
thebote, and let it And whan it began 
ne to be daye Paul erhorted chem alleo ta 
ke meate, and ſa yde: To daye is the fourtene 
daye that ye haue taried and cont ynued fat 
tinge, and haue receaued nothinge: Wher 

Fore J praye you to take meate, for youre 
ealth: for there ſhal not one beer fall front 
the heade of eny of you. 2nd whanbebad 
thus fpoten, be tote bied, and « gaue than- 
Ecs co God before them all and brabe it and 


. begãne to cate. Chen were they all of good 


cheare,and tote meate alſo. We were all co- 
gether inche ſhippet wo hundreth thre ſco· 
re and ſirtene ſoules. And whan they had ea 
ten ynough, they lightened the fhippe,and 
caft outthe wheate in to thefec. 

ban it was daye, chey Enewe not the 
londe. But they ſpyed an hauen with aban 
€c,into which they were mynded( yfit were 
poſſible )to theuſt in the ſhipppe. And whan 
they bad tabẽ vp the anckers, they comm yt 
ted them ſelues tothe ſee, and loroſed the rud 
der bandes, and hoyſſed vp the ma yne ſayle 
tothe wynde, and dꝛue towarde londe. And 
shan we chaunced ona place which bad 
the ſee on boththe ſydes, the fhippe daßhed 
vpon it. Andthe fore parce above faſt vnmo 
bed, but che hynder parte brake thorow the 
wiolence ofthe wawes. 

The ſoudyers councell was to kyll ¥ pre- 
Ponere,lefE eny ofthem whan be bad fivym- 
med onc, ſhulde flye awaye. Dut the vn⸗ 
Dercaptayne wyllinge to ſaue Paul, keped 
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them front their purpofe,and conmmannded 
that they whidy coulde finymme, ſhulde 
café chem ſelues firft in to the fee, and efcape 
vnto londe: and the other, ſome on bordes 
ſome on broken peces of the fhippe. And ſe 
it cameto paffe,chat all the foules came ſa 
fe vnto londe. 
The XVVI Chapter. 
1¢ Clb whs we were efcaped,wetnerve B 

Sf that the Ile was called Melite. As 
YI forthe people,chey ſhewed vs no litle 
Eyndneffe: for chey Eyndleda fyre and recea 
ued vs all becaufe ofthe rayne that was co 
me vps v5, and becaufe ofebe colde. Whan 
pet bad gachered a bondell of ſtickes, and 

a yed them onthe fyze, there came a vyper 
out ofthe heate, and leape on pauls bande. 
Whan the people fawe the beeſt ange on 
bis hande, they ſayde amonge them ſelues? 
This man muſt nedes be a murthurer, whõ 
vengeaunce ſuffreth norte lyue. though be 
bane eſtapedtheſee But he ſhore of y beeſt 
in to the fi 

beitthey wayted, wha be ſhuide haue ſwol 
len or fallen downe deed ſodenly. But whan 
theybadloted a greate whyle, and ſawe F 
there happened no barme vnto bins, they 
chaunged their myndes, and fayde thar be 
was a Gor. 

Jur the fame quarters the chefe man of 
the “le whofe name was publius bad 4 
lordſhiperthe ſame receaued vs,andlooged 
vs thie dayes curteouſly. It fortuned whe 
publius facher laye ſicke of che ſeuers and 
of a blondy fluxe, Paul wente in once bin, 
and prayed, and layed the bandes on bim, 
and bealed bin. 

Wyhan this was done, other alfo which B 
bad difeafes in the Fle, came, and were be 
led. Andthey dyd vᷣs greate honoure. And 
whanwe departed, theyladed vs with thin 
ges necefjary. 

After thꝛe monethes we fayled in a ſhip⸗ 
pe of Alerandzia, whic) hadwyntred inthe 
Ile and hada badge ofCaftoz and pollur. 
Andwhan we cameto Syracuſa. we taried 
there thze dayes. And whan we had fayled 
aboute, we came to Rhegium: and after 
one daye whan the fouchwynde blewe, we 
cameto putiolus, where we founde brethꝛẽ 
and were deſyred of chem totarye there ene 
dayes, and ſo came we to Rome. And from 
thence whan the brethren herde of vs, they 
carte forth to mete vsto Apiforum and to 
the Chie tauerns. Whan paul fawerbem, 
be thated God, and waredbolde. But whã 
we came to Rome,the vndercaptayne dely 


2e,and«and felt no barme.wow- Lucse.b 
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wered the prefoners to ? chefe captayne. As 
for Panl, be had leue to byde alone with one 
foudyer chat kepte bins. 

After thee dayes it fortuned. F paul cal- 
led $ chefe of $ Jewes togetber. And whã 
they werecome,befayde vnto thé sme mez 

Adah brethrẽ. J have cõmytted nothinge aga ynſt 
anes? & peoplener agaynſt $ lawes of $ facbers, 
yet was J boũde, delyucred ont of Jeruſalẽ 
Into y Romaynes hãdes: which wha they 
Haderamyned me, wolde haue let mẽ go, foz 
mochas there was no cauſe of death ĩ me. 
Duct whã Jewes [pate y cSerary, Jj was 
<Sftrayncd to appeale vnto * Empers snot 
as though J bad oughttoacenfe my peo⸗ 
ple of. For this cauſe haue J called you, ené 
ARIEA® Eo fe you,z to fpeaterd youibecaufeH * for F 
bopeof Iſtael, Jam bounderd this cheyne. 
Theyſa yde vnto hi: We haue necberrecea- 
nedletter out of Jewry cScernyngethe,ne- 
ther came thereeny o tbe bretbzé, ſherwed 
or ſpake eny harmẽ of ¥. But we wyl heare 
of > whacchouchinteft; for we haue herde 
Of this ſecte that cuery where «itis ſpolen 
aga ynſt. And whe they had appoyuted ht 
@ Daye, there came many onto bi urco bis 
lodginge:wnco whs be erpoiided FEyngdo 
me Of God z preached vnto thẽ of Jeſu out 
of Flare and our ofthe prophetes, euẽ frs 
mornynge vntyll che ené. And ſome beleued 
¥ chinge he ſa yde, but ſeme beleued nor. 
But whe the yagreed not amõge che fel 
ues,chey departed, wha Paul had fpoké one 
wore: Full well hath the holy gooft [poke 
Eacb by $ propbertEfay visto d fathers, z faydez 
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, Sovntothis people,and faye: With earcs 
eect ye yal beare,z noc vnderftsve : z with eyes 
ae al ye fe,z not perceaue. For ¥ here ofthis 


| ol 


Romu.b peels is waxed groffe, They beare hardly 
xb theireares : zebeir eyes banetbeyclofed, 
} they ſhulde not oncefe wb cheireyes,z hee 

rex their eares, vnderſtõde t their bertes, 
anv be cSuerted, Imighte heaie thẽ Be ic 
knowne therfore vnto you, ᷣ this ſaluaciõ 
Of God is ſent vnto ¥ Heythẽ and they ſhal 
heare it. And wha he ſa yde p * Je wẽs de- 
parted. T bad a greatedifpucacion amonge 
thé ſelues. But Paul abode two whole yea⸗ 
res in bis owne hyred dwellinge, zreceaucd 
allebe ᷣcame in vnto bi,preachinge * byng 
dome of God, and teachinge thoſe chinges 
awbich concernetbeLORDE Jeſus with all 
boloneffe, vnforbydden. 


The endeof che Actes of the Apofk- 
les, wrytten by S.£ uke, whidy 
was prefent at * doynges 

of them. 
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She Opiſtle of 
he Apoſtle S. Paul coche 


Vomaynes. 
The Summe of this Epiſtle. 


Chap. 
Now chaipt from fynne,we mult Fafbion oure 
felucs to iyue as the fermauntes of God, and 
notafrer onreawneluftes The vulitereware 
deof rightcoufines and Fynne. 

Chap. Vi. Ehiiſt hath oelyuercdvs fromthe 
lawe and death Paul fheweth what the ficfip 
and ourmarde man is, and calleth it thelawe 
of the membres. . 

Cheap. VI. Thelawe of the ſprete geucth life. 
The fpreteof Goo maketh vs Gods dildzcre 
and beyzes with Chat. Theabundaunt louc 
of God cannot be feparated. 

Chap. 1x. Paul complayneth vpon thebard 
bertesof the Fewes, thatwolde not reccaue 
— bow the Deythẽ are choſen imeheir 

eade 

Chap. X. The onfaithfulnes of the Jewes · 
Two mance of righteoufnesfes. 

Chap. Xt. All eheFewesare not caftawayes 
therfore paulwernerh the Gentiles tharbe 
called, not to be bye mynded, ner to defpyfe 
the Jewes. for the iudgmetes of Gov are ‘Depe 
and fecrete- nee ‘ 

Chap. Xi. — The fwete conuerſacton, loue 

— of ety aabetenetn coe ane 

Chap. Xul. e obedience of men vnto their r: 
Niece Louefulfilleth thelawe seis pits fi 
mre to folowe the worFes of dart neffe. 

Chap. Xi. The weake ought not to be deſpy · 
fed ANo man fhulveojfende anothers confeten> 
ce. %gayne, for outward thinges fhulde no 
man condemne another. 

Chap. XV. Theimfirmiteandfraylneife ofthe 
weaFe ought to be borne with all loue and 
Eyndneffe,sfter the enfample of Chrift. 

Chap. Xvi." Adapter of falutacions Zewar- 
neth them to bewarre of mens doctryne,and 
commendeth vnto themcertayne goodly mer, 
thatwerc loners and brethren in the rructh, 


The Epiftle 


She Kpiftle of 
the Mpoftle S. Paul coche 
Romapnes, 


The firſt. Chapter. 


AOL the fervannte 
Of Jeſus Chrfé, called 


— 
Acqu.a Pto be an Apofile,« puc 
8 aparte co ea Ee 
Boſpell of Govcwobidy 
Deutss.¢ be premyfedaforeby 
Adas.d bis pzopbetes in ¥ bo 
ly feripcures ) off bis 
Matna ¶ ſonne which was begottẽ · of ¥ fede of Da 


Akg. 


Gal1a you and peace fis God oure father, and the 
LORDE Jeſus Chui 

Sirft, Ithanke my God thorow Jeſus 

Chꝛiſt for you albthat youre faith is ſpoken 

of thorow out all the worlde. For God is my 

Totes ag Witneffe(+ whons F ferve in my fpzete inthe 

ee * Gofpell of bis fonne)ebat without ceaſſyn⸗ 

Colsa Je Make mencion of you + befetinge all- 


bow that J bane often tymes pnrpofed to 
nga some vnto youC bur bauc bene~lec hither 


co che BVomaynes. 


ders, without vnderftondinge, couenaunt 
breakere, vnlouynge ſtubborne, vnmercifull: 


Prowc 
Actas 


4 ¢ Ser fore canfé chow not erenfe thy a teacher of * fymple:which hafé the enfans 
wut — felfe(© mã) who ſoeuer thou be that pleof Enowlegez of che trueth in che iawe. 
iudgeſt: for · loke wherin thou tud- Now teacheſt thou other, and teacheſt 

geſt anot her. chou condemneſt chy felfe,info not chy felfe. Thon preachef— chat aman C 
mod as chouthatindget, doeſt euen the fbulde not fieale, and thor ſteaieſt. Thou 
fame. Foꝛ weare fire that theindgment of ¶ ayeſt that aman [bulvcnocbreate wedloc 
Gov is (acorwdingetothe tructh)oucrebent Ec, and chow breakeft wedlocke. Chou abboz 
thar do fod). Suẽ thinkeſt thou this O thou reſt ymages, and robbeft God of bis bonow 
man, that iudgeſt chem which do ſoch thin · re. Thou mabeſt thy booft of che lawe, and 
Ses, and doeſt euen che very ſame thy ſelfe, thorsw breab ynge ofthe lawe thou difho- 
that t hou Hhalt eſcape J iuðgmẽt of God? noꝛreſt God. For chorow you is the name of 
Gꝛ deſpyſeſt thou thẽ riches of his goodneſ· God euell ſpoken ofamongethe Genryles, 
Bhzoc MPactence,and loge ſufferinge⸗ · Znoweſt as it is wreytten. 
Adve thounoc,thac > lonyngetynoneffe of Goo The circhafionverely avaylech, yfthou Esa 
leqverh cherorepentaunces fepe chelaiwe: but yfebou breateebelawe, #4 
But chou after chine harde andimpeni- ¶ then ts thy circumeiſton become vncircum- 
tent here, beapeft vnto thy felfeatreafireof ciſion. Therfore yf the vncircumcifion te- 
wrath, agaynfé che Daye of wrath and of pe the righte chinges conteyned in the 
theopenyngecftbe righteousindgmentof awe, fhal not bis uncircumcifion be conn- 
Pale.b Gov, which fhal rewarde enerymanacoz ted for civcumcifion7And foie that ofnatu- 
dinge to bis Dedes:namely, pzaylez honou · ¶ re is vncircumciſion, and fulfillech thelawe 
re, and vncorupcion, vnto chem that with ſhal iudge the, whidy under che letter and 
pacience in doinge good, ſeke euerlaſtinge ii —— trãſgreſſeſt the lawe. For he is 
aThefub fe: Suc vnto them chat are concencions+z nota Jew which is a Jewe outwarde: ne- 


Che Epifele 
which mer, thongh they Enowe the righte- 
ouſnes of Sodcthat they which do fod, are 
worthy of death) yet not onely do the ſame, 
but alſo haue pieaſure in thoſe chat do thẽ. 
The IL Chapter. 


mot obedient vnto the trueth, buc obeye vn⸗ 
righteouſnes, [yal come indignacion and 
wrath, trouble and anguyſhvpõ all che fou 
les of mé that do euell of che Jewe firft and 
alſo of che Greke: But onto all thé that do 
good( fal come )pzayfé and bonoure, and 
peace, vnto the Jewe firſt, and alſo co the 
Grete. 


to che Bomaynes. No. lxvij. 
OF God, and knoweſt bis will :z foz fo moch 
as thou art enfourmed out of * lawe, thow 
proueſt what ts beſt co do, and preſumeſt to 
be a leader of the biyndera lighte oft hein & 
Gre in darcknes: an enformer of ¥ vnwyſer 


ther is that circũciſion which is done ont- 
wardly in y — —— he is a Jewe, which lohod 
is hydð within. hn 

bere ts the circumciſion, whichis done in 
the fprece andnotintheletter: Whoſe pray- 
[e is not of men, but of Goo. 

Thelll. Chapter. 
Hat furcheraunce ehen haue the A 


d he circumafionof y Ko732 


DB _ «Forthere is no refpecte of perfonnes be- 


¶Jewes ? Oꝛ what avauntageth cit 
Ad1od fore Sod: Who fo ener haue ſynned wit hout 


ciicifions Surely very modo. Firſt 


ONY 


Eph a iawe, ſhal perifly aljo without lawe: and Vnto chem was commytted what God romy.b 

oie eee teed in thelawe,fhalbe pate. Buc whereas fome of coun dydnoe 

Mat.z.c iudged by che lawe. « for be fore Soðd, they beleue theron, what thenz[huldecheir onbe 

Luce are not righteous which heare * lawe: but ¶ leue make the promes of God of none effec- 

HOON shey chat dochelawe, Malbe ĩuſtified For cer Bod forbyd Let ie rather bethus, that 
9f the Gencyles which haue nocebelawe, Godistruc,t and all mẽ lyers. As itis weyt tohse 
do of nature che thinges conteyned inthe ten: Chat thou mayeſt be inftified in thy = 
lawe,chen they bauyngenocebelawe, area fayenges,and ſhuldeſt onercome, wha thou *se# 
lawe vnto them felues, in that they fhewe, art iudged. 
that the worke of lawe is wryteé in their Dut yf it bef, chat oure vnrighteonſnes 
hertes: whyle their confcience beareth wit- prayſeth > righteouſnes of God, what ſhal 
neſſe vnto chẽ, and alſo the thoughtes whidy we faye? Is God then vnrighteous,thatbe 
accuſe or exxuſe them amonge ihem ſelues, is angrie cherfore: Iſpeake thus after the 
in the daye whan God ſhal iudge the ſecre · ¶ maner off men) God forbyd, How mighte 
tes of men by Jeſus Chriſt, acordinge tomy God thẽ iudge * worlder For yf the trueth 
Goſpell. of Sod be thorow my lye the more excellent 

tohe.c But cate hede,y chouartcalleda Jewe. vnto his peayle,why [hulve Ithẽ be iudged 


anv truſteſt incbelawe, ⁊ makeſt thy booſt 


vet as afynner ? not rather to do thus Cas 
nts 


The Epifee 


we are euell ſpoken of and as ſome reporte. 
thatwe ſhuide faye) Let vs do euell. xcoed 
maye come therof. Whofedanacis is infte. 
What fayewe then 7 Are we better then 
they? £70, in no wyſe: foz we haue proued 
afore, both che Gewes and Gꝛebes are all 
Palisa pnder ſynne. 2s it is wꝛyttẽ :There is none 
andss2 vieshecous, no notone. There is none F vn- 
derſtondeth, thereis mone that ſeketh after 
Gord. They are all gone out of the waye, 
they are alltogetber become vnpzoficable: 
there is nonethat doeth good, nonocone.* 
Pals-b Their throrets an open fepulcere,with theit 
Pal.so@ tunges they hance difceaucd, the poyſon off 
Afpesis vnder cheirlippes. Their mouth 
Prosa  istullofcurfynge and byteerncffe. + Their fe 
EAs +0 gre fivifte to ſhed blonde. Deſtruccion ⁊ 
wꝛechidnes areintheir waycs,and * waye 
of peace baue they not Enowne. + Thereis 

pſalaz a yo feare of God beforetheir cyes. 
Duewektnowe, f, what ſeeuer the lawe 
fayeth, it ſa yeth it onto them which are vn 
der the lawe, euer ymouthe maye be ſtop 
ped ð allthe worldembaye be detter vnto 
Galace God,sbecaufe f by F dedes of che lawe no 
Heb7© · fieſh mayebcinftified in bis fighte.* For by 
the lawe commeth bur rhe Enorlege of ſyn 
neButnow without addinge to of F lave 
is the righteouſnes whidy avayleth before 
God,declarcd, hanynge witneffe of F lawe 
andebe propheres:but J fpeate of F righ- 
teonfites before God, whidy cSmeth by the 
faith on Jefus Chriſt, vnto all, and vps all 

themtbatbelene. 

C _ Sorhercisno difference. Forthey are all 
ſynners and watetbe prayſe that Goo ſhul · 
de haue of thẽ. bue without deſeruynge are 
they made righteous ent by bis grace, tho- 
rorwtheredempcton that is done by Chxf— 

Exosse efit, whom Godbath fet forth for a « Mier 

Hebs.a Cyleatetborow faith in his bloude, to ſhewe 
the righteouſnes whidy avayleth before 
bim,in chat be forgenetb the fynnes, whidy 
were done before wnder the firfferaunce of 
Sod, which he ſuffred, that at this eymebe 
mighte ſhewe F righteouſnes which avay 
lech befoze bim: p be onely mightebe righ- 
tcous,zthe righteous mater of bimt which 
is of che faith on Jeſus. 

Whereis now then thy reioyſinge: It is 

excluded. By whatlare 7 By the larwe of 
worbes? Nay, bůt by thelawe of faith. We 


Bome holde therfore that a manis tnftified= by 
—— fatcb. wit hout the wortes of thelawe.O2is 
forth Bod the Godof the Hewes onely? Is Ge 
only not alſo the GSod of the Heythen? Nes vere 


ly the Sod of che Heythen alſo, for ſo moch 


to che Vomaynes. 


asbeis the God onely that inftifieth the 
citcumcifion which is of faith, and the vn⸗ 
citcitcifion thozow faith . Deftroyewetbers 
thelawe thozow faith 7 Good fozbyd .25ue 
we manta yne the lawe. 

Che fourth Chapter. 

RQ? Hat Phal we faye thé chat Abra hã 
SSS & fatberas pertayninge to ¥ flefy 26 
La oypd fynde? This we faye:mfrAbes 
bans were maderighteous thozorw wortes, 
thenbath be wherinto reioyfe,but not befo 
re Gov. Bue what fayeth F feriptures* A⸗ 
brahã belened God, z F was counted vnto Gens. 
bimforrightconfites. Vnto biygocthabou Cals.a 
ter workcs, is the rewarde not rekened o lacobac 
fauoure, but of dut ye: Howbeit vnto him, 
goeth not aboutewith worbes, but beleuet h 
on bi ? iuſtifieth the vngodly,is bis faith 
counted for righteonfises. Euen as Dauid 
fayeth alſo, chat bleffeones is onely that 
mans, vnto whs God counteth righreouf- 
nes without adbdinge to of workes, where 
be fayeth: Bleſſed are they, whofe vnrigh- 
teonfiteffes are forgeuen, and whofe fynnes Pilea 
are couered. Bleſſed is che man,vnto whom 
theLORDE impnteth no ſynne. 

Now this bleffednes, goeth it ouer the B 
circũciſion or ouerthe vnictrcumeifiony We 
muft nedes graunte, * Abeabas faith was 
coũted unto bt for righteoufites. ow was 
it thẽ rekened vnto him? In the circiicifion, 
or in the vncircumcifion 7Doutles «not in Cenu. b 
the circiicifion, but in che vncircumciſion. 
AAs forthe coke of cir cũciſion · beveceaued Qos 
it for a feale off the rightcoufines off fair, ““P'7" 
which he bad yet in ¥ dncircůſion. phe ful 
de be a father of all thẽ beleue beinge in * 
vncircũ ciſis, it might be coũted vñto thé 
alſo forrighteouſnes: z that he might keg 
fatber ofcircumcifion,notonely ofthẽ that 
are of * circumciſfion, but of them alſo that 
walteinthe foteſte ppes oft he faith, which 
was in the vncircumciſion ofoure father A⸗ 
braham. 

Foꝛr the promes (that he ſhulde be * bey C 
re oft he woꝛlde) was not made vnto Abra⸗ 
Ham or to bis fede thorowthe lawe, but tho 
rowthe righteouſnes of faith. «Foz yf they cats 
which areofthelawebe beyzes,thé is faith 
vayne, andthe promes of nonceffecte, for ſo 
moch as the lawe caufeth but wath. For 
wheretbe lawe isnot,thereis alſo notranſ⸗ 
greffion . Ther fore was the pꝛomes ma- 
de thozow fayrh that it myabe come off 
fauoure, wherby the pzomeffe mygbte be 
made frre vnto all the fede: not oncly vnto 
bins which is off the lawe, but alſo vnto 


The Epifile 


Bhaiga bin thatis of the faith of Abrahã. which 
Lucisb isthe father of vs all. As it is wr ytten: · J 
and haue made the a father ofmany Heythẽ be- 
fore God, whom thou haſt beleued: which 
quyckeneth the deed, and callech it which is 
—— — be. 

nd he beleued vps hope where nothin⸗ 
» Be was to bope, toate —5* a father 
Of many Heychen. Acordinge as it was ſay 
de unto him: · Euen ſo ſhal thy fede be. And 
be was noc fayntein faith, necher cSfidred 
bis awne body, which was deed allready, 


fol 


Gal 
*Geaza 


Gens 


Heb.s.a 


Tacoua 


rbyle be was almoͤſt an hundꝛeth yeare ol- 
vnbeleue, but was ſtrõge in faith, and gaue 
And cherfozre was it rekened vnto him for 
alſo for oure ſabes: vnto whõ it ſhalbe coun- 
geuen fordure ſynnes, and rayſed vp for oure 
Ecauſe therfoꝛe secs we are iuſtified 

by whõ alfo we haue an intraunce in faith 
Gor fhal geue. Tot onely F, bur wereioyfe 
erperiéce, expertéce bryngeth bope: As for 
bertes, by the holy gooft which is geuen vn⸗ 
Cola.b Low dyeth there feace eny man for che 
aPecs.c forth his ioue towarde vs, in p Chrift dyed 
feyngewearenow mare righteous thoͤrow 
* death of bis (one, wha we were yet enemies: 
reioyſe alfo in God thorow oure LORDE 


de,netberche decd wombe of Sara. For he 
Douted nor in the fetid of God chozorw 
Sod the prayle:z was fire, chatlote what 
Govpromyfech, beis able comate it good. 
Romusa righteouſnes.. But this is not wryttẽ onely 
for bis ſake, F it was counted vnto him,but 
ted, yf we beleue on him, that rayſed vp oure 
u.Tima.a LOR DE Jeſus from the deed. Which · was 

righteouſneſſe fate. 

The v.Chaj 
*B 
by faith, we baue peace with God 
thozorw oure LORDE Jeſus Chiff, 
vnto this grace, wherin we fonde,z + retoy 
feinche hope of > glozye for co come, which 
alſo ĩ troubles, for ſo moch as rweEnowe, > « 
trouble bryngeth paciéce,paciéce bryngeth 
bope,is letteth vs not come to cõ fuſion. be- 
caufetheloue of Govis fed abrodein oure 
£9 v6. For what we were yet weake acordin 
mphaa getocbe tynse, Chriſt dyed for vs ongodly. 
ands.b righteous fate: Peraduerture fora good 
Yohs.c Man durſt one dye.« Cherforedorh Goo fee 
wloh.4-b for ys,reban we were yet ſynners: Moch mo 
—— Lydia Phalwe be faned from wrath by bins 
bis blonde. 

Gor yfrve were recScyled unto Godby F 
moch more [hal we be ſaued by bim, now v 
we are reconcyled. Not onelyt hat but we 
Jeſus Chriſt by whom we bane now reces- 
wedtbhe attoͤnement. 


to the VBomaynes. io. (evi. 


Wher fore «as by one man ſynned entred Gena 
into che worlde,and death by y meanes off 
ſynne:euen [> wenre death alſo ouer all men, 
tn ſo moch as they all bane fynned. §o2fyn- 
ne wasin ¥ worlde vntochelawe:but whe 
reno laweis, there is not fynne regarded. 
Neuert heles death reigned from Adam on 
to Moſes, euen ouer chem alfo that fynned 
not with lite trangreffion as dyd Adan, 
whichis ¥ ymage of bim F was to come. 

Duc itis noe with che gifte as with the 
fone : foz yf thorow che ſynne ofonemany 
be deed, yet moch moze plenteouſiy came the 
grace and gifte of God vponmany *by the 
fauoure that belonged onto one man Je⸗ 
fas Chufé. 

And the giftcis not onely ouer one fyntte, C 
as death came thorow one ſynne of one thac 
ſynned. Gor the iudgment came of one fynne 
nto condempnacion, but the gifte co inftt 
fye fro many ſynnes. Foz yf by ¥ fynnc of one, 
Deathraigned bythe meanes of one, mody 
moze ſhal they which receane the abũdaun 
ce of grace and of the gifte vnto righteon{= 
nes, raigneinlifeby ¥ meanes of one Jeſus 
Chrifk. Tikewyſe che as by che fynne of one, 
condemnacion came on all men,enen zi alfo 
by the righteouſnes of one, came the inftifi- 
fienge off life vpon all men. For as by the 
difobedience of one, many became fynners, 
euen ſo by the obedience of one fhal many 
be made righteous. 

But the lawe in the meane tyme entred, Galsc 
that ſynne ſhulde increace.* Neuertheles Luc.r.b 
whereabundaunce of fynne was,ebere was 

t more plenteouſnes of grace: thatliteas 

ynne bad reigned vnto death, ene [> migh- 

te grace reigne alſo thorow rightooufnes 

— life by the meanes of Jefus 
if. 


fohu.b 


The Vi.Chapter. 
Re Hat [hal we faye then? Shal we A 
? contynuein fynne,that theremaye 
aM beabnndaunce of grace 7 God foz 


byd. How fal welyue in fyrme, are deed 

from it? · Knowe yenot, ehatall we which Gals.d 

are baptyfed into Jeſu Chriſt, are baptyfeo Col-s.b 

into bis death vy Therfore are we buried wb “Pets ¢ 

bim by baptyme in to de sth, that, liteas 

Chriff was rayſed vp from the deedby che 

glozy ofthe father, *eues (6 we alfo ſhulde Ephe.g.c 

wal€e ina newlife. For yfrve be grafted wb 33 

bim vnto litedeath, then [pal we belitethe eb o 

reſurreccion alfo: For ſo moch as weEnowe, 

that oure olde man ts crucified with bim, 

tbat the [ynfull body mighte ceaffe,chac 
ava § 


2.Tim2b that we 
Apoc..d re,· that Chriſt rayſed from the deed, dyeth 


fohs.c 
e.Pet.ad 
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hence forth we fhulbve ferue ſynne nomore. 


EPA % Foz be chatis deed,is mave righteous frõ 


nne. 
b LB Sut yf we be deed with Chꝛiſt we beleue, 
allyue alſo with bint, and are fis- 


nomoze: Death fal bane nomoze power 
ouer him. Gozas tonchinge that be dyed, be 
Dyed cScernyngefynne once:but as touchin 
ge that be lyneth,be lyueth vnto Gov. Li⸗ 
Eewyfe ye aljd,counte youre felues to be ener 
Deed concernynge fynne, and to lyue vnto 
Gor thorow Jeſus Chrf— oureL ORDE. 
Tet not fynnereigne ther fozein youre moz- 
tall bodye, that ye ſhulde obcye vnto the 
luſtes of tc. Mether gene yeoncr youre ment 
bes onto ſynne to be wapens of vnrighte · 
oufites, but gene ouer youre ſelues vnto God, 
as they that off deeð are become lyuynge. 
and youre memtbzes vnto God to be wapes 
Off righteouſnes. Gor fynne ſhal not haue 
power ouer you, in ſo mod) as yearenot vn 
dercbelawe, but vnder grace. 

How then? Shal we fynne, becaufe roe 
are not onder ¥ lawe, but vnder grace? Goo 
forbyd.« Knorve yenot,that loke vnto whõ 
‘ye geuconer youre ſelues as ſeruauntes to 
Obeye, bis feruauntes ye are to whom ye 
obey, whether it be of fynne vito death, o2 
ofobediéce vntorighteouſnes? But Gov be 
thanked, that though ye bauc bene the ſer⸗ 
uguntes of fynne, ye are nore yer obedient 
of berte vo theenfample off che doceryne, 
whervnto ye are conmytted. For now that 
ye are made fre from [ynuc, ye are become 
theférnauntes of righteouſnes. 
€  Fwil fpeate grofly, because ofthe wenk- 

tes of youre flefly. Lite as yebaue geuen 

ouer youre membres tot he fernyce of vnclen 
neffe, from one wickedneſſe ro another: Euẽ 
fonow alſo gene ouer youre membres to the 
ſeruyce ofrichteouſneſſe, chacthey nrayebe 
holy. For whan ye were the feruauntes of 

Hune, ye were lowfe from righteoufires. 

What frute bad ye at that tyme in thofé 

tbinges, wherof ye are norwalhamed 7 For 

theende of [och thinges is death. But now 
that ye be fre from fynne, and are become 
the ſernauntes of God, ye bane youre frute 
that ye ſhulde be boly:bue the ende is euer⸗ 


Gensc laſtinge life. Gordeath ts the rewarde of 
Roms-b fynne,bur the gifte of God is encrlaftinge 


Wife. 
The Vil. Chapter. 
ps No we yenoe bieebien foꝛ J fpeate 
vnto them that Enowe the Less 
i bow that y lawe bath power vpon 


to the Vomaynes. 


a man as longe as be lyweth 7 Gor the wo⸗ 1.Corz.d 


man > isin firbieccton to the man,is boun- 
de vnto the iawe wh yle themanlyueth:bue 
yf che man dye, then ts ſhe lowſed from the 


iawe that concerneth the man. «xf fhe be Natya 


now with anot her man, whylethe manly- 
ueth, ſhe ſhal be called a wedlocke breakers 
But yfthe man be deedthen is fhe fre from 
the lawe,fo that ſhe is no wedlocke beater, 
yf fhe be with another man. 

Euen fo my brethꝛen, ye alſo are decd 
wnto the lawe by the body of Chiff, thac 
ye ſhuide be with another(namely bins 
Shich ts rayſed vp from the deed) thar we 
Poulve beynge forth frute onto God. Foz 
whan we were in che fleſh. the ſynfull luſtes 
Cwbidy were ſtered vp by the lawe) were 
mightie in oure membzes to brynge forth 
fruee onto death. But now are we lowjed 
from che lawe, and deed vnto it, char beloe 
vs captyne,fotbatwe ſhulde ſerue in a nero 
connerfacionof thefprete, and not in the ol⸗ 
de conuerſacion ofthe letter. 

bat ſhal we faye then? Is the lawe 
ſynne? God forbyd: Neuerthẽeles J knewe 
not ſynne, but by ¥ lawe. For badEnow- 
ne not hinge of lujéyftbelawe had not ſay · 


B 


deze Thon yale not luſt. But then cove ſyn 8— 


ne occaſion atthe commanndement, and 
ſtered vp in me all mancr ofluſt. Foz wit hout 
thelawe ſynne was deed. As for me, Ily⸗ 
ucd ſome tyme without lawe. Howbeit 
whan thecommaundement came, ſynne ree 
nyued, but Y was deed. And the very fame 
conmmaundententtbat was geuen me vnto 
life, was foundeto be vnto me on occaſion 
of death. For ſynne tobe occaſion at the cõ · 
maundement, and diſceaued me, and flewe 


me by the fame commeaundement.* The Ef.4s.d 
uTimab 


lawe in dedeis boly, and the commannde- 
ment boly, iuſt and good. Js chat ther 
which is good, become death vuro me? 
God forbyd. Due fynne, that it mighte ap- 
peare how it is ſynne bath wrou ghte me 
Death thororw good: that ſynne mighte be 
out ofmeafare fynfull by the commaunde⸗ 
ment. For we Enowe, that the lawe is fpiri- 
tuall,but J am carnall,«folde onder ſynne: 
becauſe J Enowe not what J 90. For Joo 
not y Jwill but what J bate, ỹ do J. RF 
Foronowthat which J wil not,thé graun 
teF,chat the lare is good. 

Sochen it is not Ithat do it, but ſynne C 
thar dwelleth it me: for Iknowe that inme 


is, in my · fleſh) therẽ dwellet h no good dens .4 


thinge. To wyll is preſent  me,butto per- 
fourme ? which is good, fynde not. For ¥ 
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Sood that J wyll, do F noe: bue the euell 
whic) F wil not, chat do FJ. nfo now 
that J wil noe, then is it not chat do it, 
Gut ſynne that droelleth in me. 

Thus fyndeF now bythe lawe, $ whan 
Brwyl do good, enell is pzefent wich me. Foz 
delite in the lawe of God after the inwar 
Seman: but J ſe anotber lawein my mem- 
bres, which ſtẽ yueth agaynft $lawe ofmy 
mynde, andtaketh me pzefoner in * lawe of 
fynne, which is in my membres. O wretched 
man that J ant, who ſhal delyner me frons 
thebody of this deaths I chante God tho- 
vow Fefiss Chriſt oure LOR DE.So then 
che mynvde Fj ferue $ lawe of God, but with 
the flefh chelawe of fynne. 

The VI. Chapter. 
Henis therenowno vamnacion wn 
to thẽ that are in Chrift Sef, whidy 
walte not after the flefy, but after 
> [prere. For Flaweof ¥ (prere > —23 
the 


tohe. life’ Chriſt Jeſu hath made me «fre fii 
— lawe of ſynñne z death.+ For what vnpofit- 


ble was onto $ lawe (in as moc asit was 
rweaFe becauſẽ of the fleſh) perfourmed 
Sod ⁊ lent bis forme in > fimilicude of fyn- 
@ Corse fill flefh,z by · ſynne danedfynne in > fell: 
thatthe righteouſnes requyzed ofthe lawe, 
imighte be fulfylleo in vs, which walte nor 
afcer the fleſh but afcer the fprete. For they 
that are flefhly,are flefbly mynded:bucthey 
thacare gooftly,are goofély mynded. To be 
fieſhly mynded, ts death : but co be goofély 
Imynded, is lifeand peace. Foz tobe flefhly 
myndedis enemyte agayn{t.God,» ſyth itis 
not ſubdued vnto J lawe of God, for it can 
not alſo. As forthẽ that are fleſhiye, they 
can not pleaſe God. Howbeit ye are not 
flefhly,buc gooftly,yffo bechat the ſprete of 
God dwellin you. Sut who fo bath northe 
prete of Chrifé,che fame is not his. Neuer⸗ 
theles yf Chriſt be in you, then is the bod 
Deed becauſe of fynne. But the ſprete is li⸗ 
for righteouſnes fate. 

Wher foꝛe yfthe ſprete of him, that ray- 
ſed vp efits from che Deed, Orwell in you, 
then ſhãl even be alfo chat rayſed vp Cheiſt 
from the deed, quyckẽ youre mortal bovies, 
becanfe p bis fpzete drvellerh in you. Ther- 
fore brethrẽ we are nordetters, not to the 
flefly,colyneafter the flefh: for yf ye lyue af⸗ 
ter ¥ fleſhe ye muſt dyc: but yf ye mozcyfye 
thededes ofthe body thorow the fpzete, ye 
Phallyne. For who fo cuer areled bythe ſpre 
eof Gov, are Govs childzé:foz ye have noe 
receaued che ſprete of bondage co fearceny 
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more but ye haue receaued ¥ ſprete of adop 
cton,voberby we crye: Abba, deare father.⸗ 
She fame fpzece cercifierh oure fprete, that a 
we are the childzé of Good. Rf we bechildzé, sph 
then are we beyzes alſo, namely the beyzes 
oF God, andbeyzes annered with Chriff, yf 
fo bethat we ſuffer cogerber,that we maye 
be alſo glorified toget her. 

Sor I ſuppoſe, thatthe affliccions. off C 

is tym̃e are not worthy of ¥ glorye, whic 2-Cor4 b 
Halbe ſhewed vpon vs.· For the feruent lS *.Co..a 
ginge of * creature loketh forthe appearin 
ge of che children of God, becauſe the crea- 
ture is ſubdued vnto vanyte agaynſt bic 
will,but for bis wyll that bath ſubdued ber 
vpon bope. For the creature alfo ſhal be fre 
from the bondage of cozrupcion, onto the 
glorious libertye of the childrẽ of God. Foz 
swe Enowe,that every creature groneth,and 
traua yleth with vs inpayne onto thefame lohise 


Lior cheyonly, but we onre ſelues alfo, 
which bane the firft frutes of che fprete,gro 
ne within in ourefelues forthe —E 
and loke for ¥ delyueraunce of oure bodye. 
Jor we are ſaued ĩ bede howbeit ibope:but 
¥ bopechat is fenc,is no hope:for how cana 
tran bope for chat whic be feyethy Dut yf 
we bope forthat which we fenoe,thédo we 
thozow pacience abyde for it. 

Litewyfe che ſpiete alfo belpeth oure D 
weakneſſe: for we Enowe not what we ſhul 
de deſre as we oughte:« nenertheles ¥ [pre sac. 
te tt felfe maketh interceffion mightely for 
vs with vnoutfpeatable gronynges. Howe· 
beit be ſearchẽ chthe bert, tnoweth what 
themynde of che fprete is: for he maketh in⸗ 
tercefjion forthe fayntes acordinge to the 
pleaſure of God. Bue ſure we are, chat all 
thinges ferue forthe beſt vnto them chat is 
ue of Gov, which are called of purpofe. Gor 
choſe whom beEnewe before, hath be ordey 
ned alſo before, they ſhulde be lite fafhio- 
ned vnto * fhappe fonne, > bemigh- 
tebethe begottẽ amdge many breth:e. 
As foꝛ chofe whom be bath oxdeynedbefo- 
re, them bath becalled alfo: and whom be 
bath called, the bath be alfo made ritghre- 
ous: and whom be bath made righteous, 
them bath be glorified alfo. 

What ſhal we ſaye then onto thefe thin · 
ges? NF God be on oure ſyde, who canbe dia ua · 
agaynft vs Wyhich pared not bis owne PAs | 
fonne, but bath gaten bim for vs all: bow rasa 
Thal be noe with bin geue vs all chinges 
aiſo Who wyl layeenyebingeto * charge 
Of Govs choſen ? Hereis God that materh 

m ig 
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righteous, who wil then condemne ? Here 
is Chriſt that is decd, yee rather which is 
rayſed vp agayne, which is alfo on * righte 
bande of God, and maketh interceffion foz 
Ds. 

Who will feparate vs from the loue of 
GovzCroublevoz anguyſh o2 perfecucio7 
02 honger? or nakedneſſe? or parell? or fiver- 
der As it is wrytren: Foz thy [ate are we 
Eylled all the da ye longe,we are counted as 
Pepeappoynced co beflayne. Neuertheleſ 
feinall chefechinges we onercome farre, for 
bis fate that ioued vs. For ſure J am, that 
nether death ner life, necher angell,ner rule, 
nether power, nether chinges preſent, ne- 
therebinges cocome,nether beych, ner low⸗ 
eth, nether eny other creature halbe able 
£9 feparatevs from thelouc of Gov, whidy 
isin Chriſt Jeſu oureL ORDE. 

The IX. Chapter. 
a Saye che eruerb in Chꝛriſt, and lye 
not(wbherof my confeience beareth 

AM, me witneffeinebeboly gooftcbatF 
haue greate heuyneſſe z concynuall ſorowe 
inmy bere. «TJ baue wyßhed mry ſelfe co be 
curſed froms Chrfé for my brethꝛen. that are 
my Eynfinen after the fleſh, which are off 

eaels x onto rbot percaynech che dyild- 
ippe,and the glozy,and the conenauntes 
and lawe,and the ſeruyce of God, and the 
promyfés : whofé are alfo the facbers, off 
whom (after the flefh ) commeth Chriff, * 
which is God onerall, bleffed for euer. Ame 
Bue I fpeatenoe chefe chinges, as chough 
the worde of Godwercof none cffecte: for 
Roma¢ they are not all Iſtaelites which are of Fite 
xGol.g.c el:* necher arethey all childzen,becanjetbey 
*Genarb are the fede of Abra ham: · but in Iſaac foal 
the ſede be called vnto the, that is, They 
which are children after the fleſh, are not 
ther ldzen of God, burtbe children of che 
premes are counted for the fede . For this is 
a worde of the promes, where be fayerb: 
Aboute this tyme wyl J come, and Gara 
ſhal bane afonne. 
% _ Howbeitic isnot ſo with this onely. but 
Geng ne AHO ban Rebecca was with childe by one 
(namely by ome father Iſaac oz ever the 
childzé were bozne, zbad done nether good 
nerbad(thacthe purpofe of God mighe fis 
de acordinge to the eleccion, not by thede- 
ſeruynge of wortes, but by the grace of the 
caller)icwas ſayde thus untober: Che grea 
ter ſhal ſerue thẽ leſſe. As itis weytten:* Ja 
cob haue Aloued, but Sſau haue J bared. 

Whar ſhal we faye then ? Is God then 

vnrighteous 7 God fozbyd. Foz be faycth 
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vnto Moſes: J ſhewe mercy,to whom J 
ſhewe mercy: and haue cõpaſſion, on whõ Exosr.4 
haue compaſſion So lyeth it not then in 

eny mans wyll or runnynge, bat in the mere 

cyof God. For the feripture fayeth vnto 
Pbarao: Foꝛthis cane haue J ftered the Exog.c 
vp,cucn to ſhewe my power on the, that my 

name mighte be declared in all loͤdes. Thus 

bach be mercy on whom be wyl: and whom 
beryl, be bardenech. 

Thou wile faye eben vnto me: Why bla- C 
meth be ws yet 7 For who can refifte bis 
will7® chouman,who art thou, that diſpu 
teſt with Gods Sayeth the worke to bis 
workman: Why baf—choumade me onebis 
faſhion? ath not the porter power, out Of fereas-b 
ote lompẽ of claye to mabe one veffell vito Eccli.ss. 
bononre, and another vnto diſhoͤnoure eTimae 
Ther fore whan God wolde ſhewe wrat h. 
andto mate bis power Enowne,be brough- 
te forth with greate pacience the veffels off 
wrath, which are ordeyned to Damnacion: 
that be mighte declare the riches off bis 
glozye on ¥ veffels of mercy, which be bath 
prepared vᷣnto glozye,wbons be bath called 
(namely vs) not onely ofthe Fees, bue all> 
of che Gentyles. As be faycch alfo by Ojee: onerb 
wil callchar my people, which ts noc my and.z.c 

cople: and my beloued, which ts not F be- "Pena 

loned. Andit fhal cometo paffe in F place, 
where it was fayde vnto them: Meare noe 
sy people,there ſhalthey ve calledche chil⸗ 
den ofthe lyu ynge God. SurtEjay crieth 
ouer Hfracl: * hough che nombee of che stasod 
childien of Iſtael be as the ſonde ofthe fee, Zachyse 
yet [hal chere but a remnaunt befaucd. Foz 
there is the worde, that fyniſheth and ſhor⸗ 
teneth in rightcoufites : for a ſhorte worde 
{hal Goomate vpon carch. And as Eſay D 
ja yde before: Excepte theL ORDEOFSab- wast 
baoth had lefte vs fede, we ſhulde haue bene 
as Sodoma and lite unto Gomorra. 

What fhal we faye then? This wil we 
faye: Tbe Beyt hen which folowed not righ 
tegufites,bauc ouertak en righte ouſnes: bur 
Iſpeake oͤft he rig hteouſnes thar commeth 
Of faich. Agayne, Iſrael folowedthe lawe 
of rightcoufiies,and attayned not vnto the 
lawe ofrighteouſnes. Why fo7 Euen becan 
fe they ſoughte it not out of faith, but asic 
were out of the deſeruynge ofworres. Fox 
they bane ſtombled atthe ſtomblinge ſtone. 
As it is wꝛytten: Beholde. J la ye in Sion a 
ſtoneto ſtõble at,and a rocke to be offenoed 
at: and who [> euer beleucth on bint, ſhal Els.a⸗e 
not be confounded. 

The X. Chapter. 
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A Rethren, my hertes deſyre, z prayer 
8 vnto God for Iſt ael is, chat they 
might be faucd. For J beare them 
recorde,tbatthey arezelous foz Gods caufe, 
but noc vᷣ onderftondinge. For theyEnowe 
not che righteouſnes which auayleth befo- 
re God, and go aboute to manteyne their 
awne righteouſnes: and thus they are not 
ſuͤbdued onto the rightcoufites, thacis off 
Matsb valucbefore God.+ Gor Chriſt is the ende of 
the lawe, vnto righte ouſnes for eucry one © 
Zeuise.b beleueth. Moſes rezyteth of ¥ righteouſnes 
Salzb  ywhidy commerh of thelawe, chat theman 
which doth ¥ fame, fal lyne cherin. But F 
rig hteouſnes whidy cSmeth of faith, fpea- 
Deutse.c Kech on this wylez« Saye noc in chine bert: 
Who wil govp in co heauẽ? (that is nothin 
ge els then to fetch Chriſt dorvne) Orwho 
wyl go downe in to ? depe? cthat is not hin 
ge els thé co fetch op Chuifé from the deed.) 
ut what ſayet h the fcriprurey The wordẽ 
is nye the, euen in chy mouth and in thine 
hert. This is  worde of faith F we preach. 
BD = Soryf chou knowlegeſt Jefiss with chy 
mouth, chat be is theL ORDE, and belenefé 
in thine bere, thac God bath rayſe d bim vp 
from the deed, chon ſhalt be faued. Gor yf 
@ man beleue from the bert, be fhalbentave 
righteous:and yf a mã tnorlege with che 
month, be ſhal be ſaued. Forthe feripturc 
Bhase fayeth : Who ſo ener beleueth on him, 
notbe confounded. 
dere is no difference,netber of the Jewe 
ner of che Gentyle. Foz oncis LORDE ofall, 
whic) is ride vnto all ¥ call vpõ him. Foz 
who fo ener fal callvpon thename of che 
LORDE, halve famed. Sue how fal they 
call vps him. on whõ they belene not? ow 
(hal chey beleue on bins, of whõ they baue 
noe berde 7 How hal they bearewitbout a 
C pꝛeacher: But bow ſhaltheypreach, ercep- 
@assb e they be ſent? As it is weyttẽ: Hor beucy- 
full arethe ſete ofthẽ § preach peace, pbiyn 
ge goodtidinges: But they are notallobe- 
dient vnto the Goſpell. Foz Lfayefayeth: 
LORDE, who beleneth oure preachinge? So 
aay pace rhẽ faich cometh +by bearynge, but hearin 
dinge. ge cometh bythe worde of God. 
But J faye: Hane they nor herdver Ho 
Pidusa once their founde wẽte out into alllondes, 
@ndcheir wordes into the endes of che work 
de. But Iſaye: Hath noc Iſtael knowne? 
Deut.zs.c Firſt. Moſes ſayeth: J wil prouote you to 
emnye,by them thararenot my people:z by 
Efasne fooliſh nacion wyl J anger you. faye 
andesa after bintisboloe, audfayeth: Jam founve 
ofthem, char fougbcinenoe: z banc appea- 
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red vnto them,thatared not after me. Sue 
vnto Iſrael be fe yerh:AllthedayelSgebha etaacd 
ne F ſtretched forth my bandes onto a peo- 
pley beleuech noc, buc|peatech aga ynſt me. 
The XI. Chapter. 
wf Saye chen: Sath Godt hruſt out his A 
J people? God foꝛbyd: foꝛr J alſo ant tere sb 
an Iſtaelite. ofthe ſede of Abra ham 
out of thetr ybe of Den Jamin. Godbath 
not thruſt out bis people, whom be knewe 
befoze . Hz wote ye noe what the ſcripture 
fayech ofElias bow be maketh interceffion 
vnto Soͤd agaynſt Iſtael, and ſayeth: LOR #Rernc 
DE, they haue ſlayne thy pzopbetes, ⁊ dyd⸗ 
ged downe thine altares, anð Jam lefte 
oner onely, and they ſeke my lifer But what 
fayeth che anfivere of God unce him? J ba- #Ress.d 
ue referued vnto me ſeuen thouſande mer, 
whic have not bowed eheir Ence before 
DBual.EuE goeth it now at thas tyme aiſo 
x thio renmannt after ¥ elecctonofgrace.« Deuts.a 
Rfit be done of grace, che is it noc of defer- 
uynge: els were grace no grace. Dur yf ic 
be of defernynge,thenis gracenotbingerels 
were deſeruynge no deſeru ynge. 
Wyhatthẽ: Iſtael hath nocoptayned B 
which be ſou ghte, buethẽ eleccion bath op- 
tayned it. As for ¥ other, they are blynded. 
As it is wꝛytten: God bath geuen them the 
ſprete of onquyetneffé,eyes See they fhulve stac.b' 
not ſe, and eares that they ſhulde not beare, 
euẽ vnto this daye. And Dauidfayerh: £ et 
their table be made a ſnare to tabetbhé wich praised 
all, z an occaſion to fall, z a rewarde vnto 
thé. Act cheir eyes be blynded chat ehey ſẽ 
not,and euer borre Downe cheir backes. 
Iſaye then: Saue they therforeftombled, 
} they ſhuĩde cleane fall to naughte 7 Boo 
forbyd: but thozow eheir fall is faluacion 
Dappened onto ¥ Heythen, that he mighte 
prouote them to be zelous after thent. Gor 
yftheir fall be the riches ofthe worlde, and 
the mynifhinge of the the riches ofthe dey 
then:bow mod) moxe ſhulde it befo, yf their 
fulneſſe were there? J fpeate vnto you rey 
then:forin as moch as* Jam ¥ Apofile o 
the Heychen, J wil prayfe myne office, yf’ e 
mighte prouoke them vntosele, which are * 
my flefhe,andfauefome of them For yfthe 
loffe of chem by cherecScylinge of the worl- 
de, what were that els, then as yf life were 
taten of che deed? nf the begynnynge bebo 
lythen is all F dowe boly:* and yf therore Etacs.b 
be boly, then are the braunches boly alo. 
Dur though fome of ¥ braunches nowbe C 
brokẽ. and thou, wha chou waft a wylde oly- 
netre, art grafte in awonge themm. and maðe 
Was üi 
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partaber of che rote and ſappe of the oly- 
uetre,booft not thy elfe aga ynſt tbe braun · 
ches. nf thou booſt chy felfeagaynfEchem, 
rhen beareft not thon che rote, but the rote 
beareth the.Chon wilt faye then: thebzaun 
ches arebroté of that J mighre be grafted 
tn. Thou ſayeſt well. Chey are broken of be- 
caufe off cheir onbelene, but thou ſtondeſt 
thozow belene · Be noe thou bye mynded 
but feare, ſeynge God bath not fpared the 
naturall beaunches left be aiſo fpare not che. 

DBebolve cher fore the kyndneſſe and rigo 
ronfites off Gov: on them which fell, rigo- 
rouſnes: but towarde the, yndnes, yf thou 
contynue in the byndneſſe. Els [hale thou 
be he vẽ of:+ andchey,yftbey byde not ſtyll 
in vnbeleue, ſhal be grafced in agayne. Foz 
God is of power to grafte che tn agayne, 
Sor yfthou be cut onc ofthe naturall wilde 
olyne tre,and grafted (contrary to nature) 
inthe good olyne tre, how moch moze fat 
they thacare naturall, be grafted in theit 
arone olyue tre agayne? 

D = FJwolve noe that this ſecrete ſhulde be 
hyd from you brethzé (lefé ye ſhulde be wyſe 
in youre atone cOfaytes) that partly blynd- 
neſſe is happened wnto Iſtael.· ſo longetyll 
the fulneſſe ofthe Heythen be come in, and 
Pail Iſrael ſhalbe ſaued. As it is wrytten: 
There ſhal come out of Sion be that doth 
Selyuer, and [hal turne awaye vngodlynes 
from Jacob. And chis is my couenaũt with 
them, whe J ſhal take awaye their ſynnes. 
As concernynge the Gofpell, J holve them 
as enemies for youre fates:bur as touchinge 
spe eleccion, J ioue them forthe farbers ſa ⸗ 
cGy 

Sorverely the giftes zcallynge of God 
are ſoch, that it cannot repente bim ofthem. 
Foꝛ likewyſe as ye alfoin tyme paſſed haue 
not beleued, but now haue optaynedmercy 
thorow cheir vnbeleue: nen fo now bane 
they not beleued on che mercy which bis 
bappened vnto yonthat they aiſd mayeop- 
taynemercy, For God bath clofed vp all urs 
Der —— he mighte haue mercy 
on all. 

O che depeneſſe of theriches,both ofthe 
wyſtdome and knowlege of Gods How in- 
—* compꝛehenſible are bis indgmentes, and his 
EEA wayes vnjcardyeablez+ Gor who hath tnow 
2.Core. b Heche mynde of che LOR DEZO2 who bath 
Ga4e¢ benebis conncell gener? Oꝛ who bath gene 
bim cunbe afore hande, that be mighte de re 
compenced agayne? For of bim,and thorow 
bim,and m him are all hinges. Co bins be 
hrayſe foz ener, Anes. 


Premne 


Ecclz.c 


o · Cor.z.c 


Luc ane 


paln.a 
Ease 


Sapir.a 


to the Vomaynes. 
The XI. Chapter. 
Beſere you biethze by che mercyful- 
nefle of God,tbat ye geue ouer you- 
re bodies for a · facrifice, } is quyte 
boly,andacceptable onto God, whic ts yo 
reafonable ſeruynge off God. And faſhion 
not youre felues lige onto this worlde, bus 
be haungedthorow therenerwynge off yo 
mynde,} ye maye proue,whatcbinge that 
good, pacceptable,z pexfecte wil of God is. 
Gor FJ ſaye thozow the grace p is geuẽ me, 
pntocnery man amonge yous that no man Kecls.e 
efteme off bim felfe moze, thenit becsmeth 
bimto efécme:but chat be difcrerlyindge of 
bimfelfe,acordinge as God bath dealte vn- 
ro euery manthe meafire of faith. Foz lite Corb 
4s we hanemany membres in one body, but eh4b 
allchemembzes haue not one maner of ope 
racton:€ ven ſo webeyngemany are one bo 
dy in Chrif—. Buc amonge oure ſelues every 
onc is the membre of anocber, and baue dy⸗ 
uers gifces, acordinge to the grace thatis 
geuen vnto vs* Nfenyman bauc the gifte Come 
of pzropbecienge, lec it be acordinge ro the 
faith. B 
*Let him that hath an office, wayte vpõ Ret.a. d 
theoffice: lec him that teacherh, tate hede 
tothe doctryne: Let bint chat exhorteth. 
geuẽ attẽ daunce to the erbortacion.nfeny 
ma geueth, let bi gene with ſy yngleneſſe. Lec 
im chat ruler, be diligent. « NF eny man Fecli'sza 
ewe mercy, let bin do te with chearfirlnes "Pes ® 
fe. Let loue be without diffimulacion. Hace 
that which ts euell: Clene onto that rohich 
is good. Be Eynde onero anocber with bro 
therly love. In geuynge honoure go one be- 
fore another. Be not flouchfull inche buſy · sclis.c 
neffe tbat ye bauein bande. Be fervent in 
the fprete. Applye youre felucs vnto the ty⸗ 
mie. Reioyfe in hope, be pacient in trouble. 
Continue in prayer. Diftribute vntotbenc- 
ceffitics of the fayntes.* Be glad tobarba- Hebsna 
row. Bleffeche that perfecute you. Bleſſe. z 
cnrfenor.BSemerywith them that are mery 
and wepe with themebat wepe. 
Be of one mynde amonge youre felues, C 
Be not pproude in youre aroneconfaytes,buc 
matc youre ſelues equall to themof > lowe 
forte. Be noe wyſe in youre arise Opinions * Prasc.¢ 
Becompẽſe onto no man euell for euell. Pro⸗ Hebets 
uyde honeſtie afore bade towarde euer y mã. 
Mficbe poffible(as mod) asin you is) haue 
peace with allmen. 
Dearly beloued, auenge not youre felues, 
but geue rowme onto the wrath off Gov. 
Soritis weytté: Dengeannceismyne, and Deutzs¢ 
Jwilvewarbde,fayerh } LORDE,. Cherfore 


Che Epitele 


of thine cnemye bunger, fede bim: vf be 
Froaz.a_ chyrſt geue bim drinke. For in ſo doinge thou 
[halt heape coales of fyze vps bis heade Be 
not ouercome with evell,but ouercome thou 
encll with good. 
The XM. Chapter. 

a Et encry foule ſuͤbin ytte him ſelfe to 
the auctorite off the hyer powers.* 
For there is no power but of God. 
The powers chat be, are orde yned of Gov: 
foebat who fo ener reſiſtechthe power,refif= 
teth the ordinaunce of God. 2nd chey chat 
reſiſte hal receaneto them felues danacion. 
Foꝛ rulers are not to be feared foz good woz 
Ees, but for encll. xf thou wilt be without 
feare off che power, do well then, and chow 
alc baue prayfe of che fame: for be is the 
minifter off God foz chy wealth. But yff 
thoudoeuell, chen feare, for be bearcth not 
the ſwerde for naughte. For he is the my⸗ 
niſter of God, a taber of vengeaunce, to pů· 
nyfhe bint that doth enell. Wberfoie ye 
miufé nedes obeye, noe onely foz punyhmẽt. 
but alſo becauſe of confeience. For this cauſẽ 
muſt ye genecrybuce aiſo. For chey are Gods 
mynijters, which mateyne > ſame defence. 
Geue to euery man therfore his dut yertri 
bute, to whom tribute belongeth: cuftome, 
to whom cuſt ome is due : feare, to whont 
feave belongeth:bononre,to whom bonon- 
al Te pertayneth .Owenorbinge co eny man, 
Galea | bucte loue one another. $or be thatloucth 
another,bach fulfylled the lawe. For where 
nEKo20-¢ i¢ is fayde:(+T dou [halt noc breatewedloc- 
PUES Besebou [yalenotEyll: thou fale not fEzale: 
thou fhale not beare falſe witneffe : thou 
ſhalt noclaft)and yfeberebe eny ocber com 
facto maundement, it is compzehéded in this woz 
Mat.sad de:« Thou [hale love thy neghboureas thy 
felfe . Loue doth bis neghboure no enell. 
Cherfoze is loue F fulfillynge of thelawe. 
2nd for ſo moch as wetnow this, name- 
a.Telfs.a ly the tyme «thatthe boureis mow for vs 
toryſe from ſlepe ( For now ts oure faluacton 
nearer,then whan we beleued: the nighte is 
Paſt, but the daye is come nye.) Let vs ther- 
fore caſt awaye F workes of darkneſſe, and 
ut on the armoure oflighte. Let vs walte 
Boneftly as in the Saye,» notin erceffe off 
eatinge aud in dronkenneſſe, not in chambů 
rynge and want onneſſe, not in ſtryfe anden- 
uyenge: but puc ye on the LORDE Jeſus 
Galsc Chzifé,« aso makenoc prouyfion for > flefh, 

nPerz-b to fulfill che luſtes of it. 

Cond The Xl. Chapter. 

mm 5 Im that is weabe in che faith, recea 
@ we vito you, anderouble notrhe cons 


Sapca 
aPecab 


» 
Matar. 
andaa.c 


Cola 


Lucand 


to the Vomaynes. fo. lxxi. 


feiences. One beleueth thar he maye eate 
all chinge: but be chat is weate, eateth 
berbes. Let not bim that eaterh, deſpyſẽ 
him that cateth not: anð ler noe him which 
eateth not,iudge him that eateth: for Goo 
hath receaned bim.* Who are chou, that taco 4b 
iudgeſt another mans ſeruaũt!? He ſtondeth 
or falleth vnto bisLORDE: mee bemaye 

weil fede, for God is ableco mate bi ſtõde. 

Some man putteth differéce betwene Saye 

⁊ daye but another man counteth alldayes 

alybe · Let euery man be fire ofpis mean yn Col sc 
ge. He chat putteth difference in the Daye, 

doth it untorhe LORDE:z bethat puctech 

no differéce in the daye, doch it vnto $ LOR 

DE aljd.e p eatech, eatet h vnto theL OR- 

DE, foz be geueth God thãkes: and be that 

eateth noc,eateth not unto * LORDE, and 
geueth Govcbantes. For none of valyueth 

co bim elfe, and none dyecheo him felfe. F 

we lyne, we lyue onto che LORDE: Rf we 

dye, we Dye Unto the LORD E. Therfore, 
svbecher we lyne 92 bye, we are the LOR- 

DES, 

Sortherto dyed Chriſt, and rofeagayne, 35 
gnd reuyucd, chat be mighte be * LORDE aasd 
both of decd and quycfe. But why iudgefé Phila.a 
thou y brot her? e thos otber,rwbydefpy- 
ſeſt chou y brother7We fhal all be brough⸗ Galea 
te before } iudgmẽt ſeate of Chriſt. For itis 
wryttẽ: As truly as I lyue, ((ayeth the LOR 
DEjalltnces fyalbowe vntome,zalledges etegs.c 
fhalEnowlege onto God. Thus aleuery Phils. 
one of vs gene acomptes foz bimfelfe unto 
Govd.Let vs noe cherfore udgeoneanotber 
eny moze. Sut iudgethis rather, fnome pyc 
& ſt omblinge blocPe 92 an occafionto fallin 
bis brocbers waye.. Iknowe T am full cer- 
tified in }LORDE “fefir, } there is nocbin- 
gecdmen of it ſelfe: but vnto bins pᷣ udgerh 
teto be cOmen,to him is it cOmen. But yf $ 
brother be grened ouer } meate,thé waike ſt 
thounot now after carite.Deftroye not v 
thy meate, him, foz whom Chuiftdycd, 

ie therfore that youre treafirre be not Cc 
euell (poke of. For the Eyngdome of Godis 
not meate and drynke, bucrighteoufines, z 
Peace, and ioye in che holy gooſt. Se that in 
thefe thin ges ſerueth Chui, pleafeth God, 
Tis HSmendedofmé.Let vs therfore folowe 
tholéthinges whidy mate for peace,zebin- 
Ses wherwith onemayeedifye another. Def” 
troyenot ¥ worke of God fozeny meates fa 
Ee. Allebinges trulyare leane,bucitisenrclt Tien 
for ¥ ma, which eateth wb hurte of bis cole 
ence · It is moch better pyᷣthou eate no flefh, 
and Qrynke no wyne noren y thinge wheroy 
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The Gpiſtle 
thy brother ftombleth, or falleth, or is made 
wee —— faith, baueic with vᷣ ſelfe 
before God Happye ts be, that cõdemneth 
nocbim felfein p chingerbidy be aloweth · 
But he thatmaketh confeience of it and yer 
rateth is dampned: becauſe be doth it not 
of faith. Sor what ſo ence ts not of fateh, 
tbat fame is fynne. 
The XV. Chapter. 
4 C&A? E thacare ſtronge · ought to bea 
re } fraylneſſe oft hem which are 
weare, and motto ſtonde in oure 
arene confaytes . Let every onc of vs ordre 
bimjélfe ſo that be pleaſe his neghboure wit 
to bis welth,and edifienge: Foz Chriſt plea- 
fed noc bimfelfe, but as tt is wrytten: The re 
butes of chem which rebuked the, are fallen 
wponme.Wbat ſo ener chinges are weyttẽ 
a fore cyme,are wrytten for ure learnynge, 
that we thorow pactence and comforte OfF 
the feriptures, might haue hope. The God 
ofpecienee and confolacion graunte you to 
be life mynded one towarde anorber,acoz- 
dinge wnto Jeſu Chriſt, chat ye beynge of 
one mynde, mayer one mouth pꝛayſe Goo 
the farher ofonre LOR DE Jeſu Chiff. 
Wherfore receaue ye one another , as 
Chujé hath receaued you tothe prayfe off 
Gov. Buc FZ faye that Chuft Jeſus was « 
mynifter ofthe circumeifion for che truech 
of Goo, co cSfirme the promyſes made onto 
the furbers, and thar rhe Heythen mighte 
ayſe God becaufe of mercy, as it is wzyt- 
2-8 cen’ For this cauſe wyl J prayſe che amsge 
© the Gétyles,and ſynge vnto thy name. And 


Deoaat SGayrebe ſayeth: Reioylé ye Heythen with 


* Plan 


.a bis people. And agayne:+ Pꝛayſe the LOR- 
DE all ye Genriles, andlande him all yena- 
tSs.And agayne Eſay fayeth: There ſhal · 
be the rote of eſſe, and bethat ſhal ryſe to 

B rule che Gencyles, in bun ſhal the Gentyles 
truſt. The —— — you & all ioye 
and peace in belenynae, ye ma ye be pless- 
teous in hope thorow ¥ powwerof che boly 


ooſt. 
— I my ſelfe am full certified of youcmy bre 
thren) chat ye youre felues are full of good- 
nes, fyle d wich all Enowlere, forbat ye are 
able to erborce one anorber. Neuertheles 
brethrẽ J haue ſemwhat moꝛre boldly weyt 
tert onto you,as one that putteth you in re- 
membzaunce, for tbe gracetbat is gené me 
of God, chat J fhulvebe a mynifter of Felis 
Chrif— amonge the Heythen, co declare che 
goͤſpell of God, that the Heythen mighte 
beanacceptableofferynge onto God,fanc- 
tified by the boly gooft. Therfore maye J 


to che Vomaynes. 
booſt myfelfe thorow Jeſu Chꝛiſt, that J 
medle with chinges perte yninge unto God. 
Sor Jourf— nor fpeate onghe, ercepte C 
Thriſt bad mroughte the fame by me,coma 
Ec the Heychen obediée thorow worde and 
dede, thororothe power oftokens and won⸗ 
ders,and chozowtbe power of the fprete of 
God, fochac from Ferufalé, and roũde abow 
te onto Illyricon. J bane fylled all wich the 
Gofpell of Chriſt So haue Jenforced my 
feifeco preach y Gofpell, noe where Che ſtes 
name was E.rozone, left J ſhulde buylde on 
another mans foundacion,but as tt is wrye 
ten: To whom be was not (poten of, they 


Poal fe: and they chat bane not berde, hal Etc 


vnderſtonde. This ts aljo the canfe, wherfo 
te J haue bene oft rymes let to come vnto 
you. Bue now ſyth J haue nemore place in 
thee countrees, banyige yet a defyze many 
yeares fence to come vnto you, whan Fj ſhal 
tafe ny iourney in to Spayne, J wil come 
to yousfor Fj cruft thac I ſhal paffe p waye 
and fe you, and to be bzougbte onmy waye 
thicherarde by you: but fo, chat J firſt re⸗ 
freſh my felje alicle with you. 
Duc nov go Fro Jeruſalem, to m yniſter D 

vnto the ſaynteẽ. For they of Macedonia 


and Achaia haue wᷣyllingly pꝛe pareda com Ade 
CONG 
2 Corea 


men colleccton cogecber, for che poore ſa yn⸗ 
tes at Jerufalem. They haue doneit wyllin 
gly,and their detters are they. For yf F Hey xu.c 


then be made partat ers off their ſpiritual 2422 


thinges,cheir dutye is to myniſter unto thé 
inbodely thinges. Mow whan FJ baue per- 
fourmied this, andbaue bron gbte ché chis 
frute feuled, J wil cake my tourney by you 
into Spayne.23ut J am ſure whan F come 
onto you, that 3 fal come with > full bleſ 
ſynge of the Gojpell of Chriſt. 

Ibeſere you brethren thorow oureL OR- 
DE Jefis Chrifk, and thorow thelone of che 
fprete, ye heipe me in my bufynes with your 
re prayers vito God for me, that J maye 
be delyuered from the vnbeleuers in Jewrye 
and thacthis my fernyce whidy Idõoto Fe- 
rufalem,maye be accepted of the faynces, 
Jmaye come vnto you with toyeby F wyll 
OF God, andrefrefle my felfe with you. The 
Gov of peace be with you all. Amen. 

The XVI. Chapter. 

Commende vnto you Phebcourefif, A 

ter, which is a myniſter ofthe congre 

gacion of Cenchꝛea, that ye receaue 
ber ui the LORDE, as it be cometh che ſayn 
tes,andcbat ye belpe berin what ſdeuer bu 
fyneſſe foe bath neave off you. For ſhe hath 
fuccoured many, and myne awne ſeife alfo. 
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Rom.u.d 


Che Gpiſtle 


Grete Priſca and+ Aquila my helpers in 
Chꝛiſt Feliz, which for my life baue layed 
Dovone their awne neces: vnto whom not 
Tjonely geue thankes, but all the congrega- 
ctons ofthe Heythen. Grete the congrega- 
cion alfoin their bonfe. Salute Epenetos 
my beloued, whichis * fof fence amõge thẽ 
of Achaia ẽ Chriſt. Srete Mary, whic bath 
beſtowed moch laboure on vs Salute An⸗ 
dronicus z Junia my coſens ⁊ felowe preſo 
ners, which are aroncient Apoſtles, z were 
beforeme in Chriſt. Sꝛete Ampliasmy belo- 
uedin } LORDE. Salute Orban 5 belper in 
Chꝛriſt ⁊ Stachis my beloved. Salůte Apel 
les approued in Chriſt. Salute them which 
Gre oͤf Ariſtobolus houſholde. Salute Hero 
dion my kynßman. Grete thé which are of 
¶Darciſſus hou ſholde in the LORDEGalute 
Tryphena Tryphoſa. which bauelabou- 
xed in * LORDE.Galute mybeloued perfi- 
da, which bach laboured mod z ¥ LORDE. 
Salute Ruffus $ choſen in y LORDE:z bis 
mother z myne,Giete Afyncritus, pblegs, 
Herman, Paͤtrobas Hermen > buethze wd 
the. Salute Philologus z Julia, Nerius 
bisfifter,zOlympa,z all che jayntes. che 
Salute one anothers an holy kyſſe. The cd 
gregacions of Chriſt faluce you. 

Dhefete you bret hꝛen, marke them which 
canfe deuyſion z gene occafions of euell con 
trary to ¥ doctryne which ye bane learned, 
Tavoyde them. For they Parefdebh,ferue nor 
the LORDE Jeſu Chꝛiſt.· but their awne bel 
ly: ⁊ thorowõ fivete preachingesz flateringe 
wordes, they diſceaue > bertes of ¥ innocen 
tes. $o2 youre obedienceis publifhed amon- 
geall men,cher fore ant J glabof you. 

But yet J wolde haũe you wyfein that 
which is good,z fymplein euell. Che God of 

ace treade Sathan onder yé fete ſhortly. 
be grace of LORDE Jeſu C briftbe with 
you « Cimotheus my belper,z~* Lucius, z« 
Jalon,z*Sopater mytynfine falute yon 
Tertius which haue wꝛittẽ this epifile in F 
— — Saius — ¥ 
ooſt of F whole cSgregacion falu: you. 
wee? ¥ haberlaine of ¥ cite falnteth you 
z Quartus a brother faluteth you. Che gra 
ceofS LORDE Fefis Chuft bexd youall Ame, 

To him F is of power to ſtablyſhe you, 
acordinge to my Gofpell z pzeachinge of Fe 
ſu Chriſt wher byis vecered ¥ myſter y whidy 
hath bene kepte ſecrete ſence worlde begã 
ne, bur now is opened, z [erred bythe, ferip 
tures of > pzopbetes,acthe cOmaundemec 
ofthe encrlaftinge God, rofic vp F obediẽ 
ce ofthe fait h am onge all Heycben:«to tbe 


to the Romaynes. Fo. lxxij. 


fame God, which alone is wyſe, be prayſe 
thorow Jeſus Chrifé for ever, Amen. 


To the Romaynes, 


Sent from Cozinthum, by Phebe, which 
was a mynifter of the congre- 
gacion at Cenchrea. 


Dbe firſt Opiſtle 
ofche Apoſcle S. Paul,to che 
Coꝛinchtans. 
The ſumme of this Epiſtle. 


Chap. t. — the Corinthians, 
erhorteth thé to be of one mynvde, & rebutetly 
the diuyfion that was amongethem. Wordly 
wyfoome is foolifhnes before God,yce there 
— but in the defpyfed croffe of 

if. 

Chap. i. It ts not eloquence and glorious 
Paynted wordes of wordly wyfoome,that can 
edifice and conuertefoules onto Chrft:bur the 
playne wo2des of theferipture,foz,they make 
Mencfonof bim and bts croffe. 

Chap. ut. aul rebuFeth the fectesandautho 
res therof.Chrijtis the foadacis of bis durdy 
AIo man oughtto reioyceinmen, but inGov. 


Chap. mut. The preachers are but minifterse 
Fudgment belongerh only onto Gov. 
Chap. v- 


After what maner Paul curfeth the 

matt, thet bad committed fornicacion witlp 
bis mother tn lawe. 

Chap. vi. HerebuFeth thé forgoinge tolawe 
together before the Seithen ,and reproueth 
vnelenneſſe. 

Chap. vil. Of mariage, virgivite and wyd- 
Dowheade. 

Chap. VU. Je rebuketh the that vfe there ly- 
bertetotheflaunver of other, efoewerl how 
snes eave to behaue thé towarde fod) asbe 
weate. 

- 1X. Loue forbeareth the thinge that 
fhe maye do by thelawe. Ze ouch hae to 
runnc on foath in the courfe that they haue be · 


gonne. 

ap. X. Be feareth them with the enfam- 

ples of theoldeTejtament,and: exorteth thens 
fon goply conuerfacion. 

Chap. Xi. He rebuteth che forthe abuſe and 
mifordze that they badaboute the Sacramét 
of thebody andblonde of Thrift and bungetly 
themagayne to the firft tnfticucton. 

Chap. Xu. Thediuerfiteofthegiftes oftheho 
fy gooft, geuen to the coforte and edifienge of 
one another. as the membres of a mans booy 
ferue oneanother. 

Chap xu.  Thenatnreandcondicfons of loue. 

Chap. Xi. Paul fyeweth that thegife of pro- 
phecie,interpretinge, oz preadhinge, ercelletip 
thegift of tunges, andhow they ought boty 
tobevfed. 

The refarreccton of the deed. 


fb, 


falé,and concludeth bis epiftle with thefalue 
sacions of cesteynclouynge brethaen. 


The firfe Epiſtle 
Khe fixftL piſtle 
ofthe Apoſtle S. Patl,co che 
Corinchians, 


The fürſt Chapter. 
Aul, called tobe an A- 
oſtie of Jeſus Chꝛiſt 
cthoꝛrow ¥ will of God, 


Adis and brocber « Softbe- 
Nes, onto the congrega 

S24 Clon Off God whichis 

i at Corinthum, to them 

fohare ® that are · fanctificd in 
Hebs.¢ Chuft Jeſus, fayntes by callinge, with all 


them that call vponthe nameofoure LOR 
DE efits Chziff, in euery place boch off 
aCor.a theirs and oures. «Grace be with you and 
peace from God oure father, and fromebe 
LORDE Jeſus Chzift. 
Ithãke my Govallwayes on youre be- 
balfe,for the fauoure of God whichis geuẽ 
‘you in Jeſus Chriff, chat in all poynces ye 
are made ryche by him, in euery worde, and 
in all maner ofEnorwlege (cut as ? preachin 
ge of Chriſt is confirmed in you) ſo chat ye 
wante nothinge in eny gifte,and wayte but 
for the — te of oureLOR DE Fefiss 
Chrijt:whic [hal ſtrength you alfo wnto ¥ 
ende,that ye maye be blameleffein the Daye 
Numas.c Of oureL ORDE Jefiss Chrifé.+ Fo: Godis 
— 4 faith fall, by whõ ye are called vnto the fel- 
— Efbippe of bis forme Jeſus Chriſt oure LOR 
E. 


BBtbnautt J beſeke you bꝛethrẽ thorow the na 
me of oure LORBEJeſus Chriſt that ye all 
ſpeake one thinge, añd let there be no diſcen ⸗ 

ſion amonge you, but thar ye be perfecte in 
one meanynge. For it is ſherwed me (in y bre- 
tbren) of you, bythem whic are of ¥ bouf- 
hoide of Cloes, that there is firyfe amonge 
‘you. I fpeake of that, whic euery one of 
you ſayeth: J holde of paul. Anocber, J bol 


Adres de of Apollo. The cbirde, ~j holve of Ce- 
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phas. The fourth, J holde off Chꝛiſt. Is 
Chriſt chert deuydedin partes? Was Paul 
crucified for you 7 Or were ye bapt yſed in ¥ 
name of Paul 7 Gebanke Gov that J base 
baprifed none of you, bur + Crifpus anoGe 
ins: ieſt eny ſhulde faye, § Jim mynearone 
name bad baptifed.7j bapẽyſed allo > houſ 
holde of Stepbana, Farthermore tnowe FH 
not, whether J baptyled eny ocber . Soe 
Chriſt ſent menoe co baptyfe, but to pꝛeach 
the Gofpell, not with wyfoome ofrwordes, 
left > croffe of Chriſt ſhůlde bane bene ma- 
de ofnone effecte. 

Sorthe worde of F creſſe is foeliſhneſſe € 
to chẽ chat perifhe* but vnto vs whid) ave Roma 
faued,it is the power of Gov. For itis wꝛyt 
Ez. Froyl deftroye rhe wypdome ofthewy Ekasc 
e,z il cafEarway the vnderftondinge of 
piudẽt Where are the wyfes Where aie F 
ferybesvwhereare y diſputers of chis weit 
ver Hath noc God mave the wyßdome of 
this worlde fooliſhneſſe? For in fo moch as 
the worlde by the wyß deme therof Enewe 
not God in his wyfdome, it pleajed God 
thozow foolifh pieachinge to ſaue them > 
helene. Foz «the Jewes requyie cotens, and Mat. 
the Gites are afcer wypoeme, But we Ler 
preach Chiff che crucified:cothe Jewes ant anded 
occafion off fallinge, and vnto che Gactes 
foolifhnes . But vnto chem chat arecalled 
(both Jewes and Gzetes) we preach Chutk 
the power of God and «the wyfvome off Colz.a 


Gov. 

For the foolifhnes of Godis wyferthert D 
mien: andthe weaknes of Govis fEroger the 
men. Brethꝛen lofe on youre callinge, bow 
that · not many wyſemẽ after the flefly,not iohk⸗. e 
many mightie, not many of bye degre are 
called:but chat fooliſh is before che woulde, 
bath God dyofen, thet be mighre cSfounde 
the wyſe: And that weate is before F woul- 
de,bath God choſen, he mighte confoun- 
de the mightye. 2nd the vyle and deſp yſed 
beforethe woilde bath God dhofen,yce and 
that whichis nothinge, that be mighte def 
troye that which is oughte, chat no flefty 
Phulde reioyfe in bis prefence. Of the fame 
ate ye alſo in Chriſt Jeſu, which of Gov is 
Made vnto vs wyßdome and rrightcoufnes, ete sss 
and-fanctifienge and redépcion,that,acoz- hire 
dinge as itis rzyeten: «Me that reio yſeth, &@ ose 
ſhuide reio yſe in the LORDE. *5 

Theĩ l. Chapter. 

d brechrẽ.whã Icame vnto you A 

Sf came not bye wordes orhye wyßdo 
me,to ſhe wẽ onto you the preadunge 

of Chꝛiſt. Foz J fhewed noe forth my felfe 


Jc 


or. na 
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amonge youn that J Enewe eny thinge, ſaue 
onely Jeſus Cheiſt· euen the fam that ewas 
crucified. And J was amonge you in wear · 
nes, and in feate, and in mod tremblinge: 
“and my worde and my preachinge was noe 
sith enryfinge wordes of mans wyfdome, 
bat in [hewinge of the ſprete and of power: 
that youre faith ſhulde not ſtonde in che 
wyßdome of men but inthe power of God. 

Chat we ſpeake of is wyfoomeamonge 
thé § are perfecte: nor ¥ wyßdome ofthis 
woride, nether of the rulers of chis woride 
which gotonanghte: but we fpeate ofche 
wyßdome of God, which is in ſecrete and 
lyerh byd : which God ozdeyned before the 
woride vnto oure — which none of ¥ 
rulers of this wode knewe. For yfthey bad 
knowne it, they bad not crucifieð cheLOR- 
DE of glozye,but as it is wrytten: · The eye 
bath noc ſene, and the eare hath not herde. 
nether hath it entreð in co the bert of man 
that God bath prepared for chem thacla- 
ue him. 

Bue Sod hath opened it vnto vs by his 
ſprete. ¶ For the ſpꝛete ſearchet h ont all chin 
ges, yc* euen the depeneſſes of che Godbea- 
de. Gor what mF knoweth whatisinman, 
Fane the ſpꝛete of mã which is in him! Euen 
fono man knoweth whacisin God, ſaue F 
ſpꝛrete of Sod. As for vᷣs we haue not recea 
nedche ſpꝛete of this woꝛlde. but the ſprete 
which cometh of God, ſo that wecstnowe 
what is geuẽ vs of God: which we alſo ſpea 
ke not with connynge wordes of mas wyf- 
dome, but with che cõnynge wordes oftbe 
boly gooſt, andindge ſpiricuall matters (pt 
ritually. Howbeit the nacurall man percea- 
uerh noͤthinge of ¥ ſpꝛete of Gov. It is foo 
liſhnes vnto bim, and be can not percea- 
ne it: ſor it * be ſpiritually diſcerned.· 
But he that is ſpirituall. diſcuſſeth all thin · 
ges, and be is indged ofnoman. * For who 
bath tnorwne * mynde ofthe LORDET Oz 
svbo ſhal enfourme bim 7 Dut we haue the 
mynde of Chriſt. 

The lll. Chapter. 

£10 FJ brethren, coulde not fpeate on 
of to youas vnto fpirituall, buc as vnto 

carnal euen as onto babes in Chriſt. 
*Fgaue you mylte to drynke, and nor mea- 
te, for ye mighte noe then awaye witball,ne 
ther maye ye yet even now, infomod as ye 
are yet fleſhlye. Foz ~feynge thereisennyen 
gefteypeandoil ‘cenctonamonge you,are ye 
not flefhly, z waltcafcer * maner of ment 
Sorvbanonefayech: J bolde of panl: ano- 
ther, J bolve of Apollo, are ye not thẽ flefh- 
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lye: What is pauls Whatis ApollorEue 
myniſters are they, by whom ye are cometo 

the belene, and the fame, acozdinge as che 
LORDE bath geuen vnto every man. J ba- 

ue planted, Apollo bath watred, · but God loheg 
bath geucn the increace. So then nether is Atae 
he that planceth, eny thinge,nether be chat 
watreth, but God which geuethtbheincrea- 

ce. As for bimebat planteth,andbethat wa 
treth. * one is as the otber:but yet ſhal eue 

ry one receane bis rewaide acordingeto bis 
laboure. §o2 we are Gods labourers, yeare 

Gods bupbandzy, yeare Gods buyldinge. 

Acoringeco the grace of Gov which is B 
geuen onto me, as aã wyſe buyloer haue J 
layed the foundacion,but anorber bayloeth 
theron. metlet every man tate hede bow be 
buyldeth cheron.* For otber foũdacion can matis.c 
nomanlaye,then that which ts layed, the 
which is Jeſus Chuſt. But yfenyman bayl 
de vpon this foundacion,golde, fyluer,pze- 
cious ffones,tymber,baye, fiobble,enerymas 
worke ſhal be fhewed.+ Forthe daye of che Efassc 
LORDE fhal declareit,wbidy be ſhewed 
with fyie: and ther fyre tryeeuery mas tPeeab 
worke what it is. Rf eny mans rorke thas ang · · d 
be bach buylde theron, aͤbyde, he ſhal recea- 

Be a rervarde: Nfeny mans worke burne,be 
al ſuffre loſſe: but be ſhal be ſaued bimfel- 
je, neuertheles as thorow fyze, 

* Bnowe ye not that yearecbetemple of 1.Cor.s.c 
Gov, and thacebe ſpꝛete of Goddwellerh 2Cors.e 
in yourxfeny man defyle the tzple of Gov, Hs 
bim [hal God veftroye . Forthe cemple of 
Godis holy, which ye are.Let noma diſcea 
uebimfelfe.Rfeny man ebinte bimfelfe wy- 
fe — *— — $ fooletn 
Soꝛlde. that he maye be wyfe. Gortbe Romu 
dome off this woulve is fooliſhnes —* — 
Sod. Soꝛ it is wꝛytten: · Se compaſet h the tobs.b 
wyle in their craft yneſſẽ · Ind agayne:· The Plal.os.b 
LORDEFnoweth theehoughtes of che wy- 
fe,that they are vayne.Cberforeletno man 
reioyſe in men. Foz all is youres, whether ic 
be Paul 02 Apollo, whether it be C bas oz 
the worlde, wherber itbe life oz —— 


res,but ye are Chriſtes, and Chriſt is Gods, 
euen forthe myniſters of C briff,and *-Cors.a 
ardes,chen, that they be founde* faithful. reresse 


ther it be preſentẽ or forto come. All is you- 
Chel. Chapecr. 
Et euery wan tbis wyſe eſteme ve, A 
£2, wardes of che «fecretes of God, Peua⸗ d 
Now fess no nels —— i w· 
rou 
‘Je ss bus a ſmall chinge vnto —— Lucua, 


‘ — 
The firſe Epiſtle 

ulde be iudged of you, or of mans Daye, 
ee indge J myne arne felfe I Enowe 
nougbteby my felfe,+ yer am Inoõt therby 
iuftified. It is the LORD Ethat iudgeth me. 
Therfore iudge ye not hingẽ before * yne 
eyll rhe LOR DE come, whic ſhal beyn · 
ge it to lighte that is hyd in barkneſſe, and 
opethe councels of > hertes. and che fat 
every one bane prayſẽ of Gov. 
B — Theferhinges bꝛet hꝛen hane J deferibed 
inmyne awne prefonzin Apollos for youre 
fates, thar yemightelerne by vs, that no⸗ 
nian counte hygher of him ſeif then aboue 
is wrytten that one be not puft vp aga ynſt 
another for eny mans canfe. Foz who pꝛe⸗ 
ferveth the v* What haſt chou that thou 
haſt not receauedẽ Rf chou haſt receaued it, 
why mabeſt chou the chy booff, as chough 
thou haddeſt not receaucd icy Now ye are 
full, now yeare maderiche, ye raigne with- 
out ys, and wolde God ye dydraigne, chat 
we might raigne with you. 

Hic thynteth that Gov hath fer forth 
vs Apoſtles for che loweſt off all, «even as 
thofe thac are appoynted wntodeath . Foz 
swe area gafynge ſtocke unto ¥ worlde and 
tothe angels,and unto men. We are fooles 
fo2 Chriftes fate, but yeare wyſe in Cheiſt · 
We weake, but ye fers ge: Me honorable, but 
we deſpyſed.Euen vnto this daye webdger 
and thyzfé, and arcnaked,and are boffetted 
with fyftes, and haue no certayne dwellin⸗ 
ge place,andlaboure and worke with oure 
awne bandes, We arerenyled, rand yet we 
blefje: we ave perfecuted, and ſuffre ic: We 
arecnell (poten of,and we praye: Weare be- 
come asit werethe very outfivepinges of ¥ 
woꝛlde, yee the of ſcowringe ofall men vnto 
this tyme. 

Jrw2yte not this to ſhame you, but as 
my deare childzé J warne you. For though 
ye haue ten thouſande inſtructours in Chriſt 
yet haue ye not many fathers. For J banc * 


toh⸗a 


faco.na 


Plal.43.¢ 
Roms.¢ 


Aaa 
Rouab 


Gal.4.b 
facoab 
— ell? Wher foze J erbozte you, «be ye my fo 
Phisc_ fowvers. For this cauſe baue J fent vnto you 
Timotheus (which is my deare fonne, and 
faith full inebeL ORDE) that be maye put 
you in remembiaunce of my wayes, whic) 
are in Chriſt, ent as J teach every wherein 
all congregactons. Gome are puft vp,as 
though J wolde come nomoze at you. But 
FJwil come to you ſhortly («yftheLORDE 
wyhandrwyl Enowwe, not che wordes of che 
thacarepufc vp, but ¥ power. For the kyng 
dome of Sod is not r wordes, but in power. 

Whar wil ye Shal F come vnto you w, 


Pro.20.d 
Iere.to.d 


begotten you in Chriſt Jeſu thoroð ¥ Gol 
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oe rodd, or with loue and che ſprete of meke 
neſſe? 
The v. Chapter. 
Here goeth acommenreporte, that 2 
there is whordome amdge you, and 
ſoͤch whordonte , asis not once mae 
med amõge the Hcytbhen, that one ſhulde Levicusn 
baue bis fathers wife. And ye are puftvp, 
and bane tot rather ſorowed that he which 
bath donechis vede,mightebe put frsamd 
ge you. Foz J verely as abſent inbody, but 
prefenc in fpzete, haue determyned allready 
as though Tj were prefert(cScernynge him 
that bath done this dede)in * mame of ou- 
reLO RDE Jeſus Chꝛiſt, whã ye are gathe- 
red together with my ſprete, and with the 
power of oure LORDE Jeſus Chꝛiſt. *tode- Matus 
Iyner bim onto Sathan for the deſtruccion “Tmt 
of ebe flefh,chat the ſprete maycbefaucdin 
the dayc ofthe LORDE Jeſus. 
Moure reioyfinge is nor good. + Amowe Cals.a 
ye not that alitle lesen forvcreththe whole 
lompe of dowe? Pourgẽ out cherfoze the ol- 
de leuent hat ye maye benerv dowe, life as 
ye are ſwete bred. For we alſo haue an· Eaſ Etass.b 
ter Lambe, which ts Chrifé, that is offred for lohnc 
vs. Wherforelet vs *EepeEafter,notin * Exoia 
olde leuen, ner in the leuen of malicionfires, 
and wicFednes, but in the fivete bred of pur 
reneffe andof thetructh. 
J wrote vnto you inthe Epiſtle that ye 
fhulve haue nothinge todo with whoremõ 
Gers, z that meant Inot acallofrhe who- 
remongers of this Forlde ether ofthe cone- 
tous, o2 of extorcioners, o2 oft hẽ that wor 
fhippe yntages, for then muſt yenedes haue 
Sone out of the woride. · Dur now haue TY +.Telsa 
wryttẽ vito you, F ye ſhulde haue nothinge 
tovowith chem: Mamely.) yfthere be eny 
man that is called a brother and is an who⸗ 
remonger, or couetous, o2 a worſhipper of 
ymages,cther araylar,or a dr onkarde, or an 
extorcioner, · with ſoch ſhal ye mor eace. lereic.a 
For what haue Ito do to iudge chem that 
are wit hout? Dõ ye not indge thẽ that are 
wit hin? As forthem that are wit hout, God 
Hal iudge them.* Put awa ye frd you him peutaza 
thatis euell. 
The Vi. Chapter. 


Se Dro dare one off you banyngebufy- 2 
$2) nes with enother, goto lare before 
the vnrighteous, and not before the 
ſayntes? *· Do ye not knowe that che ſayntes matisd 
fhal iudge the worlde sf the worlde t hen andig.d 
[halbe iudged off you, are ye not good 
ynough coimdge finall matrers7 Knowe yo 


* 
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not that we hal indge the angels y how 
moc mozecbinges chat pertayneto the tẽ · 
porall life: Therfore yf ye haue iudgmentes 
of cempozall matters, tate them that are 
deſpyſed in the congregacion and fet thent 
£9 be indges . This F faye ro youre fyame. 
‘Js there veterly no wyfe man amdge yous 
What not one at ail chat can iudge betrwe- 
me brother z bꝛother? but onc brother goeth 
tolawe with another, and that before the 
vnbeleuers? 
Now ther foꝛe is there vtterly a faute a- 
mdge you, that ye goto lawe one with ano 
Mats.¢ ther.» Why rather ſuffre ye moe wronge? 
Why ſuffre ye noe youre felues rather co be 
de fraͤuded? but ye youre felues do w2dgeand 
defraude, and that enenthe bretheẽ Knowe 
ye not that ¥ vnrighteous ſhal not in heret 
the kyngdome of Gods Be not difceaued. 
eral Net her whozemongers , ner spe oe pers 
eneza OFF ymages, ner beaters Off wediocke. ner 
weaklinges, nether abufers of chem felues 
with mankynde ner theues nether the coue 
tous, ner drökardes, ner curſed ſpeabers, ner 
extorcioners [bal inheret the kyngdome of 
God. And och haue ſome of you bene, but ye 
ate waßhed, ye are fanctified, ye are made 
vighteous by thename of the LORDE Je- 
fas.andby che! ieee ofoureGoo. 

CI maye do all chinges, but «all chinges 
Ecclis7d gre not profitable. J maye do all chinges, 
NCo1me bye F wil be broughte vnder no mãs power. 

Meãtes aze orde yned for F bely, ⁊ the bely 

for meates. Buc God ſhaĩ deſtroye both ic 

and thems. The body belongeth not vnto 

whordome, but vnto the LORDE, and the 

Roms.b LORDE vntothe body + God bath rayſed 

vp the LORDE, and ſhal rayſe vs vp alſo 

by bis power. Knowe ye not chat youre bo 

dies arethemébres of Chriſt Shal J now 

tate themembres of Chufé, anv mate them 

the membzes of an hatiot? God forbyd. Oz 

Do ye not Enowe,that be whi⸗ vnto 

an harlot, is one body? Foe they two 

Genad (+fayeth be)inone fleß he. Dut he that cle · 
weth vnto the LORDis one ſpretẽ. 

Fle whordome. All ſynnes p amandoch, 

are without the body. But he that commyt · 

tech whorꝛdome, ſynneth aga ynſt bis awne 

.Coreb body. Orknowe ye nor that youre body is 

2.Cors< the cemple ofthe holy gooſt Whom ye ba 

02 ue of God, and are not youre arne? · For ye 

#PEIS are dearly boughte. Prayſe ye Gov cherfo⸗ 

re in yé body zin yd (pzete, which are Sods. 

A v The Vil. Chapter. 

Sf S concernynge che chinges wherof 
ye wrote yntrome, Janfivere: Fe is 


$000 fozaman noc to touche a woman. Ne 
nertheles to avoyde whordome let enery 
man haue his arone wife, aud let euer y wo- 
man haue bir awne hußbande. Let the mã 
gene vntothe wife due benevolence:litewy- 
fe alſo the wife onto * man. The wifebath 
not power ouerbir arene body, but the buf- 
bande: ⁊ likewyſe the man bath nor power 


ouer bis awne body, but the wife. « With- Tobs.d 


Diawenotyéd felues one frd anotber,ercep- 2482 
teit be with checonfent of both foz a tyme, 
that yemaye geue youre felues unto faftin- 
Seand prayer,andche cometogetberagay- 
ne, leſt Sathan tempte yon for yd incontyné 
cye.But chis J faye of fauoure, and noc of 
commanundeméc. ombete Jwolde rather 


that theyabydealfoas Ido · Sut yf hey eTims-b 


Dut onto them that are maried, com- B 


maundenot J. but the LORDE, «that the mars 


2s for che orber, vnto the ſa⸗ |, Oe 
LORD isef ey baci biaelec ote te 
ge wife, and fhe is content to dwell with 
bim,lecbim not pur bir aways. 2nd yfawo 
man baue an unbelenynge bufbande, and 
be is content to dwell with ber, let ber noe 
put bim awaye, For the wnbelenynge huß · 
bande is fanctified bythe wife,and the vn- 
belenyngewife is fanctified bythe hußban⸗ 
deror els were youre children vᷣncleane, but 
now arethey holy. But yf the vnbelenynge 
departe, let him departe.2 brother or a fif> 
ter is not boũde in ſoch caſes, but God bath 


called vs in peace. For what knoweſt chou abet ⸗2 


O wos, whether aed Phalefaney¥ mã? Or 
Shat knoweſt chou O man, whetber thon 
feet ſaue the woman But enenas God 


th diftribured vnto every one*andasthe Ephega 


LORDE bath called every man, fo let bint 
walte:andfo orden Fist all congregacions. 
Rey man be called beynge circumeyfeo C 
let him cake no Heythenſhipppe vpon him. 
Rfeny man be calledinebe Jisbentbippe, 
let him not be circumcyſed. Tircumcifion is 
nothinge, and uncircumcifion is nothinge. 
buc the Eepynge ofthe commaundementes 
of ‘Bod, Rec enery one abyde in the callyne 
wie 


loel ac 
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szim.s.a ge wherin be is called. «Ure thor called a 

ſeruaũt. care noc forit: nenertheles yf chou 

mayeftbe fie, vſe it rather. Gor betbacis cal 

led intheLOR DEbeynye a ſeruaũte, is a fre 
masoftheLORDE,Likemyfe he that is cal 
ied beynge fre is a ſeruaũt of Chrifé.* Re are 
dearly boughte,be mot ye che ſeruauntes of 
men Brechren leceuery onc wherin he is cab 
led, cherin abyde with Gov. 

As concernynge virgins, J haue no cons 
maundement ofthe LOR DEneuertheles J 
fayemy goodmeanynge, as J baue opray- 
ned mercy of the LOR DEto be faithfull. J 
[appofeicis good for > prefent neceff-te: for 
it is good fora man ſo to be. Are chou boun 
de vnto a wife, ſeke mot to be lowſed: Are 
thoulowſed frõ a wife, ſeke not a wife. Duc 
yf thon tate a wife, thou ſynneſt noc. And 
gfavirgin mary, ſhe ſynneth not Neuerthe 
les ſoch ſhal bane croublein the fleßhe. But 
‘FJ fanoure you. 

D Howbete chis J faye brethꝛen: · thetyme 
pfale.a 15 ſhorte. Fart hermore this is che meanyn- 
aPecsb ge, ¥ they whic) haue wyues, be asthough 

they bad none: andchey that wepe, beas 

though chey wepte not: and they chatre- 

ioyſe be as chough they reio yſed noc:z they 

bye, be as chough they — not:⁊ 

they that vſe this worlde be as though 

they vied it not. For the fafibion off this 

Marea reoildepaffich adda ye. But J wolde that ye 

Lune Mhulve be vithoutcare. · Het hat is ſyngle. 

“TINS? Corech for the rhinges of the LOR DE, bow 

he maye pleaſe the LO ROE. But he that is 

marted,careth for the thinges ofthe worl⸗ 

De, bor he maye pleaſe bis wife,andis deuy 

ded. A woman and a virgin that is /yngle, 

reth forthe chinges of theL ORDE, that 

fo: maye ve holy both in body z alſo in ſpre 

re. But ſhe that ĩs maried,carech for ¥ thin 

ges ofthe a orlde, bow ſhe maye pleaſe bir 
huſzbande. 

gz This aye for youre profit not that J 

wil tn etie you ina ſnare, but forthat which 
is honeſt and comly vnto you, that ye maye 
cSeynuelly lene onto cheLO RDE wit hout 
hynderaunce. But yf eny man thinke that 
it is vncomly foz bis virgin yf fhe poffe the 
tyme of maraze,and yp nede forequyze, let 
Him do what be lyſt. be ſynneth nor,lecebé 
be coupled in mariage. Nenertheles be chat 
purpofech ſurely it bis bere, banynge none 
de, but bath po ver of bis avene wyll, and 
determeth foinbis hert to Eepe bis virgin, 
doch well. Gynally, be that ioyneth bis vir- 
ginin martage,docb well: but be that toy- 
nech not bis virgin in mariage, doth beg. 


1.Cors.c 
wet nc 


to che Cortnchians, 


ter.* The wife is bounde to thelawe,aslont-Romz.a 
geas bir bufsbandelynech. But yf bit bufs 
banbe flepe, [he is at liberty to mary vnto 
whom fe wil, onely that it be done in the 
LOR DE.Buc ſhe is happier yf fhe ſo abybe 
after my iudgment. Ithinke verely that J 
aiſo haue the ſprete of God. 
The Vil. Chapter. 
Stouchingechinges* offred vnto}F og 
dols «we are fire / we all baue Enow Jau⸗ a 
lege. Knowlege puffeth a mã vp, but Rose 
loue edifyeth. Neuertheles yf eny mã thinke 
he knoweth eny thinge, he knoweth not 
yet bow be oughte to knowe. But yf eny 
nranloue Govd,the fame is Enorwne of bim. 
So arewe fure now cõcernynge the mee 
tes offred vnto Jools,» that an Idoll is no- s.co10.6 
thinge inthe worlde, and that chereisno- 
neother Godbut one. And though there be 
thac are called godvdes, whetber in he auen 
orinearth(as there be goddes many and loz 
des many) yet bane we but one God, euen 
the father, + ofrbS arcall cbinges, and we Romud 
ut bim.z one L OR DE Jeſus Chrifk, by whd 
are all chinges, and we by bim. 
But everyman hach not Enorelege:fer ſo 
me make yer* conferéce over the Idoll. and cosa 
eate it as athinge offred vito Tools: and 
fo their confcience beynge weate,ts def yled. 
Neuertheles meate furthareth nor vs vnto 
God. Hf rreeate,we ſhai not ther fore bethe 
better : yfive eate not, we fal noc therfore 
bethe lefjt. But tabe hede that chis youre lt 
berty be noc an occafion offallyngevnco F 
weale. For yfeny mart fe the( which haſt 
Enowlege) fyc at the table inthe Jools bow 
fe, fhalnot bis confeience whyle ic is weate, 
be occafioned to eate of the Idollofferin · 
ges 7 And ſo thorow chyrnowiege ſhalthe 
Seare brother periſhe, for whõ Chriſt dyed. 
Bue whan ye ſynne fo aga ynſt che brethren, 
and wounde their weake cõſcience, ye ſynue 
agaynft Chriſt. Wher fore + yfmeace offen Romag.a 
demy brother, I wyl never eate fleſh, lejt J 
offende my bzotber. 
The xX. Chapter. 
J¢ EF not an Apofile z Am J noe fre? A 
+dane J noe fene Jeſus Chzift onre activa 
LORDE?Are nor yemy worke it che 
LORDEf FJ kenot an Apoftle nto other, 
yecam Z youre Apoſtle: for tbefeale of my⸗ 
ne Apoftelfhippe are ye incbeLORDE. My 
ne anfivere vito them chat are me, ts this: 
Haue we not power co cate and dr ynke? Ha 
ue we not porwer alſo toleane cboute a fifter 
to wife, as well as other Apofiles, and as Marsb 
the brethꝛen of tbe L OR DE, and · Cephas: Luc4d 


Che firfe Epifele 


Oꝛ haue oncly J and Barnabas not power 
this to dor Who goeth a warfare atenyty 
me vpon bis awne wages 7 Who planterh 
a vynyarde, and cateth nocofthe frute ther 
of? Who fedeth a flocke and cateth not of 
the mylte of the floker 
Seye J theſe thinges after the maner of 
men 7 Sayeth nor the lawe the fame alſo? 
Deut.25-a For «itis weytterr in the lawe ooff Moſes: 
Tims.¢ Thou ſhalt noe mofell chemouch of the ore 
that treadeth ourthe come.Doth Godtate 
thought forthe oren > Oz fayeth heit noc 
allcogether fo: onre fates 7 Foz no doute it 
is weytté foz onre fates. For be that careth, 
[hulve eave vpon bope:andbe p chroßheth. 
[hulve troß be vpon hope, he mighte be 
Romisd parcaber of bis hope Xf we haue ſo wne vit 
Galea 9 you (piritual chinges,is ita greatethige 
yfwe reape yo bovelyebigessDut yf other 
be partakers of this power on you, wher fo· 
a.Corma re ate not we rather? · Neuertheles we ba- 
ue not vſed this porver, but ſuffte all thin 
ges , leſt we ſhulde hynder the Gofpell off 
Thriſt. Knowe ye noe that they which la⸗ 
boure in the temple, bane their lyuynge of ¥ 
temple: andebey that wayte atthe altare, 
matao.a Moye the altare · Euen thus alfobath y 
LORDE ozbeyned, that which pready 
A&s0¢ the Boſpell ſhulde lyue of * Gofpell.« Bute 
uTels.2 “| Dave vfednone of thefe thinges. 

C Decher wryte Yeberofiebat it hulde be do 
ne ſo onto me:foz I badracher dye,the chac 
eny man ſhulde brynge my retoyfinge co 
naughte, Foz inthat J preach the Gojpell, 
Ineade noe booſt my fel fe, foz JImuſt nedes 
Do it. And wo vntome, yff J preach not 
the Gofpell. NF J doit with ã good wyll, 
J fall baue my rewarde: but yff Joie 
@gaynft my wyli. yer is the officecommye 
ted onto me. Wherforethe ſhal J berewar 
ded 7(Ltamely therfore that J preach the 
Gofpell, and do che fame frely for — 
thar J abuſe not mylibertye in * Goſpell. 
Forthough J ant fre from allmen, yet ha⸗ 
ue made my felfe euery mans ſeruaunt, 
¶Imighte wynne F moo.* Onto the Jewes 
J am become as a Jewe, towynne ¥ Jew⸗ 
es.Tothem that are under the lawe, J am 
become as though J werewnder thelawe,to 
wynne them whic are vnder thelawe. 

DVnto them that are without lawe, Fam 
become as though J were without lawe 
(whereas yet Jam noe without the lawe 
of Gov, but amin ¥ lawe of Chrift)to wyn 
ne thẽ that are without lawe. Co the wea- 
#e, am Fj become as weake to wynne the 

1Co.10.4 sveake.* Jam become of all faßhions onto 


Aisa 


to che Corinchtans. fo. (ery. 


eucry man, to fane fome at ¥ leeſt. But this 
Fro fozche Gojpels ſake, that Jmighte be 
partater therof 
Anowe ye not, chat they which runne in 
a courſe, runne all, yet but onereceaueth the 
rewardes Runne ye [o,that ye mayeoptay 
ne. Euery one that proueth maftrye,abftey- 
neth fronralltbinges, and they vo it,thac 
they maye optayne a corruptible crorne, 
but we toopraynean « vncorruptible crow “Pets.a 
ne. F therfore [o runne, not as at an vn cer⸗ 
taynethinge: So fighte J. not as one ỹp bea 
teth ? ayre: but J camemy body, and bꝛryn 
geitincofisbieccton left whan Ipreach vᷣn 
ro other: J my felfe be a caſt awã ye. 
She X. Chaprer. 
Rethꝛen. J woldenoe that ye ſhul 26 
de be ignozaunt of this,«that oure dro.u4⸗ 
fathers were all onder the cloude,* Exouge 
and all paſſed chozow the fee,z were all bap- 
tifed vnder Moſes in the cloude and inthe 
fec,* and dyd all cate of one ſpirituall mea- Exous.c 
te,and*dyd all drynke of one ſpirituall dryn Exo17.b 
€e: but they dionte of che fpirituall rocke Nuso.a 
that folowed thé, whidy rocFe was Chriſt. Nat. ic. c 
Neuertheles in many of chem had Sod no 
delyte,* for they were finyttendoroneinthe Namig.c 
ywoylderneffe. 
Thefe are enfamples ontovs, F wefhul 
de not luſt after euell thinges, as they luſted. 
Nether be ye worſhippers off ymages, as 
were ſome of them. Acordinge as itis weyt 
té: « Thepeople fat doroneto eate and dryn Exoss.b 
ke, and roſe vp to playe. Nether let vs com- 
miytte whordome.· as ſome of them cSmyt- numsa 
ted whordome, and fell in one daye thre z Plal-tos.d 
twenty thoufande. Nether let vs tempte 
Chiff, + as fome ofthbemcempted him, and num.s.a 
were defEroyed of ferpéces. Nether murmur 
ye, « as fome of them murmured , and were Numng 
deſtroyed thozow the deftroyer. 
All chefe chinges happened onto thé for 25 
enfamples, but they are weyttẽ to warne vs, 
vpon whom thẽ ende of * woulde is come. 
Cher fore let him chat chinkeeh he ſtondeth 
tate hedeleft be fall. Chere bath yet no tẽ 
tacion ouertaken you, but fod) as folowce! 
the nature of man. Neuertheles· God t6 1 cors.a 
faith full, which fhal noe ſuſfre you to be -Thels.¢ 
tempted aboue youre ſtrengeh, but fIyalin “2622 
the myddes of ? temptacion —S 
> 


tocome ont,that ye maye beare it. Wher⸗ 

re mydearly beloued, fle fromwozfhippinge 

Of Fools. F fpeate vnro them whic) bane 

diſcrecis, indge ye what J faye. The cuppe 

of chatefgenynge wherwith we geue than- 

kes is it not the partakinge of the bloude of 
iA : et iy 
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Chrf—The bred that we beeake, isit noe y 
parcatinge of ¥ bodyof Chriſt? Foz wema 
ny, are one bredz one body,inas mochas we 
all are partabers of one bred. 
C Bebolve Iſtael after the fleßhe. They vp 
eate the facrifices,aretbey not partaters o 
the altare 7 What flyal Inow ſaye then? 
Corea Spal I faye that the Fool is enythinge? 
Orthacic which is offered vnto the Idoli is 
eny thinges Lt ay. Dut thie J faye, that lo- 
ke what ehe Heythen offre, that offre they 
sontodenels,and not onto God. Lrow wol- 
de Inot that ye ſhulde be inthe fellifhippe 
ofdencls.Ne can not drynke of the cuppe of 
the LORDE andofebe cuppe ofthe deuels. 
Me can not be partakers ofthe LORDES te 
bie, and of the table of deueis. Oz wyl we 
rGors.c prouoke the L ORDE7+ J maye do all chin- 
Ecclis7.d ges, but all thinges are not profitable. I 
mayedo alltbinges, but all chinges edifye 
not. Let noman feke bis awne profit, but let 
every man ſeke anothers welch. 

What foener is folve in the flefmartet, 
thaceate,and are no queftion for confeience 
fate.» Sorthe earthistheLORDES,andall 
PF therinis. Nfenyof che beleue not, byd 
you to @ feat, and yf ye be difpofed to go, 
what Poener is fee before you,chat cate, axin 
geno queftion foz conſcience fate. 

But yfeny man faye vnto you: This is 
Offred onto Idols,thẽ cate nor ofit, for bis 
fate chat ſhewed it,and for hurtinge of con 
fcience.(Che earth is the LORDE Sanvall 
that therin is.R euertheles Gfpeate of « 
1.Cons-b conlciéce,noctbine,but of ¥ ocher. For why 
fhulve my libercy be indged ofanotber mas 
cofcience:* Foryf I tabe my parte wb than- 
tefgenynge, why am Jeueli — of forỹ 
thinge wherfoꝛe J geũe thankes? 

Ther fore whecher yeeate oz drynke, oz 
what ſo euer ye do do all to ¥ prayſe of God. 
Be not ye an occaſion of fallinge, nether to 
the ewes, ner to the Gentyles ner co the 
1Cors.d congregacion of God,v euẽ as J alſo pleaſe 

all men in all thinges, not ſekinge myne 
awne profit, but the profit of many, that 
1Cor.4.¢ theymig hte be faned, · Solowe ye me,as J 


doChzifé. 
The Xi. Chapter. 
a Se Commende you bzethzen, that yere- 


Plal.sz.b 


. rim. a b 


Cols.b 


membze mein all poyntes, and kepe 

ln the ordinaunces, euẽ as J delyuered 

them vnto you. But FF certifye you, that 

Ephes.c Chufé isthe heade of eũery man. As fory 
man,be is the beade of ¥ wonsan, bur Goo 

is Chriſtes heade. Lucrymanthat prayeth 

or prophecicth, and bath eny thinge on bis 


to che Coꝛinchtans. 


beabde, ſhameth bis heave . Bur enery wo- 
manthat pzayeth o2 prophecieth with vn- 
coucred beade, diſhoneſteth bir heade. For 
ic is euen a lyfe moch as yf [he were ſhauen. 
Rfcbe womã be not coucred, let bir beer al- 
fo be cut of. But yfit be vncomely fora wo⸗ 
manto bane bir becr cut of ozto be ſhauen, 
then let bir coner bir heade. Neuertheles 
the man oughte not co coner bis beave,« 
foro moch as bets the ymageand glozyof 
God:bueche womã ts the glozy oft he man. 
For the man is not of the woman, but the Genad 
woman of the man. Nether was the man 
created forthe womans fate,but che womã 
foztbe mans fate. 

Therfore ought the woman to haue a BD 
powervpon bir beade, for the angels fates. 
Neuertheles nether isthe man without ¥ 
woman, net her the woman withoutthe mã 
in the LORDE. Foz as the woman is ofthe 
man, enest ſo commeth che man alſo by the 
woman, but all ofGod, Judge ye by yo fel- 
ues, whether it be comly, p & womã praye 
before God bare headed? Oꝛ doth not natu 
re teach you, ? itis a ſhame for a man yf be 
weere ioge heer a prayſ eo ¥ womã yf [he 
weere lõge heer? Foꝛ bir heer is geuẽ heer to 
couer ber witball. Buc yf there be eny man 
amõge you that bach luſt co ſtryue, let him 
knowe, that we haue no ſoch cuſtome nether 
the congregacions of Gov. But this muſt 
Jrwarne you of: J commende it not, that ye 
come together not after a better maner but 
after a worſe. Firſt whan ye come together 
inthe congregacion. J heare that thereare 
diſcenſions amonge you, and J parcly bele⸗ 
neit.* For there muſt be fectcs amonge you, Mate 
that they which are perfecteamonge you, boh⸗.e 
mighte be knowne. 

Liow whan ye come together, the LOR- € 
DESfupper can not be kepte. For whan it 
fhulvde be kepte, enery mã taketh bis awne 
fupper afore. And one is hogrie, another is 
dronkẽ. Haue ye not houſes to cate anð dryn 
ke in? Or deſpyſe ye F cõgregacion of God, 
and ſhame khem that haue not? What ſhaĩ 
‘J faye vnto yous Shal F prayſe you ? in 
this prayſe J you not. That which J dely⸗ 
uereð vnto you,receaucd Jofthe LORDE. 

» §o2 the LORDE Yefirs the famenighte it zat ase 
the which be was betrayed, coke the bred, z Matis 
ganethankes,and beate it and fayde: Cate bo 
ye,zeate ye, thisis my body, which ts bro⸗ 
Fen foz you. This doin the remembeaunce 
of me. After the fame mancr alf> he tote F 
cuppe whan fupper wasdone, and fayde: 
Chis cuppe is the new Teſtament in my 


Ephe.4.¢- 


Rom.n.2 


Toh s.b 


Toh4.a 
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bloude, this do (as oft as ye drynke ith in the 
remcbratice of me. For as oft as ye ſhal eate 
of chis bred, zdzynte of this cuppe, ye fal 
fhewetbe LORDES death, vnt yil be come. 
D = Wherfore who focuer fhal eate off this 
bred, and drynke off this cuppeof the L OR- 
DE vnwoꝛt hely, ſhalbe giltye of the body 


2.Co.uz.b and blonde ofthe ORDE.* But let a man 


examen himſelfe, and ſo lec him eate of this 
bred, and drynke of this cuppe. Gor be that 
eateth and dzynketh vnworꝛthely, eateth 
Ozynketh bis eronedamnacion, becaufe be 
maketh no differéce of the LOR DESbovdy. 
Ther fore arechere fo many weake and ſicke 


Ecclissc amõge you, and many flepe.« Foz yf we iud⸗ 


ged ourefelues, we ſhulde not be iud ged Bue 
whan we are iud ged, we are chaſtened of ¥ 
LORDE that we ſhulde noe be dãned with 


Hoha.c the· worlde. Wherfore my brethren, whan 


ye come together to eate, tary one for ano- 

ther. Sut yfeny man honger, lee him cate 

at bome,that ye come noe together vnto cS 

dempnacion. As fo2 other chinges, J wil fee 
them in order whan J come. 

The XI. Chapter. 

A S concernynge ſpirituall giftes (be 

Of thzen) J woldence that ye wereigno 

raunt. Ne knowe that ye were ey: hẽ 

and wente youre wayes vnto dsme Fools, 

euẽ as ye were led. Wher fore J declare vnto 


Marcs.d you, *that no man ſpeak ynge thozowthe 


ſprete of God,defyeth Jeſus. And no man 
can faye that Jeſůs is the LORDE, but by 
the boly gooſt. ; 

Therearedyucrfe giftes, yet but one fpre 
te: andchere are dyuerſe offices , yet but one 
LORD E:and thereare dyuerſe opergcions* 
yer isthere but one God, which workech all 
in all. Che giftes ofthe ſpꝛete are genen vn- 
toenery man to pꝛofit the cõgregacion. To 
one is geuen thorow the ſprete the vtteraun 
ce of wiß domerto another is geuen the vere 
raunce of knowlege acordinge co the fame 
ſprete:to another, faith in the ſame ſpreterto 
anotber,the giftes of healinge in the fame 
ſprete:to anocber, porwerto domiracles: to 
another, propbecienge: to another,« indg- 
ment to diſcerne ſpretes:to another, dyuerſe 
tunges:to another,cheinterpzetacion ofcurnt 
ges. Theſe all doch ¥ fame onely ſprete wor · 
ke, and diſtributeth unto euery man, acor⸗ 
dinge as be will. 

HB = Forasthebody is one, and bath yee ma⸗ 


Romiza jzy membzes,nenercheles all the membres of 
Ephe.4 b thebooy though they be many, are yee but 


one body: cnen[> Chriſt alſo. For weare all 


to the Counehians. Fo. (reve, 


baptyfed in one ſprete to be one body, whe- 
tber we be Jewes or Gentyles, whether we 
be bondco2 fre, and bane all dronkẽ of one 


bute many. xftbe fore faye: Jam not ¥ ban 
de,cher fore am J nota membre of che boby, 
is he ther fore not g membre of y body: Anð 
yfthe care faye: J am not the eye, therfore 
am nota membze ofthe body,ts be cherfo 
re nõt a membre ofthe body 7 Xf all the bo- 
Dy were an eye, where were then thebearine 
ge7 RF all were bearinge, where then the 
finellinge? Buc now hath Godfeethe ment 
bics, eucry one feuerally in the body, as ic 
bath pleafed him. Neuertheles yfallebe mẽ 
bres were onemembie, where were then the 
body7But now arethe membsesmany, yet 
isthe body but one. 

The eye can not faye vnto the hanve: J C 
haue no nede oft heror agayne thebeade vit- 
to the ſete, Fj haue no nede of you: butra- 
ther a greate deale the mébzes of the body 
which ſeme to be moft feble, are moft necef- 
fary:and vpon t hoſe membres of the body 
whic we thinke leaſt honest, put we mofé 
bonefiie on: and oure vncomly partes haue 
moſt beutye on. For oure bonef— memb:es 
neadeit noc. Bur God bath fo meaſured F 
body, and geuen moſt bonoure vnto chat 
mẽbꝛe whidy bad neve, that there ſhulde be 
no ſtryfe in thebody, but that the membies 
fhulve indifferently care one for another. 
And yfone membze faffre, allebe membes 
ſuffte with him: and yfoncmembzebe had 
tn bonoure, alltbe membres are glad with 
bim alſo. But ye are the body of Chzift, and 
membies, euery one of anot her. 

And God hath orde yned in the congre⸗ 


Gacion, firſt the · Apoſties, ſecð diy prophe/ mat. 


tcs, thirdly teachers, then doers ofmira- Luc: 
cles, after thatthe giftes of bealinge, bel- FP 
pers, Souerncrs, dynerſe tunges. Arc they 
all Apofiles 7 Are theyall propheres 7 Are 
they all teachers Are they alldoers of mira 
cles 7 Haue they all the giftes of healinge? 
—— they all with tunges > Can the 

all interpzete 7 Dut covet ye the befé oie 
tes . And yet ſhewe J you a moze excellent 
wa ye. 


The XII.Chapter. 
D Hough I ſpake with the tunges of A 


menandangels, and yet had not lo⸗ 
ue, J were euen as ſowndin ge braſſe. 


igs Efa.ss. 
[pzete. For the body ald is noe one membie, 53 


as atyntlinge Cymball.· And though J matr.b 


coulde prophecy, z vnderſt ode all ſecretes, 


and allEnowlege,and bad Bi Foie bilo “eae Lucar.a 


VN üij 


Phila.b 
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Icoulde moue moũta ynes out ofcheir pla- 
es, qnd yet had not loue, J were noͤt hinge. 
And chough J beſtowed all my goodes to 
fede > poste, and though F gaue my body 
enen that J burned, and yet haue not loue. 
ic profitech me nothinge. 

Loueis pacientz curteous, fone envyeth 
not, lone doth not frowardly, is not puft 
vp, dealeth not diſhoneſtly. ſeketh noc bir 
grone, is not pꝛouoked vnto anger,tbhyntech 
noc enell,retoyfeth not ouer intquyte, but re- 
ioyſeth inthe tructh,beareth allebinges,be- 
fexeth all chinges, hopech all chinges, ſuf⸗ 
freth all chinges. 

% Though prophecienes fayle, ortunges 
ceaffe, 02 Enowlege perifhe, yer loue fallech 
neuer awaye. For oure Enowlege is vnpar- 
—— oure propheciengeis vnparfẽcte. 

nt whã chat which is perfecte, commeth, 
then ſhal the vnparfecte be Done avwaye. 
Whan FJ was a childe, J ſpabe as a childe, 
Jvnderſtode as a dhilve, “J ymaginedas a 
childe. But as foone as J was a man, J puc 

awaye childiſhnes. Now we fe thorow a 

glaffein a darke fpeatynge,but thẽ ſhal we 

ſe faceto face. Now J Enowe vnperfectly: 
but thẽ ſhal FJ tnowe euẽ as J am knowne. 

Clow abydeth faith, hope, loue theſe thzes 

but che greateft of thefé is loue. 

Tbe XM. Chapter. 
a Aboure for loue. Couet fpirituall gif 
tes, but fpecially thar yemaye pzo- 
£2, phecye. For be p ſpealeth with cun- 
cs, |peateth nor vnto men, but vnto God: 

a 10 man beareth bim.dowbeit in > (pre 

te be fpeatech miftcries . But he that pro⸗ 

pheciech, fpeateth vnto men to edifienge, z 

xo ex hort acion, and to cõ forte. He that [pet 
keth with tunges, edifiech himſelfe: but he 
that propbecieth,edifieth the cõgregacion. 
wolde that yeall fpake with tunges, bur 
rather that ye prophecied. For greater is be 
that pzophecieth then be that ſpeabeth wb 
tiges:ercepte be alſo expounde it, that the 
congregacton maye baue edifienge. Sue 
1910 brethren yf FJ come vnto you, and ſpea 
ke with cunges, what ſhal J profet you,er- 
cepte Iſpeake vnto you ether by reuelacion 
or byknowlege, or by prophecienge, oꝛ by 
doctryne? 

S = Litewyfeisic alſo in * thinges that ge- 
nefounde,and yet lyue not: whether it bes 
Pype o2 an barpe,erceptethey geue diftync- 
te oundes from them, bow ſhal it be know⸗ 
ne what is pyped or harped? And yfebe trõ 
pe geue an vncertayne ſounde, who wil pꝛe · 
pare him ſelfe to che batta yll? Euen fo yelt- 
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Ee wyſe, whan ye ſpeake with tunges,ercep- 
re yefpeate playne woztes, bow Hal it be 
Enovene what is pots? for ye [yal but fpea- 
Eein $ ayre So many Eyndes of voyces are 
inthe worlde, arid none of themis without: 
fignificacton. nf Iknowe nornow what y 
voyce meaneth ,jflalbe an alegunt onto 
bimcbhat fpeatech:z betbat fpeateth,fpal- 
bean aleaist unto me. Euẽ ſo ye(foz fo moch 
as ye conet fpirituall giftes (feée ye maye 
haue plent ye to thecdifienge of che congre- 
gacion. Ober fore lee him chat fpeaterh 
tunges, praye, that be maye interpzcte alſo. 
RFF praye with tunges,myfpzete pra yerh. 
buemy vnderfésdinge brynget h no man fis 
te. How ſhal it be then? Namely thus: J 
wil praye with F ſprete and wil praye with 
the vnderftsdinge alſo: J wil fynge pfalines 
inthe fprece, and wil ſyñge ſpalmes with F 
vnderftondinge alfo. 

Due whanthou geueſt thankes with ¥ C 
fprece, how ſhal be that occupicth cherow- 
me ofthe vnlearned faye Ame at thy geuyn 
ge ofthankes, feynge be knowet hnot what 
chouſayeſt? Thou geueſt well thantes,buc 
the other is not edif yed. J chantemy God, 
that Iſpeake with tunges moze then ye all. 
Zet had Ileuer inthe cõgregacion toͤ ſpes 
Ec fyue wõordes with my vnderſtondinge o? 
Jmaye enfourme other alfo,rather chen ten 


Ehoufande wordes with tunges.. Biethren pha a 


be not childien in vnderſtondinge, howbeit 
as concerninge maliciouſnes be childrẽ, but 
in vnderſtondinge be parfecte. Inthe lawe 
it is weytten: With other tunges and with 
other lippes wyl 3 fpcate vntothis people, 
and yet ſhalthey not fo beare me,fayeth the 
LORDEs Ther fore are tunges for a toten, 
notto thẽ that belene, but to them that be- 
lenenot. Contrary wyſe, propbecienge, not 
to them that beleue not, butco them which 
beleue. 

Rfthe whole eõgregacion now came to · D 
gecher into oneplace, z (pate all with tun · 
ges,and there camein they that are vnlear⸗ 
ned,oz they which beleue not, ſhulde they noe 
faye.thatyewere out of youre wyttes? But 
yff all pꝛophecied, and there came in one ỹ? 
beleueth not,oz one vnlerned, be hhulde bere 
buted of chemall, and indged of all, and fo 
Hhulde the fecrete of bis bert be opened, and 
ſhulde be falldowne vᷣpon bis face, wor⸗ 
Phippinge God, and Enowleginge, chat of 
a trueth God is it you. How ts it then bre- 
thzen 7 Whan ye come togetber, every one 
bath a pfalme,bath doctryne, bath atunge, 
bath arcuelacion, bath an interpzctacion. 


Ef.aeb 


Act a · b 


Lhe firfe Epiſtle 


Letall be done to edifyenge. yfeny mã ſpea 
Ee with tunges,ler him doit him fel febeynge 
thefeconde, or at the moft bim felfe beynge 
¥ thirde, and one afrer another, and let one 
Unterpzeteic. But yf there benot aninterpze 
ter,then let him kepe ſylence in thecongre- 
gacion, howbeit let him fpeate to himſelfe 
Gnd toGod. As for che pꝛophetes, let two 
aloh4.2 92 thre fpeake + and lec the ocber indge. 
Due yf eny revelacise be made vnto ano- 
ther that fyeteth, chen lectbe firft holde bis 
perce. 
ENe maye all prophecye one after another 
that they allmaye lerne, and that all maye 
Dane com forte. And the fpzeres of che pro- 
Pheres are ſubiecte vnto the propheres. 
Roms. For Godis nota God off difcenfion, «but 
Farah Off peace Lite as in all congregacions off 
" the ſayntes. · Let youre wyues Eepe fylence 
in the cõgregacion. for it ſhal not be permyt 
ted vnto thé to ſpeabe, but to be vnder obe- 
DdDience,.as ¥ lawe fayech alſo. But yfthey 
ꝛwyll lerne eny chinge,let chem are chetr buys 
bades at home. For it becommerh noc weme 
£0 fpeate in the congregacton. Or jpzonge 
tbe worde of God from amonge your Or is 
it come vnto you onely? Yfeny man chynte 
himſelfe to be « prophet, oz ſpirituall, let bins 
Enowe what J rezyte vnto you, forthey are 
the commauñdementes of che LO R DE. 
But yf eny man be ignozaunt , lec him be 
ignoraunt. Wher fore beethzei,conet to pro 
phecye. and forbyd not to ſpeale with tun · 
ges. Let all thinges bedone honeſtly and int 
order. 


Cen.s.c 


The XV. Chapter. 
Declare vnto you brethren, the Gof 
pell chat J bane preached vnto you 
¥ (which ye bane alfo accepted, and in 
the which ye ftsve,by the whid) alſd ye are 
faued) after what maner J pzeachedic vn⸗ 
to you, yf ye bane kepte it, ercepte ye haue 
belened tn va yne. For firſt of all J delyuered 
wnto you that which J alſo receaned, boro 
that Chufé dyed for oure fynnes acozdinge 
to the feriptures, and chat be was buried, 
and that berofeagayne ¥ chirve Daye acoz 
dinge to theferiptnres, and chat he was fe- 
ne of Cephas,chen ofthe twolue after that 
was be ſene of mo then fyue hundreth bie- 
thren at once, herofthere are yer many aly 
ue, but fomeare fallen ajlepe. Afterwarde 
was be féne of James chen ofall che A⸗ 
poſtles. Laſt of all was be ſene ofme alfo,as 
Ephe.3.b of one bozne out of due tyme. · For J am ¥ 
leeſt of the Apofties, whic am not woꝛthy 
anda tobecallen an Apoſtie,* becanle J perſecu · 


a 
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ted the congregacion of God. But bythe 
grace of Gov J am that Jam. And bis gra 
ceinme bath not bene vayne, but J haue la — 
boured more chen they all: howbẽit not J 
but the grace of God iwhich is vh me. Moc⸗ 
whether it be J or they t hus haue we prea· 
ched, and thus haue ye beleued. 

Bur yf Chzfé be preached, that he is ry⸗ 
fen from che decd, how ſa ye then ſome amõ 
ge you, that there is no refurreccion of che 
Deed Nf there be no refisrreccid of the decd, 
then is Chriſt noe ryſen. MF Chzifebenoery- 
fer, eben is oure preachinge in vayne, and 
youre faith ts alſo in vayne : yee and we are 
founde falſe witneffes of God, becauſe we ha 
ne ceftificd aga ynſt God, that be barbray 
fed vp Chriff, whombe bach nor rayfed vp, 
yfche deed ryſe — '02 yfthe deed 
tye noc agayne, théis Chuft alfo not ryſen 
agayne · Bue yf Cheiſt be not ryſen agayne, 
thesis youre faith in vayne, and ye are yet 
in youre fynnes:they alfotbat arc fallẽ a (le 
pein Chzjé are periſhed. Xf in this life one- 
ly we bopeon Chaift, chen are we of all mess 
themofé nnferable, 

But nowis Chꝛiſt ryſen from the veed, C 
andis become *¥ firft frutes ofcbhem chat Colub 
flepe. For by one man commeth death, and 
by one man the rejurreccion ofthe deed. Gor 
as they all dye in Adam, ſo ſhal they all be 
made alyue in Chriſt but cuery onein bis o2- 
der. Che firfEis Chriſt, then they chat bels 
ge vnto Chriſt, whan be commer. Then 
che ende, whe be ſhal delyner vpthe byngdo 
me vnto God the facber, whan be ſhal put 
downe allrule, and all fiperiozite, z power. 
~SorbemufEraygue,tyll be haue put all bis pritros.a 
enemies onder bis fere. The laſt enemye that web.s.b 
fal be deftroyed,ts death, for be bach put 
all chinges onder bis fete. Sut wha bey: 
ech that all chinges are put onder bim, it 
is manifefé that beis excepted, which put 
all chinges vnder bim. Whan all chinges 
Phaldc ſubdued vnto him, cher ſhal che fon- 
ne himſelfe alſo be ſubiecte unto bim, which 
put allthinges vnder him, that God maye 
be all in all. 

Orels what do they whic are baptiſed D 
ouer ¥ deed yf the deeð ryſẽ not at all· Why 
are theythen bapt yſed ouer the decd 7 Anð 
why ſtoͤnde we in ioperdy euery houre? By 
oure reioyſinge which Jhaue in Chriſt Jeſu 
& LORDE, J dye daylie. That J baue fough- 
te with beeftes at Epheſũs after ¥ maner o 
men, what belpeth tt me, yf che deed ryfe 
mot agayne 7+ Let vs cate anddzynte, for East 
tomorow we ſhaldye. Be noe ye diſceaued. Sapaa 


Toh.ta. 


Cen.a.b 


e 


The firſt Bpiſtle 


Euell fpeakinges coruppe good maners. 
Awake righte vp, and ſynne not: for ſome 
haue not knowie ge of Sod · This J faye 
to youre ſhame. 

Duc fome man mighte faye: Hore Pat 

the deed aryſe? And with whatmaner off 
body ſhal they come: Thou foole,x F whic 
thon ſðveſt is nor quycFened,crcepteit dye. 
And what ſoweſt thou⸗ thou ſdweſt nor F 
bodythat fhalbe,but a bare come,namely of 
wheate, or other. Dut God geueth 
ita body as be wil and vnto encry one of ¥ 
fedes bis owne body. 
E All fleBheis noc onemaner of flefbe, but 
there is one maner flefibe of men, another 
Of beaftes,anocher of ſiß hes another of byz 
des. And there are heauenly bodics,and the- 
reare earthy bodies: bur the heavenly haue 
oneglozy,and )? earthy another. The Son 
ne barb one clearnes, the Toone bath ano 
ther clearneffe,and the ftarres bane anotber 
clearneffe,foz one ſtarre excellech another in 
clearneffe : Euen fo che refurreccion of the 
deed, It is ſowne in oꝛrupcion, and ſhalry 
fein vñncorrupceion: It is ſowne in diſhonou 
re,z ſhal ryſe in glozy: It is ſowne in weak- 
neſſe. and ſhal ryfé in power : It is forone & 
nacurall body,z ſhal ryſe a fpirituall body. 

Rfchere bea naturall body,thereis a bi. 
ricuali body alſo. As it is weytten: · The fir 
man Adam was made it co a naturall life, 
and the laft Adã into a fpiricual life. Horv- 
beitthefpirituall bodyis not the firft,but * 
naturall, and chen the fpiricuall. Che firſt 
manis of tbe Beerigeed aii feconde mais 
frõ heauẽ, heauẽly. As the carcby is, ſoch are 
chey alſo that are earthy: and as > he auen 
lyis ſoch are they alſo p are heauenly. And 
as we bane borne the ymage of the earthy. 
ſo fhal we beare the ymage of the beauenly 
alfo. Chis J faye brethren, chat fleſh z blow 
de can not mieret $ Eyngdomeof God: ne 
ther fhal corrupcion inheret vncorrupcion. 

Beholde I faye vnto you amyfiery: We 


ute 4 ¢ fal noc all flepe, but we ſhal all +bechaun- 


= Phil. 


36 ged, and that fodenlyandin the cwinklynge 
Ofaneye,at thetyme of the laſt trompe. For 
the trompe [hal blowe and the deed fal ry 
fe oncornptible, and we ſhalbe chaunged. 
§o2 this cownpeible muſt put on vncorrup · 
rion and thismozcall muft put on immorta 
lite. Sut whan this coruptible [hal put on 
vncorrupcion, and this mortall ſhal puton 
immortalite thẽ ſhaltbe worde be fulfylled 
that is weyttẽ: Death is fivqlowed vp in vic 


Dlews tory. Death,rwbere is thy ſt ynge Hell, whe 


Auebab 


eis } victory: The fEynge of death is ſyn · 


to he Coꝛinthians. 
ne: The ſtrength of ſynne ts the lawe. Bue 


thankes be vnro God», which bath geuẽ vse wlohsa 


the victory thorow oure LOR DE Jeſus 
Chriſt Cher fore my deare bret hrẽ, be ye ſted 
fafé,onmoneable,z allwaye riche inthe wore 
EeoftheL ORDE, foz as mod) as yeEnowe, 
that youre laboure ts noc in vayne in the 
LORDE, 
The Xvi. Chapter. 
Oncernynge the + gadderynge that A 


C is made for the ſayntes, as J haue or · Roms 
de yned in thecongregacions of Gala Cores 


cia, euen ſo do yeal{>.Opon fome Sabbath 
daye let every one of you put aſide by bim 
fafeanblaye vp what (> ever he thinketh 
mete, that the colleccion be noe to gather 
rban J come. Oban J amcome, whom fo 
ener ye foal aloweby ydure letters, thé wyll 
I ſende co brynge youre liberalite onto Je⸗ 
ruſalem. Neuertheles yfic be mete that J 
go thither alfo,cbey ſhai go with me.+ Bue 
“Jwil come vnto you, whan J go thozore 
Macedonia: forthoro w Macẽdonia wyl J 
tate my iourney. With you peraduẽture wil 
Jabyde,oz els rwynter,that yemaye brynge 
me on my waye, whither ſo euer J go. 

J wyl not fe you now in my pafjage, for 
J Hope to abyde a whyle with you, yf tbe 
LORDE fal ſuffre me. « But Jwil tary ac 
Epheſus vnt yll whitſont yde. Foz a greace 
and frutefull doze is opened vnto me, and 
there aremany aduerfarics. fF Timothens 
come, fe chat he be without feare with you, 
forbe worteth > worke ofthe, LORDE as 
do. Let no man therfore deſp yſe him, but 
conuaye him forth in peace, that he maye 
come wnto me, for J loke for bim with che 
brethꝛen. 

As fozbzother Apollo,be yefurre, that J 
greatly deſyred bim co come vnto you with 
the bretbzé. And bis mynde wasnocat all 
tocomeat this tyme,but be wyl come whã 
be bath opoztunyte. Watch ye, ſtonde faſt 
inthe faith,quyte youlite men, and be ſtron 
ge:letall youre thinges be done in loue. 

Bute brethꝛen ye Enowe che houſe off « 
Stepbhana, that theyareche firft frutes in 
Achaia, and that they haucappoynted the 
felucs to myniſter vnto the fayntes) J exhor 
te youto be obedient vnto lode, and to all 
that belpe andlaboure. Jam gladofthe cS 
mynge cd ves — and Sortunacus, and 
Achaicus. Forlote what waslacynge vn⸗ 
tome on youre parte, § haue they ſuppleedr 
they bane refrefibed my ſprete and youres. 
Knowe them cherfoze that are ſoch. 

Tbe congregacions of Aſia faluce you. 


B 


C 


andg.a 
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Che 7. Epifele 
Aquils and prifeilla ſalute you mod inthe 
LORDE, and fo doth the cOgregacton that 
is in their houſe. All che breehren faluce you. 


Romish Salute ye one another with an holy kyſſe. 


The falucacton of mepPaul  myne awne 
bande. Rfeny mã lonenot the LORDE Je 
ſus Cheift,che fame be Anathema Maha⸗ 
ran Matha. The grace ofthe L ORDE Je- 
firs Chriſt be with you. My loue be with you 
all in Chriſt Jeſu. Amen. 


The firſt Epiſtle coche Corint hians ſent 
out of Aſia, by Stephana and Foz 
tunatus, and Achaicus, and 

Timotheus. 


Che ſeconde 
Epiſtle of che Apoſtle S. 


Paul, to the Corinthians. 
The ſumme of this Epiſtle. 

Chap. t. The confolactonof God in trouble· 
The loue of Paul rowarde the Torinthians. 
and bis excufe thatbe came noronro them. 

Chap. H.  Befewerh thecaufe of his abjence 
ANd erorteth thé to forgeuetbemantharwas 
fallen,and to receaue bimagaynewith lone 

Chap. it. Ge prayfeth the preadpinge of the 
Gofpell aboue the preadnge of the lawe. 

Chap. iii, —-Aerue preacyer us diligent, he cor ⸗ 
‘Euppett not the wove of God, he preachetty 
not bimfelfe,but feterh rhebonoure of Cp2ft, 
yeerhough trbe with theparell of bis life. 

Chap. V. The rewarde forfuffringe tronble. 

Chap. Vi. _ Anerorracton to veceaue theworde 
of God with thank fulneffe andamendmét of 
life The diligence of Paul inthe gofpell,and 
bow be warneth them to eſchue rhe company 
of the Seythen. 

Chap. Vi. Se ecorreth thZroreceaue the pro- 
mifes of Govthan' fully The Torinthias are 
— fo2 their obedrece ·nd louerowar 
Depaul. 

Chap. 77 IX, Ze put teth them in remembraunce 
tobelpethepoore fayntes at Ferufalem,acor- 
Dingess the Macedonians dyd 

Chap. x. Ze toucheth the falfe apoftles,and 
Defendeth bis auctoziteand callynge. 

XE. Paul(onder fufferaiice)comendeth 
bimfelfe,and defender bis auctozite agaynſt 
the falfe prophetes 

hep. Xu. Paul ts take vp into the thirde hea 
uen,and heareth woades nor tobe fpoFen off. 

Chap. XM. Je promifeth to come vᷣnto then, 
and erhorteth them fo to ordre them ſelues 
thar be maye fynde them parfecte, snd of one 
mynre, 
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Dhe feconde 
Epiſtle of che Apoſtle S. 


Paul, to the Corint hians. 


The firf— Chapter. 


Aul an Apoftle of Je⸗ 
fis Chriſt, by che will ie 
| God, and brother Ti- 
Z| Enmotheus. Wnto the 
4S JA congregacion of God 

4 a Bay vn bich is at Corinthũ. 
x Koa Zany) with all che faynres 
2S which aret all Achaia. 


+Grace be with you, and peace rs God catia 


oure fatber, and from the LORDE Jeſus Ephewa 
Pet ha 


Chꝛiſt. 

Sleſſed be God che father ofoure LOR- 
DE Jeſus Chꝛiſt the farher of mercy and F 
Gor of all confoꝛte, which com fortet h ve 
in all oure trouble: in ſo mod we are able 
to comforte them that are in eny maner of 
trouble, with the fame com forte wher with 
we oure felues are comforted of God. For as 
the affliccids of Chriſt are plenccous in vs, 
enen [915d cSfolacion plenteous by Chriſt. 
Dutwhetber we haue trouble oz comforte, 
itis Done for youre welch. Xfit be trouble, it 
is Done for youre cõforte and bealth,whidy 
healt h ſheweth bir power, in that ge ſu ffre 
the fame affliccions which we fiffee. Xfit 
be comfortenit is Done aĩſo for youre comfor 
te and bealth. Therfore is oure hope faſt 
for you, in as mod as we Enowe, that, lite 
as ye are partakers of the afflicctss, fo ſhal 
ye be partakers alſo of che confolacion. 

Biethren we wolde noe baue you igno- Db 


raunt of oure trouble, + whic) happened vit a@.ig.c 


to vsin Afia, for we were grened out off 
meaſure paffynge ſtrength, fo chat we event 
Difpared of life, and bad concluded in oure 
felues § we muſt nedes dye. Buechis was 
Done, becauſe we ſhulde noe put gure truſt 


Che |. Epiſtle 
in oure felues,butin God, which rayſeth vp 
the deedto life agayne: which delynered vs 
from fo greate @death, and yet delynereth 
daylic,On whom we truſt, that he wil dely⸗ 
ner vs bereafeer alfo, bythe belpe of youre 
a.Cor-4.¢ prayer for vs that on oure bebalfe many 
thantes mayebe geuen by many perfoniies, 
rortbe gifte chatis geuen vs. 
f — — is this, euen the teſti 
mony of oure confeience, that in ſynglenes z 
godly pureneffe, not in fleſhlye wyßdome 
dut in the grace of Sod, we haue had oure 
conuerfacion in the worlde, but moſt of all 
ith you. Gor we weyte noebinge els onto 
you, chen that ye rede and alſo knowe. Ree 
Sjerufé that ye [hal fynde vs onto the ende, 
Euen as ye haue founde vs partly. 
¶ For we are youre reioyſinge, euẽ as ye al- 
phila ſo are oure · reio yſinge in ¥ Daye oftheL OR 
eũ: e DE Jeſus. And in this confidence was J 
mynded the other tyme to come vnto you 
(that ye mighte baue yet another pleaſure 
1.Co.1s.a moꝛeto paffe by you in to Macedonia 
to come againe outofASacedonia vnto you 
zto beled forth to Jewrye warde of you. 
Oban FJ thus wyfe was mynded, dyd 
IJ vie lightneffe 7 Or are my thoughres 
Matsa flefhlyztTot fo « but with me yee ts yee,and 
lacosc neyisnaye.® faitfull Sod, that oure wor⸗ 
de vnto you bath not bene yee and naye. 
For Gods fonne Jeſus Chriſt, which was 
preached amonge you byvs (namely, by me 
and Siluanus and Timotheus ) was nor yee 
and naye, but in bim it was yee. For all the 
promyfes of Gov are yee in bins, Zare Ame 
Inbint,coche prayle of God by vs. But itis 
Gorwhich feablyfheth vs youin Chriſt, 
Ephe.g.c and bath anoynced us,and fealed us, and ge 
uen the erneft ofthe fpzete in oure bertes. 
The Il. Chapter. 

a Ve F call God ro recorde vnto my 
Romp.a foule, that to fauoure you withall I 
came not agayne vnto Corinthum. 
Areta Not that we are · Iordes ouer youre faith, 

but we are helpers of youre toye, for ye ſton · 
de in faith . Buc J determyned this b my 
felfe.that J woldenotcomeagayne to you 
an beuynes. For yf Jmate you ſory, who ts it 
that [bal mateme glad, butthefame which 
is made ſory by mez 2nd the fame haue J 
wrytten vnto you,lef—E whe 7 come, J ſhũl 
detate heuynes of chem,of whom F ough- 
te to reioyſe: for fomody as J bane this con 
fidence in you all, thatmy ioyets theioye of 
you all. Gorin greate trouble and anguyſth 
oͤfhert wrote onto you mith many teares: 
not ye ſhulde be fozy, buc that ye mighte 


co che Cortnehtane, 


perceaue the louc, which J haue moſt (pect 
ally vnto you. 

But yf eny man haue cauſed (orowe, the B 

fame bath not made me ſory, but parcely, leſt 
ſhuide greue you all. It is firfficiene, chat 
The famemants ſo rebũked ofmany,fotbat 1.cors.b 
from bence forth ye oughte the moze to for- 
gene bint and to comforte bins, leſt be be 
froclowed vp in quer moch heu yneſfẽ. Wher 
fore Jer horte you, that ye hewe lone vps 
im. Gor therfore dyd J wzyte vnto yo. al- 
19, that J mighte Enowe the profe of you, 
whether ye were obediẽt in all chinges. But 
loke vnto whs ye forgenceny chinge, J foz- 
gene bt alfo. For Jaiſo. yf J forgeue ought 
dnto eny mã ehat forgeue J for youre fates 
inthe rowme of Chiiff,lefé we fyulde be pre⸗ 
nented of Sathan. For his thoughtes are 
not vnknoxne vnto vs. 

Bue whã I came to. Troada to pꝛeach C 
Soſpell of Thriſt (anda dore was opened adish 
vnto ne it $ LODRE)Jhadnoref—inmy 
fprece, becauſe J founde not Titus my bo- 
ther:but J rote myleue of them, and wente 
awayeinto Macebonia. Ret thanbes be vn 
to Gov, which allwaye geueth vs the victo 
ry in Chriſt· and opencth ¥ fauoureof bis colsc 
Enorelege by vs in every place. For weare 
vntd Goo the good ſauoure of Chriſt, both 
amonge thé are faued, zamongethém y 
periſhe.· Cothele, * fanonre of death vnto pucse 
Death: bue vnto ¥ other, the ſauoure of life 
ontolife. And who is mete therto? Foz we 
are not as many are, which choppe ⁊ chaun 
gerd the worde of God, buteuc out of pure 
Neffe, and out of God, in F fighre of Gov,(o 
fpeake we in Chiff. 

The Ill . Chapter · 

Egynnẽ we then agayne to prayſe A 

& ſelues? Oz nede we (as ſome other) 

of piftles of commẽdacion unto you 
92 letters of commedacion fiom your eare 
oure epiſtle wrytten in onre berres: whichis 
vnderſtonde and red ofall mé,incbat ye are 
Enorene,bow that yeare ¥ epiſtle of Chriſt, 
myniſtred by vs,and wrytté not with yntc, 
but with che fprete ofthe lyu ynge Godz" not Ex 24¢ 
intables of féone, + but in Hoy tables of eeet⸗ 
the bere. Goch truſt bane wetborow Chriſt 
toGodwarde,not that we are ſufficient of 
oure felues to thynke eny thinge, as of ourẽ 
felues,« but oure ableneffe commech of Goo, Pitz 
which bath mave vs able, to be+ myniffers «Cor-4.b 
of the new TefEament: not ofthe letter. tue +Coo* 
ofthe fpzete. Foz the letter kylleth, but the 
fprete geueth life. 

Dut yf che mrymiferacion H Eyllech cho- B 
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row the letter, and was figured it ſtones, 

Exo.sg.d was glorious,» fotbat the childeẽ of Iſtaei 

mightenot bebolve che face of Moſes for F 
clearnefje of bis countenad. ce, (iwbich glozy 

neuertheles is done awa ye how [halnot > 

m yniſtracion of } ſprets be moc mozegio 

rious? Foꝛ yf the off ice that preacheth dans 

nacion be glozions, mod) moze doth the offt 

ce that preacheth righteouſnes erceave in 

glory. Gor * other parte that was glozfied 

is not hinge glorified in refpecte of this er- 
ceadinge glozy. For yf that whidy isdone 
awa ye de glozious, moͤch moze ſhal which 

remayneth,be glorious. 

CSe ynge then that we haue och truſt, we 
Bx0.34.d vſe greate boldneſſe, and do notas Moſes,.⸗ 

which puta vayle before his face ſothat > 
Romiuo.a childꝛen of Iſtael mighte not ſe che · ende of 
it, chat is Done awa ye. But cheir myndes 
are blynded.* For vntothis daye remaynech 
the fame coneringe wneaté awaye in the of 
de Teſtament, whan they reve it, whid> int 
Cheiſt is put awaye. But enen onto this 
daye whan mofes isred, the vaylebangeth 
Romure before cheir hertes: Lrenertheles wha they 
turneco the LOR DE, thevayle ſhalbe taken 
awaye.* FortheL ORDE Is « fprete:z where 
thefpzete ofthe L ORDE is,there islibertye. 
Dut nowthẽe glory of * LORDE apeareth 
tn vsall with oper face, and we are chaun⸗ 
ged into the ſame ymage, fromoneclearnes 
ẽo another, euẽ as ofthe ſprete of theL OR- 


DE. 

Che Il. Chapter. 
Her fore feynge we haue foch an offi 
ce(enen asmercy is come vpon vs ) 
we faynte not, but caft front vs the 

clokes of unboneftye,and walte noc in craf- 
— ——— wondeofGoo 


Nat · a · b 


tohge 


a 


but openche truer, and reporte oure felues 
to every mans confeyence in the fighte of 
Gov. 


Rf oure Gofpell be yee hyd, it is hyd in 
them that are loft: amonge whomtbeGod 
ofthis worlde « bach blynded ¥ myndes of 
them which beleue not that > ltgbre of thẽ 
Goſpell ofthe glory of Chzifé which isthe 
ymage of God)fhulde not flyyne unto then. 
Sor we preach noc? felues,but Jeſus Chriſt 
to betbe LORDE, and oure felues youre fer- 
uauntes for Jeſus ſake. 

B® Sor Gode that cõmaunded the light to 
oer ſhwne out of darck neſſe «bath geuena clea 
Eein.a re ſhyne in oure bertes, * by vs ð light of > 
Enowlege of the glory of God mighte come 
forcb,in che face of Jeſus Chriſt. 

Dut chis treafure haue we ins ‘earthen 


2Cona 
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veffels,chat $ power which excelleth might 
be of Gov, andnot ofvs. Weare troubled 
onenery fyde,yet gre we not withoue fife. 
Weare in pouertie, bue noe veterly without 
fommbat. We are perfecuced, but we are not 
forſaken. We are oppreffed, neuertheies we 
perifly noe. * We allwayes beare abonte in Gale.b 
gurebobdy thedyenge ofthe LORDE Jeſus 
} chelifealfo ofcheL ORDE “efits might 
appeare in oure body.« For we whic lyue, Roms.e 
are alroayes oclynered onto death for Jee 
fas fate,chatcbelife alo of Jeſus might ap 
peare in oure moztall fleſth. 
Ther fore is death now mightic in vs, C 
but life tt you. But feynge thar we bane the 
fame fprece of Faith da cordin ge as icis wryt- 
tenis belened, and therfore haue Iſporen Plalius.a 
we alfo belene, z therfore we fpeaée, for we 
Enowetbat he, which rayfed vp $LORDE 
FJefirs,floal rayfevs vp alfo by * meanes of 
Je ſus and fhal fee vs with you. For all chin 
Ges do J for youre fates, * chactbe pléteous s.Cora.t 
grace by the thãkeſgeuyngẽ of many, maye 
redounde to the pꝛayſe of God. Therfore ave 
we not weery,bucthough o outwwarbe mart 
be corrupte yet the imvarde is renewed Saye 
by days.» For oure trouble, which is buttem Phlas.a 
poral and lighte, worker an erceadinge Rows 
and an eternal weighte of glorye onto ve, 
which [ote not on the ebinges that are fine, 
but on them which are not fene, or $ thin- 
ges whic arefene, ave temporal: but the 
thinges that are not fene,are eternal. 
The V. Chapter. 
2 E Enorwe finrely, yf omre· earthy A 

boufe of chis dweliynge were ers . Cor. a. b 

troyed,we bane a buyldynge ordey- 
ned of God, an boufe not made with han- 
des,bucenerlafeynge in heauen.* And inthe Rome.c 
fame fighe wealfo after oure msafion, which 
is from heauen: and longe to beclorbed ther. 
with, fo yer,* yfebat we be founde clothed, Apocis.c 
andnotnated. Gor as longe as we are in 
this cabernacle,wefigheand are grened, for 
we bed rather not be vnclothed, butto be 
clothedvpon,thatmortalite might be ſwa⸗ 
lowed vp of life. But he that bath ordeyned 
vs for this, is God,* which bac’ gener ve 
the earneſt of the fprete. Therfore are we 
ailwa ye of good cheare,and Enowe,that as 
longe as we dwell bere in the body, weare 
notat bome with the L OR DE: for we wal- 
ke in faith, and fe him not. Neuertheles we 
are Of Food comforte, and had leuer co be 
abjent fromthe body, z tobe at homewith 
theL ORDE, 

POperfore,wherber webe — orfis B 


Ronie.b 
aConng 
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Home, we endeuoure oure ſelues to pleaſe 
mat ae bint.+ For we muſt all appeare before the 
Rob jyogmencfeare of Cheiſt. 7 eucryonemaye 
receanein bis body, acovdinge to p be bath 
done, whether ic be good 92 bad. Geynge 
rhen that we Enowe,bow thatthe LORDE 
isto be feared, we fare fayze with men, but 
awe are knowne well ynough vnto God: J 
truſt alſd, chatrwe are Enorone in youre con 
feiences. We pra yſe not oure felucsagayne 
onto you, bur gene you an occafion to retoy 
feof vs, I ye maye banc to reioyſe agaynſt 
them,which reioyſe afterche out warde ap- 
pearaunce, and nor after the bert. Foz yf re 
do to Moch, we do it vnto God: yf we kepe 
meafare,we do ic for youre ſabes. For the lo 
ue of Chrift confirayneth vs, in as moch as 
ave thus indge, that yf one be deed for all, 
uteffieb then are all Deed. And therfore dycd be foz 
all, chat they which tyne, ſhulde not hence 
forch lyue vnto them ſelues. but vnto bint, 

which dyed for them and roſẽ aga yne. 
C Therfore hence forth knowe we noman 
after ¥ flefh:and though webaue Enowne 
Chꝛiſt alfo afcer che flehh, yer Enowe we 
bint now fo nomore. Cherfore yf enyman 
—— is a new — — 
a ges are paſt awaye, « beholde, all are beco- 
_— ae ad Creucrebeles all thinges are off 
Gov, whic bath reconcyled vs vnto bim- 
felfeby Jeſus Chriſt, and hath geuen vs the 
enlab Office toõ preach the attonement.+ For God 
wRoms.c was in Chriſt, and«reconcyled che worlde 
2 |, vnto bimjelfe, and counced noc eber ſymes 
+> onto chem, and amonge vs bath be fet vp 
the wore of y attonemẽt. Mowthẽ ure we 
meffaunigers in cherorome of Chriſt, euen as 
though Ged exhorted by vs. We befeze you 
now therfore in Chziftes ſteade, that ye be 
Efassb at one with Gov: * for be bath made bint 
Romsa hich knewe no fynmte,te be · ſynne for vs, * 
Nebs¢  weby bis meanes ſhuide betbarrightcon|- 

nes, which before God is alowed. 
The Vi. Chapter. 

4 Ro as helpers therfoꝛe exhoꝛte you, 
P, thar ye reccaue not ¥ graceofGod 
S\ in vayne. For be fayeth: «FJ baue 
herde the inthe tyme accepted, and inthe 
Daye of faluacion bane Iſuccouredt he. Be- 
bolve,now ts the accepted tyme,now isthe 
Dayco ffaluacion.Let vs geue no man occa 
fion of euell that oure office be norenell ſpo 
Een of: but in all thinges let vs behaue oure 
ſelues as the -mynifters of God:in moc pa 
cience, in troubles, in necefficies, tn angu yſ⸗ 
fics, in fécypes, in pzefonmentes , in vpzon- 
tes, in laboures, in watchinges , in faſt yn⸗ 


Efags.b 
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ges, in pureneffe,in Enowlege, in Longe ſuffe 
rynge,in kyndneſſe inthe holy gooft,inlone 
vnfayned. in the worde of the tructh, inthe 
power of God, by the armoure of righteouſ 
nes on therightchanve and onthe lefte,by 
bonoure and diſhonoure, by euell repozte 
and good reporte: as diſce auers, z yer trues 
as onEnorne,and yet Enovone:+as dyenge 
and bebolbve,we lyue: as chaftened, and noc 
Eylled:as ſororvynge, and yet allivaye merys 
as pooꝛe ⁊ yet make many riche:as bauyn- 
genotbinge,z yet poſſeſſynge all thinges. 

® ye Couunthians, ure mouth ts open 
vnto you, oure bert is madelarge. Meare in 
no ſtraͤytneſſe on oure bebalfe:but where as 
yeare in fivayeneffe,chatdo ye of youre owe 
ne bertely meanynge. J ſpeake to you, as to 
hildze chat haue lite rewarde with vs. Set 
youre(elues therfore atlarge. 

Beare not a ſtraunge yor withthe on C 
beleuers. For what felliſhippe bath righte- Deut..a 
ouſnes vnth vnrighteouſnes What compa 
ny bath lighte wb dartneffers ow a greeth Mathed 
ChrufEwith Belial· Oꝛ what parte hathebe 
belener with the infydele? Hoͤw acor deth * 
tẽple of God wich yma ges? Me are the tem⸗ 
ple ofthe lyuynge God, as ſayeth Gods J 
wyldwell in chem, and walte in chem, and Leviacb 
wyl be their God, ⁊ they ſhalbe my people. 

Wher foꝛe come ont fromramdge them, and 
feparate youre felues + (fayeth the LORDE) éfa.ssb 
and touche no vncleane thinge,fo wyl F re- 
ceque you, z be youre father, zye fhbalbemy 
fonnesanddoughters,fayeth ¥ Allmightiẽ 


LORDE, 
The Vil. Chapter. 

E ynge now that webaue foch pro- A 
myſes (dearly beloued) let vs clenfe 
oure ſelues from all fylthynes of che 
fleſh and ſprete and growẽ vᷣpto full boly- 
nes in y feare ofGooonverfpsbe veright. 
Webaueburte ng mã, we bane corrupte no 
man, we haue defranded no man. I ſpeabe 
not this ro cSdemme you, for J bane ſhewed 
you befoue,that ye are in oure bertes, co dye 
and to iyue you. Jam very boldetowarde 
‘you, J mate mod booſt of you, Jam fylled 
with comsforte, J am exceab ynge io yous in 
allonretribulacion.* For whan we were co- Acki6.b 
me into Macedonia, dure fleſh had no reſt. 
but we were tronbled on every ſyde:outwar 
de was fightinge, inwarde was feare. Ne· 
uertheles Godchat comfoztech the abtecte, ⸗. Cotaa 
comforted vs by checSmynge of Titus. 

Not onely by his commynge,bucaljoby B 
the cõſolacion wherwith be was cS forted of 
you, whanbe toide ys yo deſyre, youre wee 


Eases 
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ynge yo feruẽt mynde for me,fo F J tow 
Hehe ¥ moze, For whereas J made you fo 
ry by cheletter,it repenteth menor, though 
Joydrepete. For J fe, chat the ſame epiſtle 
made you ſory (though tt were but fora cea 
fon). Buc now J retoyce, noe that ye were 
fory, but that ye were foryto repentaunce. 
Foz ye rowed goodly, that in not hinge ye 
were burte by vs. For godly ſorowe canfeth 
repentanncevnto ſaluacion not tobe repen- 


Bcclizo.¢ ted of: «butworlbdly ſorowe cauſeth death. 


Beboloe, where as ye haue had godly fo- 
rowe, what diligence bath it wrought int 
your Rees firfficiet anfivere, difpleafirre, fea- 
te, deſyre a feruẽt mynde, punyfhmenc. Foz 
tn all poyntes ye bane ſhewed youre felues, 
that ye are cleare in that matter. 

C  Woherforethoush F wrote vnto you, yet 
is it not done for bis cauſe that dyd burce,ne 
ther for bis caufe that was hurte, but that 
youre diligence (which ye haue for vs in the 
fighte of God) mighte be manifeſt x you. 
Ther fore ave wecomforced, becaufe ye are 
comforted; bucerceadingly the more toyed 
wwe, for thetoye of Titus, becauſe bis ſprete 
aeas refreßhed of you all. J am ther fore noe 
now aſhamed, though Jboaſted my felfe 
vnto bimof youꝛbut like as allis true that 
IJ bane [poke vnto you,cuenfois oureboaf 
tinge vnto Titus founde true alſo. And bis 
inw arde affeccion is moze abundaunt to- 
warde yor, whan be remembzethebe obe- 
dience of youall, bow yerecegued bimwith 
fearcandercblynge. Jreioyſe, that maye 
be bolde ouer you inall chinges. 

The Vil. Chapter. 

A Do you to wit (brethren) the grace 
of God, whichis gentinehe congre- 
gacions of Macedonia. Fortheit re- 
doyjinge was mojé abundaunt , whan they 
were tryed by mod trouble: z though they 
were exceadinge pooze, yet baucthey geuẽ 
erceadingericely, and that in fyngleneffe. 

Foꝛ to cheir power( J beare recozde)yee and 

beyonde their power,they were wyllinge of 

their awne acorde,and payed vs with grea 
teinftatice, that we wolde receauetheir be- 
nefite and fellifhippe ofthe+ hãdreachinge 
that is done fo2 the fayntes: And not as we 

Ioted for, but gaue ouer thems ſelues firſt co 

theL ODRE,and afterwarde vnto vs by * 

wyl of God, fo that we coulde not but defy- 

re Citus,that lie as be had begonne afore 

he wolde euen ſo accomplifh the fame beni- 
nolence amonge you. WNow as ye areriche 
in all poyntes, in faith and in woe, and in 

Enowlege, and in all diligence, and in youre 
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lone towarde vs, euen ſo ſe that ye be plen- 
teous alfo in this benyuoléce. This J faye 
not as commmeadoynge, but ſeynge, other are 
fo diligent, J pzone youre lone ali, whether 
it be perfecteozno. Foz yeEnowe the libera- 
lice ofourcL ORDE Jeſus Chrift, which 
though be beriche, yet for youre fates be be- 
came pooze, > ye thorow bis pouerte migh- 
tebe made ride, 
Andmy councell herit J gene, foi this B 

is p2ofitable for you, which bane begonne a 
yeare & goo.not oncly to do, but alſo co wyll. 
Dut now perfourme the dede alfo,that lite 
as thereis a ready mynde to wil,theremaye 
be a ready mynde alo to perfourme the de- 


Dex of thatwhich ye bauc.« For yf there be -Per4.b 


i ick nae Pros-b 
a wyllinge mynde, itis accepted acordinge —— 


to thata man bath, mot acozdinge to that 
be bath note. Chisis nor done to the intent. 
that otber ſhulde haueeafe, and yedSbzaun 
ce,butebatit be alyte. Let youre abundaun 
ce ſucker their lacke in this tyme off derth, 
that their abundaunce alfo berafcer maye 
fupplee yourelacFe,that there mayebe equa 
lite.As tt is wrytten: He 
Had not the more: and he that gathered lit- 
lc, wanted not hinge. Thãkes be vnto Gov, 
which put inche bert of Citus,the fame di⸗ 
ligencecowarbde you. For he accepted the re 
queſt in dede, yeebe wasrather fo well wyl · 
lynge, that of bis awne acorde, he came vn⸗ 
to you. 

We haue ſent with him that brother, C 
whofe prayſe ts inthe Gofpell thozow ont 
all che congregacions. Not onely that,buc 
beis choſen ale of che congregactons,to be 
& felowe with vs in oureiourney, for this be- 
nyuolence thatismynifired by vs vnto the 
prayfeof theL OR DE,andto ftere vp youre 
promptemynde,and to bewarre, leſt eny mã 
reporte euell of vs becauſe ofthis plenteouf 


nes, which is mynifired by vsz+ and therfo- Kom · z.c 


rematewe pronifion foz bonefEthinges, not 
onely before the LORDE, but alf before 


men, 

We bane fent with them alfo a brother 
of oures, whom we bane oft proued diligẽt 
inmany thinges, but nor moch moze dilt- 
gent. And this haue we done it greate ho⸗ 
petowarde you, whether it be foz Titus fa- 
Ec (which is my felowe and belperamonge 
you) 02 for oure brethzé (which are Apoftles 
ofthe cSgregacions,z the prayſe of Chujt.) 
Sbewe nor the profe off yourelone and off 
oure — you, vnto theſe, andopély 
in the te of the cogregacions. 

be figbee of ene cog 
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The ij. Epiſtle 
Fthe⁊ handre achinge vnto y ſayn 
SNS ccs, itis no nede for me to wryte vn⸗ 
£9 you: for J Enowe youre red yneſſẽ 
of mynve, wherof 3 boaſt my felfe amonge 
hem of Wacedonia,and faye: aig was 
ready & yeare agoo. And youre fernentneffe 
bath pronoked many. Aeu ertheles yet ba 
ne we fent thefe brethren left ourereioyfinge 
oner you fpuldebe in vayne in this bebalfe, 
chat de mighte be ready, as Ihaue repor- 
eedof yourleft whan they of tacedonia co 
merwithme,and fynde you virpzepared, we 
(J wylnoefaye yeſhulde be aſhamed in this 
prefumpcion of booftinge. 
BS" Wher ſoꝛe J choughte it neceffary to er- 
hoꝛte the beet hren,to come: before hande vn 
co you, for to prepare this bleſſynge pꝛomy⸗ 
fed afoze, that it mighte be ready, ſo that it 
bea bleffynge,and not a defrandynge.Cbis 
FJ chynteithat + be whidy fowerh licle, ſhal 


bs 


to che Coꝛinchians. 
we walbe in the flefly, yet fighte we not after 


a fleſhly mance. Foz the*wapens Of oure Ephecb 


warte are not fle[bly, bue mightie before 
Sod to caſt downe ſtrõ ge holdes,wherwith 
sve ouerthrowe ymaginacions, zenery bye 
thinge $ exalteth it felfeagaynft chetnow- 
lege of God, andbzynge into captinyte all 
wnbverftondingeto the obedience of Chꝛiſt 
are ready to take vengeaunce on all difobe- 
dieitce, whan youre obediéce is fulfylled. 29 
Ee yeon thinges after > vtter appearaticey’ 
Rfeny man trufé ofbimfelfey be is Chrif B 
tes, let him thinke this alfo by bimfelfe, ỹ 
lite as eis Chriftes,ené fo ave we Chriſtes 
alfo. And though F fhulve boaf— my ſelfe 


ſom what more of oure auctorite · which F aCorasb 


LORDEbath geuẽ vs to edifye and not to 
deſtroye, it hulde not be to my ſhame. This 
Faye,lefe Mulde ſeme as though J wen 
teaboute toõ make you afrayed wich letters. 


Gala Feanelitle aiſorand he pfoweth pienteoufly. 
[lal litewyfe reape plenteoufly, every one 
acord ynge as bebe purpofed it bis bere, 

Exod.as@ not grudgingly,oz ofcompulfion.* Eor God 

anes bucth achearfull geuer. Sod is able to ma⸗ 

9 se you riche inall grace, ye in gll chinges 


Sorrhe piſtles (faye they) are ſore and ſtron 
ge. but bis bodeiy preſence is weale, and bis 
ſpeache rude. Let him F is ſoche, thinke on 
this wyſe, chat as we ave in worde by let · 
ters whã we are abfente,foch ave we alſo in 


hauynge firffictet to the vctemoſt, maye be 
riche to all maner of good workes . As itis 


Phalunb ywryttésdoe hath [parfed abrode z geucto ¥ 


ooze, bis righteoufises remayneth for euer. 
‘s He that pairs fede onto the forver, ſhal 
myn iſtre beed alfo for fode, and [al mulci- 
plye youre fede,and increafe tbe feuces of yd 
rig hteouſnes, that in all chinges yemaye be 
made riche onto all ſingleneſſe, which cau · 
ſeth thozow vs, thankeſgeuynge vnto Goo. 
For the hãdreachinge of this colleccion not 
onely ſuppleeth the nede off the fayntes, 
but alſd is abũdaunt berin, chat foz this lau 
dable myniſtracion many mighte geuet hã · 
£es vnto God, and prayſe God for yd obe⸗ 
dient profeſſynge ofche GofpellofChriff,z 
for yo ſyngieneſſe in diſtribut ynge vntochẽ. 
and to all mer, and in their peayer for you, 
which longe after you, foz the abundaunt 
grace of Sod in you. Chantes be vnto God 
92 bis vnoutſpe akeable gifte. 
The X. Chapter. 
a wf Paul my felfebefete you by the mete 
(nett and fofeneffe off Chriſt, which 
AM, wher J am picfencamonge you,ant 
Of finallrepucacton, but am boldetowarde 
youbeynere abſent. J befete you that J nede 
not be bolve whan J am pzefent, Ttõ vſe F 
boloneffe wherwith J am ſuppoſed to be 
bolve, agaynft fome, rwbich repute vs as 
though we walked after ¥ fleſh: for though 


dede whan we are preſent. Gorwe darre not 
reken orcompare oure ſelues, onto ſome that 
prayſe them ſelues: Neuert heles whyle they 
meaſurẽ them ſelues by them felucs, and 
holde onely of chem felues,chey vnderſt onde 
notbinge. 

Howbeit we wil not boaſt o ſelues aboue C 
meaſure, but onely acordinge to the meaſu· 
re ofthe rule, wherwith God bach diſtribu 
ted vnto vs the meaſure to reach even vnto 
you. For we ſtretche not ¢ felues to farre as 
though we had not reached vnto you . Foz 
euert vito you haue we comewith the Gof 
pell of Chufé, and boaſt not oure felues out 
of meafire in ocber mens laboures: Mee and 
we bope whan youre faith is increafed in 
you,that we wil come farther(acozdinge to 
oure meaſure) and preach the Gofpell vᷣnto 
them that dwell beyonde you, and nottore 
doyle in that, which is peepared with ano- 
ther mans meefure. 

The xi. Chapter. 
Et him thatreioyfeth,vetoyfe in the A 


J LORDE: for be $ *pzayfeth bins fel Ela.cs.c 
fe, is not alowed, but he who FLOR Need 
DEpzayfeth. Wolde God ye coulde ſuffre « Proaza 


me a litle in my folofhnes, yet do ye fozbea- 
re me. For Jam gelous quer you wb godly ge 
louſy. For I haue maried you vnto onema, 
to brynge gchaſte virgin vnto Chriſt. But 


°F feare leſt · as ¥ ſerpẽt begyled Eue wb bis Gensa 


ſutteltie, euẽ ſo yoð wyttes ſhulde be coꝛrup· 


Che ij. Epifele 


te from the ſyngleneſſe that is in Chriſt. For 
yf he that commeth onto you, preach ano- 
ther Jeſus, whom we baue not preached, or 
yf yereceane another fpzete, p ye haue not 
recenued, oz another Gofpell whid ye bane 
mot accepred, ye might right well haue bene 


to che Corinehians, eo. lxxi. 


fede of Abraham ſo am J. They are the my 
nifters of Chriſt ¶ J fpeateas a fole) J am 
moꝛer in laboures moze absdaunt,in firypes 
aboue meaſure, tit preſonmentes moze plen- 


teoufly,in deach oft." Of the Jewes recea · Deutas.a 


ued J fyue t ymes foztye firypes, one leffe.* adusd 
Thiyfewas J beaten with rovdes.« J was sa 146 


Srent. For J ſuppoſẽ that J am noleffeche 
once ſtoned. + F firffred ebryfé ſyypwracke: adaz.c 


the bye Apoftles are. 2nd though J be ru⸗ 


t 


de in ſpeakynge, yet am I not rude m̃ now⸗ 
— —— amdge you J am knowne to 
the vttemoſt. Oz dyd I ſynne therin becau⸗ 
ſe J ſubwytted my ſeife, that ye mighte be 
exalted? 

Sor J preached vnto you the Soſpell of 


1.Cor.9.b Gd +fiely,and robbed other cOgregacions, 


and tote wages of thé,co preach vnto you. 


AG20€ » 2nd whan J was pzefenc with you, and 
Phil ¢ 


had nede J was greuous tono man: *for & 
which was lack ynge onto me, the brethren 
wbich came fro Macedonia, fuppleed. And 
inall chinges J kepte myfelfe fo, $3 ſhulde 
not be greu ous to you,z ſo wyi F eee my 
felfe. 2s ſurely as phe trueth of Chriſt is in 
me, this reioyfinge ſhal noc becaten frome 
inthe regions of Achaia. Wherfore? becau 
ſe J ſhuide not loue you? Goð knoweth. Ne 
uertheles what J do and wyl do, that do J 
to cut awaye occaſion, from thé which ſeke 
occaſion, that chey migh:e boaſt chẽ ſclues 
to be like vnto vs. Foz [och falſe Apoftlesz 
diſceat full workers faſlhion chem ſelues lite 
vnto the Apoſtles of Chriſt. And that is no 
maruell: for Sat han himfelfe is chaunged 
incoy faſhion ofan angell of light. Ther⸗ 
fore is it no greate thinge, though bis my 
iniſters faſhlon them felues as though the 


aPets.a were the — of rightcoufites,« whofe 


ende ſhalbe acordinge to their dedes. 
CIſaye agayne, leſt eny man thynke that 
3 am foliſh: oĩ els take me enennorw as a fo 
(, § Imaye boaſt my felfe litle alfo. That 
[peate nor, that [peate J noc after the 
OR DE, but as tt were ins folifhnes, whyle 
we are now come to boaftinge: Geyngethat 
many boafte them felues after ¥ flefh, 3 wil 
boaft my felfe alfo. Foz ye fuffre foles gladly, 
an ſo moch as ye youre felues are wyſe For ye 
ſuffre euen yf aman brynge you in to bonde 
ge,yfaman put you covifhonefty, yfa mat 
tate ought frd you,yfaman eralte bimfelfe 
ouer you, yfa man finyte you onthe face. J 
fpeate concernynge rebuke, as though we 

were weake. 

Wherin ſo encr now eny man darre be 
bolde (Fj fpeake folifyly eberin darre J be 
bolde aljo. Chey are Hebrues, ſo am F.C hey 
are Iſraelites, even [9 am J · Chey areche 


nighte and daye haue J bene inthe depe of D 
the ſee: J haue oft tourneyed : J haue bene 
oft in parels of waters, in parels amonge 
murtburers,in parels amonge the Jewes. 
in parels amonge the Heythen,in parels in 
cities, in parels in the wylderners,in parcls 
vpon the See, in parels amonge falſe bre- 
thesia laboure ⁊ trauayle,in mod watchin 
ges,in honger and thyrſt in moch faftinges 
tn colde and nakedneffe:Befyde thofe thyn⸗ 
ges which are outwarde, namely my daylie 
combzaunce, my daylie care for all cOgrega- 


cions.« Who is weate,and7j be not weaker 1.Cor.e4a 


Whois offended,z J burne not? wf Imuſt 
nedes mate my eee? ba boaftmy ſelfe of 
myne infirmyte. Sod ¥ father of oure OR 
DE Jeſus Chriſt. which is bleſſed for ener, 


Enowethchat Ilye not.· Ae Damafconthe Atod 


gouernoure of F people vnder Eynge Are- 
tas,tepte $ cite ofthe Damafcenes, zwol- 
de haue taben me. and at a wyndowe was 
‘FJ lee downe in « bafleet thorow the wall, z 
[9 eſcaped bis handes. 
The Xi. Chapter. 
T poofiteth me nothinge ( no donte) 2 
to boafte. Neuertheles J wil come 
in tO F vifions and reuelacions off the 
LORDE. J Enowe a man in Chriſt aboue 
fourtene yeares a goolwhet her he was in ¥ 
body, J cannot tell: or whether be was out 
ofthe body, J cannot tell, God knoweth.) 
the fame wastaten vp in tothe thirde bea- 
nen: and FJ Enowe the fame man (whecher 
he was in y body or out of the body, J can 
not tell, God Enoweth) how that be was ta 
€é vp ut to Paradifé, and berde wordes noe 
tobe [poken, which no man canvtter. Here 
of will J boaff, but ofmy félfe wil J mate 
no boaff, ercepteit be of myne infirmyttes. 
And though J wolde boafé my felfe, Joyo 
not foolifily, foz J wolbe faye thetrueth. 
But Frefrayne my felfe, leſt eny ms ſhulde 
thinke ofmeaboue he feyrbin me, or bea- 


reth ofme.« And lef I Mulde cralee my fel- tobb 


fe out of meaſure becanfe ofthe bye renela- 

cions, there is @ warnynge geuen vntomy 

flefh,enen ¥ meffaunger of Satan,co buffee 

me,that J ſhulde noreralte my felfeout off 

meaſure: for * which I ———— 
iij 


s 


pCorga 


Act ao·c 


C 


a 
Deut.is,< 
Macais.b 


hae 
The ij. Epiſcle 
DE thꝛryſe, that it mighte departe fro me. 
Qind be fayde vnto me: MNy graccisfufficice 
foz she. Sozmy ſtrength ts made perfecte 
ebozow weaknes. Very glad therfore wil J 
seioyfe mm y wearneſſes, chat the ſtrength 
of Chriſt ma ye dwell i w·· ae 
Therfore am Jconcente in infirmities, 
invebutes, inneceffities, in perfecucions,in 
anguyßhes for Chriſtes ſake:forwhã Jam 
weate, the am I ſtrsge. J am become a fo- 
fet boaftinge my felferme bane cSpelled me. 
SoxFJ oughte to be cSmended of you, «in fe 
mod as Jam in nothinge infertorto ¥ bye 
Apoftles. Chough J benocbinge, yer are ¥ 
tokens ofan Apoftle wrought amsge you, 
with all paciéce, with fignes,z with woders 
z with mightie dedes. Foz whatis it,wher- 
inyeare inferiours toche other congrega- 
cions * excepte it be $ I hauc nor bene gre- 
nous onto you. Forgeuẽ methis w2dge.5e- 
bolve, J am ready the chirde tyme to come 
vnto you, and wyl not be chargeable vnto 
your Foꝛ J fetenot youres,but you. Gor ꝰ 
childzé ought not to gather treaſure for che 
elders, butthe elders for the childien. J wil 
wery gladly beftowe, and wyl be beftowed 
for youre fonles:ehough F moze I loue you, 
the leffe ans J loued agayne. 
Ducleticbe ſo that J grencd you not, ne 
uercheles fox fomody a8 J was craftye, J 
rote you © gyle. Haue J defrauded you by 
eny of thé, whd Iſent vnto your defyzed 
Titus,z with him ſent a bocher: dyd Ti- 
tus defraude you 7 Hane we not walked in 
one ſprete Wẽte we notin lite foteſteppes? 
Agayne,thynte ye F weercufe oure ſclues? 
We fpeate in Chꝛiſt in the fighteoff Gov. 
Dutall chis (dearly beloued)is done for ys 
edifyenge. For J feare,lefE whan J come, J 
Phal noe Fynde you foch as J wolde: andlefé 
‘ye [hal Fynde me ſoch as ye wolde noe: leſt 
there be amonge you, debates, envyenges, 
wrathes, firyuynges, bachytinges, wbyfpe- 
ringes, frcellinges, vproures: leſt whan J co 
Meatayne,G od bingemelowe amoge you 
leſt J be conftrayncd to bewayle many of 
the haue ſynned before, z haue not repen- 
ted ouer $ onclenneffe and whordome, and 
xwantonnes, which they haue cõmytted. 
The XI. Chapter. 
Ow come Febe chirde tyme vnto 
you. * In the mouth of two or thre 
© witnefjes ſhal every matter be fia- 
blifbed. J bauetdlve you before, ztell you 
befoze as prefent > feconde tyme, T weyte it 
now beynge abſent, vntot hẽ which in tyme 
Paff-d bane fynned,z to all ocber:z yf J co- 
ine agayne, J wil nor ſpare, feynge chat ye 


to che Corinchians. 


fete erperiéce of bim,* which fpeaketh inme, Matiec 


enc Chriff, whidy amonge you is not wea · 
Ec, bucismighticamdge you. And though 
be was crucified in weaknes, yet lyuet h be 
in the power of God. And though we are 
weare in bins, yet lyue we with bum in the 
power of God amonge you. 

*prone youre elues, whether yeareinthe B 


faith, eramé youre ſelues. DOztnowe ye not or. u.d 


5 felucs, Jeſus Chꝛiſt is in you?r Ercepte 
be be ——— But IJ truſt — 
ye are not caſt awa yes. I deſꝛe before God 
Pyedono nce we ſhulde ferme comers 
dable, but F ye ſhulde do H which is good, 
zlet vs be as caſt awa yes. For we mayedo 
nothingeagaynft ¥ truethdut for ¥ trueth· 
We are glad whan we are weate,z ye ſtron 
gre:z the fame alfo we wyßhe for,namely yd 
perfectneffe.Cher fore weyte J theferbinges 
beynge abſent leſt wha J am preſent. J ſhul 
de vfe ſharpneſſe, acordinge to the porver · 
which the LORDEbath geuẽ metocvifye, 
and not tO Deftroye. 

Synally brethꝛen, retoyfe, be parfecte, cõ⸗ 
forte yd felues, be of one mynde, be peacea- 
ble,and the God ofloucand peace [halberd 
you.Saluce one another with an bolytyfie. 
Ali the ſa yntes ſalute you. The grace of ou- 
re LORDE “Jefits Che, z the loue of Bod, 
and the fellifhippe of ¥ boly gooftbe with 
you all. Amen. 

The ſeconde Epiſtle to the Corinthians, 

Sent from pyiierse in Mace 
donia, by Titus and Lucas. 


Che Lpiftle of 
the Apoſtle ſ · Paul 


to the Galathians. 
The finnme of this Epiftle. 

Chap. L paul rebuketh them, becaufethey 
were fallen awaye from the gofpell, fewer! 
bisawne couerfion, maguificth bis officeand 
apoftelfhippe , and declareth bimfelf to be 
equall with the bye apostles. 

Chap. I. — Bewithftonderh Peter in the face, 
and proueth,that tbe lawe and ciecumcifion 
are not neceffary to faluacton. 

hep. i. He rebuFerh the onftedfaftneffeof 
the Galathians, fyewinge the onparfectneffe 
of the lawe,and declareth nenertheleffe that 
twas not geuen fo2 naught. 

Chep. ull. — Psul ſhew eth that thorow Chait 
webedelyuered fromthe lawe,and rebuPetly 
the onthant fulneffe of the Gelathians. 

Chap. V. — Felaboureth todzawe them awaye 
from cirefieifion,fhemerl them the batraytt 
benwirte the fpzere aud the flefy, and the fru· 
tes of them both. 

Chap. Vi.  Feerorterh them to brotherly foue, 
and onc to beare with another athe ende he 
worueth them to bewarscof ciregciſion 


C 


a. Co. io.b 


8 Cora 
Epheaa 
Pee ha 


Adasa 


Adtea 


oa 


Che Epifile 


Che Qpiſtle of 


the Apoftle S. Wart 


totbe Salat hians. 


The firſt Chapter. 
Aul an Apoſtle(not of 
men, nor by mã, but by 


= gregaciosin Galacia. 

«Grace be with you, and peace fis God 
the father, and oureL ORDE Jeſus Chrifk, 
which gane bim felfe for oure fynnes, thac 
bemightedelyner vs from this preſent eucl 
worlde, acordinge co the wyll of God oure 
father, to whom be prayſe for euer and euer. 
Amen. 

Jmarnell f ye are ſo ſoone turned (front 
him̃ chat called you in the grace of Chriſt) 
vnto another Gofpell: which is nochinge 
els, but that there befome, which « trouble 
you, andintende to peruerte the Gofpell of 
Chꝛiſt. 

BH Lienertheles though we oure felues ,oz 
anangell from beaut preach onto you eny 
other Gofpel the $ which we haue preached 
vnto you, the famebe acurfed. As we bane 
fayde afore, ſo ſaye wenowagayne: fen 
mã picach vnto youeny other thinge, thẽ 

e haue receaued, ¥ fame be acurſed. Preach 

men now or God; O2 go J aboute to plea 

fermen 7 xf B fhulde yet pleafemen, J were 
notthe ſeruaunt of Chriſt. 

Bue J cercifye you brethren, F the Gof 
pell whichis pzcached of me, is not of men. 
Foꝛr J nether receaueditner lernedicofma, 
bucby cherenelacion of Jeſus Chriſt. For ye 
baue berdeof my connerfacion afozecyme 
inthe Jerwefbippe, bow that beysdemea- 
fare Fj perfecuced the cSgregacion of God, 
and fpoyled it, and prenayled inthe Jewe 


to he Galachtans, fo. lxxxij. 


fhippe aboue many of my companyons in 
my nacton,z was a mod more feruent man 
teyner ofthe tradicions of the fathers. 

Bue whanit pleaſed God whid)fepara C 
ted me fromy mocbers wombe, and called 
me by bis grace, for to declare bis fonne in 
me, that J [hulve preach bint thozow the 
Gofpell amonge the Heychen, immediatly 
Fcommened not of the maccer with fleſh 
4nd bloude: nether came J co Yernfalem on 
tocbem which were Apofiles before me:bue 
wente my wayes in to Arabia, and came 
agayne to Damafcon. Then after thre yea- 
re FJ came to Jeruſalẽ to fe — abo- 
de with bim fyftene dayes. As forthe other 
Apoftles, Iſawe none of them, ſaue James 
the LORDES bꝛother. 

Thethinges thar J wryte vnto you be⸗ 


holde,«GodEnoweelh, I lye not. After that scorag 


wente IJ into the coaftes of Syria and Celi- 
ciazbut of face J was vnknowne to Y Chuf 
ten congregacions in Jewrye. Neuert heles 
theybadberde onelythat: He that perfecu- 
ted vs in tyme paffed, preacheth now ¥ faith 
which fometyme bedefEroyediandebey pray 
ſed Sod in me. 
Chell Chapters 


G2 Henafeer fourcene yeares,» Fwert- I 


te vp agayneto Jeruſalẽ with Bare Acus.a 


nabas,andtote Titus with me alſo. 
Duc J wente vp by reuelacion,and comme 
ned with thé of } Gofpell, which J preach 
amongetbe Heythẽ:but fpeciaity with thé 
which werein reputacion,lefé Jſhulde run- 


ne or had runne in vayne. But Citus whidy acis.a 
was alfo with mic, was not compelled to 'Cors.€ 


be circticyfed, though be was a Grete: and 
that becanfe of certayne incommers beyn- 
ge falſe brethrẽ which camein amõge ober, 
to ſpye out oure libertye, which we haue in 
Chꝛiſt Jeſus, that chey mighte bzynge vs 
in to bondage: Co whom wegauenororw- 
me,no not for the fpace ofan boure,as com 
cernyngeto bebzoughte in to ſubieccion: * 
the rrueth of che Soſpell mighte comt ynue 
with you. 

As for the that femed tobe greate, what 
they wereincymepaffed, it maketh no mat · 


ter co mie. * Gor Godloketh not onthe out- Acsod 


warbe appearaunce of men. Neuertheles moe 


they which femed greate, taught me not hin 

ge:bue contrary wyle, whan they (awe that 

the Gofpell ouer the vncircumciſion was c> 

mytted vntome, as * Gofpell over ¥ circũ· p=] 

cifion was commytced vnto Peter. Foz be 

P was mightie with peter to the Apoftle- 
OO iiij 


Ephewa 


The Epiftle 


ſhippe ouer che circnmeifion, thefamewas 

migbtte with me alſo amdge the Heythen) 

they perceaued the grace that was geuen 
vnto ime. 

James and Cephas and Ihon. which ſe⸗ 
med to be pilers,gaueme and Sarnabas F 
rightchandes,and agreed with vs, that we 
fhulve preach amongẽe the Heythé,andebey 
amonge the Jewes: onelychat we ulde re 
mẽbre the pooꝛe,· which thinge allo J was 
diligent ro do· 

Bue whã peter was cometo Antioche, 
J wit hſtode bimin ? face: for be was wor 
thyto be blamed. Gor afore there came cer- 
cayne from James,be ate withebe Heyche. 
Bue whã they were come, ye withdeveand 
ſeparated bimfelfe, fearinge thẽ which we- 
re of the circumciſion. And the other Jewes 
dyffembled with him litewyfe, in ſo moch F 
Darnabas was brought into their ſy 
cion alfo.But whan Fj ſawe that they wal- 
tednotright after > trueth ofthe Gofpell, 
J fayde vnto peter openly before all: Rf 
thoubeynge a Jewe,lyvefé after the maner 
of the Gentyles,and not as dothe Jewes. 
why canfeft thou the Genryles then to lyue 
as do the Jewes? 

*Though we be Fewes by nature, and 
Philza mot fynners of che Bencyles, yet (in fomod> 
Roms,b as we tnowe, thatamanis nocmaderigh- 
teons by the dedes off the lawe, but by the 
faith on Jeſus Chriſt) we bane belened alſo 
On Jeſus Chrift, F we might be made righte 
ous bythe faith of Chriſt and nor by thede- 
des ofthelawe,becauletbatbyche dedes of 
the laweno fle ſhhal be inftifiev. 

Rf wetben which (eke to be made righte- 
‘ons by chriſt ſhuide be yet founde ſynners oͤ 
ſelues is not cThriſt then che mymfter of fyn- 
ney God forbyd. For yf J buylde agayne F 
which J haucdeftroyed,chen make F my fel 
fea trefpacer. But J thorow chelawe am 
deed vnto thelawe,that J mightlyue vnto 
Sod. J am crucified with Chriſt, yet do J 
lyue:neuertheleſſe now noc J, but Cheiſt ly⸗ 
ueth in me. For y liſe which I nowlynein yy 
fleßhe J iyne in the faith of ſonne of Sod 
*whidy ioued me, and gaue himſelfe for me. 
Ieaſt not awaye the grace of God. For yf 
righteouſnes come by the lawe, then dyed 
Chꝛiſt in vayne. 

The ll. Chapeer. 

a Me foliſhe Galathias, who bath be- 
wit ched you,tbat ye ſhuide not bele 
ue the trueth? To who Jeſus Chriſt 

was Deferybed before the eyes and amonge 

vou crucified. This onely wolde J lerne of 


Sphesa 


to che Galachians, 


you: Receaued ye the ſpꝛete by the dedes of 
thelawe,oz by che preachinge ofthe faith? 

Are ye fo onwyfe7 Ne beganne in the [prete, 

wolde ye ende nowthẽ in che fleſh? Haue ye 

ſuffred ſo moch in va yne? Rfitbeels in vay⸗ 

ne He that geueth you the ſprete, and doth 

foc greate actes amõge you,doth he it tho- 

row the dedes of the lawe, or by ** pꝛeachin Genusb 
ge ofthe faicby Euen as Abraha beleued Lomt* 
God, and it was counted vnto bim for righ- 
teoufites. Thus ye Enowe, thac they whid> 

areof faith,are Abrahams children. 

TKheferipture fawe afore bade, that God B 
inffifiech the Heythen thozow faith. Ther- 
fore ſhewed it glad tydinges afore onto A⸗ 
brabam,and faydesjnebe ſhal all the Hey Genss2 
then be bleffed. Go then they whic be of ·aa⸗ c 
faith, are bleffed with faithfuͤll Äbra ham. 

For as many as go aboute withthe workes 

ofthe lawe,are vnder * cure: For itis wꝛyt 

té:* Curfed be every man, which Stynucth Deutare 
notin all chinges that are wryttẽ in the bo- 

be of — do — fate no man is 
iuſtified by the lawe inthe ſighte of Godit 
ates tiv For > iuſt fhaltyue by He faith. Abacaa 
Thelawe ts not of faith, « burthemachac Romrb 
doth F fame, flyallyue therin. Bue Chriſt * 
bath deiyuered vs from > curſe of the lawe. 

whan be became a curfe for vs.( For it is 
w2yteé: Curſed is cueryman that hangeth Deutard 
ontre) the bleffynge of Abrahani mighce 

come onthe Gencyles in Chriſt Jeſu, and F 

we might foreceaue F prꝛomyſeð |pzete,tbo- 

ror faith. 

Brethren, J wil fpeate after the mance C 
of men.C hough ithe bur « mas Teſtamẽt, 
yet no man defpyfech it, or addeth eny thin- 
getherco,*whan itis confirmed. Co Abea- Hebos 
bant and bis fede were the promyſes made. 
de fayeth not: In the fedes,as inmany,buc 
inthy eve, asin one, which is Chriſt. Chis 
TefEament (J faye) which afore was confir- 
medto Chriſt warde,is not difanulled (that 
the pzomes fhulve be made of none affecte) 
by thelawe* which was geuen beyonde fou dithsb 
re hůndreth ⁊ thirtie yeares therafter.+ For 
yf the enheritaunce be gotten by the lave, 
thenis tt not geuen by promes. Sut God ga 
ueit frely onto Abraham by pzomes. 

Wher foꝛe thẽ ſerueth the lawer.Fr was rom4c 
added becaufe of crangreffion, tyll the fede z-bsa 
came,to the which the pzomes was made. adze 
And it was geuen of angels, byt he hande o 
the mediatoure. A mediatour is nota me Deursa 
diatour onely. but Sat ts one. 

Js thelawetben agaynft the promyfes 
Of Sod? Gov forbyd. Howbeit Sfeberebad * 
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bene gener a lawe which coulde haue geuẽ 
life,ché no douterighteoufites fhulde come 
Romsb Of the lawe. · But ¥ feripture hath ſhut vp 
allonder fynne,that * promes Phulde come 
bythe faith on Jeſus Cheiſt geuẽ onto the 
chat beleue. Before faith came, we were 
Eepte and ſhut vp vnder the awe, vnto the 
faith which ſhulde aftermarde be declared. 
Chus y lawe was 0 ſcolemaſter vnto Chuft, 
thacwe might be maderightcous by faith. 
Duc now ebat faith is come, wearenomo 
re onder the (colemafter. * For ye allarethe 
children of Godby the faith in Chriſt Jeſu. 
Roms.a *Foras many of youas are baptyféd, baue 
andib put on Chꝛriſt Here is nether Jewe ner Gre- 
Solsb  Be:bere is nether bbe ner frerhere is nether 
fohuzc Man ner woman, fo2 ye are all one in Chriſt 
7 Zeſu. NF ye be Chriſtes, thẽ are ye Abrahãs 

fede and beyzes acord ynge to the promes. 

The llll. Chapter. 

A B WeF faye: Aslonge as the heyre is 


tohina 


achilde, thereis no difference betwe 
ne bimand a fernaunt,chough be be 

Lorde ofall ¥ goobdes:but be is onder tuters 
and gonerners, vnt yll che tyme appoynted 
oftbe father. Euen fo we alfo,wha we were 
children, werein bondage onder the outwar 
Detradicions. Sut whan the tymewas fol 
Fylled, God fent bis forme, bome ofa wome, 
*and put onder the lawe, to redeme thent 
which werevnder thelawe,thatwe mighte 
Roms.b receaue y childfhippe.* For fomody the as 
yeare dyildzen, God bath fent thefpzete of 
bis fonne inco oure hertes, which cryeth: 
Abba, deare father. Wherfore now, thor 
wart note ſeruaunt, but a fonne. Xf thou be a 
ſonne, then art thou the beyreof God tho⸗ 
row Chriſt. Notwithſtondinge whan ye 
Enewe not God, ye dyd fernyce vnto thent, 
whidy by nature are no Goddes. Bue now 
feynge ye knowe Gov(yeerather are Enow- 
ne off God) bow is te* that ye turne you 
bacFeagayne unto the weakeandbeggerly 
tradicions, wher onto ye deſyre agayne & 
freſh to be in bondage? 

B  -Reobferue dayes and monethes, and ty⸗ 
mes and yeares. J ant in feare of you, leſt I 
haue beſt owed laboure on you in vayne. Bre 
chrẽ J beféFe you,be yeas Jam, for Jamas 
ye arẽe. Ye haue note hurte me at all. For ye 
Enowe howthat in weaknes after F fleſh 
preached ¥ Goſpell vnto you atthe fir ſt: 
and mytentacion which J ſuffted after the 
fleſh, ye deſp yſed nor, necher abhorred, but 
receaued meas an angell of God, yee euen 
as Chriſt Jeſus. How happy were yethen? 
Foꝛ J beare you recorde, ihat yfit bad bene 


at.⸗.b 


Col.a.e 


to the Galachtans. Bo. lxxxiij. 


poſſible. ye had plucked out youre awne eyes, 
and geuẽ then vnto me. Ant I therfore be⸗ 
come yF enemy, becauſe J tell you y truethr 
They are gelous ouer you amyffe. wee 
they wolde make you to fallbacFe, that ye 
might be feruẽt toͤthẽ warde. It is good to 
be feruent. ſo ? it be allwaye in a good chin 
Se,and not onely whan Fam pzefent xb yous 
My litle children (of whom F trauayle in 
byzth aga yne,vntyll Chriſt be fafbioned in 
you) Iwolde J werexd you now,and coulde 
charge my voyce, foz J fisdet doute of you. 
Tell me ye that wylbe vnder chelawe,be C 
ue ye not berdethelawe For it is weytten, 
that Abraham had two fonnes «the one by Gensc.d 
 bonde maybe, the other by ¢ fre woman. Cen⸗na 
As for bim that was ofthe b5ve mayve,be 
was bome after ¥ fleſh: but he which was 
of the fre woman, was bome by pzomes. 
Thefe wordes betoken ſomwhat. Foz theſẽ 
wemen are the two Teftamentes: Che one 
fromthe moune Sina, that gendzeth vnto 
bondage, which is Agar. For Agaris called 
in Arabia ¥ mount Sing,and reachech vn⸗ 
to Jeruſalem which now is,andisinbonda 
gervith bir children. 
+ Dut Jeruſalemt hat is aboue,isthe fre Apocua 
woman, whichis the mother of vs all. For 
itis wrytté:* — baren,that bea · etassa 
reſt no childeẽ· breake forth and cerye thou ỹ 
trauayleft not, for che defolate bath many 
mo childzé,then ſhe whhich bath an hußban 
De. As for vs ( brethren) we are the chüdren 
of Hac acordingẽ to che promes. 
DSut like as at that tyme, be that was Gena 
borne after the flefh,perfecutedbim was 
boꝛne after the ſprete, euen ſo is it now allo. 
But what fayerh the ſeriptire? Put awaye eneanb 
the bonde mayden and bir fone: for the ſon 
neof ¥ bondmayde [yal not be beyze with 
¥ fonne of the frewoman.Sonow bretbien, 
weare not children of the bonde mayde but 
Of the fre woman. 
Tbe V. Chapter 
Tonde fafé therfore in thelibertye A 
wherwith Chuft bach made vs fre, 
and be not wrapped agayne inthe 
yoke off bondage. Beboloe, 5 Leal faye 
‘unto you: Hf ye be ciraumcyfed, Chuft pzo- 
ficeth you notbinge atall. I teſtifye agay- 
He vnto euery man whid is circumcyfed, 
that be is bounde to Eepe the whole lawe. 
Me are gone quyte from Chꝛiſt, as many off 
you as wylbe maderighteous by thelawe, 
and are fallen from grace. But we wayte 
in the fpzete off hope, tobe mave righte- 
ous by faith.* For in Chriſt Jeſu nether is Caleb 
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circumciſion eny thinge worth ner vncir 
1.Co.a cumcifion,but faith whic · by lonets migh 
tie in operacion. Neranne well, who was & 
let onto you, that ye ſhulde not obeye the 
trueth 7 Soch councell is not of bim that 
1Cors.a bach called you. ¶ A litle leuen fowreth the 
robolelompe of dowe. 

B . Ghauerrnfecowarde you it FLORDE, 
that ye wylbe none other wyſe mynded. Bue 
be chat croubleth you, fhalbeare bis iudg⸗ 
ment, what ſo euer be be. Brethren yf J yet 
preach circumcifion, why do J ſuffte perfe- 
cucion7ehen badebeflannder off che croſſe 
ceaffed. Wolde God they were roted out frs 
amoge you, whid) trouble you. But bꝛet hꝛẽ 
yeare called onto liberty, onely let not youre 
libercie be an occafion vnto che fleſh bue 

x by [one ferue one another. For allthelawe 
KOEI © to fuifylled in one worde, namely in ebis: «lo 
 wethynegbboure as thy felfe.25ut yf ye by- 
te and denoure one another, tate hede that 

ye be not confumed one of another. 
C Faye: Walte in the ſpꝛete and ſo yal ye 
iPetab mot fulfill the + luſtes off che flefhe. Foz 
the flefh iuſteth aga ynſt the ſprete · and the 
ſprete agaynſt che fleſh. Theſe arecontrary 
one to the other, fo that ye can not do that 
which ye wolde: But and yf ye beled ofthe 
uTims.¢ fprete,then are ye not onder the lawe. Che 
Dedes of F fleſh are manifeſt. which azethe- 
fe: Aououtrye, whoxdome,onclénes, wanta- 
nes, Idolatrye witchcraft, hatred, variaun- 
ce,zele, wrath, firyfe,fedicion,fectes, envycs- 
ge murt hur dronkennes, glotony, and ſoch li 
ker of the which J tell you before as J haue 
Cor.s. b tolde you in tyme paſt, · that they which 
commytte ſoch ſhal noͤt inheret the kyngdo 
Ephesb me of God. * Dut the frute ofthe ſpiete, is 
loue ioyepeace Longe ſufferinge, gẽtlenes, 
goodneſſen faithfulnes, met eneſſe, ceperaun- 
Tinnb deæ Agaynſt ſoch is not * lawer · But they 
Rou thatare Chriſtes have crucifiedebeir fleſh. 

es® with the luſtes anddefyzes. 
Tbe Vi. Chapter. 

a 9 F we lyue in the ſprete, let vs walke 


alſo in the ſprete. Let vs not be vay- 

ne glorisus pꝛouokinge one another, 
andenvyenge another. Brethren, Rfeny ma 
be ouert aben ofa faute, ye which are [piri- 
tuall,enfourme bim with a meke ſprete: and 
conſidre chine owne felfe, that thou alfd be 
not tempted. « Beare ye one anothers bur- 
thé,and ſo [hal ye fulfyll chelawe of Chriſt. 
Bue yfeny man thinke bimfel fero be fom- 
what (whan indede be isnocbinge) the ſa⸗ 
me diſceaueth himſelfe. et every man pone 
bisowne worke, and thé [yal be haue reioy⸗ 


Tohus.b 


to che Galachtans, 


fingein bis awne ſelfe, and not in another. 
For⸗ euery one fal beare bis owne bur- rors 
then. 

+ Dut let hint that is taughte with the romasd 
worde, mynifter in all good chinges ,wnto 1Cors.b 
bim that teacheth bin. Be not difccaned, 

God wil noe be mocked. * For what ſoeuer rycus.d 
aman foweth, that [hal be reape. He that 

ſoweth vpon the fleſh ſhal of tbe flefhrea- 

pe deſtruccion: But be that fowcth vpon * 
[prete,fhal ofthefpzetereapelife euerlaſtin 

ge. Letvs not be weery of well do ynge: for s.Telfsb 
whérhe tymeis come, we ſhal reape with- 

out ceaſſinge. Whyle webauetymetberfo- · 

re let vs do good vnto all men · but ſpeciallyr Tim⸗. a 
vnto thẽ which are of ¥ houſholde of faith. 

Beholde with how many wordes Fj haue B 
wrytten vnto you withmyne arone bande. 
Theythat wil pleafe inthe ——— 
vyou to be circumcyfid, oneiy left they ſhul · 
de be perſecuted with the croffe of Chriſt. 

§o2 euẽ they them felues which are circum- 
cyfed,Eepenotthelawe,buewolde haue you 
circũcyſed that they mightereioyfe it you 

re fleſh. But God forbyd that J hhulde re- 

ioyſe ſaue onely in the croffe of ourcLORDE 

Jeſus Chꝛriſt whherby the woꝛide is crucified 

nto me, and J vnto the worlde.* Gor it Gals.a 
Chrif— Jeſu nether circiicifion avaylerh eny 
thinge ner vncircumciſion but a new crea- 
ture. And as many as walte acordynge to 
this rule, peace and mercy be vpon thẽ and 
vpon Iſtaͤel of God. From bence forth lee 
noman put me to bufyneffe,* for J beare it a.Cor4g.b 
my body the martes of the LORDE Jeſu. 

Biet hren, the grace ofoure LOR DE Tefip 

Chrifé be with youre ſprete Amen. 


plſalia⸗aa 


Vnto the Galathians, 
ſent from Rome, 


che Apoſcle S. Baul 
to the Epheſians. 
The ſumme of this Epiſtle. 

Cheap. I. The everlaftinge ordinaunce and 
‘eleccion of God in fauynge all men thorow 
Chzuife Fefus his fonne. We areordencd onto 
goodwo2tes.The dominion of Chzift. 

Chap. u- Paul foeweth them what meaner of 
people they were before their conuerfion,and 
what they are nowin Chayjt. 

Chap. Ul. Fe feweth the caufe of his pre- 
fonment,defyzeth rhem notto fayntebecaufe 
of bis trouble,and pꝛayeth God to mate the 
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edfuſt in his fpzete- 

Ap. Ul. Beerborteth thens onto meFenes, 
longe fafferinge, vnto lone end peace, enery 
one to ferue gud cdifie another with the gifte 
thar Gov bath geucbim,ro bewarreof ftraun 
ge Doctrine,to layeafyde the olde conuerfact- 
Onof gredy [uftes,and towalte ine new life. 

Chap. V-  —_ Beerborterb chem vnro loue,war- 

neth them to bewerre of vnclennes, cuveton- 

neffe, foolifl ralEynge and falfedoctryne: to 
be civcumfpecte ,to avoyde dronFenneffe, to 
xeloyfeand to be thanEfull rowardeGoo, to 
fubmyte che felucs onctoanother.fereadeth 
bow wemen ſhulde obeye there bufbddes,and 
Dow louyngly men ought to intreate their 


wyues. 

ap. Vi. Bow wildren ſhulde behaue then 
felucs towarde their fatbersand mothers:£t 
fewyfe fathers rowarde there children: Ser- 
ununtes towarde their mafters:Agayne,mafy 
ters towarde theit feruaiires Anerhozracton 
£0 the fptrituall battayll, and what weapens 
chriſten men halve fight withall. 


She L piftle of 


he Apoſcle S. Paul 


to the Ephefians. 


£3 


be firft Chapter. 


Aul an Apofile of Je- 
* its Chriſt by ehe will 
E ee ‘} hs Zo ¥ fayntes 


which are Epheſus, 
mi to the that beleue on 
COE y Sefes Chuft. ‘ 
Sow ea, Fe *Gracebe with you 
cue sae Uy and peace an God 


oure father, z frs theL ORDE Jeſus Chꝛiſt. 

Bleſſed be God che father of oure LOR- 

DE Jeſus Chꝛeiſt, whic hath bleffed vs wb 

all maner of ſpirituail bleffyngein heavenly 

fohasb thyitges by Chrif— · acordinge as be bad 
«Timab chofenvs by bim,or enerthe foundacion of 
the worlde was layed,that we ſhulde be ho 

ly and without blame before bim int loue, 
ordeyned vs before,torcceaue vs as childzen 

thorow Jeſus Chufé,acordingeto the plea- 

fire of bis will, unto che pzayleof the glory 

Of bis grace,wherby be bath mave vs ac⸗ 


to the Epheſians. Fo. lxxxiiij. 


ceptedinthe» Beloued, in whom we have —— 
redempcion thorow bis bloude (namelyythe 3207.8 
forgeuenes ofſynnes, acord ynge to ¥ riches 
ofhis grace, which be bach [hed vpon vs 
abundauntly tn all wyfdome and prudẽcer 
and bath opened unto vs the myftery of bis 
wilacozdinge to bis pleafire, which bead 
purpofed ut bimfelfe, it ſhuide bepzeached 
whã the tyme was fallcome,thar ail thin 
ges ſhulde be gathered together by Chriſt, 
both the thinges which are tn beauen, and 
alfo che chinges thatare vpon earth, euen 
by bim, by whom alfd we are come tothe 
inberitannce · we that were thertopredefti Romed 
nate before,acordingeto y purpoſe of bim, 
which worketh all thinges after ¥ councell 
of bis owne wyll, thacwe mighte beto the 
pꝛa yſe of bis gloͤry, euen we that before bele- 
ued on Chriſt on whõ alſo ye beleued, after 
that ye herde the worde of trueth, namely ¥ 
Gofpell of youre faluacion: wherin whan 
ye beleued ye were « ſe aled with theboly fpze 2-Cornc 
te of promes, whic isthe ernefé of oure in⸗· 29458 
Heritannce to oure redempcion, that we 
migbee be bis owne to the prayſe off bis 

ory. 
4 Wher fore J allo, (in ſo moch as J haue C 
herde of the faith which ye haue in F LOR 
DE Jeſũ. and of youre love vᷣnto all ¥ ſayn⸗ 
tes) ceaffe not to geue thantes for you,and 
mate mencion of youin my pzayers,that > 
Gov of oure LORDE Jeſus Chrifé, the fa- 
ther of glozy maye gene vnto you! thefpzete 
Of wyß dome and open vnto you the knowle 
—* hienſelfe, and lighten the eyes of youre 
vnderſtondinge. that ye maye knowe what 
is che hope of yourecallynge,and whatthe 
riches of bis gloztous enberitaunce is vpon 
the fayntes,z what istheerceadinge great 
neſſẽe of bis power towarbde vs, which bele- 
ue acordinge to * work ynge of bis mightie 
power,rwbich be wroughtẽ in Chriſt whan 
berayfed bins vp fxd the decd,*and fet bis Praluog.a 
on bisrighte hãde ĩ heauẽly thinges,aboue 
allrule, power,andmighte,and dominacis, 
and aboue all chat maye benamed, not one- 
lyin this worlde, but alfo in * worldetoco 
me. · And bath put all ebinges vnder bis fe Phite.b 
te, and bath made bim aboue all ebinges + 
the heade ofthe cẽgregacion which is his EPhes-b 
body, andebe fulneffeofbin chat fylleth all cote 
in. 


ali. 
The ll. Chapter. 
If LTO quycFened you alfo, whan ye we- a 
Of re deedthorow trefpaces and fymnes, 
in the which in cyme paft ye walked, 
acodinge to the courfé off this worlde. 


Gal.4a 


Col.3.a 


Efa.as.b 
At. iz · b 


Phil.s.a 
Col-a.b 


Efag.b 
Colub 


Elas7.c 


The Epiftle 

and aftertheprynce that ruleth inthe ayre 
—— ſprete whic now worketh 
in the children of onbelene,* am onge whom 
awe alfo bad oure conuerſacion in cyme paſt 
inthe iuſtes of oure flefh, and dyd che wyll 
ofthe fleſh andofebemynde, and were na- 
turally the chilozen of wrath, euen as well 
as otber. 

But Sod which is riche in mercytho- 
Yow bis greate lone wherwith be loued vs 
ené whã we were deed in ſynnes bath quyc 
kened vs in Chri ft(+for by grace are yefancd) 
and bath rayfed vs vp with him, and ſet vs 
with bim in heauẽly chinges thorow Chriſt 
¶Jeſuůs. y/ in tymes to come he mig hte ſhewe 
the erceadinge riches ofbis grace, in kynd⸗ 
nefjeto vs warde in Chriſt Jeſu. For by gra 
ce are ye faued thorow faith,and chat not 
of youre felues, For itis > gifte of Sod not 
of workes, leſt eny ma ſhulde boaſt bins felfe. 
Foꝛr we are bis workmanſhippe, created it 
Thꝛriſt Jeſu «vnto good workes,co F whidy 
God ordeyned vs before, that we ſhulde 
walbe in them. 

Wyherfoꝛe remẽbꝛe, that ye( whidy afoie 
tyme rere Gentyles after the fleft7, and we- 
re called vn circuinciſion ofthẽ that arc cal- 
Ted « circumcifion after the flefy, which cir- 
cumcifion is made with the bande) tbat ye 
atthe fametyme were without Chiff, and 
reputed aleaunces fromtbe comen welch of 
Iſrael, and were ſtraungers fromthe Teſta 
mentes of promes, therfore bad ye no bope, 
and were without Godin this worlde. But 
now yethat be in Chriſt Jeſu, and afore ty- 
me were farre of, ave nowmade nye by che 
blonde of Chrift. 


C = For bets § » peace, whid of both bach 


made one, and bath broken downe the wall, 
thac mas a ſtoppe betivene vs,and bath al 
fo thozow bis flefly put awaycebe cauſẽ off 
Hatrev (namely chelawe ofthe commannde 
mẽtes contayned in the lave wrytten) that 
Oofewayne be mighte create one nero mart 
in him felfe,and mate peace, andtoreconcy 
fe both onto God in one body thorow the 
croffe, and fobeflewe $ batred thorow his 


orone felfe, and came-and preached peace 
45 the Soſpell. vnto you which niere afarre 
of and tothe chat werenye, Go: th orowbins 


woe both bane incraunce in one fprete vnto 
the fatber. 

Lloro therfore ye are nomore gef tes aud 
ſtraungers. but citefins with rhe ſa yntes, 
ofthe houſholde of God, buylded vpon · ¥ 


sCorsb foundacion of ? Apoſtles and prophetes. 
urea where Jeſus Chriftis * heade corner ſtone 


to che Epheſians. 


in whom euery bu yldinge coupled together, 
groweth to an holy pale intbe LODRE, 
inwhbom yealfo are buylded together, to be 
an babicacion of God in the ſprete. 


The Ml. Chapter. 


SY D: this cauſe J paul am · a prefo- BW 

OE v= of Jeſus Chat for you Heythen. 

acordinge as yebane berde of * offt 
ceofthe grace of God which is geuen me 
tO you warde. For by * renelacion roas this 
miyftery ſyewed vnto me, as J wrote aboue 
in fewe wordes: wherby whanycredeit, ye 
maye perce aue myne vnderſtond ynge in * 
myſtery of Cheiſt, which (myſter y) in tymes 
paſt was not opened vnto the chridrẽ of me 
as it is now declared to bis holy Apoſtles 
and propbetes by the fprete : namely, that 
the Heythen ſhulde beinberitours alf>, and 
ofthe fame body, and partaters of bis pro- 
mes in Chriſt bỹ the Gofpell, wherof J ant 
made amynifecr aͤcord ynge to the gifte of 
the grace of Gov, which is geuẽ me ã cordin 
getothe woͤrkynge ofbis power. 

Vnto me *thelecfE of all ſayntes isthis 
Brace genes, that Dfiitee pꝛeach amonge 
the Heythẽ ¥ vnſearcheable riches of Chriſt, 
andtomate all mene, what is the fell hip 
pe ofthe · myſtery, which frs the begynnyn 
ge of the wourlde hath bene hyd in Goo, 
which made all chiges thozorw Jeſus Chriſt: 
£9 the intent that now vntothẽ rulers aud 
powersin heauẽ mighte be Enowne by the 
congregactonthemanifolde wyßdome off 
God, acovdingeto y eternall purpofé, which 
He hath ſhewed in Chiff Jeſu cure LORDE 
by whom we bane boloneffe and intraunce 
— sree — faith — peed 

rore J defyre that ye faynte not becauſe o 
— — ·ſuffre foryou, wihich Colne 
is youre prayſe. 

For this cauſe J bowemy knees vnto the C 
ſather of oure OR DE Jeſus Chꝛiſt, which 
ts the true father, ouer all that is called fa 
ther in heauen and in earth,that be graun- 
re you (acozdingeto > riches of bis glozy)ro 
be firengtbedwith power by bis ſprere in > 
inwarbde ma, that Chriſt maye dwell in your 
rebertes by faith,that ye be ynge roted and 
groͤunded in loue, mayebe ableto cSpzebent 
‘de with all ſayntes, what is the bredeh,and 
the length, andthe deepth, and the beyth: 
and to knowe the loue of Chzft, which loue 
yet paffeth all Enowlege: that ye mayebe 
fylled with all maner of fulneffe of God. 

Vnto him that is able to vo erceadinge 
abundauntly, aboue all chat we are 92 on- 
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SerfEonde(acordinge to ¥ power that wor 
keth it vs )be prayſe is the congregacion, 
which is it Chifé Jeſũ, at all cymes foz ener 
andener, Amen. 
She IL Chapter. 
Ther fore which ant prefonter in the 
LORDE,erbozte you, that ye walke 
as it becOmeth yo callinge wherin 
ye are called, with all bumblenes off mynde 
and meenes,andlonge fufferinge, fozbea- 
tinge oneanotber inloue,and be dili gent to 
kepẽethe vnite of che ſprete thorow the bon- 
De of peace. One body and one ſprete euẽ as 
ye are called in one hope of youre callynge. 
@neL ORDE, one faich, one bapryme, one 
Sod and facherofvs all whidis aboue all, 
a@ndebo2ow all. and in you all. 

VBnto enery one of vs is geuen grace, 
acordinge to the meaſure off the gifte off 
Chꝛiſt. Therfoꝛe fayeth bez de ts gone vp 
anbye,and bath led awaye captinycecapty 
ue, and bath geué gifces vnto men. That be 
wente, vp whatisit, but chat be firſt came 
Downein to ¥ loweſt partes of ¥ earthẽ · He 
that came dorwne, is euen the ſame whid> 
is “pene vp aboue all beauens, co fulfill all. 
And > ſame hathſet ſome co be Apostles, 
ſome to be pzophetes,fome tobe Luangelif= 
tes,fome to be ſhepherdes z teachers, wbher- 
bythe fayntes mighte be coupledcogecber 
tho2orw coment feruyce to the edifienge of ¥ 
body of Chrfé,tyll we all come vnto dne ma 
ner of faith and Enorlege of the fonne of 
Gov, and become a perfecte man in to che 
meaſure ofthe perfecte age of Chriſt · that 
soe be nomore childzen,* waneringez caried 
@boute with every wynde of Doctryne tho- 
row the wicFednes of men and craftynes, 
wherby they laye awayte for ve ro diſcea · 
ue vs. 

BBut let vs ſolowe the trueth inlone,and 
Ephe.c in all thinges growe in bim, « which is the 
aſad⸗ ¶ heade, euen Chufé, in whom all chebodyis 

coupled together, and one membre hangeth 

Rows.a_ by another thozowourall ¥ io yntes. Wher 

.or . z · b by one myniſtret h onto another (acordinge 

to the operacion as euery membre bath bis 

meaſure)and makech,that * body groweth 
totheedifiengeofit ſelfe in loue. 

This I ſaye therfore, and teſtifye inthe 

LORDE, that ye waltenomoze~as ¥ other 

Heythen walte inthe vanite oftheirmynde, 

blynded in their wnderftondinge, beynge 

ſtraungers fro the life which is in God tho- 

ror the ignozauncethat is in them, becau⸗ 

fe of che blynones of cheir bert: which be yn 

Ge paft repentaunce, baue geuẽ chem felues 
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to he Epheſians. fo. lxxxv. 
Quer vnto wantonnes, to worbe all maner of 
vnclennes euen with gredyneſſe. 

But ye hane not ſo learned Chiff, yf ſo Cc 
be that ye bane berde of bim, z are caughe 
tn bim,cuen as the trueth is in Jeſu. So then 
aS concernynge the conuerfacion in tyme 
pafé «laye from you chat olde man which Rome.a 
marreth bimfelfe thozorw difteauable [uf> Colsa 
tes: butbe ye renued inthe ſprete of youre 
mynde, and puc on that new man, which is 
fhapen after God, in true righteouſnes and 
bolynes.« Wher fore put awa ye lyenge, and 
ſpeake euery man the trueth onto bis negh- 
boure, for as mod) as we are membies one 
of another. +e angric, but ſynne moe. Let pray, or 
not ? Sonne go Dorone vpd youre wrath: 
nether gene place to the bacbyter. He that 
bath frollest, lec him ſteale nomoze: «but let 
him laboure rather, and do fome good with 
bis hondes, that be maye banc to geue vnto 
bim thatnebdeth. 


aTelza 


2.Gor.n¢ 


Mato.b 


Letno filthy communicacion proceade matyad 
out of youremouth, but that which is good ephe.sa 
toedifye withall whã nede is,thac it be gra 
cious to heare. And e not the holy ſpꝛe⸗ 
te of Gob, wher ib oe are*fealed onto y 
Daye of revempcion. Let all bytternes, and 
fearſnes, and rozath, androaringe, z curfed 
Tpeatyngebe farre frS you with all maltci- 
onfires . But be ye curteous one to another, 
mercifull,+ and forgeue one another, ent as 
God hath forgeuen youin Chiff. 
The V. Chapter. 
 yethe « folowers therfore of God 2 
8 as deare children, and walte inlone, Mar.s.e 
ouen as Chriſt loued vs, and+ gave loh-.b 
bim felfe for vs an offerynge and facrifice 2* 
Of afivete ſauoure vnto God. As for whor 
domeand all vnclennes, or couetouſnes, let it 
not be named amdge you,as it becommeth 
fayntes:« nether fylebines,mer foliſh callyn- rcctizs.e 
Se,ner ieafEynge (which are not comly) but 
rather genynge of thates.* For be fire,that .Cor.6.b 
no whore monger,oz vncleane perfort,ozco- Colsa 
uetous perfon d which is a worfbipper off 
ymages) bath inberitaunce inthe Eyngdo- 
me of Chriſt and of God.« (Lee no man dif? Cols.a 
ceaue you with vayne wordes) for becaufé 
of thefe commeth therwrath of God vpon 
the children of vnbeleue. Be noe ye therfore 
companions with them. For fometyme ye 
were darEneffe,*butnow are yelighteinthe «Tels.a 
LORDE. 
Walte as the chilozenoflighte.¢« For B 
the finte of the ſprete is all maner of good. Galsc 
nes, andrighteouſnes ane exueth:) and p9- 
PP 
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ne what is pleafinge unto theL ORDE, and 
haue no fellifhippe with F on frute full wo2- 
Bes of Dartnes,but rather rebube the. Fozit 
ts ſhame euen to name thofecbinges,wbidy 
aredoneofebent in fecrete. Sut all chinges 
are manifeft, whan they are rebutcd of che 
lighte. For what ſo euer is manifeſt, that fa- 
Bfasoa meislighte. Cherfore ſayeth her * Awake 
Rom ehonebat ſiepeſt and ſtonde vp frs the decd, 
and Chriſt [hal genethelighte. 

«Tate hede therfore bow ye wale cir- 
cumfpectly,not as the vnwyſe but as ¥ wy 
fe,and redeme the tyme, foritis amiferable 
tyme. Wher ſore be noe ye vnwyſe, but vn· 
derſtonde what the wil of the LORDE is, 
recl .e and be not dronken with wyne, wherinis 
Colsb exceſſe: but be full of the ſprete « and talke 

amõ ge youre ſelues of pfalmes,and ymites, 

and (piricuall fonges, fyngingeand mabyn 

gemelodyuntotbheL ORDEIn youre hertes 
LTH 5€ RNReuynge thantes alwayes for all chinges 
vnto Goo the father, in the name of oure 
LORDE Jefiss Chꝛiſt, fubmyctinge youre- 
felues oneco anocher in the feare of God. 

Let the wemen ſubmytte them felues vit 
to their bufbandes, as vnto the lL ORDE. 
*Sorthe ber ane ‘is the wyues heade, euẽ 
as Chriſt allo is thebeadcofechecongrega- 
cion, and be is the Sauionre of bis body. 
Ther fore as the congregacion is in fisbiec~ 
cion to Chriff, likewyſe let the wyues be in 
fubieccion to cheir hußbandes in all chin- 


Col.42 


es. 
Me hußbandes loue youre wyues, euen as 
Chꝛriſt loued the congregacion, · and gaue 
himſelfe for it,co ſanctifye tt, «and clenſed it 
in the fountayne of water by the worde, to 
make it onto himſeife a glozions congrega- 
cion, banynge no [pot ner wrynkle, ner eny 
ſoch thinge, butebat it ſhulde be boly and 
without blame, 
So onghte men alfo tolouetheir wynes, 
even as their awne bodyes. Hethat loueth 
bis wife loueth himſelfe. For no mã cuer yet 
bated bis awne flefbe, but noriſheth and 
cherißheth it,encnastheLORDEdoth al- 
forbe congregacion. For we are membies 
of bis body, of bis flefh and of bis bones. 

Geet + Sortbis cauſe fhala man leaue father and 

Marcjoa Mother, and clene vnto bis wife, and they 
two ſhal be one fleſh: This is a greate fecre 
te:but J ſpeake of Chrift andthe congrega 
cion. VNeuertheles do ye (o,thateuery one of 
youlone bis wife enen as himſelfe:but let the 
wife feare bir hußbande. 


The Vi, Chapter, 


Ephes.a 
Gal. 
*Titg.a 
HP er 5.6 


to che Epheſiatis. 


«chiloren, obey youre elders inthe A 
; LORDE, fot that is righte. Honoure Col.s.c 
tby father and thy morber(+ That exoueb 
is che firſt commanndement,that bach eny 
pzromes) that chou mayeft profpere, andly- 
uelonge vpon earth.2ind ye fachers, prouo 
ke not youre children vnto wath, but beyn- 
ge thé vp in the nourtoure and in ſormacion 
oftbeL ORDE. 

* Me fernanntes, obey youre bodely maf Colsc 
ters, with feareand tremblynge, in fyngle- Tit2b 
nes of youre bere, even as vnto Chriſt, nor vca 
with fernyce onely in the eye fightc, as men 
pleaférs: but as che ſeruauntes off Chrifk, 
doynge the wyll off God fromthe here 
with good wyll. Chynte that ye ferue the 
LORDEandnoemé:and be ſure that what 
good ſoeuer a man doth, he ſhal reaccauci¢ 
—— ofthe LORDE whether be be bon- 
de or fre. 

And ye maſters, do euen the fame vnto reeln.a 
thé, puttynge awaye threatenynges, and Colac 
Enowe that enen youre maféer alfois in bea 
uen,nether is thereeny refpecte of perſon aadod 
nes with bim. — 

Synally my bꝛethꝛen, be ſtronge in the Foes, 
LORDE, andin the power of bis mighte: 25, 
putonche arms of God, that ye mayefton- 

De ſtedfaſt agaynft che craftic aſſautes o 
the deuell. Foz we wrefilenot agaynfé fle 
and blonde, but aga ynſt rule agaynſt power 
namely,agaynft che rnlers of the woilde, of 
the darkneſſe ofthis worlde agaynſt > ſpre 
tes of wickednes vnder the heauen. For this 
rauſe tabe yethe armourẽ of God, ? yemaye 
beable to reſiſte in the euell daye,and ſtonde 
perfecte in all chinges. 

+ Stondetherfore,and youre lo ynes gyr· Neau 
de aboute with the trueth, hauynge on the | — 
breſt plate of rig hteouſnes, and [hod vpõ 6 2.Cor.10.q 
fete with the goſpell of peace, that ye maye Sap-5¢ 
bepzepared: Aboue all thinges take holde 
of the ſhylde of faith, wherwith ye maye 
quendhe all the fyzic Dartes of the wicked. 
nd takethe helmet of faluacion,z the fiver 
de of the ſprete, which is che worde of Gov. 

And praye alltwayes with all maner of C 
pra yer and fupplicacion in the ſprete, and Lu: 
watchthere onto with all inſt aunce and ſup T 
plicacion for all fayntes and for me,thas the Col-4. 
swordemayebe genen me tiat I mayeopen * Tse 
my mouth bololy,to vtter the fecretes of che 
Gofpell, wherof Jama meffaungerin bon- 
des, that J maye fpeate cherin frely, as it Act..« 
becommeth me to fpeate. 

But that ye maye alfo Enowe, what café 
Damin,and what J 9o,Tichicus my deare 


The Epifele co che Philippians. No. lxxxvi. 


brother and faithfull myniſter it theL OR- 
DE, fal ſhewe you all: whom J bane fence 
vnto you forthe fame cauſe, that ye mighte 
Enowe what cafe ſtonde in, and that be 
mighte comfozte youre bertes. 

Peace be unto the bzethzé, andloucwith 
faith, from Sod the father,z from the LOR 
DE Jeſu Chꝛiſt Grace be with all them that 
ious ‘oureLORDE Jeſus Chriſt onfaynedly. 

mer. 

Sent from Rome vnto the LE phe 
fians, by Tichicus. 


LheL pifele of 


che Apoſtle S, Paul 


to the pbilippians. 
The fame of this epiſtle. 
Chap. i. He erhorteth them roincreace inlo 


e,in Enowlege and erperience of godly thin- 
ges:mateth mencion of bis prefeumentarRo 
me,is glad tobeare Chuft preached, is cS rent 
ether fo dye 02 lyue and prayeth them to ĩede 
godiy connerfiscton,to be of one mynde,and 
to feare no perfecucion. 

Chap. mu. Ze exhorteth them to vnite and bro 
therly loue and to bewarre of ſtrife and vay · 
ne glory 22nd for a ſure enfample he layerh 
Chajebefezerhem. 

Chap ll. He warneth thé tobewarre of fal- 
ſe teachers whom becalleth dogges andene- 
mies of Chuft,and reproneth mas owne righ- 
teonfinefie. 

Chap, ut. He faluteth certayneof them, ex hor 
teth them to be of honejt conuerfacion, and 
thanFeth thems becaufe of the prouyfion,thar 
they made for bim bepngein pzefon. 


The firf— Chapter. 
Aul and Timothers 
theferuaunces of Jeſu 

Chuf—. Vnto all che 
— in —— 
<j — wyhi are at lip⸗ 
* x Sy pos, with the Dip 


pes and · myniſters. 


Grace be with you 
and peace from Godoure farber,and from 


the LORDE Jeſus Chꝛiſt. 


* Febankemy Good, as oft as Iremẽbꝛe Col: 
you(whidF allveyes do in all my pzayers VTA n 
for you all, and pzaye with gladneſſe) becau 
fe of youre felliſhippe whidy ye baue inthe 
Golpell from the firſt daye vnto now, and 
am furely certificd of this, p be which bath 
begonne that good « worke in you, [hal go tohod 
forch with it vnt yll y daye of Jeſus Chale: 
as tt becommeth mẽ to iudge of you all, be- 
cauſe J haue you in my bert, as thoſe that 
are partabers with me of grace in my bon- 
des, in defendinge and ftablyfhinge of the 
Gofpell. 

$2 Godis my *recorde, how Floge af- B 
ter you all euen frõ the very bert rote in Je· eTeTa a 
ſus Chrift.x And for the fame F praye, f yS *Ephene 
louemsayeincreacemozezmorein all maner Soe 
oftnowlege and inall experience, $ yemaye ” 
proue what is beſt, that ye maye be pure, z 
ſoch as burte nomans confcience, onto the 
Daye of Chrift: fylled with che frutes ofrigh- 
teoufites, which come by Jeſus Chriſt vnto 
the glorye and prayſe of Gov. 

Jwolde ye vnderſtode brethren, that my 
bufynes is happened vnto the greater fur⸗ 
theraunce ofthe Gofpell,fotbat my bondes 
in Chꝛriſt are —— thorow out all y iudg 
mẽt hail, and in all ot her places: In ſo mody 
thatmany brethren intheLORDE,are bol 
dened thorow my bõdes, and darre mozelar- 
gely fpeake che worde without feare. Some 
(nodente)pready Chriſt of enuye and feryfe, 
but fomeof 590d wil. The one parte preache 
eth Cheiſt off firyfe and noe purely, ſup⸗ 
pofynge to adde moze aduerfite vnto my 
bonbdes. The other parte of loue, for they 
oe that I lye bere for the defence of the 

9) 


What then? Sothat Chꝛiſt be preached 
all maner of wayes( —— —— © 
occafion o2 of true meaninge Ireioyce ther⸗ 
in, and wil reioyce. Foz FEnowe that che ſa 
me ſhal chaunce tomy faluacton, + thororw 2.Cors.b 
youre prayer and myniférynge of che ſprete 
Of Jeſu Chriſt. as J loke fozand hope, chat 
in ñot hinge Iſhalde aſhamed: but wich 
all Sfidence(as allwa yes in tymes paſt, euẽ 
ſo noro Chriſt ſhalbe magnified in my body 
whet her it be thorow life oz thorow death. 
Foꝛ Chꝛiſt is to me life,zdeath is to meauak 
tage.2utinas mod) as tolywe in y fleſh is 
frutefull to me for the worke, J wote not 
wvhat J ſhal hole, for both thefetbinges lye 
Dardevpon me. * J deſyre to be low/ed,z to s.cors.a 
be with Chriſt, which thinge were mod) bet 
ter (fozme)bucto abyde in che fleſh is moze 
nedefull foz you. * 

PP ü 
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D Andthis am F fire of, chat J fhalaby- 
de, and contynne with you all, for the fur- 
eberaunce and toye of youre faith, that ye 


to che Philippians. 
euen of bis owne good wyll. Do all hinges 
without murmur ynges and difputinges, 
that ye maye be fautles and pure, and the 


maye abundauntly reioyſe in Chriſt Jeſu child:é of God · without rebuke, in themyd Pet a.b 
thozow me, by my cSmyngeto youagayne. des of ¥ croEed and peruerſe nacion,* amon Maths. 
Ephe.g.a Onely lee youre conuerfacion bexasitbe- ge whoͤm ſe that 1 Fone as lightesin the 
Cola commeth the Gofpellof Chriſt char whe- aworlde, boldinge faſt che worde of life vnto 
acũ ·a cher / come ⁊ ſe you or els be abſent Imaye myrefoyfingets the daye of Chriſt, chat J 
yet hẽare of you that ye cStynueinonefpze- bane not runne in vayne, nether labourcd 
Ec and one foule, labourynge( as we do to it vayne. «Ree and though Ibe offred vp Colrc 
mayntayne che faithof the Soſpell. andin  vpd che offeryngez facrifice of youre faith, 
nochinge feavinge youre aduerſaͤries vhich Jam glad, and reioyce with you all; be ye 
is co thems a coben off perdicion, but unto Flad alfo, and retoyce yewith me. 
you of [aluacion,andthat of God. Foz vnto Itruſt in the LORDE Jeſůs to ſende Ti- 
you ie is geuen notonely that ye ſhulde be · motheus ſhorcly onto yoũ that J alſo maye 
lene on Chiff, but aiſd ſuffre fer bis ſake. beof good comforte, whan Iknowe what 
and to baue euen the fame fighte, which ye cafe ye ſtonde in. Foz Jhauenoman that is 
haue ſene inme, andnowbeare of me. ß ilke myndedto me, which wich ſo pure af- 
feccis careth for you: for all ot her (eee their 
The ll. Chapter. awne, not that which ts Jeſus Chriſtes. C 
Bue ye knowe the pꝛofe of him:for as a dit 
A Sthere be amonge you eny conſola · de vntothe farber,jo bath he myniſtred vn · 
cionin Cheiſt yft here be eny com for⸗ ¶ to me in the Soſpeil. Him J hope to fende, 
te of lone, yf there beenyfellifippe as foone as J Enowe bowie wyll go with 
Off the fprete, f there be eny compaffioss — me.But J ervfEintheL ORDE,that Ballo 
and mercy, fulfyll my toye, that ye Diarwe my felfe fal comefHortly. 
one waye, bauynge onc loue, beynge of one Lienertheles J choughte te neceffary to 
accorde,and of one mynde:r that there be no · ¶ ſende vnto you the brother Ephꝛaditus. 
tbinge done chorow ſtryfe and va yne glory, which is my companyon in laboure and fe⸗ 
but chat thorow mekeneſſe of mynde euery Lowe ſoudyer, and youre Apoſtell, and my 
man eſteme another beecer then himſelfe: mynifter at my nede. for fo moch as be lon · 
and let euery malotenot for bis awwne pio · ¶gged after you all, and was full of heuynes. 
fet, but for the profet of other. decauſe ye had herde that he was ſicke. And 
Letthefamemynde bein you, that was noldoutẽ he was fide, and that nye one 
in Chrif— Jeſu: which beyingeinthe[bappe death: but God hadmercy on him, and not 
of Gov, thought itnorrobbery cobecquall on bimonely,buron me aljo,lefe J ſhulde ha 
with God,butmade him ſel fe of no reputa · nue badfozowe vpon ſorowe. 
rion, and tore vpon bum ebe ſhappe of « 5 bane fent bimtber fore the more haiſte 
iebsa feruaunt,« became lite another man, and ly, that ye mighte ſe bim, and reioyce agay- 
xvas fornde in bis apparell as manzbe  ne,andthat J alfomighte haue che leſſẽ ſo⸗ 
bumbled bimfelfe, and became obedient rowe. Receaue him ther fozetnthe LORDE 
vntothe death,enen vnto the death of the wich all gladnes,* and mate moch of ſoche: Romus.d 
croſſe. for becauſe of the worke of Chriſt be wente Mar hie 
masse  » Cherfore hath God allo exalted bine, fo farve, chat became nyconte death and "Thee 
Feb2b and geuenbim a name, which is aboucall regarded not bis life, to fulfyll that ſeruyce 
— names,«that in the name of Jeſus every xvbid) was lack ynge on youre partetowar- 
mote — of Sine in heauen deme, 
aof chinges vpõ earth, and oft binges vnder 
the earch, —* that all tunges ſhulde cone Thelll. Chapter. 
feflischacJefrsChrifkistheLORDE vito AT GROVER my brethren, refoy- A 
a the prayle of God che farber. 8 § ce in theL ORDE. Where as ‘J 
‘Wherfore my dearly beloved, as ye haue w2yte ener one thinge vito you, 
allivayes obeyed (not onely in my prefence, it greueth me not, and maketh youthe fir- 
xpen.s.d but now alſo mod) moze inmy abſence) euen rer. Bewarre off dogges, bervarre ofenell 
Ekecs.¢ ſo woke out youre awne faluacion with worbers, bewarre off difcenfion: + foz we Roma.c 
2.Cors2 feqreand tremblynge.+ Soritis Godwhidy are che circumeifion, euen we that ſerue Cl? 


Hebui3.d 


worterbinyouborbebe wyll and ebedecd, Sod in the ſpꝛete and refoycein Chriſt Geli, 


AG 23.8 
aadt.na 
Gals.b 


Mataz.£ 


Toh.i7.a 
Cola 


Rome.a 


Cols.a 


The Epiele 
and haue no confidence inthe fleſh though 
Jhaue wherof Imighte reioyce it ¥ flefh. 
Mfeny ober meebynte that he hath wher- 
ofbe mightereioycei the flefh, mod) moze 
TD which was circũcyſeð on the eight daye, 
one of the people of Iſrael of the trybe off 
Ben Jamin, an hebmue of the Hebrues: as 
concernyngetbe lawe*a Dbarifezas concer 
nynge fernentnes · J perfecuted thecSgre- 
gacion: and as toudinge the righteouſnes 
whidh is in the lawe J was vnrebukabie. 

«Dut che thinges that were vauntage 
ynto me, baue J counted loffe for Chriſtes 
fate.ee 7 ebynte all hinges bu loffe, for 
that excellent « fnowleges fate of Cheiſt Je 
fir my LORDE: fo: whom 3 baue counted 
allebingeloffe, and do indge them but don⸗ 
ge that Imighte wynne Chzifé,z be founde 
inbim, not banynge myne avonerightcouf: 
nes which commeth ofthe lawe, buc bythe 

D faith of ChufeCnamely ebe righte ouſnes 

which commeth of Godin faith, to Enowe 

bim andcbe vertue of bis refisrreccton, and 
the fellifhippe of bis paffion,«chaeJmaye 
be confozmable onto bis beach, yff by eny 

meanes J mighte attayne to the reſurrecci · 

on fromthe deed. Notthat J baucatcay- 

sed vntoit all ready, or that I am allready 
erfecte:but J folowe, yf J maye compze- 

Benve that,wberin J am compzebended off 

Chꝛiſt Jeſu. Brethzen, J counte not my felfe 

yertbat J bane gotten it: but one thinge 3 

ſaye: J forget that which is bebynde and 

ſtretch my felfe vnto chat which is before, z 

Preace onto F marcF apoynted,to opta yne 

the rewarde of the byecallynge of Godin 

Chrif— Fer. 

C Lecvstherfoze(as many as be parfecte) 
bethus wyfe mynded:and yf ye be otherwy 
fe mynded, % pzaye God openenen this on 
to you. Clenercheles in thac wher vnto we 
are come, let vs procedeby one rule, t hat we 


§.Cor4.¢ maye be ofone accorde.* Brethren, be ye y 
andiod FoLowers of me, and lore on the which wal- 


Be euẽ fo as ye baue vs for anenfample. Foz 
many walte (off whom J bane tolde you 
often, but nore JF tell you wepynge)ené ene- 
mies of the croffe of Chriſt whofe ende is 


Poiwb Samnacion,* whoſe God is the bely,z who- 


fe glozy fhalbeco eheir fyame, which are 
earthly mynbded.* Dut oure conuerfactonis 
in beauen, from whence we loke for the Sa- 


to che Philippians. 0. lxxxvij. 


The lll. Chapter. 
$2 erfore my brethrẽ dearly beloved A 
88 tlonged formy foyez my crowne 
cont ynue ſo in the LORDE ye belo 
Led. Jpraye Euodias ⁊ beſeke Syntidjes, 
that they be of one m ynde in theLORDE. 
Recand J beſeke the my faithfull york fe- 
lowe, belpe the wemen, which haue labou⸗ 
red with me in the Gofpell, with Clement z 


with my other belpers, whofe names are Luco.b 
Inthe bote of life. Reioyce inthe L O R- APO17-b 


DE allweaye,z agayne J faye, Retoyfe. Lee 
youre fofenes be Enowne vnto all men. The 
LORDE is enen at honde. Se not carefull, 
but in all thinges let yo peticions in pzayer 
and ſupplicacion. — of thankes 
be kno iwne before God.: 


re hertes andmyndes in Chriſt Jeſu. 

Furthermoꝛe brethren whatfocuer thin · 

ges are krue what ſoeuer thinges are honeft, 
what ſoeuer thinges are iuft what ſo ence 
thinges are pure, what ſdeuer thinges per⸗ 
tayne to loue what ſdeuer thinges areof he 
neférep oate:yf there be eny vertuous thin⸗ 
yf there beenylaudablethinge, hanethofe 
fame inyS mynde, which ye bane both ler- 
ned andreceaued, and berde and fene int met 
thofe chinges do and the God of peace fhal 
be with you. Ireloyſe greatly in $LORDE, 
that now atthe laféye are renyued agayne 
tocare for me, as ye cared foz me afore, but 
ye lacFed oportunyte. I fpeate not chis be- 
canle ofneceffite:foz Jhaue lerned in what 
foeuereftate “J ant,* 
‘J can belowe,and7j ca be bye, Euer y whe. 
Fe and inall chinges J am mete, both tobe 
full. andto be hongrie: to bane plentye, and 
to ſuffre nede. J can doall thinges thoove 
Coufé, which ſtre gtheth me. onwith ſton 
dinge ye bane done well that ye bare parte 
with me in my tril ion. 

Dut ye of Philippos knowe, that in the C 
beg ynngngẽe of the Goſpell whan depar- 
ted fro Macedonia, no congregacion bare 
parte with me concernynge genynge andre 
ceanynge, but yeonely. Foz unto Teffalo- 
nice yefent once andafterwardeagayne vn 
tomy neceffite. Not that J fete giftes, buc 
‘FB feteche frute,that ithe abũ daͤunt in yr 
reFenynge. Foz Jhaue all and haue plent ye. 
Brwasenen fylled wha JIreceaued of Epa⸗ 


nd ¥ "peace of Goo, lohrs.c 
which paffech all onderfESdinge, Eepe you- Roms-# 


rwith to be concéte UTims.b 


Cors£ uioure Jeſu Cheiſt ¥ LORDE,«wbich fal 
’ ace — it maye be like faſhhio odoure of fivetenes, «a ſacrifice accepted z rg 
ned vnto bis glorisus body,acowingeto *pleaſaunt unto G d My God fulfyll all ys Hebunc 
svozEynge wherby be is able to ſubdue all nede,acordingeto bis riches in glory ĩ Chriſt 
ebinges vnto himjelfe. Jeſu. Pp i 


pbroditus, chat which came from you, an 


The Lpifele 


Vnto God and oure father be prayle for 
euer and euer Amen. 

Salute all ¥ ſayntes in Chriſt Jeſu. The 
brethrẽ that are with me,faluce you. Allthe 
favntes falute you, but fpecially they chat 
arc ofthe Emperours houſe. Che grace of 
oure LORDE “jefis Chriſt be with you all, 
Amen. 


Worytten front Romeby 
Epapbrovicus. 


Rhe< piftle of 


the Apoſtle S. Paul 


tothe Coloſſtans. 
Fhe ſumme of this Epiſtle. 


Chap. t. Be geueth thankes vnto God for 
their faith, love, andbope: prayeth for rbete 
tneveafeand fire werl how wearethe Eyngoo- 
mte of God, oprayned by Chrift, whid) ts the 
headeof the congregacion. 

pu. ‘Whar greate care paul toPe foz 
‘all congregactons. Be erhorteth them to be 
ftedfaft in Chift,co bewarre of Falfereaders 
and worldly wyß dome and deferybeth the fal 
fe pꝛopyetes 

Chap. ut Ze putteth them in remembeaunce 
‘of thefpiricuall refurreccis, rolaye afype all 
mane of corrupte lyuynge, to be frurefullin 
all goblyneffe and vertue, and foemeth allde- 
grees their dutye 

Chap. ul. — eerhorteth them robe feruent itt 


prayer, to wale wyfely onto them that ave 
not yet come torbetruetnomlege of Thrift. 
andfofalureth them, 


to che Coloffians, 


gure father z fis theL ORDE Jeſue Chriſt. 


*We gene thantes vnto God and the fa Philua 
ther of oureL ORDE Jeſus Chꝛiſt, pzayen- aTehna 


geallwayes fo2 you (fence we berde of youre 
faith in Chriſt Jeſn, and of yourelone co all 
ſayntes) for * hopes fae whid) islayed vp 
in ſtoare for you in beanen: of the whidy ye 
auc berde before bythe woꝛde of trůeth in 
the Golpell, which is come vnto you, euẽ as 
it is into all the worlderand is frutefull, as it 
isin you,fence ¥ daye / ye herde and knewe 
the graceof Godin > tructh, as ye learned 


of *€papbzas oure deare felorve feruaunt, Cola 


which is a Faithfull mynijier of Chriſt foz 
you, which alfo declared vnto vs youre loue 
in the ſprete. 

For this cauſe we alſo, ſence the daye F Ep! 
we herde of it, ceaſſe not to praye for you, Z * 
deſyre chat ye wighte be Fulfylled with the 
Enowlege of bis will, in all wyßdome and 
fpirituall vnderftondinge, that ye migh- 
re walte woitby off che LORDE, to pleaſe 


him in all chinges,.and to be frucefull in all tohusb 


good workes, and growe in che Enorwlege of 
Gov:7 tobe firengebed wh all power acoz- 
Dinge tothe migbtcof bis glozy, co all pa- 
cience and longfifferynge wich toyfulnes, 
and gene thankes vnto the father, which 
Hath made ve mete for the enheritaunce of 
ſa yntes in lighte. 
Which hath delynered vs frd the power B 

ofoarEncile,ztran{laced vs into the byng · 


dome of bis deare fonne(* in whom we hae Epheaa 


ue redempcion thorow bis bloude, namely, 


the forgeuenes of ſynnes.) Which is the 2.Cor.4.0 
ymageofcbeinuifyble Good, firſt be gottẽ be- Heb«.a 
fore all creacmes.* Sorby him wereall thin prats:.a 
Ges created, that arein heauen and earth, Nebsa 


thinges vyfible and thinges inusfible,x be- 
eberthey be maiefties 92 loxdfhippes, ether 
rules 92 powers : All thinges are created 
by bim and in bint, and be ts before all 
thinges, and in binsall thinges haue their 
beynge. 


And he is the headeofthe body, name- Ephe.s.c 
ly of the Saregacton:. bets the begymyn 20030 | 
ge and firfé begotten fromebe deed, that it Apocua 
allcbinges be mighte haue the pzcemynen- 
ce. For it pleaſed the father, that in bm ſhul 
De dwell all · fulneſſe, and that by bim all Colsb 
tbinges ſhulde be «reconciled vnto bimfel. ho 2£ 
fe whetber they be chinges vpon earch oz e 


The firf— Chapter. 
Aul an Apofileof Je⸗ 
Ai fis Chzf— by che rill of 
SY] Gov, and brot her Ti- 
motheus. 


To ſayntes which in heauen, that thozow the blouve on bis 
are at Coloſſa andbze-  croffe be mighte mate peace enen thorow 
thren that beleue in bis orne felfc. And you( which were inty- 
Chriſt. mes paſt ſtraungers and enemies, becanſe 


Grace be with youand peace from God — youre myndes were ſet in euell workes) hath 


Lhe Epifele 


C He now reconcyled in the body of bis fleſh 
thozow death, to mate you Holy, and vnbla 
meablez with ont faute in bis awne ſighte 
yf ye contynue grounded and ſtabliſhed in 
the faith,and be not moued awaye from > 
Dope of the Gofpell, wherof ye baucherde: 
which ts preached amonge allcreatures ỹ 
are onder heauen, wherof J paulammave 
a myniſter. aft 5 
+ Clow ioye J in my ſufferynges, whidy 
‘J fisfFre for you, and fulfill chat whichis be- 
hynde of the paffions of Chriſt in my flefly, 
foz bis bodyes fate, which is the congre- 
1.Cor.4.a gacion, · wherof FJ am made a myniſter, 
acordingeto ¥ Godly office of preachinge. 
which is geuen onto me amonge you, that 
3 fhulde richely pread the worde of God, 
Ephes.b namely,that+myfiery which bath bene hyd 
fence che worlde beganne, and fence the be- 
Mathure gynnynge of tymes:bur now is * opened vis 
to bis fayntes, co whom God wolde mate 
knowne the glorious riches of chis miſtery 
amdge ¥ Heythen: which (riches) is Chriſt 
in you,cné be thatis the hope ofglozy,whd 
we preach,and warneallmen, and teach all 
men tn all wyßdome. to mate everyman par 
fecte in Chrifé Jeſu: Wherin J alfo laboure, 
and ſteyue acõrdinge to the work ynge of 
Him whid) woxrkech mightely in me. 
Tbe Il. Chapter. 
A Wolde ye Enewe what fightinge J 
a bane for youre fates,and fs. them of 
«J 


Laovicea, and for as many as bane 


2.Co.1.a 
€phesb 
Phil..b 


nor ſene my perſonne in the flefh,that their 
Dertes mighte be comforted and knytt toge 
ther in loue,to all riches of full vnderſtden 
Yohiz.a ge, Ihich is inthetnowlege ofthe myſtery 
.or.nc Of Sod the father and of Chriff,+ in whom 
ave hyd all the treaſures of wyßdome and 
Enowlege. 


+ Bewarre lefEeny mã poy you thorow 
Rous.b philoſophy and difceacfir 


Debedely,and ye are complete in him, whic 
isthe beave of all rule and power in whom 


to che Coloſſians. Fo. lxxxviij. 


aap 


alſo ye ave circumcyſed with, circumeifion Roms.6 
without handes,by purtynge ofebe fynfull Philza 
body of the flef}): (namely) withebe circum 

cyfion of Chriſt.· in that yeare buried with Roms.a 
him thorow baptyme: in whom yeare alfo 

ryſen agaynetborow faith, that is wonghe 

by the operacion of God, which ra yſed him 

wp from the deed. 

And with bint he quyckened you, whan 5 
yerwere deed in ſynnes, and inthe vncircum Colrb 
cifion of youre fieſh, and bath forgeuen vs 
all ſynnes, and put out the bandweytinge 
thatwas agaynft vs (cStayned inebelawe 
wrytten) and that hath becaten out of the 
waye, and faſtened it to the croſſe: · And Gens.c} 
bath ſpoyled ruleand power. and hathma· Pears 
Dea fhewe of them openly, and triumphed 
ouer chent in bis awne perfone. 

Let no man cherfore trouble youre con- C 
Feiences aboutemeate o2 dzynke,o2 for a pece 
ofan boly daye,as the holy daye of ¥ newe 
Fone, or ofthe Sabbath va yes, + robidy are * 22 
the ſhadowe ofthe thinges that were for o b· i.· 
conie:but the body ſelfe ts in Chriſt. Lee no 
man mate you [pote at a wronge mark, 
which after bis orone choſynge walteth in 
humblenes and ſpiritualt ye of angels chin 
ges which he neuer fare, and is vayne,and 
puft vp in bis owne fieſhiy mynde: and bol 
deth noe bimfelfeto the heave, wherof the 
whole body by toyntes and couples receg- 
neth norifhment,andis knyt togecber, and 
poy tothe greatnes that commeth 
of Goo. 

Wherfore yf ye be deed with Chriſt from Cal. .a 
the oxdinaunces of the woride, why are ye 
holden thé with fod) cradicions,as though 

e lyued after the worlde7 As whan they 

jaye: Couch nor this, taiſt not that, handle 
not that. All theſe thinges do burte unto 
men, becanfé of the abufé of them, whidy 
abuſe commeth onely of the commannde- 
mentes and doctrynes of men:* which thin· trim4.b 
ges haue a ſhyne of wyß dome thozowcho- 
fen ſpirituaitie and bumblenes, and in that 
they ſpare not the bod y and do the flefyno 
woꝛſhipe vnto bis nedẽ. 

Thelll. Chapter. 
F ye be ryſen now with Chriſt, fete 2 

¥ choſe thinges then which are aboue 

: where Chiff is, ſyttinge ontherigh- 
te bande of God. Set youre mynde on the 
thingeswhichare aboue, not on * thinges 
that are vpon earth. For ye are deed, · and 1.Petra 
youre life ts hyd with Cheiſt in Govd.+ But phitsc 
whan Chae life hal phere bimjelfe, thẽ tlohsa 
fhal ye aiſo appeare with bimin glozy, 

PP ity 


The Epiftle 
Moꝛtifye therfore youre mẽbꝛres which 
are vpon earth, whordome, vnclennes, vnna 
turall iuſt eueli concupiſcẽce and conetouf- 
Genes Hes, which is a worſhippynge of Fools: « 
1Corso.a for which thinges fates the wath of God 
7 commeth vpon the childzen of vnbeleuer. in 
Ephes2 she which thinges ye walked ſome cyme, 
soban yelyned it them. 

Romsa ¶ Bur now put all awaye frõ yourw2ath, 
Ephe-s< fearceneffe,maliciou{nes, curled fpeatynge, 
fylt hie wordes ont of youre mouth.Z yenoe 

Romas.b onetoanorber.« Put of F olde mã with bis 
workes, and put oͤn y newe, which is renucd 
inEnowlege after * ymageof bimthatma 
debim:+ where thereis no Gzeke, Jewe,cir 
cumeifion, vᷣncir cum ciſion Barbarous, St 

thian,bove, fresbuc Chriſt is all and inal. 
Low therfore astheelecte of Gov, holy 
and beloucd,put on tender mercye,Eyndnes, 
bumblenes of mynde,meteneffe,longe ſuffe · 
ryngte, forbearinge one another, and forge 
nynge one another, yfeny man bane ¢ qua- 
rell agaynſt another. Lite as Chzift bath 
forgenen you, euen ſo do ye alſo. Buta boue 
all thinges put on lone, which is the bonde 
of perfectneffe. And che peace of Godrule 
in youre bertes, co the which (peace) ye are 
called alfo in one body: and fe ye be than- 


aphes.a 


Gal.c.b 


2 


full. 

Let y worde of Chriſt dwell in you plen- 
teoufly inall w yfoome.* Teach and erborte 
youre awne felues with pfalmesand ymnes, 
and fpirituall fonges whid> haue fauoure 
with them, fynginge in youre bertes to the 
1.Cormo.d | OR DE, * And what ſoeuer yedo in worde 

02 wozke, do all in the name of the LORDE 
Ephes.b “Jefir, * and gene thantes unto Godthe fa- 
ther bybim. 

*Mewyues,fisbmytte youre felues vito 
youre huß bandes, as itis comly in theLOR 

E 


Rohe.s.b 


Ephe.s.c 
e. bet. ga 

Me hußbandes, loue youre wyues, and be 
not bytter vnto them. 

* Me children, obeye youre elders in all 
thinges, foz that is well pleafynge onto the 
LORDE. 

Mefathers,ratenoe ye childzen,lef— they 
nih be of @ deſperate mynde, 

ser *Qe feruauntes, be obedient vnto youre 

aPeuz.c bodely mafters inalltbinges, not witheye 

fernyce as men pleafers, but in fynglenes of 

bere, fraringe Good. What ſo ener yedo,doit 

herteiy, enen as onto the LORDEand not 

vnto men. And be fire, that of the LORDE 

yefbalreceanethe rewarde of * enheritaun 

ce: For ye lerue theL ORDE Chiff. But he 

chat doth wronge, ſhal receaue for the wron 


Ephes.a 


to the Coloſſians. 


gethathe bath vone,y foz there is no reſpec Ado.d 
te of perfons (with Gov.) — 
=e maſters, do vate youre ſeruauntes Ephe.c.a 
that whidyisinftand equall and knowe, F 
ye alſo haue amafter in he auen. 
The Ui. Chapter. 
Ontynue ist prayer, and watch inthe A 
C fame with thankeſgeuynge, and pra ye — 
alfe cogerber for vs, chat Sod open “7 ** 
wntovs the doze of the woxde,to fpeate the 
myſtery of Chzift avberfore J am alfo in bs 
des)that Imaye viter F fame, as it becont 
meth me to ſpeabe. Waltke wyfely towarde —— 
them that are without, and redeme F tyme. Behe 
Let youre fpeach be allwaye fauorable,fea- 
ſoned with «fale, that yemaye Enowe bow Marsb 
to anſwere cuery man. baie a 
Tidicns the deare brother and faith fill 
mynifter z felowe feruaat it ¥ LORDE,[hat 
tell you whatcafe Jamin. Whom J haue 
fent vnto you foz the fame purpofe, thacbe 
mightetnowe bow yedo, z chat he mighte 
comfozte youre bertes, with one · Oneſinius Philem.s.b 
a faitbfull and beloned brother, which is 
one of you: they [hal ſhewe you of all chin- 
ges, whidy are adoynge bere · Ariſtarchus actara 
my prefort felowe faluteth you,and * Mar· a.Timgb 
cus Barnabaffes ſiſters ſonne, couchinge 
whom yerecequed commanndementes : RF 
become vnto you, receane bim, and Fefirs, 
whidy is called Juſtus, which are of the cit 
cumeifion.Chefe onely are my helpers incbe 
Eyngdome of God, which were co mry conſo 
lacion. 
Epaphras a ſeruaunt Of Chriſt, whidy 5 
is one of you, ſalute th you, z allwayelabou- Tolua 
reth fervently foz you in prayers, p yemaye 
ſtonde perfecte and full.in all chat is the wil 
of Gov. J beare him recorde thathe hath 
a feruent mynde foz you,and forthe at Lao 
dicea, and at Hicrapolis. Deare Lucas the 
Eerie faluteth you, and ſo doth» Demeas, +.Tim4b 
alute the bretheẽ which areat Laovices, 
and falute Nymphas and thecSgregacion 
whidyis inbis houfé. And whanthe epifile 
isred of you, canfe it to be red alſo in the cd- 
gregaciõ at Laovices,z that ye likewyſe rea 
de rhe epiſtle of Laodicea. And ſaye to Ar- 
chippus:Tatebedeto the office which thou 
bef receaued inthe LORDE,thatebou ful- 
fill ic. My falucacion with che bnade of me 
Paul.Ranembremy boves.. Geace be with aTellsb 
‘you, Amen. 


Sent from Rome by Tichicus 
and Oneſimus. 


Lhe firfe Epiſtle 


Che firſt 
Epifeleofehe Apoſtle S. 


Paul to the Teſſalonians. 
The ſumme of this Epiſtle. 

‘bap. | Be thankerh God foz them, that 
they are fo ftedfaft in faith and good wortes, 
and receaue the gofpell with fod) carncit. 

Cpsap. ut. Se putterh them in mynde of the 
godly conuerfizcfon thathe led amonge them 
shen bepzeached the gofpell unto them,tban 
FerhGodthat they receauehis wore fo frure 
fally,andercufetd bis abfence. 

Chap. Ml. He fhewethhow greatly bewas re- 
toyfed,whs Cimorby rolve hum of their fairly 
and lowe. 

Chap. uu. Beerhorteth chem to ſtedfaſtneſſe. 
toFepe them felucs from fynne and vnclenly 
cduerfircton,to lone one another:rebuFeth ydil 
neffe,and fpeaterb of therefisrreccton. 

Chap. V. Aeenfourmeth them of thedayeof 


Dome and comynge of the LOR D E,exhorterly 
themro watd andro regarde fod) as pready 
Gods wowe amonge them. 


Che firf—e Chapter. 
AOL and Siluanus 
and Timotheus. 
Vnto che cogrega- 
cion ofthe Tefjatony- 
ans, in God the facber 
and in theL ORDE Fe 
fas Chrfé. 
Grace be with you, 
and peace from Good oure facber and from 
theL ORDE Jeſus Chzift. 
We gene thantes vnto God allwaye foz 
you all mak ynge mẽſion of you inc prayers 
without ceaffyge,and call coremembraunt 
ce youre worke in the faith,and youre labour 
Tima ye in [oue,z youre pactence in bope,« which 
ts oure ORDE Jeſus Cheiſt before God on 
te father: Becauſe we Enowe (brethren, belo 

1Cora.a Bed of Sod) bow that ye are electe:* fo: ou- 

andz.c re Goſpell bath nor benewith you in worde 
onely, but both in power and in the boly 
gooſt. and in mod) certa yntie, as yeEnowe 
after what manct we were amonge you for 
youre [aFes. 


Phils. 
Cola.a 


to the Teſſalonians. Mo. lxxxix. 


And ye became the folowers of vs and B 

Of che LORDE:zand receaued the worde in 
moch affliccion with toye of che holy goofts 
ſo that ye were an crample to alltbat bele- 
wed in Macedonia and Achaia. Foz frd you 
was the worde of the LORDE noyſed ont, 
not onely in Macedonia z Achaia, but ĩ all 

warters alſo is yo faith ĩ God ſpred abrode 

fo that it nedeth noe vs to ſpeake eny thin · 
geat all, For they them felues ſhewe of you, 
what maner of entrynge int we bad vnto 
you, aud bor ye areturned vnto Good from 
ymages, for co ferue the lynynge and trne 
God, and co loke for bis ſonne · from heauẽ: adi 
whom berayed vp fromthe deed, even Je· 
fits, which barb velyncred vs frõ che *weath tohse 


tocome, 
Thell. Chapter. 
SY Oz yc youre felues (brethren) knowe A 

ofoure intraiice vnto you,bow that 

ic was not in vayne, but as webad 
faffred afore, z* were ſhaͤmefully intreated Adus.c 
at philippos( as yefnowe) we were bolde 
in oure God,* to ſpeabe vnto you * Gofpel Akira 
of Gov with moc firyuynge. For oure ex- 
hortacion was notte brynge youtocrroure 
ner yetto vnclennes, nether was it with gy⸗ 
Te: but as we are alowed of (Sod, thatthe 
Gofpell ſhulde be commyceed vnto vs to 
preache, enen fo we [peate,*noras though Galab 
we wolde pleafe mé,but Gov, which tryerh 
oure hertes. 

Soꝛ we haue not gone aboute with flate- 

Finge wordes (as ye Enowe )ner wayted for 
Qure owne profit « Bod ts recorde) nether Phila.b 
ſoughte we pzayfe of men, nether of you ner 
Of eny otber, whan we mighte have bene 
chargeable vito you as the Apoftics off 
Chufé, bue we weretender amonge you. 

Likeas a norſſe cheriſheth bir chüdren, B 
euen ſo bad we bartely affeccion towarde 
you, and wolde with good wyl haue dealte 
vnto you, not onely the Gofpell of God, 
but oure lyues alfo, becaufe ye were deare 
vnto vs, 

Re remembꝛe brethren ourelaboure and 
trauayle.« For Daye and nighte roroughte Atzoe 
we (becanfe we wolde nor be hargeabie un ·· Teit⸗a 
toeny of you )and preached che Gofpell of 
God amonge you.Ne are witneffes,and fo is 
Sod ho holyly and iuſtly and vnblamea- 
ble we bebaued dure ſelues amdge you that 
belewe: as ye Enowe, how that as a father 
bis children, euen ſo exhorted reand comfoz 
tedand beſoughte everyone of you,cbat je 
wolde walte worthely befere God, which 
bath called you vnto bis kyngdeme z glory. 


he firſe Epiſtle 


For this cauſe thanke we God without 
ceaffynge, becauſe chat whã yereceaued of 
v5 the worde of the preachinge of God,ye 
recequeditnotas * wordeofmen,buc(ené 
as itis ofa truethythe worde of Gov, which 
worketh in you that belene. 

For de brethꝛen are become the folowers 

Hebso.a Off *ebe congregactons Off God which in 
Jewey are in Chꝛiſt Jeſu fo chat ye haue 
faffred euen lite thinges of youre kynſmen. 
as they bane ſuffred of che Jewes. Which 
as they put the LORDE Jeſus to Death, and 

Nat az · d their awne prophetes,eners fo haue they per 
fecuced vs allo, and pleafenot God, andare 

Actazab cSerary to all mer,« forbyddinge vs co ſpes 
ke vito the Heythenthat theymighte be ſa 
ued, co fulfill their fynnes allwaye: foz the 
wrath is come vpon them allready vnto ¥ 
vttenioſt. 

BSur we (brethzen) foꝛr as moch as we ha 
ue bene Eepte from you 8 a ſeaſon, as con- 
cernynge the bodely pzefence, but not in the 
bere, we haue haiſteð che more with greate 
deſyie to fe you perfonally. Ther foꝛe wolde 
we haue come vᷣnto you, (J paul) two ty- 

Daniob weg, « bur Sathan withfrove vs, For who 
Fhils-b yg gure hope,oz oye, or crowne of · reioyfin- 
evare or yeitin ¥ fighteofoureL ORDE 
5 Cheiſt at bis commynge ? Nes ye are 

Sure prayſe and toye. 

The ill. Chapter. 
A SS Herfore — coulde no longer 
* forbe are, we thoughte it good to 
Adin ERD semayne ar BWebens alone zfenc 
Limochens oure brother and myntfter of 
Gov,ans ouse helper in F gofpell of Chriff, 
to ſtablyſh you and ro comfozte you in youre 
faith, chat noman ſhulde be moued in thefe 
troubles :( for ye youre flues Enowe, that 
we gre euen appoynted there vnto. And 
whan we were with you, we tolde you befo 
re chat we ſhulde ſuffre tribulacion euen as 
it is cometo paffe, as ye Enowe.) For this 
cauſe ſeynge J coulde no longer forbeare, J 
ſent. that 3 mighte haue knowlege of you- 
re faith, leſt happiy the tempter bad temp- 
ted you , and fut oure laboure bad bene in 
va ne. 

But now that Timotheus is come frõ 
you vnto vs, and bath fhewed vs of youre 

B faith andloue, zhow that yebaueallwaye 

good remembraunce of vs, deſyringe to fe vs 

Gs we alſo longe to ſe you: therfore bret hren 

we haue conſolacion in you in all oure trou⸗ 

Ble and neceſſite thozorw youre faith. Foz 

Now are we «lyne, yf ye ſtonde ſtedfaſt in F 

LORDE. For what rhankes can we recom⸗ 


to the Teſſalonians. 


pẽceto Godagayne for you, becanfe of this 
loye that we haue concern ynge you before 
oure Gods We prayeerceadinglydaye and 
nighte,thatwe mighte fe you pzefently, and 
fulfill chat which is iack ynge in yo faith. 
Godbimfelfe F father zg LORDE Jeſus 
Cheiſt gyde ourciourney vnto you.2ut the 
LORDE intcreace you,z make you flowe ouer 
inloue one cowarde another, and cowarde 
all men euen as we do towarde you)tbat yd 
hertes maye be fable and vnblameable in 
holynes before Godoure facher,acthe com 
mynge of oure LORDE Jeſus Chufé with 
all bis fayntes. 
The Ml. Chapter. 
S¥ Vrthermore we befete you brethren A 
% and erborte you inthe LORDE 
Jeſus, that ye increacemoze and mo 
re,enen as ye baue receaued of vs bow ye 
oughte to walte and to pleafe Goo. Foz 
yeEnowe what commaundementes we ga· 
ue you by oure LORDE Jeſus Chꝛiſt. Gor 
thisis che + will of God,cuent yourefanctifi Roma a 
engerpse ye ſhuide abſte yne from whodo- Ephes> 
me, J every one of you fyuldctnorwebow YTob.sd 
to tepe bis veffell in holynes and bonoure,z 'O%7* 
not in the luſt of concupifeence,vasthedey Romance 
thet which Enowe not God. And that no 
man goto farre, ner defraude bis bꝛother in 
bargayninge. For the LORDEis the auen- 
ger of allfoch chinges, as we haus ſayde 
teftified onto you apie tyme. Foz: God hath 
not called vs to vnclenneſſe, but onto boly- 
nes. « Hetherfore chat defpyfech, deſpyſeth Lucwob 
not man, but Goo, v which bath geuen bis 1-Cors.b 
holy fpzcte in to you. — 
But as touchinge brotherly lone, ye nede B 
not that J wryte visto you,* for ye youre fel toh se 
ues aretaught of Gov co loucone another: 
yee and that thinge ye do unto all the be, 
thrt, which arethorow ont all Macedonia. 
But we befete you brethren that ye increace 
yetmozcand more, and that ye ſtudy to be 
quyete, and to medle with youre awne buſy · 
neffe,*andeo woke with youre arone hades, 
as we commannded you,that yemaye wal- 
Ec bonefily towarbde the that are wit hout 
and that nothinge bela ynge vnto you. 
Wewolve not drethꝛen that ye ſhuide be 
ignoraunt concernynge them which are fat 
len a flepe, that ye ſorowe not as other do 
which haue no hope. Foz yf we beleue thas 
¶Jeſus dyed androſe agayne,enen (othe alfo 
which flepe by Fefus, fal God beynge with 
bim. Sozcbis we faye vnto you inthe worde 
ofthe LORDE,that wewhidylyneandare “Cort 
rema ynynge in the cõmynge of theLORDE, 


A320 € 
aTelisb 


Che firfe Epiſtle 
Matza.c Phalnotcome yerthey which flepe.. For the 
— Pe RDE pimplze hal come Soins tS bea 
p-Tef'z,a vert swith a ſhoute and voyce of $ Archan 
gell and with che trompe of God, andthe 
Deed in Chat [hal aryſe firfE: chen ſhal we 
which lyuc and rema yne be caught vp w 
them alſo in the cloudes to mete the LOR- 
DE in theayze, and fo ſhal we ever be with 
theL ORDE, Wherfore comfozte youre fel- 
hes one another with thefe wordes. 
The V. Chapter. 
a3 Deofy¥ cymes and ſeaſons (brethrẽ) 
B it is no nede to wryce vnto you. For 
i ye youre flues Enozve perfectly, that 
Mata, a “the dayeof the LORDE ſhal comeenenas 
aresb a@thefe inthe nighte. Sorwhan they [bal 
Apocaa faye:Culh,Ieis peace, thereis nodaunger, 
stereyy.b otben ſhali foden deftruccion come vps che, 
no" enen as the payne of a woman tranaylinge 
with childe, and chey ſhal not efcape. But 
ye bꝛethren are not in darknes, that that 
Daye ſhulde come on you asa thefe. peare 
allcogetber childzen of lighte, andchilozer 
Oftbe Daye. We are not of the night, nether 
ofvartneffe. 

« Therfore let vs not flepe as do other, 
—— vs — —— they coer 

e in thenighte: and they that be 
———— dronken in che nighte. But let 
vs which are of che daye, be ſober, armed wb 
the breſtplate of faith andloue, and with > 
Helmet of hopeto faluacton, 

MB Jor Govbach noe appoynted vs vnto 
wrath, but to opta yne faluacion by $ mea- 
nes of oure LORDE Jefis Chriſt whic dyed 

02 vs : that whether we wate or flepe, we 

ulde lyue together with bins . YOberfore 
comforte youre felues together, and edifye 
one anotber,enen as yedo. 

We befeke you brethren,* that ye tnowe 
them whichlaboure amonge you, and bane 
the ouerſighte of youin the L ORDE, and ge 
ue yon erbeztacion,that ye bauecbé the mo 
re tn lowe for their workes fate and be at pee 
cewith chem. We defyze you brethrẽ, warne 
them that are unruly, cS forte che feble myn 
Ded, forbeare the weake,be pacient rowarde 
all nien. · Se that none recompence euell for 


Romyb 


Galea 
1Tims.c 


Matse  eyell nto eny mart : but ever folowe that 
whichis good, both amõge youre felues and 
to all men. 

Ephe.sb 


alltbinges betbant full: for this is the wyll 
1Coig.d OF Godins Chrft Fefa torvarde you.Onedy 

not yf fpzere:defpyfe not propbeciéges:p29- 
neallcbiges,z kepe $ which is goed. Abftay 
ne frõ all ſuſpicious thinges. The very God 


Reioyfe alwaye chi contynually, in 


to che Leffalonians, Bore, 


Of peace fanctifye you thozow out. And J 

raye God,that youre whole ſprete, foulez 
— be kepte blameles vnto y cõmynge of 
oure LORDE Fefus Chꝛiſt. Fait hfull ĩs be 
which bath called you, which wil alſo doit. 1.Cor.ra 
Brethzert,praye for vs. Gꝛete all the bretheẽ Ad 10.b 
sith an boly kyſſe. charge youby ¥ LOR 
DE, that this epiftle be red vnto all * boly 
brethren. · The grace ofoureLORDE Je 
ſus Chzft be with you, Amen. 


Che furſt Epiſtle coche Teſſaloni 
» ideal — 


She feconde 
Epiſtle of che Apoſtle S. 


Paul to the Teſſalonians. 


Tbe ſummeẽ of chis epiſtle. 
bap. t Be thanFeth God fez thete faitty 
aud love, and prayerh for the increafe of the 
Hes 


fam 
Chap. u. Be fhewerh them that the daye of 
the LORDEfpal not come,till rhe departinges 
fed the faith come firft: and therfore he erhoa 
fet rhem not to be difecaued , but to ftonva 
Reofate in the thinges that be bath taughe 
enn 
Chap. m1. e deſy reth them to praye for him 
Rinatthe oe maye — —— ree thé 
warnynge ro reproue the ydie and yf they wih 
not laboure with their banvessthat they foab 
not eate. 


The firſt Chapter. 

AXand Siluanus a 
ey and Timotheus. 

To the congrega- 
gi cion of ¥ Teffalomas 
Ge ssexy 19 God oure father and 


ate sb 


: Grace be with you, 
and peace from God oure father,and frons 
the LORDE Jeſus Chꝛiſt. 

Weare boundeto chante God allwayes 
for you brethien, as it is mete: becaufe that 
youre faith groweth erceadingly, andtbe 
loue ofenery one of you increafetbrowarde 
another amõge youre felues, ſo that we oure 
felues mate onre boaſt of youcin the congre 
gacions of God) of youre paciẽce and faith 
tnall youre perfecucions and troubles thas 
ye ſuffte, which is acoten of therighteous 
iudgment of God,that ye are counted wor 
thy of the kyngdome of God, foz the wbhidy 
ye alfo fuffre. 

Soꝛit ie a righteous chinge wish Gov, 


Dhe ij. Epiſtle 
torecSpence tribulacion vnto thé ỹtrouble 
you: but vnto you which are troubled, reſt 
with vs,.whache LORDE Jeſus ſhal ſhewe 
bimfilfe from beauen, with che angels of 
bis power, and with flammynge* fyze, to 
Gene vengeaũce onto them that knowe not 
God,*and to them that obeye not the Gof- 

ell of oure LORDE Jeſus Chzf—.*YObid> 
Pathe unyſhed with euerlaſtinge damna⸗ 
eion,* from ¥ pzefence of theLORDE, and 
from the glory of bis power, whan be ſhal 
come co be glozified in bis fayntes,andeo be 
comemarnelous in all chem that belene:be- 
caufe ye bauc belened oure teftimony onto 
yor of the fame daye. · Wher fore we praye 
allroayes for you, that oure ‘Hod mate you 
aorthy of ¥ callynge, and fulfill all delecta 
cion of goodnes, and the worke of faith in 
porver,chat ¥ nameof oureL ORDE Jeſus 
Chriſt maye be pꝛrayſed in you,and ye in bins, 
acordinge tothe grace of oure Gov, and of 
the LORDE Sefiss Chriſt. 
TChell. Chapter. 
a RS E befete you bꝛet hꝛren by the com⸗ 

SYS mynge of LOR DE Jeſus Chz-ff, 

Aw? andin chat we ſhal affemble vnto 
bim.chat ye be not fovenly moned frd youre 
mynde,and be nottroubled, nether by fpzere, 
nether by wordes, nev yet by leccer, whic 

Phulve femeco be fent from vs, as though y 

Daye of Chufé were at hande. Let noman 

difceauc you by eny meanes. Forthe LOR- 
Danse DEcommeth not, ercepte the *departynge 
uTim4-2 come firft, andthat that Man of fynne be 

opened, euen che fonne of perdicion, which 

is an aduerjary, and is exalted aboue all 5 

is called God oz Gods feruyce, (o that be 
1Corsh Fyeterh as Godin the «temple of God,.and 

"© boaſteth bimfelfero be Good. 

Remembreyenoe, that whan I was yet 
with you, J tolde you theſe chinges ? And 
now ye knodoe what witholdeth it, euẽ tbat 

tohae i¢ mighte be veteredat his tyme .(* For the 
myftery of the iniquyte worketh allready, 

tyll be whic) now onely letteth, be cake out 

DB ofthe waye.) And then ſhal that wikedbe 


Mat24¢ 
and 25.¢ 
a.Petz.a 


Rom.2.a 
Sap.s. 


Efaz.b 


bl ies ‘vttered, » whom the LORDE [hal cofime 
Daned with ¥ ſprete of bis mouth, z [hal deftroye 


with the appearannce of bis commynge: 

oe even bim, whofe commynge isafter the woz 
M32 kynge of Gatban + with all lyenge power, 
Matz4-b b and ſignes and wonders, and with all decea 
uablenes of vnrighteouſnes amonge them 

that periſhe, becauſe they receaued not the 

loue of y trueth, that they might haue bene 

Zachsa faucd.* Cherfore ſhal God ferderhem ſtrs 
ge deluſion, that rhe y ulde beleuelyes, > 


to che Teſſalonians. 


all they might be dãned, which beleued not 
the tructh, but bad pleaſure is vnrighte⸗ 
ouſnes. 

Dut we are bounde to gene thankes all- 
waye onto God foz you, brethren be loued of 
the LORDE, becaufe that God bath from 
the begysmynge choͤſen you to faluacionin 
the fanctifienge of the ſprete and in beleuyn 
ge of tchetruech , wheronto be bach called 
youby oure Gofpell,to opta ynethe glory of 
oureL ORDE Jeſus Chꝛiſt. 

Ther fore biethzert fEonde faſt, and bepe 
the ozdinaunces which ye bauclerned, wbe- 
therit were by oure pzeachinge oz by epiſtle. 

But oure LORDE Yefus Cheiſt himſelfe, 
and God oure father which bath loued vs 
and gener vs encrlaftinge confolacion, and 
& 900d hope thozow grace, comfozte youre 
berces ,and ſtablyſh you in all doctryne z 
good doynge. 

The ll. Chapter. 

SY Orebermore brethren · praye for vs, A 
that the worde of God maye have Mared 
fre paffaze and be glozified as itis Ephes.c 

with you, and that we maye be deiyuered ©** 
from wnreafonableand euell mẽ. · For faith toh.ce 
is not enery mas. But the LORDE is faich- 

full, which fhal ſtablyſhe you and Fepe you 

front euell.We bane confidencein the LOR- 

DEto you warbve, that yeboth do and wyll 

do that which wecomaunde you.CheL OR 
DEgybve yourebertes vnto the loue of Goo 

and — of Chꝛriſt. 

+ Dut werequyze you bret hren in the na· .Cors.b 
me of oure LORDE Jeſus Cheiſt, chat ye 
wit hoͤra we youre felues fromencry brother 
that waltech inordinatly, and not after the 
inftitucton which he receaued of vs. Foz ye 
yO felues Enowe, how ye oughte to folowe 
vs: for we behaued not dure felues inordinat 
ly amonge you, nether tole we bred of eny 
man for naugbte* but woughtrd laboure 
and trauayle night and daye, lefE we ſhulde 
be chargeableto eny of you. Not but that 
we bad auctorite, but to geue oure ſelues 
fozan enfample onto you to folowe vs. And 
whan we were you, this we warned you 
of chat yftbere were eny which wolde not 
xworte, ¥ fame ſhulde not cate. For we beare 
faye,chatthere are fome which walteamon 
ge youinozdinatly, and woke not at all, but 
are bufy bodies.* But them that arefoche, +Tel-4b 
we commaundeand exhorte by pure LORDE 
Jeſus Chriſt, tharthey wore with quyct- 
hes,and eate their arone bied- 

Clenertheles bietbzer, « be not ye weery catc.a 
Of well Doynge. * Bur yf eny man obey noe v2 toh 


Khe firfe Epiſtle 
oure ſayenges, ſende vs worde ofbim by a 
letter, and haue not hinge todo with him, F 
be maye be afhamed. et counte him not as 
an encmye, but warne bim as a brorber. 

Tbe very LORDE of peace gene you 
peace allwayes by all meanes. 
TheL ORD Ebewith you 
all. Che ſalutacion of 
me paul with 
myne aw⸗ 


ne 
bande: This is 
the token in all epiſtles So 
Iwꝛryte, Che grace of oureL ORDE 
Jeſus Chriſt be with you all. Amen. 


Sentfrons Athens. 


Thefirſt Spiſt 


le ofche Apoſtle S. Paul 


to Timothy. 
The ſumme of this epiſtle. 


apt. Beerhorteth Timothy to wayte vps 
* Ite officesteamely.to fethat notbigeberaugh- 
rebut Gods worde cc. He foewervalfowher- 
fore the lawe is good, and tellerly rhefe fivete 
and glad cidinges, that Chat Fefus camein 
— —— — 
felfe. 


. he He erhorteth to praye foz all] men. 
chap, will nor have wemen to be ouer coftly 
arayed,ner totead) in thecongregacion, but 
tobeinfylence,and obeye their bugbandes. 
ap. UI. — Whatmaner of mana byßhpppe oꝛ 
(preft ought tobe, andwhat condicions bis wi 
feandchilozenfouldehaue Theproperties al 
Pp — ing deacon or myniſter and tu bis 
wife. 


Shap. 


anderborteth Timothy tothe oiligét readyn 
geof the holy feripture. 


p. V- He teacheth him how he fhalbeha- 
‘nebimfelfein rebutyngealldegrees An ordre 
concernyngemyddowes. 


Chap. vi The dutye of fernauntes towarde 
theic mafters. 2Agaynft foc) as are not fatif- 
fied with the worde of God, IAgaynft cuve touſ 
wes, A good leffon for riche men. 


» TT. Beprophecieth of thelatter dayes. 


vnto Timothy. No. ret. 


The firſt Chapter. 


A firs Chriſt acoꝛdingẽ co 
YW ches commaundement 
y og | Of God oure Sauiou⸗ 
Gee) teand of the LORDE 
DJeſus Chꝛiſt whidy is 
oure hope. 

Vnto Timothy my 
naturall ſonne in the faith. 

Grace, mercy, and peace from God oure 
father, and oure OR DE Jeſus Chꝛriſt. 

As J beſoughte ¥ co abyde ſtill ac Ephe 
firs (« whan Fj departed into LFacedonta) 
euẽ ſo do, that thou commaunde ome, thac 
they teach mone ot her wyſe, nether geuc be 
deto fables and genealogies, which areend- 
leffe, and brede doutes mozethen govly edi- 
fyenge, whidyis by faith.. For ¥ chefe fim- 
me of the commaundement is loue of a pu- 
re bert,and ofa good cõſcience, andof faith 
wn fayned.§rom the which fome baneerred, 
zbauecurned vnto vayne iangelynge, wyl · 
linge to be doctours of the ſeripture, and 
wnderftonde not what they (peate, nether 
wherof they affirme. 

«Dut we knowe that the lawe ts good, 
yf oman vſe it laufuliy, vnderſtsdingẽ eis, 
that thelaweis not geuen vnto the righte 
ous, butte the vnrightcous z difhobedient, 
to the vngodly zto ſynners, tothe onbolyz 
oncleanc,to murtburers of fathers and mur 
thurers ofmocbers,tomanflayers,to who- 
remongers, + to thé chat defyle them ſelues 
with manEynde,to menftealers,tolyars, to 
periured,z fo forth yfebere beeny other chin 
ge is cõtrar y to ¥ wholfemedoctryne,acoz 
dinge to F Soſpeil of * glory of che bleſſed 
God, whic (Goſpellis cðmytted vnto me. 

AndF chanke Chriſt efits ¢LORDE, 
which bath mademeftrdge, for becounted 
me faichfull, z putmein office, wba before 
‘J was a blafpbemer,* za perfecuter,z a ty- 
raunt: but J optayncd mercy, becaufe J dyd 
it ignorauntly in vnbeleue. Neuertheles the 
grace ofẽ LORDE was mozeabadaunttho 
tow ¥ faith zlouc which is in€! Ae Jeſu. 

a 


Aul ars Apoféle of Fe- 4 


Act·⸗. b 


aTefa.a 


Aigo. 


2.Timac 
Titsb 


Rom.3.b 
Gal.c.a 


B 
Rom-7.b 
Gal.s.c 


Romid 


Adon 
Galab 


The firſt Epiſtle 


CL Forthisisa true ſa yenge, and by all mea 
Marob ses worthyto be receaued,* that Chriſt Je 
Tohs<  firscameinto F worlde tofauefynners, oF 
rehome J am chefe. Notwithſtondynge for 
this canfe optayned J mercy, that Jeſus 
Chriſt mighte pryncipall y fhewein me all 
longe pacierice, to the enfample of chent 
which hhulde belene in him vnt oeternail [t- 
fe.Sothen vnto God kynge euerlaftinge, 
immort all and «invifible, and wyſe oncly, 
be bonoure and prayſe for ever and ener 
Amen. 

This commaundement commytte J vit- 
to the( my ſonne Timotheus) acordinge to 
¥ prophecies which in tyme paſt were pꝛo⸗ 

hected of che, chat thou in chem ſhuideſt 

Fisbee a goodfigbte, hauynge faith z good 

confcience, which ſome baue put awaye frd 

them,and as concernynge faith haue made 

2.Timab Phypwzrate:ofrobofenombicis+ Aymeneos 

stim 4-b and · Alexander, whom J hauedelyucred 

Cons onto Sachan,that they might be caught, 
nomoreto blaſpheme. 

Thell. Chapter. 

Exhoꝛte — aboue all thin ⸗ 

ges pꝛayers, ſupplicacions, interceſ 

1 fions and geuynge oftbates be had 
Tererob Foz all mens for Eynges, and for alltbat are 
Bac. in aucrozite, that we mayelyne a quycte Z 
peaceable life in all godlynes and boneftic. 
Sorrbat ts good and acceptedin F fighte 
of God oure Sanioure, which wil bane all 
men faned, and to come vnto the knowlege 
of ¥ trueth. For there is one God,and+ one 
mediatour betwene God and mes, (namely) 
the man Chriſt Jeſus, which gaue him felfe 
@ raunfome for all nen, that at bis tyme te 
Roma ſhulde be preached, where vnto Jam o2dey 
+Tima-b jen a preacher z an Apoftle(F tell F trueth 

in Chꝛiſt and lye not)a teacher of the Heythẽ 
in faith and in the trueth. 

BAxil ther foꝛe that men praye. in all pla- 
Tohac ces, lifringe vp pure haves without wrath 
Tics.a 92 Dowtynge. + Likewyfé alfo the wemen, 
1Pesa that chey araye them ſelues in comly appa 

rell with ſhamfaſtnes and difercte bebaues , 
not with broyded beer, or golde,o2 perles, oz 
coftly araye:but with foch as it becommeth 
wemẽ that profeffe godlynes thozow good 
1.C0.14-€ wortes.« Lettbe womanlerne in fyléce with 
all ſubieccion. 3 ſuffre not a womã to teach 
ner to haue aũctorite ouer the man, but for 
to be in ſylence. For Adam was firſt formed, 
and thẽ Eue: Adam alſo was not difceaued, 
but the women wes diſceaued, and bath 
brought in the trãſgreſſion. Notwitſtond yn 
Se thorow bearynge of childzen ſhe ſhalbe 


Col.ub 


A 


Heb,9.¢ 


Gens.c 
Bphe.s.c 


vnto Timothy. 


ſaued, yf ſhe cont ynue in faith and in loue 
inthe fanctifyenge with diſcrecion. 
The il. Chapter. 


¢ His is a true ſayẽger NF a mã covet oy 
BI ; ¥ office ofa Bißhoppe, he vefyrech 
& & Food woke, Bur a Bißhoppe 
muft be blameleffe, « the hußbãde of one wi Leuianb 
fe fober, diſcrete manerly, barberous,« apte — 
toteach: Not geuen to moch wyne, no figh i 
ter,not geuen to filthy lucre: but gentle, ab- ‘ 
horr ynge ſtryfe, abbozrynge couctoufires :z 
one thatruleth bis awne boule honefily, ba 
nynge obedient childzen with all honeſt ye. 
(Bue yfa man cannot rule bis owne houfe, 
bow ſhal be care for the congregacion of 
Gods) He mayenot be a ySge feolar, lef—Ebe 
be puft vp, and fall into the indgment of F 
euellfpeater.e muſt alfo haue a good repoz 
te of them which are wichout, left be fall in 
to the rebuke and firare of che enell fpeater. 
Likerwoyfe muſt the «mynifters be Boneft, Bb 
not double tonged,not genes to moc wyne, Actog 
nether onto fyltbic lucre, but hauynge the 
miyftery of fatch in pure conſcience And let 
them firſt be pzoucd, and then let them my⸗ 
nifter, yf they be blameleſſe. 
Euen ſo muſt their wyues be honeff, not 
euell fpeaters, but fober and faithfuli in all 
thinges.Let the myniffers be,enery one the 
hußdãde of one wyfe,and foch as rule cheir 
childzert well, and their orone houſholdes. 
* Sortheycharmynifter well, gee them fel- Math 
NES a Good degree and greatclibeetyein the *>¢ 
faith which is in Chriſt Jeſu. 
Thefechinges weyte J vnto the, truſtin 
ge ſhortly to come vnto the: but yf Feary 
lSge,chacthentbhou mayeſt yet haue Enow- 
lege, bow thou oughteſt to bebaue thy felfe 
in Gods houſe, which is che congregacion 
ofthe lyuynge Goo, the piler and grounde 
of truechr andiwithontnaye, greatẽ is chat 
myſtery of godlynes. · Sod was ſhewed int loh. i. b 
the ficfh:was iuſtified in the fpzere:* was ſe Luca.b 
ne of angels : was preached onto the dey Fphesb 
then:was belened on in the worldes* was re Phil.za 
ceaued vp in glozy. 


The lll. Chaprer. 

Se ſyꝛete fpeaterh enydently, thae a 

in y latter cymes fome fhal + depar- >-Timsa 
as tefromtbe faith,and fal geue hede j5t32 
vnto ſpretes of erronre,and deuelifh doctry- +z.Teilsa 
nes, of chem which [peate fall thorow ypo 
cryſie, and bane their cOfcience marked with 
an whote yron, forbyddinge to mary, and 
cõmaundynge to abſtayne fed the meates, 


Dhe firſt Epifele 
which God bath created to bereceaned 
geuynge thankes of chem which belene and 
Gena.d_ knowe the trueth.* For euery creature o 
poe God is good, and nochinge to be refused, 
to is receaned with thantelgenynge: for itis 
fanctifyed by the worde of God and prayer. 
Rf thou fhale pucthe brethren inrement- 
braunce of thefe chinges, thou ſhalt be « 
Hood myniſter of Jeſũ Cheiſt, · which haſt 
rim..b bene noriſhed vp in the wordes of faith and 
of Jooddoctryne, which thou haſt folowed 
Hive to. ty 
, «As for vngooftly and olde wyueſh fa⸗ 
— bles, caſt them ãwaye, but prea A 
TMD onco godlynes. For bodely exercyfe pzofy- 
teth litle, but godlynes is profycable vnto 
allebingces, asa thinge which bath promy 
fes of chelife that is now, and oͤfthe life foz 
tocome. TC bis ts a ſure fayenge,z of all par- 
tes wortby to bereceaucd. For therfore we 
Taboureand ſuffte rebuke, becauje we hope 
in the lyuynge God, whichis che Sauioure 
of all men, but [pecially of thoſe that beleue. 
Soch chinges commaunde thou and teach. 


Titzb *Letnomandefpyley youth,+ bur be thou 

*Tit2.a vnto them that beleve,an enfample,in wor · 

#PESA Og in cõuerſacion, in loue, in ¥ [pzete,in faith, 
in pureneſſe. 

Geue attendaunce to readynge, to exhor 
tacion, to doctryne, vnt yll I come. Benot 
necligent in the gifte that is geuen the t ho⸗ 

A&s.a_ row prophecye,« with layége on of che han 
ands-b ges of the Elders. Chelé chingeserercyfe, 


and geue thy felfe vnto them, that thine in- 

creace maye be manifeſt onto euery mar. 
Tate hede vntothy feife,andtolearnynge, 
cõt ynue in thefechinges. Foz yf thou odo, 
thor ſhalt ſaue thy ſelfe, andthem that hea 

rethe. 
The V. Chapter. 

a4 M bute not an Elder, but exhorte 
bimasa father: and the ySgermen 
SO) as bierbremiehe elder wemen as mo- 
thers: the younger as fifters with all purenes. 
Hong wedowes, which aretruc wedowes. 
Uf eny wedowe bane chilozen or neves, let 
them lerne firfé to rule their arone boufes 
godly, and co recompence their elders. Foz 
Yis Good zacceptable before God. · But fhe 

luczf rhatis «right wedowe, z defolate,pucterh 
Corr Hix eruſt in Gov, cõt ynueth in prayer and 
jupplicacionnighte and daye. But fhe that 
iyneth in pleafisres, is deed, euen yet & lyue. 

And chefe chinges commaunde, that they 

Galo-b Maye be without blame.* But yf chere be 
eny man that pronydeth HOt foz bis acone, 
and [pecially for them of bis houßholde, the 


vnco Timochy. Aro. xcij. 
fame bach denyed che faith, and«is worſe 1Petad 
chenaninfydele. 
Let no wedowe be chofen wnderth:efco S 
ve yeareolde,and ſoch onc as was $ wife of 
one man, and well reported of in good woz 
Ees, yf fle bauc brought vp childzen well, yf 
fhe baue bene *barberous,yf [lye bauewafe . bet. a. b 
fhedebefayntes fece, yf ſhe haue myniftred 
vnto che which were in aduerfite, yf [ye we- 
re continually geuen to all maner of good 
workes. But ¥ yonger wedorwes refuſe. Foz 
whan they baue begonne to ware wanton 
agaynſt Chafé, cher wil cheymary,bauyn- 
getheirdamnacion, becaufe they haue bro 
£2 y firft fateh. Beſydes this they are ydell, 
and lerne to runne aboute frõ houſe to hou- 
ſe. Not onely arechey ydell, bre alſo tryflin Tie a.a 
ge ⁊ buſybodies, ſpeak ynge thinges which 
are uot comly. 
D wil therfore that the yonger wemen Cort.⸗. a 
mary, bearechildzen, gydethe houſe, to geue 
¥ aduerfary no occaſtonto fpeate evell. Foz 
ſome areturned bac allready after Sacha. 
Mfeny man oz woman chat beleneth bane 
qwedores, lee them mate prouyfion forthẽ, 
and lec noe the congregacionbe charged: 
that they which are righte wedowes,maye 
haue ynough. 
The Elders chat rule well,are worthy of © 
double honoure, moſt (pecially they which 
laboure in che worde z in teachinge. For > 
ſeripture fayeth:sChou ſhalt not moſell the Deutzs.a 
mouth of ore Itre aderh ont F come Anor Sor· ⸗b 
The labourer is worthy of his rewarde. *Maci0.a 
Agaynſt an Elder receaue none accuſa beut. ¢ 
cion, but vnder two or thre wit neſſes. ThE 
that ſynne rebube in the preſence of all, that 
other alfo maye feare. 
‘F teftifye before God and the LORDE 
Felis Chefé,and ¥ electe angels, that thou 
obferuc theſe chinges without haiſtie indg- 
ment. and do nocbinge parcially. Laye bow 
des fovenly on no me, nether bepartater of 
other més fynnes. Kepe ¥ felfepure.+ Deyn Ecclis.d 
ke no lenger water, but vſe a litle wyne for y 
ſtomackes fate,and becauſe chou art ofc ty- 
mes ficFe. Some més ſynnes areopé,fo that 
theymayebe indged afore hande: but ſome 
mens ({ynnes) ſhal be manifeſt berafter. Li 
Eewyfe alfo good workes are manifeſt afore 
Have: and they that are other wyſẽ can noe 
be hyd. 
The Vi. Chapter. 
ay sEtas many ſeruauntes as are vn· A 
f 2 der the yocFe, counte their maftcrs 
<) wortby ofall bononre, that che na⸗ 
me of Gov andbis doctrine be soc enell ſpo 
Qh yg 


The fire Epiſtle 
Een of. Se that they which auc belesynge 
meafters, defpyle them not becanfé they are 
brethrẽ but rather do ſeruyce, for fomod as 
ebeyare belenynge,and beloued, and parta 
fers of che benefice. 

Thefe chinges teach and erborte. Nfeny 
mã teach othermyfe, andagreeth noc onto 
the wholfome wordes of oure LOR DETJe- 
ſus Chriſt and to the doctryncof godlynes, 
be is puft vp, and Enowerb nochinge. but 
wayſteth bis bra yne abouce queftions and 
firynynges of wordes: · wherof ſprynge en- 
vye ſtryfe, raylin ges, euell farm yjinges, vay 
ne Difpatacids of ſoch men as haue corru⸗ 
o.Tefiab ce myndes,* and are robbed of chetrueth, 

which thynte that godlynes is lucre: From 
Sſoch ſeparate thy (elfe. Sowbeit it is grea- 
Proasb re avaũtage, who ſo is godly · and boldech 
Hebs.a him content with that be bath. + Foz we 
sobs bronghte nothinge into the woulde, cher fo- 
reisit a playne cafe p we can cary noͤt hin · 
Eccliz.d ge out. LOban we bane fode and rayment, 
*Pro.az.a Let v6 therwith be content. « For they thac 
Matus wylbe riche, fall into the tépracion and ſna 
re, and in to many foliß he z noyſome luſtes, 
which dꝛowne men in deſtruccion and dam⸗ 
nacion. For Couetouſnes is the rote of all 
euell whidy whyle fomelufted after,chey er- 
red from the faith,and rangled them felues 
with many ſorowes. 
€ «Butchouman of Gor, flye ſoche thin- 
aTimac ges:folowe righteonines,godlynes, faith,lo 
Be, pacience,meEenes:fighte a good fighte of 
faithrlaye honde on erernall life, where mto 
thon art called, and bafé profeffed a good 
profeffion befoze many witneffes. 
iReg.2b J gene the charge before God, swhidy 
Aaize gquycPeneth allebinges,z before Felis Chriſt. 
which under Pontins pilate witneſſed a 
good witneſſynge. that chou bepe the com⸗ 
IMmaundement, without ſpot, vnreproueable 
vntyll che appearynge of onreL ORDE Je 
ſus Chriſt, which appearynge(at his tyme) 
be ſhaͤl ſhewe that is bleffed, and mightie 
Apoiz.c onely, «the kynge of all kynges, andLOR- 
andis-¢ DE ofalllordes:rebich onely bath immorta 
lite, and dwellech in a lighte, chat no man 
Tohi.b can attayne: · whom no man bath fene, ne- 
vtoh.4.b eber can fe. Onto whom be honoure and ent 
pyze everlaftinge, Amen. 

Charge thé which are riche in this worl 
be, that they be not proude, ner truſt in the 
vncertayne riches, bůt in the lyuynge God 
(which geueth ve abundauntly all thinges 
toenioye them : ) That chey do good: ebat 
they be rich in good workes: that chey gene 
Matec and diſtribute witha good wyll:gather yn 


Tits 


D 


vnto Timochy. 


ge vp treaſure ſor them ſelues, a good foun- 
Dacton, agaynſt y tyme to come, that they 
maye laye honde on eternalllife. 

®D Timothy, tepe that which is commit- 
ted vnto the, and avoyde wngoofily vayne 
wordes, and oppoficions of (cience falfly fo 
called, which wbhyle forme profeffed, they ba 
ne erred as concernynge the faith. Geace be 
with the, Amen. 


“weenie 


Pacaciana. 


Dhe ſeconde 
Epiſtle of che Apoſtle S. 


Paul to Timothy. 
The ſumme of this epiſtle. 


Chap. l. Paul erhorteth Timothy to ſted· 
faftneffe and pacience im perfecucton, andto 
continue in the Doctryne that he bad taught 
im. commendacion of Onefiphors. 

Chap. I. LiFe asin thefir(t daprer,fobere 
be exhorteth him to be conjtant in rrouble,to 
fuffremanty,and to bype faftin the wholfo- 
me doctrine of oure LOR DEFefus Chrijt- 

Chap. it. Se prophecieth of the pareious ty⸗ 
‘mes,fetteth ont ypocrires inthetr culours,tel 
Leth vs what they be within, for all their fay- 
re faces outwardly-Perfecucton for the gof- 

Chap. It. Beerhorteth Timothy tobe feruze 
in the wor de and to fuffre aduerfite: maFerly 


menfion of bisawne death,and byddeth Te 
mothy comeontobtm. 


The firf— Chapter. 


pzomes of ¥ life which 
Hi is in ChrifeGefis. 
eS Xo my Deare fonne 
3 'S Timotheus. 

= Grace, mercy, and 
peace fromGod the father and from Chriſt 
Jeſu oure LORDE, 

‘J thante God, «whome I ſerue fro my 
foredlders ina pure confeience, that with- 
out ceaffynge Jmate mencion of tbein my 
prayers nightanddaye: andlonge tofetbe 
Qvban J remembze thy teares ) ſo thar J 
ant fylled with 1oye, whan J call corement 
braunce the wnfayned faith that is in 
the, whidy dwelt firft in thy graunbdemo- 
ther Cois, and in chy morber Eunica: And 


a 


acta⸗ @ 
Philga 


Che i. Epiſtle 
amt affured, that it dwelleth ist ¥ alfo.YOber- 
fore warneche,that thon ſtere vp > gifte 
Of God which is in the by purtynge on of 
Boma.b My banves. * Fo: God bath not geuen vs 
the ſprete of feare,but of power,andoflouc, 
and oftight onderftondynge. 

+ DBenorthou aß hamed kher fore of y teſ 
timony of LORDE, nether of me,« wihich 
am bis pzefoner: bue fiffre thou aduerſite 
alfo the Gofpell,acordinge co the power 
Of God + which bath ſaued vs,andcalled vs 
with an bolycallynge: not acordinge to ou⸗ 
rededes, but acosdinge to his ownẽ purpoſe 
and grace, which was geuen vs in Chriſt Je 
fi before che tyme of tbe wourlde,bucis now 
declared openly by che appearynge of oure 
aCoris£ Sauioure Jeſu Chriſt. Which bath eaters 
Hebe Gaye ¥ power of death,and bach broughe 

life and immoztalice onto lighte, thorow 
*Rowa the Gofpell:-whervnto Jam appoynted & 
oTimaa pꝛeacher andan Apoftel, anda ceadver of 
the deythen: foz the whidy cauſe J alfo fuf- 
fre theſe chinges , nevertheles J ant noc 
aſhamed. Foz I Enowe whom J haue bele- 
ned, andam ſure that he is ableto tepe that 
which J baue commytted wnto bis kepyn · 
ge aga ynſt that vaye. 

4 C€  *Holvdeche after ¥ enfample ofthe whol 
@.Tims.b fome wordes, which thou beardeft of me, 
concernynge faith and loue in Chrifé Jeſu. 
This hye charge kepe chou thorow the holy 
Goof—, which dwelleth in vs. This thou 
Enoweft, that alltbey which are in Aſia be 
turned fro me, of which forte are Phigelus 
and dermogencs.Che LORDE geuemercy 
8.-Tim4.¢ vnto the boule of * Onefiphous: for he oft 
re freßhed me, andwasnot aßhamed ofmy 
cheyne: but whan be was at Rome «be 
Pughte me out very diligently, and founde 
me.CbeLORDE graunte onto bim,that be 
maye fynde mercy with theL ORDEin that 
Ddaye.2ind howmod) he myniféred vnto me 

at iEpheſus, thou Enoweft very well, 

Chel. 


Chapter. 

Hou therfore my fore, be ſtronge 

6 — * grace which io in Chat 
Jeſu. And what chinges chou haſt 
Titab herde of me by many witneffes, * thefame 
commytte chou wnto faithfull mer , whidy 

are apte to teach other. Thou therfore ſuf 

fre affliccton as a good foudyer off Jeſu 
Chriſt. No ma chat warrech,tangleth bin 

{elfe wich wordly bufyneffes, z thatbecaufé 
bewolve pleafe bim, which bath choſen bins 

tobe a foudyer. 2nd though aman firyue 

forza maftrye,yet is be norcrowned,ercepte 

1.Cor.b be ſtryne laufully. · Che hußbandman that 


S 
Rob 
Epheza 


Tita 


Matas.c 


vnco Kimochy. Ao. xciij. 
labouret h. muſt firſt entoye the fiutes. Con 
ſydꝛe what F jaye. TheL ORDE fhal gene 
the onderftondynge in all chinges. 

Remembiethat Jeſus Ehriſt beynge rof romaa 
the fede of Dauid roſe agayne frõ the deed, 
acowdyngeto my Gofpell, wherein J ſuffrẽ 
as an euell doer euen onto bandes: bue the 
worde of God is not bounde,* Therfore (uf Act ao.e 
fre J all for theelectes fates, thar they alſs Ephesa 
mighte optaynethe faluacton in Cheiſt Jee CMs 
ſu with eternal glory. 

_ Chis is a true fayenge:* Nf we be deed x B 
bim, we ſhal lyue with bim allo s+ Rfwe be Rome. 
pacient,we hal alfo raigne with him :* RF Rom.s. 
wedenye bim,be alfo ſhal denye vs: · Xfwe Lacie 
beleve not, yet abydech be faithful, be cat poms.a 
not denye himſelfe. Of theſe chinges put 
thou chemin remébzaunce, and teftifye be- 
foze che LOR DE, that theyſtryue not abou 
te worbdes, which is to no profit, but co per- 
werte the bearers, 

Stud y tofhewethy felfe onto Godalar 
dable workman, that nedeth not to be a| 
med deuydynge the worde of trueth iuſtiy. 
As for vngoofély and vayne caléynges, 
eſchue themẽ for they belpe mod to wngod- 
Tynes, and their worde fretteth as doth. 
canker: Of whofe nombreis * Hymencosz p.Timane 

bilerus, which as concernynge the trueth 
Eee erred, fayenge,that the refinrreccion is 
paft allready, and baue deftroyed the faith 
ofdyuerfe omnes, 

Bucy fare grounve of God ſtondeth faſt, C 
and bath tbis ſeale: · The LORDE Fnoweth toh. 
them that arebis,andleteuery mã that cal 
lech vpon the nameof Chriſt, departe front 
iniquyte. Not withftondynge « ine greate rom.g.¢ 
Houle are not onely veffels of golde and of 
Hluer, but alſo ofwod and ofearth:fome for 
honoure, and fome to diſhonoure. Buc yf a 
man pourge bimfelfe Tikes ſoch felowes, be 
Phalbe aveffell ſanctified vntobonoure,me- 
te for the LORDE, and prepared onto all 
good workes.* Fle chou the luſtes ofyouth, s-Tims.e 
but folowe righteouſnes, faith, loue,peace, 
with all them that call vpon the LORDE 
with pure bert.» 2s foz foliſh queftions and 1.7 
fechas teach not, put them frõ the: for chou +. 
Enoweft chat they do but gẽder ſtryfe. The 7; 
feruaunt of cheL ORDE ougbe not to firy- 
ue, but co be gentle vnto every man: apteto 1, Timsa 
teady,one that can forbeare theenell, one p 
cans with mebeneſſe en fourme them ỹ reſiſt: catea 
yf Sod at eny tyme wyl geue chem repen- 
taunce fozto knowe the trůeth, and co ture 
agayne from the ſnare of the deuell, which 
are holdenin preſon of bim at bis will. 

GQ ij 


Tim.aB 
its 


Dhe ij. Epiſtle 


a The Ml. Chapter. : 
VT chis fale chou knowe, thatin 
the laft da yes ſhal come parelous ty 
mes. Sor there ſhalbe mẽ which ſhal 

holde of thẽ félues, couet ous boaſters pꝛou 
de, curſed ſpeabers, diſhobedient to their el- 
ders vnchank fill vngooſtly, vnk ynde, truce 
breaters,falfe accuſers ryat ours, fearce deſ⸗ 
pyſers of them which are good, traytours, 
beady, byemynded,gredy vpon voluptuouſ 
nes morethen the loners of God, hanynges 
oyne off godly Lynynge, bur denyenge the 
power cherof. 2nd ſoch avoyde. * Of tbis 
fortearethey which rine frd houſe to boule, 
zbryngein cobondage wemẽ lade xb ſhynne: 
whichẽ wemen) are led with dyuerſe luſtes, 
euer lernynge, and are neuer able to come vn 
torbetnowlege of thetructh. 

+ Buthiteas Jamnes and Iãbres with- 
ſtode Moſes. euen ſo do theſe alfo reſiſt the 
tructh:mé they are of coꝛrupte myndes,and 
lewde as cOcernynge > faith:but they ſhal 

rerrayle no longer. Fort heit foliſhnes ſhal 
e manifeſt vnto all men, as theirs was. 

But thou haſt fene che experience of my 
boceryne,my faßhion oflynynge,my purpo- 
femy faich, mylongfafferynge, myloue, my 
pacience, my perfecucions, my affliccions, 
A&.a whic) happened vnto me* at Antioche, at 
— —— ⏑⏑ ⏑ perfecucions J 
HCL juffredpaciently, and fromthẽ all che LOR 
xecclia.a DE del yuered mex Mecandall the yt hat wil 
Plalsxe Lyne godlyin Chriſt Jeſu muſt ſuffre perfe- 
cucion .ut the evell men and diſceauers 
foal ware wore and wore, diſceauynge and 

ynge diſceaued. 

But cont ynue thou in the thinges that 
thou haſt lerned, which alſo were comyrted 
wntotbe,feynge thou tnorweft of whs thou 
Daft learned them, 2nd for ſo moch as thou 
haſt tnovone boly feripeure ofa childe, the 
fameis able tomate ¥ wyſe vntofaluacion 
aPettd thozow the faith in Chriſt Fefis.~ Foz all 
feripture geuẽ by infpiracion of Sod is pzo- 
fitable totcach, to impzoue,to amende, and 
toinfirucce inrighteoufies, thataman off 
God maye be perfecte, and prepared vnto 
all good workes. 

The il. Chapter. 
Teſtifye ther fore before God z befo 
€ reche L ORDE efx Chift,whicy 
J, fhal come to iudgẽ thelynynge and 
thedced, at bis appearyngein bis Eyngdo- 
me: pꝛeach thou the worde, be fervent, be it 
in feafon oz ont of feafon: Improue rebute. 
exhorte with all longe fafferynge and doc- 
tryne. For che tyme wil come, whan they 


stim.4.a 
a Pees 
tude 


Tita 


Exod,7-b 


a-Tima.c 


a 


vnto Timothy. 


al not ſuffre wholſome doctryne, but af- 
Be their arene luftes foal they (whofe cares 
stche) get them an beape of teachers, and 
[hal turne their eaves front the tructh, and 
[halbe geuen vnto fables. But ward chow 
in all chinges, fuffre aduerfite, dotheworte 
of a preacher of che Gofpell, fulfyll chine offt 
cevnto the vttemoſt. 

= §o2 Jamnow ready cobe offered, and 2-Petne 
the tyme ofmy departingeis at bonde.F ba 
ue foughte a good fighte: J haue fulfylled 
thecourfé:3 haue kepte the faith. Fromben B 
ce forth there is layed vp for me a · crowne 
ofrighteouſnes, which the LORDEtherigh r. 
teous iudge ſhai geue mein ỹp da ye: Hoͤrobeit 
not vnto me onely, but vnto all them that 
loue bis cõmynge. Mabe ſpede to come vn· 
tome atonce. 

Sor »Demas hath lefte me and loueth Sots 
this prefent worlde, and is departed vnts Pls 
Teffalonica , Crefcens in to Galacia, Ci- 
tus vnto Dalmacia, Oncly Lucas ts with 
me. Cake · Marbe, zbzynge him with che: Cola 
for bets profitable onto metothe myniftre 
cion. Tichicus hane J ſentto Epheſus. The 
cloke that J lefte at Troada with Carpus 
brynge with the whan thou comm̃ eſt: and 
thebotes, but [pecially che parchemẽt. · A⸗ 
lexãder the copperſmyth dyd me mod) euell, 
theL ORDE rewarbde bim acozdynge to bis 
dedes, of whom be thouware alfo. For be 
wit hſtode oure wordes fore, 

In my firEanfiveryngeno man aſſ ſted C 
me, but all forſole me. praye God that it 
be not layed to their charges. Motwitſton⸗ 
dynge the LORDBEſtode byme,z ſtrẽ gthed 
me, that bymethe preachinge ſhulde be fil- 
fylled co the vtte moſt. and chat all che Hey 
thé ſhulde heare. And J was delyuercd out 
of the mouth of thelyon.2ind the LORDE 
feet Delyuer me from all encll doynge, and 

al Eepeme onto bis heauenly kyngdome. 
Co whom be pꝛayſe for ever and ener, Amen. 

Salute Priſca and* — — houß 
holde of Gneſiphorus. Eraſtus abode ac Fe 
Torint hum· Bue* Trophimus left J ſicke 
at Miletũ. Mate ſpede to come before ir yn 
ter.Eubolus,and pudens,and Linus, and 
Clandia,and allebe brethzen ſalute the. The 
LORDE Jeſus Chrift be with thy fprete. Gra 
ce be with you, Amen. 


ating 


The feconde epifile vnto Timothy, 
wrytten from Rome.whs pant 
was pieferrted the conde 
tyme before theEmpe 

roure Nero. 


he Epifele 


She L piftle of 


oF che Apoſtle GS, Paul 


The ſumme of chis epifile, 

Chap. n Paul exhoꝛteth Titus ro oxdene 
pꝛreſtes oz bifhoppes in euery cite. declaretly 
whatmaner of menthey ought roberhat are 
chofento that office,and chargeth Titus tore 
buke fod) as withftonve the gofpell. 

Chap. I. Zerelleth himhowhefpal tead all 
Degreesto behaue them felues. 

Chap. ul. Of obediencetofody as beinaucto 


xite-Ze warneth Titus robewaree of foolifly 
and unprofitable quejtions. 


B off Jeſus Chuft, « to 
— ich 
EF fk 


— 
=A lynes, vpon the hope 


Roms® ofecernalllife:wwhic) God-ebat can notlye 
bath promyſed before thetymes of che worl 
de: butat bis cyme bath opened bis worde 
thorow preachinge, which is commytted 
vnto me acordinge to the commaundemẽt 
of God oure Sauoure. 

* Onto Titus my naturall ſonne after y 
comen faith. 

Grace,mercy,and peace from God the fe 
ther, and fiS che *L OR DE Jeſu Chuftoure 
Sauioure. 

Foꝛ this cauſe lefe J the in Creta, chat 
thou ſhuldeſt perfourme that which was 
lack ynge, and ſhůldeſt ordeyne Elders in 
euerycite,as Jappoynted * Afeny be bl 
meleſſe the hũßbande of one wife, hauynge 

th faith full dpilozen, whic) arenorflaundied 
ie of ryote,netber are diſhobedient. · Fora Biſ 
Leuito.¢ hoppe muſt be blamcleffe,as the · ſtewarde 
Ephesb of Goͤdenot wylfull not angrye, not geuen 
vnto moch wyne, no fyghter, not gredye 


2.Cors.c 


Ephe.c 
Philaa 


vito Ditus. Xo. xei 


of filthye lucre: but harbarous, one that lo⸗ 
ueth goodnes,fober mynded,righteons,bo- 
Ty, temperate,and fod) one as cleneth onto 
the true worde of doctryne:tbat bemaye be 
able co erborte with wholfome lernyn Ge, Z 
to improue them that ſaye agaynſt it. 

So there are many diſhobedient, and C 
talkers of vanite, and difceauers of myndes: Aaa 
namely they of checirciicifion, whofe mou- 
thes muſt bẽ ſtoppedr· which peruerte who 3.Tim3q 
le bonfés , ceachinge thinges whid) chey 
ougbte not, becaufẽ of filtbye lucre. One of 
them felues even their arone propbet,fayde: 

* Che Cretayns arealwayes lyars,enell beef epimen’ 
tes,and lowe belies. Chis witneſſe is true. dee 
Ober forerchutechems fharply, § theymaye 

be founde in the faith, and not ko tate hede 

vnto Jewes fables and commaundementes 

ofmen, whidy curne them awaye from the 
trueth.« Onto ꝰ cleancare allebinges clea Mata 
ne: but.to the oncleane z unbelencrs,chere — 
is notbinge cleane, but both their myndez be 
confcience is defyled. They faye that they 

Enowe God,but with the vedes they denye 

bim : for ſo mod) as they are abbominable 

Gnd difhobedient, and vnmete to all good 
workes, 


Thell. Chapter. 
B De fpeate thou that which becom A 


meth wholfomelearnynge. That > 

elder men be fober, hoͤneſt, diferete, 
foundein the faith, in loue,in pacience. And 
the elder wemen literwyfe that they [hewe 
them felues as it becommeth bolynes, that 
they beno falſe accuſers, not geuen comod> 
rwyne,that they teach honeſt chinges, that 
they enfourmethe yonge wemento be fobet 
mynded, toloue their hußbandes, to lone 
their childrẽ to bedifcrece,chafte,bufiwyfly, 
$000, » obedient vntotheir ane bugban- 
Des,chatthe worde of God benotenell ſpo⸗ 
ren of Exhorte the yonge men litewyfe, 
that they be fobermynded. Abone all chin- 
ge yerve eby felfe + ait enfample off $008 sata. 
works, with vncorrupte doctryne,with bo p.Persa 
neſt ye wit hthe wholfome worbde which car 
not be rebuted:+ that be which withftsveth s.peea.b 
maye be afbamed, banynge notbingein ands.b 
you that be mayedifpayfe. 

Erxhoꝛte che feruauntes,to be obedient Ephe.c.a 
vnto ther mafters, to pleaſẽ in allebinges, colsc 
not anfiveringe agayne, nether to be yo UP Chae 
Eers,but ro ſhewe ail good faith fulnes that 
in all ebinges they maye do woͤrſhippe on- 
tothe doceryne off God oure Sauioure. 

Sor the grace of God that bryngeth Sal- 
QQ ig 


Geng. 


The Epiftle 
nacion onto allmen, bath appeared, and 
teacheth vs, that we ſhulde denye ont odly 
nes,and · wordly iuſtes: and that we ſhulde 
iyue diferetly, righte ouſly anð godly in this 
——— foe that bieſſed hope and ap 
pearynge of che glozy of ¥ greateGod and 
Rome.a of oure Sauiourẽ Tefts Chrift: * which gaue 
Galsb  bimfelfe for vs,co reveme vs frd allonrigh- 
teonfiies, and co pourge vs to bea peculiar 
people vnto himfelfe, to be feruently geuen 
Epheab vnto good workes . Theſe thinges ſpeake 
and erborte and rebuke wichail earneſt. Se 
itimad chat no man deſp yſe the. 
The il. Chapter. 
=O Arne thet * that they ſubmytte 


atoh ac 


2b 
Romis-2 thent felues vnto pzynces andto 
ePena.b WH che byer auctoꝛite. to obey the offt 


cers, to be ready vnto all good workes, that 
they (peatcenell of no man, chat theybeno 
fécyuers, but fofe, hewynge all meBenes vn 
to allen. Foz we oure (elucs alſo were in ty 
mes paft, vnwyſe, diſhobedient, in errourc, 
fernynge luffes and dyuerſe maners of vo⸗ 
Iuptuoufites lynynge tn malicionfites and 
envye,fullof bate, batyngeone another. 

Bue after chat F Eyndneffe and loue of 
Gov oure Sauioure to man warde appes 
red, not for ¥ dedes of rig hteouſnes whidy 
woe wroughte, but after bismercy he faucd 
vs by che * fountayne ofthe ner byzth,and 
venmynge of the boly gooſt which be [hed 
onvs abundauntly,choror Jeſus Chriſt ou 
re Sauioure: we beynge made rig hteous 
Adah *bybis grace, fyuldebe beyzes oferernall le 
Ephez.a feacordyngeto hope. This is acruefayege. 

DB _ Of ehefechinges wolde J ehac thou ſhul 
deft fpeate earneftly,that they which arebe- 
come belenersin Gov, might be diligent to 
excell it good workes: fortbefe thinges are 

aTimaa §Foodand profitable onto mẽ. As for foliſh 
ands.a  queftions,and genealogics,and biaulynges 
aTim2€ and fErynynges aboute ¥ lawe, auoyde thé, 
Mnat a b for they are vnpzofitable and vayne.* A ms 
thatis geuen vnto hereſye, after > firſt and 
ſeconde monicion, auoyde. and knowe that 
he that is ſoch, is peruerted, ⁊ ſynneth even 
damned by bis awne iudgment. 

Whan J hal ſende Artemas or Tichicus 
vnto y, mate ſpede to come to me vnto Vi⸗ 
copolis, for J bane determ yned there to 
wynter. Brynge Senas ¥ Scrybe and Apol 
los ontheiz tourney diligently, chat nothin · 
ge be lack ynge onto them. And let oures al- 
Slearne to excell in good workes, as farre 
forth as nede requyzeth that they be not 
vnfrute full. 

Allthe ythat ave with me, ſalute the. Sꝛe 


ioh · D· a 


vnto Philemon. 
te themthat loue vs in the faith. Srace be 
with you all, Amen. 


Weytten from Vicopolis in 
Macedonia. 


Khe Cpiſtle of 


the Apofele S. Paul 


vnto Philemon, 


Tbe ſumme of this Epiſtle. 

Ze reioyſeth to heare of the faith andloueof phile 
mon,whombe defyzeth ro forgeuebis ſeruaut 
— loůyngly to receaue him agay 
n 


Aulehe pꝛeſoner of Je A 
ſu Chaift, and brorber 
Timorbeus. 
Vnto philemon the 

beloued, and oure bel- 

pper andtothe beloued 
Lb AS) eippia, and to Archip 
SA pus felowe foudyers 
and to the congregacionin thy boufe. 

Grace be with you,and peace from Goo 
* rather and ſtom the LOR DE Jeſus 
Chꝛiſt. 

Irhante my Sod mab yngemertcion all 
swayes of the in my prayers ¶ for ſo moch as 
J heave of thy loue and faith which thou 
Haft on the L ORDE Jeſu, and towardeall 
faynces) that oure comen faith maye be fru- 
tefullinthe,chozorw tnowlege ofall ¥ good 
that ye haue in Chrift Jeſu. Sꝛeate oye and 
confolacion haue J in thy loue. For by the 
(brother) the fayntes are hertely refreß hed· 

WOberfore though J haue great bolones B 
in Chriſt to commaunde ——— which be- 
commeth ehe, yet for loues fate J rather be- 
fete ¥ though J beas Jam euẽ panlaged, 
and now a pzefoner alfo of Jefe Chrift. J 
befete the for mry forme + Onefimus ( whom̃ Col.g.0 
Jbauc begotten in my bondes) whic) in ty 
ine paft was to the unprofitable, but now 
propeable both totheand me. YObom J ba- 
ue fent agayne: butreceane thou bim(ebat 
is)enen myne arene bert. For Jwoldebaue 
kepte him ſtyll with me, that in thy ſteade 
bemight have myniftred vnto me in ¥ bon 
des of y Soſpell: Meuert heles without thy 
mynde wolde Joo nothinge, thar * good 
which thou doeff, ſhulde not be of compul- 
fion, buewyllingly. 

Dapply be therfore departed fora ſeaſon. C 
that thou ſhuldeſt rece aue bim for ener: not 


Che firfe Epifele 


nowas a fernannt, bute abone a fernanunt, 
even a brother beloucd, fpecially tome, but 
bow mod moze unto ¥ ,boch in y fleſh and 
inthe LORDE? Xfthou holde me for chy 
companyon, receane bim chen euen asmy 
felfe.Buc yfbe bane burte the, or oweth che 

ougbte,tbatlayeco my charge. 3 paul ba- 
Be wrytten it with myncawne bande, J wil 
Gecompenceit:focbat J do not ſa ye unto y. 
How chat thon oreſt vnto me even chine 
ovne felfe. Euen ſo bzocber, ler me emoye 
theinche LORDE refreſh thou my hert in 
the LORDE. 

Truſtinge in chine obediéce, Jhaue wryt 
ten onto the, for I knowe that chon wilt 
Domoze chen I faye. Morouer prepare me 
fodginge, for J bope that thozore youre 

zayers J (balbe geuen vnto you. There fa- 
luteth che,t£ papbzas my felowe pzefoner in 
Chꝛiſt Felts, 11arcus, Arijtarchus, Demas, 
Lucas,my helpers. Che grace ofoureLOR 
DE Jeſu Chrifébe with youre fpzere, Amen. 


Sent from Rome by Onefi- 
mus @ ſeruaunt. 


The firſt Spit 
= 
le ofche Apofele S. Pecer. 
The ſumme of this Epiſtle. 

Chap. | He fhewerh that thorow rhe abun- 
Daunt mercy of God we are begotten agayne 
tos lyuely hope: and how faith mujt be rried: 
bowrhe faluacicnin Chrjtisno newes,but ae 
thinge prophected of olde. Seerhorterhrhem 
to # godly conuerfacion, for fo mod as they 
axe now bomnen newby th. worde of God. 

yep. Ue Beerhorrerh men to laye afydeall 
‘vyce, foeweth that Chrift is the foundacion 
wher vpon ther be buylt, pzayerh them to ab- 
fteyne fré flefbly {uftes, and to obeye worldly 
rulers.Zow feruauntes foulde bebaue them 
felues towardethetr maftersefe erhorterh to 
fuffee after cheenfample of Chait. 

Chap. ll. — Bowwyues ought toordzethem fel 
‘Bes towarde therr bufibandes anpinthetrap- 
parell Che dutye of mz towarde their wyues. 
Beerorteth all mento vmre and loue,andpa- 
ciently to fuffre trouble. f rruebaptyme. 

Chap. ul. Ge erborterh men to ceaffe from 
fynne,tofpende no moze tyme in vyce,to be fo 
berand apre to paayer.to loue ech orber,to be 
pactent in trouble, and to bewarre that no 
inan fisffce as an evelldoer,but as ¢Cziften 
manandnot to be afbamed- e 

Chap 2 fpeciall erbozracton fo2 all bif- 
fboppes o2 preftes to fede the flocfe of Chrift, 
and what their dutie ts ,and what rewarde 
they foal baueyf they be diligét Seerborreth 
yonge petfonnes rofubmyrethéfelues to the 

Elder, every one to lone another, to be fober, 
@ towatd that they maye reſiſt the eucmye. 


of S. Pecer. 20. rev, 
Dhe firſt Epiſtle of che 


Apoſtle S. peter. 
Tbe fürſt Chapter. 

W LTER an Apofile of BW: 
‘Fefis Chiff, co che that 
Dwell bere and chereas 
j| firaungers thozow out 
, Pontus, Galacia, Capa 
e E docia, Aſia and Bithi- 
nia, electe acordinge to 
the foreEnowlege of God the farber tho- 
Tow —— of —— Sree 
ce and. |pzentlynge of che blonde o fas Heb. 
Coupe IP: yng! sna 

Graceand peacebe multiplied with you. 


+ Bleffev be God anvd che facher of ou- s.Corre 
re LORDE efits Chufé, whidy acordinge Ephera 


to bis greatemercy bath begotten vs agay 


ne vnts alyuely hope « by the refisrreccion 1.Couze 


Of Jeſus Chufé from the deed, co an vncor⸗ 
rupable and undefiled inberitaunce, which 
neuer [hal fade awaye, but is refernedin bee 
nen for you that are Eepteby the porer of 
Gor chorow faith co faluacion, whidy is 
prepared all ready to be ſhewed in the lafé 
tyme:in the whic) ye fhal reioyfe, though 
now for a litle feafon( yff nederequyze) ye 
are in heu ynes chozorw manyfolde cempta- 25 
ctons : that youre faith once tryed (beynge 
moc more precious chen the corruptibie 
golde cha istryed thorow che fyze might 
be founde vnto laude, glozy and honoure at 
the appearynge of Jeſus Chufé : whom ye 


baue not fene, and yet loue him: « in whom lohaed 


now yebeleue, though ye fe bint noc. Euen 

fo ſhal ye reioyce alfo with vnoutſpeaba· 

ble and glorious ioye, receauynge the ende 

of — faith, ewer che ſaluacion of youre 
co 


Of whid) faluacion the prophetes ba- 
ue enquyred and [earded, whidy propbe- 
cied off che grace chat ſhulde come vpon 
you: ſe archinge whan o2 at what tyme the 
ſprete off Chriſt chat was in chem ſhulve 

ſignifye. which( fprece )eeptified before the 
Paffions thac ſhuide come vnto Chriſt and 
the glozy that hulde folowe after. Onto 
the which (propbetes) it was declared that 
not vnto chem felues , but onto vs they 
uldem ynifter the thinges which are now 
wed vito you,bycbem which chorow ¥ 
oly gooſt fet downe from beauen, baue 


preached onto you the chinges* which che Lucan 


angels delyteto beholde. 
Wberfore gyzde op the * loynes ore 


youre mynde, be fober, and truſt perfectly Lucas.d 


% — 
The fire Epiſtle 

onthe grace that is brought vito you, by 
rhe declar nge of Jeſus Chriſt· as obedience 
childzé, not foßhioñ ynge youre ſelues to ye 
olde iuſtes of ignozaunce: but as he which 
bath called you ts oly, ené fo be ye holy al- 
fo inall youre conuerfacion: for it it wryttẽ: 

Leuitar. g * Be ye holy, for J am oly. 

andis2  “ 2ind yf fo be that yecall on the father, 

which without refpecte of perſonnes ind- 

geth «acoxdynge to euery mans wore, fe 

yepaffe ¥ tyme of youre pilgrema, gein fea- 
rezv and Enowe,tbhat ye rere not redemedxd 
rorruptible fyluer and golde, from youre vay 
ne conuerfacton(whidy ye receaued by the 
tradicios of the fathers) but with the pze- 
cious bioude of Ehriſt, as ofan innocẽt and 

Ey wndefyled Lambe, which was ordeyned befo 

rethe worlde was made, but is declared in 
cheſt laſt tymes · foz youre fates, which tho- 
row bim belene on Gov,that reyfed him vp 
from the deed, sand bath geué bimebeglo 
ry,thac ye might bane faith zbopein Gov: 

Enen ye which haue purifyed youre foules 

xin obeyengethe tructh thozor che ſpꝛete. 

for tolone brotherly withont faynynge, Z 

feruencly one to loue another x a pure bert, 

as they tharare borne & new, not ofcozrup- 
tible fede, but of oncozuptible,ené by thely 
uynge worde of God, whidy endureth foz 

ener.» For all flefly is as graffe, and all the 

-b glory of man is as the flonre ofaraffe. The 

Graffe mithereth,z che floure fallech awaye 

dut ehe worde of the LORDE endureth for 

ener. This is the worde, char is preadyed 
a@monge you. 
Thell.Chapter. 

39 Sper fore laye afydeall maliciouſnes 
and allgyle,and ypocrifye, and en · 
vye,and all bacbycinge,z+as new 

4 home babes defyze chat reafonable mylte, 

which is without corrupcion that ye maye 

grome therin, yf fo be that ye bane « raiſted 
bow frendly theLOR DE is. Onto whom ye 
are come, *as to the lyuynge ftone, which 
is diſalowed of men, but dofen of God and 
precious. Ind ye alſo as lyuynge ſtones are 
made afpirituall boufe,and an boly preſtho 

Romiza de to offre vp + ſpirituall (acrifices,accepta- 

ble vnto Godby Jeſus Cheiſt. Wher foꝛe it 

is conteyned in the ſeripture: ¶ Beholde. I 

put in Sion an beade corner fone, electez 

precious, and be that beleuet h onbim, ſhal 
not becdfounded. Onto you therfore which 
belene ,be ts precious : but onto them that 
belene not,is ¥ fame ſtone which the + buyl 
ders refuſed, made the heade ſtone in the cor 
ner,· and a ſtone to ſtomble at, anda rock 


Matas.c 


1.Cor.6.c 
and7.¢ 


Plalss a 


Ephe.sc 


Efa.ss.c 
Macare 
a 


Pfaluz.c 


Efas.c 


of S. Pecer. 


tobe offendedat, namely in thẽ which ſtom⸗ 
bleat ¥ worde and beleue not that wheron 
they were ſet. 

Bur yeareehat choſen generacion, that B 
Eyngly pzeftbove, that boly nacion,that pe sꝛo i⸗ 
culier people, ye ſhulde herre tbe vertues 
of bim, which bath called you out Of dark⸗ 
neffe in co his maruelous lighte: · Euen yeu — 
swbidy in cyme paſt were not a people, but Roms« 
now are che people of God:which were not 
vnder mercy but now baneoptaynedmercy. 

Dearly beloucd, F beſere you as ſtraun · 
gers and pilgrents, * abfieyne frs the fleſh · Romub 
Ly lnfées, which fighte aga ynſt the ſoule. and Galsc 
leve an bonefé conuerfacion amonge the 
Seythen· that they which hachyte youas Macs. b 
enell docrs, maye fe youre good worbes, and ·rbet⸗ b 
prayfeGodinchedayeof diſitacion. 

Submytte youre ſelues vnto all maner gomn. a 
ordinaunce of ment for the LORDES fate: Ticsa 
wherber ic be vnto the kynge as vnto yche⸗ 
fe heade, oz vnto rulers, as vnto them chat 
are ſent of bins, for the punyſhment of euell 
Doers, but forthe prayſe of thẽ that do well. 

For fois the will of God, that ye with well 
doynge ſhulde pur to ſylencethe ignozaun- 

ce of folifhmen: as fre, and not as hauynge 
thelibertye for a clote of wick ednes. but euẽ 

asthe ſeruauntes of Sod. Honoure all men. 
Louebroebherly felliflpippe.§eare God, * Ho Nat aa⸗ 
noure theEynge. 

*Meferuaices, obey youre mafters with ¢ 
all feare:not onely yft hey be good and cur · gobeas a 
teous, buc alfo though they be frowarde. Core 
Sor that is grace, yf man for confetence Tie 
tow arde Godendure grefe,qnd firffre wron 
ge. Gor what prayleis it,yf whã ye be buffe 
ted for ye fautcs,yetateicpacientlys+ uc Matsa 
yf whan yedo well, ye firffre weonge,andra nhet ⸗c 
Ecit paciently,thatis grace with God. For 
berevntoare ye called, for ſo moch as Chulé 
alfo fuffred for vs, leauynge vs an xenfam- foh sb 
ple, thar ye [lulve folowe bis fotefteppes, Philsa 
which dyd no ſynne, nether was there gyle 
founde in bis mouth:* whid) whan be was Marz7¢ 
renyled,renylednotagayne: wha be ſuffred fohse 
be threatened not: but commytted thecanfe 
wnto bim,thatindgechrighteoujly:* whidy efass.b 
bis oronefélfe bare oure ſynnes in bis body sfohs.a 
vpon che tre, that we ſhulde be delyucred 
from fynne,z [puldelyne vntorig hteouſnes · 
by whofe ſtrypes ye were healed. · Foz ye we 
re as ſhepe goinge aftraye, but now are ye 
turned vnto the ſhepherde and Biß hoppe 
of youre ſoules. 


The IUl. Chapter. 


Fhe fire Epifele 
A F Ire wyſe · let the wyues bein ſubiec 


Sot. na sion to their hußbandes, char euen 
— they which beleue noe the worde. 
—2 * 
maye withoutthe worde be wonne by ¥f co⸗ 
uerſacion oft he wyues, whan they beholde 
yo pure conuerſacion in feare. Whoſe appa 
Tim.·ab tell ſhal not be out warde wb bro yded beer, 
zbanginge on of golde, or in putt ynge on of 
gorglous araye, but let F in warde ms of * 
hert be vncorrůpte wb ameter a quyete ſpre⸗ 
te, which before Godis moch fet by. For af⸗ 
ter this maner inthe olde tyme, dyd $ boly 
wemẽ which truſted in God, cyer chẽ felucs, 
Trvere obedient onto their hußbãdes: Euen 
as Sara obcyed Abraham · and called him 
lorde: whoſe doughters ye are, as lSgeas ye 
Dowell, not beynge afrayed for eny trouble, 
Likewyfé ye men, dwell with chem acor⸗ 
LTefhg.a dinge vnto Enorlege,genynge* bond vnto 
the wife, as cocbe weaker veffel:z as unto 
thẽ } are beyzes with you of the grace of li 
fecha youre prayers be noc let. 
% = DBucinconclufion be ye all of onemynde, 
one fuffre with anoeber,loucas brethren, be 
Proz0.¢  pitefull, be curteous, « RecSpence not euell 
RBCs _ foreucll mceberrebube for rebube: but cStra~ 
OMS Fy wylé,bleffe:and Enoretbat ye are called 
Genaza eherco,euen § ye [hulde be beyzes of ¥ · bleſ 
Macas< Pyirge. For who ſo liſteth tolyue,and wolde 
“Pials:D Foon je good dayes, Let bimrefrayne bis 
tonge from evell,and bis lippes pebcy ſpea 
Eeno gyle. Lee him efchue enell, zd0 good: 
Let bim [ete peace and enſue it. For ¥ eyes 
of the LOR DE are ouer the righteous,z bis 
eares are open vnto their prayers. But fa 
ceofcbeL OROE beholdeth thé v do enell, 
And who isic that can barme you, yf ye fo- 
lowe that whichis good? Not withſtss din⸗ 
Matsa get bleſſed are ye, yf ye ſuffre for rig hteouſ⸗ 
< nes fake + Feare not ye their threatn ynge. ne 
Matso-d ther be troubled, but ſanctifye the LORDE 
Pfalasé God in youre bertes, «Beready allwayes 
Acts. to gene an anfivere to eneryma,thac areth 
you a reafon of the bopetbatis in you, and 
chat with mefenesz feare,bauynge a good 
aPec2b confcience, «that they whidy bacbyte you 
Tic.a a as euell Doers, maye be aſhamed, that they 
bane falſely accuſed youre good cõuerſacion 
in Chꝛiſt. 

CFForꝛ it is better(yf the wyll of God be 
nPet.s.c foehat ye ſuffte for well doyncte thẽ for eucll 
Matsa doynge. For as mod as Chriſt hath once ſuf 

fred fo: onrefynnes, ¥ iuſt for the vniuſt. for 
€0 brynge vs to God:z was flayne after the 
fleſh but quycFencd afcer the ſprete. 

Syn the which ſprete be alfo wente, anid 
preached vnto ¥ fprcres that were in preſon, 


Cens.b 


of S. Pecer. Wo. xcvi. 
which in tyme paſt beleued not, whan Goo 
once a bode and ſuffted paciẽtly in the tyme 
of Loe, whyle the Arke was a prepaͤrynge: 
Wherin fewe(that is to ſa ye eig ht ſouies) Cen⸗e 
were ſgued by water. Which fignifiech «bap rom.c.a 
tyme Pow faueth vs:not F puetinge awa ye 
ofthe fyleb of che flefh, bucin F a good co- 
ſciẽce cSfenteth h vnto Godby F reſurreccion 
Of Jeſus Chriſt, which is on the righte han⸗ 
de of God, and is gonein to beané, angels, 
power and mighte ſubdued vnto him. 
The llil. Chapter. 

Oꝛ as moch then as Chriſt hath ſuf A 
W fred for vs in } fleſh, arme youre fel 

ues likewyſe with the fame mynde. 
* For be which ſuffreth in the fleſh, ceaſſet h romsa 
fed Fyne, F hẽce forthcas moch e yme as yee 
remaynech in ¥ fieſh be ſhulde not lyue af⸗ 
ter the luſtes ofmẽ, but after che wil of Gov. 
For ĩt is ynough, H we haue fpenc > tyme 
paſt ofthe life, after che will of * Heythen. 
whF we walked in wantanneffe,luftes, dron 
Etnes, glotony,ryotousdzyntynge,ziabbo 
minable Foolacr ye. Andie femeth to che a 
firaungethinge, 5 ye runne not alfoxw chem 
vnto the fame erceffe of ryote,z fpeate euell 
of you.¶ Which [hal gene acSptes vnto hĩ 
isready to iudge J quycFez ¥ deed.) For vit 
to this purpofe alfo was * Gofpell preached 
vnto the decd, F —— beindgedlite 
other mẽ ĩ > flefh, but ſhulde lyue vnto Good 
in} ſpꝛete. The ende of all chiges is at have. 

Se ye ther fore ober z watch onto pray B 
ers:but abou all chinges baue feruent lone maca4.d 
amonge you oneto anocber.* Forlouecoue- pro, 
reth the multitude of fynnes. Be ye berbe- 
rous one to another without grubdginge, z 
mynifter one co another, eueryonewith the 
gifte p be bath receaued, as goodftewardes 
Of the manifolve grace of God.-Rfeny mg lereash 
fpeate,let bi ſpeake it as ¥ wordes of Gov. 
*Rfeny man haue an office,let himerecute rors.b 
it as out of the power} Hod mynifereth ot 
tobi, § Godmaye be prayſed in all thinges 
thorow Jeſus Chriſt, Co whs bebons and 
Domynion foz ener andeuer Amen. 

Derely beloued maruell not at this· hea⸗ Lue. 
te(whidy is come amsge youto trye you)as Le 
though fomeftratige thingebappened unto * 
yourbucretoyce,in as moch as ye areparta- C 
Fers of Chriſtes paffiss, § wha bis glozy ap 
peareth,yemayebemeryz glad..xfyebere Matsa 
uyled foz $name of Chrifé, bleffed are ye, for 
$ ſprete( which is $ ſprete of glozyz of God) 
reftech vpon you. On their parce be is eueli 
[poten of, buc on yd parce bets pꝛa yſed. 


Sur ſe chat none of you faffreas a mur EPs 


The firſc Epiſtle 
ehurer,o2 as a thefe, oꝛ as an euell doer. oꝛ a⸗ 
& bufy body in other mens matters. mfeny 
manfuffreas a Chriſten man, let bins not be 
aſhamed, but lec him prayſe God on this 
Iereas.d bebalfe.« Goz F tyme is come,thacindgméc 
and4o.b muſt begynne at the houfe of Sod RXfee firfE 
ẽeees.b begynne at vs,rwbat halche ende be ofthe 
Froud which beleue not che Soſpell of GSod? And 
9f ¥ righteous ſcacely be faned, where fat 
> ongodly hnner appeares Wher foꝛe fee 
them that futfer acozdynge to the will off 
Gov, commytce their foules onto him with 
reell doynge / as to the faichfull creator. 
The V. Chapter. 

4 6 Se Eiders which are amonge you J 

ABs erhorte, whidy ant alfo an lder,* 

and a witnes off the affliccions in 

Chrifé, and parcater of che glorythat [hal 

A&ts0.d be opened. «Fede Chrftes flocFe which is 

amonge you,andeate the onerfighte of tbe, 

not as though ye were Spelled therto, but 

wyllingly:not for the defyze of filthyelucre, 

burofa good mynde: not as though ye we⸗ 

rieaa reiordes ouer the pariſhẽs.. but chat ye be 

anenfample to the flocke: whan che che fe 

[hepberve ſhai appeare, ye ſhalreceaue the 
sncoruptible crorone of glozy- 

Litewyle ye yoger fisbmycre youre felues 
onto the elder. Submytte youre ſelues euery 
man oneto another, and knyt yo felues to- 

Proua gretberin lowlynes of mynde. + Fo: Godre- 
Taco.g.a itech the proude, but geueth gracetotbe 
bumble. Submytte yé felues cherfoze onder 
the mightte bande of God, chat be maye 
mace.c  exalte you whan the tyme is come.» Café alt 
Lucas youre care on him, for becareth foz you. 

%  Beloberand ward,» for ye aduerfary ¥ 
Jobb denell, walketh aboute as a roaringe lyon, 
taco.ga fet ynge whom be maye devoure,« whomre 

fijte ſtedfaſt in the faith, and knowe, that 
youre brethren in the worlde haue euen the 
fame affliccions. 

But ¥ Gov of all grace,whidy hath cal 
Ted youto bis euerlaſtinge glory in Chriſt Fe 
fit, [yal bis owne felfe mate you perfecte, 

Romec Which faffre- alitle ſeaſon:euẽ be ſhal ſettle 
uresa ſtrengthiand ſtabliſh you. To bimbe prayle 
Hebiod gyd dom ynion for ener andeuer, Amen. 

Dy Siluanus youre faich full brot herlas 
I ſuppoſe) haue J wryttẽ vnto you breuely. 
erboutinge and teſtifyenge, how thatt his ts 
theerue grace of God wherin ye ſtsde. The 
companyons of youre cleccion that are at 
Babnon ſalute you,and Marcus my ſonne. 
Grete ye one another with the kyſſe of loue. 
Peace be with you all which are in Chriſt 
efits, Amen. 


of S. Peter, 


She feconde 
Epiſtle of che Apoſtle GS. 


eter. 
The fumme of this epifile, 
Cheap. l. Sor fo modas the power of God 


‘hath geuen themall rhinges pertayningeon- 
rolife, be erborterh thé to flyethecorrupcion 
of worloly luft,ro mate there callynge fare 
with good worFes and frntes of faith. ge me 
Feth mencion of bis owne death, declaringe 
the LOR DE efus to be thetrue fone of Gov, 
ashebimfelf barb fene vpon rhe mount. 


Chap. u. Be prophecieth of falfe readers, 
——— pony ee 
Chap. 1. Se erhozrerh men to bawarre of a 


fot) as wolde make thẽ beleue. that the Daye 
of theLOR DE were flactetn commynge:pzay 
eth themto eden goodly life,and to lore vere- 
Iy Foz the commynge of the LOR DE, whofels 
ge tartenge is faluacion,and becanfehewol- 
Dehaue no man loſt, but wolde receaue all me 
to repentaunce. 
The firſt Chapter. 

Rmon peter a ſeruaũt 
and an Apoſtle of Je⸗ 


VBnto thẽ which ba 

ue optayned lite faith 
witb vs mn therighte- 
ouſnes that commeth 
ofoure Gov, and Sant 


oure Jeſus Chꝛiſt. 
Siace and peace be multiplied with you 
thorow the Enowlege of God and of Jeſus 


Chꝛiſt oure LORDE. Toh..a 


For fo moch as bis godly power bath ge 
uen vs all chinges (that pertayne unto life B 
and godlynes thozow the Enowlegeofbun 
that bath called vs by bis owne glozie and 
power, wherby theercellent andmoft grea- 
te promyfes are geuẽ vnto vs:namely, that 
ye bythe fame ſhulde be · partaters of the 
godly nature, yf yeflye the corrupte luff of 
the worlde: Geue ye all youre diligencether- 
foxe bere wnto, and in youre faith myniſ⸗ 
ter vertue: in vertuc, Enorlege: in Enowle- 
Se,temperancy:in temperancy, pacience:in 

acience, godlyncs: in godl ynes, brotherly 
oue:rin brotberlyloue, general loue. Foz yf 
thefe thinges be plenteous in you, they will 
notlec you be ydle nor onfrutefullin ¥ know 
lege of oure LORDE Jeſus Chrif—. Suc he 
that lacketh theſe chinges, is biynde, z gro- 
peth fortbe waye with the bade,and bath 
forgotten that be was clenſed from bis olde 
fynnes. 
Wher fore (brethꝛẽ) gene the more diligen 


fis Chriſt. —— 


Che Ff. Epifele 

ce, to make youre callynge and eleccion fire: 

for yf ye do foch thinges, ye fhal not fall.and 

by this meanes [bal there be plenteoufly 

myniffred onto you anentrynge in onto + 

euerlaftinge kyngdome of oure LORDEand 

Sautoure Jeſus Chzift. 

C  Therforeril Inot be necligẽt to put you 
allwayes invemembzaunce of ſoch thin Fes: 
though ye knowe chem youre ſelues, and be 
FEablifbed inthe pꝛeſent eructh. CLotwith- 

ondinge Ithinke it mete,as lSgeas Fj ant 
in this * tabernacle, to ſtere you vp by put- 
tinge you in remembzaunce. For J ant ure, 
that J muſt ſhortly put of my tabernacle, 
even as cure LORDE Jeſus Cheiſt bath 
[hewed vntome.yecwyl FJ do my diligéce, 
ebat allwaye after my departynge ye maye 
Dauewherwithco kepe theſet hnges inre- 
membꝛaunce. 

S02 we folowed not deceancable fables, 
whan we declared vnto you the power and 
commynge of oure LORDE Jeſus Chrift: 
*but with oure eyes we fawe bis maieftie, 
whan be receaucd of Godtbe father honor 
re ⁊ prayſe, by a voyce that came vnto bint 

D fromche excellent glory, after this maner: 
Matava » Chis ismy deare fonne, in whom Ihaue 
Marc-9-a delyte, And this voyce herde we bionghte 
Luc Horne fis heauen whan swe were with bins 

on the boly mount. 

We baue aljda fire worde of prophecie, 
GND ye Do well that ye cate hede chervnto, 
aCor.4.b as vnto alighte+ that ſhyneth in a darke 
place vnt yllthe daye Dawne, andthe daye 
ſtarre — in youre hertes. And this ſhal 
ye knowe firſt, that no prophecie in the ſcrip 
ture is done Of eny priuate interpzetacion. 
* Gor the prophecie was neuer broͤu ghte by 
thewyll of man, but the holy men of God 

[pate,as chey were moued of y boly gooft. 

Chel’. Chapter. 

Ve there were falſe prophetes alfo 
B amonge the people, euen as there 
fhalbe falfe teachers amonge you li- 
kewyſe, which preuely ſhalbryn ge in damna 
ble fectes, euen denyenge the LORDEthat 
bath boughtethem, and ſhal brynge vpon 
thems ſelues ſwift damnacion: and many 
[hal folowe their damnable wayes, by who 
thewaye ofthe trueth ſhal be enell (poke oft 
and thorow cu vet ouſnes ſhal chey with fay 
ned wordes make marchaundiſe of you, vpo 
whõ the tudgment is not necligét in tarien 
ge ofolde,andcbeirdamnacton flepeth noc. 

2 §o2ryf Godfpared noe the angels chat 
Iob4-b ſynned, but café them downerwith thechey- 
pocao a Hes of darknes in to hell, and delyuered the 
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ouer to be kepte unto iudgment: Nether Genza 
ſpared the olde wouldve, bůt ſaned Noe the 
preacher ofrightcon fires himſelfe beynge ¥ 

eight, and breůght the floude vps the worl 
deofehe ungodly: Andeurnedche cities of Genig.e 
Sovom and Gemoz into aß hes ouerthrue 

them, damned chest, and made on them art 
enfample, vnto thoſe that after ſhuide lyue 
wngodly : And delyuered infé Loth · which 

was vered with the vngodly conuerſacion 

of ¥ wicked. For info mod as be was righ- 

teous and drrele amonge chem, fo chat be 

muſt nedes ſe it and beare it, bis righteous 

ſouie was grened fromtodayetodaye with 

their vnlaufulldcdes.»C bel ORDE Enoweth «.Corso.b 
how to delyuer the godly out of centacion, 

and bow to reſerue the vniuſt onto thedaye 
ofindgment forto be pun yſhed: but fpecial- 

ly them chat walte after the fleſh in > (uff C 

of vnclennes, and deſpyſe the rulers: beynge 
pꝛeſumptuous, fiubbore, and feare norco 

[peste euell of thẽ § are in auctorite · whã ludeb 
the angels yet which are greater both in 
porer and might, beare noc that blaſphe · 
mous tndgment agaynft chem of the LOR- 
DE. Butthefeareas > bruce beeftes,whicy 
naturally are broughte forth to betaté and 
Deffroyed:+ fpeatyngeeuell of $ they Enowe 
not, and perifhe in cheir owne deftruc- 
cion,and ſorece aue ¥ rewarde of vnrighte 
ouſnes. 

They counte it pleaſure co lyne deliciouſ⸗ 
ly fora Repo: Spottes arethey and fylthy⸗ 
nes: lynynge at pleaſure andindifccaucable 
wayes : feaftynge wb that which is youres, 
Danynge eyes full of aduoutrye, and eã not 
ceaffe from fynne,encyfinge vnſtabie joules: 
bauynge an bere erercyfed xb conetoufites: 
they are curfed childzen, and baue forfatesr 
the righte waye, andare gone affraye: fo- 
lowingethe waye of Salaam the forme of Numas. 
Boldz, whichloued the rewarde of vnrigh- 74 +4 
teouſnes: but was rebuked of bis iniquyte. 

The tame and domme beaſt ſpake withmas 
voyce,z forbad the fooliſhnes of ¥ prophet. 

Theſe are welies without water,z*clou- D 
bes caricd aboute ofa tépeft:to whs myſt Wudauc 
ofdartneffe is referucd foreuer. Forthey [pea 
Ee ¥ proude wordes of vanite, vnto ¥ vete- 
moſt and entyfethozow wantannes vᷣnto * 
luſte ofthe fleſh, euen them thatwere cleane 
eſcaped, and no w walke in erroure: and pro⸗ 
myje them libertye, where as they them ſel⸗ 
ues are ſeruauntes off cozrmpcion.* For off lok e.e 
whom > ener a man is ouercome, vnto the Roms.b 
fame ts bein bondage.» $oz yf they (after *Lucs£ 
they bancefcaped from the filebynes ofthe 
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The ij. Epiſcle 
worlde, thorow the knowlege of y LORDE 
and Sauioure Jeſus Chriſt) are yet tangled 
Matic agayne therin and ouercome, · chen isthe 
HebSA arter ende worſe onto them chen the beg yn 
nynge. Forit bad bene better for chem, not 
to baue Enowne the waye ofrighteoufnes, 
then after they haue knowne it, + coturne 
fromebe holy commaundemét,thatwas ge 
nen onto them. It is happened vnt o them 
proach aeoro ynge onto the true pꝛouerbe: F dogg 
eei 34-4 is turnedto bis vomyte agaynerand > fowe 
that was waß hed, vnto hir walowynge in 


the myze. 
The I. Chapter. 

Ww ow Dis is the feconde Epiftle that J 
now weyte vnto you (ye Dearly belo- 
ned) wherin J ſtere vp and warne 

youre pure mynde, that ye maye rem embze 
the wordes, whid weretolde before of the 
Holy prophetes: and alſo the commaunde- 
ment of vs,that be the Apoſtles of the LOR 
DE and Sanioure. 
atim4a CThis firſt onderftonde, «ebatin the laſt 
Las 32 daves there [halcomemockers, which wyll 
‘ezeud walke after their aroneluftes,z faye:sYObe- 
reis the promes of bis commyngey For fen- 
ce the dig fell oñ flepe, every tbhinge con 
tynneth as it was from the begynnynge of 
¥ creature. This they Enowe not (and that 
zoyl filly) bore that the heavens were afore 
tyme alfo, and theearth ou of the water, z 
was inthe water bythe worde of Good, yer 
was the wourlde at that tyme deſtroyed by 
thefame with the floude, Bue the heauens 
sebich are yet,and ¥ earth,are Eeptein ſtoa 
aTefii.b re by bis worde, to be referued * vnto fyre 
agaynft che daycof iudgment and damna⸗ 
cion of ongodly men. 
Dearly beloned,benorignozaunt of this 
Phlega one thinge.· bow that onedaye ts with the 
Eze.d LORDE@s a thouſande yeare: and athou- 
wPetrd Bude yeare as one Daye.Che LORDE is 
not flacke to fulfyll bis promes (as fome me 
Rom2a counte ſlack neſſe) butis +paciét to vs war 
rEze.18-4 de, and wyl noctbhateny ma ſhulde beloft, 
but that eueryman ſhulde amende himſelfe. 
etgt. Nenercheies · the Daye oftheL ORDE fhal 
Apotsa come euen as a thefe in the nightzin the 
which(da ye)the heauens ſhal perifhe with 
a greate noyfe,and the Elementes ſhal mel 
tewith beate,and the earth and $ workes 
that are cherin, ſhal burne. 

UF all thefe thinges ſhal periſhe, what 
maner perfons then ought yeto be in boly 
cSuerfacion and godlyncs, lokynge for anð 
baftynge vntothecommynge ofthe LOR- 
DEZ jn the which the heauens fal periſhe 


Adis.a 
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of S. Peter. 


with fyre · and the elementes ſhal mele with 

beate. Neuertheles * we loke for a new bea Efassc 
nenand anew earth(acord ynge to bis pro · Mpoi⸗ 
imes)wherin dwelleth rig hteouſnes. 

Wherfoꝛe dearly beloued, ſeynge that ye Cc 
loke [oz ſoch thinges, be diligent, 7 yemaye 
be founde before him in peace without [pot 
and vndefyled:and counte t he longſufferyn 
ge of oure LORDE youre faluacion, Euen 
as oure dearly beloued bzorber Paul (acoz- 
Dinge to the wyßdome geuẽ vnto bim)w20- 
te unto you:yee ſpeakinge therof allmoft in 
all Epiftles, wherin aremany thinges bar- 
deco be vnderſtonde, which they chat are 
vnlerned and vnftable, pernerte, as they do 
the other feriptures alf9,ro their arone dã⸗ 
nacion. 

Me therfore beloued, feynge ye Enowe te 
before bande, bewarre, left ye alfo be plucte 
awaye thorow cheerroure of y wiced, and 
fall from yo* orone ſtedfaſtnes. ut growe 
in grace, and in the knowlege of oure LOR- 
DEand Sanioure Jeſus Chriſt. To him be 
prayſe nowand for ener, Amen. 


Vhefieſt polite 


of che Mpofcle and Kuan 
geliſt S. Ihon. 
The ſumme of his epiſtle. 
Chap. t True wytneffe of the euerlaſtinge 


‘morde of God. The bloude of Chaift ts the 
purgacton from ſynne. No man ts without 


fynne. 

Chap. ul. Chꝛriſt fs oure aduocate · Of true 
fone,andbhow itis tryed. 

Chap. Ul. — Thefynguler loue of Godto war~ 
Devs: and how we agayne oughte to loueone 
another. 

Chap. Ul. Difference of fpretes, and howrhe 
ſprete of God maye be Enowne from the fpze- 
seof erroure Of the loue of God andofoure 
neghbours. 

. Ve Toloue God, ts to Fepe bis corn- 
———— the wo. :- 
de. Euerlaftinge life ts tn the foune of God. 
OF the fynne onto death. b ue 


The firf—e Chapter. 
Hat which wes from 
YG] ¥ begynnynge, which 
we baue berde, which 
* we baue fine with 
oH] OF eyes, which we ba- 
J uc lofed vpor, «and 
4 F banves haue band- 
led of the worde of li- 
ferand the life bath appeared, and we haue 
fene,and beare rytnes,and flere vnto you 
¥ life chatis enerlaftinge, whic) wis with 
the father, and bath apeared vnto vs. That 
which we haue ſene z berde,veclave we vnto 
you, that ye alſo maye haue felliſhippe with 
vᷣs, and that oure feiliſhippe maye be with 
tbe fatber and with bis fonne Jeſus Chriſt. 
fohi7z.b nd chis weyte we vnto you, «that youre 
toye maye be full. 
Andt his is che tydinges whid) we bane 


fohs.b 
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ſaith full and iuſt to forgeue vs oure ſynnes, 

bins clenfe vs frons all vnrightcoufites. 2 frve 

faye, we haue not ſynned; we make bim « 
Tyar,and bis worde is not in vs. 
Thell.Chapter. .· 

4 ~S Plitledhilozen,chefe hinges wryte 

§ J vnto you that ye ſhulde not ſyn· 

ine: and yf eny man ſynne, webaue 

Hebd gy + aouocate with the father, even Jeſus 

Romsc Theiſt whichis righteous:*and beitis that 

optayneth grace foz oure ſynnes: noc for 

onre ſynnes oncly,but alf for thefynnes of 

all che worlde. And hereby are wefurethat 

we Enowe bim,y free kepe bis Smanundeme 


of S. Ihon. No. reves. 

tes. · He that ſayeth: JIknowe him, and Ee. lon. 4.c 
peth not his cOmaundemétes, is a lyar, and 
thecructh is not in bins, But who ſo kepeth 

his worde, in him is the ioue of God perfecte 

In dede. Hereby knowe we, that we are in tohasd 
him. He ỹ ſa yeth be abydeth in him, oughte 

to waltke euen as be walked. 

Brethren, J wꝛyte no new commannde- 
ment vnto you, but chat olde commaunde- 
ment, which ye baue herde fromthe beg yn- 
nynge. Che olde cSimaundement is the wor 
de, which yebaucherde from che begynnyn- 

Ge. Agayne,« ¢ new cõmaundemẽt weyte J fohas.d 
vnto you, athinge thatis true inbimz alfo 

in yourforthe darkneſſe is paſt, and the true 

lighte now ſhyneth. 

He that ſa yeth he is in lig hte. and hateth x5 
bis brother, is yet in darkneſfe. He F loueth 
Dis brother, abydeth in che lighte, and the- 
reis none occafion ofeuellin him. But he p 
hateth bis bzocber, is in darEnes, and wal- 
kethin dartnes,and cannot tell whither be 
goeth, for ¥ darknes bath blynded bis eyes. 

Babes, J wꝛyte onto you, «that yo ſyn⸗ Lucey. 

nes are forgeuen you for bis names fate. J At+a 
xoryte vito you fathers, bow that ye bane 
Enorone bim whichis from } begynnynge. 
J wryte vnto you yongemé, bow that yeba 
ue euercome the wicked. Jwryte vnto you 
litle childzen, bow that ye haue knowne the 
father. haue wrytten vito you fathers, 
bow that ye baucEnownebim,whid is fro 
thebegynnynge. J bane wzytten onto you 
yongemen,bow that ye are fironge, and the 
worde of God abydethin you, and ye have 
ouercometbat wicked, 

Se that ye loue noe che worlde,nether ¥ C 
thingesthat are in the worlde. Afeny man 
louetbhe worlde,the loue ofthe father is not 
inbim: foz all that is in the worlde (namely 
the luft ofthe flefh,and the luff of the eyes 
andthepzyde oflife) is not oft he father, bue 
of the worꝛlde. And « the worlde ppaſſeth 
a@wayeand the luſt therof. But be that ful- 
fylleth che wyll of God, abydeth for euer. 

Litle hildzen, it is thelafeboure, and(as 
ye baue herde that + Antechriſt ſhal come) Matsga 
euen now aretbere many become Antechriſ tohsd 
tes allready: wherby we knowe, that it is F 
laſt houre. The y wente out · frõ vs, but they 
were not of vs: for yf they had bene of vs, 
they wolde no doure bane contynued with 
vs. Dut * chat they maye be Enorwne, boro 
thatchey arenot allof vs. 

But ye hauethe anoyneinee of him Fis 
Boly,z ye Enowe all thĩges. J haue not wryt 
cẽ vnto you,as though ye knewe not y cructh 
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The firſc Epiſtle 

but ye knowe it, z are fire, pà no lge cðmeth 
w of ¥ erueth. Whois iyar but he poenyech 

Neſus is Cheit· The ſame is * Antichriſt. 
denyeth che fatherz¥ ſonne. Whoſoeuer 
denyerbebeforne, the fame bath not the fe 
ther. Lote what ye haue berdenow from bd 
beg ynnyngelecthe fame abyde in you.rfy. 
rwbich be herde from the begynn ynge ſhal 
rema yne tnt you,then ſhal ye alfo abyde in > 
ſonne and in the facber. And this isthepzo 
mes ? he hath promyfed vs, euẽ eternall life. 

This haue Iwꝛyttẽ vnto you cScermnge 
thẽ that difceque you. And the anoyntinge 
which ye haue receancd of hun, dw elleth iss 
gous Z ye nede not § eny ma teach you, but 
as the anoyntinge teacheth you alltbiges, 
enen fo is it true,zis no lye. 2nd as it bach 
tangbte you, euẽ ſo abide ye cherin. And now 
babes, abyde in bi, whã he ſhal appeare 


Efas4¢ 
Toh.e-e 
i4.c6.b 


awemaye be bolde,z not bemadeafhamed of 


bim at his commynge. rf yeEnowe y beis 
rightcous, Enowe alfocbat be which doth 

righteouſnes. is bone of him. 

The ll. Chapter. 

a #bholde what loue the father hath 
B ſhewed on vs, p we ſhulde be called 
the childꝛẽ of God. Cherfore ¥ woil- 
de knoweth younoe,becaufe itEnoweth noe 
tuce20d him. Dearly beloued, we are nore F« childꝛẽ 
of God, and yet hath it not appe ared what 
KRoee we ſhaibe. · But we rnowe when be ſhal 


rcortsE appeare. we ſhal ke lite himẽ for we ſhai ſe 
Saige bie as he is. And euery man phath this ho 


pein bim, pourgeth him felfe, euen as beis 
pure. Who fo ener cOmyttech ſynne cõm yt · 
teth vnrighteouſnes alfo, and ſynne is vn ⸗ 
Bassa righteoumes. And ye knowe thatbe appea 
ae redto take awaye oure ſynnes: and in bimis 
>. NO ſynne. Who fo euer abydeth in him, fyn- 
neth not:who foeuer fynneth, bath noc fene 
bim nether knowne bin. 
BD Babeslernomandifceaue you.He that 
doerhrighteouſnes, is righteons,euen as be 
is righteous. He that commytteth fynne,is 
ofthe denell: forthe denell fynnech fence F 
begynnynge - For this purpofe appeared 
the fonne of God,co lowferbe workes of che 
siohs¢ deuell. · Who ſo eneris borne of God, fyn- 
w.peca.d neth noes for his · fede remaynech in bim, z 
be cã not ſynne, becauſe beis bome of God. 
* By this are the children of Sod kaowne 
thechildzen ofthe deuell. Who ſo ener doeth 
net righteoufnes. is not of God, nether be 
thath loneth not bis brorber. 
For this is the tydinges which ye haue 
berde from the begynnynge, that ye ſhulde 
loue one anotber, *nocas Cait, which was 
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of S. Ihon. 
of the wicked, and ſlewe his bꝛother. And 
wherfore ſſere be him? euen becauſe bis 
awne workes were euell, and bis brot hers 
rightcous. + Maruayle noe (my brethren) tohash 
though the worlde hate you. We knowe 
we are trãſlated from death vnto life becau 
feweloue the brethren. He that loucth nor 
bis brother, abyderh in death. · Who ſoeuer Mats< 
hateth bis brother, is a manſleyer. And ye 
Enowetbata manfleyer bach norecernall li 
fe abydinge in him. 

Hereby have we perceauedloue, thar he C 
gaue bislife for vs, and therfore oughe we 
a@lforo gene oure lyues for the bretheẽ. Due 
be hach chis worldes goov,zfeyth bis bro 
ther baue ncde,and ſhucteth vp bis hert fro 
bint, how dreellech the louc of Godin him? 
Uylicte chilozen,. ler vs not lowe with wor lacoa.b 
dencther withconge, but with F dede, and 
with cheerneth. Hereby Enowe we, that we 
are ofthe verite,and can quyete oure hertes 
before him. But yf oure bere condemne vs, 
Godvis greater thé oure hert,and knoweth 
all thinges. Dearly beloued, yfoure hert con 
demne vs not, then haue wee fre boldnes 
to God warve. «And what foeuerweare, 
we fhalreceane it: becaufé we tepe bis cd 
maundemẽtes, and do thofe chinges, whidy 
are pleafaunt inbis ſighte. 

And this is bis cOmaundement, that we 
belene on ¥ name of bis forme Jeſus Chufé, 
and love one another,+ as be gaue com- tohs.d 
maundement. And bethatkepech bis com- 
maundementes, dwelleth it bim, and he in 
Him. And hereby Enowe we that be aby- 
deth in vs, euen by the ſprete which he hath 


geuen vs. 
The Ml. Chapter. 
= arly belewed, beleue not ye euery A 
fpzete, + but proue che ſpretes whe 1 Reed 
2) ther they be of God. Fozmany fal. M7> 
fe propbetes are gone out in tothe woulde. 
Hereby ſhal ye Enowe the ſpꝛete of God: 
uery fprete which confeffech, char Jeſus 
Chuift is come in the flefh,is of God:And 
euery fpzete which confefferh not that Je⸗ 
fas Chꝛiſt is come in the flefly, is noe off 
Sod. And this is that fpzete of Antechriſt. 
Off whom ye bauc herde,borw ehat be fal 
come, and euen now allready is be in the 
worlde. Litle childzen, ye ave off God, and 
baue ouercome then: foz greater is be 
thatisin you,tben be that is in the worlde. 
They are off the worlde, therfore fpcate 
tbey off the worlde, and the wouldve ber- 
teneth onto them. We are of Govd,* and tohs.d 
be that knoweth God, berEencth onto vs: 


The fire Epiſtle 
he thatis not of God, beareth vs noe. Bere 
by knowe we theſprete of trueth, and ¥ [pre 
te oferronre. 

B _ Dearly beloned, let vs loue one another, 
fozloue commeth of God. Andeuery one F 
loueth,is borne of God, and Enoweth Gov. 
he chat loueth nor, knoweth noe God: for 

Tohx¢ Bod is loue.· By this appeared the loue of 
Romsa Sod to vs warde, becavfe that God ſent 
bis onely begotten ſonne in to this worlde, 
that we mighre Lyne thozow him. Herein is 
(one, not that weloued God, but that he lo⸗ 
ued vs,"and fent bis ſonne to mate agremẽt 
for oure ſynnes. 

Dearly beloucd, yf God fo loued vs, we 
Exod ougbte alfoco loue one another. · No man 
—— b bach fine God at eny cyme. f we loue one 
another, God dwelleth in vs,and his loue is 

perfecte in vs. Hereby knowe we that we 

Drwell in bim, and bein vs, becauſe be bath 

geuen vs of bis fpzete. And we haue fene,z 

teftifye thatthe facber ſent the fonue ro be 
the Sanioure of the rwoulde, « Whoſoeuer 
now confeffech Jeſus is the ſonne of God 
in him dwellerh God, and he in Gov: and 
soe haue knowne and beleued the loue chat 

God hath to vs. 

CSod is loue, and he that dwelleth in loue 
dwelleth in God,and Godin him Here in is 
the loue perfecte with vs,thatrre ſhuide ba 
ue a fre boldneſſe inthe Daye of iudgment: 
for as he is euẽ ſo are wein this worlde. Fea 
re is not inloue, butperfecte lone caſte ih out 
feare: for feare bach paynefulnes. He that 
fearcth,is noc perfecte in loue. 

Let vs loue him, for beloucd vs firfé « Mf 
eny man faye: FJ loue God, z yet hateth bis 
brother, he is a lyar. Foz be that louech noe 
bis brother whom befeyth, bow can beloue 
God, bom be feych not? Andt his cõsmaun 
Leuit10-€ Dement baue we of bim, *chat be whidylo- 
Johd Herb God, ſhuide loue bis brother alfo. 

The V. Chapter. 
A SSS Ho foeuer beleneth chat Jeſus is 
Ps 
No 


2.Cors.c 
Cola-b 


tohe£ 


tloh aa 


Mat 16.c Chifé,» is borne of Sod. And who 

Tohaa focuer loneth bim that begat, lo- 
ueth bim allo which was begotten of him. 
Dy this we Enowe that weloue Gods chil · 
dren, whan we loue God, and kepe bis com- 
maundementes. For this is cheloueofGov, 

Mate thacrwetepe bis comm aundementes, · and 
his commaundemẽtes are not greuous. For 
all that is borne of God, ouercommeththe 
worlde:and thisis che victory that ouercom 
meth the woulde,ené oure faith. Whois ity 
onercomm,<b che wouldve, but be whic bele 
beth chat Jeſus is che ſonne of Seve 


of GS. Ihon. No. rete. 


This is he thatcSmeth with water and 
blonde, euen Jeſus Chriſt: noc with water 
oncly, but with water and bloude.* And it is Matsb 
the ſprete that beareth wytnes: for the fpze- aos 
teis che tructh.( For there are thre whid) andis. 
bearerecozde in heauen: the father, the wor 
de,andcbeboly gooft, z thefe thre are one.) 
ind chere are thꝛe whidy beare recozde in 
earthrt he ſprete, water andbloude,and thee 
tbhreare one. 

Rf we receane the witneffe of mest, the B 
witneſſe of Godis greater: for this is che 
wytneſſe of God, whidy be teſtifyed of bis 
ſonne. De thatbelenech on $ forme of God, toh s. 
bath che wyenes in bim felfe.ethatbele- Rom. 
eth not God, hath made him alyar. And Sl 
thisis that recorde euen $ God hath geuẽ 
vs eucrlaftingelife. « Anð this lifeis in bis tohsa 
fonne.he that bach the ſonne of Gov, bath 
life: He thac bath noc the fonne of God, 
bach noclife. 

Thele thinges haue J weyttẽ vnto you, 
which beleue on the name of the fonne of 
Govd,chac yemayeEnowe, howebat ye ba- 
neecernalllife,andthat yemaye belencon ¥ 
name of che fonne of Bob. And this isthe 
fre boloneffe which we haue towarde bin, 
that yfrweare eny thinge acorvdinge to bis 
wyll, be heareth vs. And yf we Enowe that 
be beareth vs what fo ever we are, then are 
swe fire that webaue > peticions,whid) we 
Hane defyzed of him. 

Rfeny manfe bis brother ſynne a ſynne C 
not vnts death, let him are, and be ſhal ge- 
ue bim life, for thẽ ſynne noe onto death, 
Thereis g «fynne onto death, forthe which tere. 
faye J noe thataman ſhulde praye. Al on —— 
righteoufites is fynne,and there is fynne not i 
vnto death: 

We knowe, that whofoeuer is bore off” 
God, fynnech noͤt: but be thacis begottẽ of 
Gov, Fepech himfelfe,z F wicFed toucheth 
bim not. We Enowe that we are of Gov,z 
the worlde is fet alltogether on wictednes. 
Dut we Enowe, that the ſonne of God isco 

me, «and bath genen vs a mynde,to 

Enore bim which is trne: and 
we are in bim F is true, in 
bis forme Jeſu Chriſt. 
This igcheerue 
God,and 
ener 
laſtinge life. Babes 
Pepe youre ſelues from ymages. Amen, 
BR yj 


Luc.aa · d 


The ij. Epifele 


She feconde 
Epifile of G. hon. 


Tbe ſumme of this epifile. 

e wayteth unto a certayne lady, reioyſeth thet 
* — thé 
wnto loue, warneth them to beware of fody 
Difeeauers as denye that Jeſun Chriſt eame 
in the flefp ,p2ayeth them fo conmzynue in the 
Doceryne of Chzift,and tobanc nothinge to 

Do with them that buinge nor thislernynge- 


HE Eleer.To ¥ elec 
te lady and bir childrẽ 

whom Jj lovein the 
% P< trueth:znot J onely, 
3 M4 buc allebey alfocbac 
haue knowne the tru⸗ 
eth, for the truthes ſa 
ke which dwelleth ins 

vs, and ſhalbe with vs for euer. 

Grace,mercy, and peace be with you frõ 
the LORDE Yefins Chrifé * forme of che fr 
ther inthetrneth andin lone. 

Jam greatly retoyfed, that J banc fous 
de amongetby childzen,them chat waltein 
¥ trueth,as we bane receanede commaun- 
dernent of the father. And now lady J befe- 
Fe the(not as though J wrote a new com- 
maundement vnto the, but the fame which 
swe bane bad fromebe beg ynnynge)tbat we 
lone one another. And this is theloue, thac 
wewalte after bis commaunbdententes. 

This is the commanundement(as ye ha- 

B ueberdefrd che begynn ynge)that we ſhul· 
de walke therin. « For many diſce auers are 


—— — 


Ree eee 


Wohzc me in to the worlde, which confeffe not F 
—** 


Jeſus Chꝛiſt is come in che fleſhrthis is a 
diſceauer and an Antechriſt. Cake hede to 
youre felnes,that we lofe not that which we 
Daue wroughe, but that we maycreceauca 
fall rewarde.YObofo ener tranfareffeth,and 
abydeth not in thedoctryne of Chiff, bach 
not God:be that abydeth in ? doctryne of 
Cheiſt. bach both the fatber and the fonne. 

*Rfenynsan come nto you, and bzynge 


reſſa · b not this doctr ye, receaue him not into the 


houſe, nether ſallute him: fo: he that ſaluteth 
bim, is partater of bis enell ocdes. J bad 
Imany thinges to weyte vnto you: neverthe- 
les wolve nor wryte xb papyze and ynée, 
but Itruſt to come vnto you ,andto fpea- 
te WAP kid dies — toye 
maye be full. Che hildzen ofthy electe fiftes 
faluce the. Amen, * * 


of S. Ihon. 


Dhethirde Opiſt 


le of S. Ihon. 


The ſumme of this epiſtle. 

Hcis glad of Saius, that he walketh in the truethe 
ecbozteth bim to be louynge vito the poors 
ehriften in their perfecucion, fheweth the vn- 
Epnde dealynge of Diotrephes, andthe Food 
repozreof Demetrivs, 


aS] HE Elder. Tothe beloued 
Gaius, whom Flone in the 
trneth. My beloued, J wyſ⸗ 
hein all thinges, that thou 
pꝛoſpere and faze well euen 
as thy foule pzofpereth. J 
reioyfed greatly, whan the brethren came, 
andteftificd of the trueth thatisin * how 
thou walteft in che tructh. J haue no grea- 
ter toye, the co heare tharmy childrꝛẽ walte 
inthe trueth. 

My beloucd, x thou doef— faithfully 
what fo ener thou doeſt co the brethren and. 
to firaiigers, which haue bome witneffe of 
thyloue beforethecongregacion:and thou 
Daft done well that thou dyddeſt brynge 
them forwarde on their iourney, worthely 
before God. Gor becauſe of bis names fate 
they wente forth, and coke notbinge ofthe 
Seythen. We therfore oughte co receaue 
fod> that wemighte be helpers onto the 
trueth. 

FJ wrote tothe congregacion,but Diotri 
pbes, which loueth to bane the pzcemynent- 
ceamongethem,receaned vs noc. WO ber fore, 
yf DB come, J wil declare bis dedes which be 
doech, ieaſtinge vps vs with malicious wor 
des:netheris be therwit h cõtent. Not one- 
ly bebimfelfe receaueth not the bꝛet hrẽ, but 
alfobe forbyddeth them that wolde, and 
thrnfteth them out of the congregacion. 

My beloued, folowe not} which is enell, 
but that whic is good. He that doeth well, 
is of God:buthethat doeth evell, ſe yth not 
God. Demetrius hath good repoꝛte of all 
men, and of chetrueth: yee and we oure fel- 
ues alſo beare recorzbe, and ye Enowe tha 
oure recorde is true. I had many thinges to 
wryte, but Jawolde not with yntc, and pen 
wryte unto the, But J truſt ſhortl y to ſe the 
and ſo wyl we ſpeake together mouth to 
mouth. peace be with the. The louers fala 
tethe.Gretetbeloucrsby name, 


BY 


Hebuga 


% 


The Epifele 


He K piftle of 


the Apoſtle S. Paul 
to the Hebrues. 
Theſumme of chis epiſtle. 

Chap... Bow God deale louynaly with the 
Ofte olderpmein fendynge than ois prophe- 
tes, but mod) moze mercy hath he fheweo vs 
in that he ſent vs his owne fonne.OF the molt 
excellent glory of Sefus Chaft,whidy tm sll 
thingesis lite to his father. 

Cysp. U- —_ Beerborterh vs to beobevient vn- 
tothe new lnwe whidy Chriſt hath geuen vs 
end not to be offended ar the infirmire and 
Lowe degre cf Chujt: owbhyste was neces#jary 
that foroure fates hefyulderatefod an hum 
ble ftate vpon him that he might be life vito 
bis brethren. 

Chap. Ul. Herequyrech vstobe obedient vn 
£0 the worde of Chzjt, whid)is moze worthy 
then {ofes.Che puny fhment of fodras wyll 
nedes harden thetr hertes 

Chap ul. CTheSabbarh ozreft of the Chu 
ten. Panyfhment of vnbeiruers The narure of 
the worðe of Goo 

Chap. V. —_ Chujkisoure hrepreſt. the ſeate of 
geace,andmozeercellent then the bye paeftes 
Of the oldelawe. 

Chap. vi Se Goeth forth with the thige that 
bebeganne inthe latter ende of the fyffrdap 
ter,and erborterh them not to faynt,buctobe 
sedfaftandpacient: for fo mod) as Godis fir- 
Fe in bis promeffe. 

» Vil. Re cépareth the preſthode of Chriſt 
[into HFelayifededh,but robe farremore excel 


ents 

Chap. Vi. The office of Chriſt ts more wor- 
thy tben the prejtes office of the olde lawe, 
whid) wes vuperfecte , and therfore abzo- 

ate. 

aoa, IX. __ The profit end worthyneffe of the 
—— — and bow farrethe new er cel · 

jetlit. 

Ap. X- The oldelawe bad no power toclé 
feawaye fynne,bur Chajtoyd ie with offeryn 
Se vp bis body once forall In echortacionto 
receate this goodneffe of God thst fully with 
pactenceandtedfaft faith. 

- Xt. WObat faith is,andacommédacion 
‘Of the fame The jtedfaft belewe of the fathers 
In olde tyme. 

hap. Xi. An erhoztacion to be pactent and 
ftedfaft in troubleand aduerfite,vpon bope of 
euerlaftinge rewarde. 2% commédacton of the 
new Teftament aboue the olde. 

Chap. Xl. — Jeerhorterh vs vnto loue,tohofpt- 
talite, to thine vpon foch as be in aduerfire, 
to manteynewedloce,to avoydecuvetonfnef 
fe.to maFe mod of thé that pread) Godswo2- 
De,to bewarre of ftraunge lernynge, to be com 
sencto fuffre rebuke with Chriff, to be thank- 
full vnto Gov, andobedient vñto tooure bes 
des. 


vnto che 


R 


ebꝛites. Fo. c. 


Se eS 
The firf— Chapter. 
OD in t yme paſt dy · A 
uerſly zmany wayes, 
[pate vnto ¥ fatbers 
by pzopbeces , bur in 
| chefe lafé dayes be 
| bach (poten vnto vs 
| by bis fonne, * whom 
=< be bath madcheyze of 
all coinges, by whom ald be made the work 
de. · Wich (fonne)beynge the baightnes of 54P74 
bis glozy,z che very ymage of bis ſuͤbſtaun 
ce, bearinge vp all thinges with the worde 
of bis power, « bath in bis owne perſonne 
pourged oure ſynnes and is ſet on the righte 
hande of che maieſtie on bye:beynge ent as 
moch more excellẽt thẽ ¥ angele,asbebath pucsc 
optayned amoze ercellée*name chen they. Phitaa 
Foz vnto which ofche angels fayde he at B 
enycyme:. Thou arcmy ſonne this da ye ha Plalza 
ue J begottenthe rnd —e willbe *Keb ·⸗ ·c 
bis facber,zbe ſhalbe my ſoͤnne: And agay 
ne, whã be bryngech in the fyrſt begottẽ ſon 
ne in to the worlde befayeth :* Andall the PAlsca 
angels of Sod ſhal worſhippe him. 2nd of 
—— be ſayethrHe mateth — PLaltos.@ 
pzctes,z bis myniſters flames of Fyre. Bue 
vnto ¥ foune be; —— * ee endy- Piles 
reth for euer Teuerthe cepter of y kyngdo⸗ 
meis aright cepter. Chou baft loued righ⸗ 
teoufites, z bated tniquyte : wherfore Goo 
Gvbich is chy Godhath anoynted che with Pai 
the oyle of gladneffe aboucy felorwes.*2Anp Plo! 
thouLORDE in ꝰ begynnynge haſt layed 
the foundacion ofthe earth, and > beanés 
are the wortes of thy banves,* they [hal pe · ket 3b 
rife, buc thon fhale endure: they all hal 
ware oldeas doth a garmẽt, andas a veſtu 
re ſhalt thou chaunge them, and they fhal- 
be chaunged. But thou art $ fame,andeby 
yeares ſhal not fayle. Vnto which ofthe an- 
gels faydebe ateny tyme: · Syc thouonmy 
sighce bade, tyll J mate thyne enemiesthy 
fore ſtole Are thẽy not all myniferynge fpze 
tes, ſent comynifter foz their fates, which 
Palbe heyres oͤfſaluacion⸗ 


Mataoc 


Ephesa 


Phaltos.a 


R it 


The Epiftle 
The U. Chapter. 

4 2 Herfore we dught to gewethe mo- 
rebede vnto the thinges which we 
banc berde left we periß he. For yf 

the worde which was [pote by angels, was 
feed fafE,and every trãſgreſſion and diſhobe · 
dience receaued a iuſt recompence of e war⸗ 
de how ſhal we eſcape. yf wedeſpyſe ſo grea 

Marcab tea faluacton: which · after chat it beg anu⸗ 
netobe preached by the LORDE bimfelfe, 

Marcus.c *wasconfirmed vpon vs, bythem that ber 
deit, God bearynge witneſſe cherto, with 
tokens, wonders and dyuerſe powers, and 
gifces of the holy goofé acozdinge to bis 
awne wyll. 

BESor vnto the angels hath he not ſubdued 
the worlde to come wherof we ſpe abe. But 
one in a certayne place witneffeth z fayeth: 
Wohat is man that thou art myndefull of 
him? or the ſonne of man, that thou vyſiteſt 
him: After thou haddeſt for a litie ſeaſon ma 
de him lower the F angels,chou crownedſt 
bint with honoure and glozy, and baft fee 
bim aboucthe wortes of chy handes. Thou 
haſt put all chinges infiubieccton onder bis 
Corse fete. Jn thatbe ſubdued all hinges onto 
bim, belefte nothinge that is not put vn⸗ 
der him. Neuertheles now fe we not all thin 

es yet ſüubdued vnto him. But him, which 
—S—— was made leſſe then che an- 
Gels, we ſe that it is Jeſus: which is · Crow⸗ 
hed with honoureand glory forthe ſufferyn 
tre of Death that be by the grace of Gov, 
Phulvdecaift of de ath forall men. Forit beca⸗ 
me bim, fo whom are all thinges, and by 
wyhõ areall chinges (after $ he had brough 
te many childien vnto glorythat be ſhulde 
matethe LORDE of their faluacion perfecte 
thoꝛow fifferynge, for ſo mody as they all 
conte of one, both bethat fanctifiech; z they 
wobich are fanctified. 
For the which cauſes fate, be is not aſha⸗ 
Pfalare Medco call chem brechren, fayenge: · J will 
declare thy name onto my brethren, and in 
themyddes ofthe cOgregacion wil J pzay- 
Phaliz.a fe the. And agayne: · J wyl putmy croft in 
EQ bim.nd agayne:.bebolde, here am F and 
“eC my children, which Bod bath geuen me, 
§o2 as moch thenas the childzen bane 
fief and bloude.· bealfo himſelfe lkkewyſe 
Cks¢ | toke parte with chem, + F berborow death, 
stimib Mighte tate awaye ? power ofbim,whidy 
badloxdfhippe ouer death, that isto faye, ¥ 
deuell: z chat he mighte delyuer thẽ which 
thorow feare of death were all their life ty⸗ 
me in daũ ger of bõdage. Gor he in no place 
taketh on him the angels, dut ¥ ſede of Abra 


Phals.b 


Phil.3.a 


Phils.a 


vnto he Gebsuce. 


ham tabeth he on him. Wher fore in all thin 
ges it became him tobe made · like vnto bis Philaa 
brethzen, that he mighte be mercyfull and 
a Faithfull byepzeft ͤn thinges concernynge 
God,to make agrement for the ſynnes of F 
peopie . Gorin tharbe bimfelfefuffredand Hebe 
eas tempted, beis ableco fucker them that 
are tempted. 
The Il. Chapter. 
ARO Herfore holy bꝛethꝛen. ye that are a4 

88 parcaters of the heauẽlycallynge. 
Ke confyder the Embaffeatour and 
bycprefE of profeffion,Chzifé Fefirs, whic 
is faith full co bim that oxdeyned bim, euen 
as was Moſes inallbis houfe. Sut this numua 
mantis worthy of greater honouretbenmo- 
fes, in as moch as be which pzepareth che 
boule, bath greater honoure in it,then the 
Honfe ic fel fe. For enery houſe is prepared of 
fomema:* but he that oede yned allebinges, Cen.na 
is God. And Moſes verely was faithfuĩl in 
all bishoufeas a mynifter,. to be are witnes Deutie 
of chofe chinges whid) were to be fpoten 
afterwarde: But Chiféas aformebach ru 
le quer bis houfé,.whofe houſe arewe, yfrwe 1.Corsb 
olde faf the confidence and reioyfinge of Romsa 
that « hope onto the ende. 

Wherfoze,as > holy gooſt ſayet h: To⸗ Plates 
daye yf ye [yal heare his voyce, barden not 
youre bertes,+as in the pronotynte in che 2x07 
Daye of cemptacion inthe wyldernes, where 
youre fathers tempted me, proucdme, and 
fare mry workes fort ye yeares Longe. YOber- 
fore J was greued xb that generacion, and 
fayde: They erre ever in their berces. But 
they Enewe not my wayes, fo that I fivare 
inmy — they ſhulde not enter in to 
my reſt. 

Take hede bꝛethꝛen, that there be not in 
eny of you an euellhert of vnbeleue, to depar 
te front the lyuynge Godrbut exhorte youre 
felues daylie whyle it is called co daye, left 
eny of you ware harde harted thozow ¥ dif” 
ceatfulnes of ſynne. Foz we ave become par 
taters of Chiift,yfrve kepeſure vnto ¥ ende 
the beg ynnynge of the ſübſtãce, ſolonge as 
It isfayde:Todaye,yf ye ſhal beare bis voy- 
ce, bardé not youre bertes,as inthe prouo- 
caciõ. For fome whan they herde, prouobed. 
Sowbeit not all they came ont of Egipte 
by Moſes. But with whom was be difplea- 
fed fort ye yeares longe? Was he not diſplea 
fed with them ỹ ſynned. whofe carcaſes were 
ouerthrorne in y, wylderneſſe? · To whom Aum·i4c 
ſware be, p they ſhulde not enter in to bis 
reſt but vnto che beleued not: And we ſe ỹ 
they coulde not enter in becauſe of vnbeleue. 


a 


The Epifele 

Thellll. Chapter. 
Et vs feare therfore, lefEeny of vs 
Luling i ihe Ip aa ae ofentrynge 


£2, in to bis reſt, ſhulde feme to come 


bebinde:fozitis declared vnto vs as wellas 


vnto che Hebꝛues. Qo. et. 


the waye, foz fo moch as be bimfelfe alfo is 
compafed aboute with infirmyte. Therfore 
ts be boundeco offer for ſynnes, as well for 
im felfeas foz ¥ people. 2nd noms cakerh 


> honoure vnto bimfelfe, but he that is cal 
led of God,* as was Baron. Exoaa 
Even fo Cheiſt glorified not himſelfe to C 

be made bye prefé,but be p fayde vnto him: 

+ Thou are my fonne, this da ye bane TJ be- Plalaa 
gotten the. As befayeth alfo in anorber pla 
cexT hou art a preft for euer after F oder of PAlics.a 
Melchiſedech. And in ¥ dayes of his flefhe, *Lucas.c 
be offred vp prayers z fupplicacions, wb fire ‘ohu7a 


ante thé. Sut che worde of preachinge bel- 
ped noctbhé,wbe they that eee tt, belened 
it not. ¶ For we which baue belened, enter in 
tobis reft)acorzdynge as be fayde: Euen as 
J baue fiwomeinmy wrath, They fal noe 
enter in comy reſt. And that( fpake be)vcre- 
ly lsge after that che workes frõ the begyn 
nynge ofthe worlde were made: For be [pa- 
€c ina certayne place ofthe feuéth dayc, on 


Genaa this wyſe: «And Godref—eedonebefeuenth ſaue him frd death:z was herde allo, becau 
x daye from all bis workes. And in this place ſe he had Godin honoure. Andchough be Philsa 
Falss.b ggayne:s Chey halnotcomeinto my reſt. was Gods fonne, yet lerned be obedience, by 
Seynge it foloweeh thé, chat fone muf— thoſe chinges which be ſuffred. And he be yn 
enterthereincto:andebey,towbomitwas ge made perfecte, became the cauſe of ener 
fieſt preached, entred not therin for vnbele-  Iaftingefaluacts, onto all che F obeyebim, 
aes fate, therfore appoynteth be a daye and is called of Gov an bye preft after the 
aga yne after folonge cyme,andfayeth: To- order of Melchiſedech. Wher oͤf we haue ma 
Daye (as it is rehearſeð by Damd) Todaye ny chinges to faye, which are harde to be vt · 
yf ye flbal beare bis voyce chen harden noͤt tered, becauſe yeare dull of bearynge.» For sConsa 
youre bertes. Foz yf Joſua bad geuenchen where as concernynge the tyme yeoughe 
TefE,ché wolde be nor a frer warde bane fpo to be teachers, yet bane ye nede agayne, * 
Een,of another daye. Therfore remayneth awe teach youche firſt preceptes of the woz- 
there yet a reſt vnto the people of God. For de of God: and are become (ody as baue ne~ 
he that is entred into bis refé,ceaffech from de of mylfe,and not ſtronge meate. Foz eue- 
bis workes, + as Goddoth from bis ry one that is fed yet with mylee,is vᷣnexper 
Gena Letvs mate haiſt cherfore coenterinto  teinthewordeofrighteoufires, for beis but 
thacreftleféenyman fallafcer thefameen- ¶ a babẽ. Bucfironge meate belongech vnto 
fample of vnbeleue. Foz F woxdeofGodis them F are perfecte,whidy thozorw cuftome 
quycte,and mighticin operacion. and ſhar · ¶ haus cheir wytres exercyſed ¢o iudge both 
Ecelsasc per thé eny tro edged ſwerde, and · entreth good and enell. 
chozow, even tothe denydinge ofthe foulez The Vi. Chapter. 
the ſprete, and of J toyntes ztbemary,and 2 Jerfore let vs leauc the doctryne A 
is a iudger ofthe thoughtes z intẽ tes ofthe SSS pertaynynge to che begynnynge of 
bert,necheris there eny creacure invifible ut SW a Chiiften life, and ler vs go vnto 
$ fighte of him. But all thinges are naled perfeccion: and now nomorclaye F founda 
bare vnto Feyes of bi of whS we fpeate.  cion of repẽtaunce from deed workes,and of 
The V. Chapter. faith cowarde God,of baptyme,ofooctry- 
a yngethen thar we haucagreate ne, of layenge on of hãdes. vf reſurreccion of 
bye preft,eué Jeſus F fonne of God, the dced,z of eternall indgment. And ſo wil 
“é whid)isentredin co beauen,lervs we do* yfGovd permycte.» Forit is not pop? Acc 
olde oure profeffion. Gor we baue not an fible,tharthey whic were oncelighted,and — 
bye preſt which cã not haue cõpaſſion ong hauetaiſteð ofthe heauẽly gyfte, and arebe- — 
nfirmities, but was in all poyntes tẽpted.li come parcaters of theboly gooſt. z* baue a.Pre.sa 
efassb Beaswe ate, but «withour ſynne. Let vs taiſted of * good wordeof God, andofebe 
Rome.a 


b 


Leuleg.b 


therfore go boldely unto the * feate of grace 


S ehatwemayereceane mercy and fynde gra 


ceto belpetn thecyme of nede. 

Gor nee bye preft thatis caten firs amd 
te mens, is ozdeyned for men in thinges per- 
tayninge to God,«co offer giftes and ſacri 
fices for ſynne: which can haue cSpaffion on 
the ignozaunt, an on them that are out of 


Ge cryenge zeeares vnto bint ¥ was able to 


power ofthe worlde to come, yf they fall 
arwaye( and concernynge them felues cruct- 
fre the ſonne of God afrefbe, and mate a 
mocke off bim ) that they ſhulde be renued 
agayne onto repentaunce, 

Forthe earth, that drynketh in therayne, 
which commeth oft vpon tt, and bringeth 
forth berbes mete for chem chat dzeffe it, 


Khe Epifile 
ge ceaneth bleffynge of God: But F groun · 
de which bearerh chomes and chiftles,isne 
ehinge worth, and nye vnto curſynge:whoſe 
endeis to be brent. Neuertheles (yedearly 
beloncd we trufé to fe better of you, and ỹ 


Matasd faluacidis nyer,chough wetbus ſpeate. · Foz 


God is noc vnrighteous,chat be ſhulde for- 
get youre worke and laboure ofloue, which 
de ſhewed in bis name, whan ye myniſtred 
vnto thefayntes,and yet myniſter. Yee and 
swe defyze, that enery one of you fhewetbe 
fame diligence, to the Peablyfhinge of bope 
even onto the ende that ye faynce noc, bute 
folowe them which chozow faith and paciẽ 
ceinberet the promyfes. Gorrohan God mar 
de promes to Abraham, becault be had no⸗ 


Genssc me Greater to fiveare by, « be fivare by bint 


felfe.and fayde: Surely J oil bl. ſſe the and 
muleiplye in dede And [> he abode paciẽt 
ly, and optayned the pꝛomes. 

C = As for men, they fiweare by him that is 


Exosab greater then them felues: +and che ooth is 


che ende of all jiryfe to confirme the thinge 
amdge them. But Gov, wyllinge very abun 
dauntiyto ſhewe unto the beyzes of promes 
the ſtablenes of bis councell,addedanooth 
F by two immutable thinges (inthe which 
itis vnpoſſible ¥ Bod ſhulde lye xve mighte 
haue a ſtronge conſolacion: euen we, which 
Gre fled to hoide faſt the hope that is fer be- 
he vs, which (hope) we bane as a ſure and 
edfaſt enter of ourg foule. Which (ope) 
alfoentreth in, in to choſe chinges chat are 
within > vayle, whither the forerũner ts for 
vs entred in, euẽ Fefiss,whidy is made an bye 
preſt fozener after F order of Melchiſedech · 
Theil. Chapter. 
a SPrwo His Welch: ſedech Eynge of Salem 
Centy.a a Ehich beynge prefé ofebe moſt bye 
Gov, met Abraham as bereeurned 
agavnefrom che ſiaughter of theEynges,z 
bleffedbim, onto whom Abraham alſo gaue 
tithes of all che goodes)firft is by interpreta 
cion Eyngeofrighteoufnes: after thar is he 
Eynge of Salem alfo( that is tofaye,Eynte 
Of peace) without facber without mother, 
without Eynne,gnd bath nether beg ynn yn 
ge of dayes, ner ende oflife: butis likened vir 
ro the ſonne of Bod, and cont ynueth a preſt 
for euer. 
But cõſider how greate a man this was, 
to whom the patriarke Abraham gaue ti- 


Numas.d thes of the ſpoyles. And verelythe children 


Of Leni, whan they receaue the prefthove, 
haue a commanndement acordynge tothe 
lawe, to tate the ticbes oftbe people,that 
as to faye, of theix brethrẽ though they alſo 


vnto che Gebsuce, 


cameont of theloynes of Abraham. 

Dut he whofe Eynred is not counted amd B 
gethem, recegnedtithes of Abra ham, and 
Dleffed him that bad the promes. Now is it 
fowithour all nayfayenge,chactbheleffere- 
ceaucth bleffynge of y better. And here men 
that dye, rece aue tithes. But there he recea 
neth tithes, of whom it ts witneſſed that he 
lyueth. And to ſa ye the trueth, Leut bimfel- 
fe als which receaueth tithes, payed tit hes 
i Abra ham for he was yerin the io ynes of 
bis father Abeabam, whan MNelchiſedech 
met him. 

MF now therfore perfeccion cameby the 
prefibodeofcbe Lemttes( for vnder the ſame 
(preftbode) the people receaned the lawe) 
whatneded it chen furcburmore, that ano- 
ther preſt huldẽ ryfeafter the order of Mel· 


chifededy,and not after the order of Aarons Malas 


For yfthe preſthode be trãſlated thẽ of 
ee alle ey; lawe be tranflated alfo. 
Sorbeof whom theſe chinges are fpoten,is 
of another trybe, ofthe which neuer man fer 
ued at thealtare. 


C 
For it is euidẽt that oure LORDE ſpron Natu a.b 


ge of the trybe of Juda, tothe which trybe 
Moſes fpake nocbinge cScernynge preſtho 
de And it is yet a moze evident thinge,yfaf- 
terche fymiliende of Mechiſedech there ary- 
fe another preſt, which is not made after * 
lawe of the carnall commaundemens, but 


afeer the power of che endleffe life( For be Plalics.a 


teftifiech: Chou are a preſt for ener after tbe 
order of Melchiſedech chen the commaun · 
Dement chat wente before, is difanulled,be- 
cauſe of his weakneffe,and vnprofitablenes. 
Forthe lawe made nothinge perfecte, but 
was an introduccion of a better hope,by * 
nbid) hope we drawe nye vnto Gov. And 
for this cauſe is it a better hope, it was 
not promyſed without an ooth . Thoſe preſ 
tes were made without an ooth, but this 
pꝛeſt with an ooth, by him that ſa yve vnto 
him: TheL ORDE fivare, and wyl noc re⸗ 
pente:C bon art a preft for ever after the or- 
Der of Melchiſedech. Thus is Jeſus become 
a ſtabliß her of fo mocha better CefEaméce. 
And amonge them many were made pref D 
tes, becanfetbey were not firffred to endure 
by the reafon of death. But this man, becau 
ſe that beendureth ener, bath an euerlaſtin ⸗ 
Be — Wherfoꝛe he is able alſo ever 
tofanetbem,thatcome vnto Godby him: 
lyueth euer.· to mabe interceſſion for vs. 


preftas is holy innocent, vndefyled ſeparate 
from ſynners, and made hyer chen heauen: 


Noh 2-4 
For tt became vs to haue fod) ant bye he Tim sa 


Fhe Epifele 
Leuit sb which nedeth not daylie( vas yonder bye 
prefécs)to offt e vp facrifice firfE for bis arene 
fynnes,and then foz thepcoples fynnes. Foz 
rhat dyd be once forall, whanbe offercd vp 
bim felfe.* Foz the lawe maketh men preftes 
which hauẽ infirmitie: but che worde of che 
goth, thatcamte fence the larre maketh the 
fonne preff, which ts perfecte fez euermoze. 
Tbe vir. Chapter. 


a at) Sthe thinges whidy we haue fpo- 


Hebs.b 


Heb.s.a ken this is che pyth:«We haue ſoch 

e.c.v b anbye preft, that is fee on ¥ righte 

bande ofthe ſeate of maieftic in heauẽ: and 
is a myniſter of holythinges, and oft he true 
Tabernacle, which God pitched,znot man. 
Sor euery byc preſt is ordened to offre giftes 
and facrifices: Wher fore itis ofneceffice, > 

this man bane ſoinwhat aljd co offer. Foz 
De were not « preft, yf be were vpon earth, 
where are prefies § acordynge tothe lawe 
offer gtftes( which preſtes ferue vnto the 
enfample and [badoweof beautlychinges, 
euen 46 the anjivere of God was genes vn⸗ 
to Moſes, whan be was aboute to fynifh 
the Cabernacle:« Take hede(laydebe) chat 
thou mate all thinges aͤcordinge co the pa 
trone ſhewed the in the mount.) But nore 
hat hhe optayned amore excellent office, in 
as mod) as he isthe mediatour ofa better 
Tefiament,whidy was made foz better pro 
mryfes. For yf that firft( Ceftamentyhadbe- 
ne fauties, ther flyulde no place banebene 
ſoughte for the fecSde. For in rebukynge the 
be fayeth: » Scholve, the dayeswyll come 
(fayetb the LOR DE) that 3 wyl fyniſh vps 
the boufe of Iſtael, and vpon the boufe off 
Juda, a new Cef-ament : not asthe Cefta- 
ment which J made with their fachers, in 
that daye whan J coke them by the ban- 
des, to ledethem ont of the londe of Egip- 
te: * for they contynucd not in my Tefta- 
ment, andJregardcd chem not, ſa yet h che 
LORDE. 

C Forthisisthe Cef—ament,that J wil ma 
few the boufe of Iſtaell after chofe dayes, 
ſa yeth the LORDE.Y wyl geue my lawes in 
their mynde, and in their hertes wyl J rozy- 

zaens bete thein:· And J wil be their God and they 

Apoarb ſhai be my people: and they ſhal not teach 
every mã bis neg hboure, and every man his 
brother, fayenge:Enowe y LOR DE, for they 
Hal knowẽe me from the leeſt to the moſt of 
them: for J wil be mercifull ouer cheir vn⸗ 
righteeufiteffes : And on their ſynnes z on 
their iniquyties wy! J noe thynke enymore. 
In that he ſayethr Anewhe weereth our F 


Exoas.d 
Acti £ 


lere.z1.€ 


Act.⸗.e 


— 
vnco che Bebrucs, Bo. cif, 
olde. Now F rebichis worne out and waxed 
olde, is ready te vaniſh awaye 
The IX.Chepter. 
⸗ats firf— Tadernccle verely had or og 
* dinaunces, and ſeruynges off God 
and outwarde bolynes. » For there Exodssa 

was made a foretabernacle, wherin was F 
candilftice, and the cable, and the * fhewe Leuiz4.b 
bredr and this is called y Holy. But bebyn- 
de the ſeconde vayle was the Tabernacle 
which is called Holieſt of all which bad the 
golden cenfoz, and the» Arte of the Teſta ⸗ Exod a⸗. b 
ment ouerlaycd rounde aboute with goide, 
wherin was the *golden pot with Manta, exods.€ 
and Aarons rodd* that floufhed, andebe Numaza 
tables of the TefEament:Aboue therin were 
the Cherubins off glory ouerfadowynge 
the Mercyſeate:ð fwhich thinges itis noe 
now tofpeate perticularly, 

When theſe chinges were thus ordeyned, 
the preftes wente allwayes in to the firſt 
Tabernacle,andercuted F ſeruyce of Gov. 
*Butinto the feconde wente the bye preſt exosob 
alone once in the yeare, not without blow. Leuiws g 
de, which he offred for himſelfe and for che buena 
ignozaunce of the people. Wherwith the bb 
holy goofé this ſignifyeth, chat the+waye tohoa 
of bolynes was not yet opened, whylegs andis.a 
yee the firft Tabernacle was ſtond ynge. 
Which was a ſymilttude foz the tyme chert 
prefent, in che which were offred giftes and 
facrifices,andconlde not make perfecte (as 
parcaynynge to the confcience) bint, that 
Dyd the Hovs fernyce onely with meates 
and diynkes, and dyuerſe wafbinges, and 
iuſtifienges ofthe flefly, whic were oxdey- 
ned onto the tyme of reformacion. 

Dut Chꝛiſt beynge an bye pꝛeſt of good 
thinges to come, came by a greater anda 
moze perfecte» Cabernacle,not made with kfass.c 
banbdes , thatts tofaye, not of this maner * Corsa 
buyloynge: nether by the bloude of goares 
92 calucs: * but by bis owne bloude entred s.toh.1b 
be once foz all in to the boly phice, and tPer-t-< 
bath founde eternall revempcion. For yff Poeua 
the bloube off oren and off goates, « and Numug.b 
tbe afibes off che cowe whan it ts ſpren⸗ 
Eled, baloweth che oncleane as touchyn € 
gethe purificacion of the fleſh, How moch 
moze [hal the bloude of Chrifé (which tho- 
row the eternall ſprete offred bin felfe 
without ſpot onto od) ponrge oure con- 
ſcience from deed workes,y for co ſerue thely Romc.a 
Bynge God And for chis cauſe is he ¥ *me- '-Pet4.4 
Diacour of the new Teftament, chat eho. ““*™** 
row death which chaunfed forthe redemp- 
cion of thoſe trãſgreſſions (chat were vnder 


Galac 


Leniusig 


Romsa 
etac 


my 
cola.c 


Leuitage 


The Epiftle 
the firft Teſtament) they which were called 
mightereceanetbe promes ofeternall inbe- 
ritaunce. oe where foeneris a Teftament, 
there muſt alfo be the death of hinthat ma 
keth cheteftament. 

» Gor a CefEamectaketh auctoritewban 
mien are deed: for it is of novalue, as longe 
as bethat made itis alyne. Forthe which 
caufethat firft Teſtamẽt alſo was mot ordey 
ned without blonde. For whan allthe com- 
maundementes (acordinge to the lawe) we- 
re red of Moſes unto all the people, be coke 
¥ blonde ofcalucsand of goates, with wa 
ter and purplewolland yfope,and fpzentled 
the bote andall che people, fayenge:* Chis 
is the blonde of the Ceftament, which God 
bath appoynted vnto you. And the Caber- 
natleandall the veffels ofthe Bods fernyce 
fpzentled be with blonde liFeroyfé.2ind all- 
moſt allebinges are pourged with bloude 
after thelawe:and without fheddynge of 
blondeisng rem yſſion. It isneceffary thes, 
that thefymilinde of Heavenly thinges be 
purificd with ſoche: but ¥ beauenly chinges 
themfilues are purified with better ſacrifi· 
ces,ther are thofe. 

GorChuft is noe entredinco the holy pla 
ces } are made with handes (which are but 
fymilitudes oftrue thinges) but into the ve 
ry beauens, ſorto apeare now before the face 
of God for ve: Lot to offer bimfelfe offe 
as the bye preft entrech it to che holy pla- 
ceenery yeare with ſtraunge blonde: for thé 
muft be ofcen baue faffred fence the iworlde 
beganne. Dut now in the ende of che worl- 
de hath he appeared once, to put fynne to 
flight, by the offerynge vp ofbimfelfe. And 
as itis appoynted vnto mé ¥ they fal on- 
cedye,and then cometh the indgmet: · Suẽ 
fo Chufé was once offred,co take arvaye the 
fonnies of many. 2nd vnto them that loke 
forhim ſhal be appeare agayne without ſyn 
ne vnto ſaluacion. 

The Xx. Chapter. 

Oꝛr the lawe * which bath but the 
; ſhadowe off good thinges to come, 
and not the thinges in their arone 
fafbion, can never by the facrifices which 
they offer yeare by yeare continually, mate 
the commers there vnto perfecte:Els ſhul · 
de they bane ceaffed to haue bene offred, be- 
cane thatthe offerers once pourged, fhul- 
de baue bad nomoze confcience of fynnes. 
Neuertheles in choſe facrifices there is ma- 
de but a remembzaunce of ſynnes enery yea- 
te." For it is onpoffible § he blonde of orent 

and of goates Timtee tate awaye ſynnes. 


vnco che Hebꝛues. 


Wher fore whan be commeth in to the worl 


ve, be fayeth :* Sacrificez offerynge thou F A⸗⸗b 
woldeſt not haue, but a body haſt thou o2- Blasob 


deyned me. Surntoffer ynges and fyrmeof- 
ferynges haſt thou not alowed. Then fay- 
deF:Lo, J come. Ithe begynnynge of the 
bof ic is wzytten Of me,that J ſhůlde doỹ 
wyll O God. Above wha be had ſayder Se 
crifice and offerynge, and burntfactifices z 
fynofferynges thou woldeft not bane, ne⸗ 
ther baf-alorved (which yet are offered af⸗ 
ter ¥ Iarve). ThE fayde he:L 9,73 come todo 
wil thy O God:there tabeth he awa ye the 
firfE, vo ſtablyßhe thelaccer: In che which 
wyli we are ſanctified by the offerynge vp 
of the body of Jeſus Chꝛiſt once for all. 
And enery prefeis ready daylie myniſtrin 
ge,and oft ymes offereth one maner of offe- 
rynges, which cannencr take awaye ſynnes. 
Bur this man whan be had offred for ſyn · 
nes one ſacrifice whichis of value for euer, 
fat him downe ontherighte hande of God, 


and from bence forth carieth, *tyll bis foes Pialuosa 


bemave bis fore ftole. For with one offer yn- 
ge bath be made perfecte fe: ener,the chat 
are fanctificd. And the boly gooſt alſo bea · 
reth vs recorde of this, euen whan be ſayde 
beforers This isthe CefEament,that 3 wyl 
mate onto themafter thoſe dayes, ſayeth ¥ 
LORDE:j wyl geuemy lawes in their ber- 
tes,and intheir myndes wyl J weyte them, 
and their fynnes and tniquities wil FJ remé- 
bienomore . And where remyffion of theſe 
thinges is there is nomoze offerynge foz 


nine. 

Scyngenow beethié,that we haue ae fre 
ſure intraunce into that Holy place, by the 
blonde of Jeſu which be hath prepared on- 
to vs for anew and lyuynge waye, thorow 
the vayle, that is to faye, by bis fleſh) and 
feynge alfo chat webaue an bye pref ouer 
the boufe of God, let vs drawe nye with « 
true bert in a full faith, fprentled in oure ber 
tes from an euell confcience, and wafbedin 
gure bobics with pure water: and let vᷣs be· 
pethe profeffion of oure hope without wa- 
nerynge( for bets faithfull chat bath pzo- 
myfed)andlet-vs confidze one anotherto > 
pronokinge of loue and of good workes:and 
let ws not forxfatetbe fellifpippeebacwe be 
ne amdge oure felucs,as the m aner of ſome 
is: but let vs erborte one another, and that 
fomody the more, becauſe yee thatthe Daye 
draweth nye. 


= Gor yf we ſynne wyl fully after that we Numase 
bane rece aued che Enowlege of the trueth, Heba 


tbere remayneth vnto vs nomore ſacrifice 


The Epifile 

foz ſynnes, but a fearfull lof ynge ſor iudg · 
mentt,and violente fyre, which ſhai deuoure 
¥ aductfaries.« He deſpyſeth Moſes iawe. 
dyet h wit hout mercy vnder two or thre wit 
neſſes: Of how moc ſorer punyſhment ſup 
Pole ye) ſhal be be counteð worthy, which 
treadeth vnder fore the fone of Gov, and 
cofiteth the bloudeof y Teſtamẽt (wherby 
beis fanctified) an onwboly chinge, z doth 
diſhonoure to the ſprete of grace v Foz we 
Deuta.e Enowe him that hath fayde:* Dengeaunce 
andize is myne,7j wilrecompence,fayeth the LOR- 
Peuaa. DE, Andagayne: Thei ORDE fhalindge 
bis people. Vrisa fearfull thinge to fallin 
to the banbdes ofthelynynge Goo. 

But call yetoremébraiice $ dayes are 
PAfE,t F which after ye badreceanedlighte, 
ye endured'a greate fighte off aduerſities: 
partly whyle all mẽ wodzedz gaſed at you 
forthe ſhame and tribulacion thar wasdo- 
ne onto yousand partly whyle ye becamecd 
Panyons of them which fo paffed their ty⸗ 
nite. Foz ye bane fiffred with my boves, and 
toke a worth > fpoylinge of youre goodes, 
and that with gladnes, fnorwyngein youre 
felues, bow thac ye haue in heauen a better 
Zanenduringe fubfiaunce.Cafi not awaye 
therfore yo confidence, which bath fogrea- 
tegrewarde.+ Foz ye haue nede of pacience, 
that after ye bane done the wil of God,ye 
Abac.a.a mighte receaue the pzomes. « For yet ouer a 
litle whyle, and chen he that ſhal come, wyl 
come, and wyl not tary.· But the inſt ſhal 
lyue by his faith: And yf he withdra we bim- 
felfearoaye, my ſoule Phat baue no pleafare 
in him. As for vs, weare not oft hoje which 
wit hdrawe them félucs to damnacion: but 
ofthem that beleue co the wynnynge ofthe 


foule. 
The XI. Chapter. 
*, Aith is a fisre confidence ofthinges 


Mebss.a 


Rom.1b 
Galz.b 


s 
whichare hoped foz,anda certayn- 
te oftbinges whic) are not fene.By 

it } Elders were well reported of · Thorowᷣ 

faith we vnderſtonde, thatthe worlde and 
all the thinges whic are fene, were made of 
naughte by the worde of Sod. 

+*By faith offered Abell vnto Goda mo⸗ 
ve plenteous facrificesby the which he optay 
ned wytneffe, chat be was righreous:God 
teftifyenge of bis giftes, by the which alſo 
be beynge deed, yet ſpeabeth. 

«By faith was Enoc take awaye,that 
520-40 be ſhuide not fe dah: and was not foun- 
‘and. sae de, becanfe Godbhadtaten him awaye. Foz 

afore be was taken awaye, be had recorde 
thatbe pleaſed Gov, Dut without faith ic 


Geng.a 


vnco he Gebsuce, No. ciij. 


is vnpoſſible to pleaſe God. For be that com B 
meth vnto Gov, mufé beleue that God is,z 
} beisa rewarder of chem chat fete bim. 

« By faith Noe honoured God, afcer § Gen.e.d 
be was warned of hinges whidy were not gh a4 · 
fene,z preparedebe Arke,to ? ſauinge of bis 
hou ſholde: thozow the which Arke he con- 
demned the worlde,and became heyze of rhe 
righteouſnes which commeth by faith. 

Dy faith Abraham( whã be was called) Genasa 
obeyed, to go out int to the place, whid be ñ 
Phulve afterwardereceaue to inberitaunce: 
and be wente out, not Enowynge whither 
be [hulve go. 

Sy faith was bea ſtraunger in the lsde 
Of pzomes as in a ſtraunge countre, z dwelt 
in cabernactes : and ſo dyd Tfaacz Jacob, 

Deyzes with bim ofthe fame pzomes: for be 
loked for a cite whic bath a foundacion, 
whofe buylder and mater is Gov. 

Dy faith Sara alforeceancdfirength to C 
bewith childe,and wasdelyucredofachilde Gensna 
whan ſhe was paft age,becaufe ſhe indged 
bins co be faichfull wbid) bad promyfer. 

And cherfoze ſpronge there of one(yee euen 

off one which was as good as deed concere 

nynge the body) fomany in multitude * as Genss.a 
theftarres ofthe fiz ye,and as the fonde off 

the See ſhore, which is innumerable. 

Allehele dyed acordinge to feb, andre. 
ceaued not the promyfes, but fare thé afar 
re off and belened them, and faluced them: 

“and cSfeffed, that they were ſtraungers z Gen.47-b 
pilgrems vp earth. For they thatfaye ſoch 
chinges , declare, that they fete a naturall 
countre.2ind dontles yf they bad benemyn 

de full offchat countre from whence they ca 

me out, they bad leyſure to bane returned 
agayne. But now they dvefyze a better, chat 

isto faye,a heauẽly.· Wherfore Godisnot Exos.c 
afhamed of thẽ, euẽ to be called their God; Maraad 
foz be bath prepared a cite for them. 

Dy faith Abꝛahã offeredvp Iſaac, whã D 
be was tempted, and gaue ouer his onelybe- gen 2.⸗ 
gotten ſonne, in whom̃ be bad receaued the Eccliage 

rom yſes of whom it was ſayde: In Iſaac 

al by fede be called: For he conſidered > 
Govwas able to rayſe vp agayne fromtbe 
* — rece aued be bim for an en⸗ 

ſample. 

Dy faith Iſaac bleſſed Jacob and Eſau, Cena⸗. a 
concernynge thinges to come, 

By faith Jacob, whan he was adyenge, Gengsrc 
bleffed boeh che fonnes off Joſeph. ⁊ bored 
bimfelfetorwarde thetoppe of his cepter. 

Dy faith Fofeph whan he dyed, remem- ceased 
bred ¥ deparcynge ofthe childrẽ ef Sesh 
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gave cõmaundemẽt concernynge his bones. 
Dy faith Moſes whã be was borne. was 
hyd the moneches of bis Elders becanfe 
they ſawe that be was a proper childe, ne- 
ther feared they the bynges comanndeméc. 
Dy faith Moſes whan be was greate, 
refufed to be called che fonne of pharaos 
doughter:and choſe rat her toſuffte aduerfi- 
te wich che people of God, then ro enioye ¥ 
pleafares ot me fora ſeaſon: and eftemed 
therebnte of Chriſt grearer riches, then the 
treaſure of Egipte: for be bad reſpecte vnto 

rewarde. 
EByaich be forfote Egipte, and feared 
gxodué mocthe fearcenes ofthe tynge : fozbeendu- 
red,ené as though be bad fene bim which is 


inuifible, 
Exodisb — + By faith he helde Lafter, andebeeffu- 
fion of blonde, left be which flewe che firftbor 
ne, ſhůlde condye them. 

Dy faith chey paffed thorow ebe reed 
See as by dzyc londe: whic) wha the Egip 
cians affayed to do, they were dꝛowned. 

Dy faich che walles of Jericho fll w hã 
they were compafed aboutẽ ſeuen dayes. 

By faich the harlot Raab perifheonoe 
with the onbeleners, wha fhe bad rece aued 
the fpyes to lodginge peaceably. 

And what ſhal Jmoze ayer ¥ tyme wol 
1ndi7-4. de beto forte fo, meto tell of « Beveon, of 
VRegar. "Darac, and of « S amor, Tof · Jepthae. 
. and Of David, and · Samuel, end of the 

prophctes , which thorow faith ſubdued 
S Eyngvomes, wroughte righteon{nes,optay 

ned > promyfes,fEopped y mouthes of lyss 
aquendyedebe violéce of fyre eſca ped y edge 

Of the fiwerde,of weake were made ſtronge. 

became valeanntin batayll,curned to fligh- 
are 17-4 te thearmyes ofche aleauntes, « the wemen 
ROA veceaned ther deed agayne from refirrrec- 
cton, But other were raced, and accepred 
no delyueraunce, that they mighte optayne 
the refurreccion that better is. 

Other taiſted ofmockinges andfeourgin 
ges, of bondes alfo and piefonment: « were 
ſtoned, were herent a fisnder, were tempted, 
4.Reab rereflayne with the fiverde,«rwente aboute 
Marsa in ſhepe ſle ynnes and goates fizynncs,in ne- 

de in tribulacion, in veracion, which (men) 
the worlde was not worthy of: they wan 
died aboute in wylderneffes , vpon moun- 
taynes, it Dennes and canes Of the earth. 
An» thefé all thorow faith optayned good 
reporte and receaued not * promesi: becau 
ſe Sod had prouyded a better thinge for vs. 
that they without vs ſhulde not be made 
perfecte, : ; 


Exod a a 


Exods-b 


Exodige 


Dan ·⸗ . 


Re · am 


vnto che Hebrues. 


The RM.Chapter. 

Serfore feyngewe haue ſo greate a A 
multitude of witneſſes aboute vs Ephe.g.c 
slec vs alfo laye awaye all preſ⸗ —— 

fech downe and the ſyme that bangetbon, 'P** 
and let vs runne with pacience vnto the ba 
tayl chat is fer before vs, lokynge vnto Je· 
fiss ¥ aucte and fynifiber of fateh:* which philea 
woban the toye was layed before bim, above 

the croffe,anddefpyfed che ſhame, and is fee 
downeon ¥ righte hãde of trone of God. 
Cofidze him therfoꝛre that endured ſoch ſpea 

kinge agaynſt hĩ of ſynners, leſt ye be weery 

and faynte in youre m yndes: for ye haue noẽ 

‘get reſiſted vnto bloude, ſtryn ynge aga ynſt 

fynne, and haue forgotten the confolacton, 

which ſpeaketh vnto you as unto childrens 

*UFy fone, defpyfe not the chaftenynge off Pros 
theL ORDE wether faynte whan chou art re 

buted of him: for whsthe LORDEloncth, Apocsd 
bimbe chafteneth, yeeand be ſcourgech eue · 
ry ſonnethat he receaueth. 

Uf ye endure chaftenynge,Bov offereth 
bimfelfe vnto you as vnts fonnes. What 
fonne is that, whom the fat her chaſteneth 
not? Rf ye be not under cozreccion (wherof 
all are parcaters) then are ye baſtardes anð 
not ſonnes. Morouer feyenge we baue bad 
fathers off oure fleſh which corrected vs,2 
we gauethemreucrence, ſhulde we not then 
moch racher bein fubieccton onto > facber 
Of ſpirituall gifecs,$ we mighte tyne 72nd 
they verely fora fero Dayes nurtred vs af⸗ 
ter their arone pleafire: but be fernech vs 
vnto § which is proficable, chat wemighte 
receane of bis bolynes. No maner chaſtiſyn 
ge forthe prefent eyme ſemeth to be toyous, 
but grevous:nenertheles afterwarde it brin 
geththe quyete frute of rig hteouſnes. onto 
them which are exercyſed therby.* Life vp 
therforethe handes whidy werelet Downe, 
and the weate Enees, and fe that ye baue 
ſtraight ſteppes onto youre fete lefEeny bal 
tingeturne you out of the waye, yee leticra- 
ther be bealed. 

Solowe after peacewith allmen,andho- C 
Lynes, without the which no man [hale the 
LOR DE,@0 loke well that no mã be deſtitu 
te of the grace of God, lefEthere fpzynge vp 
eny bytter rote, and cauſe difquyetnes, and 
therby many be defyled: that there be no 
whoremonger, or vncleane perfon,as far, 

x which for one meate fate ſolde bis byrth Genas.4 
righte. For ye Enowe, how that afterwarde 
roban be wolde baue inbereted the bleſſyn⸗ 
ge,be was put by: for · be foũde no place of Genaz£ 
repẽtaunce, though be deſyred( y blefiynge) 


6, 


Efaase 


ae 
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withteares. For ye ave not come to ¥ mote 
Sense that can be touche d · and burneth wich fy- 
te,nether yet to myft and darcPnes,and tent 
peſt of wedder, nether co che founve of the 
frompeand y voyce of wordes: which they 
that herde, wyßhed awaye, that the worde 
Phulve not be (poten tochem, for they were 
hot ableto abydethat whic was ſporen. 
Sxo1sb . And yf a beeft hadcouced the mountay- 
ne,temufét haue bene ftSev, oz thzujt thozow 
with « darte. And fo terrible was chefighte 
which appeared, chat Moſẽs ſayde feare 
and quate. Dut ye are come to chemoune 
Sion, and to che cite ofthe lyuynge God,to 
_ Apoand the celeſtiall « Jernfalem, and co the mulei- 
BD tude of many choufande angels, and vnto 
the congregacion of the firfé bone, which 
Gre weytten in heauen, and to Godebeind- 
geofall,andco che ſpretes of uſt and perfec 
te men aud co Felits che mediatoure of the 
new Tef—ament,andco the fpzentlynge off 
pee [Peateth better then the blonde 
Of Abel. 

Sethat ye defpyfe not bim that ſpeabeth 
wnto you: foz yf cbeyefeaped not rebich refix 
fed bim chat [pate on earch,mody — 
we notefcape,yf we turne a waye from him 
that ſpeabech from heauẽ: whoſẽ voyce flyo 
ke che earth at that tyme. Burnow pꝛomy 
feeb be,z ſa yet hre Ret once more wyl I flpa- 
ke, not the earth onely,but alſo beauen. Ro 
doute that fame that be fayeth yet once mo⸗ 
re,figntficth che remeouynge awaye ofthoſe 
thinges which are ſhaben, as off thinges 
which are made: chat ¥ thinges whichare 
not ſhabe maye remayne.WOberfore, feynge 
qwereceane the vnmoueable Eyngdome, we 
Pet.a a bayeqrace,«wberby wemayeferne GSod⁊ 
pleaſẽ bim, with reuerence and godly feare. 
RFor oure Sod is aconſum ynge fyre. 

The xIll.Chapter. 
Et bꝛotherly loue cScynue.« Be not 
forgecfull to lodge firaungers : for 
* therby bane dyuerſe receaued an- 
abot b gels in to their houſes vnawares. Remem- 
bie them that are in bondes, euẽ as though 
ye rere bounde with them: and be mynde. 
full off them which are in aduerſite, as ye 
robich are alſo in che bodye. Let wedlocke 
be had in pryce in all poyntes ⁊ ler $ dant 
ber be vn de fyled. Foz whorekepers and ad⸗ 
uouterers God wũ iudge. Let youre conuer 
acclũ as·d ſacion be without coue toufnes. · and be con 
tent with that ye haue allready, for he hath 
ſayde: IJ wyl not fayle the net her fer ake 
.a the, ſo that we maye bolĩdely ſaye Che 
@ LORDE is my helper, and J wyl not feare 


Cen.4.b 


Agg.ab 


Deut.4.d 


a4 


vnto che Hebrues. 0. citij. 
what man maye do vnto me. Remembꝛre 
thé which haue the ouerſighte of you,wbhidy 
haue declared vnto you the worde of God. 
The ende of whofe cSuerfacion fe tbat yelo 
Ee vpon,and folowetheir faith. 

elias Chꝛiſt yeſterdaye and + Todaye, B 
zetbe fame cStinueth forener. Be not caricd Hebs-b 
aboute  dyuerfé and ftraunge lernynges: 
fez itisa good thinge that the herte be ſta⸗ 
blyfibed with grace, and noewith meates, 
whbidy baue noe. profited chem, that baue 
Dad cheir paſt yme in them. We baue an al- 
tare, wherof they baue no power to eate, 
which ſerue in the Tabernacle, Foz the bo- 
dies oft hoſe beeſtes · whoſe bloude is brough Exo.2s.b 
tein tothe holy placeby ¥ bye preſt to pour —— 
ge fynuc,are brent without the tẽ ees. Ther⸗ Leolt. 4n 
fore Jeſus alſo to fanctifye peopie by bis 
arwneẽ bloude. ſuſfred without F gate. Let tohas.b 
xs Fo forth therfore oncof thetences, and 
fiffre rebuke with bim:* for bere bane wend Philisc 
contynuynge cite,but we fee one to come, 

~ Lee vs therfore by bim offre allwayes C 
vito Godthe facrifice of prayſe: that is co Plal.oa 
faye,the frute of chofelippes which cor-feffe 
bisname. Todo goodand to deſtribute for 
get not.for wb foch ſacrifices Govis plea- 
fed.Obey them thathaue the ouerfighte ofr 

ou, and ſubmytte youre felues unto them: 

Be: they watch fo: youre foules, enen as they 
that muſt gene accoptes ther fore,chat they 
maye do It with ioye, and not with grefe: 
for that is an unprofitable thinge for you. 
Pꝛaye for ve. We bane confidence, becaufe 
we haue a good cSfcience in all thinges,and 
deſyre colyueboneftly. Bue F vefyze you ¥ 
moze abundauntly, chat ye ſo do § 3 maye 
be reſtored onto youthemore quycFly. 

Che Godof peace (chat broughte agay D 
ue frd the deed oureL OR DE Fefiss thergrea ezesa.b 
te fhepherde of the Pepe thozow the blou- ‘shea 
de ofthe enerlaftinge Ceftament) mate you ret⸗.a 
perfectein all good workes,to do bis ryll, 
wort ynge in ydu that whichis pleafaunt in 
his ſig hte thoͤror Jeſus Chriſt to whem be 
pꝛayẽ foꝛ euer andeuer Amen. J beſele you 
brebren,faffre the worde oferboztacion, for 
J bane weytten unto you in few wordes. 
Bnowe F biorber Timot heus, whom we 
haue fent from vs, with whom (yf Ee come 
Phortly) J wil fe you. Salute the that bane 
the ouerfighte of you andall ¥ fayntes. Che 

brethren of Italy falute you. Grace be 

witb you all, Amen. 


Sent from Fealy by 
Cimorbens, 


Philgc 


=> 


The Epifele 
Khe Qpiſtle of 


S. Bames. 
The ſumme of chis epiſtle. 

R ateth to reioyſe in trouble, 
bar be pecs pate with ftedfaftbeleae,to 

Loe forall good thinges from aboue, to forſe⸗ 

Eeallvycerand thankfully to receaue the wor 

DeofGov,not onely hearynge it and fpeakyn- 

ge ofit, but todo therafterin deve. Crue relt- 

gionoz Denocion what itis. 

Chap. Be Forbyddeth tohaueeny refpecte 
of perfonnes,but to regade the pooze as wel 
as the ryde,to belouynge andmereifull,and 
not toboart of faith where no dedes are: fos 
It is but ¢ deed faith, where good worFes for 
fowe not. 

Chap. ul. Wyhat goodandenell commeth tho 
row the tonge. Che dutye of fod) asbelerned. 
The difference berwirre the wyfdome of the 
gofpell and themwyfdome of thewozlde- 

Cheap. Ul. — Warre and fightinge commeth of 
‘volupteoufnesfe The Frendifhtpe of theworlde 
is enemyte before God An erhortactontofiye 
flaunder and the vanite of tbislife- 

ap. V. Be threareneth thewicked rye) me, 

‘exbosteth onto pacience,to bewarre of fwea- 
rynge,one roEnowlegebis fautesto another, 
one to praye for another, and one to laboure 
tobzynge another totherrueth. 

Tbe fir—t Chapres. 

— Ames the ſeruaunt of 

So d and oftheL OR 

Dx Jeſus Chuſt, fen- 

Iderh gretinge to che 
A\ rij. tr ybes which are 

j) «featered bereztbere. 

My bꝛethren, counte 

= it erceadynge toye 

whé ye fall in to diners temptactons, for 4s 

Rosa moche as ye Enowe, how $ the * tryinge of 

— youre faith bringeth pacience:andlet pacien 

ce haue ber parfect worte, ye maye be par 
fecte and Pounde,latinge norbinge. 

«xfeny of you lacke wyßdom̃e, let bint 
axcof Gov, which geueth co all men indiffe- 
rentlic,and cafteth no manin the teth: and 
it foal be gené him. But let him are in faith 
and wauer not. For be that douteth,islyEe 
the wawes of } See, toft ofthe wynde, and 
caried wb violence. Nether let p man thinte 
that be [hal receane enythige of * LORDE. 
A wauer ynge mynded ms ys vnſtable in all 
his waies. 

See cthe brother of lowe degre reioyce. ist 

Pheis exalted: and che rich, in * he is made 

Towe. For euẽ as the flo of graſſe ſhal he 

vanyſhe awaye. The Sonne ryfeth wb beat 

and the graffe wydereth,z bis floure faileth 

aways and the beautie of che faffion of i 


Proz.a 


of S. Hames, 


periß hethr euen fo yal the ryche man perif= 
ſhe with bis abundaunce. 

Dappy is the man that endureth in tẽ p· tobs.b 
tacton, for when he is tryed, be ſhal receaue 
the crorone of life, which theLORDEbath 
promifed co chem thatloue him. 

Let no man faye when beis tempted, F 
be is tempted of God. Foz God tẽpteth noe 
vntocnell, nether tẽpteth beeny man, Suc 
euery mã is tépted, ðꝛawne awaye Tent yſed 
of bis awne cðcupiſcẽce. THE whẽ luſt bath 
conceaued, ſhe bringeth forth ſynne, ſynne 
rohen itis fyniſhed bringeth forth deeth. 

Erre not my deare bꝛethrẽ. #Euery good Pros. 
gifte ⁊ euery parfait gift, is from aboue,and fohad 
cometh downe from Y father oflight, with 
whom is no variablenes, nether is he chaun 

ed vnto darcknes. Of his arone will begat loh..a 
ge vs with the worde of life, that we fpulde 'Coraé 
bethe fyrſt frutes of bis creatures. 

Wherfoꝛe deare brethren, let euery man Prod 
be ſwifre to beare,flowe tofpeate,and ſlowe Ecclis k 
towrath. For the wrath of ma worketh not 
that whic is rightcous before God. 

Wherfoꝛe laye aparte all fylebines all C 
faperflince of maliciouſnes, z receaue with 
meEncs y worde F is grafted in you, whidy 
is able to faue youre foules.* Anð ſe that ye roms 
be doers of y worde znotheares only,deces, 
uinge youre aronc felues. * Foz yfeny beare pucee 
the worde, and doit not,b° islite vnto a mã 
that bebolveth bis bodily face in a glaſſe. 

For aſſone as he hath loted on him ſelfe be 

Goeth bis waye,and forgetteth immediatly 

what bis fafbion was. But who foloteth mars.b 
in Y perfectlawe of libertie and continuerh 
therin (yf bebe nota forgetfull hearer, but & 
doar of the worte) the fame ſhalbe happie 
inbis deve. 

Rfeny man amonge youfemedexonte,z 
refrayne not bis tOge:butbdeceauchis awne 
berte,this mannes deuocion is in vayne. Pu 
redenocion and vndefiled before Sod thẽ fa 
ther, is this: to viſit tbe frendleſſe and wid- 
dowes intheir aduerfite,and to Fepe him fel 
fe vnſpotted of che * worlde. nToh.2.¢ 

The ll. Chapter. 
Rethien, haue not he faith of oure A 
LORDE Jeſus Chrif—y¥ LORDE of 
glozy in «refpeceeof perfons.xftber Levirs.< 
come into 54 cSpany a ma & @ goldcryit- 
ge andin goodly aparell,zeber come in allo 
@ poore man in vᷣyle raymẽt, T ye haue a reſ⸗ 
pecte to him p weareth the gaye clothinge 
2 faye vnto bt: Sit thou beret a good place, 
ſaye vnto ¥ poore, ſtonde thou therẽ or fit 
bere vnder iy fore ſtoler are ye not parciall 
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in youre elves, and bane iudged after enyll 
thoughtes? 
darten my deare beloued brethrẽ. Hath 
not God chofen the poore of this worlde, 
which are rydye in faith, and beyres oft he 
Eyngdom which be prom yſed co chetbatlo 
nebim7Dut ye haue deſpiſed the poore. Are 
not che rych chey which oppreffe you:z they 
which dzawe you before mdges7 Do not 
they fpeate enell of that good name after 
which ye be named, 
Rye fulfill cheroyall lawe acordingeto 
Leuitus- the ſeripture which faith: Thou flalelouc 
ebhynenegbbour as thyſel fe ye do well. Buc 
yf yeregarde one perjon moze then anocher, 
ye cõmit ſynne, and are rebuked of chelawe 
Ezecib gs eviggreffours.. Whoſdener hal #epe che 
whole lawe,and yet fayle in one poyne,beis 
gyltie in all. For he that ſa yde: · Thou halt 
not commit adulterie ſa yeð alſo: chou [yale 
not kyll. Though thou do none aduleeric, 
yet yfthou till, chou area tranſgreſſer of the 
lawe. So ſpeake ye, and ſo do as they that 
ſhalbe iudged by thelarce of libertic.« For 
ther fhalbeiudgement merciles co him that 
Phevoeth no mercy, zmercy reioiſet h againfé 
tudgment. 
What a vayleth it my bꝛechrẽ, chough 
a man (aye be bath faith, when be bach no 
dedes? Can faith ſaue hime, If 2 brot her oz 
a ſiſter be naked or deſtitute of dayly fode, 
one of you faye vnto them: Departe in pea⸗ 
ce, Bon fende you rrarmnes and fode: noe 
withſtõdinge ye geue them noe tho thinges 
whic are nedfulltothe bodywhat helpeth 
it chem; Euenſo faith, yfit haue no dedes, is 
deed in it ſelfe. 

C Rezamanmighe ſaye: Thon haſt faith, 
and J haue dedes: Shewemecthy faithby 
thy dedes: and J wil ſhewe the my faich by 
my dedes.BelenefF thoͤu ỹpther is one God? 

Mared Thou doeſt well. · The deuls alfo belene and 
Marcac cremble. 

Wile chow vnderſtõde othou vayne mar 
that faith with onc dedes is decd: Was not 
Absabam oure facher inftified chezow wor 
£es when be offered Iſaac bis fonnevpon 
the aulterzChou feift bow faith wrought 
with bis dedes, and through F dedes was 
tbe faich made perfect:z the feripture was 

Genss.b Fulfilled which fait he · Abrahã beleued Goo 
Rom-4.b snd ic was reputed vito bim forrightewef 
nes:and bewas called ¥ frendeof God. Re 
fe chen bow that of dedes a man is inftified, 
and not of faith oniy · Cike wiſe alſo was not 
Raab the harlot iuſtified thorow workes, 
when ſhe receaued che meſſengers, and ſent 
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them out another waye v For as the body, 
with ouceche [preteis deed, euen ſo faith t 
Out Dedes is Deed. 
Thelll. Chapter. 

kre Whiethié, be nov euery man a · maſ A 
§ y ter,remébeynge bow chat we ſhall Matas 
= receauethe mozedammacion: for in 
many chinges we ſynne all. Rfa man ſynne Ecclisga 
movin worde, the fame is a parfecte man, z 19.635b 
able to came all che body.Bebolde,we put 
bittes inco the horſes mouthes ỹthe y 
De obeye vs, and we turne aboute ail the bo⸗ 
dy. Beholde alſo ¥ ſhyppes, whicht hough 
they be ſo gret and are dryuen of fearce win 
Des, yet are they turned about with a very 
finale belme, whither ſoeuer the violenceof 
the gouerner wyll. Euen ſo the tõge is alye 
tell member,and boſteth greacchinges. 

Beholde how greta chinge a lyccell fyre B 
Eyndleth,and che tonge is fyze,and a worlde 
of wyckednes. So is the tonge ſet amonge 
oure membies,that it defileclh the whole bo 
Dy, and ſetteth a fyre all chat we haue ofna- 
ture, and is it felfe ſet a fyze even of bell. 

All che natures of beaftes,and of by:ves, 
and of ferpentes,and thinges of the fee, are 
mekedand tamed ofthe nature of ma. Buc 
chetdge canno man tame. Reis an vnruely 
encll full of deedly poyfou. Therwith bleffe 
we Bon che fucber, andeberwith curffe we 
men rwhich · are made after thefimilitabde of Cenad 
Sod. Out of one mouth proceadeth bleſſyn 
ge and curfynge. My bechzé theſe thinges 
ought not ſo to be. Docha founta yne ſende 
forth at one place fivete water and bytter al 
(7 Can che fygge tree, my Brethren, beare 
oline beries: ether a vyne bearefyrges 7 So 
cana no fountayne geue bothe falc water and 
freßhe alfo.3feny man be wyfeandendued 
with learnynge amonge you,lee bim fpewe C 
the workes of bis good cOuerfacton in mek 
nes that is coupled with wifdome, 

But yfye bane bitter ennyenge andfery- 
fein yo berces, retoyce not: nether belyars 
agaynft thetructh. Chis wißdome Defer. 
deth noefromaboue: butiserthy,and natu 
rall, and dyueliſhe. For where ennyenge and 
firyfe is, thereis vnſtablenes andallmanee 
ofenell workes. Dut che wißdom chat is frẽ 
aboue,is fyrſt pure thẽ pealable, gentle, ano 
eaſy tobe entreated, full of mercyand good. 
frutes, wit hout indg ynge, and withoucfime 
Tacion:yce,and the frute of righteweſnes is 
ſowen in pesce,of ché that mayntene peace. 

The lll. Chapter. 
7 Rows whence commeth warre and A 
fightynge amonge you: come they 
SS iq 


The Epifele 


not bere henceveuen of yo volupteouſneſſes 
thacraynein youre mebses7Reluf—and ba- 
ne not. Reenvicandbaue indignacion,and 
cannotobrayne.me fight z warre,and haue 
not, becauſe ye are nor.Me arez receaue not 
becaufe yeare am yſſe: euẽ to cõſume it vpõ 
96 voiuptnouſnes. e aduouterars, weinẽ 
that breke matrimonic:Enowe ye not + bow 


noha thatthe frenſhippe of # worlde is ennimite 
Gali 2 pee ceo 5 db wilbe afrende of 
the woulde,is made ¥ enemie of god. Ether 
doyetbinte} the fcripture fayth it vayne. 
Galsc Tbe. fpzete F dwelleth in you, luſtet h euen 
contrary to ennie: but geneth moze grace. 
Pets. Submit youre Flues to God, and reſiſt 


the denell, z he wil flye firs you .Diawenye 

to Godz be wil drawe nye to you. Clenſe ys 

hondes ye ſynners, and pourge youre hertes 
DB yewanerynge mynded. Suffre affliccions: 
fozowe ye and wepe. Let youre laughter be 
turned to momynge, and youre ioye to be- 
nynes . Café dorone youre ſelues before the 
LORDE, and be ſhal life you vp. Backbyte 
not one another, brethꝛen· He that backby- 
teth bis brother, and be 7 iudgeth bis bo- 
ther, backbyteth ehelawe, and indgeth the 
lawe. But and yfthou iudge che lawe,thow 
art not an obſeruer ofthe lawe: but a iudge. 
There is one iawe geuer, which is able to ſa 
ne andto diſtroye. What art thouthat iud · 
geſt another man? 

SGo to now ye that faye:to daye to mo 
rowlet vs go Into ſoche a citie and continue 
there a yeare,and bye and fell,and wynne:z 
yet cã not tell what [hal happẽ co morowe. 
For what t hingẽ is youre life? It is even g 
vapoure that apereth for alytell tyme, and 
the vanyſheth awaye: For that ye ought to 
ſayr· y frhe LKRVE wil,and yfwe liue let vs 
do this or that. But nowe ye reioyce in you⸗ 
re boftinges . Ul ſoche reioyſynge ts enell, 
Therfore* co hum that Enoweth how todo 
g90d,and doth ie not. to bins it is ſynne. 

The V. Chapter. 

A Go to now yeriche men, Wepe gnd 
Time b bowleon yd wretchednes that fhal 
come vpon you. Moure riches is coz~ 

rupte, youre garmẽtes aremotheatert. Rou⸗ 
regoldez yo filer are cancred, ztbe ruſt of 
them fhalbe a witnes vnto you, zfhal eate 
Yyourc flefibe,as it were fyre. Re haue heaped 
treafirre rogedder in yd laft da yes: * Bebol- 
de,the byze of che labourers which hauẽe re 
ped downe youre feldes (which byer is of 
you kept bacfe by frande )eryeth: and the 
eryes of che wbich bauereped,areentred in 
botbeearcs ofeheL ORDE Gabaoth.xeba 
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nelined it pleafire onthe earth and in wan Lucusc 
tannes. Me haue noryßhed youre bertes, as 
inadaye of flaughrer. Me bane cSdempned 
and haue kilied che inft, and be bach nocre- 
ſiſted you. 

Be pacient therfore brethren, wntothe cs 
mynge ofthe LOR DE. Bebolbde,the bufiba- ~~ 
de man wayteth forthe precious fruceof F 
earth, and bath longe pacience there vpon, 
vntill be receaue the erly and thelatterray- 
ne. Be ye alfo pacient therfore, and ſettie 
youre bertes, forthe commyngeoftbe LOR 
DEdiaweth nye. Grodge not onc agaynfé 
another brethren, left ye be damned. Bebol- 
de,the iudge ſton dech before the doze. Take 
(my brethzen che rrophetes fozan enfample 
of ſufferynge aduevfitie,and of longe pacien 
ce, which fpateinthenameoftheLORDE. 
Bebolde we counte chem happy whic en- 
dure.Me haue hearde * of F paciéce of Job, robcab 
and baue Enowen what ende theL ORDE 
made. For the LORDE is very pitifull and 
mercifull. 

But aboue all thinges my bꝛethrẽ ſweare 
not nether by heauẽ, net her by earth nether Mae⸗a 
by eny other oche. Let youre ye be ye, and y_ 2.Cort. 
naye naye: lef ye faulein to ypocricy. RF 
enyofyoubcenell vexed let bi praye-2F, eny 
of you bemery,let him finge Pfalmes. xf eny 
be defeafed amonge you,let bint call for che 
elders of the congregacion, z let thé praye 
over bim, and anoynte bim with oyleinthe 
name ofehe LORDE:and ¥ prayer of faith 
ſhal fanetheficte,and theLORDEffulray 
fe bim vp: and yf be bane cõmitted fynnes, 
they fhalbe fozgenen him. 

Bnovelege youre fautes one toanother: 
@nd praye one for another, chat yemayebe 
healed. The prayer of a righteous manauay 
Teehmoche, yf it be fernée.” elias was ama Resa 
miortall euen as we are, andbe prayedinbis buc ae 
prayer, that it might not rayne: z itrayned 
not on the earth by che fpace of thre yeares 
and fire monethes.· And be prayedagayne, #Reia 
and ¥ beaut gaue rayne, z > earth brought 
forth ber frute. 

Brethren, yfeny of you erre frõ the trueth 
and another conuert him, let > fame knowe 

—— he which — the ſynner 

Tom goynge aſtraye out o| 
bis waye, ſhal ſaue afoule iF 
frõ death, and foal 
hyde the multi 
rude offyn 
nes. 
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The ſumme of this epiſtle. 

Be rebureth fod) as beynge blynded with there 
owne luftes,refift the rrueth, & ther we maye 
Enowe themthe berter he fayeth they be fody 
as fynne beaftly agaynit nature, and defpife 
rulers c. Se erborteth vs ro edific one ano- 
rher,to pzayein theboly gooft, roconrinuctit 
loue,to lofe for the comynge of the LOR DE, 
andoneto belpeanotlerout of the fyz¢- 


VOdas thefernaunt of 
Jeſus Chꝛiſt, the bro- 
ther off James. To 
thé which are called, 
andfanctifiedin God 
the facber, and prefer 

ed in Jeſu Cuff. 
A Mercy onto you, and 
peace and loue be multiglicd. 

Beloucd, when J gaueall diligence to 
wryte vnto you of che commen faluacionzit 
was nedefull for me to w2yce vnto you,to 
erbozte you, that ye ſhulde continually la- 
boure inthe faith which was once geuẽ vn 
tothe fayntes. + Gor therearecertayne craf 
tely creptin,of which it was wrytten afore 
tyme vito ſoche indgement. They are vn⸗ 
godly, andcurnethe grace of oure God vit 
to wanranes,and denye Godtbe onely LOR 
DE,and oure LORDE Fefirs Chzifé. 

My minde is cherfozreto put you in remẽ 
braũce, for as moche as ye once Enowe this, 
bowebat * LORDE(after that he had de⸗ 
liuered the people out of Egipt) deſtroyed 
them whid afterwarbde beleucd not. · The 
angels alfo which kept not their firft eſtate: 
buc lefte their arone babitacton, be bath re 
ferued in enerlaftinge chaynes onder darck · 
nes vnto the indgementof the greate Daye: 
euen as · Sodom and Gomoz,andche cities 
aboute then ( which in lyfe maner defiled 
them felues with fornicacion and folowed 
ſtraunge flefbhe) are fer forth for an enfam- 
ple,and fuffre che vengeaunce ofeternall fy 
re. yEewylé thefé dremers defylethe fleßhe 
deſpyſe rulers,and fpeakecuell oft hem that 
are in auctoritie. 

Ret Michael the archangell when he 
firoucagaynft the deuell. z difputed aboute 
the body of Moſes, durſt nor geue ra ylinge 
fentence,but ſayde: theLORD Erebufethe, 
«Due theſe fpeate evell off thoſe chinges 
which they Enowe not: and what chinges 


of S. Jude. Fo. ent. 
they knowe naturally, as beaſtes which are 
witheuc reafon, in tho thinges chey corrup 
te them ſelues. Wo be vnto ché, forthey ba- cen, 


4.2 


uc felowed the waye of Cain,and areveter- Nuzza 
Ty geuẽ to theerroure of Balaam forluters Numac 


ſake and peryß he in the treaſon of Cove. 
Theſe are ſpottes which of youre kindnes Cc 
feaſt cogedder, without feare, fedynge thé 


felues. Cloudes they are withouten water, aPet2.d 


caricd about of wyndes, and trees without 
frute ac gadzingetyme, twyſe deed andpluc 
Eed vp by therotes. They aretheragynge 
waues of che fee, fominge out their arene 
Phame.They are wandzynge ſtarres, to whõ 
is referucd themyft of darcknes for ener. 

+ Enoch the feuenth from Adam prophe 4 
cied before of ſuche, faienge : Bebole 
LORDE fhal come withthouſandes of fay 
tes,to gene iudgemẽt agaynſt all men,and 
ro rebure all that are ungodly amonge the, 
of all their vngodly dedes, which they baue 
vngodly committed, and of allebeir cruell 
fpestynges , which ungodly fynners haue 
{poten agaynft him. 

Thefeare murmurers, complancrs, wal- 
Eynge after their awne luftes, whofe mou⸗ 
thes fpeate pioude thynges. The y haue mẽ 
in greate reuerence becauſe of avauntage. 
Dut ye beloued, remẽ ber the wordes whidy 
were ſpoben before of the Apoſtles of oure 
LORDE Jeſus Chrift, how chat they tolde 
you } their ſhulde be begylers in the laſt ty 
me,which fhulde walte aftertheirarone on- 
godly inſtes. Thefé are makers off fectes *** 
flefiylic, bauynge no ſprete. 

Dut yederlyebeloued, edifye yourefelues D 
int youre moft boly faith prayenge in the bo 
Ly gooff,and Eepe youre feluesin che loue of 
God, lokinge for the mercy ofoureLORDE 
Jeſus —— eternall life. Andbaue cõ 
paſſſon on —— — thé: and other 
ſaue with feare,pullinge them out ofthe fy- 
re, and hate the —** deſture of the fleſhe. 

Vnto him that is able to Eepe you, that 
ye faule not, and to preſent you fautleffe be⸗ 

fore ¥ preſence of bis glory with ioye, 

PF iscofaye,to God oure faucon- 
se whid) only is wyſe, be 
glozy,mateftie,vomi- 
nion, ⁊ porver, 
now and 
for 
ever. Amen. 
SS iiij 
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Che fame of the Reuelacion. 

Chap. l Bappteare they thatheare the wor 
de of God and Fepe te. Bewa2yteth to the fever 
congregaciss in Xfia,feyth fenécandilftites, 
up tn the myddeft of them, one lige onto the 
fonne of man. 

Cyap. u. Be erhorteth foure congregacions 
‘to amende, and ſheweih the rewarde of him 
that oucrcommeth- 

jap. in. He inferucteth endenfourmeth the 
‘angels of thre cégregacions, veclaringe al- 
fo tbe vewarde of bim that ouercommeth. 

Covp. Ut. Be —* the beauen open and the 
feateandone fyttinge vponit,end criti feates 
aboureit with rrtig-elders fytringe vpon thé, 
and foure beaftes prayfinge God Daye and 


night. 

Chap. Ze ſeyth the lãbe openynge the bo 
'Fe,andtherfoze the foure beaftes,the ruij el- 
Ders and theangels pzayfe the lambe aud do 
him worſhipe· 

Chap. Vi. The lambe opencth the vt feales, 
' many thinges folowe the openyng: therof: 

Chap. Vi. — Befeyth thefecuauntes of God fer 
{ed in their Fereheaves ourofallnactons and 
people: whid though they fuffre trouble, yer 
thelembe fedeth thé, leverh rhem ro rhe foun · 
taynesof lyuynge warer,end Gor fhal wype 

awaye alltcarcs from their eyes. 

Chap. Vil. The feuenth feale is opened, there 
is fylence in besuen : the foure angels blowe 
thete rrompertes, and greate plages folowe 
‘vpon the earth. 

Chap. 1x. The fifth and firte angell blowe 
‘their tomperres:the ftarrefallerh from bea- 
uen: the locuftes come our of the finofe:The 
fir{t wo ts pajt: the foure angels that were 
bounrearelowfer,and the thirde parte of me 
is fylled. 

Chap. X. | The angell hath the boke open. he 
fweareth there fhalbenomozetymezbe geuctl 
the boFe ynto Jhon, whidveateth tt vp. 


Chap. Xi. Therempleis menfured,Cheficos 
Dewotepatt, 
Cap. xm. he fenenth angel bloweth bis trẽ 


pet:There apeareth in heatien & womanclo- 
theo with the Gonne:Msidyael fighteth with 
the dzagon,whid) perfecureth the woman. 

Chap. Xi. Abeese ryferb our of the fee with fe 
‘uenheades andrenhoznes Another beeñ com- 
meth out of theearrh with neo bores. 

Chap_Xiilt.  Thelabe ftonderh vponthe mount 
‘Sion, and the wndefyled cougregacton with 
bim:Theangellerbozethro rhe feare of God 
and telleth of tbe fallof Babilon. 

Chap. XV. Se feyth feuenangels, bauyngefe- 
wen vyalles full of wrath- 

Chap, XV. The angels poure out their vyal- 

(es 


Chap. XVI. ¶ Ze deſerybeth thewoman fyttinge 
‘vpon thebeaft with ten hornes 

Chap. XVI The lovers of the worlve are fory 
fo2 the fall off Sabiion, but they that be off 
Sod haue caufe to retoyfe for bir dejtruccion. 

hap. XIX. ayfe andthanFes are geue vnto 
God foriudginge thewhore,and foranengin- 
gethe blonde of bis feruastes. Cheangelwyt 
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not beworfoipped The foules and byr des are 
called torbe flaugbter. 

Chap. XX. Thedzagonis bode for athoufars 
pe yeares. The deedarife, and receaue iuds · 


ment. 
Chap. XX. In ehis chapter ts deferybed the 
new and fpirituall Serufslem. 
Chap. XXil.. Cheryuer of thewater of life,the 
Frurefulnesfeandlight of the cite of Sod The 

tery cuer bis fertauntes warnyn 

es fortocome: The angelwylnot 
DL Tothewozveof Godmaye ne- 


LORDE 
geof thi 
beworfii 


thinge beadded ner myniſhed there from. 


The firf— Chapter. 

— ee % E renclacion of Fe 
bs : ¶ fixe Thuſt whidy Gov 
aue onto bim,foz to 
ewe vnto bis ſer⸗ 
J uaiitestbiges which 
muſte ſhortly come 
to paſſe · And be ſent 
anð ſhewed by bis ant 
gel vnto bis fernaunt Jhon · whic barere 
corde of che worde of God, and ofthe teſti · 
mony of Jeſus Chriſte, and ofall thinges 
that be ſawe. · Happy is be p readeth, and 
they thac heare t he wordes ofthe propheſy 
Gnd Eepe thoo thinges which are wryrtten 

therin. For the tyme is at honde. 
¶Ihon to the ſeuen cõgregacions in Aſia. 
Grace be with you ⁊ peace, frõ him which 
is and which was, and whichis to come 
frs the feuen ſpretes which are prefent befo 
re bis trone,and from Jeſus Chriſt which is 
a faith full witnes, and firft begotten ofthe 
deed:7L ORDE oner ¥ kinges ofthe earth. 
Wntobimebacloned vs and weß hed vs frõ 
ſynnes in his arvne * bloud,andmabve vs kin 
Ses z Pzeftes vnto God bis father, be glozy, 
and dominion foz euer moze. Amen. Behoi · 
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hall febim:. zebey alfo which peerfed bim. 
nd all Einredes of the earth That wayle. 
Euen fo. Amen. Fam Alpha and Omega, 
thebegynninge and the endinge,.fayreb y 
LOR DEalinighty, which is and which was 
and whichis to come. 


Zach·ia. 
Toh. 
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Che Beuelacion 


“3 Jhon youre brother and cSpanyort in 
tribulacton,andin the Eyngdome and pacté 
ce which is in Jeſu Chrijte was in the yle of 
Pathmos for the worde of Goo, and for * 
witneffynge of Jeſu Chrijte. F was in the 
fpzeteona fondaye,andberde bebynde mee 
ret voyce,asit had beneofacrompe,fayers 
Sez Jans Alpha and Omega, che fyxfEand 
> laffe.Thac chou feiff, write in a boke,and 
fende it vnto the cOgregacions which are itt 
Aſia, onto E phefiss and vnto Smyrna, and 
vnto Pargamos, and vnto Thiatira, and 
vnto Sardis, and vnto philadelphia, and 
vnto Laodicia. 

EC AndFeurned backe to fe the voyce that 
ſpake to me. And whe J was turned: I ſawe 
euẽ goldẽ candeſtyckes, and in the myddes 
Danzb ofthe candelftyctes,one lite vnto the ſonne 
— of man clothed with a lynnin garmẽt dor⸗ 
ne tothe ground, and gyrd abonte the breſt 
witha golden gyrdle. Sis heed, and bis hee 
res were whbyte, as whyte woll,zas firowe: 
Aposc x gndbis eyes were asa flamme of fyre and 
‘9€  Pis ferelite onto biaffe,as though chey beet 
Ina fornace: and bis voyce as the founde of 
many waters. And be hadinbis righthon- 
Apoisc de ſeuẽ ſtarres.· And out of bis mouch went 
diata⸗· a g ſharpe two edged fivearde. And bis + face 
Hone euen as the ſonne in bis ſtrength. 
> And when F fawe bins, J fell at bis fete, 
euen as decd. And helaydebis right honde 
vpon me, ſa yenge onto me: feare nor. Fant 
the fyrſt, and the lafte, and ans alyue, and 
Efessa 748 deed. And bebolde, Jam alyue forever 
Tobisb Mote and baucthe tayes of bell z of ech. 
Apocs.b Weyte therfore the thinges which thou 
baft ſene, and the chinges whidyare, and > 
rbinges which fhalbe fulfylied hereafter: z 
the miftery of the (even ſtarres whicht hou 
ſaweſt in my right bonde,andcbefeuen gol- 
Den candelftices. Che feuen ſtarres arethe 
angels of the ſeuẽ congregactons: And the 
[even candelftyctes which thou ſaweſt, are 
the ſeuen congregacions. 
bell. * se 
Clrocheangellofche congregacton 
% of Epheſus weyte: Thefe hinges 
fayth he that holdeththe ſeuen ſtar · 
resin bis right honde, and waltech in the 
myddes of che feuen goldé candelftictes: J 
Enowe thy workes, andebylabour, andeby 
pacience, zhowe thou canneſt not forbcare 
them which are euell· and examineſt them 
which faye they are Apoſtles, and are not: ⁊ 
haſt founde thélyars and haſt ſuffred. And 
Haft paciẽce: and for my names fake baftla 
boured and baft nor faynced. Neuertheleſſe 


* os 
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Ihaue ſomwhat aga ynſt che, fozthou haſt 
lefte thy fyrſt loue. Remember cher fore frs 
whence chou art fallen, and repent, and do 
the fyrſt workes.. Orelles FJ wyl come vnto Lucas 
the ſhortly, and wil remoue chy cãdelſt ycke 
out of bis place, ercepte thou repent. But 
this chou haſt becanfetbou hateſt * dedes 
ofthe Nicolaitans, which dedes Falfoba Ata 
te. Let him} bacheares,heare, what y [pre 
te faith onto the congregacions. Ts bint 
that ouercommeth, roill J. geue to eate of Gens-b 
the trec of life, whichis in the myddes of * 
paradiſe of Gov. 

Andvnco che angell ofthe congregacion B 
of Smyrna wiyte: Thefe hinges faith be 
that is fyrſt and the laff, which was deeb, 8-418 
and ts alive: Iknowethy workes and tribu 
lacion and pouerte,but thou art rydye: And 
J Enowe che blafpbeny of them which call 
them ſelues Jewes and are not: but are the 
Sgregacion of Sathan. Feare none oftho 
ehinges which thon ſhalt offre. Beholde.F 
deuell ſhal cafE of youin co prefon,co tempre 
you, and ye ſhal bane tribulacion x. dayes. 
Be faichfull vnto the deeth, and J wil geue 
¥ acvorone of life. Let him that hathears 
heare, what the ſprete faith tothe congrega 
cions: Hethat ouercõmeth., ſhal —S— — 
of the ſeconde deeth. 

And to the angeil of the congregacion in 
Pergamos wryte: This fayth be which 
«bath the ſharpe ſwearde with tro edges: Neb. 4.c 
‘FJ Enowethy workes,and wheretboudiwel- 
left, cuen where Sathans feat is, and chow 
kepeſt my name,zbaft noc denyed my faith. 
And in my dayes Antipas was a faith full 
witnes of myne, whidy was layne amonge C 
you, where Sat han dwelleth. But J haue 
& fewe thinges aga ynſt che:that thou haſt 
there thẽ t hat manyntayne the doctryne of Namzsna 
+ Balaam, whic) caught in Balak, co pug ade 
occafion ofſyn befoꝛe the children of Iſt aein. 
that they ſhulde eate of meate dedicat vnto 
ydoles,and to commyt fornicacion. Euen fo 
haſt chou them that mayntayne ¥ doctry 
ne of the Nicolaytans which thinge J ba- 
te. But be cSuerted, or elles J wil come vnto 
the ſhoꝛtly and wilfightagaynfte thẽ with 
the ſwearde of my mouth. Let bim hath 
eares,beare, whatthe ſprete faith vnto the 
cõgregacions: To him that ouercommeth. 
wil Igeue to eate mãna that is byd,and wil 
geuẽ him a wbyte fEone,z it che ftoneancwe 
name mrytté, which noman Enoweth, ſauin 
ge he thatreceaueth it. 

And vnto the angell of the cSgregacion 
of Theatira waite: Chis ſaich the forme of 
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Gor, which hath his eyes lyfe vnto a flame 
of fyze, whofe fete are lite braffe: FEnowe 
thy wontes and thy lone, fernice,and faith 
and thy pacience,and thy dedes, which are 
mo at the iaſtrhen ac the firſte Not with- 
fiondinge J bauea feawe thinges agaynft 
the, thae thou ſuffereſt that woman Jeſa⸗ 
bell (which called ber felfe a prophetiſſe) to 
ceache and todeceane my feruauntes, toma 
te chem committe fornicacion, andto eate 
meates offered vp onto ydoles. And I ga⸗ 
ueberfpace to repẽt of ber fornicacion,and 
Pherepented not. holde. J wil caſt ber in- 
to @ bed, and chem that commit fornica · 
cion with ber, into gret aduerfice, ercepte 
ebeycurne fromebeir dedes. And J wil Eyll 
ber childeẽ with deeth. And all che cogrega 
tds fhal tnowe, $ Jam be which ſearcheth 
the reynes and bertes.2ind J wil gene vnto 
euery one of you acord ynge vnto youre wor⸗ 
tes. 

Vnto you J faye, and onto other of thé 
of Tbhiatyza, as many as haue nocebis ler- 
nynge and which baue not Encwen thedep 
nes of Sathan (as theyfaye) J wil pur vp 
‘you none other burtben, but py vhich ye ba- 
uealready.olde faft ryll Jcome,and who- 
foeuer ouercSmeth andEepeth my rwortes 
vnto y ende,to him wil Tj geue power ouer 
nacions,and be [halrulecbem with a rodde 
of yon: and asthe veffels of a pecter,fhal 
be bzeate them to flheuers. Euẽ as J vecea- 
ned of my father, fo wil I gene bim mor · 
nynge ſtarre. Lee him hath cares, beare, 
what the fprete ſayt to the cSgregacions. 

The lil. Chaprer. 
By, Fee wryte unto the angell ofcbe com 


aregacion off Sardis: this fayth be 

that bath che ſeuen fpzetes of God, z 
the ſeuen ftarres.7j Enowetby workes, t hou 
haſt a name that thou lyueſt and chou arc 
deed. Be awake, and ſtrength the thinges 
which remayne,thatareredy to dye. Foz F 
bane nor founde thy woztes perfecte befoze 
Gov. Remember therfore how thou haſt 
receaued and bearde, and holde fafé,and re- 
pene. nf thou fhale not warche, J wil come 
onthe as a thefe, and thou ſhalt not Enowe 
what houre J wil come vpon y Thou haſt 
a fewe names in Sardis, whidy haue not 
defyled their garmenres:and they [hal wal 
Ee with mein whyte, fortbey are wortby. 
the that ouercommeth, ſhaibe clothed in 
whyte ara ye, and J wil not put out bis na⸗ 
ine out of the bote of life. and J wil <Sfeffe 
bis name before my fatber, and befoze bis 
angels. Let him ? bach eares, beare, what 
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the ſprete fayth vnto the congregacions · 


And wꝛyte vnto y angell oft he cssrega B 


cis of Philadelphia:t his fayth be ? is hely 
and true, which bath the keye of Dauid: 
which · openyth and noman ſhutteth, and 
huͤtteth and no man opencth.F Enowe thy 
workes · Bebolde, Ihaue fer before che an 
open doore, and no man can ſhut it, for chow 
haſt a lyttell ſtrength and haſt not denyed 
my name. Beholde. Iſhal geue ſome of the 
congregacion of Satban, which calltheim 
felues Jewes and are nor, but do lye:Bebok 
de: Irdu mare them, that they fhalcomez 
worfbippe before thy fete: and [hal Enowe 
that 3 baneloned the. 

Decaufe thou haſt kept the woꝛdes of 
my pacience therfore wil Fj tepe the from 
the boure of temptacion, wbid) will come 
vpon alltbe worlde to cempte them that 
drvell vps the earth. Bebolve, J come ſhort⸗ 
ly.doldetbat which thou haſt· t hat no me 
cate awa ye thy crorvne. Him that ouercom 
meth, will J mate a pyllar in checemple o 
my God, and be fhal goo no more out. 

And FF will wiyte vpon bim, the name of 
my Bod,andthename of ¥ cite of my Gov, 
neive Ferufalem, which cSmeth downe out: 
of beauen from my Goo, and J will weyte 
vps bim my newename.Lethimtbat bath 
eaves, beare, what the fpzete ſaith vnto rhe 
— 

nd vnto the angell ofthe cõcregacion. 
which is in Laovicia wryte: This ſaych 
Amen che faich fall anderne wienes, the be- 
gynnynge of ¥ creatures of ‘B¢d.7 Enowe 
thy workes, > thou artnether coldenozbor: 
wolde chou were colde or hore. Go then 
Becaufe chow art bitwene bothe, andnether 
colde ner hote J wyll ſpew the out off my 
mouth:becanfe thon ſaiſt thou art riche and 
increfyd with goodes and haſt neve of no- 
thinge,and Enoweft not how thou are wret 
ched zmiferable,poore, blynde,and nak yd. 3 
counfell che to bye of me golve trycd in che 
frre, that thou mayfte be ridje: and whyte 
rayment,that thou mayfte be clothed, that 
thy fylthy nakednes do not apere: anoynt 
thine eyes with eye falue, thou mayſteſe. 

As many as J loue. J rebute zdaften. 
Be feruent therfoꝛe and repent. Beholde. 
I ſtonde at the dooꝛe ⁊ knocke. RXfeny man 
Beare my voyceand vpen the doze, J wil co- 
mein unto bim and will ſuppe with bim,z 
he with me.To bimebat ouercSmeb, will J 
graũte +to ſytt with me onmy ſeate, euẽ as 
Joucrcam and haue ſyttẽ with my farber 
on bis feate. Lee bins that bath eares,beare, 
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wobatthe fpzetefaich onto the cSgregaciss. 
Che lll. Chapter. 
wu Fter this J lokeð, and beholde, a dore 
iy ras open in beaué, andthe fyrſte voy 
ce which J barbe, was as it were of « 
trompet taltinge with me, which fayde: co- 
ime vp bydder, and J wil ſhewe the thinges 
which muſt be filfylled ber after. 2nd imme 
diatly J was inthe [prere:z bebolve,« feate 
was (et in beanen,and one fat on the feate. 
And he t hat fat, was toloke vponlite vnto 
a iaſpar ſtone and a ſard yne ſtone: And the- 
re was a rayne bowe aboute the feate, it 


Danz.b Fygbeliteco a Gmaragde.* And aboute the 
Apoao.b feate were xxiiij· feates. And vpon the fea- 


kes xxiiij. eiders ſyttinge clothed in whyte 
rayment,and bad on their heades crownes 
of golde. 

And out of y ate proceded lighenynges, 
and chundzrynges, z voyces, and there wer 
ſeuen lãpes of fyze, burninge before the fea- 
— are the ſenen ſpretes of Sod. And 

B befoꝛe the ſeatẽ there was a fee fee like 

vnto cryftall,and in the mydes off the ſeate 
and rounde aboute che ſeate vere foure beaſ 
tes fullofeyes before and behynde. And che 
firſt beeſt was life a lion, the ſeconde beeſt li 
ke acalfe, and the thyrde beeſt bad a faceas 
a man andthe fourth beeſt was like a flyen- 
ge egle. And the foure beeſtes had eche one 
Off chem vj. wynges aboute him, anð they 
were fall ofeyes with in. Anð they had no 
reſt daye nether night,fayenge: « boly,boly, 
boly, is the LOKDI Govalmyghey, which 
was, and is, and is to come. 

And when thoſe beeſtes gaue glory and 
bonour and thantes to him that ſat onthe 
[eate, which lyueth for euer andeuer:y rig. 
elders fell dorone before bim that fat onthe 
trone,and worſhipped bim ylyneth fozener, 
and caſt their crounes before trone ſa yen · 
ger thou art worthy LORDEto receaue glo 
ry, and bong ,and power, for thou haſt crea 
tedall thinges,and for thy willes fatetbey 
are, and were created. 

The V. Chapter. 

a Vd Ffawe in the right hove of bint, 
v that lat in the trone a boke weytten 
with ine on che backfive, fealed with 

ſeuẽ feales. And farce a ſtroge angell preg 

chinge wich a londe voyce: Who is worthy 
£0 open the boke, and to looſe the feales cher 
of 2 And nome in heave ner inearth,nether 
vnder ¥ earth, was abletoopé > boke nether 
tolote thereon. And J wepte mod), becau- 
ſe no man was founde worthy to open and 
Goxede the bote, nether ro loke thereon. 
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And one of che elders ſayde vnto me:we⸗ 


penot: + Bebolde,chelyon rohich is offthe eſs 408 
trybe of Juda, > rote of Dauid, bath obtay Ela nb 


nedto ope the boke, andto lowſe the ſeuẽ few 
les cherof. Anð J bebelve, z lo, isthe myo- 
des of the ſeate and of > fourebeaftes,and 
in the myddes of F elders, ſtode a lambe as 
though be bad bene tylled, which bad ſeuen 
Homes and ſeuẽ eyes, which are the ſeuẽ ſpre 
tes of God,fencin co all the worlðde. And he 
cameand tobe the boke out of the right bo 
de off him that fat vpon the feate. 

And when he had taben che boke,the fou a5 
re beeſtes and the xxiiij. elders fell dorwne be- 
fore the lambe, hauinge harpes and golden 
vialles full of odoures(whidyare F prayers 
of the faynces)andebeyfongea newe fonge 
faynge schon art wotbyto take che bobe 


to ope the ſeales therof: for thos waft Eyl- reb.ob 
fed, and haſt revensed vs bythy blond, out of -Petsc 
all kynreddes, and to ges,and people, andng Apoua 


cions, Thaſt made vs vnto # God,tynges 
and pss tee ane wefbalraygneon earch, 


nd J bebelde,and J herdthe voyceof panz-b 


many angilles aboute the trone, and aboute 
thebeeftesand > elders, and J berde thon- 
fand choufanves, fayenge with ¢ loude voy 
ce: Worthy is chelambe chat was Eilled,to 
receaue power, and riches z wifdomie, and 
ſtrength. and honoure and glozy,and bieſſyn 
ge. And all creatures, which are in heané,z 
onche earth. vnder theearch,z in che ſee 
all are in chẽ. herd Ffayenge:bleffinge, bo 
noure,glozy,z power, be unto bim, ſytteth 
vps thefeate, and vnto ee labefozeuermo 
re. And the foure beeſtes ſaide: Ame. And > 
xxiiij· elders fell vpon their ſaces, and wor · 
[hipped bim that lyueth for euermore. 
The Vl. Chapter. 
Vd Iſawe when the lãbe opened one A 
Of ofthe feales,z7j berde one of the fou- 
rebeeftes faye, as it wer the noyle off 
thonder: come and (é. And J farve, and be- 
bolve «there was a whyte horſſe, and be F 


geuen onto bim,and bewent forth conque- 
rynge and foz to ouercome.2ind whẽ he ope- 
ned the feconde feale, J berde the feconde 
beeftefaye:come andfe. 2nd there went ont 
another horſſe that was reed,z power was 
geuento him that fat chere on, to rake pea⸗ 
ce fromtbe earth,andtbat they ſhulde kyll 
‘one another. And there was gene nto bins 
a gret ſwearde. 

And when be opened the thyrde Fale, J 
Herve the chy:debeefte faye: comez fe. And 
Fbebelde,andlo,a biacke horſſe: and beebag 
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fatcon bim, had a payre of balances in bis 
Honde, And J herde a voyce in the myddes 
Of the foure beaftes faye:a meafure of rbe- 
ce forapeny, and thre meafires of batly for 
@ peny:and oyleand wyne ſe thou burte not. 

And when he opened the fourth feale,F 
herde the voyce ofebe fourthe beafte faye: 
comeand{e.2ind Zlokcd, and beholde a pa 
le horffe and bis name that ſat on bins was 
decth,and bell felowed after him. z power 
zoas gene onto them ouer the fourtbe par 
tcof theearth,to Eyll with fivearde,and 5 
Bonger, and with dcerb, of the vermen of 
theearth. 

And wher he opened che fyfte fale, 3 
[awe onder the aulere,the fonles oft hem 
swere Eylled forthe worde of Govd,and for ¥ 
teftimony whidy they bad, and they crycd 
with a lowde voyce fayige: How loge tari- 
eſt thou -LORDEbolyanderue, to tndgez 
toanenge oure blonde on them that dwell 
on the earth? And longe whyte garmentes 
were geuen vnto euery one OF them. And ic 
20a fayde vntothem that the y ſhulde reſte 
for alytele ſeaſon vnt yli the nomber of their 
felowes, andbrethré,and of chem that ſhul 
de be Filled as they were,rwere fulfilled. 

AndY bebelde when he opened the firte 
feale, andloo,there was a grett earthqua- 
Ec,and ¥ fonne twas as blacke as ſacke cloth 
made of beare.2ind the mone wered euẽ as 
blonde: andthe ſtarres of beauen fell unto 
theearth,enen as a fyggetree caftith from 
ber ber fygaes, when fhe is fhaten off ⸗ 
mighty wynde. And heaven vanyfhed 
mvaye,as a ſcroll when it is rolled togedder. 
Andall mountayns and yles, were moued 
ont ofeberr places, « And the tynges of ¥ 
carth,andebe gretemen, and the riche men, 
and the chefe capraynes, and che wyghte 
men, andenery freeman, byd chem felues in 
b Dennes,and in rockes of $ bylles,andjayde 

totbebylles, and rockes: fall on vs, and by- 


devs from ehe prefence of him that ſytteth 
onthe feate,and from the wrath of the lam 

be, for the grere daye of bis wrath is come. 

Und who canendure it? 
Che VIL. Chapter. 

4 Ld after chat farve J foure angels 
ie) ſrode on F foure comers of the earth, 
bolvinte > foure wyndesof ¥ earth, 

$F ¥ wyndes ſhuide not blowe on ¥ earth,ne 
ther on $ fee, nether oneny tree. And J fare 
another angel afcende frd cheryfinge of the 
ſonne: which had che feale of $ lyuinge God 
and he cryed with a loude voyce to the fou- 

re angelles (to whom power was geuen to 
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hurt the earth andthe fee) fayenge:s Hurt Aposa 


not the earth net her che ſee net her the trees. 
till ye haue ſealeð the ſeruaũtes of oure God 
Intheir forheddes. 

And J herde the nembꝛe of them which B 
were fealed, and there rere ſealed anc. and 
pliigj. 17. of all che trybes of che children of 
“Hfraell. OF y erybeof Juda werefealed rij. 
AT. Of the erybe of Ruben were (ealed Ea 
M. Oft he trybe of Gadwerefealed xij · M 
Ofthe trybe of Aſſer were fealed rij. MOF 
thetrybe of Reptalym were fealedrij. 15- 
OF trybe of Manaſſes were ealed ry M.· 
Of chetrybe of Symeon were leaked xij· M. 
OF the erybe of Leui were (ealed ry. M. 
Of cheerybe of Gfacar were ſealed ry. 115. 
Ofebe erybe of Sabulon were ſealedxij. M. 
Of the trybe of — were fealed xij . M. 
Dfthe erybe of Seniamin were ſealed rij. 
thonfande. 


Afrter chis J behelde and lo, a gret mul 4.0fda£ 


titude which no man conide nombre) of all 
nactons and people,and tonges, ſtode befo 
rethe feate,and before the lambe,clocbed ch 
longe wbyte garmétes,and palmes in their 
hondes, and cryed with a loude voyce, faye 
Se: faluacton be afferibed to bim F fyereely 
wponche feate of oure God, and vnto the 
lambe. And all theangels ſtode in the com- 
ale ofthe feate,and of * elders and ofthe 
‘ourcbeaftes,and fell before ) ſeat on their 
aces, and worſhipped Gov,fayenge, amen: 
eſſynge and glozy, wifdome and thãbes, 
and honour, and power and might, be vnto 
oure God for euermore Amer. 

And one oftheelders anſwered, fayenge 
vnto me: what are thefe which are arayed 
in longe whyte garmétes, and whence cam 
they? And J ſayde vnto him: . ORDEthou 
woteſt. 2nd be ſayde wntome: theſe are 
they which cam out of gret tribulacion, and 
made their garmentes large, and made thẽ 
wbyte inthe blonde of chelambe: eherfore 
are they in the pzefenceoftbe feateofGod 
and ſerue him daye and night in bis temple, 
and be that fytteth in the feate, wyll dwell 
amonge them. They 
nether thyzft,nether ſhal che ſonne lyght on 
them,netbereny beate: Forthe lãbe which 
is in the myddes of the feate,fhal fede them. 
and ſhal leade thein vnto founta ynes ofly- 
uynge water, and Goo [hal wype awaye 
all tẽares from their eyes. 

The Vil. Chapter. 
1¢ Lid whenbe had openedtbe ſeuenth A 
feale,chere was filéce in heauen abou 
tethe [pace of balfe an houre. And J 
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ſawe ſeuẽ angels ſtondinge before God, and 
to them were geüen ſeuen trompettes. And 
another angell cam and ſtode before the aul⸗ 


tre, hauynge a golden fenfer, and moc of 


odoures was genen vnto bins, that befhul- 
De offte of the prayers of all fayntes vpon 
tbe golden aultre, which was before the ſea ⸗ 
te. And the ſmoke of che odoures which ca⸗ 
ine of the prayers of all fayntes, afcended 
vppebefore God out of the angelles honde. 
Aud the angell coke che fenfer, and fylled ic 
with fyre of che aultre, and caſte it into the 
earth,and voyces were mave, and choozyit 
ges andlightnynges, and earthquake. 
ind the ſeuen angels whidy had the fe- 
nen trompettes, prepared them felues co 
blowe. The firſt angel blewe,and chere was 
made bayle and fyie, which were myngled 
with blond,z they were café in totheearch: 
andthe thyrd parce of trees was burnt,and 
all grene graſſẽ was brent. And the feconve 
angell blewe: and as tewere a greate moun 
tayne burnynge with fyze was caft in to 
the ſee, and che thyrde parte of che fee cur- 
ned to bloud, and the thyrde parte of che 
creatures which badlife,dyed,andebetbyz- 
de part of ſhippes were deftroyed. | 
And the chyzde angell blewe, and there 
fell agreate ſtarre from beauen, burnynge 
as it werea lampe, and it fell in totherbyz- 
de parte of theryuers,andin to fountaynes 
ofroaters,and the name ofthe ſtarre ts cal- 
[ed Wormwoð. And the thyrde parte of the 
raters was turned to Woimwod. And ma 
ny Mes Dyed of che waters, becauſe they we 
re made bytter. And the fourth angel blew, 
and the thyrde parte of ¥ Sonne was ſmyt 
ten, and ¥ thyrde parte of the mone, z the 
thyrde parte of ſtarres: fo ehat the thyzbe 
parte oft hem was darned. Andehedaye 
was ſmyttẽ, that the thyrde parte of it ſhul 
de not ſhyne, and lyke wyſe the nygbe.2ind 
‘FJ bebelde,and herde an angel flyengetho- 
Fowe themydves of heauẽ, and fayege with 
a lorvde voyce: Wo, wo, wo totheinbabi- 
ters of che earth, becauſe of the voycestoco 
me of the trompe of che thie angels whidy 
were yet to blowe. 
The lX. Chapter. 

Vdthe fyfte angell blewe, z J ſawe 

a ſtarre fall from heauẽ vnto ¥ earth. 

Andto him was geuẽ thebaye of the 
bottomleſſe pytt. And be opened che bot · 
tomleſſe pytt,and cherearofe the ſmobe ofa 
greate fornace. And che Sonne, and y ayer 
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were darEned by the reaſon of the finoke of 
the pytt. And chere came out of the ſmole 
locuftes vpon the earth:and vnto chẽ wes 
geuen power as the ſceorpions of cheearch 
haue power. And ic was fayde onto chent, 
that they ſhulde not burt the graffe of the 
earth: mecber eny grene chinge: nether eny 
tre: but onely chofe men which haue not the 
ſeale in their fozhedes,and tochem was co- 
maunded,chat they ſhulde not kyll thẽ, but 
that they ſhulde be vered fyue monetbes, 
and theit payne was asthe payne that co- 
meth of a [cozpion, when be bath ftonge a 
man. And in chofe dayes [hal mé (eke deeth, 35, 


and hal not fynde it:andfpaldefyzeto dye, Ofer b 


Apoc.6,¢ 


and death ſhai flye from chem. 

And che fimilicude of the locuſtes wasly 
ke vnto bores prepared vnto battayll, and 
ontheir beades were as it were crownes,ly 
Ee vnto golde:andtbeir faces were as it hað 
bene the faces of men. And they bad beere 
as the heere of wemen. And their tethe we- 
re as the tethe of lyons. And they had bab- 
bergtons, as it were babbergions of yron. 
And che founde oft heir wynges, was as F 
founde of charettes whẽ many horſſes run · 
ne together to battayle. And chey bad tay- 
leslyEe vnto ſcorpions, and there wereſt yn 
ges in their tayles. And their power was to 
hurt mẽ fyue monethes. And they hada tin 
ge ouerthem, whichis che angel of the bot- 
tomleffe pyt, whofe name in the hebrew ton 

¢,is Ababon: but in che greke tonge, Apol 
lſion. One wo is paft,and bebolde two woes 
come yet after chis. 

And thefiree angel blewe,and J herde a C 
voyce from the foure comers of the golden 
aultre which is before God, ſayen ge to the 
firte angel, which bad thecrompe: Lowe 
the foure angels, which are bounbde inthe 
greate ryner Eufrates. And y foure angels 
were lowſed, which were prepared for an hou 
re, for a daye, for a monech, and fora yeare, 
for to ſlee the thyrde parte of men, And the 
nombie of horſmen of warre, were twenty 
tymes xti. And Iherde ¥ nombre ofthem. 
ind thus J fawethe horſes in a vifion,and 
them that ſat on thé banynge fyzy babber- 
gtons ofa yalowe and brymſtony cole and 
the beadesof ¥ horſes werreasthebeades 
Of Lyons. 2nd out of cheir monthes went D 
forth fyre, and finoke, and brymſtone. And of 
thefe thre was the thirde parte of menty 
led: thacis to fayc,of fyre, ſinole and beym- 
ſtone which proceded dut of the mouthes of 
thé: For their porcer was in anes — 


Apoc.7.a 
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and in their tayles: for their tayles were like 
vnto ſerpẽtes, and had beades,and with ebe 
theydyd hurt: And the remnaunt of the mẽ 
which were not bylled by theſe plages, repẽ 
tednot ofthe dedes of their hondes, p? they 
ulde not worſhippe deuels and ymages 
of golde, andfylucr, and braſffẽ ſtone and 
of 10d, which nether can ſe necberbeare, 
nether go. Alſo they repenced not of cheir 
murthur,and of their witcheraft, necber of 
their whordome, nether oftheir thefte. 
The X. Chapter. 


ð whenbe 


woyce,as when alyon roꝛeth. 
babderyed,feut thondzes (pate their voyces. 


ind when the ſeuẽ thõdꝛes had pees their 

wvoyces, J was abonteto weyte. And J ber> 

dca voyce from heauen fayenge vnto me: 
feale vp thofe thinges which tbe ſeuen thon 
dies ſpake, and weytetbemt noc. 

And che angel whic) J (awe ſtonde vps 
the fee, and vpon the earth, lifte vppe bia 
hondeto heauen,and fivoze by him chacli- 
neth foz evermore, whic) created heauen. 
and the thingesthat therein are and } ſee 
and thetbinges which aretherin: that the⸗ 
re ſhalbe nomore tyme: but inthe dayes of 
thevoyce ofthe ſeuẽth angel,roben be fhal- 
begynne to blowe, thennifiery of God |[hal- 
be fynißhed, as be preached by bis feruaun- 
tes the propbetes. 

BAnd che voyce which J herde from bea- 
uẽ fpate vᷣnto me agayne,andfayde:goand 
tate chelytle bote which is open inthe bow 
de ofthcangel, which ftondeth vps chefee, 
and vpon the earth. 2nd J went onto the 
angel,and fayde onto him geue me thelyt- 


@Edige Je bobe. And he fayde vnto me: . Tabe it, and 


eateit vp,andit ſhal mate thy belly bytter. 
but it ſhaibe in thy mout h as fivete as bony. 
And GF tote thelytle boke out of his honde. 
and ate it vp, and It was it my mouth as 
ſwete as bony, and as fone as J bad eater 
it, my belly was bytter. And be fayde vnto 
me: thou muſte prophefy agayne unto the 
people,and tothe Heythen,andtonges,and 
to manyEynges. 
The Xi. Chapter. 
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Vd there was genen me a rede lyke 

vnto & rodd, and it was fayde vnto 

me:Ryfe and metethe téple of God, 
and the aultre,and them that worſhippe 
therin: and the quyre which is within the 
temple, caſt out, and mete ic not: forit is ge 
uen vnto the Gentyles,and ? holy cite ſhal 
they treade vnderfote xlij. monethes. And 
Jwil geue power vnto my two wytneffes, 
andebey ſhal propheſy. Mijc. and lx. da yes 
clothed tn ſacke cloth. Thee are two olyue 
trees,and two candelſtyckes ſtondinge befo 
re the Sod ofthe earth 

And if eny man wil hurt ehem, fyre ſhal 
pꝛocede out of cheirmouthes,and conſume 
chew enemyes.2indyferry mã wil burc thẽ. 
this wyſe muſte be be bylled. Theſe haue 
power to ſhut heauen, chat it rayne notin 
the dayes of their propbefyinge: and haue 
power oner waters, to turnet hem to blond, 
andes ſmyte the earth with all mancr pla- 
ges, as often as they will. 

And whenehey haue fynißhed their teſti 
mony the beeſt that cam out oͤft he bottom 
leſſe pytt, ſhal mate warre aga ynſt thé,and 
ſhal ouercomethens,end Eyll thẽ. And their 
bodies ſhallye in the ſtretes ofthe greate ci 
te, which ſpirituaily is called zodom and 
Egypte, where oure LORDEis crucified. 
And fomeof the people anid Eynredes, and 
tonges,z of the nacids, yal ſe their bovies, 
thredayes,and an balfe,and ſhal not ſuffre 
their bodies to be put in graues. And they 
that dwell vpõ the earth, ſhal reioyce over 
them and be glad, and [hal fend giftes one 
to another: for theſe two pzopbetes veyed 
themebacdwelt on the earth. 

+ ind after thze dayes and an balfe the 
fprete of life from: God, entred in co them. 
And they ſtode vp vpon their fere:z + grea- 
te feare came vponthem which [aive then. 
And they herde a greate voyce from beauc, 
fayenge onto them: Come vp bidder. And 
they afcended vp into heauẽ in a cloude,and 
their enemyes ſawe thẽ. And the fameboure 
was there a greatecarthquake, Tthe tenth 
parte ofthe cite fell, and in the carchquate 
were flayne names of menfeuen M. and the 
remnaunt were feared, and gaue glory to 
Godofheauen.Thefeconde wo is paſt. and 
bebolve,the thyrd wo wyl come atone. 

The Xi. Chapter. 
if Vid che ſeuenth angel blewe, andeber 
were made greate voyces it beauen, 
ſayẽge: theEyngodoms of this worlde 
are oureL ORDES and bis Chiiftes, and be 
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[hal reigne for eurmore. And the foure and 
tientye Elders, which fat before God on 
their featts, fell vpon their faces, and wor 
[hipped God fayenge: we gene the thankes 
LOR DE God allmyghte? which are and 
waſt, and art to come, foz thou haſt recea- 
ned thy greate might, and baftraygned. 
And the Heythen were angry, zeby wath 
is come, and the tyme of the decd that they 
Phulde be indged,and char thou huideſt ge 
ue rewarde vnto thy ſeruaũtes the prophee- 
tes and ſaynctes, and co thé chat feare thy 
name, ſmall z greate: and ſhuideſt deſtroye 
them which deftroyethe earth. And the tein 
ple of God was opened in heanen,andebere 
B was fenein biscemple the are of bis cefta 
ment: and there folowed lightnynges, and 
voyces, and thondzynges and earth quate, 
and a greare bayle. 
2nd there appeared a greate token in 
Heaven. A woman clothed with che Gon 
ne, and che mone wonder ber fete, and vpon 
ber heed a crowne of twolue fEarres, And 
fhe was wich childe, and cryed trauaulin⸗ 
ge in byzth and payned redy to bedelyne 
red. And here appeared another coten in 
heauen, and bebolve a greate reed dragon, 
hauinge ſeuen heaves, and ten homes and 
ſeuẽ crownes vps bis beades:and bis rayle 
Dine the thyrde parte of che ſtarres and café 
themto the earth. 
And the dꝛagon ſtode before the womã, 
which was ready co be delyneredẽ ſor to de- 
© voure ber childe as fore as it were boͤrne. 
And fhe bioughe forth a man chilve, which 
Hulde rule all nacions with a rov of yzon- 
And ber fone was caken vp vnto Gov,and 
to bis feate. * And che woman fled in to 
swyldernes, where fhe bad a place prepared 
Aporz.d Off Boo, chat they fhulve fede her there a 
Danuw£ M. ij C. and lx. da yes. 

And there was a greatebatayllin heauẽ 
Michael and bis angels foughte with che 
dragon, andthe dragon fought and bis an- 
gels,and preuayled not, netber was their 
place founde eny morein beanen. And the 
greate dragon that olde ſerpent (called the 
deuell and Satbanas)was caftout. Which 
difceaued all che worlde. And be was cafe 
into the earch, and bis angelles were café 
ont with him alſo. 

And Fhardealorwde voyce, which ſa yde 
in heauen: Tow is [aluacinn, and ſtrength 
and the kyngdome become gure Gods, and 
power bis Chriſtes: Fo: he is cafe dorwne, 
which accufed chem before God daye and 
night.2indebey duercame him by the blou- 


Bfaigb 
Luc.o.b 
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de of the Lambe, and bythe worde of their 
teſtimony, andt hey loued not their lyues vn D 
to che deech. Cherforeretoyce ye heauens, 
and ye that dwell in them. Wore theinha- 
biters of the earth,and ofthe ſeer for the de- 
uell is come Downe vnto you, which bath 
greate wrath. becauſe be Enowerh, that be 
Dath but a ſhort tyme. 

And when che dꝛagon fawe,that he was 
café unto the earth, be perſecuted the wo⸗ 
man, which broughe foith the man childe. 
And co che woman were geuẽ two wynges 
of egreateegle «chat ſhe might flyc in to 
the wyldernes, into ber place, where fhe is 
nozyBbed for atyme,tworymes,andbalffe Apocts.c 
atyme,frons the pzefence of che ſerpẽt. And — 
the dragon caſt out of bis mouth water *"7" 
afcer che woma,as it bad bene a ryuer,that 
bemight cauſe her to be caught of * flond. 
2nd the earch holpe che woman, and the 
earth opened ber mouth, and fivalowed vp 
theryuer robidy the dragon café out of bis 
mouth. 2nd the diagon was wioth with 
the woms:and went andmabde warre with 
theremnannt of byz fede, which epe the cd- 
maundementes of God,and baue the tefti- 
wony of Jeſus Chriſt. And J ſtode onthe 
ſee ſonde. 


The XI. Chapter. 
A LTO F ſawe a beeſt rife out of the ſee 


bauinge ſeuen heades, andy. bomes, 

and vpon bis homes r. crownes,and A 
vps bis heed, the names of blaſphemy. And apo.r.c 
the beeſt which J fawe was lyte a cate of 
the mouncayne,and bis fete were as the fe- 
te of a bear, and bis mouth as the mouthe 
of a lyon. And ¥ drags gaue bim bis power 
and bis Erte, and greate auctorite: and I 
ſawe one of bis beades as it were wounded 
to death, and bis dedly wounde was healed. 
And all che woꝛlde wodꝛed atthe beeſt, and 
they worſhipped the dagon which gaue 
power vnto the beeſt, and they worſhipped 
the beeſt ſa yenge:who is like vnto the becſt? 
whois able to warre with him? 

And there was geuen vnto him a mouth 
to ſpeake greate thinges Tblaſp hemies and 
power us geuen vnto him, to do xlij. mone 
thes. And be opened bis mouth vnto blaſ⸗ 
phemy agaynft God, to blaſpheme bis na- 
ine, and bis cabernacle and them that dwell 
in heauen. = And it was geuen vito him to Apoe. n. b 
make warre with che ſayntes, and to ouerco 
me them. And power was geuen him ouer 
all kynred, tonge, and nacion: + all chat Danie 
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dwell vpon theearth worſhipt him: whoſe 
names arenot weytten in the boke of life of 
the lambe, which was Eylled from the be- 
ginn ynge ofcbe worlde. mfeny man bane 
an caveletbim beare. Hethatleaverbin ro 
Genoa caprinite, ſhai go in co captiuite *betbac 
Ma25© gillech with a fivearde, mufé be Filled with 
vApOI4e frvearve.* Heare is the pacience,and the 
“sith ofthe ſaynctes. 

And Iheheide another beeſt commynge 
pp oucofebe earth,and be badcwobomes 
Lite alambe,and be fpateasdyd the drags · 
And he dydallehatche firſt beeſt coulde do 
an bis prcfence,and hẽ cauſed theearch,and 
bem sv bid) dweil eheriss, to worſhippe the 
& fytlt beeſt vhoſe decdly wonde was bealed. 

And he dyd greate wonders,fo that be ma- 

de fyre come downe from heauẽ in the ſight 

of men, And deceaucd chem that Dwele on 
the earth by xf meancs ofthoſe ſignes whid 

He bad power to do in cbeligoe Of the beefé, 

jayenge co chert thar dwelt on the earch: 

thar chey ſhulde mate an ymage onto the 
beefé, which bad che wounde of a fivearde 
and dyd line. 

Andbhe hadpower to yene a fprete vnto 
the yinage of the beeſt. and thatthe ymage 
of the beeſt ſiynide fpeate, and ſhuide aah 
thatas many as wolde not worſhippe the 
ymage of che beeſt. ſhulde be kylled. And be 
made all bothe finale and greate, ryche and 
pooie, fre and bond, to receaue g marke in 
their right bondes , oz in their forbeades. 
And chat noman might by oz fell, ſaue he > 
bed ¥ marke,oz the name of the beeff, ether 
thenombve of bis name. Here is wißdome. 
Sct bim chat bath wyt, count the nombze 
Of che beef. Foꝛ it is the nombre of a man, 
and bis nombre is fire hondred, thre ſcore 
and ſire. 


The xull.Chapter. 


a4 Ld I lored and lo;4 Lambe ſtode on 
the mont Syon,and with bim.C.and 
rluuj-choufanvde banynge bis fathers 

name waytten in their forbeades . 2nd J 
berdeavoyce from heauen.as the foundeof 
many waters, andas the voyce of agreate 
rhondre. And the voyce that J berde, was 
as the barpers that playe upon cheir bar- 
pers. And they ſonge as it were a newe fon- 
sre,before the feate, zbefore y foure beeſtes. 
andebe elders, and no man coulde learne ¥ 
fonge, but the bondzed and pliitj. 29. whidy 
were redemed front the earch. Theſe are 
they, which were noe defyled with wemen, 


of S. Ihon. 


forthey are virgyns. Theſe folowe thelam- 
be whither foeuer be goeth.+ Theſe were re 1.Cor.c.c 
demed from men, beyngethe fyrſt frutes vn Apo.sb 
to Gov and tothe lambe, and in their mou- 
thes was foundeno gyle. For they are with 
outẽ fpot before the trone of God. 

And Fj fare anangell flyeinchemydoes I 
of heauen hauinge anenerlaftinge Gofpell, 
to preache vnto them chat ſyt and dwell on 
the earth,and co all nacions kinreddes, and 
tõges and people ſa yẽge with a lowdevoy 
ce: Feare God, and geue honour to bim, for 
the houreof bis indgement ts come: and 
worbippe bim « chat made heauen and pralugsac 
earch, andtbe fee, and the fountaynes off 
water. Andebere folorwed another angell, 
fayenge:Sbe ts fallen, ſhe is fallen: euẽ Da- oe ah 
bilon that greate cite, for fe made all na nies 
cions dzynke off the wyne off by: whordo · Apousa 
me 


And the thyrde angel folowedthẽ ſayen · C 
ge with a loude voyce:mfenyman worſhip 
pe the beeſt and bis ymage,and receane bis 
mare in bis forhed or on bis honde, the ſa · 
— drynke of the wyne of the wꝛath 
Of Gov, which is powꝛed in the cuppe of bis 
wrath. And be foatbe peavey in fyre and 
brymſtone, before the holy Angels, and be- 
fore the lambe. 

And che finoke of their torment aſcen· Apo-sa, 
deth vp evermore. And they have no reſt '°* 
daye ner nyght, wbidy worſhippe the 
beaſt and bis ymage,and whoſoeuer recea- 
uethebe prynt of bis name.* Here is the pa 
cience of fayntes. Heare are theythat kepe 
the commaundementes and the faith off 


apo ·n h 


ju. 
And J herde a voyce from heanen,fayen 
e onto m̃e:wꝛyte: Bleſſed are ——— 2 

eafter dye in the LRDB. Mee the ſprete 
fayeth, chat they reſt from their laboures, 
for their woꝛkes folowe thems. And J loked 
and behoide, a whyte clonde,and vpõ ¥ clou 
de one ſytt ynge like vnto the fonne of man, 
hauinge on bis heed a golden crowne, and 
in bis hove a fbarpefytle. And another an- 
gell cameout of che temple,cryenge with 
onde voyce to bim that fat on the clonde: 
Thꝛuſte in thy fycleand reepe: for the tyme roetsb 
is come to reepe, for the corne of the eart h Macase 
is rype. And be that fat on ¥ cloude chruſt 
inbis fete onthe earth, and the earth was 
reeped. 

Andanoeberangell came ont ofebetent ge 

plewbic is in heauen, hauin ge alſo a fhar- 
pe ſyrie. And anot her angel came out front 
the aulere, which bad porver quer fyze, and 
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cryed with a loude crye vnto hym that bad 
the ſharpe ſyckle, and ſayde: Thruſte in thy 
ſharpe ſyckie, and gather che cluſters of > 
earch, for bir grapes are rype. And the an- 
gell chrufé in bis ſyckle onthe erthe, and cut 
Downe the grapes of che vynyarde of che 
earth, and café chem in to che greate wyne⸗ 
fat of $ wrach of God: z the wynefat was 
trodden wit houtthe cite,and blonde came 
out of the fie, euen vnto the horſſe brydles 
bythe [pace of a thouſande and ſixe hun · 
dreth furlonges. 


The XxV. Chapter. 
A yf Ld F ſawe anocher fignein benen 


grectz mervellous.vit.angells havin 

gethe fevenlafte plages, forintheis 
fulfylleo che wrath of god 2nd J faweas 
tc were a glaffye fee, mingled with fyre,and 
them that bad gotten viccory ofthe beeft, 
and of bis ymage, and of bis marke, and of 
the nombre of bis name, ſtonde onthe glaf- 
Fe ee, bauinge $ harpes of God:andehey 
fonge the fonge of Moſes the ſeruaunt of 
God, and chefonge of ebe lambe, jaynge: 
Greate and maruelious are thy workes 
LORDEGovalmygbey, inf and true are 


lere. io a thy wayes, thou tynge of fayntes. « Who 


fhal noc fearethe © LORDEand gloryfie 
thy name7 For thou only art holy, for all gẽ 
tiles [hall come and worfhippe before che, 
for cby iudgmentes are made many feft. 
And after chac, J loked, and bebolde,the 
temple ofthe Cabernacle ofteftimony was 
open int beauen,and che fener angeiles came 
out of the cemple, whidy bad the feuen pls- 
ges, clorbed in pure and bryght lynné, and 
hauynge their bieftes gy:ded with golden 
gerdelles. 2nd one of che foure beeſtes gaue 
vnto the ſeuen angelles ſeuen golden vial- 
Tes, full of che wath of God which linech 


Eze.44.a for euermore. · And the cemple was full of 


finoke for the glozy off God, and for bis 
power, and no Man was abletoentrein to 
the temple, cyllebe ſeuen plages ofthe ſeuẽ 
angels were fulfilled. 


The XVI. Chapter. 


BW ONG Flo Bherdea greatevoyce ont ofthe 
Sf temple, fayenge co the ſeuen angels: 

iF go youre wayes,poure ont youre vial 

les of wrath vpon che earth. And the fyrſt 
went, and poured ont bis viall vpon the 
earth, and there fella nosyſom Ta [ore botch 


> — 
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vpon the men which bad the marke of the 
veeſt. and vpon chemebat worſhippeðd bis 
ymage. And the ſeconde angel [zed out bis 
viall vps che fee, andit turned as it were in 
to the bloud of a deed manr and enery lyuin· 
ge thinge dyed inche ſee, And the thyrde at 
gel ſhed out bis vyall vpon the ryuers and 
founta ynes of waters, and they turnedto 
bloude. And J herde an angel ſa yje: ORDE 
which art and waſt thou art righteous and 
boly, becaufechou haſt geuẽ ſoche iudgmen 
tes, foz they ſhed the bloude ofſa yntes, and 
pꝛophetes and therfore haſt thou geuen 
hem bloudeto drynke: for they are worthy. 
And I herde another angell out of the aul- 
ter, ſaye: euen fo LORDE God almighty, B 
true and righteous are chyindgmentes. 

And che fourth angell poured out his 
vlall on the Sonne, and power was geuen 
vnto bim to vere men with heate of fyze. 
And the men raged in gret heate,and (pate 
euell ofthename of God, w hid bad power 
ouer chofe plages, and they repented not, 
to gene bim glory. And the fifte angell pow 
red out bis vyall vpon the ſeate of che beef, 
and bis kyngdome wered derke, andthey 
gnerve their conges for ſorowe, and blafpbe 
medthe God of heauẽ for ſorowe, and pay- 
ne of their ſores and repented not of cher 
dedes. 

Andthe firte angell poured out his vyall ¢ 
vpon the gret ryuer Euphrates, and the 
water dzyed. vp, that the waye of the yn- 
ges of the Eaſte ſhulde be pꝛepared. Anð J 
ſawe thze vncleane ſpretes kike frogges co- 
me out ofthe mouth of che dragon, and out 
Off che mouth off the beeſt, and out off the 
mouth ofehe falfe prophet. Forthe y arethe 
[pretes of deuels workynge myzacles, to go 
out unto chet ynges of the carchand ofthe 
wholewoulde,to gaddzethem co the battay 
le of that gret da ye of God allmight y. Bẽ mac. 

Holde, J come as a thefe. Happy is he that Luc: 
woatdyeth and kepeth bis garmentes , ieſt 
he be founde naked, and men fe bis fileby- 
nes. And be gaddered chem togedder in to 
a place, called in the hebrue tonge, Arma⸗ 
gedon, 

And the ſeuenth angell poured out bis D 
viallin to the ayze. And there came a greace 
voyce ont of beauen from the ſeate, ſayenger 
It is done. And there folowed voyces,thon 
dringes, and lightnynges, and there was a 
gret earthquake, ſoch as was not fence mẽ 
were vpon the earch, fo niyghty an earch- 
quate and [> greate. And the greate cite 

Ct ig 


The Reuelacion 


was denyded into thie parties. Andehect- 
ties of nacions fell. And greate Dabilon ca 
meinremembzaunce —— geue vn 
ro hyn the cuppe of wyne of the fearcenes 
Of bis wrath.· And every yle fled awaye,and 
the mountaynes tere noe founde. And the· 
re fell a greate bayle, as it had bene taless- 
tes, ont of heave vpon the men and the men 
blafpbemed God, becanfe of che plage of 
the bayle,foz it was greate,and the plage 
ofit ſore. 


The xXVI.Chapter. 


4 Vd there cam one ofche ſeuẽ angels, 
whid had the ſeuen vialles, anv tal- 
Fed with me,fayenge onto me: Come, 
J wil ſhewe the the iu gð ment of che grea- 
fe whore, that ſytteth vpon many wa- 
ters, with whomebetynges of che earthba 
ne commytted whordome, and the inbabi- 
revs of theearthare dronken with the wyne 
of ber fomicacion.2ind be caryed me awaye 
ince the wilvernes in ¥ fpzete. And F fawe 
a woman fot vpon arofe colored beefé, full 
of names of blafphemic, which bad fen bea- 
bes zten bomes.2ind Ff woman was arayed 
inpurple androfe color and decked with gol 
de, precious ſtone, and pearles, and bad 
cupp of golde in her honde. full of abbomi- 
nactons,and fylebines of her wordome. And 
in ber fozbed was aname wrytté, a miftery: 
greate Babilon che mother of rohordome, 
D anrabominacids ofthe carth. And F ſawe 
thewy fe dronkẽ with the bloude o ——— 
and with the — witneſſes of Je 
fiz. And whers F fave her, FJ wondꝛed with 
greate mervayle. 

And che artgell fayde vnto me: wherfoꝛe 
mernaylleft thou? J wyl ſhewet he the miſ 
tery of the woman, and of the beeſt that 
beerith ber, hich bath feuen heades, and 
ten homes. The beeſt chat thou feeff, was, 
andis not,and ſhall aſcende out of the bot · 
tomleffe pytt, and [hal go in to perdicion, 
and they thatdrell on the earth ſhal won- 
die (whofe names are not wzytten in the bo 
Ec of life from the begynnynge of the worl- 
de) wher they bebolde the beef that was, 
andis not. And here is a mynde,tbat hath 
wißdome. 

Cc The fewenbeades are fenenmonntanes, 
on which the woman ſyttethr they are alſo 
feucn kynges. Gyue are fallen, and one is, 
andthe ocher is noe yee come. When be com 
meth, be mufte continue a fpace- And the 
beeft that was, andis not, is ene che eygbt, 
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and is ofthe ſeuen, and ſhal goin to deſtruc⸗ 
cion.« And y ten homes which chon ſaweſt 51 
are ten Eynges, which bauenot yet recea- apousa 
nedtheEyngdome, but fal receaue power 
as Eynges at one houre with ¥ beeft. Thee 
bane one mynde, and [hal geue their power 
and firégeh unto ¥ beeſte. Theſe oat fyght 
withthe Lambe, and the lãbe fal ouercome 
thent: Gor he is · OR DE of all lordes and 1.Tim.c.c 
kinge ofall kinges: and they that are on bis Apocis¢ 
Fydc.are called, and dofenand faith full. 

And be faite onto me: The · waters which D 
thou ſaweſt, where ¥ whore ſytteth, are ped efaab 
pie, and folte,and nacions,andtonges. 2nd J 
the ten homes, which thou ſaweſt vpon che 
beeft,aretheytbat ſhal hate the whore, and 

al mate ber defolace,and naked, and Hhall 

eate bir fleBbe, and burne ber with fyze. 
For Godbath putin their heres, co fulfill 
bis wyll, and to do with one confent, for to 
gene birEyngdome vnto thebeeff,oneill che 
wordes of Godbe fulfylled. And che womã 
whichthoͤu ſaweſt. is that greate cite whid> 
raigneth ouer thek ynges of the earth.· 


The XVI. Chapter. 


Vivafterthat Iſawe another angel A 
come bowne fro heauẽ, hauinge grea- 
te power, and Jearth was lyghtned 
with bis bryghtnes. And he cryed mighte⸗ 
ly with a ſtronge voyce, ſayenge:· She is fal 2&. 
len, ſheis fallem euen greate Ba bilon. and is Kr 
become the habitacion of deuels, and J bol 
de of all forle ſpretes, and g cage of ail vn· 
cleane and batefull byrdes: for all nacis be 
ue dronken of che wyne of che wrath of her 
whoꝛdeme. And the Eyngesofthe earth ba- 
ne committed fomicacion with ber,and ber 
marchauntes are wered ryche of che abun- 
daunce of ber pleafirres. 

And J herde another voyce from heauen B 
faye:* come awaye from ber my people, that Genie 
yebe not partakers of ber ſynnes left yere- 
ceaue of ber plages. Foz ber ſynnes are gore 
vpto beanent,andthe LORDE bath rement 
bred her wyckednes. Rewarde ber euen as 
He rewarded you, and geue her dubble acor 
dinge to her workes. And poure in dubble to 
ber in the fame cuppe, which ſhe fylled vnto 
you. And as moche as fhe glozyfiedber felfe 
and lyued wantanly,fomoch poure ye in for 
ber of punyßhmẽt, and fozorwe,foz [ye fayeth ela.47.2 
inber berte: J ſyt beinge a quene and am Dane-d 
no wyddowwe, and ſhall fe no ſorowe. Ther fo 
re ſhal ber plages come at one daye; death, 
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and forowe, and bonger, and fhe ſhalbe bret 
with fyze: for fironge is the LORDE Gov 
which [bal iudge ber. 

C_ AndeheEynges of theearth fal bewepe 
Ber and wayleouer ber, which haue commit 
ted fornicacion and lyued wantanly with 
ber, when they fal fe the finote of ber bur- 
nynge,and [hal ftonde a farre of for feare of 
ber punyBbment,fayenge: Alas Alas that 
greate cite Babylon, that mighty cite: Foz 
at one houre is thy iudgment come. And 
the marchauntes off the earth fhall wepe 
and wayle in them félues, becaufe no man 
will bye their ware eny moze, the ware of 
golde and ſyluer. and of precious ſtones, off 
Pearle, zfyl Ee,and purple and ſlaarlet, all 

hynen wod and all manner veffels of yue 
ty, andall manner veffels of moſt precious 
2d, and of bzaffe, andof yzon,z ſInomom 
and odours, and oynementes, and frank yn- 
fence, and wyne, and oyle, and fyne fleure, 
and wheate , and catell, and Pyepe, and 
horſes. and charrertes, and bodies and fou- 
les of men. 

And the apples that thy ſoule luſted af· 
ter,are Departed from the. And ali chinges 
which were deyntic,andbadin pryce,arede- 
parted from the. and thou ſhale fynde then 
no moze. The marchauntes of theſt thinges 
which were wered ryche by ber, hau ffonde 
gfarre of for feare of the punygbment of 
ber, wepynge and waylinge, and fayenge: 


leresb alas alas, that greate cite,chat was cdo- 


thed in ſylke and purple,and fearlet,andbdec 
ed with golde,and precious ftone,andpear 
les: for at one houre ſo greateryches is come 
to naught. 

And every fhippe gouerncr, and all they 
thatoceupie [hippes, and ſhippmen whid> 
worke inthe jee, frodea farreof, andcryed, 
oben they [awe the finote ofber buraynge, 
and fayde:tobat cite is lite vnto this greate 
cite 7 And they café duſt on their heades, 
and cryed wepynge, and weylinge, andfay- 
de: Alas, Was the greate cite, wherit were 
made ryche all chat bad ſhippes in the fee, 
by the reafon of ber wares: fot at one boure 
is fhe mavedefolate. 

Reioyce ouer her thon heaué,and ye ho- 
ly Apofiles, andprophetes : for God bath 
geuen youre indgmét on ber. Andamighey 
angell toke vp a greateftonely£e a mylfto- 
ne, and café it in to the fee, fayertge: with 
fiche violéce foal that qreate cite Babylon 
be caff, and ſhalbe founde nomore And the 
voyce of barpers,and muficions,and of py- 
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pers,and trompetters, ſhalbe herde no mo⸗ 
re inche:andno craftes man( of what ſoeuer 
erafe he be ſhalbe founde eny mozeineher 
andthe ſounde ofa myll ſhalbe herde no no 


rein thert and the voyce of the baydegrome letetg.26 


and ofthe bꝛyde fhalbe herdenomozeinthe 
for thy marchannces were prynces of che 
earth. And with chyne inchaitment were 
deceaued allnacions: and in ber was foun- 
de che blonde of che prophetes, and ofthe 
fayntes,and of all chat were ſia yne vpð the 
earch. 
The xX.Chapter. 


if Vd after that. J herde the voyce of A 

A moch —— peaien, fayenge: lle 

luia. Saluacion and glory and bo- 
nour, and power be afcribed tothe LORDE 
¢ God, for trueandrighteous are his iudg · 
mentes. becauſe he hath indged the greate 
whoꝛe (which did corrupt J earch with ber 
fornicacion)and hathauenged ehe blond of 
bis ſeruagt es ofber bond. And agayne they 


ſayde: Alleluia. And ſin ore roſe vᷣp foꝛr euer⸗ abo⸗e 


wore And y xxiiij: elders Athe foure beeſtes *** 
fell downe and worſhipped God that fat 
onthe ferte, ſa yenge: Amen: Alleluia And a 
voice came out ofthe ſeate, ſayengepra yfe ỹ 
LORDE Godall ye that are bis ſeruaütes, 

⁊ yethat frare him boͤth ſmall and greate. 

And J herde the voyce of moch people, S 

enéas ¥ voyceof many waters,z as ¥ voy 

cc of ftrongerbondzynges, fayenge:Allelyia, 
for God oumtpotent raigneth. Lec vs be 
gladandrefoyce, and gene honour to hime 
for che mariage of che labeis come,and bis 
wife made ber ſelfe ready. And to ber was 
Sraunted,that [he ſhulde be grayed with pa 
Teand goodly fylte.(2As forthe fylte,ic is the 
righte weſnes of ſa yntes. And he ſayde nto 


me: · Bleſſed are they which are called vn⸗ Luc.ia a 


tothe Lambes ſupper. And he ſayde vnto 
mert heſe are the trucfayenges of God. And 
‘F fell at bis fete, to worſhippe bim, And 


be fayde vnto me: Getbou do it NOt. Gor Actioc 


Jam chy felowe feruaunt, and one of chy '+< 
brethren,and ofthem that haue the teſtimo 
ny of Jefiss. Wo2flyippe God. For che cefki- 
mony of Jeſus is ¥ ſpꝛete of prophefy. And 
‘TF farwe beaut open,z beholde a whyte hoffe C 
and be ſat vpon bim,was called faiehfull 

and erue,z In righteweſnes dyd iudge and 


make bacteyle. Dis eyes · were asa flame Of Apo.tc 


fyze,and on bis heave weremany cvounes:z ** 

He had «name wrytten, that noman Enewe 

bur him felfe.* And he was clothed with a Ehesa 
Ce ity 


Apo.ss.c. 


The Beuclactor 


veſture dipt in blonde, and bis name is cal- 
led, f worde of Sod. And Ff warriers which 
were in heauen, folowed him vpon whyte 
horſſes, clot hed with whyte and pure ſylke 

Apocac and sont of bis mouthe wente @ ſharhpe 

froerde,that with it he ſhulde finyte the Het 

then: And be [hall rule chem with a rodde 
of yron,and be trode the wynefatte of tbe 
fearceneffe and wrath of ‘allmightye God. 

And hath on his veſture and on bis chyghe 

Dania game voryctten:.2ynge of all Einges,and 

uTims. LORDE of alllosbdes. 

Apou7.c Andy jawe anangell ſtonde in the Son 
ne, and be cryed with alowde woyce,fayer- 
getoaliche fowles that flye by tbemyddes 
vnder che heauen: Come and gadvze youre 
felues cogedder vnto the ſupper of the gret 

Execso,d Ged;that ye maye eate che fleßhe ofkyn⸗ 
ges, and of hye capta ynes and the fletzhe 
Of mighty men, and che fießhe of borffes, 
andof the that ſyt onthem,and the fle 
ofall free men and bondmen, boch of ſmall 
and greate. And I farce the beefte and the 
Eynges of y earth,andebeir warrters gad- 
died cogedder , to mate battayle agaynfte 
bim thatfac vpon the borffe, and aga ynſt 
bis forvdiers. 

And che beefEe was takers, and with him 
that falfe prophet that wrought myzacles 
before him, with which be difceaucd thems 
thar receaucd che beeftes marte, and thenr 

Danzb that worßhipped bis ymage.+ Thefe bot h 

Apo20.¢ were café into aponde of fyze burnynge xb 

Mtasd beymſtone : and the remmaunce were flayne 

nicb.g.c with che-fvearde of him chat fat vpon the 
booffe, which fivearde proceded out of bis 
mouth, and all che foules were filled with 
their fleßhe. 


The Xx.Chapter. 
D9 of Lid FJ fawe an angell come Sorwne 


Plala.b 


from heauen, hauinge the beye of the 

bottomleſſe pyt, and a gret chayne in 

eters bis honde. « And be coke the dragon that 
Peta: Sipe ferpent (wbidyis the deuell and Sata⸗ 
nas) and be bounde him a thouſand yeares: 

and caft him in to che bottomleffe pyt, and 

be bounde bins, and fet a ſeale on bins, chat 

be [nid difceaue the people nomoare, tyll 

the chonfand yeares were fulfilled. And af⸗ 

ter that muſte be be lowed for a littell fea- 


fon, 
BS And F fawe feates, and they fat vpon 
—* them, andthe tudgement was geuen vnto 
them: and Tj ſawe the ſoules of chem ebat 
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were beheaded for the witnes of Jeſu. and 
forthe worde of God: whic) bad not wor⸗ 
[hipped the beeſt, net her bis ymage, nether 
bad cates bis marke vpon their fozbea- 
des or on their hondes: and eheylyned, and 
raygned with Chriſt a thouſand yeare: but 
the ocber of the deed men lyued not agax 
ne, vntillthetboufand yeare were fynißhed· 
This is chat fy:fErefisrreccion. Dleffedand 
bolyis be that bath parce inthe fyiſt reſur 
¶eon On [och bath the ſeconde deeth no 
porer but they ſhalbe che preftes of God 
and of Chzifé, and [all raygne with him a 
tboufand yeare. 
2nd when the thouſand yeares are expy € 
red Sathan ſhalbe loroſed out of bis preſon 
and ſhal go ouut to deceaue thepeople which 
Gre in the foure quarters ofthe earth..Gog 25⸗ 
and Wagog, to gadder chem togedder to ands9. 
batayle, whofe nombieis as the fonde off, 
* feezand they went vp on the playne of 
e earth, and compafed the tentes of the 
faynces aboute, and the beloued cite. And 
fyie cam doune from Godour of beauen, 
and devoured them: «and the deuell that pan⸗b 
difccanedebent,rwas caſt in to a lake of fyze Apous.d 
and brymftone,where the beeft andebe falſe Maras.d 
prophet were ,and ſhalbe roͤrmented daye 
and night fozeuermore. 
Andy fawe a gret whytefeate, and him D 
that fac on tc, from whoͤſt face fled awaye 
both checarth and heaucn, and their place 
was nonsoze founde,» And Iſawethe deed, Dania 
both gree and finall ſtonde before God: 2nd 
the bokes were opened, and another bote 
was opened, which is (the bote)of life, and 
the deed were iudged of cho thinges which 
socre wrytten in the bokes accosdinge to 
their dedes: andthe feegaue vp ber deed, 
wich were int her, and deeth and bell dely- 
ered vp the decd, which were in them: and 
they wereindgedeuery man accordyngeto 
pis dedes. And deth and bell were cafEin co 
the late of fyꝛe. Chis is char fecond deeth. 
And whofoener was not founde wrytten 
* boke off life,was caſt into the late 
of fyre. 


The XXi. Chapter. 


C10 IJ fawe a * newe heauen anda A 
newe earth. For the fyrſt heauen, and Etacs.c 
the fyzfEcarch were vamibhedawaye, + Peta 
and there was nomoze See. And J Ihon 
farce that boly cite newe Jeruſale mm come 
Downe from God out of beauen, prepared 
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as a bryde garniß hed foz by: hußband. And 
Iher de a Freate voyce from the feate, ſayen 
Fzegsa Se:bebolve, the tabernaͤcle of Sodeis with 
men, and be roll dwell wich them. And they 
Malbec dis people, and God binyelfe fyalbe 
Elaasb withebé,and fhalbe their God. And God 
Apozc Hal wipe a waye all teares from their eyes. 
And there ſhalbe nomoꝛe deech, nether ſo⸗ 
rowe, nether ſhal there be eny moze payne, 
for ¥ olde chinges are gone. And be that ſat 
oCors.c Vponthe ſeate ſayde:· Bebolve, FJ mate all 
thinges newe. And be fayde vnto me: weyte 
fozrcbefe wordes are faicbjull and crue, 

And he ſayde wnco me: ic is Done « FJ ans 
Alpha and Omega, che beg ynn ynge and 
the ende. J wil geue to him that is ã thyrſt 
of the well of the water of life fre. He chat 
oucrcommech, [hal inheret all chinges * J 
wil bebis God,and be ſhalbe my ſonne. But 
the fearcfull and vnbeleuynge, andthe ab- 
Dominable,and mureburers,and whormon · 

ers, and [ozcerers,and ydolacers,zalllyars, 
oat bane their parce in the late, that bur- 
nech with fyze and bzymftone, which is the 
feconde death. 

And there came vnto me one of the ſeuen 
angels, which bad che feuen vials fuil of the 
ſeuen laft plages:andealted with me,fayen- 
Se:come byooen. 5 wil ſhewethe the bryde, 
¥ labes wyfe.And be caryed me awaye in F 
ſprete toa greate and an byemofitayne.and 
Be ſhewed me che greate cite,boly Jeruſalẽ 
Defcendinge out of heauen from God, hauyn 
gethe bꝛightnes of Gov. And ber ſhynynge 
was lye unto a ſtone mofé precious, euen & 
Jaſpar cleare as criftall: zhad greace and 
Dye walles,and bad twolue gates,and at y 
Sates ewolue angels sand names weytten, 
which are the twolue trybes of Iſrael: on 
the eft parte the gates, and on thẽ nozch fy 
de thꝛe gates, and cowarde the ſouth thre 
gates, and from the weft thre gates: andthe 
wall ofthe cice bad twolue foundacids,and 
in them che names of chelambes twolue A- 

oſtles. 
C J —— that calted with me,bada gol- 
xacha.a den rede to meaſure che cite with all,andtbe 
gates therof, and the wall therof. And the 
cite was byle foure ſquare, and the length 
was as largeas the bredth of it,and be mes 
fired the cice withthe rede twolue M. fur⸗ 
Tonges: and the length and the bredth, and 
¥ beych of tt, were equall. And he meaſured 
the wall therof; an crliiij. cubittes, after ¥ 
imeafure of g man, which he angel bad. 
Andrbe buylvingeof che wall of it was of 
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Aſpar. And che cite was of pure goldelite 
vnto cleave glaſſe: and y foundacios of che 
walles andofy cite were garnyß hed with 
all maner of precious ftoncs.T he fyzft fours 
Dacion was ¢ Jaſper the ſeconde a Saphy 
re,¥ chyrde a Calcedony,che fourth a Sma 
ragde: che fyft a Sarvome: the firca Gare 
Scos: thefeuench a Cryfolite, che eyght be- 
rallrthe nynt h a Copas: the rentha Cryſo⸗ 
prafos: che eleuẽth a Jac yncterthe cwelfce 
an Amatiſt. 

And the twolue gates were twolue pear D 
les. and eüery gate was of one pearie and y 
ſtrete of thecite was pure golde,asa cho⸗ 
roweſhyninge glaſſe. And J faweno temple 
t herin. For the LORDE Goo allmighty and 
the lambe isthe temple Of it, and che cite 
bath no nede ofthe Sonne necher ofthemo 
neco lyghten it. For the beyghenes of Gov 
dochlight it:and che lambe ts chelyght of 
it. And ¥ people whid) are faued, [yal wal- 
Fein the light ofic: andthe Eynges of che 
earth (hal brynge their glozy unto it. * 2nd Efacob 
the gaces of it fat notbe ſhut by daye. For 
there ſhalbe no nyght there. And chere yal 
entre in to it none oncleanethinge: nether 
what foener worketh abbominacionio: ma 
keth lyes:but they which are wꝛytten in tbe 
lambes boke of life. 


The Xx. Chapter, 


Ld he ſhewed me a pureryner of wa A 
ter oflife clere as criſt all: pꝛoce adinge Ezegz.a 
out of the ſeate of Sod and of ¥ lam ⸗Aene 
be inthe mydves of che ſtrete of it, and of 
ether ſyde of cheryuer was there wod of li- 
fe which baretwolue miner of frutes: and 
gaue frute every moneth:and theleaues of 
the wodd ferued to beale the people with 
all. 


And ehere fhalbe no more curffe,bucebe 
feate of Godand y labe ſhalbe in it and his 
feruauntes [hal ſerue him: And fhal ſe bis 
fsce. and bis name ſhalbe in their for heades. 
And there ſhalbe no night there, and they Efacod 
nede no candle, nether light of che Sonne: 
fortbeL ORDE Godgenethebé light, and 
they ſhal reygne for enermore. 

2nd be fayde vnto mert heſe fayenges are B 
faicbfull, and true. And the LORDE God 
oͤfthe holy pzophetes ſent bis angel co fhe 
we vnto bis feruauntes, the chinges which 
muſte ſhortly be fulfilled. Beholde. J come 
ſhoitly. · Happy is be p kepeth ¥ fayégeof apocs.a 
¥ propbely of chis bobe. am Ihon which 
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ſawe thefe chinges ano berde them. 2nd 
ae Bhad —— ſene chẽ. J felldowne 
£0 woeflyippe before the fete of che angell 
whidy fhewed me theſe chinges. And be 
farde vnto me: «fe thou do it mor, for: Jam 
thy felore ſeruaunt and che felowe fernade 
ofebybrerbzentbe prophetes,and of eben, 
which Eepethefayenges of this boke. Wor · 
fhippe Gov. 
nd be fayde vntome:ſeale not the fayert 
ges of che propbefy of chis boke, Gorche ty- 
zachy.b meis at hove. · Hethat doeth evel lec hins 
do eueil fEyll:and be which is filthy, let him 
be filthy fEyll:and be chat is righteous, let 
. bimbemozerigy. "8: and be chat is holy 
let bint be more boly. Zind bebolde, F come 
Phoztly, and my rewarve with me,to geue 
enery ma acordinge as bis dedes ſhalbẽ. · FJ 
am Alpha and Omega, t beginnynge and 
the enve:chefirfezebelafé. Bleſſed are they 
that do bis commaundementes, that their 
omer maye be in the tree of life and ma ye 
entre in thorowthe gates into the cite. · For 
1Cors-b wirhout are dogges and inchaunters and 


EEE, xohomongers, and mozberers, and ydola 
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ters, and whoſoeuer loueth or maketh lefin- 
cS. 

JJeſus haue fent myne angell,coceftifie 
wnto you theſe thinges inthe cõgregacions. 
¶Jam the rote and the gencracion of Daniv, 
and the bright mornynge ſtarre. And the 
ſprete and the bꝛyde faye:Come. And lee bine 
that heareth, ſa ye alſo: Come. · And let bit eſacaa 
that is « ebyzft, come. And let whoſoeuer ion⸗ ã 
wyll,cate of the water of life fre. 

I teſtifye vuco euery man that heareth 
the woides ofpropheſy of this boke +yfeny 
man [hal adde onto chefe chinges,God [al Pure. 
adde vnto him the plages chat are wrytten 
in this boke. And yf eny man (hal myniſhe 
ofche wordes of che hoke of this propbefy, 
God ſhal cate awaye bis parte out of the 
bote oflife,and out ofthe boly citic,and frs 
thochinges which are wrytten in this bore. 
He whid) teftifyerh chef thinges, (aych: 
Mee J come quycfly, Amen. Even fo: come 
LORDE Jefe, The grace of oure LORDE 
Jeſu Chzifé be with you all. Amen. 


The ende ofehenerw teſtament. 


A faute eſcaped in pryntinge the new Teſtament · 
Vpon the fourth lecfe,the firft ſy de in the firrechapter of S · Mathew · 


Sete ye 


firſt che Eyngdome of beauen: zc. 


Reade. 
Sete ye firſt che Fyngdome of God. ze. 


pPryntedinthe yeare ofoureL ORDE M. D. XXXV. 
Gnd fyniſhed the fourch daye of October. 


